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Plymouth, 296, 630 

Poole, 96 

Poplar, 351, 574, 684 

Portsmouth, 323 SERI 

Portugal, 601 

Portuguese India, 211 

Preston, 277 

Pwilheli, 322 

Queenstown, 184 

Radcliffe, 71, 436, 574 

Rathmines (Co Dublin), 4l 

Rawdon & Yeadon, 574 

Rawtenstall, 96, 211, 351, 601 

Redruth, 436 

Reigate, 211, 240, 518 

Richmond-on-Thames, 490 

Rickmansvorth & Chorley Wood, 126 

Ripon, 267, 407, 518, 660 

Rochdale, 211, 267, 351, 660 

Rotherham, 196, 107, 518 

Rowley Regis, 96 

Royton, 296 

Russia, 210, .295, 489 

St. Annes-on-the-Sea, 660 

St. Helens, 42, 660 

St. Pancras, 322, 464, 574, 716 

PS 13, 126, 211, 267, 377, 436, 
30 


Sevenoaks, 126, 240, 630 

Sheffield, 41, 184, 519, 546, 660 

Shipley, 13, 126, 240, 267 

Shipstone-on- Stour, 323, 351 

Shrewsbury, 157 

Silkstone, 323 

Skelton & Brotton, 157 

South Africa, 71, 157, 490, 685 

Southampton, 97, 296, 351, 464, 716 

Southend-on-Sea, 71, 323, 436, 546, 717 

South Shields, 323 

South Wales, 97 

Southwark, 464 

South Yorkshire, 97 

Spain, 12, 125, 351, 377, 574, 601, 716 

Spenborough, 

Stafford, 185, 436 

Stalybridge, 13, 157 

Stepney, 601 À 

Stirling, 240 

Stockport, 157, 407, 490 

Stockton-on-Tees, 157, 407, 661. 

Stoke Newington, 351 

Stoke-on-Trent, 13, 157 

Straits Settlements, 185 

Stretford, 296 

Sunderland, 378, 436, 630, 685 

Sutton, 13 

Swansea, 42, 185, 296, 407, 464, 685 

Swindon, 323 

Swinton (Yorks), 519, 574 

Tasmania, 42, 71, 97, 185, 
407, 436, 602 

Taunton, 71 

Teddington, 71, 268 

Thirsk, 157, 685 

Thornton, 97 " 

Todmorden, 490 

Torquay, 157, 378, 601 

Tottenham, 97, 574 

Trowbridge, 157 

Tunbridge Wells, 49 

Turton, 157 à 

Twickenham, 268, 378 

Tynemouth, 

Uckfield, 71 

United States of America, 97, 911, 685 

Wadebridge, 407, 546 

.Walkden, 464 

Wakefield, £96, 436 

Walsall, 42, 296, 546, 661 

Walthamstow, 97, 378, 574 

Walton-on-Thames, 351 

Warrington, 97, 157, 268, 296 

Waterford, 223, 407 

Watford, 126, 436 

Wednesb try, 378 

Welsh W iter. Powers, 71 

West Bromwich, 490 

West Ham, 97, 351, 603 

Wevbridge, 42, 157 

Wevmouth, 464 

Whitehaven, 71 

Wigan, 42. 296, 351, 407 

Willesden, 97, 126, 602 

Wimbledon, 42, 126, 378, 661 

Winchester, 42. 71, 268, 436 

Windermere, 575 

Woking, 630 

Wolverhampton, 296, 519, 575 

Woolwich, 12, 518, 630 

Worcester, 49. Son. 407 685 

Worksop, 240, 490 

Worsborovgh, 94) 


267, 296, 


Licttinc AND Power Nores—cont. 
Worthing, 126 
Wrexham, 630 
Yarmouth, 185 
Yeadon, 661 
York, 13, 97, 630 
Yeovil, 13 


Lighting the Statue of Liberty, 688 
Lighting restrictions іп France, 674 
Lightninuy—Danyer of trees, 336 
Lights, Гена 242 
Liynite as station fucl, 380 
Linking up, 674 
Linking up & falling out, by '' Rover," 
651 
Linking up & wayleaves, 505 
Linking up—Electric power 
492, 523, 535, 604, 719 


stations, 


LiovipA11C Ns— 
Adnil Electric Co., 124, 210 
Anglo Colonial Engineering Co., 15. 
Asbestos Manufacturers, 183 
Aster Engineering Co. (1913), 69 
Bachelet Levitated Railway Syndi- 
cate, 159, 629; 
Bachelet Shipbuilding, Engineering, 
& Ordnance Co., 159, 
Bachelet Shuttle & Loom Co., 
629 

Bakelite Co., 321 

Baldur Engineering & Supply Go., 
Ltd., 239 


159, 


Biddle Automatic Signal, 155 
Blume, C. H., 

Bohler Bros. & Co., 321 
Bohndel, Otto, 69 

Roiler Scalers, 11 

Brinckmann E. M., & Co, 95 


British Bachelet Flying Train Syn. 
dicate, 159, 629 . 

British Exporters Association, 11 

Colston Electrical Works, 11 

Constant Vacuum Carburetter Syndi- 
‚саќе, 95 

“ Dac " Accumulator Co., 629 

Derby Electrical Co., 321, 434 ^ 

Dey Time Registers, 321 

Electrical Oil Refining Co., 266, 489 

Electro Flex Steel Co., 69, 683. 

Electro Steel Foundries, 489 

Excelsior. (Aluminium) Solder Co., 95 

Feld Bros. & Co., 629 

Fleischaacher British Lamp Co., 95 

Flexible Wheels, 210 

Fuel Gas, 95 ~ 

Ри Engincering Accessories, 489, 
1 

Goldschmidt, Th., 40 

Griesheim-Electron, 40 

Herbert Frood Co., 266 

High Tension Insulators, 210, 266 

Institute of n 201 Great Bri- 
tuin & Ireland), 1 

Kingston Lighting со 489 

Leitner Electrical Co., 600 

Liverpool Lighting and Heating Co., 
489 


Llanelly Motor 
neering Co., 

London Electron Works Co.. 40 

Mechanical Transport, 183, 295 

Mond Nickel Co., 

Muller, C. A., 321 

Naylor Battery Co., 11 

Omega Electric Lamp Со., Hammer- 
smith, 


Plutte Scheele & Co., 69 


& Electrical Engi- 


Quàrz-Lampen ‘esellschaft, M.C.H., 
M ДИ 

део Electrical Manufacturing 
о., 


Phoenix Electric Heating Co., 
239 


Shaw Wireless, Ltd., 600 
Sherardising Syndicate, The, 95 
Switchgear Construction Co, 434 
Turner & Buryer, 629 

Tyneside Engine Works (Cardiff). 


Lid., 


United Carborundum &  Electiite 
Works, 489 
Victory Smoke Consumer & Fue! 


Economiser Co., 


(sec also under “ War 
* Companies to be wound 


Liquidations 
Items "— 
99 


Liverpool and Manchester, Visit of 
journalists to, 687 
Liverpool electrical dispute, 353 


Ljungström turbine, Axial exhaust for, 


London & North-Western Suburban 
Railway electrification, The, 144, 


Low grade fuel, The use of, 667 

Lubrication in Diesel engines, Piston 
3 small end, by G. B. Vickers, 
64 


Luminous compound for switches, Self-, 
689 


ACHINE firing by coal & gas, A 
dual method, 553 R 

Magnetic rectifier, The Alexanderson, 
649 

Magneto, The Berkshire ignition, 259 

Magnets for ioading pig iron, Lifting, 
131 

508 


Manager, А successful, 


Manchester & District Decimal Asso- 
ciation, 

Manchester contract, A, 187 

Mene heater Corporation tube contracts, 

Manchester electric vehicle trial, 371 

Mannesmann ‘Tube Works purchased, 
The, 17, 206 


Manufacture of еш apparatus in 
Ladia, The, 

Manufacturers ани іп U.S.A., 
United Kingdom, 632 

Manufactures, United States census of 
electrical, 551 

Mechanics for the R.N.A.S., 45 

Memorial to Prof. Thompson, 74 

Memorial to Sir Wm. Ramsay, 

Men wanted for the R.E., 288 

Mercury arc rectifier for charging small 
batteries, 312 

Merton, Н. R., & Co, 45 -— 

ме markel, 23, 134, 275, 387, 927, 


Metal workers’ wages, 214 
Metric system, Decimal coinage & the, 
23, 45, 99, 114, 131, 282, 439, 
Е Metric system in the U.S.A., 158 
Metropolitan Electric Supply Co., 282 
меен Water Board employés, 


Mexico; English electrica! manufac- 
turers imprisoned in, 165 

Mica from German East Africa, 324 

Minerals, British department of, 439 

Mines, Electric signalling in, 143, 146, 
439, 551 


Mirrors, The electrolytic coating of 
silvered, 387 

Modernising an electric supply under- 
taking, by E. M. Hollingsworth, 


aA fo. British industries, British, 

5 

dr and  co-operative electricity, 
719 


Metals from Germany, 646 
Motor оса, rheostats, Resist- 
"We stepping of, by L. Boothman, 


Motor cars, А novel electric clutch 
gear for, 166 

Motor control apparatus, The choice of, 
by W. Perren -Maycock, 138 

. Motor  road-vchicles, Variable-specd 

gears for, by R. E. Phillips, 718 

Motor ship Glenamoy, 632 

Motórs, Adjustable speed polyphase in- 
duction, 36 

Motors, Century single-phase repulsion 
induction, à 

Motors, Control systems for traction, 


Motors, Joint action to develop road, 


мар rated, б, SÈ NR е 1916, 
te 

а ectrical ee station, The 
|i esten by J. H. Dobson, 
222, 265 ` 

Мипїсїра! Tramway Association соп- 
ference, 1916, The, 214, 340, 368 

Music, Electrical, 687 

Mysore, Hydroelectric power proposals 
in, 


ATIONAL adaptability in war 
time, 
National economy in fuel, 51 
S ST power supply, 393, 


National Electrical Contractors’ Asso- 
ciation, 507 

National Gas Council, 493 

National Insurance Act, 1911—Exten- 
sion of ппешрзутевь insurance, 
ру tansfield, 287; On 
mpire's decisions on unemploy- 
ment insurance, .by J. J. Н. Stans- 
field, 369, 434, 455, 531, 655 

National physical laboratory, 83 

nd eee policy, The development 


Naval electricians, 46 


New COMPANIES— 

Accuratact Magnetos, 579 

Aluminium Solder Co., 273 

Ascog Metal Products (Glasgow). 189 

Association for the Protection of 
British Capital & Property in 
Enemy Countries, 189 г 

Automatic Loading Co., 18 

Birmingham Electrical Accessories 
Manufacturing Co., 1 

B. hr (of London & Birmingham), 


British Aero Magneto Manufacturers’ 
‘Association, 216 

British Electric Trading Co., 102 

British Electro Chemists, 18 

British Italian Corporation, 102 

British Miniature Electric Vehicles, 


an Revival Manufacturing Co.. 


British Utilities, 898 

Carbic Italiano, 139 

Celynin Electric Light Co., 412 

Collins (Liverpool), John, Electric 
Jumpin Horses Co Co., 328 

East Kent Road Car Со., 216 

кесп Consulting & Supply Co.. 


Elliott Bros. (London), 18 

. Ellis, A., & Co., 102 » 
Faraday & Son, "979 
Fellows Magneto Co., 273 
Filbar Electric Heater, 18 
Fuller's Carbon & are Co., 18 
Раса Engineering & Export Co., 


Grinyer & Co., 161 
Hadon, 272 

Higgins & Griffiths, 102 

Hill Bros. (Magnetos), 216 
Insulated Cap & Rivet Co., 398 
inire anal M.P. Superhcater Co., 
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New Compranies—continued 


Kilmalloch Electric Light & Power 


4 

Latin-America Chamber of Commerce 
in Great Britain, 328 

Leabank Manufacturing Co., 524 

London Lorries, 

McLeod & Sons, 355 

Magnetic Waves, 384 

Midland Dynamo & Motor Repairs, 
690 


' Midland Electric Co. (Southport), 690 
5 


Milton Manufacturing Co., 

New London Electron Works, 495 

New Peto & Radíord Accumulator 
Co., 132 

New Union Electric Co., 328 

Notable Electric Co., 

Phillips’ Magnetos, 132 

Reuter (1916), 690 

Robin Hood Engineering Works, 18 

Russo-British Chamber of Commerce 
in the United Kingdom for the 
promotion of commerce between 
the British & Russian Empires 
(incorporated), 495 

Selson Engineering Co. (France), 579 

Selson Engineering Co. (Italv), 356 

Steel's Electric and Engineering Co., 


Stevens Petrol Electric Vehicles, 18 

Tele-Dis Services (Founders! Com- 
pany), 553 

Thornton, W. R., & Son, 328 

Traction Development, 553 

Troup, Curtis, Co., 18 

Tyne Electric Steel Foundries, 607 


'' Universal Electric Supply, 469 


Volta Magneto Co., 18 

Wey Engineering Co., 18 

Wolf Safety Lamp Co. (Wm. Mau- 
ricc), 

Woods-Gilbert (British) Rail Grind- 
ing & Milling Co., 

Zinc Producers! Association Proprie- 
tary, 468 


New ELecrricaL Devices, FITTINGS AND 


PLANT— 
" Arora " cooking apparatus, 73 
Bitumen Mexican Eagle, 118 
Bowdon Thompson system of protec- 
tion for electric cables, 118 
Brake solenoids, Totally enclosed, 


B.T.H. instrument transformers, 10 

B.T.H. ironclad switch fuses, 73 

B.T.H. starting compensators, 90 

Bullet probe, An electric, 119 

" By pass" paraffin attachment, 559 

Carbon-filament lamp, Gas filled, 373 

Carron elettric fires, 427 

Chatterak telephone apparatus, 235 

Commutator slotting tool, 

Concrete poles—A new method of 

making, 346 

Convertible electric fires, 401 

Crompton half-watt lanterns, 288 

“D. G.” bowl fires, 262 

Ediswan Esco buzzer, 401 

Ediswan Н.О cells, 497 

Egg cooker, Electrical, 178 

Fireproofing man-holes, 235 

Fluvent fuses, 178 d 

Frampton-Callender system of looping- 
in.distributing mains, 484 

Gear wheel, Large, 678 

G.F.C. main regulators, 511 

G.E C. rotary converter traction 
equipment in Barcelona, 455 

* Gnita " electric gas lighter hand 
lamp, 119 

Hammer, Electric, 34 

Hosgood utensils, 35 

Induction motor winding, 263, 298 

'** J.M.” fire extinguisher, 963 

“ Kantarlo" patent ironclad fuse- 
board, 510 

Klaxon factory signals, 559 

“ Kwik " electric conduit fittings, 120 


-Lampholder, Anti-vibration, 34 


Lamp locking batten holder, 90 

Lamp shade, Another Mazda revolv- 
Ing, 

“Lightning bug” electric lantern, 401 

кыштай clectric-cooking plant, 


Liquid starting gear, 402 

Mining bells & relays, 670 

Motograph signs, 235 

Multiple contact starter, 26 

Outboard boat motor, Electrical, 288 

“ Overseis " small lighting sets, 670 

Perfecta boiler circulator, 595 

Pocket lamp, Improved, 456 

Prestwich fluid gauge, 596 

Primary cell, New, 549 Ы 

Reyrolle combined switch. & wall 
plug, 559 

Reyrolle dividing box & contact 
maker. 596 

Revrolle switch-type fuse boxes, 679 

Roberts tuned transmitter & resonat- 
ing receiver, 149 

Sande-s fuseboards, 497 

Simplex girder clamps, 595 

Small commutators, 456 

Soldering bit, A combination, 190 

Sparkless signalling system, A, 511 

“ Sparta ” battery, The Fuller, 148 

Sterling staff spna uing system, 345 

зат. by electric heating, Raising, 


Turbine furnace, The, 262 
Turbines, Large impulse, 373 
Turbo-alternator-converter installa- 
tion, G.E.C., 

“ Twinob "' switch motor controls, 73 
Wedge optical pyrometer, 679 
Westinghouse liquid controllers, 26 
Wilkinson brake, The, 498 


—- 


New. Evecraica, Devices, FITTINGS AND 
PLANtT—continued 
Woodhouse patent automatic clutch, 
484 7 


New South Wales Government, Electric 
travelling cranes for, 256 

New Zealand, Trade of, 51, 530 

New Zealand, Trade statistics of, 713 

Niagara Falls to be food- lighted, 112 

Niagara power situation, The, 247 

Nitro-e ierg 

Nitrogen Шай, 112 

Nitrogen from the air, 438 2 

Niiregen plants, U.S.A, Government, 


44, 
North Eastern manufacturers, 69 
Northampton Polytechnic Institute, 690 
Norway, 294, 683: 
Norway, Electrochemistry in, 382, 531 
Norwegian copper exports prohibited, 
271 


Norwegian electrical market, ‘82 


Фама 


Archdale, Rt. Hon. E., 18 
Вессһат, Sir J., 495 


Bell, T. А., 

Bille, dt иб. 

Bird, Т. 

Callender, T ui J. D., 721 
Cornish, T., 328 

Curtis, C. W., 161 
Davies, G. 


355 
Davis, Н. L., 721 


Eggers, H. F. C., 102 
Franklin, Sir Geo., 355 
Gibson, Sec.-Lieut. J. S. 699 
Hancock, W., 468 
Harrison, C., 495 

Howard, A. H., 494 
Howorth, ]., 328 

Hodgson, E., 690 

Ireland, A. J., 720 

Keith, G., 216 

Lee, J. H., 384 T 
Longrigy, R. I, 161 
Longworth, Ald., 18 Ў 
McMahon, J., 328 

Maddick, S. у, 552 

Mann, R. F. 607 

Maxim, Sir Hiram, 607 
Morgan, Sir W. Vaughan, 552 
Ogan, G. A., 524 

Pimb:ett, W., 328 

Pownall, G. H., 690 
Ramsay, Sir Wm., 102 
Rennroldson, Ald. J. M., 412 
Rock, E.. 102 

Scott, J. Gray, [79 

Shaw, Father, 441 
Sivewright, C.M.G., Sir James, 300 
Sparks, S. C., 300 

Splitdorf, H., 579 

Stevens, W., 244 

Taylor, F., 47 

Todhunter, H., 607 

Walton, W. A., 636 
Webberlev, P., 412 

White, Sir Geo., 607 
Williams, R. P., 355 


Orricta, Rerurns-— 
Allen, W. H., Sons & Co., 691 
Anchor Cable Co., 103 
Anglo-American Electric Co., 579 
Anglo-American Telegraph Co., 103 
е Tramway Syndicate, 
1 


Bankfoot Power Co. 

Barford Electric Supply D Со, 216 

Barnsley & District Electric Traction 
Co., 216 

Baxendal» Bros., 607 

Bill, S., & Co., 216 

oie District Electric Supply Co.. 


Birmingham District Power and 
Traction Co., 384. 412, 469 

Boothrovd, H. T., 607 

Bourton-on-the-Water Electric Light 
& Traction Co., 

Braby, F., & Co., 691 

Bracuhy Falls & ’ Metallurgical Svn- 
dicate, Ltd., 103 

Braine, T. F., & Co., 161 

Bray, G., & Co., 103 

Bray, Markham & Reiss, 398 

Brecknell, Munro, & Rogers, 607 

Brilliant Arc Lamp & Engineering 
Co., 19, 216, 245, 972, 441 ‘ 

Brisbane Electric Tramway Invest- 
ment. Co., 103 

British Ever Ready Co., 328 

British Insulated & Helsby Cables, 
Ltd., 103 

Bullers, 469 

Cape Electric Tramways, 690 

Carville Site & Power Co., 108, 469 

Chloride Electrical Storage Co., 884 

one Carlisie Electric Tramways, 


Coatbridge & Airdrie Electric Supply 
Co, 103 


Compania de Electricidad de la Pro- 
vincia de Buenos Aires, 161 
Consolidated Electrical Co. 
Cox, H. W., & Co., 103 

Crompton & Co., 
Cryselco, 328 
Cutting Bros., 998, 636 

D зо (Hollister's 


Patents), 
Davis & e (Der. J., 984 
Denton, William, 

Derby Lamp Works, 594 
Dixon & Corbitt and R. S. Newall 

and Co., 691 
Douglas | Southern Electric Tram 

w.vs, Ltd., 47 
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Orricia,. RETUKNS—continued 
D.P. Battery Co., 216 
Duram, 19 
Duroglass, 356 
Edison Accumulators, 103 
Edmundson's Electricity Corporation 


Electric & Gencral Investment Со, 
384 


Electric Construction Co., 328 

Electric Ignition, 384 

Electrical Contracts & Maintenance 
Co., 691 

Electrical Installations, 691 

Electro-Mechanical Brake Co., 690 

Elliott Brothers (London), 133 

E.S. Co., 579 

Europe & Azores Telegraph Co., 97€ 

Evershed & Vignoles, 356, 384 

Exchange Telegraph Co., 418 

Farad Electrical Co., 607 

Faringdon он Light & Power 
10.) 27 

Ferguson, Pailin & Co., 607 

Flather & Co., 103, 579 

General Accessories Co., 636 

Glantawe Electric Supply Co., 607 

Gorseinon Electric Light Co., 856 

Halifax & Bermudas Cables Co., 607 

Hans Renold, 272 

Henne Co., 13 

Hirst, & Son, 216, 553 

Holswrorth Gas & Electric Supply 
Co., 

Hong Kong Tramway Co., 216 

Ilford Dry Battery Co., 272 

Ilfracombe Electric Light & Power 
Co., 19 


India Rubber, Gutta Percha, & Tele- 
graph Works Co., 607 

inté rnational Dowsing Electrica! 
Heating & Appliances, 356 

Karabon, 19 К 

Keith & Blackman, Jas., 607, 636 

Keswick Electric Light Co., 19 

Lamplough & Son, 103 

Lancashire Electrical Engineering 


Lancashir? Power Construction Co., 
216 

Landaulet Co., 691 

Liscard Battery Co., 412 

Liverpool Electric Cable Co., 636 

Llanelly & District Electric Lighting 
and Traction Co., 691 

апраца & District Electric Light 

Power Co., 

Lobito Bengueclla & Catumbella Elec- 
tric Light & Power Co., 18 
Manaos Tramways & Light Co., 469 
Mander & Co., 161 
Marconi International Marine Com- 

munication Co., 384 
Micanite & Insulators Co., 636 
New General Traction Co., 216 
New Liverpool Rubber Co., 607 
New Peto & Radford Accumulator 
. Co, 245. 
колшо Electric Light & Power 


. Co., 
Notable Electric Co., 524 
dn Electric Light & Power Co. 


4 
о! Telephone & Electric Co. 


thet wetce #2075 


Paignton Electric Light and Power 
Co., "m И 

Parsons & Hodges, 132 

Perfection Light Co., 19 

Pitter’s Ventilating & Engineering 
Co., 161, 217 

Portable Electric Light & Power 


o., 328 

Pritchett & Gold & Electrical Power 
Storage Co., 607 

Rangoon Electric Tramway & Supply 


O., 

Reid Bros., Engineers, 691 

Resisto Electric Manufacturing Co, 
245, 441 

Rushmore Lamps, 132 

Salford Electrical Instruments, 636 

sat d Elec‘ric Construction Co.. 
1 


2 

Sheerness & District Electric Power 
and Traction Co., 217 

Siemens Bros. & Co., 217 

Sloan Electrical Co., 

Small Electric Motors, 161 

Strode & Co., 19 

Suffolk Electricity Supply, 272 

Torquay Tramways Co., 441 

Traction Development, 691 

Troup, Curtis & Co., 132 

Vaughan Engineering Works, 132 

Venner Time Switches, 216, 691 

Veritys, 691 . 

Vickers, Ltd., 47 

Wakelins, 636 

rs Electrical Manufacturing 
o., 1 

Weaverham Electricity Supply Co., 


607 
MIT С Баи Electricity 
O., 
Mae ur кыд 495 
Yorkshire Cable Co., 328 
"Z^" Electric Lamp Manufacturing 
Co., 412 


Oil, Economy in lubricating, 336 

Oil engines & steam engines in com- 
bination, by G. Porter, 

Ojl, Test for moisture in ‘transformer. 


4 | 
кал sub-station—Damage by a rat, 


One man car in U.S.A.. 215 

Ontario, Report of the Hydro-Electric 
Commission of, ` 

Operating theatre, Field, 270 
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Ores in Australia, Electrolytic treat- 


ment of, 100 


Organisation, An American homily on 


electrical, 335 
Organisation for after the war, Indus 
trial, 687 


Organisation, National industrial, by 
O. N. Looker, 675 
Organisation of trade and industry, 


The, 673 
Or КЫ Scottish engineering, 159 
Оџцоок of labour, The changed, 353 
Overhead lines & the Board o Trade, 


2ng 
Overhauling a big set, 688 
Overseas electrical trade, Our, 585 
Omne in military surgery, 379 


ARALLEL operation of electric 
power stations, The, by J. S. Peck, 
611, 653, 
Electric lighting in, 57 


Paris, 


PaRLIAMENTARY— 


Electricity — su py interconnection 
schemes, 1 

Registration of Business Names Bill, 
159, 187 

Royal ass-nt, 95 

Shropshire, Worcestershire, & Staf- 


fordshire Electric Power Bill, 243 


Parliament to consider, Electrical ap- 
plications for, 577, 605, 719 

Passenger transportation іп large 
cites, Some notes on, by J. M 
McElroy, 341 

Patent applications, 68 

Patent restorations, 153, 294, 462, 586, 
au 


Patents and alien enemies, 15, 45, 90, 
131, 243, 320, 

Patents, Australian, 16 

Patents, Austrian, 214 

Patents expiring :luring 1916, List of 
British, 28 

Patents, New & Published Specifica- 
tons, 28, 56, 84, 112, 140, 168, 
196, 294,. 252, 280, 308, 336, 364, 


32, 420, 448, 476, 504, 599, 560, 


588, 616, 644, 672, 700, 

stents upheld, Tungsten lamp, 146 

Patents, Wire "lamp, 

Peace, German preparations for, 153 

Рез: bog, Electri? power on a Russian. 
220 


€7U 7 


Pelton wheel, Large  British-built, 
551 

Penny wise, 170 

eregrini, Maricurtensis, Petri, by P. 


F. Mottelay, 247 

Períormance of British Westinghouse 
turbines, 

Pernambuco, Electrical imports’ into, 

Petrol for stationary motors, 35 

Рэопашт, The scarcity of, 578 
icemen, Flood-lighting, 690 

‘orphase induction motors, Adjustable 
speed, 36 

‘clvphase testing, Switchboards for, 
by A. T. Bullen, 238 

l'arcelain, English, 405 

Porcelain, Hard paste, 299 

Pxo:lain, Japanese, 405 

Pet Arthur, Canada, Pumping plant 
at, 611 

Powdered coal as fuel, 481 

Power, Cutting cable ‘trenches by, 460 

Power distribution, Electric, by С 
H. Merz, 306 

‘wer irom coke-oven gas, The econo- 
d production of, by G. Dearle, 

«| ver from low-grade fuel, Electrical, 

ower generation апа 

.. Economic, 

ua a Russian peat bog, Electric, 


distribution, 


Power situation, The Niagara, 247 
[ „= station, Clyde Valley Co.’s new 
Cambuslang, 591 
Power station design, 584 
et station, The Johannesburg muni- 
cipal electric, by J Н. Dobson, 
239 231, 


Power stations, The parallel operatior. 


Ti els vc tric, by 5. Peck, 611, 
_ 653, 696 
rower supply, National electric, 393, 
397, 439 


Preparations for peace, German, 153 

Fr vention of bribery, The, 451 
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THE FRENCH ELECTRICAL INDUSTRY. 


Our French neighbours, like ourselves, have 
resolved to liberate themselves as far as possible 
from the undermining influence which German elec- 
trical firms exercised, either directly or indirectly, 
in the French market down to the outbreak of the 
war. French electrical firms have suffered in the 
past from a comparative scarcity of labour, and the 
situation in this respect may become accentuated 
after the conclusion of peace. The manufacture of 
electrical apparatus is chiefly carried on in the 
vicinity of Paris, where formerly labour was fairly 
abundant, whereas the construction of machinery 
was carried out generally in the provinces, where 
a shortage of labour was experienced, and where 
the time “required for the execution of orders was 
longer than if workers had been available in greater 
numbers. Apparently the establishment in the pro- 
vinces of most works for the production of heavy 
machinery was originally prompted by the desire 
to secure cheaper sites, lower taxation, and lower 
wages than in the Capital, but it 1s a question 
whether the commercial results have justified that 
ccurse. On the other hand, and apart from the 
mechanical engineering works in operation in the 
neighbourhood of Berlin, it has to be borne in mind 
that two of the largest electrical groups in Germany 
are concentrated in the Capital, and they have cer- 
tainly found great financial prosperity in that dis- 
trict, despite the prevailing rates of wages, taxa- 
tion, and the great distance which separates them 
from the centres of production of raw materials. 

A little light concerning French hopes and inten- 
tions for the future is shed by the annual report of 
the Compagnie Française pour l'Exploitation des 
Procédés Thomson-Houston. Without concealing 
the fact that formidable economic and social prob- 
lems will arise after the war, the report expresses 
confidence that victory will bring about a rapid ex- 
pansion of the national industries, and particularly of 
the electrical branches. But in the commercial 
struggle, as in the case of the war, it will be neces- 
sary to fight with equally efficient methods. To defi- 
nitely evict German industry from the French market 
and to compete with it in the markets of the world, 
it is considered necessary for the French works to 
increase their productive capacity, to improve their 
plant and machinery, and to adapt them in such 
a manner that they will be able to make up for the 
deficiency of labour by adopting bulk production of 
standard types, and to pursue a vigorous commer- 
cial policy in the opening-up of new markets. The 
realisation of this programme will require large 
financial resources. In this connection, the forma- 


` tion is announced of a Chambre S ndicale des Con- 
structeurs of heavy electrical machinery, which will 


examine and solve the problems of this important 
department of the industry, and is in complete 
agreement with the Syndicat Professionel des Indus- 
tries Electriques which groups all the specialities 
of electrical manufacturing. 

M. Charles Laurent, chairman of the French 
company, at the recent meeting stated that there 
was no doubt that at the conclusion of hostilities 
a great demand would arise in regard to the appli- 
cations of electricity, and that it was necessary to 
make preparations at once for coping with it. The 
French electrical industry henceforward would have 
to supply articles that competitors across the Rhine 
had formerly succeeded in placing on the French 
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market, and must also render itself capable of com- 
peting with them in the foreign markets. It was 
admitted that the task would be a hard one, and that 
individual efforts would be inadequate unless thev 
were energetically co-ordinated. Germany had 
shown what could be obtained from a solid indus- 
trial cohesion, and the French would also organise 
their productive resources without, at the same 
time, abandoning their capacity for individual initia- 
tive. In this connection, M. Laurent mentioned 
that the views which he had exchanged with the most 
important firms permitted him to state that this 
necessity had been unanimously recognised, and the 
recent constitution of the Chambre Svndicale des 
Constructeurs marked a decisive step towards an 
understanding which could not fail to be fertile. 
and which would complete the work already under- 
taken by the Syndicat Professionel des Industries 
Electriques. 

It is satisfactory to learn that a re-awakening of 
national energy and the spirit of enterprise has be- 
come manifest in France. and as the economic life 
of the country is resuming a natural course a pro- 
v1essive expansion is proceeding in regard to orders 
for peace purposes, quite apart from the excep- 
tional requirements of the Army. The task con- 
fronting the French electrical industry. as pre- 
viously mentioned, will be difficult to solve. But 
with the cessation of hostilities, there seems no 
reason for doubting that sufficient financial support 
will be forthcoming to place the French works in 
a position which will render them independent of 
enemy countries and, at the same time, contribute 
largely to the future prosperity of the country. 


Тнк past week has been one 
of great events. Alt hearts and 
prayers are with the brave Forces 
who are so gallantly. and heroically fighting to re- 
deem the Liberty of Europe. God speed their 
eflorts! While these stirring events are in pro- 
gress, steps are being taken at home to deal with 
some of the problems that will follow when Vic- 
tcry has been won. The Government has, through 
the Board of Trade, drafted a Bill bringing muni- 
tion workers under the provisions of the unemploy- 
ment part of the Insurance Act, with the object of 
minimising some of the inevitable consequences of 
demobilisation and reduced war munitions activity. 
Mr. Asquith's Reconstruction Committee of the 
Cabinet, which is considering after-the-war prob- 
Icms of every kind, has issued an invitation to all 
who have any suggestions to make on the subject | 
to submit them, so that the nation may do its 
utmost to face an unparalleled situation. The 
House of Lords has allowed the appeal in the cele- 
brated Continental Tyre case, and last, but by no 
means least, the President of the Board of Trade 
has appointed a further Committee to make pre- 
parations concerning the problems of trade. Each 
oí the foregoing subjects is worthy of considerable 
altention in our pages this week, but we must fore- 
vo the privilege owing to the demands upon both 
time and space in these exceptional days. While 
the Forces at the Front are putting forth all their 
energies to win the war in the field of blood, think- 
ing and practical minds must prepare for the days 
that, we trust, will not be long deferred. Some of 
the, problems are so complex that they will call 
for deep inquiry and anxious thought for months 
to come, for we are faced, indeed, with a vastly 
altering national situation fraught with infinite 
possibilities. Тһе Economic Conference, which 
„arrived ünanimously at such important recom- 
. mendations, carried its work through with marvel- 
lous expedition, and the Nations must not be less 
expeditious in facing the details that: necessarily 
follow upon the acceptance of the principles laid 
down in those conclusions. We trust that we shall 
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-others should forestall it. 


be justified in our hopes that matters will now move 
more rapidly in both the military and the economic 
spheres, and we hope that in these preparations for 
the period of Demobilisation, Reconstruction, and 
Trade Security there will be energetic action and, as 
far as possible, unity of spirit. The new Trade 
Committee is, to our minds, as important as any 
that has vet sat to consider pressing problems. [t 
is to consider the best means of meeting the needs 
of British firms after the war as regards financial 
facilities for trade, particularly with reference to 
the financing of large overseas contracts, and to 
prepare a detailed scheme for that purpose. The 
Committee is composed of bankers and other finan- 
cial authorities, as well as industrial and commercial 
men, to whom the subject of industrial finance is 
no new one. The evidence should be ready at hand. 
for the subject has been discussed almost to death 
for many years. We look to this Committee to go 
a long way to assist British industry, which un- 
questionably has been handicapped in the past by 
competition with the industrial banking systems of 
the Teuton. | 
THE announcement which we 
make in our ‘‘ Notes " to-day, that 
the Council of the Institution of 
Electrical Engineers has appointed 

a Committee of seven members to 
consider the present and future of the supply of 
electricity in this country, in the light of Mr. Wil- 
liams's paper and the discussions which followed it, 
will be read with pleasure by all who have the in- 
terests of the industry and of the Institution at 
heart. The announcement is somewhat belated, as 
the Committee was formed on June 8th—the day 
before we urged the Council not to miss the oppor- 
tunity of placing the Institution in its rightful posi- 
tion at the head of this great movement, lest 
We trust that no time 
will be lost in pressing on with the matter, which is 
of urgent importance. 

In our issue of June 23rd we drew attention 
to the suggestion put forward by Mr. H. S. 
Ellis, in his paper read before the I.M.E.A., 
that a committee of members of that Associa- 
tion should be formed ''with power to co-opt 
members of other scientific’ societies," to in- 
vestigate the state of electricity supply in this 
country; the formation of such a committee was in 
fact decided upon on June 2ist, at a joint confer- 
ence ot the Council of the I.M.E.A. and represen- 
tatives of the power companies, and the President | 
made a statement on the subject on the following 
day. There are, therefore, two Richmonds in the 
field, and it will be observed that our renewed 
warning to the Institution with regard to the leader- 
ship of the industry was fully justified. But we 
are certain that there is no desire on the part of 
the I.M.E.A. to usurp the position, provided that 
the I.E.E. is disposed to take vigorous action in 
the interests of progress and reform. Whether the 
two committees will eventually combine, or hold 
joint sittings, or whether they will agree to divide 
the field of labour between them, remains to be 
scen; on this point we have no official information. 
It is obvious, however, that overlapping should be 
avoided. On the one hand, we have the munici- 
palities and the power companies jointly represent- 
ing the supply undertakings of the country; on the 
other ts the Institution, which represents, or ought 
to represent, not sectional interests but the whole 
of the electrical engineering profession and indus- 
try, and is in a position to consider the subject on 
the broadest lines. - It would seem that there is 
room for both parties to work harmoniously to- 
gether towards the development of the supply in- 
dustry on a sounder basis. e 

In the absence of additional information we can 
make no further comment on this particular sub- 
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ject; but we take this opportunity of appealing once 
more to the Council of the I.E.E. to keep its mem- 
bers and the public better informed as to its doings. 
There has been a distinct improvement in this 
respect of late, but as a rule the items which appear 
on the last page or two of the I.E.E. Journal, whilst 
of the kind we advocate, are altogether too 
absurdly meagre to fil 1һ15 want, which, we can 
assure the Council, is widely and deeply felt 
amongst the members. 


ADMITTEDLY the market for crude 
rubber has been anything but en- 
. couraging to the producing estates, 

but, as already hinted in these columns three weeks 
ago, there is not much hope of better things for 
another few months, or until towards the autumn, 
when market conditions may possibly improve, 
though the outlook presents many uncertainties. 
Much depends, of course, on the progress of the 
war in connection with which huge quantities of the 
product have been absorbed within the last twelve 
months or so. The United States will probably 
continue a heavy consumer, yet indications in that 
quarter have become distinctly reactionary, so that 
ииге needs аге a matter of considerable uncer- 
tainty. Owing to the critical state of shipping dur- 
ing the war, the larger trans-Atlantic manufac- 
turers have made probably full provision against 
prospective requirements. The stocks still avail- 
able across the Atlantic are now doubtless being 
caten into steadily, but new enterprise is, at the 
-ame time, kept within more conservative limits, 
and it is hardly likely that any market expansion of 
new buying will take place for an indefinite period. 
The general feeling of weakness, moreover, is 
:gainst any development of the demand beyond 
sctual needs. In the second half of June very con- 
siderable quantities of plantation rubber were dis- 
posed of, consumers who were short having re- 
[lenished stocks to some extent at the compara- 
tively low prices ruling, but there is still plenty of 
rubber awaiting disposal, though arrivals lately 
have been less numerous through shipping delays 
^r other drawhacks. 

The price of fine plantation grades has fluctuated 
down to about 2s. 4d. per lb., this being about the 
lowest figure seen since the end of the third quarter 
of last year. There is just a possibility that the 
weakness may become accentuated, despite the fact 
that the market seems to display rather more 
resistance. The set-back from the highest regis- 
tered earlier, this year represents not much less 
than 2s. а 1Ь., which 15 a rather serious matter for 
the estates, whose profits are bound to be cur- 
taled to an extent which must lead to renewed 
efforts being made for more economical working іп 
the interest of their shareholders. It is rather 
peculiar that developments as regards prices during 
:he last three months have been pretty similar to 
those witnessed within the same period two years 
а о, or just prior to the outbreak of the war, the 
гсуепф of which had a paralysing effect upon the 
demand. The market subsequently had frequent 
fluctuations, but fell only slightly below 2s. for 
No. I latex, and after rallying up to about 2s. 6d. 
dropped again late in 1914 to the lower figure men- 
toned. With the turn of that year, however, a 
steady upward movement ensued. History - may 
possibly repeat itself, owing to the unsettlement 
which must be expected to continue pending a con- 
clusion of the war. It remains to be seen, how- 
ever, whether the price will break to under 2s. a 
iL., as happened in 1914. The outlet for rubber is, 
after all, still quite good, and the present low 
prices tend to restrain producers in their forward 
sales. It is rather more difficult to place orders for 
distant deliveries, even at a notable premium, not- 
withstanding the ease with which spot purchases 
can be made. 
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THE TRAMWAYS AND LIGHT RAILWAYS . 
ASSOCIATION CONGRESS. | 


Ох Friday afternoon last, the eighth annual con- 
gress of the Tramways & Light Railways Associa- 
tion was held in London, being restricted to a short 
meeting at the Westminster Palace Hotel, where, 
after some introductory remarks by the chairman, 
the Hon. Arthur Stanley, M.P., on the report and 
accounts, a paper by Mr. W. T. Robson (South- 
ampton) on ''Tramway transit and comfort: a 
plea for the passenger," was read and discussed, 
the members being subsequently conveyed in 
special "buses to the London General Omnibus 
Co.'s Training School at Milman Street, Chelsea. 
Here, under the guidance of our old friend, Mr. 
Blain, Operating Manager of the L.G.O. Co. and 
the Underground Railways, the methods employed 
by the company in training, equipping, and feeding 
its staff were explained and demonstrated to the 
visitors, whose attention was fully occupied until 
such time as it became necessary to adjourn to the 
Trocadero Restaurant for the annual dinner, which 
was held during the evening. | 


The Hon. ARTHUR STANLEY (Chairman), in opening the 
meeting and welcoming the visitors, referred to the neces- 
sarily restricted programme. 

In regard to the report and accounts, both revenue and 
expenditure were on a reduced scale during the year, but 
a revenue balance of £196 remained, which, added to funds 
in hand, left them with £430 to carry forward. 

He referred in sympathetic terms to the deaths of Sir Charles 
Rivers Wilson, their first president, and Mr. Robert Ham- 
mond; also to the severe illness of Mr. A. L. C. Fell, from 
which he is now happily recovering. 

One of the most serious problems which had confronted 
them was the loss of employés; on some systems 40 and 
even 60 per cent. of the staff had joined H.M. Forces, and 
great difficulty was experienced in filling vacancies. 

Female conductors were very generally employed now with 
satisfactory results, and in some cases women drivers were 
emploved on easy routes. 

Satisfactory arrangements had been made with the manu- 
fucturers in regard to delivery of steel tires, but the rail 
question was a more difficult one. 

In regard to the effect of paper shortage on tickets, the | 
difficulty had been generally overcome by using smaller 
tickets. 

In regard to Finance (No. 9) Act, 1915, and excess profits, 
the Association had applied to the Board of Referees on 
behalf of company tramway members for an increase of the 
statutory percentage from 6 to 19 per cent., which is con- 
sidered fair in cases of limited tenure; in regard to the Local 
Government (Emergency Provisions) Act, 1916, Section 20, 
dealing with consent necessary for establishing new ‘bus 
routes, &c., the Association would have preferred a general 
Act applying to all users of the roads, and apportioning the 
burden of taxation fairly amongst them. 

It was hoped that as the result of joint efforts, a standard 
method of assessing income-tax on motor 'buses would be 
obtained, similar to the tramway standard. | 

On their behalf, he congratulated their late Vice-Chairman, 
Mr. James Devonshire, on his appointment to the Board of 
Trade Electrical Committee, and, as the Council thought that 
the tramway industry should be represented at the inquiry 
now being held by that Committee, he proposed that Mr. 
соев Sellon should be invited to give evidence on their 
behalf. 

The report and accounts having been approved, Messrs. 
A. H. Beatty, Bulfin, Vincent Edwards, A. W. A. Chivers, 
H. M. Sayers, and G. M. Harriss were elected to fill vacancies 
on the Council caused by members retiring, whose period of 
office had expired. ў 

The Chairman then called on Mr. №. Т. Robson (South- 
ampton) to read his paper, an abstract of which and the dis- 
cussion follow. 


Tramway Transit and Comfort: A Plea for the Passenger. 
By W. T. Rosson. 


The object of this paper is to endeavour to point out that 
the passenger has not always been sufficiently considered in 
the prosperous times of the past; and in making plans for 
the future it might be well to consider how his comfort may 
b» increased, because by such means he might be induced 
to ride more often. 

Just before the outbreak of war I rode down a steep hill 
on a certain tramway system in the upper saloon of a car, : 
and the condition of the track, together with the condition 
of the car, turned that ride into a species of nigbtmare. 

The sum of roughly £20,000 had been allocated to the 
relief of rates out of the surplus profits of this undertaking. in 
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the last four years. A small proportion of this amount would 
have been much better spent in track renewals. 

Iv is surprising that so many systems have not done more 
to abolish hammered joints, considering the facilities which 
exist in the way of welding. The impossibility of obtaining 
new rails at present should only serve to wake us to the 
necessity of increasing the life of existing track by means at 
our disposal. : L | 

The question of rail prone cleaning has never received the 
consideration due to this method of reducing noise. One 
hopes that in the near future vacuum cleaning will bring 
about the desired result. 

It is, however, in the direction of rolling stock that the 
hopes of а passenger desiring a more comfortable ride must 
principally be centred; we are mounting our cars on practi- 
cally the same truck as we did 15 years ago, and, although 
we may add various devices in the hope of gaining flexibility 
and radial action, it must nevertheless be admitted that a 
realy comfortable riding truck is not yet an accomplished 
act. | 

To all intents and purposes, the hand brake is the same 
as on the horse cars 20 years ago; the various devices of 
inserted gearing have not improved things from the point of 
view of those travelling in the car. An interesting experi- 
ment is being made at Huddersfield at the present time, in 
the nature of a brake drum keyed on an extended armature 
shaft in the same way as the pinion, with a Ferodo-lined 
band-brake operated in the usual way by means of the brake 
spindle. The advantages of such a brake are obvious, and in 
actual practice it is proving a great success. There would 
appear to be quite a movement in the direction of improved 
brakes at the present time, and similar efforts should be 
applied to the whole truck. 

The longitudinal seating of the usual British car, and the 
wearisome cry of '' Move up, please," or '' Sit closer together, 
please," makes one wonder why the use of cross-seats in the 
lower saloon has never become more common. The advan- 
tage of being able to tell at a glance if any seat is available 
1s very obvious А 24-passenger cross-seat car holds 94, 
whereas on a longitudinal-seated car the best conductor often 
1з unable to induce, say 22 passengers, to move up and make 
room for 24. There is infinitely more comfort in facing the 
direction in which the car is travelling and in being able to 
look out of the window without twisting one's neck. I would 
warmly recommend this type of seat to those who are con- 
sidering the question of new rolling stock. The question of 
gauge 18 not an obstacle, as cross-seats have been most suc- 
cessfully adopted at West Hartlepool, a narrow gauge system. 
Before leaving the question of seating, is it not time that 
„һе uncomfortably hard wood seat was superseded by some- 
thing more comfortable to sit upon? j 

The question of providing adequate ventilation without 
undue draught has long been one of the problems of tramway 
management, and it is quite evident that ventilators should 
be fixed and not subject to the whim of any passenger. The 
best method is to arrange the ventilator windows to open out- 
wards on a quadrant, in the direction in which the car is 
travelling. 

Experiments have been made with induced draught by 
means Of a fan driven from the axle, and there would appear 
t> be no reason why this method should not be adopted with 
success. 

It is evident that any arrangement whereby a passenger 
may alight from the near side of the front platform would 
both add to his comfort, and also make the conductor's duties 
easier. It would be interesting to hear the experience of 
Newcastle and other places where experiments in this direc- 
tion have been made. From the passenger's point of view it 
1з а grievance that, after taking a seat at the front of the car 
in order to leave room for those entering after him, he should 
ue шо to fight his way back to the rear in order to 
alight. 

A uniform finish, in a car body, in teak or oak is not 
nearly so attractive as a contrast afforded by, say, oak and 
mahogany. The modern car should have rounded corners 
without mouldings and dust-traps; the end panels might well 
serve as frames for attractive photographs, displaying the 
charms of the district through which the cars run, confined, 
as far as possible, to views at the extreme ends of the routes, 
oe the exploring passenger the maximum fare to get 

ere. 

It із not easy to understand why*the top saloon is often so 
much more uncomfortable and unattractive than the lower 
one. An interior finish of alternate light and dark match- 
board with sashless lazy-tong windows and tip-up seats, 
allowing a clear floor for cleaning, with a row of ventilator 
windows to match those in the lower saloon, would give a 
wholesome attractive effect, and would please the ordinary 
passenger as well as “drawing " the man who boards a top- 
covered car in order to have a comfortable smoke. 

A year's experience of south country tramways makes one 
wonder if the British principle of a double deck closed car 
has been too closely followed, at any rate in the south; the 
extraordinary popularity of a car on the Blackpool toast-rack 
pence adopted at Southampton, certainly leaves no room 
or. doubt as to the preference of the travelling public. 

It is hardly reasonable to expect intending passengers to 
wait in wind and rain, and pavement verandahs are greatly 
appreciated. | e 

The war has given us a fine opportunity of getting rid 
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of certain unnecessary stopping places, and it will be found 
that the travelling public as a whole are quite pleased to find 
the cars getting along quicker. Many systems suffer from 
too many stopping places, and the excuse for remedying the 
evil which now offers itself is too good to miss. 

It is somewhat deplorable, especially from a passenger’s 
point of view, that on many systems some purely local 
obstruction should have been allowed to govern the design 
of the whole of the car service for future ages. Quite a 
number of tramway authorities have had to reduce head- 
room to the smallest possible limit because of one wretched 
bridge or archway. 

Large and awkwardly-shaped parcels are frequently a 
scurce of irritation to passengers; the best way of dealing 
with this evil is to charge for parcels beyond a certain size 
and weight, and insist on them being placed on one or other 
of the platforms. 

The sale of books of tickets has recently met with so much 
success in certain towns that the subject ought not to be 
ignored in considering the point of view of the passenger. 

A railway time-table at each end of the car is often very 
useful, and large illuminated route numbers are a great boon 
if the system 1s large enough to warrant them. Someone 
once said that tramway passengers were composed of all 
classes of humanity, mostly fools, but I venture to suggest 
that after nearly 20 years of electric traction, the travelling 
public are entitled to many things which on the average 
system they do not get, particularly in the nature of a more 
comfortable ride, less noise, easier exit, and less petty annoy- 
ance. | 


Mr. А. V. MASON, in opening the discussion, said that on 
his tramway routes women could drive cars if the latter 
were equipped with air-brakes, but not with ordinary brakes. 
He had experimented with ball bearings on one car, and 
found that while energy was saved, as compared with ordi- 
nary bearings, when running light, the reverse was the case 
when loaded. He agreed as to the advantages of cross seats, 
the ''toast-rack " car having proved popular. 

Mr. A. W. A. CuHivers thought that the average tramway 
passenger had much done for him that he had not paid for, 
and he was afraid that it would not pay to incur much 
further expense. Tramway trucks had been considerably im- 
proved since the horse car days, and it might be noted what 
excellent riding was obtained on sleeper tracks; the rigid 
street track was no doubt responsible for hard riding experi- 
enced in towns. He had been struck by the efficiency of the 
dium brakes employed on ‘buses, and in regard to the 
Ifuddersfield tramway drum brake, said he would have 
thought that with the high speed of the armature shaft, the 
ccefficient of friction would be very low. For short-distance 
dense traffic, fare collection was much facilitated by the 
longitudinal scat arrangement, and it was easier for the 
passenger to signal to the conductor. Seats were generally 
good enough, but ventilation was often bad in double-deck 
cars, and could be improved by a high roof. 

Mr. Ernest Hatron (Newcastle) said that as a result of 
their experience he thought they would eventually alter all 
the Corporation cars to the front exit type. Newcastle was 
the first city to use all cross seats in its cars, but in alterin 
the design for front exits, the seating was modified an 
longitudinal seats fitted near the doors, to avoid obstruction ; 
he agreed that it was easier to collect fares with longitudinal 
seating. Four front exit cars were running; there was only 
rcom for one person at a time to get off, and not a single 
accident had occurred so far, which condition, he hoped, 
would apply later to other reconstructed cars, and thus 
reduce compensation. It was not his experience that double- 
truck cars did more damage to the track than single-truck 
cars. 

Mr. С. W. SHEPHERD (Edinburgh) considered that there 
was very little in the question of passengers’ comfort. Regu- 
lar meals were a necessity for female conductors, or they 
would break down in health. | 

Mr. F. BLAND disagreed with the author's suggestion as 
to great difficulty in obtaining materials such as tires, axles, 
and rails; if members would apply to his firm they would 
obtain assistance. Tokens would be better than books of 
tickets, as the latter were easily destroyed, but some induce- 
ment must be held out to passengers to invest in tokens. . 

Mr. EpwARDES .(8. Lancs. Tramways) emphatically con- 
дешпей modern tramway truck design, and asked why solid 
steel rather than forged or pressed side frames should be 
used. His experience with 40 or 50 cars with built-up side 
frames had been very satisfactory, and he thought there was 
scope for some body to take up the question of car design 
on an engineering basis. While rails and tires were obtain- 
able, they were prohibitively expensive. 

Mr. STEPHEN SELLON considered that they only wanted 
plenty of money and comfort would doubtless induce 
travelling. Opinion seemed to favour longitudinal seats. He 
could not quite agree that temporary тран work should be 
condemned when new work was so costly. 

Mr. L. E. Harvey (Ilford) said his experience with pressed 
steel trucks was that they were always under repair, and he 
regretted that most of his cars were fitted with them. Tokens 
were used at пою and much appreciated; a discount was 
allowed to purchasers. _ | en 

Mr. Hame (York) said he used trailer cars to a limited 
extent; they were satisfactory and would be much more used | 
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in the future, ав also would the air brake. The drum brake, 
he thought, would result in many “ flats ” remaining on the 
wheels, which the tire brake ground out. 

Mr. BENEDICT asked why, if there was such a shortage of 
paper, кеш were not collected and returned to the paper 
makers 

Мг. Е. Courts (Paisley) ougat the sale of tokens at a 
discount led to fraud as between the employés and passengers, 
and that this could not, in his experience, be avoided. He 
asked whether anyone had had experience of '' seatless '' сагв; 
with such an arrangement an ordinary car would carry 150 
standing passengers during rush hours from factories. 

Mr. Hatron interposed to mention that it had been pro- 
posed at Newcastle to alter cars to the “ seatless " үре for 
ecnveying factory workers in bulk, but they now had longi- 
tudinal seats in some cars, and with the wide car bodies 
used there was space for 40 standing passengers. The seat- 
less car, with & turnstile at each end, had been employed in 
Trafford Park in its early days to convey Westinghouse 
employés to and from the Park entrance. 

AuTHOR, in replying, commented on the excellence 
of the seatless car for moving crowds; it seemed out of place 
to mention this type of car in a paper urging comfort for 
passengers. He agreed that if women drivers were em- 
ployed, air brakes should be used. More comfort must be 
given to passengers if the great competition of the present 
day was to be successfully met. As regarded the Hudders- 
field drum brake, its action appeared to be exceedingly sens- 
tive and rapid, and there was no sticking. He agreed that 
truck design required overhauling; he could not afford new 
rails for renewals, and referred to the satisfactory result of 
welding-old joints. 


The afternoon's visit to the Milman Street train- 
ing centre of the London General Omnibus Co. was 
of the greatest interest to those taking part in it. 
A site area of some 30,000 sq. ft. is occupied by 
a training yard for driving, class-rooms in which 
the drivers are initiated into the internal mysteries 
of engines, gear boxes, brake mechanism, &c.— 
actual sections and parts being used for demonstra- 
tion—and in which the conductors (perhaps we 
should say ''conductoresses" in these days) are 
taught to handle the punch and ticket, and gener- 
ally to perform their future duties. In this connec- 
tion a kinema hall, to seat 400, is provided, in which 
educational films are shown illustrating actual ser- 
vice working, points in connection with the avoid- 
ance of accidents being discussed during lectures 
at the same time. The average period of instruc- 
tion is I4 days for a conductor and 28 days for a 
driver. 

A mess-room is provided where learners can 
obtain food at practically cost price, and the com- 
pany's clothing store is also situated on the site. 
20 stock sizes being found to meet practically the 


whole of the requirements of the 10,000 uniformed 


staff. 

After a general tour of inspection, the visitors 
were entertained to tea by the L.G.O. Co., at the 
conclusion of which Mr. Blain gave an interesting 
résumé of the objects which it was hoped to achieve 
at the depót, and of staff matters generally. 


After pointing out that the withdrawal of men on the out- 
break of war and since had emphasised the usefulness of the 
training depót, he mentioned that 18 mess-rooms connected 
with garages were also controlled from there, and that it 
was hoped to establish both waiting and mess-rooms at the 
шаір terminal points later; the influx of female conductors 
had rendered i$ necessary to obtain rooms in 200 houses on 
the various routes. 

e 3,800 drivers were now employed, and 50 per cent. 
of them had been newly trained in the school. 

A very strong feature was being made of the ''safety 
" movement, and no effort was being spared to educate 
both the staff and general public in safe methods. There had 
been а noteworthy falling-off in accidents in recent шоп 
despite the more difficult conditions in the streets; accident 
claims payments had been reduced by 15 per cent. in three 
years, and since 1910 the number of accidents had been 
reduced by 68 per cent., to an average of 2.5 accidents per 
10000 miles run. This, he thought, excelled the Boston 
(Ч В.А.) Elevated Railway’s record reduction in accidents. 

had found the kinema exceedingly useful in training 
employés how to avoid accidents. About 900 designs for 'bus 
lif had been submitted to the company, and a stan- 

type of side lifeguard was being fitted, which so far 
had saved 123 lives; they hoped to obtain official approval 
of a front lifeguard before long. In carrying out the “ safety 
fir" cam , the daily Press had been systematically 
used, legends, which could be changed, were placed on 'buses, 
aad recently 250,000 small pamphlets were distributed through 
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the L.C.C. schools. Accidents were analysed and recon- 
structed, and views made of them for instructional purposes. 

Since the war commenced, 13,000 women applicants for 
employment had been interviewed, and one-third of the com- 
peny’s ‘buses was now ‘‘manned’’ by women conductors. 
There were also 19 female timekeepers and 12 female cashiers. 
They had only lost 37 women, or 4 per cent., and only 20 
gave up because the work was too hard. 

Experience showed, moreover, that the work was not too 
hard for women, and probably owing to the open air life 
and good food it had been frequently found necessary to 
refit them with uniforms. 

On the subject of cheap meals, provided by the catering 
department, the annual turnover of the latter represented 24 
million transactions, and gave them an income of £30,000, 
which met the cost of the food and the necessary staff. [We 
may add that the charges are exceedingly small, particularly 
under present conditions.—EDs. ] 

Mr. Blain gave an interesting percentage analysis of the 
commodities from which revenue was derived, including 36} 
per cent. from meat and 14 per cent. from tobacco. 

He felt that some day the whole of the traction people 
would be gathered into one association, and concluded by 
expressing the pleasure which it gave the company and him- 
self to have them as visitors. 


A vote of thanks having been accorded on behalf 
of the Association, Mr. Mandelick, Secretary of 
the L.G.O. and allied railway and tramway under- 
takings, expressed, in a few words, appreciation of 
Mr. Blain’s work for the company, and incidentally 
mentioned that it was intended to provide a seat for 
the conductor on 'buses. 

Subsequently the visitors were shown a series of 
kinema films illustrating the right and wrong way 
of driving and’ conducting "buses, avoiding acci- 
dents, &c., the views being taken in London streets 
and realistically accompanied by bell, gong (when 
a tramway car was on the film), and hooter, 
operated by a demonstrator who lucidly explained 
each film as it was shown. 

We cannot conclude without congratulating the 
company on the splendid work which it is carrying 
out, and although there are few organisations in 
this country with the money and means of the 
L.G.O. and its associated concerns at their dis- 
posal who could hope to emulate the thoroughness 
of the methods employed, yet these are of such 
value, and have apparently been so successful, that 
every tramway and 'bus manager could with advan- 
tage study them. 

The only omission from the interesting series of 
films (and we commend it to the company's notice) 
was one which should show ‘‘ crawling " "buses 
(trying to spin out running time) approaching a 
railway terminus in the evening; if the demonstra- 
tor were at the same time to reproduce the remarks 
of the numerous passengers who have missed their 
accustomed train by about a minute, a very valu- 
able lesson might be conveyed and a source of griev- 
ance removed. 


THE INCORPORATED MUNICIPAL ELECTRICAL 
ASSOCIATION, 1916.—11l. 


Boiler House Design and Operation. 
Ву W. W. LACEIE. 
(Abstract.) | 
(Concluded from Vol. 78, p. 129.) 


AN electric power station is simply a factory for the oonver- 
sion of the chemical energy in coal into electricg] energy, and 
the selection and purchase of fuel are matters of the most 
vital importance. They depend upon the geographical posi- 
tion of the site relative to the nearest coalfields, and upon 
the nature of the load. It is a recognised fact that a higher 
overload duty can be obtained from a boiler fired with good- 
quality coal with a given draught than can be got with low- 
grade fuel. It is often more economical to use the best coal 
because, with the higher overload thus made possible, the 
number of spare boilers can be kept down to a minimum. 

It is now ost universal practice to buy fuel on a calorific 
basis, but along with calorific value and analysis there are 
to be taken into account physical properties. Actual boiler. 
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tests must be made with sample truckloads of coal if the DISCUSSION. 


best and most economical selection is to be made. 

In the Glasgow Corporation electricity department, if any 
particular kind of coal as delivered is below our previous 
year's experience of it, then that coal has a decreased figure 
2E теда allotted to it against the time when next it will be 
offered. 

A practical test in a boiler specially equipped for the pur- 
pose 18 a very reliable guide to calorific value. A good unit 
of comparison is the cost of evaporation of 1,000 lb. of water 
fiom and at 219 deg. F. or the number of lb. of water 
evaporated for a pennyworth of coal, including coal and ash 
handling, which varies with the quality -of the coal. The 
better unit to use for general comparison is the British 


thermal units pe watt-hour, t.e., lb. of coal per unit X B.TH.U. 


in coal as fire 1,000. Even this is not perfect, as it does 
not allow for the variation in load factor between different 
power stations, but it does enable comparisons to be made 
irrespective of variations in calorific value. In two of the 
Victoria Falls power stations the economic result obtained 
in the way proposed gave in one station 27 B.TH.U. per watt- 
hour and in another 26. Both of these stations had very 
high load factors, whereas in many of the London stations, 
where the lighting load is predominant, the average result 
is in the neighbourhood of 40 s.TH.U. per watt-hour. Daily 
samples of coal, as delivered, should be sent to the laboratory 
of the undertaking for calorific analysis. An assistant, work- 
ing with a bomb calorimeter, can test 12 samples a day, 
working from 9 to 1 and from 2 to 5 o'clock. These tests are 
recorded in a coal test book for reference. As the results of 
tests obtained by any or all of the methods above referred to 
are tabulated and arranged, an index of the pits in the coal- 
field, from which the fuel supply is mainly or wholly drawn, 
can be compiled, and coal prices as received can be equated 
on a calorific value basis. 

An interesting experiment has been carried out in one of 
the Glasgow gas works recently. Gas coke breeze or gas 
coke riddlings were burned successfully on chain-grate stokers 
with forced draught. A special form of arch had to be built. 
This breeze can be bought at 20 per cent. the price of coal, 
and it has a calorific value of at least 60 per cent. of coal. 
There is a large amount of ash, but the experiment went to 
show that with intelligent superintendence good results could 
be obtained with this class of fuel, although the actual output 
of the boiler was considerably reduced. | 

Twenty years ago a fireman in а generating station was 
truly a fireman. Тһе firing of the boiler is now done by 
operating a rope or a lever. A fire has rarely to be stirred 
or nursed in any way except by the adjustment of dampers 
and rate of feed. The substitution of mechanical and elec- 
trical machinery for hand labour naturally led to the substi- 
tution of the boiler-house engineer for the aforetime fireman. 
A competent boiler-house engineer is an indispensable ad- 
junct to the boiler-house staff, and the man who knows his 
business can easily earn the substantial salary which he can 
command in this capacity. He, of course, trains his own 
labourers, but the human element should be and is being 
cut down as far as possible. ' 

Everything possible should be done to obviate wastage of 
the heat value of coal in the boiler-house before the steam 
reaches the turbine. A saving of 1 per cent. in the coal bill 
of the Glasgow Corporation electricity department would this 
year represent a sum of £2, 

It is only in recent years that we have come to realise the 
value of a pound better steam consumption in a steam tur- 
bine. We now put & money value on steam consumption per 
one-tenth of a lb., and stipulate for heavy penalties in the 
event of failure to comply with guaranteed consumption after 
allowing a tolerance of 24 per cent. With an equipment such 
as has just been described, weekly returns can be prepared 
giving all the particulars any manager wants to satisfy him- 
self that the plant is being properly handled and is doing its 
work efficiently. Turbine-room data being also available, a 
кешу sheet showing running statistics may be easily made 
out. 

In American stations generally considerably more attention 
is now being given to boiler-house economy, no doubt due 
t» the increasing price of fuel. The workmen in the boiler- 
house are educated to interpret the various gauges and 
recording instruments and encouraged to take an interest in 
imiproving conditions. ‘The instruments are not to be erected 
and stored away in the chief engineer’s room, but are to be 
in the boiler-room. 

Several very fine records of efficiencies have been attained 
іп America. At the Conner Creek plant of the Detroit 
Edison Co., which has been in operation for a year, they 
have two 20,000-kw. turbo-alternators, and each turbine is 
surplied with steam by two large boilers, each boiler con- 
taining 23,500 sq. ft. heating surface. The plant is operating 
at the present time and producing а Kw.-hour on 1.42 lb. of 
coal, i.e., & little less than 20,000 B.TH.U. per KW.-hour. This 
shows an efficiency from coal to electrical energy of 17 per 
cent. The Chicago Commonwealth Edison Co. in their Fiske 
Street station have two turbo-alternators of 20,000 to 25,000 
KW. capacity. Over a whole year’s run the coal used per 
unit of output was 1.92 lb., and the average value of the 
coal as fired was 10,120 B.TH.U. per ]b. This gives an average 
of heating units in the coal аз fired per unit of output of 
19,450, and also shows a thermal efficiency of some 17 per 
ccnt. 


Mr. S. E. Feppen (Sheffield), who opened the discussion, 
said the paper interested him because he was on the eve of 
a big boiler-house development, which he hoped would not 
be smaller than 100,000 xw. Не could not quite agree with 
the author's suggestion that the main object in boiler-house 
design was maximum steaming capacity ın minimum space. 
The first corsideration in a prospective design was the load 
factor at which the boiler plant would work, as this con- 
trolled the amount of coal and ash to be dealt with, and the 
movement and storage of coal and ashes appeared to him to 
be the main consideration. It was necessary to decide 
whether to design for the future load conditions of the plant 
or for the present ones, and to consider how these alterna- 
tives would react on one another. The boiler-house was 
more important than the engine-house, and he was going to 
employ shift engineers solely to watch the boiler-house, and, 
eventually, a man to watch ashes, dumping, &c. With a 
well-covered grate, the riddlings had a calorific value of 9,000 
B.TH.U., but when the grate was only half covered, this value 
drcpped to 6,000 B.TH.U. He was quite unable to obtain a 
greater average than 8 or 9 per cent. of COs, and thought 
this applied to most boiler plants; moreover, he did not see 
much possibility of getting CO, with the percentage condi- 
tions of CO» usually obtainable. Data collected at Sheffield 
on grate maintenance showed that with chain grates using 
fuel of 14,000 B.TH.U., and burning 25,000 tons of coal, the 
average cost of maintenance was 2.72d. per ton burnt; with 
fuel of 10-11,000 B.TH.U. value and burning 37,000 tons, the 
maintenance cost was only .46d. per ton, and the effect of 
high calorific fuels on such grates was clearly shown. With 
underfeed stokers burning 58,000 tons of coal, the mainten- 
ance cost came to .57d. per ton burnt, but this cost would in- 
crease if there was much banking done. The cost of main- 
tenance for the conveyor using washed coal was 1.18d. per 
ton handled, but if the coal] was unwashed, and contained 
dust, the figure immediately increased. The conveyor main- 
lenance cost for ash removal, however, worked out at the 
high figure of 17.76d. per ton handled, and he considered 
that it would save expense to purchase suction ash plant at 
the absurdly high prices charged rather than use а con- 
veyor. He had been led to test the ashes dumped from the 
boiler-house, and found that they had a calorific value of 
4,600 B.TH.U.; attention was given to the question, and at 
the present time this value had been reduced to 3,152 B.TH.U., 
representing a very considerable saving, which in the case 
of a 100,000-kw. station would mean a great deal of money. 
He disagreed with the author's statement that the conden- 
sate would show the amount of water evaporated; from 
experience, he found that 15 or 20 per cent. more steam was 
generated in the boilers than found its way through the 
condenser. Tests of the calorific value of soot in boilers 
showed that this varied from about 600 B.TH.U. in the front 
tubes to 3,000 B.TH.U. in the economiser, and this might 
account for some of the heat loss not usually allocated. Since 
the war commenced he had found a great decrease in the 
calorific value of the coal sent in, and an increased percentage 
of ash. An examination of the author's test data for old and 
new-type boiler plants seemed to show that reduced radia- 
tion losses largely accounted for the improved results of 
the newer plant. | | 

Mr. CurisTiIE (Brighton) said he believed that gas-firing 
would have a great influence on boiler-house design in the 
future, and he asked: why not face this problem boldly at 
the present time? With gas firing the fuel plant could be 
placed on any convenient site, some distance from the boiler- 
house, and connected to it by pipes, which would solve the 
coal storage difficulty, remove dirt and dust from the boiler- 
house, and, at the same time, enable a by-product recovery 
plant to be conveniently worked. He was most strongly 
urging his committee to come to an arrangement with the 
British Coalite Co. for gasifying 200 tons of coal a day, from 
which the company would secure the by-products, while the 
Corporation purchased the gas for boiler-firing purposes. 

Mr. S. L. Pearce (Manchester) felt much sympathy with 
Mr. Fedden's opening criticism. Space was not the sole 
criterion in boiler-house design. In connection with the new 
Barton station of the Manchester Corporation, careful investi- 
gation showed that a two-storey arrangement of the boiler- 
house, with boiler and economisers on one floor, effected a 
saving in construction cost of 20 per cent. over the three- 
storey arrangement, due to lighter steel work, &c. t was 
rarely that a reasonable amount of natural light entered a 
boiler-house, but the Barton design gave good roof lighting ; 
the question of lighting was bound up with chimney 
design, and the deposit of ash, soot, &c., from the latter on 
adjoining roofs. The Barton boiler plant fitted micely as 
regarded space with the engine-house, and so long as this 
was so, he felt that there was little advantage in adopting a 
thiee-floor boiler-house. He thought that 20 н.р. рег sq. ft. 
of engine room was rather a high estimate; at Barton, with 
90,000-E w. sets, there would be 10 н.р. per sq. ft. The super- 
station of the future would need large spare capacity. He 
proceeded to describe the Barton boiler and coal storage 
arrangements (which were illustrated in the ELECTRICAL 


. Review of January 8th, 1915), and expressed the view that 


the reciprocating feed pump could not compare with the tur- 
bine pump for efficiency. Amongst points to be congidered 
were the division of the coal bunkers to avoid fires, and the 
separation of ashes from soot, to obtain the utmost value 
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for them as by-products. A comparison of boiler data for 
the new Manchester, Chicago, and Detroit stations showed 
that British practice favoured design for long-continued 
operation with a considerable margin of capacity. 

Mr. Joan Roserts (Durban), president of the recently- 
formed South African Municipal Electrical Association, after 
referring to the latter and mentioning that its members were 
favourably inclined towards federation with the I.M.E.A., 
wid he thought that perhaps attention should have been 
directed to the self-contained boiler, coinbining superheater, 
economiser, feed heater, &c., as a development of the future. 

Мг. David WILSON referred at some length to the results 
obtained in modern water-tube boiler plants abroad, men- 
tioning that it was Жы фе that for boilers worked at high 
rates, the water must be pure, and special distilling plants 
were in use on the Continent to provide such water. The 
correct efficiency of any well-known boiler type was defi- 
nitely known, and evaporation was largely a question of 
ccmbustion; the type of furnace also was largely dependent 
on the system of draught used. He was inclined to agree 
that it did not pay usually to burn low-grade fuel, as it 
required more supervision. The evaporation per sq. ft. of 
pround area of а modern boiler would come up to approxi- 
mately 200 Ib. 

Mr. C. Н. WonRDINGHAM thought the author's conclusions 
were generally sound, and pointed out that he had referred 
t» other considerations in design in addition to steam output. 
The practice of building boiler ranges at right angles to the 
ergine-house necessarily increased the losses in pipe lines, &c. 
He asked whether there was any real gain in using such big 
yenerating units as 50,000 kw., if such difficulty was encoun- 
tered in the boiler-house design. There was a great future 
for Ше gas-firing arrangement referred to by Mr. Christie; 
he (the speaker) had advocated it in the past, and he believed 
that some arrangement was possible with the gas people, 
who were specialists in this branch. 

Mr. W. M. SELVEY pointed out that there was not neces- 
sarily any relation between the areas occupied by boiler house 
and turbine room, the latter being inore or less an annexe— 
a snall matter when in addition to boiler plant, cooling 
towers and coal storage were considered. Analysis of the 
test data led to the conclusion that efficiency had little im- 
proved in eight years, but output for space had improved. 
Further space economy could be obtained by developing 
boilers of the Yarrow type and increasing grate area. Since 
the Coventry meeting of the Association, many developments 
had occurred in grate design, but the older grates, due to 
improved methods of manufacture, were holding their own 
against newer types. He had previously advocated an emer- 
gency speed for travelling grates with increased draught for 
meeting overload conditions; it was no good using thick fires 
for such conditions. With so much capital invested in the 
electricity supply industry, it would pay to investigate 
thoroughly the fuel problem at considerable cost. He thought 
that the idea that the gas interests would assist towards a 
solution of the fuel problem was a mistaken one, that the 
future rested with coal fuel, not gas firing, and that the gas 
turbine had to overcome enormous difficulties before it would 
become practicable. Co-operation with the coal interests was 
a possible solution of the fuel difficulty, the return for coal 
value being given in the form of electrical energy. 

Mr. Tues. Rorgs (Bradford) said there were very few 
boiler houses in the country in which a saving of 1 per cent. 
could not be obtained. The question of increasing grate area 
required attention, and it would be possible to do this with 
land-type water-tube boilers if they were lifted. Bradford 
"sed the same steam pressure, 900 lb., as 90 years ago, but 
оет makers were talking of pressures of 350 lb. per sq. in., 
and 26 seemed necessary to decide on the future standard of 
pressure in view of the boiler plants which would have to 
l^ put down after the war ended. He thought the subject 
shoald be discussed by those interested. At Bradford it had 
not paid to install any special coal storage appliances, the 
coal being heaped on spare ground. High evaporation rates 
could be obtained by cutting down heating surface as com- 
pared with grate area, but it paid rather to have a margin 
of heating surface. It also paid to buy best coal, as that at 
15. ог 168. a ton was cheaper in use than coal costing 118. 
or 12s. a ton. 

Mr. Bowpen (Poplar) said, with reference to the author's 
l^ lb. evaporation per sq. ft. of ground space of boilers, 
that at the Poplar works they were getting 1131b. He stated 
that steam flow meters were quite satisfactory in his experi- 
ence, and asked whether the ashes could not be conveyed 
hvdraulically, as in the case of coal at the Hammersmith 
works. — Rotary-tvpe feed pumps were, in his experience, 
much more satisfactory than reciprocating pumps, not requir- 
mz the close attention necessary for the latter. 

Mr. GEoncE WirktNSON (Harrogate) congratulated Mr. 
Christie on his gas-firing proposal, but thought the difficulty 
would be to get rid of the coke. | 

Mr. J. Р. Окваоку (of the B.T.H. Co.) expressed dis- 
disappointment with the fact that although Mr. Lackie had 
referred in his paper to the adoption of steam pressures up 
to 23) lb. in the States, apart from the comments made by 
Mr. Roles, the whole subject of using higher pressures and 
"iperheats had not been discussed. Не referred to the im- 

portance of giving this matter closo study, both from the 
commercial and from the engineering standpoint, in view of 
the fact that with increased pressures and temperatures, and 


the utilisation of steam turbines, it was now possible to 
obtain very much higher over-all thermal efliciencies than 
hitherto. He also pointed out that high thermodynamic 
efüciency on a turbo-generator did not necessarily mean the 
highest over-all thermal efficiency for the whole generating 
plant. To make his point clear, he stated that his company 
decided some considerable time ago to install as an experi- 
ment, at their Rugby works, a high-pressure and high-super- 
heat plant. As the result of daily running over a consider- 
able period, this plant had become a permanent part of the 
company's power Installation. The equipment comprised a 
inarine-type tubular boiler, with integral superheater, econo- 
miser, induced-draught fan, and chimney, 1,500-kw, Curtis 
turbo-generator, surface condenser, and turbine-driven boiler 
feed pump, the latter exhausting into the feed-water tank. 
Incidentally, the hot air from the alternator was turned into 
the boiler furnace. The working pressure was 350 lb. per 
sq. in. (gauge), the plant being designed to give 700 to 750 
deg. F. total temperature to the steam. Tests had shown 
remarkably good results, which would doubtless be pub- 
lished in due course. He noticed that Mr. Lackie referred 
to a thermal efficiency of 17 per cent. being obtained 
on one of the large plants in the States, and he presumed 
that this result was being obtained at pressures higher than 
those normally used in this country in the majority of the 
stations hitherto. For comparative purposes, he assumed a 
boiler efficiency of 80 per cent., which could be modified if 
necessary when making comparisons with any other boilers. 
It had been shown at Rugby that with 350 lb. per sq. in. 
gauge pressure, 964 deg. Е. superheat, and 934 in. vacuum, 
the over-all efficiency of the unit was 19.12 per cent. A similar 
unit at 200 Ib. per sq. in. gauge, 200 deg. Е. superheat, 284 in. 
vacuum, would show 17.3 per cent. The comparison would 
show still more in favour of the higher pressures and super- 
heats adopted on this plant at Rugby if the comparison were 
made with boiler pressures and temperatures still lower, and 
more in line with those used up to the present in this coun- 
try. The speaker also showed that by reducing the pressure 
from 350 lb. per sq. in. gauge to 200 lb., but retaining the 
same degree of superheat, i.e., 264 deg. F., the over-all thermal 
efficiency would come out at 18.5 per cent. In other words, 
whereas the decrease in thermal efficiency when retaining 
the high superheat was 3 per cent., by decreasing both pres- 
sure and superheat the loss in efficiency was nearly 10 per 
cent., as compared with the results at the pressure and super- 
heat used on the Rugby plant. 

The operation of the plant referred to by Mr. Gregory— 
which is self-contained in its own power-house—as compared 
with their normal works plant, has shown a saving of 1 Ib. 
of coal per unit generated. This result is being obtained in 
spite of the fact that the company’s ordinary power-house 
plant consists of modern engines and turbine plant operating 
at the usual pressures and temperatures prevalent in the 
average municipal station. 

Bailie W. B. Smita (Glasgow) mentioned that coal pur- 
chases in Glasgow for the various departments were made by 
a joint committee, and that most surprising and encouraging 
results were being obtained with low-temperature carboni- 
sation of coal in the experimental plant which the Glasgow 
electricity department had installed, with a view to adopting 
gas-firing under boilers. The coke could well be burnt under 
hoilers also, and he believed that the value obtained from by- 
products would far exceed the cost of gasifying the coal, 
which had been the drawback in the past. : | 

Owing to the protracted nature of the discussion, in which 
several other speakers had intended to take part, Mr. VTaickie 
decided to reply in the Proceedings. 
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CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the fullowing week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writers name and address in our possession, 


60-cycle Transformers on 25-cycle Systems. 


Referring to the article on 60-cycle transformers appearing in 
this week's issue. the reason why some transformers will operate 
on a lower frequency than that they were designed for. is due to 
their having а large quantity of iron in the cores. When the iron of 
а transformer is worked below the saturation point, the magnetising 
current varies directly as the amplitude of the induction wave, but 
as soon as it is worked over the saturation point the magnetising 
current and core losses rise to a very high figure. Since the 
ain plitude of the induction wave varies inversely as the frequency, 
it ean be readily followed that when the frequeney is reduced, the 
maegnetising current and core losses increase. 

Some transformers contain sufficient iron to enable the frequency 
to be reduced 50 per cent. or more, and still operate with the 
amplitude of the induction wave below the saturation point, whilst 
others, containing less iron, if worked under this condition would 
operate with the amplitude of the induction wave above the satura- 
tion point, thus causing the losses to become so excessive that the 
transformer would burn out even on light load, 
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However, this difficulty can be overcome, owing to the fact that 
the amplitude of the induction wave also varies inversely as the 
voltage ; therefore, if the frequency is reduced 50 per cent., and 
the voltage reduced. 50 per cent. as well, the induction will remain 
almost the same. 

From what has been said, it follows that if two 60-cycle trans- 
formers are connected together in series on the primary side. and in 
parallel on the secondary side, they will operate quite satisfactorily 
on a 25-cycle supply, since both the voltave and frequency in this case 
are reduced by almost the same percentage. Im order to enable 
both transformers to do their rated output, the primary winding of 
each must be divided into two equal parts and (the parts) connected 
up in parallel with each other. 

| W. D. Lovell. 


Middlesbrough, June 26th. 1916. 


[The course proposed in our correspondent's last sentence 
appears to neutralise the effect of connecting the transformers in 
series.— Eps. ELEC. REV. | 


Decimal Coinage. 


In his letter, which appeara in No. 2.011 of the REVIEW, under 
the heading " Decimal Coinage.” Mr. Alfred Bridges says: “ Yet 
has he, or any other man. ever seen in modern French currency a 
centime piece. of which the French ' penny ` is a multiple of 10 ? " 

I beg to enclose one centime and one two-centime coins. 

I would like to add that these coins. although not in common 
use. are not by any means а rarity. As a matter of fact, these 
coins are daily paid out at the French Government cash offices. 


Secretary, 


f Compagnie des Cables Sud-Américains. 
Paris. July lst, 1916. 


TRADE STATISTICS OF EGYPT. 


THe following statement, showing the imports of electrical 
and similar goods into Egypt during the year 1915, is taken 


^ from the recently-issued trade statistics. The figures for 1914 


are added for purposes of comparison, and notes of any 
increases or decreases are given :— 


1914. 1915. Inc. or dec. 

Rails.— ЖЕ. LE. £E. 

From Great Britain ii 8,000 500 – 7,500 
„ Germany  .. - 140,000 — - 140,000 
» United States "m — 3,500 -+ 3,500 
» Belgium bes 15,000 — — 13,000 

Total ... .. . 166,000 4,0000 — 162,000 

Steam engines, including boilers, £c.— | 

From Great Britain ane 85,000 29,000 — 56,000 
„ Germany  .. У 13,000 — -- 13,000 
, Belgium ки bes 4,000 — — 4,000 
» France ; en 5,000 3,000 -- 2,000 
», Holland e 1,000 2,000 + 1,000 
»  Jtaly Өр es 13,000 2.000 — 11,000 
„ Other countries... — 1,000 -+ 1,000 

otal .. .. 19000 — 37000 — —— 84,000 

Electrical machinery.— d 

From Great Britain vis 13,000 11,000 — 2,000 
,, Germany  . гое 2,000 — ~ 2,000 
, Austria-Hungary ... 0,000 — — 9,000 
„ Belgium ee a 1,000 1,000 Зат 
», United States wes — 1,000 + 1,000 
, France s ne 9,000 1,000 - 1,000 
„  ltaly ss "n 1,000 1,000 NN 
» switzerland | eos 7,000 2,000 — 5,000 
,» Other countries... 1,000 1,000 2 

Total .. Pis 36,000 18,000 — 18,000 

Petrol and benzine motors.— 

From Great Britain Vis 74,000 19,000 — 55,000 
, Germany n 91,000 — — 21,000 
„ Ју ee i 15.000 1.00 - 14,000 
», Switzerland е 35,000 15,00  — 20,000 
,, Other countries 7,000 — — 41,000 

— Total ..  .. 1502090 35,000 -- — 117,000 

Lamps of. all kinds.— 

^ From Great Britain 6,000 4000 -- 2,000 

^, Germany 14,000 — -- 14,000 
„ Austria ' 14,000 — > 14,000 
» France 7,000 5,000 — 2,000 
» Italy 1,000 3,000 + 2,000 
»  Rweden 5,000 1,000 — 4,000 
,  Molland 1,000 2.000 + 1,000 
» Switzerland — 2,000 + 2,000 
», Other countries 1,000 2.000 + 1,000 

Total 49,000 19,000 30,000 


» » x ul 1914. 1915. ^ Inc. or dec. 
Copper, manufactured.— £E. £E. | £E. 


From Great Britain - 8,000 5,000, — 3,000 
». Germany m 26,000 1,000 — 25,000 
» Belgium 3,000 — — 3,000 
» France 17,000 5,000. — 12,000 
»  ltaly 6,000 1,0000. — 5,000 
» Other countri 2,000 — — 2.000 

Total — 62,000 19,000 — 50,000 

Scientific instruments,— | 

From Great Britain 30,000 14,000 — 21,000 
» Germany 13,000 — — 13,000 
, Austria Ms 8,000 — ~ 8,000 
» United States 500 2,000 + 1,500 
» France ы 9,000 5,000 — 4,000 
3) Italy 3,000 1,000 SU 2,000 
» Switzerland 2,000 — = 9,000 
,, Other countries 14,500 2,000 – 12,500 

Total... - 85,000 94,000 — 61,000 

Olher machinery (except agricultural).— 

From Great Britain ,000 39,000 - 40,000 
», Germany  .. io 21,000 ies — 21,000 
„ Austria " a 2 000 E — 2,000 
,, Belgium T m 6,001 E — 6,000 
5», United States 235.000 8,000 — 97 WO 
,, France A eue 15,000 8,000 — 1,000 
»  ltaly ез ЮЕ 3,000 4,000 + 1,000 
, Switzerland iss 11,000 1,000 - 10,000 
,, Holland 2,000) 2,000 — 

, Other countries 1,000 2,000 + 1,000 
Total ... .. 175,000 64,000 — 111,000 

Copper, hammered, drawn or shect.—^ | 

Fron Great Britain 2s 88,000 05,000 — 63,000 
,» Germany... T 15,000 — — 15,000 
,; Belgium bos к 2,000 uno + аа 9,000 
, France TR is 7,000 1,000 — 6,000 
; Other countries... 2,500 — — 2,500 

Total  ... .. — 114,500 96.000 — 88,500 

India-rubber and gulta-percha, raw or manufactured.— 

Fron Great Britain 8,000 24,000 + 16,000 
», Germany  .. e: 10,000 — -- 10,000 
, Austria S 2.000 — = -. 2,000 
, France T ove 5,000 11,000 44 6,000 
„  ltaly "S ey 5,000 3,000 — — 2,000. 
» Switzerland e HW) 1000 + 500. 
,‚‚ Belgium 58 fn ],000 — -— 1,000. 
,, Other countries  ... 1,500 AA — 1,500 

Total ... p 33,000 JO,000 4+ 6,000. 

Electrice, telegraphic, and telephonic apparatus.— 

From Great Britain 35,000 OY UN) -- 6,000 
» Germany... А 13,000 -— — 13,000 
» Austria gu. ae 8,000 — >- 8,000 
» Belgium se ids 10,000 —- - 10,000 
, United States a 500 1,000 + 500 
, France pu e 9,000 0,000 — . 
»  Atalv m ea 3,000 8,000 + 5,000 
» Sweden ае. 3 5,000 1,000, — 4,000 
» Switzerland 2,000 3,00 + 1,000 

Total... E 85,500 53,000 
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WAR ITEMS. 


Exports to China.—The “ London Gazette "' for July 4th 
contains a further list of names of persons to whom articles 
may be exported in China and Siam. 


To be Wound-up.—The Board of Trade has prohibited 
the following firm from carrying on business after Septem- 
ber 29th, 1916 :— : 

Turner & Burger, 149, Farringdon Road, London, E.C., 
electrical accessories merchants. Controller: J. Е. Percival, 
6, Old Jewry, E.C. 

Contraband.—The following articles have been added to 
the list of those to be treated as coutraband of war :— 

Electric appliances adapted for use in war, and their com- 
popent farts. | 

Asphalt, bitumen, pitch and tar. 

Felspar. —~ 

Export Prohibitions.—The '' London Gazette " for June 
30th contains further lists of persons or bodies of persons 
with whom trading is prohibited in Argentina, Morocco, 


Norway, Netherlands, Spain, and other countries. | 

Controlled Works.—The addition of a further 339 estab 
lishments to those under the control of the Ministry of 
Munitions makes the. present total 3,916. 
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Finance and Trade: A Government Committee.—The 
Board of Trade has appointed a Committee ‘ to consider the 
best means of meeting the needs of British firms after the 
war as regards financial facilities for trade, particularly with 
reference to the financing of large overscas contracts, and to 
prepare в detailed scheme for that purpose." Тһе Com. 
mittee Includes, as the following list of members shows, Mr. 
F. Dudley Docker, C.B., who brings a wide industrial finan- 
cial experience to the Committee table, and Mr. Walter Leaf, 
who, in addition to being a deputy-chairman of the London 
County & Westminster Bank, which it will be remembered 
recently entered into arrangements for assisting Italian indus- 
tries financially, із a director of two electric supply companies. 
The remainder of the members are eminent bankers and in- 
surance or other financial authorities. The complete list 18 :— 

The Lord Faringdon (chairman), 

Mr. B. Р. Blackett, C.B., | 

Sir W. Н. Clark, K.C.SI., C.M.G., 

Mr. F. Dudley Docker, C.B., 

Mr. Gaspard Farrer, 

Mr. W. H. N. Goschen, 

Rt. Hon. F. Huth Jackson, 

Mr. Walter Leaf, 

Hon. Algernon Mills, 

Mr. J. H. Simpson, and 

Mr. К. Vassar-Smith. | | 

Mr. Hartley Withers will act as secretary to the Committee. 


Salford Electricity Staff.—Of the employés of the Sal- 
ford electricity department, 71 have gone on active service—- 
13 from the offices, 3 from the stores, 29 from the power sta- 
tion, and 26 from the mains and motor departments. Five 
have been killed—Sapper E. A. Greenhalgh (draughtsman), 
Sergeant H. F. Andrews (switchboard attendant), Stoker C. 
Ccoper (fireman), Acting Petty Officer H. Foulkes (labourer), 
and Private N. Higgins (labourer). Four men have been 
di«harged owing to wounds or ill-health. Mr. Т. E. Drans- 
ficld, first assistant mains engineer, and Mr. F. Birch, super- 
irtendent of the motor department, have recently been 
granted commissions in the R.N., and are on service with 
the Fleet in the North Sea. i 


After.the-War Problems.—The Prime Minister, in March 
last appointed a Committee of the Cabinet entitled the Re- 
construction. Committee, over which he presides, to consider 
and advise upon the problems that will arise on the conclu- 
sion of peace, and to co-ordinate the work already done by 
the departments in that direction. Suggestions from indivi- 
duals or organisations should be addressed to Mr. Vaughan 
Nash, C.V.O., C.B., Secretary to the Committee, 6a, Dean's 
Yard, Westminster. 


Sydney Electricity Employés.—The city electrical engi- 
neer of Sydney (Mr. Mackay) has reported complaining of 
the serious inconvenience that has been caused in his depart- 
ment by the fact that 170 of his employés have enlisied. бо 
far he has done nothing to discourage enlistment, but a posi- 
tion of affairs has now arisen which renders further com- 
placency on his part detrimental to the continued efficiency 
of the electric lighting service. The Lord Mayor has fol- 
lowed up the report by a minute expressing the opinion that 
the endorsernent of the head of the electricity department 
should be required, subject to the supervision and concur- 
rence of the Town Clerk, in each case where skilled labour 
is affected by enlistment. 


Lighting Prosecution.—William Dix, a cleaner at the 
Ycrk Corporation tramway sheds, was fined £5 at the local 
police court for having failed to effectively shade lights at 
the tramway shed. There were about a dozen electric lights 
burning, and they could be plainly seen through a glass roof. 
The Bench expressed the opinion that the Corporation should 
yay the fine. | 


Жул дыг oe ОКТУ. the Darlington Tribunal, 
Coun. E. Hodgkin applied for total exemption as a 
minister of the Society of Friends. His occupation was 
described as that of a consulting electrical engineer, and 
most of his time was taken up with religious and philan- 
thropic work. "Total exemption was granted. 

At the City of London Tribunal last week, Miss V. Das- 
nieres, of 21, Water Lane, Great Tower Street, E.C., agent 
for products and electricity, appealed for her brother, Mr. 
Andre Dasnieres. It was stated that Mr. Dasnieres had been 
11 sole charge of the business for his sister for the last ten 
years. He was born in England, of French parents, the 
latter returning to France ten years ago. He was the onlv 
тап Је in the business, which had to provide for various 
Ibenibers of the family. Another brother assisted in the busi- 
Dess, but he was called up and was now in the Army. Miss 
Ри. егез stated that the business dealt with the export of 
chemicals and carbon to France and elsewhere. Postpone- 
bent for three months. 

On the application of the Foots Cray Electricity Supply 
Ca, the manager, Mr. A. Wright, and a cable joiner were 
уеп conditional exemption on the ground that the business 
аз in the national interest. ^ 


At Oxford, exemption was granted to W. Т. Cooke (27), 


Iechanical and electrical fitter and lead burner, on the 
application of Hill, Upton & Co. It was held that the occu- 
pation was a starred one. 

An electrical contractor at Leigh, Southend-on-Sea, applied 


for the third time for exemption. He said that his late part- 
ner was engaged on munition work, and the business was 
run entirely by his own personal exertions. па exemption 
until August 1st was allowed. 

Whitehaven Tribunal has given until the end of the year 
to the only employe left with a local electrician. 

Conditional exemption has been allowed at Ilollingworth 
to Mr. Walter Powell, electrician. 

The proprietress of an electrical business at Southport 
appealed for a qualified employé who has been in the busi- 
ness for 13 years, and has assisted in its management since 
the death of her husband. As the man is single, and there 
are two other experienced men, over military age, in the 
business, the appeal was refused. 

Exeter Tribunal has given three months’ exemption to Mr. 
C. H. Steele (37), electrical engineer, in charge of the local 
stores of a firm of cable makers and engineers, to enable him 
to train women electricians. 

At Aldershot, Mr. Vertue, of Messrs. Birch & Vertue, elec- 
trical engineers, asked for further exemption for Albert Hug- 
gard (35), electrical fitter and wireman. Mr. Vertue said 
that they were the only firm of electrical engineers in the 
town. They were responsible for the upkeep of about 60 
electric motors in factories and workshops. Three months 
were allowed. 

Mr. Mason, manager of the South Metropolitan Trainways, 
appealed at Croydon for 15 employés. Five, whose apes 
range from 28 to 33, were each given final exemption until 
August 3lst; the rest were exempted altogether. 

Kendal Tribunal has given conditional exemption to Mr. 
F. Collings, of the Corporation electricity works staff. 

Canterbury Tribunal has granted conditional exemption to 
Mr. F. Lewis (35), chief assistant engineer at the Corpora- 
tion electricity works, and to Messrs. P. W. Kemp (40), 
stoker; S. T. Tite (33), shift engineer; and G. H. Lock (38) 
coal trimmer. 

Broadstairs Tribunal has given a month's exemption only 
t» a local electrical engineer. 

At Nuneaton, on June 27th, Mr. P. H. Howe (27), elec- 
trical engineer, applying for exemption, said that he had 
been in business for five years, and had lost the only man he 
had. On condition that the joined the Volunteer Training 
Corps he was given until November Ist. 

At Barnes, exemption was claimed by Mr. W. Ellis, elec- 
trical engineer, who is engaged on Government work, and is 
in business in the town. Asked why he did not obtain a 
badge, he said that it was hopeless to apply owing to the 
enormous number of applications sent in. Conditional exemp- 
tion was allowed. 

Burnham (Somerset) Tribunal has conceded conditional 
exemption to Mr. E. G. Sandford, resident electrical and 
mechanical engineer to the Burnham Electric Light Co., Ltd. 

Three months’ exemption has been allowed by the Epson 
Rural Tribunal to Mr. W. West, electrician, of Cobham. 

At Wimbledon, a local firm of electrical engineers appealed 
for a Wireman engaged on important contracts. The firm's 
staff has been 1educed from 170 to 125, and out of 10 wire- 
nien two only are left. The Tribunal granted two months. 

Exemption has been given at Whitby to Mr. J. W. Piggott 
(56), electrical engineer with the Urban Council. 

On the ground of business and family reasons, Watford 
Tribunal has conditionally exempted Mr. W. E. Warnlow 
(39). electrical engineer. 

Holsworthy Tribunal has exempted Mr. J. W. Gibson (80), 
manager of the local Gas & Electric Supply Co., on the 
ground that he is in a certified occupation. 

Croydon Tribunal has granted exemption to Mr. E. Staples, 
chief clerk and accountant in the Corporation electricity 
department, who served until discharged with the Surrey 
Yeomanry in Gallipoli, but who re-attested under the new 
Act, and to 30 employés in the tramway department. 

Before the West Sussex Appeal Court, an Eastbourne firm 
engaged on Government work, appealed for an employé in 
charge of the electrical plant. The Court dismissed the appeal, 
but allowed three weeks' grace to allow the firm to apply for 
the employé to be badged. 

Provisional exemption has been allowed to the engineering 
monager and the engine driver of the Frinton-on-Sea Electric 
light & Power Co., they being indispensable to the carrying 
on of the undertaking. 

The Surrey Appeal Court has refused an appeal by a 
Merton electrical engineer, in charge of the ‘plant at a 
kinema, who had been refused exemption by the Јоса! 
Tribunal. 

At Aberystwyth, Mr. E. P. Perkins, works engineer and 
manager, was appealed for by the Electric Light Co. Mr. 
Perkins said that they now had only two engineers, and it 
would be impossible to run the works with a less staff than 
they now had; five had joined the Army. He was granted 
conditional exemption, together with Mr. G. Pollitt, assistant 
engineer, in charge of a shift at the works. | | 

At Aberystwyth, the Military appealed against exemption 
until September 9th granted to B. W. Cheetham, electrician 
at the Kinema Theatre. The period of exemption was con- 
firmed, but made final. 

Before the Caterham Tribunal, Mr. Howard, manager of 
the works of the Vrhen Electric Supply Co., appealed for 
exemption for Mr. A. H. Lewer (26), book-keeper and clerk, 
and claimed that he should be starred. He stated that the 
firm had released 300 employés, and every station was short- 
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handed. The Tribunal gave a month in which to obtain a 
definite decision as to Mr. Lewer being badged. . 

At Uckfield (Sussex), Mr. D. W. Freshficld, J.P., claimed 
exemption for his electrical engineer. Mr. J. Thompson. 
Exemption was given until December 31st, on condition that 
the residence remains a hospital. 

Exemption until October Ist has been conceded to Mr. C. 
Gear, electrical engineer, engaged at Normanhurst Hospital 
by Viscount Hythe. 

At Dartford, renewed exemption was clahned by Mr. E. E. 
Beaver, for Sidney G. Wenham (93), electrical engineer, who 
was stated to be indispensable. Temporary respite.for medical 
examination was conceded. | 

At Burgess Hill (Sussex), on Monday, the manager of the 
electric light works successfully appealed for conditional 
exemption for the chief engineer and the meter reader and 
inspector, and both were directed to join the Volunteers. 

Bridlington T.O. has decided to appeal to the Local Tribunal 
for Mr. F. Ffrench, of the electricity works, to be condition- 
ally exenpted from military service. 


LEGAL. 


Hvpsox r. County TAILORING Co.. LTD. 


In the City of London Court. on June 29th. before his Honour 
Judge Rentoul, K.C.. а claim was made by Mr. Arthur G. Hudson. 
electrical engineer, trading as А. С. Hudson & Co., Wells Court, 
Bow Lane, against the County Tailoring Co.. Ltd.. 1, Hoxton 
Square, to recover £5 for an electrical radiator supplied and fitted 
on their premises. 

For the plaintiff it was stated that the defendants complained 
about the radiator, and plaintiff went and inspected it a month 
after it had been supplied. Then he found. after testing the 
radiator. that it had received a blow. The electrical circuit was 
all right. but the four formers were broken. The mere fact 
that the fireclay became hot showed that the electrical part of the 
radiator was not defective. as alleged. The defective working was 
entirely due to the damage which the radiator had received. 

PLAINTIFF said he had been in business as an electrician for 16 
years. He had purchased the radiator from the General Electric 
Co., Ltd.. and when the defendants complained about the radiator 
not working properly, he took it to the company and had it tested, 
It worked properly. but had evidently been knocked over. 
Defendants had suggested that the voltage supplied by the Shore- 
ditch Borough Council of 240 was too high for the radiator in 
question. If that were the case, the wires would have fused, but 
the fireclay would not have been affected. The difference between 
240 volts and 220 volts was practically nothing when one was 
dealing with a radiator. He had offered to do the repairs for a 
sovereign, which was the cost price. but the defendants refused to 

ay. 
й ODE RENTOUL. K.C.: If the current were too strong, mizht 
it not destroy the radiator ? 

PLAINTIFF: If there was excessive pressure, sav. 500 volts, the 
elements would melt immediately. but it would not break the tire- 
clay part of it. 

In cross-examination, PLAINTIFF said he had been working for 
the defendants before. He knew the Shoreditch Borough Council 
voltage was 240, and that the radiator in question had a ticket on 
the back of it showing it was for 200 to 220 volts. That meant 
that 220 was the limit. 

MR. WALTER Watts, of the heating department of the General 
Electric Co., said they were the largest. manufacturers of electrical 
appliances in the country. He had been five years in the heating 
department and 15 years in the electrical trade, having served his 
apprenticeship as an electrical engineer. During the last two 
years between 5,000 and 10.000 radiators had passed through his 
hands of the type in question. "When the plaintiff brought the 
radiator to their office with a complaint from the defendants, the 
wire coil was intact. The fireclay was broken across the back. 
He came to the conclusion that it had been knocked over on its 
back, and that that was the sole cause of the radiator not burning 
properly. It was certainly not due to any defect of the electrical 
part. With their radiators they gave & guarantee for 12 months 
against defective workmanship or heating elements. If the 
wire part burnt out in 12 months, or if there was a flaw in the 
elements, it would have been made good free of charge. Аз 
the radiator in question had had unfair usare, he refused to replace 
it free of charge. The radiator was suitable for 240 volts. If 
the voltage had been too great, the elements would have gone, but 
nothing would have happened to the fireclay. With the radiator 
in question all the elements were interchangeable, and they often 
changed them. 250 was the highest voltage permissible. With 
240 volts it was not desirable to have a radiator of less than 210. 
One of the salesmen in the General Electric Co.'s employment, 
named W. Н. Lake. had written the defendants stating that the 
radiator in question could not be used on account of the 240 voltage 
in Shoreditch, that it would burn out, and that the defendants would 
have to have a 230 to 250-volt radiator. 

JUDGE RENTOUL said if the defendants had sent the radiator 
back and said it was a 220-volt one, while the pressure in Shoreditch 
was 240, they would have been within their rights. 

HERBERT POTTER, iu the service of the defendants, denied that 
the radiator had been knocked over or damaged in any way. 


Mn. CoHEN, electrical engineer, Golders Green Road, who said 
he had had 20 years’ experience, stated he had examined the radiator 
in question. He saw that the voltage was wrong, and that would 
cause all the damage that had taken place. The coils were being 
run at a much greater heat than they should have been, and that 
would cause the wires to be burnt out. They had gone at the top, 
which was the weakest point. If the radiator had been dropped, 
they would have broken towards the centre, as the strain was on 
the eentre when the radiator was dropped. He found that the 
coils were brittle through overheating. In cross-examination, 
he said radiators would stand very little above the voltage for 
which they were marked. Не did not agree that the radiator was 
suitable for 240 volts. The heat would be very much greater. 
He would not expect & radiator to go wrong on the first day 
if the damage was due to overheating. On the contrary, it would 
go on for three or four weeks. The radiator was brought to him. 
for repair, and he recommended that one of a higher voltage should 
b? obtained. 

JUDGE RENTOUL, K.C., held that the current was too strong for 
the wire. Plaintiff had practically guaranteed to put in a suitable 
radiator, and he did not think he had done so. Judgment for the 
defendants, with costs. 


MoNOMETER MANUFACTURING Co. т. ELECTRIC AND ORDNANCE 
ACCESSORIES Co., LTD.—JUDGMENT. 


Mr. MUIR MACKENZIE, one of the High Court Official Referees, 
gave judgment on Monday in this action. already reported. 

The OFFICIAL REFEREE, in giving judgment, said that the 
claim of the plaintiffs was for supplying furnaces and for extra 
work done in connection with those furnaces. and the defence was 
that the furnaces supplied were not in accordance with the con- 
tract. and were, consequently. valueless. As toa number of other 
things claimed by the plaintiffs, the defendants pleaded that they 
did not orderthem. The defendants also counterclaimed compen- 
sation for injury alleged to have been sustained by them owing to 
the default of the plaintiffa. There were two questions for con- 
sideration. The first was. what were the obligations of the 
plaintiffs? and the second, did they fulfil them ?—both o? which 
matters required careful consideration. At the end of 1914 
the defendants were erecting new foundries for casting fuses 
for the Government, and for that purpose they were 
anxious to get the best furnaces. Attracted by an adver- 
tisement in which plaintiffs said they could supply furnaces 
in which the consumption of gas was less than that of any other 
furnace, and that they would melt aluminium without compressed 
air or other forced draught, they approached the plaintiffs, and, 
as a result. entered into a contract with them to supply three fur- 
naces with a melting capacity of 1,000 lb. each, with & to 10 burners 
each, at а cost of £230 each ; 12 smaller furnaces with a capacity of 
140 lb. each, to be used in conjunction with the larger ones. for 
£52 each ; two others of a like capacity with pouring spouts and 
valves. for £62 each. and three of 1.000 lb. capacity for melting 
aluminium swarf.for £248 each. The contract to supply these fur- 
nueces was entered into on January 15th, 1915. Subsequently, the 
defendants required certain alterations, and they made arrange- 
ments with the plaintiffs to carry them out. The defendants con- 
tended that it was part of the contractual obligations of the 
plaintiffs. first. that the furnaces should be capable of securing an 
output of from 50 to 60 tons a week : and, secondly. that the small 
furnaces should produce castings free from flaws and other defects. 
and that they should be fit for melting aluminium with copper. It 
was clear that, notwithstanding the written contract, the additional 
obligations contended for could have been made binding upon the 
plaintiffs by verbal understandings. The plaintiffs undoubtedly 
knew that the furnaces were required for turning out with rapidity 
castings for fuses, and that the metal to be used would contain a 
mixture of zinc, but he could not find that the plaintiffs 
entered into any obligation with respect to the furnaces 
beyond those expressed in the contract. and the question was 
whether the plaintiffs had made default in regard to those obliga- 
tions. One cause of complaint was that the large furnaces did not 
provide sufficient output to feed the smaller furnaces, and that the 
iron pots were defective. As regarded the large furnaces. the com- 
plaint was that the defendants did not get the quantity of molten 
metal required: but plaintiffs had not entered into any legal 
obligation that they should do so. The main cause of the trouble 
in the smaller furnaces was due to the mixture of other metals 
with the aluminium. The plaintiffs did not undertake that: their 
iron pots would not be subject to damage by alloys being melted 
in them. Не therefore found and decided against the defendants 
on the main issue. The plaintiffs were not in default. The 
plaintiffs’ claim included а large sum for extra work done, and the 
defendants admitted that they ordered part of the work claimed 
for. As regarded nearly all of the items c'aimed for, he decidel in 
favour of the defendants, who were not liable for additional work 
unless it had been ordered by them. The person who had con- 
tracted to have things done for a certain sum was entitled to resist 
all claims outside the contract. He decided that the extra items, 
which in the aggregate amounted to £648. should be struck out. 
There would be judgment for the plaintiffs for £1,723 on the 
claim. and the counter-claim would be dismissed. As to the costs 
he ordered that the defendants should pay four-fifths of the taxed 
costs. The case was one of the most difficult he had ever had to 
deal with, and therefore, without being asked, he would order a 
візу of execution for 14 days, and if either party lodged notice of 
appeal in the meantime, the stay would continue until the appeal 
was heard. | 

Juigment was entered accordingly. 
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FRASER < CHALMERS, LTD., r. THE WHITECROSS Co., LTD. 


Ix the Commercial Court of the King's Bench Division, on Monday, 
Mr. Justice Rowlatt heard а claim for over £4,000 brought by 
plaintiffs, of Brith, against defendants, of Warrington, for a No. 3 
Bettington boiler with two pulverisers, one driven electrically and 
the other by steam turbine supplied to the defendants for use at 
their wire drawing works. The defendants alleged, in reply. that 
the plaintiffs had committed a breach of the contract, and they 
counterclaimed for over £8,000 for expenses, delay. Kc. 

Mr. Culefax. K.C., and Mr. Moritz were counsel for the plaintiffs, 
and the defendants were represented by Mr. Leslie Scott, K.C., and 
Mr. Paddon. 

MR. COLEFAX dealt at length with the technicalities of this 
boiler. and explained that broadly the contract provided that it 
should be used in conjunction with a Green's economiser, and 
there were certain stipulations as to output and efficiency. The 
boiler was prepared at Erith and sent up to W arrington. The 
defendants were to provide the plant necessary to give the draught 
required for the efficient running of the boiler. There were 
certain difficulties and mishaps, and an alleged defective draught 
accounted for some of the trouble. Eventually, the plaintiffs 
asserted, the defendants turned them out of the works, and would 
not allow them to further proceed with the putting of the boiler 
into working order. and they claimed the price of the boiler from 
the defendants. The defendants asserted, in effect, that the boiler 
did not conform to the contract, that its work was useless, and 
that it failed to produce the guaranteed results. 

The case was eventually adjourned till November next. 


BUSINESS ! NOTES. 


Glover's Almanac.—The flight flight of time is brought home - 


to us by the receipt of Glover's Almanac for 1916-17. This is the 
fifteenth issue, a fact which speaks for itself ; how many such pub- 
lications have developed into—well, perennials, for annuals is 
clearly not the appropriate word—like this production ? Very few, 
we are sure. The natural inference is that Glovers Almanac is 
welcomed by the electrical engineering community, which values it 
not only for the wit and humour of pen and pencil. but also for its 
pithy and informing extracts from technical publications. Long 
life to it! We have an eye on some items which we will repro- 
duce—when the due date arrives ; it is not fair to anticipate the 
eource. 


Book Notices.—‘‘ Memorandum by the Electrical In- 
spector of Factories on the Electricity Regulations.” London: 
Wyman & Sons, Ltd. Price 4d. 

The July issue of the Chamber of Commerce Journal contains the 
usual annual supplement regarding ' “ Trade Products of the British 
Empire. 

NN of Faults in Electric Light and Power Mains." 
Ву Е. C. Raphael. London: The Electrician Printing and Pub- 
lishing Co.. Ltd. Price 8s. 6d. net. 

Telegraph and. Telephone Journal. Vol. II. July, 1916. No, 22. 
London: The Editing Committee. Price 3d. 


Dissolutions and Liquidations.—BDniTisH Exporters’ 
ASSOCIATION, LTD.— This company is winding up voluntarily, with 
Mr. R. W. W. Spooner, 182, High Holborn, W.C., as liquidator. 

Victory SMOKE CONSUMER AND FUEL ECONOMISER Co., LTD.. 
Oldham.—This company is winding up voluntarily, with Mr. J. C. 
Atkins as liquidator. A meeting is called for August 4th, to hear 
an account of the winding up. 

OMEGA ELECTRIC LAMP Co., LTp., Hammersmith.—This com- 
pany is winding up voluntarily, with Mr. R. T. Cuff, 8, Bream’s 
Buildings, Chancery Lane, W.C., as liquidator. Creditors should 
send particulars of their debts, &c., by July 7th. 

BOILER SCALERS, LTp.—-Creditors should send in the usual par- 
ticulars to the solicitors to the liquidator (Saunders, Bradbury and 
Saunders. 37, Temple Row, Birmingham), by July 22nd. A 
meeting is called for July 31st, to hear an account of the wind- 


up. 

NAYLOR BATTERY Co., Ltp.—This company is winding up 
voluntarily with Mr. H. Everett, 8-7, Southampton Street. Strand, 
W.C.. as liquidator. A meeting of creditors i is called for July 13th, 

at the Hotel Cecil. 

DowNeEs & DAVIES, electrical engineers and merchants, Stanley 
Street. Liverpool, and E King Street, Manchester.—Messrs. Н. L. 
Downes (deceased) & P. L. Davies have dissolved partnership. The 
latter will continue the business under the same style and will 
attend to debts. 

COLSTON ELECTRICAL Works, LTD., 9, Denmark Street, Bristol. 
—The first meeting of ereditors herein was held at the Official 
Receiver’s office, 26, Baldwin Street, Bristol, on June 28th, when it 
wea decided to leave the matter in the hands of the Official 
Receiver. who will act as liquidator, in conjunction with a Com- 
mittes of inspection. 


Catalogues and Lists.—Mrssns. FALE, STADELMANN 
asp Co.. LTD., 83-87, Farringdon Road, London, E.C.—Twelve« 
page illustrated and priced catalogue of ‘ ‘Lucifer " portable electric 
fiash lamps and torches of British manufacture, also cases of various 
descriptions, of which large stocks are held. and lamps and batteries 
for which all demands can be met this season ; a page of electro- 
medical apparatus is also included, 


From Mr. WILLIAM MCGREGOR., of Airdrie, near Glasgow, we 
have received a list of prises, together with a specimen packet, of 
steel grit for counterweight fittings. 

Messrs. T. W. BROADBENT, LTD., Victoria Electrical Works, 
Huddersfield.-—Eizht-page pamphlet, part of their new catalogue, 
giving specification, price list, &c., of their “G” type С.С. gene- 
rators for direct coupling. 

THE FULLER ACCUMULATOR Co. Lrp.. Chadwell Heath.— 
Twenty-four page illustrated catalogue of Fuller accumulators. 
The five sections of the list are devoted to Block accumulators, 
"Sparta" accumulators, Plate type accumulators, hand lamps, and 
motor-car wire. The batteries. which are well shown and priced 
with tabular data and code-words, are for house lighting, motor-car 
starting and lighting, telegraph and telephone service, train light- 
ing, кс. Owing to the large numbers of American cars in use in 
this country. the majority of which are fitted with starting bat- 
teries, a real need exists for a good British battery to replace the 
American cell. Import restrictions are now very rigid, and the 
Fuller Co. have met the position by making a very full range of 


. Sizes to meet the need of car-owners. 


Messrs. HOLT & WILLETS, Lion Works, Cradley Heath. 
trated price leaflet of the " Handy ` 
patent). 


Private Arrangements.—THowxas Котскоғт, 50, Sea- 
view Road, Liscard, Cheshire, electrical engineer.—The creditors 
interested herein were called together on June 30th, when the 
statement of affairs presented showed liabilities amounting to £685, ' 
to meet which there were net assets of £629, after allowing for the 
claims of preferential creditors, the estate disclosing a deficiency of 
£55. It was reported that the debtor commenced business in Park 
Street, Liscard, about April, 1902, without capital. Owing to the 
fact that proceedings had been threatened by one or two creditors, 
and to an action to recover £161 being pending, a deed of assign- 
ment had been taken in favour of Mr. Parkin Stanley Booth. of 
Liverpool, to protect the estate. The debtor was not now prepared 
to submit any offer, and, after discussing the position, it was 
decided that the deed of assignment should Бе confirmed, and a 
Committee of inspection was elected to consider any offer made. 
The following are creditors :— 


Illus- 
movable crowbar (Lash's 


Baxendale Bros., Ltd. £173 Мей: О.А. .. . £139 
Drake & Gorham, Ltd. .. .. 82 Mills. J., & Sons ee is ae 38 
Downes & Davies .. a 34 Wolff, Hy. „х Со. . . zm 10 
Falk, Stadelmann Co., Ltd. .. 66 Wakefleld & Sons, Ltd. e 23 
General Electric Co., Ltd. ,. 87 


Trade Announcements. :. WAvGooD-Oris, LTD., 
announce that they have concluded arrangements with the 
liquidator of the Easton Lift Co., Ltd.. for acquiring the goodwill, 
patents, stock, and work in progress of that company. 

MEssrs. ELECTRICAL CONDUITS, LTD., have transferred their 
offices to Anchor Works, Birch Street, W alsall. and all communi- 
cations should be addressed there—not to Birmingham. 

Messrs. J. Н. HEATHMAN & Co., of Parson's Green, who are 
prepared to increase shipments to the markets of the world, have 
opened extensive showrooms for their ladders, trestles, steps, 
trolleys. trucks and barrows, as well as portable telescopic 
scaffolds, at 35, Aldersgate Street, E.C.. near the General Post 
Office, at which those manufactures can be inspected. 

MESSRS. JOHN C. FULLER & Son. LTD., the FULLER ACCUMU- 
LATOR Co. LTD., and FULLER'S WIRE AND CABLE Co. LTD., 
have transferred their offices and works to new and larger premises 
at Grove Road. Chadwell Heath, Essex, where all conimunications 
should be addressed. The works are in the London telephone area, 
aud for the present the number will be " Ilford 173." 


Bankruptcy Proceedings.—R. E. CoxNornDp, Canterbury. 
—July 18th is the last day for receipt of proofs for dividend by 
Mr. G. E. Corfield, the trustee, 119, Finsbury Pavement, Е.С, 


LIGHTING AND POWER NOTES, 


Australia.—4 deputation from the South Brisbane 
Municipal Council has interviewed the Queensland Home Secretary. 
with a view to enabling the municipality to obtain an electric 
supply for lighting and power. The Council asked for authority to 
supply the power itself, or to obtain it from the City Electric 
Light Co., or any other company. The Mayor stated that the Council 
was not able to undertake a scheme for many reasons, ав it could 
not enter into competition with the South Brisbane Gas and Light 
Co., even if the finances would permit it, and as, in the future, there 
might be a Greater Brisbane scheme, it would be unwise for the 
Council to undertake to install plant and machinery. The Home 
Secretary agreed that electric power was necessary for the running 
of factories, of which they needed many more, and promised to 
bring the matter before the Cabinet.— Tenders. 

The Sydney City Council has notified hirers of electric motors 
that owing to the increased cost of motors and materials necessary 
for their maintenance, it has been found necessary to increase the 
hiring charges as from August 3rd next. 

The Liverpool. N.S.W., Municipal Council has passed a resolution 
that, with a view to ensuring an efficient lighting service to the 
town and ratepayers, negotiations be entered into for an electrio 
supply in the present lighting area. 

The Melbourne City Council has decided that the price for 
electricity for battery vehicles be 14. per unit when charging 
between 10 p.m. and 8 a.m, 
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Chester. — Speaking on 
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and the steam 


of three-phase plant at Chamber 
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E Continental.—SrA1N.—— Tt is announced from Madrid that 


the Sociedad Minera y Metalurgica de Penarroya 
lish an electricity generating station with 
-in the coal mining district 
operated by gas engines using gas obt 
of coal available 
Penarroya Co. is 


ar its mines in the Belmez distriet. 


Dalkeith.—Pnick 
Corporation, Lt 
that owing 


per 


reserve fund. 


Edmonton.— The Guardians h 
request of the North 


d., London. has 
to increased costs 
unit, and for domestic heating and c 
Supply for power will be charged according 
H.P. of motors supplied through each met 
units used in any one quarter. 


~ Eccles.— The Public L 
mittee has decided that the 
for the year ended March 31 


is about to estab- 
а capacity of 20,000 H.P. 

The renerators will be 
ained from inferior qualities 


of Puertollano. 


at low prices at the collieries in the district. The 


similar station of 12.000-H.p. 


The current 
1n connection with the various 


REVISION. — The Electric Supply 
informed its consumers in Dalkeith 
the rate for lighting will be 51d. 
ooking 2d. per unit, 
to the avvrecate brake 
er and the number of 


ightingand Electricity Supply Com- 
surplus of £668 оп the revenue account. 
st last, be transferred to the credit of the 


ave refused to accede to a 
Metropolitan Electric Power Co. for an 


increased charge for current supplied. 


Farnham.— The Board of Trade has extended the electric 
lighting order for a year. | 


Finchley.—Y rars Workixc, — The . 
U.D.C. electricity 
show total worki 


of £21.] 


„ the net profit fo 
"1 Gloucester. 


20, and 


of the Electricity Com 


_ the ordinary cha 
, Purposes by 20 per cent. 


rges for 


accounts of the 


department, for the year ended March 31st last, 
ng expenses amounting 
а £TOSS profit of £10,733 
r the year amounted to £ 


— PRICE INCREASE.—-On the 


to £13417. a total revenue 
: after meeting all charges, 
301. 


recommendation 
mittee. the Council has. decided to increase 
electric current for lighting and power 


-  Haslingden.—Loay SANCTIOX.— T he T.C. has received 


the sanction of the L.G.B. to the borrowing -o 


“Vand 6х5 
"taking. 


‚ For &witohze 


f €1.450 for mains 


Ar in connection with the eleetricity inder- - 


= -— =. 
= 


supply of electricity to the 
College, the terms to inelude a standiny charge 
of £300 a year, current at 3d. per unit su 
caused by coal prices, 


offer to be subject to consent being obtain 


bject to any fluctuations 
a term of years, and the 
ed for borrowing powers 


Tramways and E.L. Com- 
а number of chain-grate 
ck to the Committee for 
Councillor Alexander asked for a sworn 


qui the circumstances attending the death. of 
William M'Donald. a foreman, who met with a 


The resolution 


the elec tricity department's — 


4 


-the wisdom of the Committee eventually adapting the 
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Hford.—Price J NCREASE.— From the reading. of the 
meters for the period ending September next the charge for curtent ^ 
on all accounts will be increased hy 124 per cent. The Daylight. 
Saving Bill has affected the undertaking considerably. Оп account ` 
of the difficulty in obtaining coal. a scheme has been drawn up for 
utilising the steam from the dust. destructor. 


_ Kendal.—Ykan's Wonkixc.— There is a deficiency of 


£390 on the working of the electricity undertaking for the year 
ended March 31st last. 


Leek.—NEw Рахт аур Ma NAGEXENT.— The Light. 
ing Committee, after consideration of Prof. Watkinson's report, 
-decided that the Bas engineer should be instructed to take control 
at once of the producer gas plant at the electricity station, and Mr. 
Bemrose, the electrical engineer. tendered his resignation, which 
Was accepted. It was stated that owing to the improbability of 
its being able to obtain a loan at the present time, the Committee 
was not In a position to carry out the whole of Prof. Watkinson's 
sirvestions. It was proposed that the Campbell gas engine and 
dynamo be sold at once ; that а new gas engine and dynamo of 
about 200-Kw. capacity be installed. at a cost of about £3,000 ; 
that the Stockport engines, which during the past six months had 
had to bear a very heavy strain, be thoroughly overhauled : that 
Mr. Ginman, the gas engineer, who had a fair knowledge of electri- 
City work, be appointed general manager also of the electricity 
station, and that a chief assistant be appointed at a salary of £160 
per annum. 


Llandudno.—Yrins WonkKrING.— There has been a loss 


of £1.199 on the working of the electricity undertaking for the 
year ended March 31st. 


London.— The Brompton and Kensington Electric 
Co. notifies a further increase in the price of electricity of 
cent. | 

HAMMERSMITH,—-The Electricity 
an Underfeed stoker he fitted toa Stirling boiler at the electricity 
works, at a cost of £446. plus the cost of fixing and alteration of 
brick work, which is estimated at. £200. | 

L.C.C.—The Finance Committee recommends the Council to 
sanction the borrowing of 42.500 by the Fulham B.C. for electricity 
purposes. 

WooLWIcH.—The charge for steam generated from refuse for 
electricity purposes, for the year ended March 31st last. has been 
fixed at £540, 

Having revard to the linking-up arrangements now completed 
with adjoining undertakings, and in order to meet further require- 
ments, the Committee finds that it will be necessary to install an 
additional boiler at. Globe Lane station. A boiler, superheater and 
economiser are to be obtained for £5.890. Subject to-approval of 
the application for sanction to borrow. mains are to be extended, at 
а cost of £618, for the supply of electricity to certain workers’ 
hostels ; it ів expected that, when the premises are fully occupied, 
the revenue will he substantial in amount. 


Loughborough.—YE4n's Wonk&iNG.— During the year 
ended March 31st last the Council's electricity undertaking had a 
revenue of £8291, and gross profit of £3.795, while after meeting 
financial charges a balance of £302 remained. The total output 
sold amounted to 1.303.34] units. as compared with 929.000 units 
in 1914-15 ; of the total 1.091.229 units were sold for power. The 
total connected load was 1.694 KW., and the maximum load 772 KW.; 
186 motors of 1,100 p.g.p. are in use. The total working costs 
averaged “77d. per unit. coal costing ‘27d. 


Supply 
10 per 


Committee recommends that 


Luton.—Yx4n's WORKING. The total working expenses 
of the electricity undertaking for the year ended March 31st last 
amounted to £27,639. the income was 41.366. and the gross profit 
£16.727, being £2.954 more than last year. The gross profit 
equals 10°82 per cent of the capital expenditure. The net profit 
amounts to £6.227. being £1.797 more than last year. The follow- 
ing amounts have been charged against profits :—House services, 
£734: meters, £893 : new fence, £68 : alterations at depot, £44 ч 
railway wagons, €2]5. additional contribution to district fund 
account, £200; leaving a balance of £4,072 to he appropriated. 
The capital repaid. or in sinking fund. was £39,933. leaving a net 
debt at the end of the year of £84,480; the reserve and renewals’ 
fund amounted to £6.02]. The Electricity Committee recommends 
that the working balance (at present standing at the wholly 
inadequate sum of £ 1.416) should be supplemented by £4,010, and 
that meter rents be reduced as from April last. | ( $ 

NEW PLANT.—The electrica] engineer reports that 
demand of over 1.500 kw. is anticipated next winter, and that it 
will be necessary to install two boilers with stokers and an econo- 
miser; also an additional feed pump and water-softening plant. 
and that provision inust now be made for dealing with the ashea 
and clinkers from the boilera and soot from the fines and econo- 
miser. Tenders for the plant represent an expenditure of 13.574, 
and the engineer advises that immediate application be made to the 
L.G.B. for sanction to borrowing the amount. The ash. and Root 
handling plant requires some further modification, and the engineer 
hopes to place definite tenders shortly. The Electricity Committee 


has recommended the Council to adopt the engineer report and 
suggestions. и 


Middleton.—4A local newspaper recently hinted. that the 
report of the electricity department would show a loss of over 


£1.000. The journal added that the cheapness of electricity was 
governed by the largeness of production. and everything i 


an increased 


works to a transtorming station, and buying the current 
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New Zentund.—Lake COLERIDGE ELECTRICITY SCHEME. 
:-Thè ‘report ‘of ‘the first ‘year's Working of the -Lake Coleridize 
nippy to the Christehutch City Council's electricity department 
*hows that the revenue from sales of éléctricity amounted to 
£27.207, working expenses to ‘£ 141646, interest to £ 4.445. and rink- 
ing fund to'£2.181. leaving a balance for depreciation and exten- 
sion Of £6:585. ‘Mr. Е. Black, who acted as adviser to the Council, 
estimated that there wotild be & probable 1óss of between £1.600 
and^€1.200 at the ént of two yearsand.thatthe undertaking would 
take ftom four Фо буе years to be-self-supporting ; the fixtures. how- 
ever. show that ‘not only is the department self-supporting. but that 
it has a substantial balance after paying all charges. Although, 
owing to difficulties consequent on the war, the Council has been 
unable to enibark‘upon an active campaign to obtain new business, 
the numberof: consumers -during ‘the year increased from 1.623 to 
2.930, and the connectéd Ioád at the end of the first year's working 
is now 5.502 xv. Чч. er d pd e Y 
At'the'end of the first year of the Lake Coleridge supply, with a 
peak load which had teen kept down with the aid of the steam 
plant'and the storage battery to only 1.020 Kw., and a connected 
load of 5,592 KW., the Council paid the Government only £6,200, 
an average of ‘£1 2s. 1d. per KW. of connected load.—New Zealand 
Mipping and Commeree:| 
The working expen- 


Nottinghain.— Year's WonKING.— i 

diture of the Corporation electricity undertaking for the year ended 
March 315 last amounted to £69,408. The income totalled 
£109,541, leaving а gross profit of 210.057. А єг meeting interest, 
sinking fund and ‘other charges a balance remained of £11,677, 
of which £5,000 will go towards the rates, and the remainder will be 
transferred to reserve fund. The number of units sold during the 
period under review amounted to 13,854,461, an increase of 
994,113 as compared with 1914-15 ; 6,406,000 units being for traction 
purposes, 4,125,833 for power purposes, and 3,232,595 for lighting. 
The last figure showed a decrease of 182.079 as compared with 12 
months ayo, representing a loss of revenue of £6,736. The number 
of 32-watt lamps or their equivalent connected at March 31st last 
was 526,830, an increase of 34,275 for the 12 months, being the 
lanrest increase since 1903. Two hundred and thirty-nine motors, 
argregating 1,126 H.P., had been connected to the mains. making a 
total of 2,005 motors and 8,063 H.P., the largest increase since the 
supply started. The demands for current still continue. those for 
power purposes being specially noticeable. 


Oldham.—DAMAGED CaBLES.—At a meeting of the 
Electricity Cofnmittee, held on the 28th ult., it was reported that 
thé Committee. had approved of a suggested compromise with the 
Poet Office Department of long-standing claims concerning damaged 
cables. 


Salford.—The Electricity Committee has decided to 
revise ita terms of supply to homes for Belgian refugees. An agree- 
ment is to be entered into with Zama, Ltd., for a supply of energy 
for a period of five years, or such further period up to 10 years as 
the company occupy their premises. The Committee has acceded 
to the application of the Peel-Conner Telephone Co.. Ltd., for the 
supplies of energy to their premises in Upper Cleminson Street-and 
Silk Street to be treated вв өпе supply under certain conditions. 
Application is to be made to the -L.G.B. for sanction to borrow (1) 
switchgear ; and (2) £750 to cover capital expenditure in connec- 
tion with the undertaking іп respect of loans sanctioned by the 


Board prior to March 12th. 1915. 


Shipley.— Lixkinc-ub PRoPosaL.—Preliminary steps 
have been taken with.a. view to éonsidering the advisability of 
linking-up the Bradfórd und Shipley electricity undertakings, 
and the respective éngineérs are'to report to their Committees on 
the subject, with a view to joint discussion later. ‘Both under- 
takings now gerierate three-phase, 50-bériod current at 6,000 volts, 
and the Bradford authority has & duplicate H.T. main running to 
the city boundary, where:it fs within ‘a short distance of св similar 
capacity H.T. main of tie Shipley Council, во that the cost of inter- 
connecting ‘would be very small. It may be added that the 
Bradford Corporation and Yorkshite Power Co. have for some time 
been linked-up at Thornbury. — - he 


Stalybridge.—YeEaR's WORKING OF JoINT Boanp.—The 
working of this joint electricity undertaking for the year ended March 
313 last resulted in a total revenue of £74,932; the gross profit 
amounted to £28,556, and, after meeting interest and ріпкіпе fund 
charges, the surplus was allocated.as to sums of £1,120 and £3,713 to 
reserve and £1,536 in capital payments: During the year 28,351,600 
unita were generatad, as Compared with 22,683,680 in the previous 
year ; 21,713,151 units were sold to private consumers, and 1.965.766 
units for traction. The- total production cost per unit was °375d., 
coal figuring at- "24d. ; interest, sinking fund, &c:, amounted to ‘25d. 
while the revenue fróm the total supply averaged '661d. per unit, 
private supply giving '62d. per unit. It may be noted that a 
revenue Of 650.378 was derived from ‘private power, and £10,701 
from private lighting consumers. 


Stoke-on-Trent.—PBoPosED . ExvTENSION.— The . Fede- 
rated Council has referred back the recommendation of the Elec- 
tricity Commrittee to spend €12,000.0h the exténsion of the plant at 
the power -howse. in order that the Committee may prepare a 
‘statement showing how the proposed outlay will benefit the 
undertaking. i 


Sutton.—-Pkick IncREASH.—The manager of the B.L. 
Co. has informed the U.D.C. that. as a temporary arrangement, 
the price of energy for lighting will be increased from 54d. to ба. 
per unit, and for power and heating by from 4d. to jd. per unit. 


York.— YEsR'8 Workine, &c.—The Corporation. elec- 
tricity accounts for the year ended March 31st show a gross revenue 
of £57.860. and an expenditure of £21.300, leaving a surplus balance 
of £16,560. which is reduced to £1,456 by interest, sinking fund 
and other charges. 

The Electricity and Tramways Committee has authorised the 
town elerk to apply to the Board of Trade for an extension of the 
period fixed for the laying of mains in the Bishopthorpe and Acomb 
districts authorised by the York Electric Lighting (Extension) 
Order 1914, which is about to expire. 


Yeovil.—The Board of Trade has extended the prov. 
order for a year, 


TRAMWAY and RAILWAY NOTES. 


Australia.a—TramMway ELecTRIFICATION.—The electrifi- 
cation of the Newcastle tramway system was urged by a deputation 
representing the Mayors of Newcastle and neighbouring boroughs 
who waited on the Minister for Railways (Mr. Hoyle) recently. 
The Minister, who expressed his sympathy with the deputation. 
pointed out that the difficulty in the way was the lack of money. 
As soon as the recessary money was available the work would be 
proceeded with. 


Continental. ItTaty.—A decree has been published 
approving a convention between the Italian Government and the 
Roma Nord Tramway and Railway Co. for the construction and 
working of an electric railway from Rome to Viterbo, rid Civita- 
castellana. | 


Chester.—YrAk's Workixc.—The tramway accounts 
for the past year show a surplus of €1,485, compared with 
a surplus of £903 for the previous year. the increase 
being mainly accounted for by the reduction in the power 
expenses — £ ]. 828 (1°39d. per car-mile). compared with £2.256 (156d. 
рег car-mile). Traffic revenue showed an increase of £73. and the 
car-mileage last year was 30.727 less than in the previous year. 
The reserve fund stands at £6,557, which represents 8 per cent. of 
the total capital expenditure. | 


Croydon.—A report has been submitted to the B.C. by 
the Tramways Committee recommending certain increases in waves 
and payments for overtime, at an estimated cost of £1.465 per 
annum ; it was pointed that on the year's working upto March 31st 
the surplus, if any, would be small. the cost of electricity during 
the year had increased by £2.893, war allowances and bonuses had 
absorbed £5,906, and stores and materials showed a great advance in 
prices. In order to meet the proposed improved conditions for 
employés. the Committee recommended a revision of fare stages. 
The question was adjourned until the next meetiny. 

. It was stated that the strike had almost collapsed. only eight 
more motormen being required to make up the norma] number. 


Darwen.—The Corporation has decided to increase the 
charge for electricity supplied to the tramways to 14d. per unit 
(equal to £400 per year). This is imposed at a time when the 
tramway receipts show n fall over a period of three months of 
over £100, New rails are so expensive that arrangements have 
been made with the Blackburn authority for the loan of apparatus 
to cut out the bad portions. with a view to replacing them with 
short lengths. 


‘Glamorgan.—The Rhondda Tramways and Electric 
Supply Co. appealed against the assessments of the generating 
station at £2500 and the tramway undertaking at €5.500 rateable 
values; the appeal with regard to the generating station was dis- 
missed with costs, and the assessment of the tramway undertaking 
was reduced to £ 4,500 net. 


Halifax.— The Tramways Committee has appointed a 
Suh-Committee to consider the question of tramways at Hebden 
Bridge, and all matters connected therewith, between the Dist) ict 
Council and the Corporation, with full power to obtain such ex} ert 
advice as is necessury. 


Keighley.— TRAMWAY ORDER EXTENSION.—The Cor- 


poration proposes to apply to the B. of T. for a prolongation of th» 
period limited for the completion of the works authorised by the 


. Keighley Corporation Tramways Order, 1903 (confirmed by the 


Tramways Orders Confirmation (No. 2) Act. 1903), and of the 
periods limited for the commencement and completion of the works 
authorised by the Keighley Corporation Tramways Order, 1909 
(confirmed by the Tramways Orders Confirmation Act. 1909). 


London.— WoórnwicH.— The B.C. has consented to the 


proposal of the L.C.C. to lay additional tramway tracks in High 


Street, Plumstead.. 


-= Se = 


14 THE ELECTRICAL REVIEW. 


[ Vol. 79. No. 2,015, JULY 7, 1916. 


A——————————————Ó———————————————ÓÓ—— ——————————————— 


Manchester. — Y kA R's Wonkixc.—During the year ended 
March 31st last the Corporation tramways carried 209,877.667 
passengers on a car-mileage of 18.486.440 miles. or considerably less 
mileage than in 1915, when some 7 million less passengers were 
carried. Financially. the total revenue amounted to £939.470. and, 
after deducting working expenses, £561,439, and war service allow- 
ances, £92.808, the gross profit was £285,222. and, including added 
interest, £299,740. From this amount interest, sinking fund. rent 
and tax charges are deducted. leaving a balance of £121.181, of 
which £100,000 was contributed to the rates and the balance to 
reserve. In the previous year the rates received a similar amount, 
but a bigger balance. £45,584, was available for the reserve : how- 
ever, war service allowances alone absorbed £60.000 more this year 
than last. The earnings per car-mile were the highest so far 
recorded. viz. 12°19d.. an increase of ‘897d. over 1914-15. while 
working expenses only increased by '117d. per car-mile. The 
tramways department purchased some 28,700,000 units from the 
electricity department at 1°08d. per unit. and used 155 units per 
car-mile. The Corporation now operates 195 miles of single track. 
with 685 cars ; it also operates some motor- buses, which ran 82.711 
miles and carried 758.034 passengers. The “buses cost 4. per 
mile, including depreciation, to run, and earned 94d. per mile 
approximately. 

Sir George Askwith (Chief Industrial Commissioner) has com- 
municated with the Tramways Committee, and has forwarded a 
copy of a letter from the Tramway and Vehicle Workers’ Associa- 
tion respecting the application of the society on behalf of certain 
grades of men for an additional war bonus. The Committee has 
decided to inform Sir George Askwith that it cannot. see its way to 
grant the additional war bonus asked for, and that there appears to 
be no other course open than for the matter to be referred to the 
Committee on Production for settlement. 

A Special Committee of the City Council has been appointed to 
take into consideration the advisability of running motor-'buses in 
place of tramcars in certain of the busiest thoroughfares in the 
city. It is stated that 3,000 cars traverse Market Street every 
week day. 


St. Helens.— The Highways Committee has appointed a 
deputation to visit several towns where motor sweepers are in use, 


. and to submit a recommendation thereon to the next meeting. 


York.—YkAR's WonkiNG.— The tramway accounts for 
the year ended March 31st last show а gross revenue of £35.735 
and an expenditure of £24,532, leaving a balance of £11.203. 
This balance is reduced by interest and sinking fund contributions 
to €1,792. 

The B. of T. has issued a certificate of approval of the Hull Road 
tramways extension, and fhe system is now in operation with a 
15 minutes' service throughout the day. 

The traffic returns.for May show increases from £2.896 receipts 
during the corresponding month to £3,150, and the number of 
passengers carried increased from 679,419 to 747,698, 


TELEGRAPH and TELEPHONE NOTES. 


Cable Tariffs.—Telegrams may now be forwarded to 
Ocean Island at 5s. per word, and to places on the Persian Gulf 
at 2s. 2d. to 2s. 10d. per word. 


Telegraph Money Orders.— The Telegraph Money Order 
Service, which has hitherto been available. ко far as the British 
Overseas Dominions are concerned. for Egypt. Canada. and New- 
foundland only. has been extended to certain other Colonies. The 
telegrams of advice can be sent at the deferred rates. which will 
reduce the telegraph charges by one-half. 


The Postal Services.—On Monday last, Mr. J. A. Pease, 
the Postmaster-General, presented the annual estimates of his 
department in the House of Commons. Referring to the telegraph 
service, he stated that the surcharge of 3d. оп telegrams had brought 
in £207,000, instead of £170,000 as anticipated. The increase in 
the cost of telephone calls to 3d. produced only £115,000, instead 
of £205,000 as estimated. The total revenue from the additional 
charges imposed on all services in 1915 was over a million. com- 
pared with £928,000 expected ; economies amounting to a million 
had been effected in the home service of the department during 
1915-16, and the profit balance was £3,320,000, against £3,380,000 
in the previous year and £6,650,000 in the year before the war. 
The total revenue had increased by four millions over the previous 
year to £33,650.000. Expenditure due to the war amounted to six 
millions. On the Post Office tube railway £364.000 had been 
spent, but owing tothe demand for electrical plant, the completion 
of the tunnel would be delaved ; building construction had also 
been curtailed. 

Out of 90.000 postal servants of military age. 52.000 weré serving 
with the Colours. Of 21,700 starred men under the Derby scheme, 
6,000 belonged to the engineering and signalling services, and 
were regarded as indispensable for telegraph and telephone main- 
tenance at home. Of the men over military age. good work had 
been done by 300 members of the Volunteer Training Corps. The 
work of the women, who had volunteered to do duty at night 


at telephone exchanges during Zeppelin raids, deserved very high 
praise. During the storm in March last 2,150 poles were broken, 
6.050 were uprooted. 33.300 were blown over, and 41.500 had to be 
re-erected apart from the railway telegraphs. Broken copper 
wire measured 17.000 miles in length and weighed 1.500 tons. 
Underground communication saved the situation. but was very 
costly; after the war it would be extended. Recently 7,000 
new telephones were erected for the Army, 

Referring to the Marconi contract. and statements made at the 
meeting of the company on Friday last, reported in our "City 
Notes " to-day. Mr. Pease said that a contract was sanctioned in 
August, 1913, but there was considerable delay prior to the out- 
break of war in carrying it out. Disputes arose. and the P.M.G. 
gave notice to the company to cancel the contract, subject to 
reimbursement for expenses incurred. The company protested 
against the cancellation of the contract. and the P.M.G. then said 
that the Government was willing to proceed on the original terme, 
but the company declined to go on with the contract except upon 
compensation. Negotiations were re-opened in June. and the com- 
pany.and the Admiralty arrived at a provisional agreement 
requiring the sanction of Parliament by a given date. In the 
autumn, however. the First Lord dropped the negotiations, as the 
Admiralty’s needs did not justify proceeding with the contract. 
The result was that a petition of right was sent to the Home Office 
in December. When he became Postmaster-General in January, 
and found this litigation threatening the Government, Mr. Pease 
consulted the Admiralty. War Office. Colonial Office. and India 
Office, and they came to the conclusion that four stations ought to 
he proceeded with. The Government had definitely offered the 
Marconi Co. the following terms : That the 1913 contract should 
be varied. and that the erection of only four stations at the present 
time should be one of the variations ; compensation for any actual 
loss which the company might prove they had sustained owing to 
the delay of the work so far as this might have been caused by any 
act or omission of the Postmaster-General, and owing to the 
variation of the 1913 contract: that compensation .should Бе 
settled by impartial arbitrators with judicial experience, or, failing 
avreement, by a Court of Law. In the event of these terms 
heing accepted, they would be submitted to Parliament for ratifica- 
tion. There seemed. however. to be no prospect of agreement being 
arrived at with regard to the two points to which he had referred. 
and some kind of reference seemed to the Government to be the 
rirht course to adopt. with a view to securing an amicable and 
satisfactory settlement. The Post Office was now awaiting a reply 
to this offer. 


Wireless Record.—An operator оп the American mail 
steamer Ventura. on a voyage from San Francisco to Sydney, 
claimed to have made a new record, receiving signals from the 
Tuckerton station over a distance of 9.000 miles with the aid of the 
Audion detector. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdeen.— July 7th. ^ Corporation. One 5,000-Kw. 
turbo-alternator with surface condenser and auxiliaries. for the 


. Electricity Department. See " Official Notices" June 23rd. 


Australia,_-PERTH.—July 19th. P.M.G. | Supply of 
insulators (Schedule 510). See " Official Notices" June 9th. . > 

August 16th. P.M.G. Distilling apparatus (Schedule 502). 
telegraph and measuring instruments (Schedule 498). See |“ Official 
Notices ` June leth. 

MELBOURNE.—July 26th. Victorian Railway Commissioners. 
400 signal lighting transformers." 

August Rth. Deputy P.M.G. Standard battery material :- - 
Porous pots, jars. zinc and carbon rods. and chemicals. Schedule 
1.327. High Commissioner's Office, 72. Victoria Street. S.W. 

SypNEY.-- August 17th. Portable internal-combuation engine 
and dynamo (2j-KWw.) for the Departmental Stores. Sydney. for 
P.M.G.* 

August 24th. P.M.G. Automatic switchboard and apparatus 
for North Sydney Exchange. Schedule No. 511.* 

BuisBANE.—July 31st. P.M.G. Power board and accumulators. 
Schedule No. 381. 


Barrowford.—July 8th. * U.D.C. — Automatic. control 
electric screen cleaning gear for the sewage disposal works. Mr. 
F. Sutcliffe, Surveyor to the Council. 


Manchester. — July — 11th. Electricity Committee, 
(a) Electric or hydraulic coal-wagon lift and turntable; (5) saddle 
tank steam locomotive. Specification. &c., 218. (returnable), from 
Mr. F. E. Hughes, Secretary, Electricity Dept.. Town Hall. 


Morecambe.—Corporation. 1,200 tons of rough slack. 
See “ Official Notices " to-day. 


New Zealand. — INVERCARGILL. — September . 28th, 
Borough Council. Steam turbo-alternator. condensing plant. and 
switchyear. Specifications from the Tramway Office. — Contract 
No. 10,* | | 


— 
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Plymouth. — July 20th. Corporation. 
boiler feed pump for the Electricity Department, 
Notices " June 30th. 


Rochdale. 


insulated cable for 12 months. 
Manarrer, Dane Street. 


Warrington, — July 11th. ^ Electricity Department. 
7.4 tons of slack coal for six months. or alternatively 12.000 tons 
during 12 months, Mr. F. V. L. Mathias, Borough Electrical 


Engineer. 


See “ Official 


12th. Electricity Committee. Рарег- 
Mr.-€. C. Atchison, Engineer and 


Specifications for the items marked * can be seen at the Board 
uf Trade Commercial Intelligence Branch in London. 


CLOSED. 


Birmingham.—Corporation Lighting Committee. Over- 
head electric runway. including a travelling electric pulley-block 
and horey trolley, £121 : Herbert Morris, Ltd. 


Bridlington.—T.C. 
«mall coal. for the electricity works: 
per ton. 

Buxton.—U.D.C.  Pilsley hard slack coal (2,500 tons) 


for the electricity works : Day & Ferguson. 


1.000 tons of Bulleroft Main washed 
W. B. Wilson. York, 195. 9d. 


Glasgow.— Tramways Committee. Tron and steel bars 


for three months : P. & W. MacLellan, Ltd. 


Halifax.— Tramways and Electricity Committee. Steel 
bridre. &c.. over the dam at the electricity works : Joseph Webb 
and sons, Ltd., £369. 


. Iford.— Electricity Committee. 500 tons of Graigola 
large Welsh coal, at 28s. 5d. per ton: E. Foster & Co. 


Kingston-on-Thames.—Town Council. Fitting the new 
crankshaft to the Diesel engine recently damaved, at £400, 
inclusive of work in connection with the fly-wheel alternator : 
Belliss & Morcom. 


London.— FuLHam.—The Electricity Committee recom- 
mends the acceptance of the tender of Messrs. Cory Bros. for 2.000 
tons of Coppice slack coal, at 20s. 10d. per ton. 

HAMMERSMITH.—The Electricity Committee recommends the 
acceptance of the offer of the Underfeed Stoker Co. for one Class E 
Underfeed stoker, at £446 ; and that the offer of Messrs. Cory Bros. 
and Co.. Ltd., be accepted for the supply of 3,000 tons of Gedling 
Hizh Hazel peas, at 258. per ton ; 2,000 tons ditto Top Hard peas, 
23s. 6d. per ton; 2,340 tons Hucknall High Hazel 3-in. slack. 
22s, 2d. per ton. These deliveries, with the coal in stock, will meet 
the requirements up to December next. 

WooLWICH.—B.C. Electricity Committee :— 


Siemens Dynamo Works, Ltd.—Switchgear and recording meters, £133. 
Babcock & Wilcox. — Additional boiler, superheater and economiser, £5,890. 


Luton.— Electricity Committee :— 

Clarke-Chapman & Co.—Two boilers and stokers complete, £77,648. 

E. Green & Sons.—Economiser, £1,091. 

W. T. Avery, Ltd.—Coal-weighing machines, £440. 

Harris Anderson Patent Feed Water Filter Co.—One water softener, £155. 
Harward, Tyler & Co.—One rotary feed pump, £258. 


Manchester.— Electricity Committee :— 


Qne coal stacker, sup pplied with 420-volt, a.c., three-phase motor.—F raser 
and Chalmers, Lt 

Three electric capstans.—Sir W. С. Armstrong, Whitworth & Co., Ltd. 

trap cable and copper.—B.I. & Helsby Cables, Ltd. 

Cables. —Pirelli-General Cable Works, Ltd.; Western Electric Co., Ltd. 
W. T. Glover & Co., Ltd. ; Callender's Cable & Construction Co., Lid; 
B.I. & Helsby Cables, Ltd. ; Chas, Macintosh & Co., Ltd. 


Tram ways Committee. Steam coal. John Smith & Co. 


Northampton. — Corporation Tramways (Committee. 


Renewal of woodwork at cooling tower : С. W. Souster & Son, £389, 


Salford.—Tramways Coinmittee. Steel car-wheel tires and 
aries. at a schedule of prices amounting to £279 : Hadfields. Ltd. 
Electricity Committee. Work in connection with the installation 
of two water-tube boilers at the Frederick Road station :— 
J. Gerrard & Sons, Ltd.—Foundations and structural w ork, £1,100. 


New Conveyor Co., Ltd.—Coal conveyors, bunkers and chutes, £1,504, 
J. Russell & Son, Ltd.—Mild-steel piping, £211. 


(oat during 12 months :— 


Clifton & Kersley Coal Co.—18,000 tons No. 2 washed slack, at 17s. 6d. per 
ton, £15,750. 

Andrew Knowles & Sons, Ltd.—12,000 tons washed slack, at 17s. 6d. per 
ton, £10,500. 

Ear! of Ellesmere. — 6,000 tons best washed slack, at 185. 4d. per ton, 
£5,500 ; 4,000 tons dito, at 16s. 8d. per ton, £3,835. 


Tyldesley.— The Electricity Committee has accepted the 
following tenders :— 


Lead pipe.—Glover & Co., Ltd. 

WHI. tnbes and fittings.—J. Spencer, Ltd. 

Pd ma Enl ACR тап Tube Co., Ltd. 

Coal.— Unswort wburn; W Reay & Co. ; ; Abram Coal Co., Ltd. 
С.І. pipes. —Sheepbridge Coal & Iron Co., 


Rotary steam 


Chief Technical Assistants’ Association.—Saturday, July Rth. 


Wolverhampton, — Corporation. Willans & Robinson, 
Ltd. : One 5.000-Kw. Zoelly type turbine. running at 3.000 R.P.M., 
with Siemens generator ; also a surface condensing plant (W. & R.) 
with Rees-Roturbo puinps for use in conjunction with it. 


FORTHCOMING EVENTS. 


At 3 p.m. 
At the Tavistock Hotel, W.C. Discussion on “The Effect of the War on 
Electric Supply Undertakings," to be opened by Mr. P. MacAlister. 


NOTES. 


Correction.—1n a number of copies of this issue, in the 
announcement of Messrs. Schoiey & Co.. Ltd.. appearing on pare 6 
of our Advertisement Supplement, in the letterpress relating to 
the Рагатоп earth cone an error occurs. Where the clause 
“constructed of permanent copper " appears. it should, of course, 
read " perforated copper." н 


Books for British Prisoners Abroad.— British prisoners 
of war desirous of carrving on serious reading can obtain. free of 
charge. educational books on almost any subject by writing to 
Mr. A. T. Davies. at the Board of Education. Whitehall. London, 
S.W. АП applications for books should be sent through. or endorsed 
by. the senior (or other responsible) British officer or N.C.O. in the 
camp. Where for any reason (which should be stated in the appli- . 
cation) this course is impracticable. requests from individual 
prisoners will. as far as possible, be acceded to. 


Electric Vehicle Progress.— The June issue of the 
Electric Vehicle bears witness to the continued progress of the 
" Electric ` in Great Britain. the number of such vehicles in use. 
or on order. having now reached 740. as compared with 150 two 
years ago. It is satisfactory to note that the Midland Railway Co. 
now heads the list of English industrial users with 73 vehicles. in 
addition to seven platform trucks, as against the 70 of Messrs. 
Harrods, Ltd.. the former record holders. Quite а respectable 
number of municipal sanitary departments have invested in’ 
electric dust vans. and the list of electric supply authorities who 
are (and. of course, all ought to be) users of the " Electric ` has 
grown considerably. 

An instructive article deals with the success of the Sheffield dust 
vans, and it is worth noting that Mr. Priestley. the cleansing 
superintendent. recommends the expansion of this method of 
cleansing, with the ultimate view of centralising the work at one 
depot, and one destructor capable of dealing with the whole of the 
city s refuse. 

Reference is made to the 12 months experience of electric 'buseg 
at York. where Mr. Hame estimates the working expenses. includ- 
ing tire maintenance, at o{d. per “bus-mile, including standing 
charges, 

The results obtained from the Ilford 1-ton coal-tipping wagon, 
used in connection with the electricity works. are tabulated. the 
all-in-cost. averaged on 65 days’ use. being 94d. per ton carfied. 
We note that two -ton electric wavons have also been ordered 
by the Bradford Electricity Committee to deal with 1 00! tons of 
coal weekly: also that the Blackpool electric street watering 
wagon covers 48 miles of road in an average nine-hour day. using 
18,000 gallons of water. and requiring only 70 units. also that it 
hus displaced xiv horse-drawn watering rans, which facts we com- 
mend to the notice of London Borough Councils who аге 
"economising " in street watering because of the shortaze of 
labour. | 


Electricity as a Tree Pest Cure.—lIsadore Kitsee, a 
Philadelphia inventor. has recently patented a process for the 
destruction of insect and тегт life harmful to plants and trees. by 
applying a solution such as saline water where the ground is to be 
treated. and then causing a current of electricity to be passed 
through the soil. whereupon the gas generated will rid the soil of 
germs. larv:e and insects without the least injury to the vegetation. 
When the plant itself is to be treated. it is sprayed with a solution 


after electrolysis. 


Engineers’ Wages.— lle Government Committee on 
Production have awarded engineers emploved in steel works 
throughout Scotland an increase of Id. per hour. which raises the 
minimum rate to 10}d., ог £2 6s. 9d. а week.— Daily Telegraph. 


Enemy Holdings in British Companies.—In the House 
of Commons on Monday. Mr. Harcourt, replying to a question, 
said : " Shares and debentures held by enemies in British companies 
of the nominal value of £1.300.000 have at present been vested by 
the Board of Trade in the Public Trustee for the purpose of sale. 
He has completed the sale of shares of the nominal value of 
£102,000. and is negotiating for the sale of the remainder. These 
Shares have been sold by private treaty and on the Stock Exchange 
in cases where there is a quotation. In several pending cases the 
shares are being put up for sale by publie auction." — Times. 


Alien Enemy Patents.—<Application has been made to 
the Board of Trade by the Suffolk Electricity Supply Co.. Ltd.. for 
the avoidance or suspension of Patent No. 4908/09, granted to Aust, 
in connection with internal- combustion engines. 
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Inquiries.— Makers of portahle telephones for resene 
work in mines, with special drums and winding year, are asked for, 


Educational Notes. — CITY AND GUILDS oF LONDON 
INSTITUTE.—The report of the Council for the year 1915 states 
that the absence of many members of the staff on active service 
threw much extra work on those left behind, and on the heads of 
departments. The staff, and some of the senior students, under- 
took much new and original work in connection with the 
design and manufacture of munitions of war. during both the 
vacations and term time. The delay in the completion of the 
Goldsmiths Company's Extension of the City and Guilds (Engin- 
cering) College. caused by the prolonged building strike before the 
war, necessitated the postponement of the equipment of the new 
laboratories. The Delegacy of the City and Guilds (Engineering) 
College reports that during the session 1914-15. 382 students were 
in attendance, exclusive of 131 students who were on the register 
of the College as due to return, but had joined the Forces. During 
the session, 102 students went on active service. making a total of 
233 on military service, exclusive of past students. "Thirty more 
had entered munition work outside the College, and 31 members of 
the staff had joined the Forces. The Roll of Honour totalled 811 
names (to November 10th), 514 being commissioned officers and 
297 N.C.O.’s and privates. Very important work was being done 
by Profs. Dalby and Mather in connection with war problems. Of 
382 students, 202 were engaged in Civil and Mechanical Engin- 
eering. 71 in Electrical Engineering, and 56 in special courses, 
while 14 students of the Royal College of Science were attending 
the College for Applied Electricity. The average age of candi- 
dates for matriculation was 137 years. 

Out of 59 second and third vear students attending the City and 
Guilds Technical College, Finsbury. 10 joined the Forces. Im- 
portant work in connection with the war had been carried on at 
the College. The number of day students attending the College 
in the winter of 1915 was 121. of whom 48 were in Electrical 
Engineering. The evening classes had been suspended. 
~ In the Department of Technology the number of candidates for 
examination fell off coneiderably--from 23.119 to 15.623 for the 
United Kingdom. The total number examined was 15.327. 
` The total income of the Institute in 1915 was £27.666, and the 
expenditure £26.308, The expenditure of the Deleracy on the 
C. and G. (Engineering) College was £21.081, and that of the 
Technical College, Finsbury. was £10,311. 

COMMITTEE ON NEGLECT OF SCIENCKE.—AÀ meeting of the 
governing body of the Imperial College of Science and Technology 
was held on Friday last, at which Lord Crewe. who presided, 
referred to two memorials which he had received from the pro- 
fessorial staff with regard to the teaching of science. He etated 
that a Royal Commission on the subject would not be appointed, 
but the Prime Minister's Reconstruction Committee would under- 
take the work of supervising the changes that must be made in 
thé national system of education. being able to take imme- 
diate action. A Special Committee, of which he would be the 
chairman, would be appointed to inquire into the alleged neglect 
of: science in our educational system. in close concert with 
the President of the Board of Education, and to advise the 
authorities how to promote the advancement of pure science 
and the interests of industries dependent on the application 
of science. The further provision of scholarships and bursaries 
would be considered. and the need of amending the system of 
examination for the Civil Service would be dealt with. The investi- 
gation would be made as wide as possible without delaying prompt 
action. | 
" The report of the Board of Education for 1914-15, issued last 
week. stated that the Board was fully alive to the importance of 
the problems which pressed for solution in all branches of educa- 
tion. and in particular to the necessity of encouraging and 
-developing the higher branches of study concerned with science 
‚апа research. 

COUNCIL FOR ORGANISING BRITISH ENGINEERING INDUSTRY. 
The Committee on Engineering Education and Research. appointed 
by the Council. has presented its report. with which we will deal 
in an early issue. 

MANCHESTER MUNICIPAL SCHOOL OF TECHNOLOGY.--The Sub- 
Committee has established a Lectureship in Fuel. Two rooms are to 
be adapted for use as mechanical and electrical research laboratories. 


Electricity Regulations.— A second edition of the Memo- 
randum of the Electrical Inspector of Factories on the Home Office 
Electricity Regulations for factories and workshops has been 
issued, dealing with points which have arisen since the first edition 
was published. A note has also been added regarding low-pressure and 


medium-pressure switchboards. with special reference to distribu- - 


tion boards and motor-startiny panels: it is pointed out that these 
are included under the term " &witchboards," a fact which is some- 
times overlooked, with serious consequences. Where the pressure 
is not more than 125 volta A.C. or 250 volts D.C., of course the 
installation is partially exempt. but otherwise all the regulations 
are applicable, and the note explains how they can be complied 
 with;.eyen in the former case the requirements of Regulations 
_1, 5, and 14 must be met. i 


+ 


More Sniping in Dublin.—A military sentry who was 
guarding the municipal electricity station in Fleet Street, Dublin, 
was, according to the Zimes correspondent, shot in the leg and 
badly wounded. on Tuesday morning. It is supposed that the shot 
‘was fired by a sniper on one of the high houses which surround 
the works. The sniper escaped, : : 


Volunteer Notes. — 1st Lonnon ENGINEER VOLUN- 
TEERS.—-Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. DE 

Saturday, July Sth.— Instructional Class, 2.30, Company Сот. 
mander Fleming. | E 

Monday. July 10th.— Technical for Platoon No. 9, 46. Regency 


Street, S. W. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class and Recruits. . 
Tuesday, July 11th.—-Officer Instructional Class, 6-7. Recruits, 


7-8. Lecture. 7.15. “The System of Command," Company Fom- 
mander W. Hynam. | 

Wednesday, July 12th.-- Platoon Drill, No. 3 Platoon. 

Thursday, July 13th.— Platoon Drill, No. 7 Platoon. Recruits. 
5.45-7.45. Instructional Class. 5.45. | s 

Friday. duly 14th.—Technical for No. 10 Platoon, 16. Regency 
Street, S.W. Squad and Platoon Drill. No. 9 Platoon. 

Saturday, July 15th.—Parade, Golder's Green Station, 3 sharp. 
Uniform. 

Sunday, July 16th.—Entrenching duties. Parade, Victoria (S.E. 
and ©. Railway Booking Office). 8.35 a.m. Uniform, haversacks, 
and water bottles. Midday rations to be carried., Railway vouchers 
will be provided. | 

MACLEOD YEARSLEY, Adjutant, 


3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt. R. J. C. Eastwood (Commandant). 
Thursday, July 6th, 1916 :— | 

Week-End Purades.—Saturday.—The Battalion will Parade at 
Wembley Park, at 3 p.m., for Drill under the Commandant. The 
Commandant desires members who did not pass the Examination 
last Saturday to attend for re-examination. 

Sunday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.) at 9.30, and proceed by train for 
Entrenching duties. | 

Recruits will Parade at Wembley Park on Saturday at З p.m., 
and Sunday at 11 a.m., for Recruit Drill. 


G. Н. Е. Duncan, Acting Adjutant, O.B.C. 


Electrical Worker's Claim.—At the Southampton Muni- 
tions Court. an electrical engineer. whose home is at Bournemouth. 
made a claim for compensation against his employers on the 
grounds that he was discharged at one hour's notice really to save 
a dispute with a trade union on account of his not being a member 
ot the union. He also allered that the day foreman refused to 
send him to work on the night shift, although the night foreman 
particularly wished for his services, as he liked the speed and finish 
of his work. The application was dismissed. 


Industries of the Empire Fair.—The Board of Trade 
announces that the representatives in London of the self-governing 
Dominions and their respective Governments are not participating 
in this exhibition, concerning which а circular. recently issued, 
stated that the principal Colonial Governments would be exhibiting 
thereat. 


Appointments Vacant.—Chief assistant electrical engi- 
neer (£550) to the Government of Tasmania Hydro-Electric 
Department ; engineer and manager (£300) for the Borough of 
Loughborough electricity undertaking. For further particulars, 
вее our advertisement pages to-day. i Е 


Australian Patents.—A Bill to suspend partially the 
Patents Act during the war, passed through the Australian House 
of Representatives on May 23rd. О 


Vacuum Cleaners. — [IMPORTS PROHIBITED.—A notice 
has been issued prohibiting the importation of vacuum cleaners as 
from July 6th, except under special licence from the Board of Trade. 


Standard Electrical Fittings for U.S. Motor Cars.— 
One of the features of the summer meeting of members of the 
American Society of Automobile Engineers, which has just taken 
place. was the presentation and adoption of a lengthy report by the 
Electrical Equipment Division of the Standards Committee. 
Included in the report was a complete list of sizes and dimensions 
for flexible steel conduit for encasing ignition and lighting wires : 
15 sizes are provided for, ranging from 45th to I in. inside diameter. 
It was reported that the Sub-Committee, which had been at. work 
on the question of lamp standardisation generally, had conducted a 
number of tests of lamps and bulbs at the National Lamp Works, 
and had discovered certain important facts with respect to the 
shape of filaments and reflectors. Among the recommendations of 
the Lamp Sub-Committee which were adopted were :—That sockets 
for bulb should be so set in lamps that the pins on the bulb base 
are vertical: that lamps should be mounted not less than 3 ft. 
high. measured from the ground to the centre of the lamp, and 
that dimming devices are not to be recommended for the purpose 
of eliminating glare. A standard form of bracket for motor head- 
lights was adopted, three sizes being provided for as meeting all 
requirements. E i 


Electrical Smelting.—A company has been formed in 
Stavanger, with a capital of 1,000,000 kroner, for’ the purpose of 
utilising the Florli waterfall, near Lysefjordin, for electrical smelt- 
ing. ‘Phe necessary advances are said to have been secured from 
Norwegian banks, and the company will proceed with the buildinc 
of factories. The waterfall, which is calculated to produce 12.000 
horse-power, is raid to be one of the cheapest propositions in 
Norway as regards. constructional. expenditure.— Financier and 
Bullianist. = oe i NNI M ea 
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Institution Notes. — Institution of Electrical En- 
PME Council of the Institution, on June 8th 
ast, appointed a Committee to consider the suggestions 
made in Mr. E. T. Williams's recent paper, and in the dis- 
cussion on "The Present Position of Electricity Supply in 
the United Kingdom." After consultation with the Incor- 
porated Municipal Electrical Association and other similar 
bodies connected with electricity supply, the Committee will 
en:body its recommendations in a report to the Council. The 
chairman of the Committee is Mr. R. A. Chattock, and the 
other members are Mr. C. P. Sparks (President, I.E.E.), Mr. 
C. H. Merz, Mr. G. W. Partridge, Mr. S. L. Pearce, Mr. T. 
Holes, and Mr. W. B. Woodhouse. 

A deputation of seven representatives of gas and electricity 
undertakings, including Mr. R: A. Chattock and Mr. C. Р. 
Sparks, waited on the Board of Trade on June 29th, 1916, 
and laid before one of the officials the various difficulties 
which were being encountered by these industries at the 
moment, more especially in connection with the making of 
new contracts for coal for the next twelve months, both as 
regards quantities and prices. The deputation was received 
by Mr. Marwood and Mr. Саг], who, after the various 
members of the deputation had stated their case, informed 
them that the Board of Trade were prepared, if approached 
by gas, electricity, or water undertakings, to use their influ- 
ence through the medium of the District Coal Committees 
which had been established in the various colliery areas to 
procure the necessary quantities of coal required by them. 
With regard to prices, it was further stated that if any 
undertaking which had cause to complain of the prices pro- 
posed to be charged for new contracts would bring such cases 
hefore the Board of Trade, the Board would be prepared to 
take steps, if thought necessary, so that the prices charged 
оша be justified by the provisions of the Price of Coal 
(Limitation) Act. 

In pursuance of the resolution dealing with the member- 
ship of alien enemies, the Council is taking steps to ascertain 
the nationality of all members, and in the case of naturalised 
British subjects, their status as regards the country of which 
they were formerly subjects. A list of those who will cease 
t) be members under the new clause will be published as 
воп as possible. 

As we go to press we have received the Journal for June, 
which contains the third Roll of Honour, the third list of 
military honours awarded to members, and the eighth list 
of members on military service, as well as the following list 
af recommendations which are to be submitted by the Presi- 
dent to the Board of Trade Committee on the Electrical 
Trades, on behalf of the Council :— 


l. Some combination of British electrical firms, especially 


with regard to overseas trade, is desirable. — 

а А Government Tribunal of the most independent char- 
scter that can be devised: to be appointed to control the 
electricity supply industry of the country, and also to prevent 
indiscriminate addition or extension of power stations or 
mstems undesirable from the point of view of size, locality, 
or system. 

3. In view of the necessity of securing the home market and 
that none other than British electrical apparatus be pur- 
chased in the United Kingdom, a protective tariff to be set 
up, notwithstanding such benefits as will in any case result 
from patriotism. | | | 

4. А permanent Advisory Committee to be appointed to 
ensure that, as far as possible, raw materials and parts as 
хе] as whole apparatus necessary to the trade of the British 
Empire shall be produced within the Empire. | 

5. (i) British-born electrical attachés to help in the Consular 
service, and (ii) trade commissioners (scientific and technical 
commissioners are suggested by Mr. Pollard Digby, I.E.L. 
Journal, vol. 58, p. 799, 1915), to be appointed. 

6. British engineering standards to be adopted throughout 
the Empire. А“ 

7. The use of Ње metric system to be made compulsory 
after а reasonable period; and during this period all trade 
catalogues to make use of both the British and metric systems. 

х. The Institution to be granted a Charter so as to improve 
tte statua and training of electrical engineers. 

9. A Central Engineering Board, consisting of representa- 
tives nominated by all the important Institutions, to be estab- 

shed whom ‘all engineers (other than mechanics) would be 
required to satisfy as to the sufficiency of their technical 
training and general education before they could be recog- 
nisd ая proficient. so as to ensure that every engineer shall 
qualify for his profession in the same manner as a doctor or 
вопстог. 

10. Closer co-operation of manufacturers and other em- 
Players of electrical engineers with the technical colleges is 
desirable to ensure that students are trained to meet the 
future needs of the industry. . 

The foregoing recommendations indicate that the views of 

з Council as to the limitations of the functions of the Insti- 
tution have been profoundly modified; while at this hour it 
їз impossible to comment on the proposals at length, we hasten 
t congratulate the Council upon its declaration of policy, 
and upon the new spirit by which it appears to be animated. 

Association of Mining Electrical Engineers.—A mecting 
А the Council of the Association was held in Manchester оп 

nne Ath. at which the principal business was the considera- 
ag of ъ report by the (intel Committe: which consists of 

Т.А B. Muirhead, representing Scotland; Mr. Wm: Maurice, 


representing England; and Mr. Theo. Stretton, representing 
Wales. With some modifications the recommendations of 
the Central Committee were adopted, and the above gentle- 
men were then appointed as the Management Committee of 
the Association. They will report to the General Council 
meeting in October next regarding certain proposals to alter 
the Articles of Association, the classes of membership, and 
the subscription. The Proceedings for next session will be 
issued in twelve monthly parts as supplements to the officral 
journal— The Iron and Coal Trades Review. The next annual 
general meeting will be held at Manchester on October 7th. 
A number of members were elected to serve on the Mining 
Committee of the Advisory Council for Scientific and Indus- 
trial Research. 

American Institute of Electrical Engineers.—In the 
Proceedings for June, an interesting account is given of a 
National Meeting of the Institute, held after the Annual 
Meeting at New York on May 16th. This National Meeting 
was held simultaneously by means of long-distance telephony 
in Boston, New York, Philadelphia, Atlanta, Chicago, and 
San Francisco; every person in attendance at each of these 
cities was provided with a separate telephone receiver, and 


. each of the gatherings took an active part in the conduct of 


the meeting. АП the speakers, from Boston to San Franeisco, 
were distinctly heard by everyone in attendance. Mr. J. J. 
Cartv, the President, presided in New York over the entire 
meeting, which comprised over 5,000 members. Mr. C. le 
Maistre, the special delegate of the British Engineering Stan- 
dards Committee to the A.I.E.E. Standards Committee, was 
present, and greeted the members on behalf of the Inter- 
national Electrotechnical Commission and the Engineering 
Standards Committee. Resolutions were moved and seconded, 
amended, and voted upon at this unique '' meeting.” 


National Electric Light Association.—4At the recent con- 
vention in Chicago, within the short space of three-and-a-half 
days, there were presented at more than 2 sessions some 
2.500 printed pages of material in the form of reports, papers, 
and addresses. ‘This was far in excess of any previous con- 
vention. Опе reason for this exceedingly large amount of 
material was the inclusion in the Association of the Electric 
Vehicle Association. In spite of the fact that there was such 
a great mass of material, many authors insisted on reading 
their entire report or paper, although each report was accom- 
panied by a sufficiently comprehensive abstract. It is esti- 
mated that the discussion amounted to 500 pages of printed 
matter. The attendance was remarkably good, especially at 
the technical sessions.— Electrical. World. 

Chief Technical Assistants! Association.—This Associa- 
tion will meet to-morrow, Saturday, at 3 p.m., at the Tavi- 
stock Hotel. The chief discussio will be on the effect of 
the war on electricity supply undertakings. It will be opened 
by Mr. A. P. MacAlister, the hon. secretary. 


The Mannesmann Tube Works Purchased.—It is re- 
ported that the works of the British Mannesmann Tube Co., 
at Swansea, are being purchased by Baldwins, Ltd., iron and 
steel makers, of South Wales and the Midlands, who, it is 
stated, have alreadv taken over a slag brick-making estab- 
lishment which was in German hands at the outbreak of war. 


OUR PERSONAL COLUMN. 


The Editors inrite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway ofiicials,to keep readera of the 
ELECTRICAL REVIEW posted as to their morements, 


e 


Central Station Officials.—Mn. CHARLES A. NETHERCOT, 
accountant to the Bath Corporation electricity department, 
was successful at the recent examination (Intermediate) of 
the Society of Incorporated Accountants and Auditors. ` 

The Dundalk U.C. received three applications for the post 
of assistant electrical engineer in room of Mr. J. E. M'Entee. 
Mr. B. Маухасн, Dundalk, was appointed. 


General.— Mr. WirtLIAM Guy, who has been editing the 
Practical Engineer since the middle of March, terminated his 
engagement at the end of last month. 

Battery Scout Суки, Е. Barrow, formerly assistant engi- 
neer at the Bolton Corporation electricity works, has been 
gazetted a second-lieutenant in the Royal Engineers. (Signal 
Section). 

Mr. Baie STEADMAN, until recently in the electrical depart- 
ment of Messrs. Harland & Wolff, Ltd., Belfast, has received 
a commission in the Royal Flying Corps. 

London Gazette notices.—Territorial Force. 
neers :— | 2 

City of Edinburgh (Fortress) Engineers, Electric Lights 
Company.—Sapper JAMES VEgrrcH, from a Field Company, 
Canadian Engineers, to be Second-Lieutenant (on probation). 

London Electrical Engineers.-—Second-Lieutenant (tempor- 
ary Lieutenant) Н. Е. С. Roose is restored to the establish- 
ment. 

In the list of Naturalisation Certificates granted during June 
we find the following entry :— РЕ 
_ AXEL ORLING, electrical engineer (Sweden), residing at 
Streatham. | о 


Royal Engi- 
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Roll of Honour.—The D.S.O. has been awarded to Major 
E. A. Lewis, North Midland Divisional Signal Company, 
Roval Engineers, who has been on active service in France 
since February last vear. Before the war he was an elec- 
trical engineer in the Post Office engineering. department, 
Hanley. He was mentioned in dispatches early this year. 

Private Н. HILLIKER, of the King’s (Liverpool) Regiment, 
formerly employed at the British Westinghouse Works, Traf- 
ford Park, has died from wounds. 

Private JAMES ALLISON, of the South Tancashire Regiment, 
a former employe of Messrs. Dick, Kerr & Co., has been 
killed in action. . 

Private T. CusLiErE, Lancashire. Fusiliers, formerly with 
the British Westinghouse Co., Trafford. Park, is in hospital 
suffering fronr shell shock. i 

According to the Times, Lieutenant SypNey WILLIAM BELL, 
Canadian Infantry, killed on June 14th, was at the City and 
Guilds Technical School, South Kensington. He volunteered 
for service in the South African War, and was with the Elec- 
trical Engineers. He’ took his discharge in South Africa 
and remained some years on the Rand as a mining engineer. 
When war broke out in 1914 he was employed in the Parks 
Department at Edmonton, Canada. 

We regret to note that Captain RENE CHASSERIAND, chief 
editor of our contemporary La Lumiére Electrique since 1909, 
has been killed by a shell before Verdun while in command 
of a field battery in а most exposed position. He had pre- 
viously obtained the Cross for taking command of, and lead- 
ing into action, an infantry company whose captain had 
been killed. He was originally placed in charge of a military 
workshop at the rear of the Army, but his patriotism induced 
him to prefer a more active role as battery commandant. 


Obituary.—ALD. LoncwortH.—Ald. Longworth, of Bolton, 
who passed away recently, was Chairman of the Electricity 
Committee, and was particularly identified with the work of 
carrying to completion the new generating station аё Back-o'- 
th'-Bank. The T.C. last week passed a resolution of condo- 
lence with the relatives of the deceased, and members spoke 
eulogistically of his work in connection with the electricity 
department. 

THe Rr. Hon. EDWARD ArcHbALeE.—The daily Press an- 
nounces the death of the Rt. Hon. Edward Archdale, head of 
the Archdale family, of Co. Fermanagh, at the age of 66 
years. It is stated that the deceased gentleman “ adopted 
civil engineering as a profession, and for some years was 
UE in subinarine cable laying in various parts of the 
world.” 

Mr. T. C. Birp.—The death has occurred suddenly of Mr. 
T. C. Bird, electrical engineer, Macroom. 

The late Pror. Sinpvanus P. THompson.—At a general meet- 
ing of the Royal Institution, on Monday, a resolution of con- 
dolence with the relatives of the late Prof. Silvanus P. 
Thompson was passed. 


Will.—The late Mr. F. W. Lacey, borough engineer and 
surveyor, Bournemouth, left £21,181. 


NEW COMPANIES REGISTERED. 


Elliott Bros. (London), Ltd. (144,140).—Registered June 
2lst, by Norton, Rose, Barrington & Co., 573, Old Broad Street, Е.С. 
Capital, £90,000 in £1 shares. Objects: To take over as a going concern 
the business carried on hy W. O. Smith, W. S. Smith, G. К. B. Elphin- 
stone, and L. W. Smith, at Century Works, Lewisham, and 1, Central 
Buildings, Westminster, or elsewhere, as Elliott Bros., to carry on the. busi- 
ness of mechanical and electrical engineers, electricians, contractors, instru- 
“ment makers, constructors, manufacturers and suppliers of, and dealers in, 
АП kinds of mechanical, mathematical, electrical, and scientific apparatus, 
instruments, telegraphic and engineering appliances or accessories, nautical, 
aerial, motoring, agricultural or other implements and machinery, tool 
makers, founders, engravers by machine or chemical process, manufacturers 
of dynamos. wires, accumulators, magneto machines, lamps, motors, «е, 
‘The signatories (with one share cach) are: К. О, Smith, 4, St. John's Park, 
Bleckheath, S.E., electrical) engineer; А. W. Atkyns, Sapperton, Limpsfield, 
Surrey, electrical engineer. Private company. The first directors (to number 
not less than three or more than six) are: W. О. Smith, G. K. В. Elphin- 
stone, and L. W. Smith, with power to appoint others, Qualification, £500. 
Remuneration, £100 per annum, divisible. Secretary: R. O. Smith. 


Filbar Electric Heater, Ltd. (144.237).— lI his company 
was registered on June 30th, with a capital of £20,000 in £1 shares, to 
acquire. from J. Fillans Barr, of Toronto, the benefit of certain inventions 
and patent rights relating to electric heaters, &с. The subscribers (with one 
share each) are: F. Petersen, 14, St. Mary Axe, E.C.. shipbroker; J. W. M. 
Fry, 3, Creechurch Lane, E.C., contractor. Private company. The number 
of directors is not to be less than two or more than five; the first are 
J. W. M. Fry, F. Petersen, and J. Fillans Barr. Qualification, 500 shares. 
Registered office: 24, Coleman Street, E.C. 


Automatic Loading Co., Ltd. (144,165).—This companv 
was registered on June 23rd with a capital of 220.000 in £1 shares, to carry 
o1 in Great Britain and elsewhere the business indicated by the title, and 
that of boiler makers, engincers, manufacturers of and dealers in electrical 
and other appliances, &c. The subscribers (with onc share each) are: W. H. 
Beaumont, [оош Hook Heath, Woking, director; J. W. Dallon, 31, Win- 
slade Road, Brixton, S.W.. manager. Private company: The number of 
directors is not to be less than two or more than five; the subscribers ure 
to appoint the first. Qualification, 100 shares. Remuneration as fixed bv 
the company: Solicitors: Downing, Handcock, Middleton & Lewis, Crosby 
Buildings, Crosby Square, Е.С. 


Troup, Curtis & Co., Ltd. (144,175).—This company was 
repistered on June 23rd, with a capital of £7,000 in £1 shares, to take over 
the business of electrical engineers carried on by G. L. Troup and A. Curtis, 
as Troup, Curtis & Co., and to carry on the same and the business of elec- 
tricians, instrument makers, hating, ventilating and mechanical engineers, 
&-. The subscribers (with one share each) are: C. L. Troup, 16, Philpot 
Lane. E.C.. electrical engineer; A. Curtis, 16, Philpot Lane, E.C., electrical 
engineer. Private company. The number of directors is not to be less than 
two or more than five: the first are C. L. Troup and A. Curtis (both perma- 
nent, subie-t to holding 2,000 shares each). Registcsed office: 282, Victorla 
Dock Road, E. 


* 


Fuller's Carbon & Electrical Co., Ltd. (144,168).—This 
соп pany was registered on June 23rd, with a capital of £25,000 in £1 shares, 
to carry on the business of manufacturers of and dealers in carbon, char- 
coal, graphite, lampblack, soot, and all products which contain carbon, char- 
coal, or graphite, carbon filter and blowpipe blocks, carbon disinfectant 
seals for sewer manholes, carbon crucibles, and carbon for electrical pur- 
poses, dynamo brushes, microphones  resistances, dyes, paints, inks, and 
polishes, mechanical and electrical engineers, &c. The subscribers (with one 
share each) are: G. Fuller, Elmcroít, Hutton, Essex, electrical engineer; 
G. J. A. Fuller, Badwell Cottage, Draycot Road, Wanstead, electrical engi- 
neer. Private company. The number of directors is not to be less than two 
or more than five; the first are G. Fuller, G. J. A. Fuller, and L. Fuller. 
Remuneration, £100 each per annum (chairman £150). Secretary (pro tem): 
F. King. Registered office: Grove Road, Chadwell Heath, Essex. 


B. I. Co. (of London and Birmingham), Ltd. (144,149). 
--This company was registered on June 22nd, with a capital of 22,000 in 
£| shares, to сапу on the business of designers. manufacturers, exporters 
апі importers of, contractors and factors for, and dealers in electric. light 
and other electrical) apparatus, conduits, dynamo machines, lamps, fittings 
and accessories, electric accumulators, galvanometers, ammeters, volt and 
other meters, motors, batteries, &c. ‘The subscribers (with one share each) 
are: €, D. Falcke, 410-411, Mansion House Chambers, Queen Victoria 
Street, E.C., electrical engineer; J. E. Hame, 67, North Street, Plaistow, E., 


clerk. Private company. Cecil Douglas-Falcke is permanent managing 
director. Registered. office: 410. & 411, Mansion. House Chambers, ueen 
Victoria Street, E.C. Registered by Alfred Н. Atkins, Ltd., 27-8, Fetter 
Lane, E.C. 


Electric Consulting & Supply Co., Ltd. (9,631).—This 
company was registered, in Edinburgh, on June 26th, with a capital of 
£1,000 in £l shares, to carry on the business of consulting electrical engi- 
neers, &c. The subscribers (with one share each) are: К. S. Smith, 199, Bath 


* street, Glasgow, electrical engineer; R. M. Yellowlees, 6$, Murray Road, 


Stirling. Private company. The first directors are S. A. Primrose and 


К. S. Smith. Solicitor and secretary: R. M. Yellowlees. Registered office: 
199, Bath Street, Glasgow. 


Volta Magneto Co., Ltd. (144,230).—This company was 
registered on June 29th, with a capital of £5,000 in £l shares, to carry on 
the business of manufacturers of and dealers in magnetos, sparking plugs, 
and all kinds of machinery, appliances, apparatus, accessories, and fittings 
for ignition purposes, or capable of being used in connection with electric 
light, heat, and power, manufacturers of and dealers іп motor cars, motor 
boats, Aying machines, airships, aeroplanes, &c. The subscribers (with one 
share each) are: H. С. Chambers, “ Kerri," Blakesley Road, Yardley, Bir- 
mingham, clerk; G. J. Withington, 29, Bowyer Road, Saltley, Birmingham, 
clerk. Private company. The number of directors is not to be less than 
two or more than five; the first are €. T. 


qualification required. Solicitors: Pinsent & Co., 6, Bennett's Hill, Bir- 
iningham., 


Stevens Petrol.Electric Vehicles, Ltd. (144,206).—This 
company was registered on June 27th, with a capital of £3,000 in £1 shares 
(1,500 *5 A" and 1,500 “ В”), to carry into effect an agreement dated August 
19th, 1915, between W. A. Stevens and Joseph Sankey & Sons, Ltd., and 
to carry on the business indicated by the title, and that of agents for the 
sale of motor and other vehicles, &c. The subscribers (with one share each) 
are: W. А. Stevens, “ Castlemaine,” London Road, Maidstone, engineer; 
F. O. Collis, 72, King Street, Maidstone, solicitor. Private company. The 
number of directors is not to be less than two or more than five; the first 
аге W. A. Stevens (managing director) and two others to be nominated by 
the holders of “A” shares. Qualification, £1. Remuneration of W. A. 
Stevens, £1,000 per annum. He is also to receive £150 per annum towards 
the upkeep of a motor car (to be purchased by himself, and to remain his 
property) for use іп, connection with the company's business. Solicitor : C. 
Crowther, 23, Abingdon Street, Westminster. Registered by Jordan & Sons, 


Ltd., 116-117, Chancery Lane, W.C. 

Robinhood En Ineering, Works, Ltd. (144,205).—This 
company was registered on June 27th, with a capital of £10,000 in £1 shares, 
to carry on the business of manufacturers of and dealers in sparking plugs 
and other ignition apparatus for use in internal-combustion engines, elec- 
trical, mechanical, and general engineers, shell and munition makers, machi- 
nists, founders, motor car agents and manufacturers, garage keepers, manu- 
facturers of and dealers іп aeroplanes, cycles, boats, and hydroplanes, &c., 
and to adopt an agreement with K. E. L. Guinness. The subscribers (with 
one share each) are: К. L. Guinness, " Aranmor," Kingston Hill, Surrey, 
engineer; Н. P. Hawthorn, '' Broad View,” Stubwood, Uttoxeter, manager 
of engineering works. Private company. The subscribers are to appoint the 
first directors. Remuneration, £100 each per annum (chairman £200). Regis- 
tere} office: Newlands, Putney Vale, Surrey. 


Wey Engineering Co., Ltd. (144,207).— This companv 
was registered on June 27th, with a capital of £6,000 in £l shares, to carry 
on the business of electrical, consulting, and mechanical engineers, elcctrical 
experts, technical advisgrs, manufacturers, contractors, importers, exporters, 
and general dealers, &e., and to adopt three agreements (1 and 3) between 
Н. B. Ewbank and H. J. Banister, and (2) between R. P. Creagh and 
Н. B. Ewbank. The subscribers (with one share each) are: Н. J. Banister, 
37 & 39, Bryanston Street, W.. caterer; Н. В. Ewbank, Baker Strect, Wev- 
bridge, surveyor and valuer; R. P. Creagh, Baker Street, Weybridge, engi- 
neer: Н. Н. Beach, High Street, Weybridge, engineer; Н. B. Preece, Bryan 
House, Church Street, Weybridge, manager; W. Н. Baker, Brickwood House, 
Beker Street, Weybridge, accountant; C. B. Buckill, Seaton House, Wey- 
bridge, dental surgeon. Private company. The number of directors is not 
to be less than three or more than five; the first are Н. J. Banister, R. P. 
Creagh, and H. В. Ewbank (all. permanent). The two last-named are joint 
managing directors, with not less than £250 each per annum as remuncra- 
tien, Qualification, £500 shares, Secretary: W. H. Baker. Registered 
office: Baker Street, Weybridge, Surrey. 


British Electro-Chemists, Ltd. (144,181).—This company 
was registered on June 24th, with a capital of £10,000 in £1 shares (6,000 
pref.), to adopt an agreement with China & Metal Platers, Ltd.. and to 
carry on the business of engineers and contractors, chemists, galvanisers, 
electroplaters of metals and other substances, founders, machinery manuíac- 
turers, metal depositors and refiners, inlayers of metals, &c. The sub- 
scribers (with one pref. share each) are: Mrs. N. Bowen, 24, Wostheath 
Drive, Hampstead, N.W.; W. J. Williams, 165, Graham Road, Hackney, 
N.E., clerk. Private company. The number of directors is not to be less 
than three or more than seven; the first аге B. G. Clark, C. Bowen, E. D. 
Tavlor., and P. Crawshaw. The first two have the right to appoint 
an additional director. Qualification of first directors, 100 shares; of subse- 
quent directors, 500 shares. Remuneration, £500 each per annum.  Direc- 
tors’ borrowing powers restricted to £20,000. Registered office: 7, Ely 
Place, Holborn Circus, E.C. 


B. Sangster and H. Jelley. No 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Lobito Benguella and Catumbella Electric Light & Power 
Co., Ltd.—Trust deed dated June 6th, 1916, to secure 


£10,000 first mortgage debenture stock, charged on certain concessions and 
rights and company's other assets, present and future, including uncalled 
capital. Trustees: Rt. Hon. Lord Waleran, P.C., 24, Hans Mansions, S.W. 
and Bradfield, Cullompton, Devon; Rt. Hon. Lord Rotherham, 61, : 


Gate, S.W., and Broughton, Lancs. Queen's 
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Brillant Arc Lamp & Engineering Co., Ltd.—A memor- 
ardum of satisfaction to the extent of £1,800 on May 13th, 1916, of deben- 
tures dated June 18th, 1915, securing £3,000, has been filed. 


Duram, Ltd.—Particulars of £20,000 debentures, created 
March 23rd, 1916, filed pursuant to Section 93 (3) of the Com anies (Con- 
sulidation) Act, 1908, the amount of the present issue being £6,500. Property 
charged: The company's undertaking and property, present and future, in- 
cluding uncalled capital. No trustees. 


Perfection Light, Co., Ltd.—Particulars of £396 deben- 
tures, created March 28th, 1916, filed pursuant to Section 93 (3) of the Com- 
paries (Coisolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged: The company's undertaking and property, present and future, 
irclyding uncalled capital, No trustees, 


Karabon Co., Ltd.—First mortgage debenture dated 
June 5th, 1916, to secure £150, charged on the company's undertaking and 
property, present and future, including uncalled capital. Holder: D. Burke, 
Caston House, Westminster. 


Strode & Co., Ltd.—Particulars of £17 5s. debentures, 
created by resolutions of January 20th, 1913, and February 23rd, 1916, filed 
pursuant to Section 93 (3) of the Companies (Consolidation) Act, 1508, the 
anicunt of the present issue being £2,500. roperty charged: The com- 
ponv's undertaking and property, present and future, including uncalled 
capital subject to a prior agreement, No trustees. Also issue on May 26th, 
к 2 ,500 debentures, part of a series of which particulars have already 

n filed. 


Iifracombe Electric Light & Power Co., Ltd. (71,378).— 
Capital, £15,000 in £5 shares. Return dated March 27th, 1916. 67 shares 
taken up; £335 paid. Mortgages and charges: Nil. 


Keswick Electric Light Co., Ltd. (28,820).—Capital, 
£20,000 in £1 shores (15,000 pref.).' Return dated April 10th, 1916. 3,420 
ord. shares taken up; £3,420 paid. Mortgages and charges: £10,100. 


Brompton & Kensington Electricity Supply Co., Ltd. 
125,913).—Capital, £300,000 in 20,000 pref. and 40,000 ord. shares of £5 
each. Return dated April 17th, 1916. 6,007 pref. and 32,993 ord. shares 
taken spi £3 per share called up on` 6,007 pref. and 32,993 ord.; £195,000 
paid; £5,000 considered as paid on 1,000 ord. Mortgages and charges: Nil. 


City of Carlisle Electric Tramways Co., Ltd. (62,601).— 
Capital, £60,000 in £1 shares. Return date April 14th, 1916. All shares 
taken up. £60,000 paid. Mortgages and charges: £58,850. ; 


D. & M. Syndicate (Hollister’s Patents), Ltd. (138,893). 
—Capital, £2.300 in £1 shares. Return dated June 13th, 1916. 2,300 shares 
taken up; £2,300 paid. Mortgages and charges: Nil, 


CITY NOTES. 


Lorp Montacu or BEAULIEU presided. 
Edison on June 22nd, at the annual meeting. He 
Accumulators, said that the profit for the year had been 
Ltd. £7,398, from which must be deducted the 
loss on the first year's working of £1,609, 
kaving the profit for the two years at £5,729. This was 
satisfactory considering that they had been working during 
a period of great war stress. Their prospects were good, and 
they had the basis of a sound business. There was a large 
amount of abnormal business in consequence of the war, such 
аз orders received in connection with munition supplies and 
industrial trucks for Government contract work, but normal 
business had been held back. Аз people came to realise the 
advantages of the electric vehicles in towns, and in districts 
like Lancashire and Yorkshire, where numbers of towns 
were situated close together and where power was cheap, 
they might look forward to prosperity. There had been great 
difficulties in getting parts of batteries and equipment 
through the Custom House, and Mr. Monnot, the managing 
director, had worked very hard to overcome these difficulties. 
They were now experiencing less difficulty in getting delivery 
of their batteries and trucks. The expansion of the business, 
which was three times that of the previous year, had necessi- 
tated the employment of further capital, which had been 
found in various ways. It was because of the immediate 
necessity of further working capital to meet developments 
that no dividends were to be distributed this year. Messrs. 
Harrods already had a fleet of the company's delivery vans, 
and were going to use more. After referring to the advan- 
trges of “ electrics " in municipal service, and to the present 
prices of petrol, which ought to give а stimulus to electric 
vehicles 2 gi all kinds, Lord Montagu mentioned that in the 
case of commercial vehicles the ‘‘electric’’ needed fewer 
repairs than vehicles with reciprocating engines did.—Col. 
“ir Н. С. L. Houpen seconded the adoption of the report, 
and it was carried. 


Mr. Goprrey Tsaics, presiding at the 


Marconi's annual meeting on June 30th, first went 
Wireless over the figures in the balance sheet, and 
Telegraph then referred to the profit and loss account. 
Co., Ltd. The balance of the contracts, salés, and 


trading account had increased by £210,000. 

The improvement of £145,000 as compared with the previous 
vear was highly satisfactory, particularly bearing in mind 
that there were substantial items not yet settled by the Gov- 
ernment and that they had written off £53,000 in respect of 
depreciation of exchanges and investments. No actual loss 
had been incurred in exchange, as it had not been necessary 
to bring home from abroad the moneys which were lying 
at benks upon interest, nor had it been necessary to sell the 
investments. There was every reason to believe that before 

i& was necessary for them to bring their money home, the 


_ forward, subject io excess profits duty. 


exchanges would have become normal, and that they might 
be able to realise their securities at a substantial profit. The 
company’s business had certainly not been normal. There 
was considerable work in certain parts of the world which 
they should have been doing but for the war, but they had 
received many additional orders at home and from ‘Allied 
countries. The company’s relations with the Adiniralty had 
been most agreeable; that department fully appreciated how 
much it was indebted to the company for the admirable ser- 
vice rendered by it and its employés. ‘Their associated com- 
panies had not been able to make the progress that they 
would have done but for the war. This applied particularly 
to the Spanish and Argentine companies, to the Relay Auto- 
matic Telephone Co., and to the American company. The 
new direct trans-Atlantic service with New York, which was 
ready to open when war broke out, and to which they had 
attached the very first importance, had continued in enforced 
idleness, the stations on this side having remained in the 
service of the Government. For this they hoped to receive 
due compensation. As soon as the war came to an end this 
new trans-Atlantic service should be productive of very con- 
siderable revenue to their American company—as well as to 
their own—which, added to the profits which they were now 
naking, should place them in a position to pay substantial 
dividends. Independently, however, of this, they had in view 
in conjunction with the American company a new and very 
considerable progranune, which it would be inexpedient for 
him to divulge at that moment. Jn regard to the carry-for- 
ward, they were satisfied that in harbouring their resources 
they were unquestionably acting in the best interests of the 
company. Had they known their position with regard to the 
several matters in respect of which they had to receive pay- 
ments from the Government they could have made a more 
generous distribution, but until they knew a little more of 
their position in that direction it was better to act conserva- 
tively. The: chairman went on to discuss the four heads 
under which considerable sums were stated to be pavable by 
the Government to the company. To the end of 1915 they 
handled foreign messages in transmission, reception, and 
delivery which represented in the aggregate over 20,000,000 
words. With regard to compensation, they had just com- 
pleted the construction of their Carnarvon and Towyn sta- 
tions, and in America, the American Co. had just erected 
its New Brunswick and Belmar stations, all of which repre- 
sented a very considerable outlay, for the purpose of opening 
a direct telegraph service between Europe and America. 
Trafties during the period of the war had shown a very con- 
siderable increase, and there was no doubt whatsoever that 
the business they would have done would have been on а 
very large scale indeed, and the profit realised each year 
since the outbreak of war would have run well into five 
figures. They were of opinion that they should receive a 
substantial suim to compensate them for this loss, and they 
had every hope that the Government would appreciate the 
value which their stations and services had been to the nation 
and remunerate and compensate them fairly, if not gener- 
ously. Не had every hope that this matter would be settled 
in the very early future. On Monday morning last he had 
the assurance of the Postmaster-General that these questions 
were receiving his earnest consideration, and every endeavour 
would be made to deal with them at once. After discussing 
the company's claims against the Admiralty and the War 
Office, the speaker went on to refer to the payment to be 
made by the Post Office Ьу way of compensation for their 
withdrawal from the Imperial Chain contract. Unfortu- 
natelv, they had not yet been able to arrive at terms which 
they considered they would have been justified in accepting. 
After several inquiries without result, and many months of 
patient waiting, they realised that there was no alternative 
but to proceed with their claim for compensation, and they 
tock the necessary steps to that end. Whether they were 
able hereafter to arrive at an agreement or not, there was 
every reason to hope that the whole matter would be dealt 
with and disposed of by the end of the year. But they were 
not in any sense depending on a settlement of this matter to 
carry out their promise of a substantial bonus. "They looked 
to any one of the other three heads of their claims for that 
purpose. They were of opinion that they were entitled to a 
very large sum under each of these heads, and whichever 
one of them was settled first should enable them to carry out 
their promise. Both classes of shares would receive what- 
ever bonus it might be decided to pay. The chairman pro- 
ceeded to pay a tribute to the staff and to refer to the new 
invention which had matured as the result of Mr. Marconi's 
research. work in Italy.—Capt. H. RIALL SANKEY seconded the 
option of the report. 
adol om report for the year ended March last, 
submitted at the annual meeting, held on 
tric Heating June 26th, showed that the net profit, 
Syndicate, including £325 brought forward, and 
Ltd. after writing off £308 for sundry depre- 
ciations and allowances, amounts to 
£1.958. А dividend of 5 per cent. for the year, less 1ncome- 
tax at 3s. in the £, absorbs £650, and £608 is to be carried 
The report is con- 
sidered satisfactory under the circumstances. With a view 
to extending the scope of the business after the war, the 
directors consider that & more general name would be advis- 
able, and the name of the company 18 accordingly to be 
changed to the Bastian Electric Co., Ltd. 


Bastian Elec: 
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The annual meeting was held on Friday 
last week at the Holborn Restaurant. 
Mr. E. GanckE, who presided, said that 
in time of war the first duty of. every 
institution, as well as every indivi- 
dual, was to make all possible sacrifice to 
defeat the enemy. At the same time, it was important that 
the undertakings which as taxpayers and otherwise contri- 
buted to the financial resources of the country should be 
preserved and continued. It was in this spirit that the 
directors of their essociated companies had conducted their 
undertakings. Тһе first thing they did on the outbreak of 
war was to encourage the employés of the companies to join 
the Forces, and they responded magnificently. The enlist- 
ment of so many of their men had caused a good deal of 
disturbance in their organisation, and in other respects 
changes had been brought about in consequence of the war 
which had in many ways altered the character of the busi- 
ness. Not only had they had fewer men to do the work, but 
they had had to pay higher wages. The higher wages earned 
by the labouring classes, however, were in a very direct way 
an advantage to tramway companies, for the tramways did 
better when the masses were carning good money than in 
times of commercial depression. But other effects of the war 
had been prejudicial to the business. There was great scar- 
city of material, and the material they were able to obtain 
cost them more. Altogether, their working expenses had in- 
creased considerably, and it had to be remembered that they 
were not able to charge correspondingly more for their ser- 
vices. Their tramway fares and the rates they charged for 
ihe supply of electricity were fixed by Acts of Parliament, 
and in most cases could not be increased. If, therefore, they 
showed larger profits it was because they had done very 
much more work, for they had earned less per passenger and 
per unit. An Act had been passed taxing heavily all profits 
made during the war in excess of those of a pre-war period. 
There was no injustice in that, speaking generally, but tram- 
way and electricity supply companies occupied a most excep- 
tional position. These businesses, if they were profitable, 
were taken over by local authorities on the expiration of 
ле periods, and the price paid was generally less than 
t oe expended Therefore these companies were bound 
to make large reserves out of profits, and it was only after 
the undertakings had been developed for several vears that 
they were able to do this. A tax on profits in these cases 
was thus also a tax on capital. They suggested to the Chan- 
cellor of the Exchequer that the Act of Parliament should 
give special protection to such companies, but the only con- 
cession they had been able to obtain was that these cases 
should receive epean consideration by the referees. They 
must therefore hope for the best—that no injustice would 
be done. Proceeding to 1efer to the accounts, the chairman 
said that the revenue from investments and sundry profits 
aniounted to £244,000, or £8,500 more than in the preceding 
year, and the general expenses were £27,749, or £1,500 more. 
The average yield obtained on all their investments for the 
past year represented 5.19 per cent., which was a little higher 
tkan the figure for the preceding year after making adjust- 
ments necessitated by the reduction of capital. They had a 
balance profit of £209,000 to deal with, or about £11,000 
more than in the preceding year. After paying debenture 
interest of £91,259 and the dividend of 6 per cent. for the 
year upon the cumulative participating preference stock, 
requiring £42,764, they had a balance of £75,146, besides the 
amount of £71,898 brought forward from the preceding year. 
The question of what amount should be placed to reserve had 
received careful consideration. Now that the capital had 
been reduced and past depreciation had been written off, 
there was not the same need as before to make large addi, 
- tions to reserve, but it was prudent to put aside some portion 
of the year’s profit as a provision against further deprecia- 
tion, and they thought the right course was to consider the 
position carefully each year. J.ast year nothing was placed 
to reserve because they did not wish to alter the figures of 
the reserve while the scheme of reduction of capital was in 
progress. They thought that an addition of £20,327 to 
reserve, raising it to £410,000, was the right thing to do this 
year without, however, making any rule in regard to the 
amount to be placed to reserve in future years. With regard 
to the dividend on the new ordinary stock, when the scheme 
of re-arrangement of capital was formulated, he intimated 
that in the first year after the scheme had been carried 
through they would be in a position to pay on the new ordi- 
nary stock a dividend of 4 per cent., and that they might 
expect the dividend to gradually inprove. The accounts 
showed that their estimates were well founded, and that 
they could easily pav this year a dividend on the ordinary 
Stock of more than the 3 per cent. they suggested. but the 
estimate was made before the outbreak of war, and the cir- 
cumstances had since completely altered. He still believed 
that they would not be disappointed in fnture, and that their 
estimates of progress would be realised, but it must be 
remembered that the Government had placed restrictions 
upon issues of new capital, and some of their companies 
. would not for some time be able to raise the additional 
capital they might require for the development of their busi- 
ness; it was probable that several of them would have to 
keep their profits in the business instead of paying increased 
dividends; that, moreover, some of the companies would 
apply to that company for financial assistahce, and as they 


British Elec. 
tric Traction 
| Co., Ltd. 


were in the nature of departments of their business, it be- 
hoved them to support them. It was important, therefore, 
that they should keep in a Шаша form some part of their 
profits, especially as the present was not a favourable moment 
for the realisation of their investments. For those reasons 
they did not recommend the payment of a larger dividend 
on this occasion, and they were sure that the stockholders 
would approve a cautious policy in regard to the payment 
or dividends, especially during the war period. Having dealt 
with the chief items in the balance sheet and referred to the 
inportant interests which the company had in the London 
and Suburban Traction Co., Mr. Garcke said that the loss 
to their organisation of the Bombay Electric Supply & Tram- 
ways Co. was to them a matter of much regret on senti- 
mental as well as on business grounds. ‘They initiated this 
important enterprise some 12 years ago. ‘They took sub- 
stantial risks and made moderate protits in connection with 
it and it was an enterprise they had every reason to be 
proud of, but the burden of the double income-tax proved 
very heavy for the large number of small Indian share- 
holders. There were about 4,000 shareholders of the company 
in India holding less than six shares each, and it could be 
well understood that the burden of the heavy English income- 
tax, in addition to the Indian income-tax, induced the share- 
holders to move the direction and management of the com- 
pany to India. It was a policy which the directors of the 
ecmpany could not regard otherwise than with sympathy, 
for all their efforts to obtain relief from this taxation had 
proved unavailing. In conclusion, he would repeat shortly 
what he said at the last annual meeting in regard to the 
industrial importance and value of their undertakings. Statu- 
tory public service undertakings had this advantage over 
other industrial concerns, that while in normal times the 
profits might not be so high, their capital values were not 
likely to suffer during great national crises to the same extent 
as was the case with some other industrial enterprises. They 
did not think that the war would materially affect their 
capital values. When this terrible war was concluded by 
the defeat of those who had wantonly disturbed the peace 
of the world, the need for recuperative enterprise would 
manifest itself, and that company would occupy a position of 
strength under the altered conditions to enter upon new 
undertakings at home and abroad. With regard to their 
manufacturing departments, it was a hopeful augury that 
the commercial community within the British Empire was 
now thoroughly aroused to the necessity of being prepared 
not only to resist a renewal of that apparently peaceful inva- 
sion to which their industrial interests were exposed before 
the war, but also to establish a closer union between the 
parts of the Empire and with their Allies for their mutual 
advancement instead of, as formerly, to further the aggran- 
disement of their enemies. 

Mr. C. S. Нитом seconded the motion. 

In replying to the shareholders, the CHAIRMAN said that the 
directors never lost sight of the point whether anything 
could be done to improve the net profits, but the mere raising 
of fares was not always profitable.  Sometiines when they 
had increased the fares they had found that the result was 
prejudicial in its net effect. here was no doubt ав to the 
fundamental truth of the statement that the services which 
the company was rendering to the public were inadequately 
remunerated, and among the many things which Parlament 
would have to deal with when the time arrived would be 
the very important one of whether public service enterprises 
which had done such excellent work for the poorer sections 
of the community should not receive more liberal and more 
sympathetic treatment at their hands than had been the case 
in the past. The Board of Trade, in view of the altered cir- 
cumstances which would obtain after the war, had already 
appointed an Electrical Committee for the consideration of 
those various matters, and their managers were now pre- 
paring evidence to submit to the Committee with, he hoped, 
good effect.—The report was adopted. 

The report for 1915 shows that the 

British Thom- buildings and machinery at Rugby, Cov- 

son-Houston entry, and Willesden had been main- 
Co., Ltd. tained in first-class condition. The usual 
inventory of the Rugby main factory, 
which was impossible in 1914, was taken in 1915, and the 
figures show a considerable increase over the book figures 
and fully justify the forecast made in the last report. The 
profit, after deducting all expenses and charges other than 
interest on debentures and loans, is £262,361, plus £13,798 
brought forward. Interest paid on debentures and loans 
amounted to £57,922. £144,878 1s to be transferred to reserves 
and depreciations, and £73,359 is to be carried forward. [For 
the vear 1914 the profit was 2130.868, The transfer to 
reserves and depreciation was £73,309.) The carry-forward 
includes a reserve to cover the sum payable to the 
Government for excess profits, which cannot be accu- 
rately determined at present. Under the terms of the trust 
deed securing the issue of the company’s debentures, the 
company has this year to pay to the trustees £4,452, to be 
applied by them in redeeming debentures at 105 per cent. bv 
drawings. Since the closing of the books debentures of the 
par value of £4,240 have been redeemed, making the total 


: par value of debentures retired to date £34,265. and leaving 


a net amount outstanding at June 28th, 1916, of £177,735, as 
against £181,975 at December, 1915. The directors have fol- 
lowed their usual practice in making reserves to cover risks 
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io connection with bad debts and other contingencies. Ап- 
nual meeting: London, July 14th. 
Mr. W. €. Burton presided, on June 
J, G. White 29th, at the annual meeting. Не said 
.& Co., Ltd. that business and the future outlook were 
` .$0 affected by the war that their operating 
conditions were far from normal, engineering constructional 
works in all parts of the world being stopped. The raising 
of new capital for: auch: enterprises was not only impossible 
fromthe intrinsic. conditions, but had been officially prohi- 
bited; therefore any new work that they could secure was 
necessarily very. limited: They were. fortunate in having 
been able to meet all their expenses and to show a net profit 
sufücient to cover, 6 per cent. on the capital, with a comfort- 
able margin. Their experiaes were reduced drastically at the 
beginping;of the.war, and they still remained much below 
the pre-war standard. The work of looking after the opera- 
tion of various foreign utility companies which they super- 
vised from that office had been increased by the war, and the 
difüculty of securing the necessary supplies for these com- 
panies was now great. The company had for seme time had 
more of its resources invested, and consequently under pre- 
sent conditions tied up, than was desirable. They had, how- 
ever, been able to maintain & comfortable position as to cash 
in hand. With their large reserve it might appear that they 
could pay a larger dividend, but their resources were not, in 
the present situation, sufficiently liquid, and therefore this 
wauld not be desirable. With a business such as they were 
interested in, future development depended upon there being 
a supply of capital available for new constructional enter- 
prises, and this could only be expected after the restoration 
of normal peace conditions.. Іп. Ње meantime they must 
husband: their resources, keep together, so far as possible, 
the essential elements af the staff, and be in a position to 
take prompt advantage ef the first opportunities. They were 
also ко to develop new -channels in which their 
experience could be utilised, more particularly by increasing 
snd broadening the scope of tbeir commission purchasing 
department, and in connection with J. G. White & Co. (Inc ), 
of New York, securing business with those American interests 
who were now for the first time giving scrious attention to 
foreign. business in South America and elsewhere. | 
л : Mr. Н. ALLEN presided at the annual 
Censolidated meeting. on June 27th. He first referred 
Electrical to the death of. Mr. Taunton, who had 
Ce., Ltd. Беер secretary of this company and of the 
original .companv that preceded it. The 
ompany was to be congratulated on its earning capacity 
durmg the year, and on the condition of its finances. The 
total income was in excess of that of the previous vear. The 
balance at credit of profit and loss account might have justi- 
fed a 3 per cent. dividend on the ordinary shares, as before, 
but that would have necessitated the distribution of rather 
mote than the net. earnings for the actual period. It was 
wiser to submit to a shghtly reduced dividend, conserving 
the resources. They had made no attempt at a valuation of 
their investments, which figured in the balance sheet at 
cost. The only two that gave them. real cause for anxiety 
were the shares and bonds of the Constantinople Telephone 
Со. The fate of the English proprietors of that undertaking 
must depend largely upon the fate of Turkey at the end of 
the war. Political influences apart, the Constantinople Co. 
was a most promising undertaking. Then what was almost 
thar best investinent--one made shortly before the war—had 
tarned out to be the worst in the matter of depreciation, 
though it now showed some slight signs of recovery. Taking 
the middle. price for all their securities, and assuming the 
Constantinople money as lost entirely, the total depreciation 
represented barely 10 per cent. = 
| According .to the Financial Times, the 


Bembay Elec- teport for 1915 shows that the total 
tric Supply revenue from all sources amounted to 
& Tramways £310,770, an increase of £8,200. The ex- 
Co., Ltd. penditure amounted to £142,091, a de- 


crease of £2,895. The net profit aggre- 
gated £163,679, ап increase of £11,095.. After providing for 
interest on debentures, placing to sinking fund account £6,782, 
to depreciation fund account £28,000, providing for the annual 
payments for redemption of second debentures of equivalent par 
telae £8,000, and making s contribution to officers’ and em- 
pluyés’ provident fund of £2,507, there remains an available 
belance of £87,670, plus £8,326 brought forward. The direc- 
tors recommend a dividend on the ordinary shares at the rate 
cf 7 per cent. per annum, free from all income-tax, £50.400, 
karing to be carried forward £9,602. The gross receipts from 


tramways amounted to £172,051, as against £169,884 for the . 


Previous year, while the working expenses were £79,604, against 
£55.257. The balance of receipts over expenses was £92,386, 
exnpared with £84,587. The gross revenue from electric sup- 
Ps for the vear, including the amount represented by sale of 
current to the tramways, aggregates £138,020, compared with 
112669. The working expenses were £53,132, against 
£55,734, and the resulting balance, £79,888, compares with 
476,95 for 1914. 

The А.а. fur Elektrische Unternehmun- 


German gen, of Munich, reports a net surplus of 
Electrical £2,290 for 1915, as compared with £1.870 
Companies. in the preceding year. It is proposed to 


І pay 5 per cent. on the preference shares, 
being 4 per cent. for 1914 and 1 per cent. for last year. 


The financial statement of the Treuhand Bank fur die Elek- 
trische Industrie, of Berlin, which is associated with the 
A.E.G., shows that £500,000 out of the total capital of 
£1,250,000 was paid up at the end of 1915 and invested in 
securities. The gross profits earned last year reached £4,300, 
as against £33,000, the final result being a loss of £600, as 
compared with net profits of £21,000 and a dividend of 4 per 
cent. in 1914. | | 


eS — 


Companies to be Struck Off the Register.—The following 
are to be struck off and dissolved unless cause to the con- 
trary is shown within three months:— 


Acoustic Patents. 

Anglo-Swiss Asbestos Co. 

Animatophone Syndicate. 

British Motobloc Syndicate, 

British Tungsten Lamp Co. 

Bullough's Adjustable Rail Joint Support Co. 
Carlton. Engineering Co. 

Compagnie Générale Electrique de la Campagne. 
Cone-Jackson Engineering Co. : 
Didelon Regulators. 

Electrical, Advertising Со. 

Electric Safety Boiler Cleaner, 

Ernest Scott & Mountain. 

Glamorgan Tram & Constructional Works. 
J. Defries & Sons. 

Kevan Electric Co. 

Machine Drying & Peat Fuel Co. 

Mica Manufacturing Co. 

National Lighting Corporation: 

Platinum Corporation. 

Southgate Engineering Co. 


_ Telegraph Construction & Maintenance Co., Ltd.—An 
interim dividend ot 123. per share (5 per cent.) is announced. 


STOCKS AND ‘SHARES. 


TUESDAY EVENING. 


Tur second half of the year has opened auspiciously in Stock 
Exchange markets. Savings and profits provide plenty of 
capital for investment, Consols have been strong, touching a 
price at which the return is less than 4} per cent. on the 
money, as against the 5 per cent. offered by Exchequer bonds. 
Plain evidence, this, of how the investor regards the outlook 
for money after the war. Plain hint, also, to the holder of 
good stock that he had better keep it. Removal of minimum. 
prices has had the anomalous effort of fortifving other gilt- 
edged securities. The despair of the conscientious broker at 
the result of his efforts to find unimpeachable investments of 
long date to pay 5 per cent. on the money would .be comical 
were it not so sincere. : | 

All investment stocks and shares are hard as nails, to use 
the expressive colloquialism of Throgmorton Street. People 
ask what is the use of selling anything if they don’t know 
where to get better value for their money. The City is 
openly optimistic in regard to the war, but only the unin- 
structed would lay much stress upon the rise in Consols as an 
index of approaching peace. Forced sales of American securi- 
ties 18 the main factor in the Consols advance. а d 

Even Mexico is undergoing one of iis periodical spasms of 
scttling-down. ''President'' Carranza is said to have given 
way to the United States on all essential points. Oddly 
enough, this news had a very bracing effect upon American 
Rails and Canadian Pacifics, and hardly any at all upon the 
shares of the railroad and utility companies in Mexico itself. 

The Committee for the Protection of Bondholders in the 
Mexico Tramways, Mexican Light & Power, and Pachuca 
Companies have convened a meeting for Friday, July 14th, 
to discuss the lengthy report prepared by the Hon. F. H. 
Phippen, K.C., and Mr. E. D. Trowbridge. The Committee 
have the support of 73 million sterling of bonds, out of the 
total of £12,330,371. That the value of the Mexican dollar 
should have fallen from & florin to three-halfpence is one 
principal reason why the companies have had to suspend in- 
terest payments. Bondholders will do well to make every 
effort to attend what promises to be a highly important 
meeting. Te 

Electric lighting shares hold all their substantial rises of 
last week. County ordinary put on another 2s. 6d., and 
Westmiusters further hardened, to 61. Besides the demand 
for ordinary and preference shares, there is active competi- 
tion for every scrap—literally—of debenture stock that comes 
to market. 

The Marconi meeting at the end of last week served to add 
fuel to the fire of bullish expectations. "The chairman in- 
ferred that the gallant Senator had perfected developments 
of the system which would mean remarkable expansion after 
the war. Accordingly, the price is 11/32 up at 8 7/32. At 
the same time American Marconis spurted sharply to 198., 
and Canadians recovered to half-a-guinea. И 
" Anglo-Argentine Tramways issues are no worse for the 
passing of the interim dividend on the second. preference 
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shares. Maybe there were some who thought that this might 
have to come, and, after all, it is considered as a postpone- 
ment of the payment. The shares are cumulative, and as 
soon as the Argentine Republic manages to secure a larger 
proportion of shipping, industry will go ahead at a rapid rate. 
Brazil has been less handicapped than Argentina in the 
matter of freights, and this the course of prices has abun- 
dantly witnessed. Brazilian Tractions are shaking off some 
of their recent dulness, and this week the price shows a 
slight improvement. | 

Adelaide Supply preference shares аге a good spot; the 
price is à up to its par value of 5. 

In the Telegraph market, there is another goodly string of 
rises. The Eastern group is firm, with Eastern ordinary, 
Western Telegraphs and Eastern Extensions all up to the 
equivalent of 150 for stock. Globe ordinary and preference 
are both 5s. better, helped by the increase in dividend on 
the former. Great Northerns are 10s. to the good. Investors 
are trying to buy Telephones, too; United River Plates and 
Ghiles are 2s. 6d. up. | 

The manufacturing group is very firm. Edison & Swan 
fully-paid sharea are coming into prominence again, and at 
35s. are 5s. higher on the week. British Westinghouse pre- 
ference put on a further sixpence. Babcock & Wilcox touched 
33, but lost the fraction, the high price tempting out a few 
shares. Industrials of all kinds display considerable activity ; 
only in the rubber department is there any noticeable dulness. 
There, the steady dwindling in the price of the raw material 
has discouraged buyers, particularly as the shrinkage is accom- 
psnied by vague statements that no real improvement can 
be expected until the late autumn. Copper shares also keep 
dull and heavy, there being little present indication of sub- 
stantial recovery in the metal. 


» 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELECTRICITY COMPANIES, 


Dividend Price 
ete July 4, Riseorfall Yield 
1914. 1915. 1916. this week, p.c. 
Brompton Ordinary .. .. 10 10 — £" 18 3 
Charing Cross Ordinary es b L3 — 7 210 
do. do. do. 44Pref.. 44 4 8 - 618 6 
Chelsea we A ss am b 4 8 == 6 18 4 
City of London ..  .. E 9 8 m — 619 0 
do. do. 6percent. Pref. 6 6 1 == 614 8 
County of London oe c | 1 10 + $ 6 11 9 
а до. "E. per cent. Pref, S ; 10 — H 15 8 
ensington inary .. xs — 
London Electric .. Vx " 4 8 1 — 711 0 
do. do. 6 per cent. Pref. 6 6 4 — 618 4 
Metropolitan - Va x pi 8 . 98 -— 664 
do. 4} per cent. Pref. 4 44 8 xd 5 710 0 
St. James’ and Pall Mall .. 10 8 6 — 613 4 
South Metropolitan Pref. 7 1 1 — 64 4 
Westminster Ordinary .. 9 1 6 +b 514 8 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref, 6 6 106 -1 514 2 
Chile Telephone .. 8 8 € + ё 631 
Cuba Sub. Ord. . b b 17 - 818 4 
Eastern Extension э 7 8 15 + } 6 6 8 
Eastern Tel. Ord. es 7 8 150 +1 *5 6 8 
Globe Tel. and T. Ord. .. 0 1 18 + 5 78 
do. Pref, 6. 6 11 + 5 91 
Great Northern Tel. .. .. 99 22 874 + 618 0 
Indo-European .. i» .. 18 18 49 = 612 8 
Marconi .. КА $i. .. 10 19 5g + d 820 
New York Tel. 44 Ps s 44 4) 102 — é 710 
Oriental Telephone Ord. .. 10 10 2 = 6 0 0 
United В. Plate Tel. .. m 8 B 66 . + 6б 09 
West India and Рап, .. ©» 1 N 20/- _ 961 
Homer Калпа, 
Central London, Ord. Assente 4 4 18 41 591 
Metropolitan ET ik ET 1 1 97 + i 8 12 
do. District .. .. Ni Nil 19 T Nil 
Underground Electric Ordinary Nil Nil 143 = Nil 
о. do. "A" .. Nil Nil 6/- =- Nil 
до. do. Income 6 6 87} - 617 0 
Forricn Trams, &c. 
Adelaide Sup. 6 per cent. Pref. 6 6 b +h воо 
Anglo-Arg. Trams, First Pref. b of Зі xd +è 493 
do. Фа Pref. ee 5. == В 9 2 
йо. 5 Deb, ee b 5 77 — 6 9 0 
Brazil Tractions .. M eS 4 4 63 + 6 19 0 
Bombay Electric Pref. .. M 6 6 1cj — 615 8 
British Columbia Elec, Rly. Pice. 5 5 60 == 8 6 8 
do. do. Preferred — Nil 40 == Nil 
do. do. Deferred — Nil 89 ==» Nil 
do. do. Deb. 4 4 62 — 617 1 
Mexico Trams 5 percent. Bonds — Ni 40 — Nil 
do. 6 percent. Bonds — Nil 81 — Nil 
Mexican Light Common i Ni Nil 90 -— Nil 
; до, Pref. es ° е Nil Ni 82 — Nil 
do. lst Bonds “> Nil Nil 41 — — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox Бе . 14 16 8 - 500 
British Aluminium Ord. we 5 7 26/- = 5 7 8 
British Insulated Ord. .. . 16 1% 103 = 7 210 
British Westinghouse Pref. .. Th 74 48/6 4 6d 6 4 0 
Callenders.. s - .. 15 20 12 — 8 0 0 
do. _ 5 Pref. as vs 6 6 4 === 517 8 
Castner-Kellner .. ss „ D — — 6 6 8 
Edison & Swan, £8 paid SQ Ni — 10/3 — Nil 
do. do. ураа .. Ni = 1j +i Nil 
do. do. 5 per cent, Deb. 5 5 57 — 815 8 
Electric Construction .. aa 6 1% 15/8 -— 918 8 
Gen. Elec. Pref. e ea ee 6 6 93 — 6 8 1 
Henley ee ee ee ee 20 95 15 — 8 6 8 
Q. à Pref, ee oe ee 44 44 4 5 е 6 13 6 
India-Rubber .. .. - 10 10 12} = *8 8 4 
Telegraph Con, es ee oe 20 20 89 — *6 4 0 


* Dividends paid free of income-taz. 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 


in the following list, that in some cases the prices are only сепеѓа], 
and they may vary according to quantities and other circumstances. 


Wednesday, July 5th. 


Latest Fortnight's 
CHEM ICALS, &c. Price. Inc, or Deo, 
a Acid, Oxalic .. xs x per lb. 1/8 T 
a Ammoniac Sal  .. Sa .. per ton £15 T 
a Ammonia, Muriate (large crystal) " £54 ee 
a Bisulphide of Carbon ee oe ” , £28 ee 
a Borax.. oe oe ee ee 99 £80 F ee 
a Copper Sulphate .. a ae » £51 £9 dec. 
a Potash, C orate ee ee ee per lb. 2/6 oe 
а [T] Perchlorate ae ee Т] 8/- ee 
a Shellac ee ee b. ee per cwt. 95J- 
a Sulphate of Magnesia .. .. per ton £18 ‘a 
а Sulphur, Sublimed Flowers .. os £14 25 
a Т) Lump oe ee ee ГТ] £10 ee 
a Soda, Chlorate ee ae per Ib. 1/4 ee 
a [T] stals oe ee ae per ton 120 ls ee 
a Sodium Bichromate, casks ee рег lb, ee " 
METALS, &c. 
c Brass (rolled metal 2 to 12" basis) per lb. 1/4 to 1/41 id. d 
c » ‘Tubes (solid drawn) са 5 1/84 to 1/4 i3d.—1d. dc 
c » Wire, basis .. ex T » 1/44 to 1/44 d. dec. 
c Copper Tubes (solid drawn) .. » 1/64 to 1/7 05. дес 
g » Bars (best selected) per ton £152 £8 dec 
g v Sheet e T $a $? £152 £3 dec 
g sE] Rod ee .. ef ee LET £159 £8 dec 
d 4 (Electrolytic) Bars va Ди £133 £6 dec 
d 5 M Sheets » £151 £6 dec 
d ” ” Rods £140 £6 dec 
d БЯ H.C. Wire per lb 1/48 4d. deo, 
F Ebonite Rod ee es ee » re ee 
" Sheet Js - Pz e 2/6 $a 
n German Silver Wir бу is » 2/8 
h Gutta-percha, fine „+ ee ee » 6/10 se 
A India-rubber, Para fine .. e» $$ | 9/84 84d. ino, 
i Iron Pig (Cleveland warrants) .. per ton Nom, ee 
» Wire, galv. No. 8, P.O, qual, н £86 р 
g Lead, English Pig .. ie бә (» £29 10 £2 10 dec. 
g Mercury ec А es per bot, £16 12 6 to 
| £16 15 
e Mica (in original cases) small .. per lb, 6d. to BJ- 
€ » ” ” monum ” "Ie B d “ 
е ” , ” arge ee $, to ы up. 
d Silicium Bronze Wire .. ae per Ib 1/84 к se 
г Steel, Magnet, in bars .. .. рег ton Pa 
g Tin, Block (English) (s és " £171 £1—£2 dec. 
n ) Wire, Nos. 1 to 16 ee ee per lb. 8/- ee 


a 


а G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


g James & Shakspeare, 

h Edward Till & Co. 

i Bollíng & Lowe. 

l Richard Johnson & Nephew, Ltd, 
n P. Ormiston & Sons. 

y W. Е. Dennis & Co. 
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, Cuban Telephone Co.—The report shows that a gross 
Increase in rentals and service for 1915 amounting to $154,203 
was handled, with an increase in operating expenses of only 
$4,013, the net gain in operating income, therefore, being 
$150,190 for the year. This gain was partially offset by 
heavier expenditures for interest, and as a result the net 
surplus shows an increase of $105,426 as compared with 1914, 
or about 43 per cent. The depreciation for the year 1915 on 
depreciable property based on 4 per cent. of the cost was 
$178,478, less replacements chargeable to reserve of $76,814, 
leaving a net increase in the account for the year of $101,659, 
and a total reserve for depreciation at December 31st, 1915, 
of $677,467. Nearly $450, of the company’s accumulated 
net cash surplus has been used this year for the purpose of 
carrying on the construction work required to be done under 
its concession and to provide for the constantly increasing 
additions to both the local and long-distance systems.— 
Financial Times. 


Dublin United (Electric) Tramways Co.—The direc- 
tors have declared interim dividends for the half-year ended 
June 30th of 6 per cent. per annum, less income-tax, on the 
preference, and 4 per cent. on the ordinary shares. The 
reduction of 1 per cent. on the ordinary shares is due to the 
los: of over £13,000 in receipts during the period of the 
recent rebellion, when the entire service was at а standstill. 


St. James’ & Pall Mall Electric Light Co., Ltd.— Interim 
dividends at the rate of 7 per cent. per annum on the prefer- 
ence and 5 per cent. per annum on the ordinary shares are 
announced for the past half-year. 


India-Rubber, Gutta-Percha & Telegraph Works Co., 
Ltd.—Interim dividend, 5s. per share, free of tax, on the 
ordinary shares. 


Eastern Extension, Australasia & China Telegraph Co., 


` Ltd.—Interim dividend for the quarter to March 31st, 3s. per 


share, free of income-tax. 


O. C. Hawkes, Ltd.—After paying 5 per cent. 


: on th 
preference shares, £4,198 is to be carried forward. WW ME 
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METAL MARKET. 


Fluctuations in June. 
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Advertising Electrical Apparatus.— Referring to Ње 
letter of “А. J. G.,” entitled “О ye of little faith,” in our issue of 
Jane 23rd. Mr. Harry S. Ellis, borough electrical engineer, South 
“hields, has sent us а set of leaflets illustrating the advantages of 
domestic electrical appliances on the lines advocated by “А. J. G.” 
Fach leaflet carries on the front page an interesting picture of the 
particular feature concerned, such as electric cooking at the break- 
fan table, electric heating, electric cooling (with a fan), vacuum 
“caning. ironing, &c., a few brief phrases pointing out the benefits 
derived from their use, including data regarding costs to buy and 
ran. and on a tear-off leaf an account form bearing the statement 
cf the amounts due from the consumer to whom the leaflet is 

lrezae On the back of the latter is an explanation of the 
tariffs in force and the discounts allowed for prompt payment. 
This excellent series shows fertility of resource and an eye for 
sia effect which should prove highly captivating ; and Mr. 

lia assures us that this method of advertising has been found both 
"heap and effective, í 


Decimal Coinage and the Metric System.—At yester- 
y& meeting of the Court of Common Council of the City of 
| з. a resolution was to be moved in favour of the nation 
immediately adopting the decimal system of money, weights, and 


га 


ELECTRICITY ON THE FARM. 


THE advantages of electricity in agriculture to the farmer, 
to the central-station engineer, and to the nation as a whole 
have been fully discussed in the Review during the past 
two years. 

We have obtained some particulars of an electrical 
installation on a farm on the outskirts of a northern town, 
where the electric supply has been used since 1904. The 
supply is given at 500 volts for power, and 250 volts for 
lighting, from the central station situated about a mile and 
a half away, and the service cables consist of two *022 sq. in. 
and опе *012 sq. in. cables, insulated with bitumen and laid 
solid underground in bitumen. "The original installation 
consisted of one 10-H.P. Royce motor and 45 lighting points, 
but was later increased by the addition of a 2-H.P. motor in 
the milk-house. 

The lighting installation was carried out partly in screwed 


tubing, but wood casing was used in the farmhouse and 


in some of the outbuildings. The stables and byres were 
at first wired in screwed enamelled steel tubing, but on 
account of moisture gathering in the tubes and causing 
deterioration of the rubber, the enamelled tubing was subse- 
quently replaced by galvanised tubing in these buildings. In 
the haylofts, sheds, barns, &c., where the enamelled tubing 
protection was fitted, no trouble has been experienced 
throngh insulation breakdowns. 

The charge for lighting was 44d. per unit in 1904, but 
the rate was reduced to 4d., then 3$d., and now it is 3d. per 
unit. The annual bills for electric lighting were as 


follows :— 
Total bill for 


Year. Units. Rate. lighting. 
1904-05 ... Tod 266 41d. £4 19 9 
1905-06 .... ror 318 4d. 5 6 O0 
1906-05  ... es 324 . 4d. 5 8 O 
1907-08... e 834 4d. 5 8 0 
1903-09 ... Ws 323 1d. 5 7 R 
1909-10 ... sine 394 4d. 611 4 
1910-11 ... T 381 4d. - 6 7 0 
1911-12 ... ЛИР 408 34d. 519 0 
1912-13 ... ssi 479 3d. 519 9 
1913-14 ... us 117 3d. 5 4 3 


The average cost of lighting for the 10 years was 
£5 13s. 1d., the units per annum averaging 368. During 
the year 1914-15 the farm buildings were occupied by the 
military, and the lighting bill thereby greatly increased. 

The 10-H.P. motor, which displaced a gas engine, drives 
a line of shafting extending through the wall of the motor 
house to the mill house. In the latter is installed a thrashing 
machine, a bean bruiser, and a turnip pulper. Above, in 
the loft, is à cake bruiser and a straw cutter. In addition 
to these machines, the motor also drives а bone crusher for 
hen-fodder, and a turning lathe and boring machine in a ` 
small workshop adjoining the mill. 

The first four years’ power bills are shown below, the 
charge being made on a sliding scale commencing at 23d. 
per unit down to 14d. per unit. 


. Average 
Year. Units. Price. Account. 
1904-05  ... em 856 2'4d. £8 13 10 
1905-00  ... $us 485 2'1d. 718 0 
1906-07  ... 1.672 2°0d. 14 5 0 
1907-08... 5% 383 2°3d. 312 0 


During the greater part of this period the farmer made 
full use of the motor, but in 1908 the farm changed hands, 
and the new tenant placed his orders for bean-meal and hay 
with a local grain merchant. He continued, however, to 
make use of the cake bruiser, straw cutter, turnip pulper, 
and bone-crushing machine in his farm, but the 10-H.P. 
motor was, in consequence, less frequently in operation, 
and the accounts for energy used by this motor fell off 
very greatly. 

The price of fodder has increased enormously on account 
of the war, and the present tenant of the farm intends to 
make use again of the thrashing machine and bean-crusher, 
as his predecessor did before him. 

In 1911 a 2-H.P.-motor was installed for churning, and 
also to drive a small milk separator for double creaming. 
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The cost of electricity for these purposes, at Ше same rate, 


has been as follows : — . 
Year. Units. Cost. 
1911-12 ә... oes us 142 £112 6 
1912-13 ... du ace 154 113 89 
1913-14  ... Sac "T 110 1^2 11 


1914-15 T" &N 0 18 4 


The farmer expresses himself as well pleased with the 
assistance he obtains from the electricity supply, and does 
not know how he could manage otherwise, without having to 
engage several additional farm-hands. The milkseparator and 
churn are especially handy, and he contemplates adding an 
electrically-driven refrigerator to his plant. He is also 
considering other uses for the electric supply, such as a 
milking machine for the 50 odd cows on the farm, an 
electric incubator, an electric horse clipper, and a motor- 
driven washing machine. As the water supply is furnished 
by gravity from a spring on the hillside, he lias no use for 
pumps, but he wishes to install electric heaters in the byre 
and milk-house to keep the temperature above freezing 
point in the winter. Good lighting in the byres aud 
milk-house in the winter mornings has enabled the farmer 
io carry out the milking expeditiously aud satisfactorily, 
and he emphasises the safety of electricity for lighting in 
hay-lofts, sheds, &c., where inflammable material is kept. 

From the station engineer’s point of view, the load 
obtained is a good one, since the farmer uses his machinery 
during the early part of the day, and the maximum 
demand, both for lighting and power, takes place in the 
early morning. | 


--—— — — 


ELECTRICITY SUPPLY IN GREENOCK: 
TWO YEARS' GROWTH. 


ON May 2nd. 1916, an inaugural ceremony took place at the 
Greenock electricity works, the occasion being the addition 
to the plant of a fifth steam turbine and generator, This 
makes the second machine of 5,000 Kw. capacity installed 
at the Dellingburn Works. 
„а Councillor McCallum, Convener of the Electricity Com- 
mittee. on that occasion gave some remarkable figures in 
connection with the growth of the undertaking during the 
last few years. 

In 1913-14 it was thought that the output to Greenock 
consumers had reached its maximum, and that any increase 
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WESTINGHOUSE 5,000-KW. TURBO-ALTERNATOR RECENTLY INSTALLED AT GREENOCK. 


in the supply was to be looked for in Port Glasgow. The 
units sold for that year amounted to 11,451,438, and the 
first few months of the succeeding year showed a reduction 
in the output, but, as the winter approached, the demand 
began to rise, partly due to the introduction of the supply 
to the Port Glasgow shipbuilders ; the main part, however, 
-of the new business was due to the additional requirements 
of Greenock firms. | 


The units sold during 1914-15 totalled 14,207,575, an 
increase of 24 per cent. over the preceding year, of which 14 
per cent. represented the additional output in Greenock alone. 

With the advent of the financial year 1915-16, new 
applications came in from all classes of consumers. The 
management immediately took steps to cope with the larger 
demand ; the boiler capacity was increased by the installa- 
tion of new economisers, and all that was possible was done 
to get the maximum duty out of the existing boiler 
equipment. During this period full steaming power had to 
be obtained with all the boilers in commission, and with 
no reserve, so that a breakdown in any one boiler would 
have necessitated the curtailment of supplies. 

The most serious difficulty experienced, however, during 
the past winter was the shortage of water for condensing 
purposes, owing to the drought. Extensions to pumping 
plant had to be rapidly laid down, and the cooling towers— 
which had been originally installed for the night load, 
when no water flows down the Cut—had to be brought into 
commission, during the daytime. 

The new scheme of extensions, for which the Corpora- 
tion is at present seeking powers to borrow £45,000, 
includes two new boilers and a large cooling tower, as well 
as feeders and converting plant at the various substations. 
As indicating the necessity for these further additions to 
the plant, it may be stated that since the end of the last 
financial year applications have already been received for 
electricity supplies amounting to 1,310 Kw. in Greenock and 
663 KW. from Port Glasgow users, and when negotiations 
with several other prospective consumers are completed, a 
further demand of 905 Kw. may be expected. The units 
generated for the nine months ended on March 31st last 
numbered 17,152,641, and the amount of energy produced 
for the complete year will probably exceed 20 million units 
generated, or nearly 100 per cent. more than the output 
two years ago. ` 

The daily demand during the month of May has exceeded 
last year's daily demand for the corresponding period by 
over 1,000 Kw. This represents 25 per cent. increase on 
last year’s maximum demand, and is a very marked indica- 
tion of what may be expected when the shorter days arrive, 
and the lighting load overlaps the power load. 

The prospects for the undertaking during the next few 
years appear to be excellent. Shipbuilding and engineering 
firms expect to have plenty of work in hand for some 
time to come, and the sugar refineries have lately been 
extending their electrical machinery. In other trades, 
too, electric motors are being installed, 
despite the prevailing high prices of 
machinery. 

The turbine set which has recently 
been placed in service is a duplicate 
of plant supplied to the Greenock 
Corporation by the British Westing- 
house Co., about two years ago. The 
turbine is of, the Westinghouse-Rateau 
high-pressure impulse type, rated at 
5,000 KW., and running at a speed of 
1,500 R.P.M. "The alternator is of the 
patent compensated type generating 
three-phase current at 50 periods, 3,300 
volts, and takes an overload of 25 per 
cent. for one hour. "This веб ia 
provided with a direct-coupled exciter. 
Regulation is carried out by means of 
a rheostat in the exciter shunt field, no 
main field rheostat being necessary. <A 
wet-air filter has been supplied with the 
alternator. 

Surface condensing plant has also been 
installed, but no circulating pump has 
been supplied, as the cooling water is 
fed by gravity. The Leblanc air and extraction pumps are 
driven by means of an auxiliary turbine, which exhausts 
into the feed-water heater. 

The accompanying illustrations show the new set, and the 
interior of the engine room. Our congratulations are due 
to Мг. Е. Н. Whysall, the burgh electrical engineer and 


manager, on the remarkable development of the undertaking 
under his control. | | 
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S.P.T.: A FINSBURY REMINISCENCE. 


Tus recent lamented death of Prof. Silvanus P. Thompson 
must have caused old students of Finsbury. to recall their 
college days, and to regret that the visits which so many of 
them pay to the place for the sake of old times no longer 
carry the possibility of a meeting with the genial Doctor, 
whose friendly interest in the careers of his old pupils was 
always most lively and encouraging. 

"S.P.T.," as we called him, seemed more like a per- 
manent institution than an ordinary being, and it is hard to 
realise that we have seen him for the last time on earth. 

He possessed great learning, and that in many directions. 
He kept abreast, with marvellous activity, of modern 
developments, whether scientific, industrial, or literary. He 
had a keen insight into practical problems, and was always 
ready to give helpful advice and criticism. He was liberal- 


| 
| 
| 
| 
| 
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whom had spent a part of their vacation in some kind of 
employment, were brought back to the proper frame of 
mind by another glimpse of the Promised Land. Those 
who had gone out and found the milk and honey less 
plentiful than they had hoped for, or who were still 
struggling through the wilderness, sometimes came in, and 
were reheartened and filled with. а new enthusiasm. 

These reminiscences are mostly of about 18 to 20 years 
ago. Inthose days the Doctor used to lecture on Friday after- 
noons on abstruse matters connected with high electrical 
theory. The consideration of potential was described by 
a somewhat mystified student as “a Johnny rushing 
up from infinity and plugging a brick down, and rushing 
off for another one." | 

Any misdemeanour or inattentiveness in lecture was at 
once checked by a silent glare. I once brought this on 
myself by sighing loudly, whether with despair at my own 
obtuseuess or for some other reason is not now certain, in 


GREENOCK ELECTRICITY WORKS: INTERIOR OF ENGINE Коом. 


minded ; a conspicuous instance of this was his attitude on 
the question of the laying-down of clectric tramways in 
london, when his views, expressed more than once in 
speeches before the Institution of Electrical Engineers, 
were in marked contrast to the reactionary and stick-in-the- 
шид ideas of others in similar positions. He was eminent 
aa lecturer, with^a style which could not fail to interest 
aW attract, and ће had a marvellous power of clear exposi- 
tn, in which be had no superiors, and very few equals, 
among men of science. 

His address at the opening of each session of the college 
was characteristic. New students, many of them fresh 
frum school, were encouraged to pursue their new activities, 
and to keep at work, in spite; of the novelty of being 
adireased as ** Mr. ” by the exalted beings who now replaced 
their former schoolmasters, and of the removal of many 


re&rictions, Those in the middle: of their course, some of | 


the middle of one of the Friday afternoon lectures aforesaid, 
when aitting in the front row. 

One student, whose disability in the world electric was 
so conspicuous that his first session was also his last, was 
inclined to favour the back of the theatre, so that his 
tendency to talk, sketch, or slumber would be less 
noticeable. When the Doctor called the roll, and noted 
from whence the answer came, he said : ** No, Mr. H., come 
nearer. You must not hide your light under a bushel.” 


A demonstrator of the time, who, as I have since learned 
to realise, was very clever, not only at his work, but at 
many side-lines—natural history, for example—was an 
extremely nervous man, and he used to jig a little piece of 
chalk up and down in his hand while lecturing. Ніз 
lectures used to be delivered to a running accompaniment 
of kicks on the desks, banging of notebooks, stamps on the 
floor, and other uncouth and ill-mannered noises. Опе 
day the lecturer rebelled against this tyranny, announcing 
that he meant to carry through his lecture to its conclusion 
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on the lines he had laid down, and that if gentlemen (yes, 
we were called ‘ gentlemen ") would persist in interrupting, 
he should keep them beyond the beginning of the luncheon 
hour. The noise continuing, he did so, and the striking of 
the hour was the signal for yells of execration. 

Suddenly the door behind the lecture bench opened. The 
Doctor! The yells were stifled in the throats of the 
rioters. The Doctor entered, and sat down on a chair 
behind the bench. He spoke no word. The proverbial pin 


might have fallen with an ear-splitting crash. The lecturer, - 


who seemed nearly as alarmed as the students, and was, 
consequently, more nervous than ever, went on to the end, 
still jigging the bit of chalk up and down in his hand, and, 
so far as we knew, the incident closed. 

At that time, and for some years after, the Physics 
Laboratory and the Drawing Office used to be at No. 5, а 
little way up the street towards the City Road. Sundry 
industrious experimenters discovered that a pleasing effect 
could be obtained by blowing down a tube attached to the 
gas-pipe, when Bunsen burners in the vicinity showed a 
livid and ghastly glare. I tried it myself, so I know. A 
certain student, now of some eminence as a designer of 
electrical machinery, but then quite the smallest person at 
the college, pursued- this research rather too far, and 
extinguished all the burners in the laboratory, whereby he 
was discovered, and was duly reported to the Principal. · 

The next time all the **first-years" were gathered together 
in the Physies Lecture Theatre, the Doctor addressed them 
in grave and measured terms, pointing out the great iniquity 
of this practice and the danger of it, and the waste of time 
arising therefrom. Finally he ordered the culprit to leave 
the theatre; which done, he observed scathingly: ** Are 
there any more little boys in knickerbockers 7”’ 

He was clever in the use of stratagems to fix points in 
the mind. Оп one occasion the subject was lenses and 
their curvature. How should we describe the curvature of 
a lens? This theme ran through the lecture from the 
beginning to the end of the hour's talk. In what unit 
should it be defined? And so he worked it up, till we 
were all quite excited and anxious to hear the answer 
to the question: * What is the unit of curvature ?" At 
last, he said: “ It is called one Dioptrie,” and, writing the 
word on the board, he beamed upon the class – and said no 
more. І have not forgotten the dioptrie, though I have 
never since had any occasion to use it. 

One could go on for a long time with memories of those 
days, now so far away, but it is time to draw to a close. 

In a properly-constituted State such men as he would be 
knighted. Of course, I never heard him speak of the 
honour for himself, though he was of opinion that - Dr. 
Ferranti and Mr. Siemens, Presidents respectively of the 
Electricals and the Civils, ought to have been knighted in 
the Coronation year. 

One’s cordia] sympathy goes out to his staff, many of 
whom lave proved their devotion by long gervice. How 
desolate the College must seem to them now, how forlorn 
the empty chair ! 

Let us hope a worthy successor will be found, one who 
understands Finsbury traditions, and who is in sympathy 
with the Doctor's ideals. 
assistant, 18 one such man, and his choice would be welcomed 
by Finsbury men, present and past.—C. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT, 


E.A.C. Multiple Contact Starter. 


We recently inspected a large multiple contact starter for a 
D.C. motor driving a rolling mill, made by THE ELECTRICAL 
APPARATUS Co., LTD., of Vauxhall Works, South Lambeth Road, 
S.W. It is of the contactor type, with full electrical interlocking. 
The starting hand-wheel is shown on the upper right-hand side of 
fig. 1, with the regulating handle below ; a push-button contact 
operated by the hand-wheel closes the control circuit when moved 
forward, but opens it at once when the wheel is moved backward, thus 
throwing out the initial contactors. The shunt field switch is 
seen at the lower left-hand corner of the figure, and is mechanically 


Prof. Miles Walker, his old’ 


: formerly available, 


‘interlocked with the main switch shown alongside of it, which 


cannot be put down into the running position unless the field 
switch is first closed, as shown; the lower contacts of the field 
switch place a resistance across the field terminals before the 
circuit is opened. 

The regulating switch is also interlocked by the électromagnet 
seen on the lower right-hand panel ; the motor cannot be started 
unless the armature of the magnet is pushed down by a projection 
attached to the regulating lever, which must be put back to the 
“all-out " position for this purpose, and cannot be moved forward 
to insert resistance in the field circuit until the starting operation 
is completed. 

The main knife switch being closed, the next operationlis. to 
close the circuit-breaker on the left-hand upper panel, which is 
provided with an over-load release : on turning the hand-wheel. 
the contactors are pulled in successively, cutting out resistance from 
the armature circuit, until finally the double contactor on the right 
closes and short-circuits a!l the resistance. Each contactor is 
provided with two auxiliary contacts, one of which interlocks the 
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Fic. 1. 


initial contactor, so that if any of the intermediate - contactors 
stick up, the first cannot close ; the other contact introduces an 
economy resistance into the circuit of the solenoid. If, in starting 
up, one of the contactors fails to close, none of the subsequent ones 
can close, and in such a case the starting hand-wheel must be 
returned to the first position and a fresh start made. The resist- 
ances are of the iron grid type, and are mounted on the back of 
the board ; the economy coils are all brought together in a frame 
where they are readily accessible, with neat wiring to the corres- 
ponding solenoids. 

In order to stop the motor without loss of time, dynamic braking 
is employed, three resistance steps being provided on the upper 
position of the main knife switch. The board is intended for the 
control of a motor of 400 H.P., taking currents up to 1,500 amperes : 
the contacts are therefore very substantial, and carbon sparking 
contacts are provided on all the contactors. In addition, the 
initial and final contactors, which are the only ones that may have 
to break the circuit, are fitted with magnetic blow-outs. The 
switchgear was shown to us in operation, and appeared to be a 
very satisfactory job in all respects. 


Westinghouse Liquid Controllers. 


The advantages of liquid controllers have increased as their 
drawbacks have diminished, with improvements in construction, 
and the modern type differs widely from the crude apparatus 
being now a well-designed and reliable 
machine, which lends itself admirably to a variety of conditions. 
We illustrate herewith a hand-operated controller of this kind 
which has been got out by the BRITISH WESTINGHOUSE Co., LTD., 
of Trafford Park, Manchester, for use in connection with slip-ring 
reversing motors driving haulages, &c., ig mines and quarries, for 
stator pressures up to 3,300 volts, stator currents up to 300 amperes, 
and rotor currents up to 750 amperes. The device comprises stator 
circuit oil-break switches, and liquid resistances for the rotor 
circuit, the latter being provided with a system of water-cooling 
pipes, as shown in section, fig. 3. The controller is operated 
with a lever, as shown in fig. 2, unless otherwise specified, and is so 
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arranged that the oil switches close before any of the rotor resistance 
iscut out of circuit ; the switches are of heavy construction. and are ELECTRIC INCUBATORS. 
suitable for frequent operation under heavy load. The arrange- ———— — 


ment of the resistance tank is shown in the section, fig. 3. THE advantages of electricit А : Я К 
i : li . y for hatching and brooding chickens 

The fixed electrode can be коло without turbing the and testing eggs are becoming better and better recognised, and 
arthenware pots. The electrodes are provided with a sump below the convenience and adaptability of electric devices over those 


operated by gasoline, gas, steam, and kerosene easily place them in 
| | 


Among the advantages claimed for electric incubators are 
simplicity of operation, close control of both heat and moisture, 
perfect ventilation, absence of smoke, soot. fumes, and odours. 
safety with respect to danger from fire, &c. : 

The incubator shown in fig. 1 is of metal construction, the out- 
side casing being of heavily-enamelled sheet steel, and the inside. 
or egpr-chamber, of heavy galvanised iron. The dead-air space 
between the two is insulated with a sanitary. fireproof material. 
Ventilation is controlled from the outside by a metal slide in the 
bottom of the incubator. by means of which the intake of air can 
be easily and correctly regulated. The moisture or humidifying 
tank is on a flange attached to the side of the egg chamber, sliding 
in or out, and being easily accessible. The electric wiring is placed 
between the outer and inner metal parts of the removable top lid 
of the machine, so that nothing is exposed except the sockets for 
the bulbs and the circuit-lreaker. | 

The egy trays are of heavy galvanised wire, and the sizes are 
graduated so that each tray will hold about 100 eggs, making the 
trays easy for anyone to handle. Where the dimensions permit. 
the еҥ trays are made in sectional squares. so that the positions of 
the eggs relative to the centre, sides, and corners of the container 
can be changed without actually touching the eggs themselves. 
Solid removable bottoms with perforated sheet and sliding venti- 


the front wherever electric service is available. 
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Ета. 2.— WESTINGHOUSE LIQUID CONTROLLER. 


the vontact surfaces in which any sludge will collect, and from 
which the sludge can be drawn off by means of a cock. The 
earthenware pots can be withdrawn through the side of the con- 
troller, and new ones fixed in the same way, thus obviating the 


Fra. 1.- ELECTRIC INCUBATOR WITH CAPACITY OF 65 Ессе. 


Me Е lators are provided. In addition to the asbestos lining, the dead- 
air space in the top is packed with mineral wool, and the sides with 


2 
| 


d i | éd el a triple layer of prepared paper and felt. The machine is equi 
AAAA WARN. with double-glass windows in the door, so that each jan. Fir 
Ў ooo | МАД; interior is always visible. А сага slide is attached to the side of 
aay Vut ds the machine for keeping records of the hatch. 
М фФФ% 999997 The temperature of the incubator ie controlled by a thermostat. 
NOOO o> - 99-096) which automatically regulates and controls the degree of heat 
Ñ Hh (Peo oo}! required in the incubator. When the temperature rises a quarter 
` HH Т GOGOL degree above the point at which the thermostatic circuit-breaker 
tat 000004 has been set. the circuit is automatically broken, and the current 
<r is shut off from the lamps. which are of carbon-filament type. As 


| soon as the temperature falls a fraction of a degree below the 
| point at which the machine is set. the circuit is automatically 
re-established. 

At arate of 5 cents a KW.-hour it is said to cost only a trifle 
more to hatch by electricity than by oil or hot water. Where the 
rates are much lower, the difference in cost is either eliminated, or 
the advantage can be placed on the side of the electrically-operated 
machine. It is claimed, however, that at the above-named price 

f the small additional excess in cost is more than offset by the 

4 increased percentage of chickens hatched. the time saved over that 

И spent in operating other devices for hatching and brooding, the 

4 absence of worry as to the outcome, and the superior vitality of the 
young fowls, together with the absolute lack of fire risk. The 
all-metal construction of the machine shown herewith permits it 
to be easily cleaned, and it is, therefore, far more sanitary than the 
old types of wood machines. 


| ; Of course, in producing chicks by artificial means the mere 
С hatching of the eggs is only " half the battle.” The chicks must be 
IM ssec A. reared, and statistics show that only about one-half of the chicks 


hatched reach maturity. This large mortality is caused, it is 

. claimed, by disease, usually the result of improper brooding. In 

Fic. 3.—SECTION oF RESISTANCE TANK, ' the absence of the motherly hens to watch over the broods pro- 

duced by artificial incubation. and especially to keep them warm at 

night, electrically-heated hovers have been developed, of similar 

à : | construction to that of the incubator described above, being of 

ecemüty of а pit below the controller for this purpose. The metal, light in weight, portable, and perfectly insulated. А 

moving electrodes may be removed without disturbing the cooling curtain of felt is employed for providing shelter for the chicks. No 

n. Baffle plates ensure proper circulation of the electrolyte. thermometer is needed, because the proper degree of heat necessary 

amount of water required is approximately 3°3 gallons per to rear the chicks is computed in advance, and the hovers are 
horse-power dissipated in the controller per hour. ! equipped with bulbs accordingly.— Electrical World, 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


‚ SWITZERLAND.—With reference to the notice published 
in the Review of January 28th, containing a list of electrical 
and other goods of which the Société Suisse de Surveillance 
Economique is the only authorised consignee in Switzerland, 
it appears that a revised list of articles has been issued by 
the War Trade Department, in respect of which licences for 
export to Switzerland are only granted if the goods are 
consigned to the above-mentioned Société for account of the 
ultimate consignees. Certain articles in the list are allowed 
to benefit under the special scheme for small parcels (details 
of which were published in the Board of Trade Journal of 
March 23rd); in these cases licences may, at the discretion of 
'the War Trade Department, be issued on application without 
the production of a certificate from the Société, in respect 
of parcels up to 11 lb. in weight by non-postal service, pro- 
vided that they are dispatched by the special route stipu- 
lated. The following are among the articles appearing in the 
revised list; those printed in italic type can take advantage 
of the special scheme above-mentioned, while in the case of 
m printed in italics a certificate from the Société is 
essential :— 


Accumulators, electric, and accumulator plates. 

Aluminium in all forms and aluminium manufactures. 

Asbestos, crude and manufactured. 

Batteries, electric, and parts. 

Bauxite. 

Belting (machine) of all kinds. 

Cable, insulated. 

Carbons, electric. (Carbons for electricity—except elec- 
trodes—and carbon brushes for dynamos, can be sent under 
the small-parcel scheme.) 

Celluloid, raw, in bulk, sheets, rods, tubes, clippings and 
waste (but not wares). F | 

Chrome, оге and metal, in all forms. 

Copper: Ore (including pyrites); pure metal and alloys of, 
ia all forms; waste. 

Corundum. 

Detonators. 

Electrical firelighters. 

Electrical insulated wire and cables. 

Electrodes, cells and component parts. 

Emery, all forms, and emery wheels. | 

Ferro-chrome and ferro-nickel, and all other ferro-alloys. 

Filings and scrap, of old copper, tin, zinc, and their alloys. 

Fuses (miners’). 

Gloves (rubber). 

Graphite. 

Gutta-percha, all forms. 

Instruments, nautical, observation, geodetical, and optical. 

Lead, pure and its alloys; pipe; sheet, drawn and wire; 
lead ore; waste. 

Machine tools and parts thereof. . 

Machinery (and parts) for use in marine and aerial naviga- 
tion. . 

Machinery, electrical, electric dynamos, and motors. 

Machinery, refrigerating. 

Machinery oils. 

Magnetos. 

Mercury; ore, metal, and preparations; fulminate. 

Metal, anti-friction. 

Mica, rough and worked. 

Molybdenum; ore and alloys, also salts. 

Nickel, ore, metal, pure and alloyed, all forms. 

Packings, engine and boiler, including slagwool. 

Rubber, vulcanised, in sheets. 

Surgical instruments and apparatus. 

Telegraphs and telephones, material for. 

Titantum ore, metal and salts. 

Tungsten in all forms. 

Vanadium,. ore, salts. 

Vehicles of all kinds used in military or naval transport. 

Zinc, ore; metal, pure and alloyed, in all forms. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 


Published expressly for this journal by Mzssra. W. P. Тномрзон & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1916. 


8,607. '' Electrodes of secondary batteries." 
June 19th. 

8,618. “ Electric knitting needles." Е. T. BaRrLEIT & G. M. Simpson. 
June 19th. . 

8,620. ‘ Electrical conductors.” W., P. Granvitce. June 19th. 

8.625. '' Distributors for high-tension magnetos." С. S, HOLLAND AND 
Mokean CRuciBLE Co. June 19th. 

8,833. '' Alternating-current commutator motors." British WESTINGHOUSE 
ELrcrtRIcC & MaNuracrURING Co. June 19th. (U.S.A., June 19th, 1915.) 

8,639. ‘‘ Arrangement of electric storage batterics in submarines and con- 
struction of submarines for that purpose." Е, C. R. Marks (Soc. Anon. 
Italiana С. Ansaldo & Co.) June 19th. 


8,669. '' Means for assisting adjustment of trolley-pole of tramcar, &c." 
R. Mercer. June 20th. 


E. Hancock & Н. WINIE. 


8,685. “ Nozzle plugs.” 
Co.. U.S.A.). June 20th, 
8.691. “ Telephone systems." О, Grans, H. J. Herink & Валу A 

+ . 4 b * . U 
MATIC TELEPHONE Co, June 20th. ' әй 
8,698. '' Varying pressure in clectro-magnetically-operated carbon-pressure 
Ges. Brown, Boveri et Cie. June 20th, (Germany, June 


Birrisu THomson-Houstox Со. (General Electrie 


Electrolytically encasing wooden  air-propellers." Н. WATSON. 


8,733. '' Electric cable," C. J. Beaver & E. А. CLAREMONT, June 21st. 
8,736. '' Electric circuit breakers. Т. P. Casotti. June 21st. 


8,740. '' Protective devices for dvnamo-electric motors." J. ANDERSON AND 
G. ELLISON. June 21st. 


_ 8,754. “ Means for controlling and regulating electric motors.” — IGRANIC 
ELEciRIC Co. (Cutler-Hammer Manufacturing Co., '.S.A.). June 21м. 
8,756. “ Control of alternating electric current induction motors." — W. 
Brooker. June 2lst. 


8,792. '' Electro-magnet for localising foreign substances embedded in 
human body," J. Berconte. June 22nd. (France, June 22nd, 1915.) 


8,795. “ Electrical systems for engines." W. A. Снвуѕт & C. F. KETTERING. 
June 22nd. (U.S.A., July 16th, 1914.) 


8,796. “Controlling electric motors.” 
(General Electric Co., U.S.A.). June 22nd. 


8,797. '' Electric lamps." E. Ногрем. June 22nd. 
B,RIO. *'' Miners’ electric safety lamps." О, OLDHAM. 
8.811. “ Battery lamp.” N. Kriss. June 22nd. 

8,814. '' Electrical influence machines." D. K. Morris. June 2nd. 


BrittsH THomson-Housron Co. 


June 22nd. 


8,815. “ Electrical precipitation of solid and liquid particles," Р. К. 
Morris. June 22nd. 

8,818. ''Device for straining ar tensioning wires, cables, &c." A. I. 
Rorer. June 22nd. 

8,821. “Timing devices for telephone systems." Н. J. HgRINK & Rezay 


AUIOMATIC TELEPHONE Co, June 22nd. 
8,831. '' Electrically-welded wire fabric, &c."' 
CRETE ENGINEERING Co. & E. B. HarL. June 23rd. 


8,845. '' Electro-magnetic relays." С. B. Burpon (Siemens & Halske Akt. 
Ges.) June 23rd. 

8,858. ‘Varying resistance of electric circuit.” 
(Cutler-Hammer Manufacturing Co.) June 23rd. 


Brittsu Remrorcep Cos- 


IcRANIC Exectric Co. 


PUBLISHED SPECIFICATIONS. 


1915. 


3,439. SraARKING PLUGS FOR INTERNAL-COMBUSTION Motors, Soc. Industrielle 
de Delle. March 3rd. (May 8th, 1914.) 

8,227. MAGNETO-ELECTRICAL GENERATING Systems, Е. A. Heys. 

А e ELECTRICAL INSTRUMENTS OF THE Movinc Com Tyre. E. S. Heurtley. 
une 3rd. 

8,326. Exvectric WELDING, BRAZING, AND SOLDERING, AND APPARATUS THEREFOR. 
British Thomson-Houston Co. (General Electric Con U.S.A.) June 4th. 
"um EvectricaL Heaters. E. C. R. Marks (Landers, Frary & Clark’). 
une 8th. 

8,572. DvNAMO-ELECTRI; Macnines A. H. Neuland. June 10th. 

8,702. Rerracrory МЕТА. Turrs. British Thomson-Houston Co. (Generab 
Electric Co., U.S.A.). June 12th. 

8,2739. ELECTRIC APPARATUS FOR Drivinc Cocks. Н. E. Warren & Warren 
Clock Co. June 14th. 

8,829. Ececrric Heatinc AND Resistance Devices. A. F. Berry. June 15th. 

8,927. Wirecess TELECRArH Receivers. — Marconi's Wireless Telegraph Co. 
and G. M. Wright. June 17th. 

9,720. WikELESs SIGNALLING Systems, British Thomson-Houston Co. (Gene- 
rıl Electric Co., U.S.A.). July 3rd. 

9,993. CowBiNED Lockinc Device AND SHADE Support FOR ELECTRIC INCAN- 
DESCENT Lamrs. W. C. Crockatt, July 9th. (December 30th, 1915.) 

10,769. Crystal DETECTORS, PARTICULARLY FOR WIRELESS SIGNALLING. 
Sterling Telephone & Electric Co., Ltd., and T. D. Ward-Miller. July 24th. 

12.617. МетнорѕЅ OF MaRKING Grass. British Thomson-Houston Co. (Gene- 
ral Electric Co., U.S.A.). September 2nd. 

14.330. ELECTROLYTIC PROCESS FOR REMOVING OXIDE FROM THE SURFACES ОР 
ARTICLES OF [RON OR STEEL. P. Marino. October 7th. 

16,671, ELEcrRO-DYNAMIC BRAKES FOR USE IN CONNECTION WITH PRINTING 
Macuines. Н. V. James. November 25th. (Addition to 596/15.) 

16,692. WiNDbING Drums FoR ELectric WIRES, CABLES, AND THE LIKE. Н. Е. 
Snithson and Callender's Cable & Construction Co. November 24th. 

17,946. AUTOMATIC SELECTORS FOR TELEPHONE SvsrEMs. Siemens & Halske 
Akt. Ges. December 23га, (April 20th, 1915. Addition to 23,336/13.) 


1916. 
3,234. DvNAMOMETERS. W. G. Walker. 


(Neuland 


 Magnetos, Ltd.) June 3rd. 


March 3rd. Patent No. 100,556. 


LIST OF BRITISH PATENTS EXPIRING 
DURING 1916. 


(Coneluded from Vol, 78, page 748). 


18,872. August 28th, 1902. H. W. Cox. Electric switches. 

19,562. September 6th, 1902. H. H. Lake. Brakes and electric switches. 
20,755. September 23rd, 1902. O. Imray. Electric controllers. 

21,090. September 27th, 1902. J. Gell. Telegraphs. 

21,914. October 8th, 1902. Н. Н. Lake. Dynamos. г 

92,712. October 18th, 1902. У. A. Fynn. Electric motors. 

23,262. October 24th, 1902. A. Blondel. Electric lamps. 


23.988. October 24th, 1902. G. Winter & F. Eichberg. Dynamos; clectric 
transformers; electric motors. 


24,770. November llth, 1908. С. Н. Hill. Electric motors. 
25,028. November 14th, 1902. G. A. E. Kohler. Electric motors. 


25,240. November 17th, 1902. E. Tyer, Е. T. Hollins & Е. W. Leake. 
Railway signals. 


25,524. November 20th, 1902. Soc. G. et P. de Mestral. Electric lamps. 


25,658. November 21st, 1909. Marconi's Wireless Telegraph Co. & C. S. 
Franklin. Wireless telegraphy. 


26,395. November 29th, 1902. А. Artom. Wireless telegraphy. 
26,552. December 2nd, 1902. R. A. Fessenden. Wireless signalling. 
36.553. December 2nd, 1902. R. A. Fessenden. Wireless signalling. 
26,868. December 5th, 1902. A. Wright. Measuring clectricity; electro- 
lysis. 5 : | 
27,769. December 16th, 1902. Е. A. Carolan. Electric switches and cut- 
ts. 
°ч 697, December 17th, 1902. М, Pognon. [nternal-combustion engines. 
28.167. December 20th, 1902. H. G. Brown. Railway signals. 
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THE LE.E. AND THE ELECTRICAL 
TRADES. 


As the June issue of the Journal of the Institution 
of Electrical Engineers reached our hands only on 
Thursday last week, we were unable to do more 
than insert a brief statement of the recommenda- 
tions which the Council has authorised the President 
to submit to the Electrical Trades Committee of the 
Board of Trade, in our '' Notes" columns. Inci- 
dentally, we may remark that none of our contem- 
poraries referred to them at all, a fact which appears 
to bear out our comments in our leader of last week, 
with reference to the reticence of the Council 
regarding its proceedings—for evidently it did not 
occuro our colleagues that the "Institution Notes” 
appearing in the Journal were likely to contain any- 
thing of interest. On this occasion, we gladly 
admit, the Council has shown both energy in formu- 
lating a striking seriés of recommendations, and 
promptitude in publishing them in the Journal, and 
we tender our congratulations upon its activity. 

The recommendations themselves are exceedingly 
interesting and important. They were based upon 
the conclusions reached by a Committee of the 
whole Council which for some time had '' had: under 
consideration certain matters affecting the electrical 
engineering profession," and had presented its 
report to the Council; on the announcement that 
the Board of Trade had decided to appoint Com- 
mittees to consider the position of certain important 
British industries after the war, especially in rela- 
tion to foreign competition, the Council urged the 
Board to appoint a separate Committee for the elec- 
trical trades, which was accordingly done, in April. 
The President having been invited to give evidence 
before this Committee, the Council resolved that 
the recommendations based upon the conclusions of 
its own Committee should be submitted by him on 
its behalf. | 

If we have felt it our duty, in the interests of the 
electrical industry, to reproach the Council in the 
past for its studied aloofness from all matters that 
could by any stretch of imagination be regarded as 
pertaining to trade, finance, and commerce, and for 
its deliberate decision to refrain from any participa- 
tion in the development of electricity supply or of 
the electrical manufacturing industries, we are all 
the more ready, and indeed eager, to express our 
hearty appreciation of the policy of which it has 
now publicly proclaimed its adoption. It no longer 
shelters behind the advice of the B.E.A.M.A. to do 
nothing; it no longer adheres to the opinion “ that 
no useful action on the part of the Institution ap- 
peared to be possible," and that ''the continuance 
and expansion of British trade after the war will 
mainly depend on economic principles and on the 
commercial industry and initiative of British manu- 
facturers." On the contrary. the Council has defi- 
nitely thrown over these views; it has warmly 
adopted the cause of British trade, and puts forward 
a series of practical proposals, the majority of 
which, at all events, will be cordially welcomed not 
onlv by the members of the Institution, but also by 
all who wish well to the future of British industries. 

In brief, the Council calls for ‘f some combina-. 
tion of British electrical firms’’; a Government 
Tribunal to control the electricity supply industry 
in this country, somewhat on the lines indicated by 
the recent discussions; the adoption of a protective 
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tariff to make it certain that the home market shall. 


be secured to British manufacturers alone; a per- 
manent Advisory Committee to ensure that raw 
materials and apparatus necessary to British trade 
shall be produced within the Empire; the improve- 
ment and development of the Bntish Consular ser- 
vice; the adoption of. British engineering standards 
throughout the Empire; and the compulsory adop- 
tion of the metric system. All these items relate 
entirely to British trade and industry, and they form 
a programme which reflects great credit on its 
framers. 

In addition, the Council is endeavouring to pro- 
mote the advancement of the profession, and the 
raising of the status of electrical engineers, by 
advocating the grant of a Charter to the Institu- 


tion, the establishment of a; Central Engineering’ 


Board to place the trained engineer on the same 
professional footing as a doctor or a solicitor, and 
improvement in the methods of training of such 
engineers—all objects which will command the sup- 
port of every member of the profession. | 

As regards the first item, we are glad to note that 


excellent progress has been made in recent months 


towards the organisation of the British engineering 
industries to meet the coming trade war; up to the 
present the work has been largely confined to the 
broader aspects of combination, but this alone will 
not suffice. The highest efficiency of production 
can only be attained by proceeding from the general 
to the particular: it 1s most necessary that British 
manufacturers shall not, asin the past, be found in 
keen competition with one another in oversea mar- 
kets, and this can only be avoided by the partition 
of the field either of manufacture or of exploita- 
tion. The tendency to add new lines of manufac- 
ture to an existing business is a weak point in our 
armour, for it increases the unit cost of each type of 
product; that it helps our competitors to offer lower 


prices and higher quality cannot be denied. That 


some individual sacrifices will be demanded for the 
common good we believe to be inevitable—but we 
also believe that they will be sacrifices ‘of sentiment 
and opinion rather than of material advantage or 
personal profit, and this applies also to the second 
and third items. Again, however much we may 
object to any interference with economic laws, no 
shibboleths or maxims should blind us tø the 
supreme and imperative necessity of excluding all 
goods of enemy origin from our markets for many 
years to come, and hence, if that object can be best 
attained or only attained by means of a protective 
tariff, we bow to the necessity. That patriotic senti- 
ment alone cannot be depended upon to achieve the 
desired end, we fear, is certain: it will go a long 
way—but there is always the risk of unfair advan- 
tage being taken by others, the fear of which 
prompted the ill-fated proposal of the I.M.E-A. 
Council to oppose the restriction of public expendi- 
ture to British plant. Obviously, if a prohibitive 
tariff is set up, this objection will fall to the ground. 
The purpose of the Advisory Committee is naturally 
to promote Government action in order to make the 
British Empire self-contained апа self-sufficing; 
the nation has had a sharp lesson, and will not 
readily forget the shortage of dyes, optical glass, 
and other indispensable commodities for which we 
have been almost whollv dependent upon Germany. 
We cordially welcome the inclusion of the- metric 
system as a plank in the Institution platform; the 
movement in this direction is gaining strength, and 
we hope that this unique opportunity of effecting a 
long-delayed reform will be utilised by Parliament 
—it is more than ever urgent in view of the competi- 
tive effort which is being prepared by the United 
States, as well as that of Germany. | 
The professional aims of the I.E.E. Council are 
thoroughly commendable, but, with the exception 
of educational reforms, can hardly be regapđed as 
of the first order of urgency. The immediate neces- 


sity 1s to prepare for the return of peace, and we 
trust that the new policy of the Council of the Insti- 


' tution will be strenuously supported and brought 


to fruition by the efforts of a united profession and 
industry. 


THe first downward reaction іп 
copper, which was arrested at about 
the end of the third week in 2s 
when the price of warrant metal dropped to £97 а 
ton, was followed by a rally up to £104 for near 
delivery in a sensitive market, due to an enormous 
fall from £146. The renewed break experienced 
since to about £84 1s certainly indicative of another 
change in sentiment, which has been quite in keep- 
ing with the recent gratifying war developments. 
Obviously enough, events calculated to hasten the 
conclusion of the European struggle are bound to. 
have an important bearing on the future of the 
metal, whose preposterously high price was brought 
about by the magnitude of the demand for the manu- 
facture of munitions. The same applies to other so- 
called ‘‘ war metals," the price of which, too, has. 
lately come down rapidly, especially spelter. Mar- 
ket conditions now deserve careful watching, since 
demands for war purposes have been for the time 
being, at any rate, practically brought to a stand- 
still, inasmuch as it is an open secret that require- 
ments on the part of the Allies have been already 
well covered over the whole of this year, especially 
in the case of the red metal. It is true that the 
quantities actually consumed are as great as ever, 
with no possibility of their being curtailed for some 
time. At the same time, however, the outlook as 
regards future supplies has undergone a vast change 
in recent months, so much so that a good deal more 
metal is now being produced, under the stimulus 
of the very high prices, than is actually wanted, 
even allowing for the consumption to continue at 
the present huge rate for an indefinite period. 

High-water mark having been, moreover; touched 
some months ago, it is only natural that a conser- 
vative policy is now in vogue under the new law öf 
supply and demand. Market uncertainty is no 
lenger connected with difficulties as to the filling of 
future needs, but it is chiefly a matter of gauging to 
what extent the price will be affected by the excess 
of supplies now quietly accumulating in first hands. 
It is, moreover, tolerably certain that considerable 
quantities of copper are held speculatively across 
the Atlantic, the digestion of which may be a slow 
process and must eventually assist another down- 
ward movement in prices, regardless of the indiffer- 
ence still professed by the copper magnates, whose 
position is at present still protected by the huge 
profits secured on their high-priced contracts en- 
tered into for deliveries into the end of this year. 
The big American manufacturers have apparently 
exceeded their needs to a considerable extent into 
the end of the first quarter of next year, which is 
not a healthy feature in a falling market. There has 
been no notable change in the European statistical 
position during the past month, the visible supply at 
13,826 tons being pretty well where it stood at 
the end of May, while warehouse stocks remain very 
low. The latter fact, however, is no longer of any 
special significance, smce shipping conditions have 
become easier and plentiful supplies are now avail. 
able in the United States. Supplies from other 
sources, at the same time, tend to increase with 
rather freer competition for new orders, all of which 
should tend to cheapen the price. The trade demand 
lately, indeed, has been very slack, and the price of 
refined copper has been also affected by several 
pounds per ton. The usual statistics for June show 
a much freer movement of supplies, the total that 
came into sight on this side being 44,526 tons, 
against 32.126 tons in the same month last year. 
Prices are still much too high to induce a restriction 
cf output. 


. Copper. 
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LABOUR AND INDUSTRY. 


(Continued from Vol. 78, page 704.) 
THERE was a regrettable “dilution " strike on June 26th 
of about 5,500 engineers and allied tradesmen employed at 
Vickers, Ltd., Barrow-in-Furness, the alleged cause being 
the introduction, a few days before, of diluted labour on 
skilled men’s work, According to the Ministry of Muni- 
tions report, the men took the matter out of the hands of 
the Joint Trades Committee, representing the various trade 
mions concerned. They refused any longer to recognize 
the Committee and elected a body of shop delegates in its 
place, the position taken up being that there should be no 
dilution of labour. The strike was repudiated by the 
Executive Council of the A.S.E., but disloyalty to union 
leadership is no new thing, and it was only under threat by 


the Government that the powers of the Defence of the. 


Realm Act and the Munitions of War Acts against strikes 
and strikers would be brought into play, that the movement 
was broken, work being resumed on the following Saturday, 
after 5,000 working weeks or thereabouts had been thrown 
away. Only the strong hand of the State snfficed to incline 
these men to drop their differences and return to labour in 
the national cause, thongh the Jutland battle was in every- 
Indy's thought and the great advance on all fronts was im- 
ending ! Truly the display of such utter disregard of the 
needs of the moment and such want of discipline, give one 
“furiously to think " in regard to the co-operation which 
may be expected from some British workmen when after- 
the-war industry engages aur attention. 

It is understood that Lord Haldane intends to call atten- 
tion, in the House of Lords this week, to the question of the 
training of the nation and to the necessity of preparing for 
the future. Probably he will have something to say.on the 
subject of scientific education upon which he addressed us 
appropriately enough. 10 years and more ago, afterwards 
joining the Cabinet in which he had other things to think 
about, or in which, at any rate, judging by results, he was 
a voice crying in the wilderness. He long ago had ideas 
sporting the German system of meting out discipline with 
an iron hand to Labour, though as a legislator for the 
Democracy he doubtless recognised the impracticability of 
applying Prussian principles to a “ Free" people. And if 
then—what now, when Labour is contributing to the defeat 
«f the Соттоп Enemy ? B 

The Industrial Triple Alliance, already mentioned in 
this REVIEW, has asked Mr. Asquith to give hearing to a 
depatation which desires to discuss with him problems con- 
cerning demobilisation and Labour. This Alliance repre- 
sents the miners, the railway men, and the transport workers. 
Mr. Asquith has signified his willingness to listen, but is too 
осире at present. The time seems hardly ripe for giving 
more assurances, but the Premier will well know how 


ix sav nothing too strikingly committal if the hour of | 
Anything more in the way: 


the interview is premature. 
«f war-time promises or assurances will be ill-advised save 
under stress of the utmost national emergency, and Labour, 
in its best and most representative parts, if we read 
correctly, is unwilling to be so unpatriotic, as to hamper 


the Forces at the Front, and the cause of Justice and - 


Freedom, at this very stirring and critical moment of the 
war. In closing a leading article on the Advance in the 
West. The Times truly says: * Did they but know it, the 
munition workers of this country hold in their hands during 
the next few months the fate of Europe and of civilization.” 

The Lord Mayor of Birmingham, Alderman Neville 
Chamberlain, who has in several utterances shown that in 
lis opinion the interests of Labour must be adequately con- 
sidered in connection with any new industrial efforts, 
divered an interesting speech bearing on the point of 
"promises," last month. He was alluding to the co-opera- 
tion of Capital and Labour for the successful prosecution 
"Ё the war, and he added, according to a Birmingham 
report, * Labour had relaxed trade union rules, and the 
("mise had been given that after the war those rights 
would be restored. Не did not believe the promise could be 
kept, though he was quite certain that those who made it 
tended, and still intended, that, it should be kept. То his 
ш], we сопа never revert to the exact conditions that pre- 
sailed before the war. The problem was to find some 


al 


substitute for the promise that had heen given to the 
workmen—that it might be kept in the spirit, if not in the 
letter . The present unequal distribution of wealth, 
which was to so many a stumbling block, could not be 
redressed in a day. If the whole wealth of the country 
were confiscated to-day, and divided so as to give every 
man an equal sliare, by to-morrow that equality would 
disappear. But it did seem to him that, if the men were 
ready to recognise that after the war of armies there was 
going to come an economic war, in which we should 
require all our energy in all parts of the nation, and were 
going to sce that the best was got out of the machines, thev 
were entitled to ask and receive from the employers a 
larger share of the profits which both contributed to make." 
Alderman Chamberlain put in a plea for consideration to 
be shown to organised Labour. Subject to certain restric- 
tions, he would support a considerable extension of the 
minimum wage, so that every man should have the oppor- 
tunity to live in decency and comfort. With unrestricted 
endeavour on the part of the workmen, and a larger remunera- 
tion paid by the employer, we should have no wallowing in 
the slough of depression after the war, but should enter 
upon a period of prosperity unexampled in history. 

Shall we be excused if we remember at this interesting 
point the serious unwillingness of a section of Labour to 
do its best even in time of gravest national emergency ? 
To Alderman Chamberlain’s excellent bargain there must 
be two parties ; and if the workmen fail in the fulfilment 
of their part, how can the industries of the nation. be safe- 
guarded—paying higher wages, and getting а half-hearted 
or limited output wherewith to raise them ? 

' The Lord Mayor of Birmingham knows national indus- 
trial affairs, and he must see how necessary it will be for 
this part of the bargain to be most plainly understood by 
Labour. Among the regrettable pieces of slacking that one 
reads about in the newspapers in these days of well-paid labour 
are such reports as this :—“ At a Munitions Court at North- 
ampton, it was stated that 489 men employed by one firm 
had lost 11,281 hours in four weeks "—23 hours per man ! 
And those men at Vickers's works must have lost, in all at 
least 300,000 to 400,000 hours of useful national work ! 

The Chief Inspector of Mines in these days finds it neces- 
sary to receive a Trade Union deputation urging the 
establishment, of an eight-hour shift for winding-engine 
men, but he has to reply that he fears it caunot be arranged 
during the war. The Bristol Annual Conference of the 
boot and shoe trades is advised by its president that the 
time is coming when Trade Unionists will have to insist 
that no orders shall be given by Government Departments 
to firms that do not employ at least 50 per cent. of "Trade 
Unionists. Such is the deplorable atmosphere even in these 
perilous days of war ! | 

Mr. A. D. Steel-Maitland, M.P., Under-Secretary for the 
Colonies, in speaking last month at Birmingham University 
on “ The Labour Situation After the War," had no solution 
of the problem to offer. but suggested that the nation which 
could readjust itself quickest would have the best **look 
іп.” In putting an end to Prussianism between the 
nations we must see that it did not recrudesce in our own 
domestic life. He referred to the fatalistic feeling among 
large employers and secretaries of Trade Unions that we 
were * going to have an awful time in industry after the 
war.” He thought that instead of allowing that feeling to 
exist, we onght to spread the idea that, as a community, we 
would not have it. When the war ended Government orders 
would mostly stop, and the Labour market, instead of 
being lightened by men taken off, would be depressed as 
they,came back. Against that were several factors all to 
the good. In the first place, there would be a great private 
demand for articles which, quite properly. had not been’ 
put forward during the war. "This showed how important 
it was to postpone spending money now, reserving 1t for 
purchases after the war. Then there was the foreign trade, 
and it all depended how quickly we got to work again. 
Lastly, there was reconstruction work in Belgium and 
Serbia. In many cases departments were short-handed : in 
certain districts they had only 75 per cent. of the men they 
could use, and so many firms could take men without 
displacing anybody. On the other hand, where men and 
women had been drafted into districts the claims for rein- 
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statement to be made after the war would lead to displace- 
ments. There were, however, industries closed down for 
lack of hands, so it ought to be possible to find considerable 
employment for men when they came back. Of course, 
other measures would have to be taken as well. Everything 
should be done for the men who were so disabled that they 
could not return to their former occupations. There was 
every likelihood of more men being settled on the'land, and 
that would greatly relieve the industrial situation. He did 
not think that with peace there should be an immediate 
cessation of Government orders: that might be a rather 
false economy, causing greater dislocation than it was worth. 
His feeling was that whether as a Government, a. munici- 
pality, or as private individual, they should at once 
schedule the work that could be done, and be ready at the 
right time to give it out. This is a timely suggestion, and 
we believe that sheer necessity will compel municipal and 
other electrical undertakings to be prepared to place big 
contracts for work, plant, and maintenauce now iu arrears. 
Mr. Steel-Maitland said he thought there would have to be 
equal piece rates for the sexes. In this connection, we note 
that one of the Women's Labour Organisations was warned, 
' at a meeting. held in London last week, that there was a 
dauger of a conflict between women now employed in indus- 
tries and the men who would come back to those industries. 

Mr. №. J. Davis (secretary to the Brassworkers! Society 
and treasurer to the Parliamentary Committee of Trade 
Union Congress), who presided over Mr. Steel-Maitland’s 
meeting, said that the Labour Party had made, perhaps on 
speculation, sacrifices in their rules, such as the dilution of 
labour, and the giving up of rights and customs, to help the 
Government. They, therefore, expected statesmen to be as 
faithful to Labour as Labour had been faithful to them. 
* The Government” indeed !—and what about the Nation, 
of which Labour is so large a part? Was not Prussian 
barbarism a menace to the Labour world and to the very 
existence of organised Labour ? 

A Reconstruction Committee of the Cabinet is sitting to 
consider aud advise upon the problems that will arise on 
the conclusion of peace, and to co-ordinate work that has 
been done in this direction by various Government. depart- 
ments. Suggestions are being sent in which it is hoped will 
assist the Government in whatever after-the-war proposals 
it may develop. Apart from this Committee, we presume, 
steps have already been taken for bringing all trades engaged 
in the making of munitions and in other forms of war work, 
under the provisions of the National Insurance Act. The 
Bill. if it is passed, will come into force on September 4th. 

The proposal is to bring under the provisions of Part II of the 
National Insurance Act and the amending statutes every workman 
(which. of course, includes women) who is engared on or in con- 
nection with munitions work as defined by the Munitions of War 


Acts, except such classes of work as the Board of Trade may by 
order exclude, and every workman who is employed in the follow- 
ing trades :— 

The manufacture of ammunition, fireworks, and explosives. 

The manufacture of chemicals, including oils, lubricants. воар. 
candles, paints, colours. and varnish. 

The manufacture of metals and the manufacture or repair of 
metal goods. | ' 

The manufacture of rubber and goods made therefrom. 

The manufacture of leather and leather goods. 

The manufacture of bricks, cement, and artificial stone, and 15 
other artificial building materials, and 

Saw milling, including machine woodwork, and the manufacture 
of wooden cases, 

The measure -also applies the existing Acts to employers. while 
the Board of Trade will be given power under the new Bill to 
extend its provisions to any other trade or branch of a trade 
in which a substantial amount of munition or other war work is 
- being carried on. So far as the measure imposes on employers and 

workmen a liability to pay contributions, it will cease to have 

effect at such date as the Board of Trade may hy order determine. 
not being later than five years after the commencement of this 
Act, or three years after the termination of the present war. 
whichever of those dates may he the later ; and, so far as it confers 
on workmen a right to receive benefit in respect of such contribu- 
tions, it will cease to have effect at the expiration of six months 


from the date so determined, or at such later date as the Board 
may fix. 


It is understood that about 1,500,000 additional persons, 


will thus be insured against unemployment, and, according 


to Captain Pretyman, it is hoped that no liability to the. 


State will arise, though if it does arise the State will be 
bound to meet it. 


Д (To be continued. ) 


REVIEWS. 


Wireless Transmission of Photographs. Ву M. J. MARTIN. 
London: Wireless Press, Ltd. Price 2s. 6d. net. 


This book deals with a subject which is admittedly in its 
early experimental stages, but which is one of unusual fasci- 
nation and importance. To have a photograph of an outbreak 
of fire in New York appearing in the London evening papers 
whilst the fire is yet raging on the other side of the Atlantic 
will be no mean accomplishment, and certainly one of jour- 
nalistic importance. As yet it is impossible, but the author 
shows that the prospects of wireless transmission of photo- 
graphs over long distances are very much more favourable 
{Гап those of cable transmission. Difficulties will still have 
to be overcome, but they do not appear to be insuperable, 
and he would be & bold and foolish prophet who ventured to 
say that a wireless-photo agency would not be at work within 
the next five or ten years. The author gives a very useful 
résumé of what has already been accomplished, and includes 
descriptions of ways and means which he has himself evolved 
by research in this field; the inclusion of this original and 
practical matter increases the value of the book to the reader: 
whe wishes to experiment on “ radio-photography ”' (the term. 
is the author's, but is not unexceptionable). 

Whatever the details of the transmission system employed, 
the photo is transmitted and received in the form of a number 
o* current impulses of varying duration and strength. "These 
inpulses are usually derived from analysis of the original 
picture into a number of lines or dots, and at the distant 
station the picture 18 reproduced bv composition of similar 
lines or dots. The technique of this general process has во 
far advanced that satisfactory Press photographs (which are 
admittedly hardly studio pictures!) can be transmitted by 
wire between Paris and London. Where longer distances, and 
particularly where greater lengths of cable are concerned, the 
greater resistance, capacity, and inductance of the line much 
reduce the number of signals which can be recorded in a 
given time. А definite commercial limit is thus placed on 
the distance over which cable-transmission of photographs is 
practicable. "Though other difficulties are encountered in 
wireless working, those of inductance and capacity limitations 
are absent, and it is in the field of long-distance transmission 
that radio-photography is most likely to be useful. After 
explaining these points, the author describes Bernochi's and 
Knudsen's primitive systems for the wireless transmission of 
photographs, and then goes on to consider the requirements 
to be fulfilled by any system capable of being used in con- 
junction with existing wireless stations. 

The only system of preparing prints which the author con- 
siders at all suitable for wireless transmission consists in 
photographing the original through a line screen and taking 
a print on zinc or lead foil by the bichromate process. It 
seems that a screen with 50 lines to the inch is about the 
firest which can be used with present-day transmitting appa- 
ratus, and a 35-line screen is more suitable for experimental 
work. The author suggests several arrangements of style and 
table, &c., for use in obtaining current impulses in step with 
the gelatine lines on the prepared print. Here, as elsewhere, 
the author gives sufficient definite data to permit the reader 
tə start his own experiments with a minimum of trial and 
error. The present limit of speed in transmitting a 5 X 4 in. 
picture, using a 50-line screen, 1s about 18 minutes, and this 
requires the style of the transmitter to make about 5,000 con- 
tacts per minute, and involves the use of very sensitive relays. 
It is not an easy problem to excite the aerial with definite, 
i.e., measured, signals at the speed implied by the above 
figures. The author states that a rotary spark-gap would 
be essential, and we believe he tends rather to under-estimate 
the difficulties which would arise in working with really heavy 
current. 

The author describes various transmitting and receiving 
circuit connections, and gives notes bearing on the suitability 
of each for the present purpose; naturally, these notes are not 
very definite in the present state of knowledge. The chapter 
ou receiving circuits and apparatus is particularly Fuggesilve- 
a3 a basis for experimental work, and is probably the best 
treatment extant on this branch of the subject. The reader 
is left to devise his own mechanical details in most respects, 
and this is just as well, because the system which finally 
emerges as best will depend largely for its success on perfec- 
tion of mechanical detail. In considering the measure of suc- 
cess which the author, has secured (and, really, he presents: 
quite a mass of definite data), we notice a general omission to 
specify under what conditions and over what distances the 
results were achieved. Presumably the distances were quite- 
small, though, of course, this does not detract from the value 
of many of his results. 

A useful chapter is included on driving and synchronising 
methods’as applied to the transmitting and recording photo- 
drums. Unless this gear be very accurate in action, the 
received signals cannot be assembled intelligibly. Incident- 
aly, the author considers this fact to add to the possible 
military uses of radio-photography ; but it is still very doubtful 
what is the precise military value of wireless telegraphy, and 
it would certainly seem an easy matter for an enemy to 
“jam ” his opponent’s wireless photograph signals if he could 
not, by running through various recorder speeds, manage to 
receive them intelligibly. The last chapter of the book is 
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devoted to в description of the author's ''telephograph "' 
system of radio-photography, which includes an improved 
method of transmitting and receiving and an ingenious 
anangement for synchronising the two stations. Only one 
machine is required at each station, and it is claimed that 
ixchronism is maintained with а limit of error of less than. 
lin 800. The whole represents ‘ап attempt to produce a 
system capable cf wcrking commercially over fairly long dis- 
tances," but no information is given concerning the distance 
over which working is actually or probably practicable with 
this system. à 

The book concludes with appendices devoted to the charac- 
tenstics and construction of selenium cells, and to the pre- 
paration of metal prints by the line-screen and bichromate 
process. In the Jater editions, which we feel confident will 
be demanded, it would be a welcome addition to find speci- 
mens of photographs which the author has transmitted wire- 


lessly, by means and over distances which shoüld be clearly . 


Telegraph Engineering. By E. HAUSMANN.. London: 
stable & Co. Price 19s. 6d. net. 


This treatise presents a useful treatment of the theory and 
practice of overland and submarine telegraphy, representative 
examples being given of the methods and equipment em- 
pleyed. The book should be equally useful to students and 
a; a work of reference for practising engineers. Naturally, 
the work bears traces of its American origin, but the essenti- 
ally American matter is a very small percentage of the total, 
andl we do not hesitate to recommend the book to readers 


Con- 


engaged in telegraph work in this country. Dealing first with - 


amplex telegraphy, the author discusses the use of relays, 
cicsed and open-circuit working, instruments used, and so 
forth. In this chapter, too, there are examples of the author's 
clear correlation of theory and practice, as, for instance, in 
the application of theory to the determination of best wind- 
ings for instruments and the calculation of limiting signalling 


speeds. Close and clear correlation between theory and prac- : 


tice is a strong feature of this book, but mathematics is not 
introduced unnecessarily. In places, as, for instance, in the 
chapter on current propagation in line conductors, advanced 
and cumbersome mathematical working is unavoidable if any 
quantitative treatment at all is to be given to the subject. In 
such cases, however, the author does his best for readers who 
are unable to follow every stage in the mathematical exposi- 
tion, by setting forth clearly the main results and their prac- 
tical applications. In this way, and by aid of problems ap- 
pended to each chapter, the needs of the '' practical man ” 
are very well covered. 

Differential, polar, and bridge duplex systems and the appa- 
ratus involved are dealt with in Chapter II, circuits and 
modus operandi being described in detail, and the special 
advantages and difficulties of each system clearly explained. 
Quadruplex telegraph systems, apparatus, and operation are 
next dealt with along similar lines; duplex-diplex working 
and the phantoplex system are included. Chapter IV is 
devoted to automatic and printing telegraphy, and includes 
detailed explanations (well illustrated) of the Wheatstone 
sistem, of *' ticker " tape machines, and of the Barclay page- 
printing system, as well as brief mention of other printing 
systems. Chapter V contains a great deal of valuable infor- 
mation which 18 not usually easily accessible, relating to tele- 
graph office equipment and traffic-handling methods and 
classifications. e earlier portion of the chapter is devoted 
t^ switchboards (power and telegraph), instrument tables, 
protective devices, and so on. Types of messages, tariffs, and 
other commercial matters are then discussed, and though the 
examples given are American, they still form very instructive 
examples for English readers. It is not everyone who knows 
that, according to the latest available statistics, the average 
cost per telegram is least in Luxemburg and highest in the 
С.5.А.. whilst the yearly telegrams per capita are highest in 
New Zealand and lowest in Russia; the telegraph develop- 
ment of New Zealand is phenomenally high. 

Another interesting chapter is that on miscellaneous tele- 
graphs, in which the author deals with multiplex systems, 
the Murray telegraph, the Pollak-Virag high-speed system, 
telewriters, telephotography and television, as well as military 
induction telegraphs (0.8. Army equipment). Chapter VII, 
оа municipal telegraphs, relates chiefly to fire alarm tele- 
graphy; various systems are dealt with and some interest- 
ing statistics are presented, but a number of half-tone 
illustrations in the chapter do not convey much to the reader. 
(How is it, by the way, that half-tones are wretchedly poor 
i| so many otherwise splendidly produced American books?) 
Railway signalling systems deserve, and receive, a chapter to 
themselves, but a good deal of the matter in this chapter is 
not directly applicable to this country, though it is distinctly 
within the field with which the British engineer should be 
аи fait. The-same remark applies, to some extent, to Chapter 
TX on telegraph lines and cables, wherein there are some 
useful tables and some very instructive notes on wire span 
snd economical span length, earth returns, elimination of in- 
ductive interference, and simultaneous use of lines for tele- 
graphy and telephony. 

theory of current propagation in line conductors and 
submarine cables inevitably involves difficulties in treatment, 
uí the author has prepared an excellent exposition on the 
subject, and readers acquainted with the calculus will find 


Chapter X and the beginning of Chapter XI in this_book 
particularly helpful. The later portion of Chapter XI is 
devoted to the methods and equipment of submarine tele- 
giaphy. The Picard system and the Gott method of signalling 
are described, and there are useful notes on duplex cable tele- 
graphy and sine-wave signalling. Two other sections which 
deserve special mention are the analytical treatments of sig- 
nalling speed on cables and the design of submarine cables. 
The notes on types of cable service and tariffs are uniform 
with those previously given for land lines. Tables of pertinent 
mathematical data are given in the appendix, and altogether 
this volume constitutes a sound, modern treatise quite justi- 
fying and realising the aims of its author. 


CORRESPONDENCE. 


Letters received by ux after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession, 


60-cycle Transformers on 25-cycle Systems. 


Having written my letter in haste. I failed to mention that, when 
the primaries are divided into two parts and put in parallel, three 
transformers are necessary. By connecting the primaries in series 
across the supply, each transformer receives 33°3 per cent. of the 
supply voltage, or. in other words, 66°6 per cent. of the voltage the 
transtormer is connected up for. Although the voltage in this 
саве is only reduced 33°3 per cent. against 50 per cent. reduced 
frequeney, it will be found that almost all 60-cycle transformers 
will operate quite well on 25 cycles, if used in this way. Regard- 
ing the output of the transformers, two-thirds full load will be a 
good averarre, but in some cases full load will be possible. 


; . W. D. Lovell. 
Middlesbrough, July Sth. 1916. 


“ Electric Wiremen's Work" Examinations. 


We notice that at the annual general meeting of the Electrical 
Contractors’ Association, Mr. W. R. Rawlings referred to his 
appointment as Examiner in " Electric Wiremen's Work ` for the 
City and Guilds of London Institute. and to the fact that at present 
no more than 25 per cent. of the enrolled students attend the 
examinations. | ' 

We do not think this is so much the fault of the examinations 
as of lack of proper tuition and of facilities for the same. There 
is proof of this in the fact that--compared with the electrical 
engineering subjects—a mere handful of people take up electric 
wiring. "The reverse ought. of course. to be the case. 

Whatever views one may have on the scope of past examination 
papers. it must not be forgotten that the inclusion of the subject 
“Electric Wiremen's Work " in the C. G. Syllabus was largely due 
to the efforts of the resigning examiner—Mr. Frank Broadbent ; 
and the profession and trade are heavily indebted to him for that, 
and for his subsequent work. 

We gather from the report of the meeting that Mr. Rawlings is 
going to give us something fresh in the way of exainination 
questions, and that the latter will tend more to the practical than 
to the theoretical side of the subject. 

While that is pood news. we should like to point out that unless 
the methods of tuition are radically overhauled beforehand, there 
will not be any more grist for the mill than there has been hitherto. 

As the Electrical Contractors’ Association are so closely concerned 
with the matter. they should certainly make themselves and their 
wants known to those in charge at our technical institutes all 
over the country. some of whom hardly recognise the existence of 
the subject of " Electric Wiremen's Work." 


A. P. Lundberg & Sons. 
London. N.. July th. 1916. 


Electric Fans for Military Hospitals. 


In this world-war France is to most of us the chief centre of 
interest. and we are apt to overlook the fact that we are fighting in 
other and much worse climates than France. 

This has been brought to my notice very strongly by a lady; with 
an intimate knowledge of the East. who wished to send some elec- 
trie fans to Bassora. on the Persian Gulf. for hospital use. and the 
need of these will be well understood when it is stated that the 
temperature rises to 120°, with a still. steamy heat. Unfortunately, 
she had not been informed what the pressure was. nor whether the 
supply was continuous or alternating. At first I advised her that 
the best thing would be to send 100-volt continuous. but afterwards 
we came to the conclusion that, seeing that most of the supplies are 
sent from Bombay. it would be much safer for her to send her money 
there and have the fans sent on. This has. therefore. been done. 

This lady was connected with the nursing profession. and 
informed me that at Alexandria and several other places which are 
subject to great heat. the supply of fans is totally inadequate for 
hospital use. and seeing that the weather in this country is more 
fitted for radiators than fans, it occurs to me that there must be 
а great many fans in this country belonging to firms in the elec- 
trical trade who would be glad to rive these to relieve the 
discomfort of our brave men in hospital in tropical climates. 
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Before doing anything, however, some knowledge would have to 
be gained respecting the different systems of supplies at different 
places. I understand, on inquiring from several manufacturers of 
fans, that there is no particular shortage in the country, and one 
can hardly think but that the military authorities would ask for 


whatever they wanted in this line. Whether they do or not, the | 


fact still remains that I have a customer who is making a present 
of fans to a hospital, and alleges a very serious shortage of these, 
во the sooner this is looked into the better, as I understand the 
extremely hot season will be on about the end of July and the 
beginning of August—this referring. of course, to the Persian 
Gulf. 

My object in writing this letter is, first of all, to see if any 
information can be gained regarding the different electricity 


pressures at hospitals in these tropical climates ; and, secondly, to ` 


see if the only reason for the lack of supply is because they have 
to be paid for, whether it is not possible to have suitable fans 
donated by different electrical engineers throughout the country. I, 
personally, have several in stock that I have no use for, and would 
gladly give, but the business is to find out whether they are any 
use at any place, as it is obviously no use sending a hospital 
supplied with 100-volt continuous current a 200-volt alternating- 
current induction fan. 
Trusting this letter will elicit some information of service — 


R. Falshaw. 
Harrogate, July 10th, 1916. i 


Decima! Coinage. 


Mr. Bridges and the writer of last week are both right. The 
centime is not now to be seen in France except in Government 
cash departments, where it is, perhaps, used for accuracy, but more 


Biat 
1 


out of old custom than anything else. E кыргу 
To the ordinary Frenchman the centime is "an imaginary 
coin." He counts it, and pays it in multiple, but never sees it. “== 
I have not seen one in France for 40 years. I believe they have 
long ceased to be minted. ^ 
€ 7 C. L. Vienot 
(Francais de Paris). 
London, S.W., July 8th, 1916. 


Will you permit me to again encroach on your valuable space. 
that I may thank Monsieur le Secrétaire de la Compagnie des 
Cables Sud-Americains for his information re the French centime ? 

I am quite familiar with the French coinage system. and for 
several years have made up my accounts to а centime. But never 
in England or in France have I had the good fortune to set eyes on 
one of these coins. | 

Monsieur le Secrétaire will notice that my reference was to 
modern currency. I was careful to avoid stating that the centime 
piece had nerer existed. | 
-SI am indebted to Monsieur le Secrétaire for his note; will he 
further honour me with a personal communication either in 
French, English, or Esperanto-—with a view to my securing a 
specimen of this coin from the Government offices ere they dis- 
appear? We, too, once had our Spade guinea, Lion shilling, four- 
penny piece, and half farthing; but while these are still legal 
tender, they are fast gravitating into the hands of avid collectors. 


Alfred Bridges. 
London, W., July 7th, 1916. | 


NEW ELECTRICAL DEVICES, FITTINGS; 
| AND PLANT. 


Electric Hammer. Р 


Fig. 1 shows ап electric hammer manufactured by the ELECTRO- 
MAGNETIC TOOL Co., LTD., and sold in Canada by R. E. T. Pringle, 
Ltd. ; the hammer delivers from 1,000 to 3,000 blows per minute. 

It is equipped with a Universal motor to operate on D.C. or A.C. 


(ány cycle from 25 to 60), and supplied for either 110 or 220 volts.. 


It weighs 27 lb.— Cun. Electrical News. 


Ес. 2.-—" ECONOMY " ANTI- 
VIBRATION LAMPHOLDER. 


Fic. 1. —ELECTRICALLY- 
OPERATED HAMMER. 


Anti-Vibration Lampholder. 


A new type of anti-vibration holder for metal-filament lamps 
used on ships, trains, tramway cars, and where there is considerable 
vibration, has been brought out by Mr. J. H. Collis, and is being 
put on the market by Messrs. EDISON & SwaN, McGeocu & Co., 
and VERITYS LTD. The arrangement is shown in fig. 2. 

From the supporting sides of the slots in the ordinary socket, 
circumferential slits extended partly round the barrel, thus allowing 
a certain amount of springiness in the support. | 

A brass ferrule is fitted over the barrel to mechanically protect 
the spring part of the holder, and the arrangement is claimed to 
allow the lamp to roll slightiy in any direction, and thus take up 
vibrations which would otherwise be transmitted to the filament. 


G.E.C. Turbo-Alternator-Converter Installation. 


In order to avoid the difficulties incidental to the construction 
of high-speed direct-current turbo-generators, Mr. H. M. Hobart 


advocated the installation of turbo-alternators driving rotary con- 


verters coupled direct electrically. | 

The GENERAL ELECTRIC Co., LTD., of London, has installed 
plant of this type at the works of Mesars. Fraser & Chalmers, Ltd., 
of Erith, at very short notice. The installation consists of a 
1,500-KW. generating set, composed of a Fraser & Chalmers 
turbine, running at 3,000 R.P.M., and driving a “ Witton " six-phase 
turbo-alternator, generating three-phase power at 325/370 volts 
50 cycles. This unit is coupled electrically to two 750-Kw. 
^ Witton " rotary converters, running at a speed of 500 R.P.M. and 
generating continuous current at 110 volts, which is controlled by 
a “ Witton " switchboard. 

The two rotary converters operate in' parallel from one winding 
of the turbo-alternator, and, as is well known, unless precautions 
be taken in such cases, trouble is met through the two converters 
being connected in parallel on: both the А.С. and the D.C. sides. In 
the early days of rotary-converter operation, it was found imprac- 


.ticable to run two rotary converters off the same transformer. 


Where transformers are used, they may be provided with two or 
more separate windings, each supplying one rotary converter. The 
same solution may be adopted in the case of generators, but it is 


1 (€ 3,—1,500-Kw. " WITTON ” TURB9-ALTERNATOR AND 
"WiTTON" RoTARY CONVERTERS, 


not always desirable to split up the generator winding into two or 
more parts. The two windings have been eliminated in a method 
(Patent No. 11,905/13) introduced by the General Electric Co., Ltd., 
and the present installation operates on this principle. 
Differentially wound balancing transformers are installed in the 
low-pressure A.C. leads of the rotary converter, as shown in fig. 5. 
These balancing transformers are inserted in each of three of the 
leads from the converter, as shown in the diagram. They consist 
of two oppositely-wound windings on the same cores. "The alter- 
nating current supplying one phase of one converter is passed 
through one coil of the transformer, while that of the same phase 
for the other converter is passed through the second coil. Conse- 
quently, when the currents are equal, their effects cancel out, but 


should one converter attempt to take more than its share of the 


load, the excess current magnetises the core and induces an electro- 
motive force in the other winding, which assists the current 
flowing therein, and tends to cause it to increase until 
the two currents flowing are again equal. In this way the loads 
taken by the rotary converters are equalised.  . 

Any number of rotary converters can be coupled to the generator 
and run in parallel on this principle, and, if necessary, it is possible 
to take part of the generator output in the form of alternating 
current, for transforming up and distribution at a suitable pressure 
to outlying districts. In the present installation, as in others on 
this principle installed by the General Electric Co., Ltd., the rotary 
converters are started up with the turbo-alternator, and run up to 
speed with the machine. No synchronising is therefore required. 
The arrangement offers a completely satisfactory solution to the 
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problem of generating continuous current at a low power cost by 
means of turbines. 
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FIG. 5. ARRANGEMENT OF BALANC- 
ING COILS IN THE ROTARY CON- 
Fie. 4. —ONE OF THE BALANCING VERTER LEADS TO PREVENT CROSS 
Сот. CURRENTS. 


The complete electrical installation was supplied by the General 
Electric Co., Ltd., of London and Witton, Birmingham. 


Ediswan Hosgood Utensils. 


The Epison & Swan UNITED ELECTRIC LIGHT Co., LTD., of 
Ponders End, is manufacturing a range of Hosgood stoneware elec- 
tric utensils at Ponder's End. These devices are inexpensive, and 
adaptable to many purposes: the essential principle of their con- 
struction is that the lower part of the vessel is surrounded with a 


^ osi 


ANI FOOD 


Pies. 6 AND 7.—EpIswan HoscGoop BOILING MEUG 
WARMER. 


БЕЙШЕ element protected by a metal jacket, and fitted with a plus- 
ike cap of a glow lamp, which can be mated with a lampholder on 
@ exible cord. We select for illustration a one-pint. one-heat 
boiling mug, and a food warmer holdin:w half a pint with «a 
@raduated scale of tablespoons and fluid ounces inside, from a list 
Of mine utensils. Being self-contained, these devices are very handy 
"ШИ Gan be used wherever there is a lighting circuit. 


LEGAL. 
MUNITIONS CASES. 


Tat Manchester Munitions Court on Friday last heard a case 

in which a parcel messenger boy, employed by the tramway 

department, complained that a leaving certificate which he 

desired had been unreasonably withheld. He said that he 

would be 16 years of age in December, and he desired to 
e a fitter’s apprentice in a munition works. 

Mr. J. M. MCELROY (general manager of the tramways) said 
the tramways were certified as a munition works, and the 
jarcel department was an important branch of the concern, 
largely used for the transport of small parts of munitions. 
The parcel department had to be run almost entirely. by 
boys now, as practically all the adult male staff had joined 
the Forces. This case was in the nature of a test case, and 
if the application succeeded other boys would leave the ser- 
Vice. 

The CHAIRMAN suggested that the boy should be allowed to 
leave in November, when possibly his services in the trani- 
way department would not be needed so much as now, and 
when it would still not be too late for him to become an 
apprentice to a trade. 

Mr. McELRov agreed to this, and the claim was formally 
withdrawn. 

At Oldham Munitions Court, last week, a switch fitter and 
maker of electric starters applied for a leaving certificate, and 
ced he could get more profitable employment nearer his 

e. 


The CHAIRMAN said the youth had made out no case, and 
the application would be refused. As an apprentice he was 
receiving a fair wage for the work he did. 

Another man, aged 30, employed by the same firm, asked 
for a leaving certificate, and declared that when he started 
for the firm he was told he would be taught acetylene weld- 
ing, and would be getting two guineas a week at the end of 
six months. At the end of two months he was put on general 
labouring at 97s. & week. 

A representative of the firm said the Union men on acety- 
lene welding refused to teach anyone else the work. 

The Tribunal held that the agreement entered into by the 
firm had not been carried out, through no fault of the firm, 
owing to certain difficulties, and under the circumstances 
they decided to grant a leaving certificate. 


WM. Bates, Sons & Co. v. W. & R. K. Rrr, Leo. 


In the Chancery Division, on July 7th, Mr. Justice Neville 
concluded the hearing of an action by plaintiffs, manufac- 
turers of cloth-finishing machinery, of Sowerby Bridge Mills, 
against defendants, of Manchester, for an injunction to re- 


_strain the defendants from obstructing the flow of the River 


Calder and for damages. Plaintiffs’ case was that Messrs. Ree, 
by their new works at Lock Hall Mills, Sowerby Bridge, had 
obstructed the flow of the Calder, and thus reduced the power 
obtainable by the plaintiffs to drive their turbines, thus reduc- 
ing the speed of the plaintiffs’ electrical plant and materially 
reducing their output. It was alleged by the defendants that 
the rise in the river complained of was not due to defendants’ 
works, but to débris from buildings destroyed by fire which 
had fallen into the river. 

His LorpDsHIP said he was not satisfied by the evidence that 
the obstruction complained of was due to the defendants’ 
works, and dismissed the action, with costs. 


ALBERT LER Со. v. SWINDEN & Co. 


IN the Chancery Division, Mr. Justice Petersen heard a sum- 
mons in this action to determine whether the defendant com- 
pany were or were not partners with -one Albert H. Davies 
in а venture known as the Essex Battery & Manufacturing 


10. 

It appeared from the statement of counsel that Davies was 
in possession of a secret process for the manufacture of dry- 
cell batteries, and he approached the defendants with a view 
t putting the batteries on the market. They agreed to 
finance him to the extent of £200, with which he was to 
start in business at Ilford, or some other suitable place. The 
business was to be carried on as the Essex Battery & Manu. 
facturing Co., Ltd., and was to be for the manufacture of 
batteries in accordance with the secret process, and other 
electrical appliances and accessories as the parties might from 
time to time agree. "The business was, however, not to be 
extended without the defendant company's consent, and by 
the agreement under which they lent the money, it was to 
be paid into a bank and all cheques were to have the signa- 
ture of one of their officers. The money was to be a first 
charge on the business, but the agreement expressly stated 
that it was not to constitute a partnership. The sole ques- 
tion on the present summons was whether such an agreement 
constituted a partnership so as to make Swinden & Co. liable 
for the debts of the Essex Battery Co. : 

His LonpsuiP held that the agreement did not constitute 
а partnership, and made a declaration to that effect, dismiss- 
ing the summons, with costs. 


PRITCHETT & Соо & Evectricar>Powrr STORAGE Co., LTD., v. 
Тн» HaMBLE River Luke Co., LTD. | 


Tur Court of Appeal (the Master of the Rolls and Lords Jus- 
tices Pickford and Warrington) heard an appeal by the 
Jiquidator of the defendant company from a judgment of Mr. 
Justice Sargant concerning the property in a storage battery. 
The case has been reported in our pages. | 

Mr. Mark Romer, K.C.. who appeared in support of the 
appeal, said that the result of Mr. Justice Sargant’s decision 
was that the plaintiffs would be paid in full, and would not 
have to prove in the liquidation in competition with the other 
creditors of the defendant company, which he (counsel) sub- 
mitted was their only right. | 

Mr. Grant, K.C., іп support of the judgment of the Court 
helow, contended that the property in the battery passed on 
delivery at the place where the work was to be done. | 

The hearing concluded on Saturday, July 8th, when their 
Lordships allowed the appeal, and reversed the judgment of 
the Court below. 


Petrol for Stationary Motors.—Although the Petro 
Supplies Committee of the Board of Trade is introducing a system 
of permits or tickets for the supply of petrol for use in motor 
vehicles. we learn that no permits will be required as regards 
the spirit necessary for stationary engines, such as are used for 
lighting purposes. Б 
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-+ ADJUSTABLE-SPEED POLYPHASE 
INDUCTION MOTORS. 


One of the chief difficulties still remaining in the application 
of alternating currents to industrial work is the provision of a 
satisfactory variable-speed motor, more particularly in the 
. case of polyphase machines of considerable size. To meet this 


difficulty a new type of variable-pole machine has been 


developed, in which every polarity can be used, thus render- 


ing available à number of different speeds which is ample 
for almost all purposes. 


The new motor, which 1s built under Mr. F. Creedy's 


patents, is identical in construction with the squirrel-cage 
„induction motor, but has a drum-wound stator or primary, 
which is divided into à number of sections which can be con- 
nected in either ‘‘mesh’” or ''star." From each section a 
terminal is brought out, which connects through a suitable 
controller to a phase converter, consisting of a specially-wound 
transformer, whose function Js to convert from the 2- or 


tripled, and the motor will operate with 6 poles, and so on. 
In all cases, if the number of sections is property chosen, one 
converter terminal goes to one, and one only,. of the motor 
terminals, so that all terminals of both apparatus are in use 
on every polarity. By the use of a machine operating on 
these principles: the following advantages are secured :— 

1. Variable-speed machines can be supplied in all sizes up 
to the very largest without incurring commutating troubles, 
and, in fact, without departing from standard inductron-motor 
practice. 

2. The well-known advantages of the standard induction 
motor are. retained. 

3. Although more terminals and wiring are used than in 
single-speed 3-phase motors, the wiring із correspondingly 
reduced in section, so that the total cross-section of copper in 
the wiring is exactly the same as in a standard machine, and 
thus has only half the section required for a 2-speed machine, 
with 2 separate windings. 

4. The whole of the stator winding 1s always in use, so that 
there is no dead copper on the stator, as in the 2-speed motor 
just mentioned. | | 

5. Tt is possible to offer a large number of steps in speed, 


Vic! 1.—CoNNECTIONS OF CREEDY MOTOR AND PHASK-CONVERTER FOR 9, 4, OR 6 POLES. 


3-phase line current, to a number of phases equal to that of 
the sections in the motor winding. By the use of this phase 
converter and a suitable controller, it is possible to vary the 
phase difference between adjacent sections of the stator wind- 
ing in such a way as to produce any desired polarity. In 
fig. 1 is shown such a winding, having 13 terminals connected 
to a phase converter, giving 13 phases, in such a manner as 
to give 9, 4, or 6 poles. If every terminal of the motor 38 
connected in order to the corresponding terminal of the phase 
converter, the phase difference between the adjacent sections 
of the motor will be the same as that of adjacent sections of 
the phase converter (that is, 360 divided by 13 in the case 
shown), when the motor will operate as a bi-polar machine. 
If the motor terminals, starting from a given point, are 
connected to every second converter terminal, the phase 


Fic. 2.—C REEDY ADJUSTABLE-SPEED PoLYPHASE INDUCTION 
MOTOR. 


difference between the sections will be doubled, and the 
motor will operate with 4 poles. Similarly, if the motor 
terminals are connected to every third phase-converter ter- 
minal, the phase difference between adjacent sections will be 


from 6 in the 15-н.р. size up to 9 in the 100-H.P. size, and even 
more in larger sizes, instead of two or three only. 

6. The controller and phase-converter form a separate unit, 
which can be placed at any convenient distance from the 
motor. 

7. The difficulty as regards starting squirrel-cage motors is 
completely overcome, во that 3-to-1 speed range machines, of 
the squirrel-cage type, can be guaranteed to start at full-load 
torque, with not exceeding twice full-load current. 

8. As compared with D.C. variable-speed interpole shunt 
motors, the motor is capable of giving the same torque at all 
speeds, and consequently power proportional to the speed, 
whereas а р.с. motor can only give its full torque on the 
lowest speeds, since at all speeds above this the field has to 
be weakened. As a result of this, the D.c. motor will give no 
more power at the highest speed than it will at the lowest, 
whereas the characteristic of almost every type of industrial 
apparatus is such as to require a constant torque at all 
speeds, and therefore a power proportional to the speed. It 
will be seen, therefore, that the natural characteristics of the 
motor correspond much more closely with those of ordinary 
industrial machinery than do the characteristics of D.c. motors. 

In an equipment recently completed, the motor, which is 
shown in fig. 2,-has a massive cast-iron frame, which forms 
the base, supports the bearing brackets, and holds the stator 
punchings, which are hydraulically pressed in and keyed on. 
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Fia. 3.—DIAGRAM OF PHASE-CONVERTER. 


The stator punchings have semi-closed slots, insulated with a 
very liberal thickness of mica and special insulating material, 
and these slots contain a lap-wound drum winding, of quite 
a normal type, which, however, is divided into à number of 


La = 


v 


й 
1 
й 
t 
» 
ий 
m 
s$ 
@ 
й 
di 
1 


d. 


"D 
- a 


йы 
& 


were 


Vol..79.. No. 2,016, JULY 14, 1910.) 


THE.ELECTRICAL REVIEW. 


ӨТ 


“ЕЕ Ss 


exactly similar sections, there being in the case described two 
coils per section. One end of each of these sections is brought 
t а common star point, while the other is taken to а ter- 
ninal mounted on the stator frame. The rotor consists of 
laminated steel disks, mounted on a spider, exactly as in a 
standard machine, and carrying a squirrel-cage winding of 
mrmal type. The bearings are of the Journal type, lubricated 
by oil rings. Thus it will be seen that the motor differs from. 
4 standard induction .machine in no respect except in the 
terminal block and the connections thereto. In fact, com- 
pring the 6-speed machine we are describing with a standard 
dium-wound 3 o hase machine, having, say, 10 poles, thus 
gising a speed midway between the highest and lowest speeds 
of a variable-pole motor, we see that such a machine will have 
3) sections or groups in its stator winding, as against 9l in 
the variable-speed motor, these sections being interconnected 
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Fic. 4.—FRoNT AND Back. VIEWS or PHASE-CONVERTER; 
І CoveR REMOVED. 


anong themselves, so that only 3 or 6 terminals need be 
breught out, while-in the variable-speed motor no such inter: 
connections exist, but each section of the winding is brought 
out to a separate terminal. | 

The phase converter consists of a mesh-connected 3-limbed 
5-phase auto-transformer, the coils lying on each limb being 
typed at a number of points and connected to a secondary 
wound on another limb, in the manner shown diagrammati- 
cally in fig. 3, where, for instance, wy 18 а section of the 
main 3-phase winding of the converter, while w v and ху are 
wcondaries, the manner in which they are connected being 
wore clearly shown on the left. Fig. 3, of course, shows a 
3 to 13-phase transformation, but in the case of the 3- to 81- 
phase transformation that we are discussing, two of the coils 
on the 3-limbed transformer are divided into 10 sections each, 
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Fia. 6. 
Test Curves or CREEDY ADJUSTABLE-SPEED MOTOR. 


while the third has 11 sections. Each of these sections 1s 
wound and insulated separately, so, that in the event of a 
fault occurring, only one section will need repair. Each sec- 
tion consists of a primary-or thick wire portion, part of the 
mesh-connected 3-phase winding, and a secondary of thin 
wire, and very few turns, which will be one of the coils 
marked z y in the figure. Thus far it will be seen. that the 
phüase-converter is identical with a standard 3-phase trans- 
former, since these are also, as a rule, sectionalised for the 


purpose of minimising self-induction. The terminals are 
arranged in three rows mounted on three cross bars, one 
These ter- . 


Stuated above and parallel to each of the limbs. 
minals are Connected alternately to such tappings as w and y, 
together with one end of the secondary coil, or to such ter- 
munals as v or z. These three cross-bars and the terminals 
mounted on them form the only special part of the phase- 


converter. 'The size of the apparatus is about equal to that 
of a norinal transformer to deal with 25 per cent. to 30 per 
cent. of the motor input. It is supported in a cast-iron oil 
tank, from which the wiring 18 carried by means of tubing. 

Great attention has been paid to the design of the con- 
troller, which is claimed to have resulted in producing an 
article representing the very highest class of switchgear prac- 
tice, and accomplishing its object with a maximum of sim- 
plicity and compactness. Externally, the controller (fig. 4) 1s 
arranged in the form of a standard drum-type controller, 
90 in. high by about 15 in. square, with sheet-steel cover, 
mounted in the usual way. When the cover is removed, the 
controller is seen to consist of a rectangular piece of # in. 
steel plate bolted to the О.Т. head and base of the controller. 
On this plate are mounted a number of rows of studs, 8 in 
а row, insulated from the plate by porcelain bushes, $ in. 
long, each tested to 2,000 volts. By this construction, an 
ample creepage surface of at least 14 in. 18 ensured between 
adjacent studs, although they are only 4 in. apart from metal 
to metal. Mounted vertically above, and parallel to the plate, 
are two circular polished steel rods or guides, which support 
the sliding carriage to which the controller brushes ave 
attached. This carriage consists of two vertical steel angle 
pieces to which are attached the sliding bearings which sur- 
round the guides, and on which are mounted four horizontal 
biush-holder arms. These arms are parallel to the rows of 
eight contact studs mentioned above, and consist of round 
steel rods, insulated with mica, and mounted so as to be 
readily detachable for inspection or adjustment. On each of 
these rods are mounted eight cast-brass brush-holders, each 
carrying a phosphor-bronze brush, which із pressed into con- 
tact with the stud below by a spiral spring with screw and 
nut adjustment. 

To each of the vertical supports which carry the brush- 
holder arms is attached a strip of insulating material, drilled 
for a number of bolts and nuts. 

The brush-holder carriage is actuated by a vertical lead 
screw and nut, the nut being carried on a cross-bar parallel 
to the brush-holder rods, while the lead screw is turned bv 
a crank handle on the top of the controller. It will be noted 
that two of the studs may be connected to different trans- 
former sections, and hence a short circuit between them, such 
as might be formed when the brush moves from one to the 
other, would form a short circuit on the transformer, and 
therefore have very serious consequences. "To avoid this, a 
special switch, known as a spark-diverter switch, is fitted above 
the main field contacts of the controller. ‘This 1s actuated by 
a cam wheel, mounted on the lead screw, which also serves 
for ''notching" purposes. These switches, which аге 
arranged to break two out of the three line phases, consist 
of standard clapper switches, with circular carbon fixed con- 
tact, and copper moving contact, the fixed contacts being 
mounted by ine ns of porcelain bushes on the steel plate 
described above. A notch is provided on the cam wheel, 
which engages with a roller attached to the two switches. 
When this roller lies in the notch, the switches are held in 
contact by means of a pair of spiral springs, and the motor 
is in operation. When it is desired to change from one speed 
to the next, the handle is turned, and this causes the roller 
t^ be forced out of the notch, which has the effect of lifting 
the two clapper switches and breaking the main circuit. <A 
further motion of the handle moves the brushes from one set 
of studs to the next, and when a complete revolution of the 
lead screw has been made the roller falla into its notch again, 
thereby making the circuit, and the motor will operate on a 
different speed. An indicating arrangement, consisting of a 
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star wheel engaging with a pin on the lead screw, is also 
fitted. 

The machine, as mentioned above, is a constant torque 
machine, giving a power directly proportional to the speed, 
and operating at all speeds with a constant field strength; 
owing to this, the apparatus will absorb a constant mag- 
netising current, whether running at high or at low speeds, 
and this is the main fact to be borne in mind in endeavouring 
to understand how the power factor varies with the speed. 
With constant power input, the power factor will be approxi- 
mately the same, no matter what the number of poles. 
Ignoring small differences due to variations in efficiency, the 
power factor depends only on the load, and not on the speed. 
At low speeds, of course, it is impossible to obtain a high 
power factor, but this is due to the small output. 

The machines absorb a constant amount of wattless cur- 


y 
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rent, and this is not greater than that absorbed by a stan- . 


dard machine having the same rating. 

On every stop of the controller the speed is independent of 
the load, as with a shunt control D.c. metor. The efficiency 
is greatly improved, as compared with any other means of 
obtaining variable speed, on A.C. circuits. In fig. 5 1s shown 
a diagram of efficiencies, in which a 9-speed motor is com- 
pared with a single-speed motor, controlled by rotor resist- 
ance; in machines controlled by rotor resistance, in spite of 
the reduction in the power taken by an apparatus at low 
speeds, there is no reduction in the power taken by the 
motor, the difference being wasted in the resistance, whereas 
in the variable-speed motor just described, the power taken 
by the motor is reduced in practically the same proportion 
as that taken by the apparatus. 

The equipment has been very fully tested. Fig. 6 shows 
the torque plotted against the speed for all six settings of the 
controller, and illustrates graphically the wide range of speed 
and the close speed regulation between no load and full load. 

Figs. 7 and 8 show efficiency and power-factor curves 


plotted against speed for cases in which the motor operates. 


aé full, three-quarter and half full-load torque. The full-load 
power factor varies from 85 per cent. at 1,000 R.P.M. to 70 
per cent. at 425, and 63 rer cent. at 375. Simultaneously, the 
efficiency varies from 85 per cent. at 1,000 to 76 per cent. at 
495, and 72 per cent. at 375 R.P.M. The overload capacity 
varies from three times full load on the top speed to one and 
a half times full load on the lowest speed. 

The machines, which are claimed to mark a great advance 
in induction-motor practice, are being manufactured and 
pas on the market by Messrs. P. Parkinson & Co., of 
Leeds. 


WAR i ITEMS, 


Enemy Concerns Now and After the War.—In the course 
of a recent discussion in the House of Commons, a question 
was asked as to whether the Government intended to entorce 
the liquidation of the Deutsche Bank, the Dresdner Bank, 
the Direction der Disconts-Gesellschaft, and similar alien 
financial institutions shortly after the declaration of Peace, 
and to take steps to prevent such alien enemy financial insti- 
tutions or their direct or indirect agents from carrying on any 
business in this country in future. Mr. Harcourt, who re- 
plied on behalf of Mr. Runciman, who is still away from the 
House, said that the institutions referred to in the question 
were at present prohibited under the law relating to alien 
enemies from carrying on any banking business in this coun- 
try, except the completion of transactions entered into before 
the outbreak of war, so far as these transactions would, in 
ordinary course, have been carried througli or with their 
London establishments. It would be premature to make any 
statement at the present moment as to whether and, if so, 
under what conditions, they would be allowed to resume 
business after the conclusion of peace. | 

Major Hunt asked why about 400 German firms were still 
allowed to do business in this country? Mr. Harcourt, in 
reply, said that the work of eliminating enemy interests In 
businesses carried on in this country was proceeding with all 
possible rapidity. It was proposed shortly to issue a state- 
ment showing the nature and extent of the work of the 
Board of Trade’s Advisory Committee in this matter. Each 
case must necessarily receive close investigation in order that 
the injury to British interests might be minimised. In the 
meantime all the more important businesses not dealt with 
in the above manner had been placed under supervision, and 
steps were being taken to extend supervision to the remainder. 

According to the Times, Sir J. Harmood-Banner asked in 
the House of Commons whether all British ministers in neutral 
countries had been instructed to notify British traders in 
those countries that the Government's policy of commercial 
reprisals against alien enemies in neutral countries, as formu- 
lated in the Trading with the Enemy (Extension) Act, was 
to be regarded as continuous and would not terminate on the 
declaration of peace. Sir E. Grey, in reply, said that the 
question Would: receive careful consideration in connection 
with the recommendations made by the Paris Conference. 

In reply to a House of Commons question, Mr. L. Har- 
court (according to the Times) said that the Advisory Com- 
mittee appointed under the Trading With the Enemy Amend- 
ment Act, 1916, had investigated the businesses of 415 com- 
panies and firms, and it was anticipated that there might be 
somewhat óver 200 additional cases for their consideration. 
Most of the important cases had already been considered by 
the Committee, and in view of the progress which had been 
made and the desirability of uniformity of treatment, he did 
not think it was necessary to appoint any further committee. 


Trade Debts of Alien Enemies.—More than a year ago 
we called attention to the rather inchoate policy of the Gov- 
ernment with regard to the very important question of the 
recovery of private British claims against, and pre-war debts 
from, subjects of enemy countries after the war. A mani- 
festo now in circulation from the Employers’ Parliamentary 
Association reminds us that, as regards trade book debts in 


. particular, the position is stil unsatisfactory. 


C An answer 
given by the President of the Board of Trade only last month 
seems to indicate that British traders are merely expected 
after peace is made to pursue their own claims for themselves 
in the foreign law courts, regardless of the bankruptcies that 
may occur there. The Employers’ Parliamentary Association 
urgently claims that the Government should make itself res- 
ponsible for recovering what is due, and that no British debts 


‘to alien enemies should be allowed to be liquidated till the 


interests of British creditors have been adequately safe- 
guarded. Since the Public Trustee now holds, as custodian, 
enemy property here to the amount of £134,000,000, while the 
total British property, including debts, in enemy countries 1з 
estimated at :290,000,000, our position is apparently a strong 
one. There can be no doubt that British traders have some 
ground for dissatisfaction at the indefinite character of the 
Government policy, so far as it has been yet disclosed on this 
point.—The Times. 


After-the- War Trade in India.—At a meeting of the 
Indian Economic Society, Prof. V. G. Kale, of the Ferguson 
College, Bombay, opened a discussion on the subject of 
* Indian Trade after the War." In the course of the lecture 
he said: Every scheme of Imperial preference that will be 
adumbrated for our benefit will have to be closely scrutinised 
and its weak points exposed. He submitted for considera- 
tion: (1) The volume of opinion, which is growing stronger 
every day in England and the Colonies as also in the Allied 
countries, seems likely to lead to a modification of the present 
Free. Trade policy of Great Britain; (2) while imports coming 
from enemy countries will be penalised, those hailing fron 
the component parts of the Empire will be encouraged; (3) 
the Allied nations will be treated favourably; (4) what are 
called the key industries of Great Britain will be supported 
by the State; (5) India and the Colonies will be called upon 
to give preferential treatment to British and Allied imports; 
(6) in the matter of exports, also, similar concession will have 
to be made; (7) as the bulk of our imports are British, there 
1з no scope for further encouragement; (8) preferential trade 
will entail heavy loss of revenue to India; (9) our indigenous 
industries are not likely to benefit; (10) inter-Imperial free 
trade, therefore, is not & business proposition; (11) every 
scheme must therefore be closely examined and tested before 
it is accepted.—Indian Industries and Power. » 

A Reuter dispatch froin Simla stated recently that the Gov- 
ernment of India had promulgated an ordinance dealing with 
the liquidation of hostile firms, and the property of hostile 
persons, bringing legislation. in India into close accord with 
the present state of English law. The ordinance follows the 
English Act closely with such modifications as local circum- 
stances require. 


The Engineering Trade After the War.—The Board of 
Trade announce that, in view of the wide range of the indus- 
tries included within the scope of the Committee appointed 
to deal with the position of the iron, steel, and engineering 
trades after the war, and in order to expedite the inquiry, 
the President has decided to sub-divide the work of the Com- 
mittee between two committees, dealing with the engineer- 
ing trades and the iron and steel trades respectively. He has 
accordingly appointed the two following Committees :— 

For the Engineering Trades.—8ir. Clarendon Hyde (chair- 
man), Mr. Arthur Balfour (Sheffield), Mr. A. J. Hobson, Mr. 
W. B. Lang, Sir Hallewell Rogers, Mr. H. B. Rowell, and 
Mr. Douglas Vickers; Mr. A. F. llsley, secretary. 

For the Iron and Steel Trades.—Mr. С. Scoby Smith (chair- 
man), Sir Hugh Bell, Bt., Mr. Archibald Colville, Mr. James 
Cox, Mr. James Gavin, Mr. George Mure Ritchie, Mr. Henry 
Summers, and Mr. Benjamin Talbot; Mr. C. R. Woods, secre- 
tary. 


Exemption Applications.—According to the ‘“‘ North 
Mail" (Newcastle-on-Tyne), at the Newcastle Military Tri- 
bunal three employés of the A.E.G. Electric Co. were applied 
for by the general manager, who stated than an official o£ 
the Board of Trade was now controlling the company. [16 
has since been ordered to be wound up.—Ep.] The busi- 
ness, which had its headquarters in London, was carried 
on solely in the national interest. ''But you are a German 
firm," said Coun. Johnstone Wallace. 'This was not quite 
correct, said the general manager. The company was com- 
pcsed of British directors, and they had an entirely British 
staff. The only thing that might be against them was that 
the capital was provided by Germans a good many years ago. 
Mr. Wallace said he understood that 300 employés had left 
the firm. He wished to know where they were gone. A con- 
siderable number had joined other firms, and over 50 had 
gone into the Army, was the reply. Some had gone back to 
Germany, but not since the war broke out. They might have 
had a hint; they simply left the firm. Badges had been ap- 
plied for, buf were refused on the ground that the firm was 
not doing Government work. It was working for Govern- 
ment contractors, however, many of whom depended on the 
A.E.G. plant. The superintendent engineer was given condi- 
tional exemption, one was given two months, and the other 
was ordered to join up. The first-named was stated to be 
receiving £950 & year. | 

At the Doncaster Military Tribunal, a teacher of mechanical 
and electrical engineering at the Doncaster Technical School, 
and a member of the Society of Friends, was granted exemp- 
tion till August 14th, after which date he must find work of 
national importance. 
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Refore the Devon Appeal Court, an appeal by Chris. W. 
Cohran, electrical wireman with Messrs. Garnish, Leman 
aud Co., of Barnstaple, was crossed out, he having been 
badged by the Minister of Munitions. 

At Canterbury, Mr. Blascheck, city electrical engineer, 
appealed for Е. Tapsfield, motor fitter and engineer, who 
-has just joined the staff from Swansea. Mr. Blascheck said 
it would be absolutely impossible to get an older man to 
replace Tapstield. Four months were allowed. 

Coventry Tribunal has given conditional exemption to S. P. 
Galland, motor-man оп the Corporation tram ways, оп the 
ground that he is in a certified occupation. 

At Chester-le-Street, Mr.- T. Taylor applied for a further 
three months’ exemption for his electrician, aged 30, to 
enable hin to complete contract work in hand, he being the 
only man left. The appeal was refused. 

Hitchin Tribunal, on July 3rd, granted one month's exemp- 
tion to A. B. Heyes (36), electrical qngineer at а local kine- 
natograph theatre. 

At Herne Bay, renewed exemption was sought by Mr. 
А. В. J. Creasey, manufacturer of electric switchhboards. He 
urged that he was engaged in work of national utility, but 
the appeal was dismissed. 

At Dover, on July 5th, the Town Clerk applied for condi- 
tional exemption for Mr. R. D. Axford (25), acting chief 
clerk of the electricity department. The two senior members 
of the staff are serving. and six months were recommended 
bv the Advisory Committee. The Town Clerk said that Mr. 
Axford was indispensable, and there were 1,500 consumers’ 
acounts and 150 special ones to deal with, besides corres- 
pondence, interviewing new consumers, and dealing with 
complaints. The aix months were allowed, with leave to 
renew the appeal if necessary. 

Mr. E. E. Beaven, of Dartford, appealed for his electrical 
engineer, Mr. S. С. Wenham (23), whom, he said, he could 
nat replace. Conditional exemption was conceded. 

Two months have been allowed at Coalville to an electrician 
at a local kinematograph ball, who is doing Government work 
in the davtime. : 

м Warrington, Mr. II. Rogers, electrical engineer and 
contractor, appealed for an employé, aged 26, engaged in 
maintaining electrical plant at various works. The man had 
been ee but this had been cancelled. A final month was 
allowed. 

At Walton-on-Thames, Messrs. R. J. Rodd, Ltd., elec- 
Uus secured conditional exemption for two skilled em- 
poses. 

Mr. A. Sheppard, electrical engineer, of Hertford, who 
holds a munition badge, has been totally exempted. 

At Barnes (Surrey), Mr. Е. Н. Fiford, electrician, applying 
for exemption, said that if he had to serve he would have to 
dose down the business and lose his book debts. He con- 
ented to join the Special Constabulary, and was given four 
months! exemption. 

Conditional exemption bas been given by Watford Tribunal 
to Mr. J. Ginger, accountant, and Мг. Н. Pollard, collector 
of the electric light accounts, with the Urban Council. 


[тоге the Herts. County Appeal Court, exemption was . 


canned by Mr. T. B. Daniels (21), electrical engineer, of 
ога, who possesses а munition certificate. Exemption 
vas allowed so long as appellant remains in his present occu- 
p; uon. 

\ppellants at Woking included Mr. К. Staples. electrical 
evaineer, who sought exemption for his son, Mr. A. R. 
Staples (30), the only one left to assist in the business, and 
«ho acts as medical electrician for Woking Nursing Home. 
The appeal was refused, and notice of appeal was allowed. 

At Guildford, Mr. A. S. Massey (27), electrical engineer, of 
Ripley, asked for a month's exemption, as he was going on 
probation for that period in the Royal Flying Corps. Аз 
his partner was also serving, he appealed for his foreman, 
H. C. Hersey (31), to look after the business whilst he and 
his partner were serving. Both appeals were allowed. 

At Leatherhead, conditional exemption was sought by Mr. 
4 H. Morris (32), electrical engineer, and local manager for 
Messra. Buchanan & Curwen. He said that they had large 
contracts. with the War Office, and were training several 
p in skilled work. He was exempted until the end of 
uly. 

Stowmarket Tribunal bas given conditional exemption to 
ay electrician and clerk (34) with a private electric light and 
puer company, but refused appeals from an engine-driver 
i211 and an electrician (23). 

Dalston (Cumberland) Tribunal have conditionally ex- 
empted I. Pattinson (40), electrical plant superintendent with 
Messrs. Jacob Cower & Sons. 

Maideahead Tribunal has given exemption until October 
1а: to Mr. W. L. Chubb, assistant engineer and deputy mana- 
zer for the Corporation electricity works, and Mr. W. H. 
Vevers, jun. (96), electrical engineer. Both are to join the 
Volunteer Training Corps. 

Chatham Tribunal has given conditional exemption to 28 
members of the staff of the Tramways Co., after military 
consultation with the manager, Mr. W. Jensen. 

Southend-on-Sea Tribunal has refused exemption to an elec- 
tial engineer in business in Heygate Avenue, who stated 
that he had done much work for the military for lighting at 
Salisbury Plain and Waltham Abbey. 


Conditional exemption has been granted to Mr. E. O. 


Saxby, who has charge of the electric ight plant at Belmont, 
near Faversham, the seat of Lord Harris. 

Littleborough Tribunal has granted exemption until July 
ue a H. Thomason (86), electrician at a local kinematograph 
heatre. 

At Hyde, Н. Dobson, electrician, employed bv Messrs. E. 
Hibbert & Co., was granted conditional exemption last week. 

Taunton Tribunal have conditionally exempted Mr. A. A. 
Clements (36), electrician, whose entire capital is invested 
in his business. 

At Weymouth, exemption was claimed for an apprenticed 
electrical wireman with Messrs. Brooking & Co. Appellant 
has two years more to serve under his indentures. Exemp- 
tion refused. 

The Bacup Tribunal, on Thursday last week, granted condi- 
tional exemption to an electrical engineer, aged 37, who 15 
à widower with three children. 

At Middleton (Lanes.), conditional exemption was granted 
to the chief storekeeper and clerk of the Middleton Electric 
Traction Co., who was stated to be responsbile for the pav- 
ment of wages and the receipt of money, and handled £25,000 
per annum. 

At Ashton. Herbert Underwood (31), electrician, of Minerva 
Road, said he was prepared to give three days а теск to 
work of national importance. ‘The Chairman jocularly re- 
marked that the d E might get good wages by laying 
telephone wires in front-line trenches. The appeal was dis- 
as but applicant is not to be called up before August 

st. 

At Stalvbridge, last week, Mr. R. Blackmore appeared on 
hehalf of the Joint Tramways & Electricity Board to appeal 
for exemption for 23 employés engaged ак motor-men, car 
fitters, machine drillers, and car repairers. He said the aver- 
age hours worked by all the tramway employés were 68 per 
week, and they were running the cars with 25 or 30 per 
cent. fewer men by using the car-shed staff. There was only 
one route in the district on which women car drivers could 
be employed, and although they had endeavoured to get 
women drivers they had not succeeded. They were running 
a winter service because they could not get sufficient men to 
run a summer service. Conditional exemption granted. 

The Worsley Tribunal last week granted temporary exemp- 
tion until August 31st to the principal clerk in the electrical 
department, and to an electrician, both employed at the Earl 
of Ellesmere’s collieries. 

At Southport, exemption until October Ist was granted to 
Mr. E. M. Lowe, electrician, of Birkdale. 

At Pudsey (Yorks.), Mr. Е. G. Beerman, electrical engi- 
neer, aged 26, who was born in the township and of natu- 
ralised parents, declared his sympathies to be with England, 
and was put back finally to September Ist. es 

The last remaining blacksmith of- the Morley Electrical 
Engineering Co. was given conditional exemption until . 
October Ist. 

At Leeds, the appeal of an incandescent electric lamp com- 
pany for a skilled engineer and fitter, on the ground that he 
Was engaged importantly in developing a trade here which 
had previously been almost a German monopoly, was not 
allowed. | 

The electrician at Тлу Hall, Wetherby, responsible for 
the lighting and pumping plant, and the last man em- 
ploved at the Hall, was exempted until September 1st. 

At Shiplev, the appeal of an electrical engineer, who pleaded 
that he was working under the Corporation In the construc- 
tion of a military hospital. was postponed until October Ist. 

At Todmorden, W. H. Gatley. electrical engineer, claimed 
that he should be left in the national interests, as he was the 
only practical man. employed in this business in the town. 
His staff now consisted of one man over military age, two 
vouths of 18, and a boy and a girl in the office. Formerly 
thev had as many as ten men. Exemption granted. : 

An appeal was made at Winchester for an assistant 
mechanical electrician at the municipal electricity works. and 
the manager (Mr. Ayton) said that he could not guarantee to 
саггу on the undertaking without his help. Не took over 
all the boilers and attended to the economiser. The Military 
opposed, but the Tribunal gave exemption, holding that the 
man was in a certified occupation. | 

The Barford Electric Supnly Co. appealed to the Warwick 
Tribunal for a fitter, considered to be indispensable. The 
Militarv considered that the man was only necessarv to the 
convenience of a very few people, and that he was the very 
man needed for military work. Exemption was given until 
August 1st. АИ . 

Grantham Tribunal has given conditional exemption to 
geven employés of the Urban Electric Light Co. 

Absolute exemption has been granted at Stockton-on-Tees 
to the treasurer and pay clerk of the Imperial Tramways 
Co., who have liberated 383 employés, seven of whom have 
been killed. : 

The Ross Electric Light Co. apnealed to the Herefordshire 
Tribunal for Mr. C. E. Ray. resident engineer, and Mr. W. 
Maddy. engineer and electrical assistant. Both had been 
granted until October 1st. and the Court decided that an 
appeal should be made again to the Ross Tribunal before the 
period of exemption expires. 

Beaconsfield Tribunal, on July 4th, granted two months' 
exemption to Mr. J. C. Bridger, electrical engineer. 

Eastbourne Tribunal, on Monday, сате six weeks' final 
exemption to the chief electrician at Devonshire Park. 
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Returned Soldiers and Sailors as Sub-Station Attendants. 
--А Committee of the Institution of Electrical Engineers, in 
co operation with the Education Department of the London 
County Council, have arranged. а four weeks’ course at the 
Northampton Polytechnic Institute, Clerkenwell, E.C., to 
enable disabled sailors and soldiers to qualify for training as 
aub-station attendants. A first batch of 14 men will complete 
their course about the third week in July, and successive 
batches will be available from time to time, if it is found 
that there is a demand for their services. Central station 
ergineers having vacancies in their sub-stations which could 
he offered to these men are requested to communicate with 
Dr. R. M. Walmsley, Principal, Northampton Polytechnic 
Institute, St. John Street, Clerkenwell, London, E.C. 


Companies to be Wound-up.—lhe Board of Trade has 
ordered the following to be wound-up :— 


Е. Merck, 66, Crutched Friars, London, E.C., chemical 
manufacturer. Controller: B. D. Holroyd, 6, Great Win- 
chester Street, E.C. 

Austrian Daimler Motor Co., Ltd., 112, Great Portland 
Street, London, W., agents for the sale of motor cars. Con- 
troller: R. Evans Smith, 53, New Broad Street, E.C. 

‚А. Hurst & Co., 28, Gamage Buildings, Holborn, E.C., 
glassware merchants. Controller: J. П. Stephens, 6, 
Clement’s Lane, Lombard Street, E.C. 

A.E.G. Electric Co., Ltd., Caxton House, 
S.W., electrical equipments. 
Old Jewry, London, E.C. 


A.E.G. Electrical Co. of South Africa, Ltd., London, S.W., 
manufacturers of electrical machinery. Controller: Maurice 
Jenks (as above). 


Westminster, 
Controller: Maurice Jenks, 6 


J 


Scandinavian Commercial Co-operation. —Nexst week (July 
15), at Arendal, there will be held a meeting of the Union of 
Norwegian Commercial Associations, at which representatives 
from sunilar associations in Sweden and Denmark will be 
present, to consider the subject. of a common commercial 
pehcy for the three countries. ` 


Excess Profits: Prosecution. —A controlled firm of muni- 
tion maker at Manchester has been fined £15 and £2 Qs. 
costs for failing on various dates between November and May 
to supply information relating to balance sheets and finances 
when asked for by the Ministry of Munitions. 


Only British Directors.—It 15 proposed to alter the 
Articles of the Welsbach Light Čo., Ltd., so as to provide 
(inter alia) that no one but a British subject shall be qualified 
t» act as a director of the company. 
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BUSINESS NOTES. 


Catalogues. — ELECTRIC CONSTRUCTION Co., Lrp.. 
9. New Broad Street, London, E.C. -- An interesting new booklet 
. of 18 pages. entitled " Modern Electrical Plant," which has been 
compiled particularly for the foreigzn and colonial markets, the 
company recognising that the present is the time to strike in 
order to strengthen and develop its position. "The story of the 
company. its works and manufactures, is briefly told in two pages, 
and more than 30 paves of excellent half-tone views follow, 
showing impressive pictures of the interiors of various shops 
and of the plant made therein, also à number of installations 
carried out in different parts of the world. Some pages are 
devoted to Australian. Indian. and Japanese installations. and 
E.C.C. motor applications of all kinds. A number of paves at the 
end are devoted to " useful notes, formule, Ке.” which will be of 
service to electrical men. 


Trade Announcements.—THE . MoNoMETER MAXU- 
FACTURING Co.. LTD., and HALL & Sons (Birmingham). LTD.. have 
changed the address of their London offices to Imperial House. 
Kingsway. W.C. 

Messrs. DYER & Үосха. of Stansted, Essex, in addition to 
their standard lines of tramway armature coils, and commutator and 
controller spares, make a speciality of quick armature and com- 
mutator repairs, and of the inspection and maintenance of 
generators and motors, 


Fire.—On the evening of June 30th a fire occurred. at 
the works of Messrs. CUTTING BROs.. electrical motor manu- 
facturers, of Stamford. The contents of a number of insulating 


varnish tanks were involved, but the outbreak was speedily 
subdued. 


French Consular Service.—The French Chamber has 
before it a Bill to reorganise the French. consular service. The 
examination of candidates and the grouping of consular zones are 
points receiving attention. also the need for a less frequent transfer 
of consuls from place to: place. 


Holidays.— The works of the Warsann BLECTRICAL Co., 
Lro.. willbe closed from August dth to lith for the summer 
holidays. 


Book Notices.— Jor»! of the Institution of. Electrical 
Engineers; Vol. LIV. No. 260. June, 1916. This issue con- 
tains the following -papers :- " Electricity Supply of Great 
Britain; by E. T. Williams: “Testing of Underground Cables 
with Continuous Current.” by О. L. Record ; " Service Branches 
from Extra-high Tension Circuits," by D. M. MacLeod ; " Economical 
Production of Power from Coke-oven Gag.” by G. Dearle. 

“Arithmetic for Engineers.” By €. B. Clapham. 
Chapman & Hall. Ltd. 5s. 6d. net, * 

Гле Beama Journal, July, 1916. 


London: 
Is. net. 


Dissolutions and Liquidations.— LONDON ELECTRON 
Works Co.. то, —Creditors, &c., should send particulars of their 
claims, &c., to the Controller, Mr. A. Taylor, Thames House, Queen 
Street Place. E.C., by August 15th. 

Tu. GOLDSCHMIDT., LrD.-- Creditors, &c.. should send particulars 
of claims, &c., to the Controller, Mr. Taylor (as above) by 
August L5th. 

GRIESHEIM-ErLECTRON, LTD.— Creditors should кела particulars 
of claims, &e.. to the Controller. Mr. W. Eaves. 15, Fountain Street, 
Manchester. by August Ith. 

LLANELLY MOTOR AND ELECTRICAL ENGINEERING Co., LTDb.-- 
A mecting is called for August llth. at 28. Baldwin Street, Bristol, 
to hear an account of the winding up from the liquidator, Mr. A. 
Collins. 

W. T. OWENS & Sows. acetylene gas and electric lighting engi- 
neers. Pontardawe.— Messrs. F. W. and C. W. Owens have dissolved 
partnership. Mr. F. W. Owens retiring. The remaining parter will 
continue the business and attend to debts, Кс. 


Bankruptcy Proceedings.—R. E. Connon, late elec- 
trician, late of Canterbury. at present stationed at the Crystal 
Palace.-- The adjourned examination was held on July 8th. at the 
Guildhall, Canterbury, before Mr. Registrar Furley, when the state- 
ment of affairs showed liabilities amounting to £693, and assets 
valued at £326. Debtor was formerly in the employ of an elec- 
trician at Canterbury, whose business he purchased in December. 
1912, paying £450 all at. This included stock-in-trade. fittings. 
plant, goodwill, and certain of the hook debts. in addition to which 
the lease was assigned to him, this having 14 years to run. No 
independent valuation was made. and debtor came to the conclusion 
that he paid about £70 too much for the concern. During the first 
year the business fell off to the extent of about 50 per cent. upon 
the takings which the vendor had shown. but fn the following 
year he just. cleared. expenses. In December, 1914. debtor secured 
two contracts for electrical installations at military camps at 
Canterbury, but on these he lost a sum of. £50. In the following 
March he lost £20 through under-estimating in respect of two 
petrol installations, and he had also lost about £30 in bad debts. 
He was handicapped by not having sufficient working capital. He 
attributed his failure to want of capital. the effects of the war, 
losses on contracts, and interest on loans. He had lost about. £100 
worth of work since last November owing to inability to obtain 
labour, all his employés having joined up. He estimated his gross 
turnover at about £1.500 a year. Не had an interest under the 
will of his father, but the property was heavily mortgaged, and his 
interest was subject to the life interest of his mother. The 
examination was closed, 

W. D. BIRKETY, factor of electrical goods, Whitley Bay.—July 
27th is the last day for the receipt of proofs for tlividend by Mr. С. 
Woollett. 30. Mosley Street, Newcastle-upon-Tyne. the trustee. 


LIGHTING AND POWER NOTES. 


Australia. — The Geelong (Victoria) City Council is 
considering a proposal to municipalise the electric lighting and 
electric tramway undertakings of the city and boroughs, both of 
which are owned and operated by the Melbourne Electric Supply 
Co.. Ltd.—Awstralian Mining Standard, 


Batley.— Year's WonkKING.— The gross profit of the elec- 
tricity undertaking for the last year was £4.037, as against £1.125 
in the preceding vear: and the net profit £298, as against £634. 
The eost of coal was £3.453, as against £2,709, For the first. time 
a decrease in units sold is shown. the total being 1,476,165, as 
avainst the previous vear’s L 482,010. 


Bedford.— LOAN ArPLrCATION.— The T.C. has applied 
to the L.G.B. for sanction to loans of £2.390 for excess expenditure ; 
£1.210 to cover the cost of extensions; and £1.300 for extensions 
to the works of Messrs. W. Н. Allen, Son. and Co., Ltd., the latter 
firm paying a rental of £200 a year for the mains, &c.. until 
required for public lighting, when the amount will be adjusted by 
avreement. An arrangement has also been made whereby the cost 
of an automatie pressure regulator at the works of Messrs. W. Н. 
Robertson & Co.. Ltd., will be met by the firm. and repurchased by 
the Council when the contract for which it is intended is concluded, 
at & depreciation of 25 per cent. per annum. 
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Bradford. YraR’s Workine.—It has been announced 
in the T.C. that the net profit on the Corporation electricity under- 
taking for the past year was £15,989, ав against £15,955 in the 
previqgs year. The total income was £167.022, and the gross profit 
£79.958. The cost of coal showed an increase of £12.055, but. the 
other works costs, in total; were less, in spite of an increased output 
of 5.000.000 units. 


Bristol.—Ntrw Puant.—The Electrical! Committee re- 
ports that it has reluctantly adopted the suggestion of the L.G.B. 
that. in view of the desirability of spending as little money as 
possible during the present crisis, a 3.000-KW. turbo-alternator 
should be put down for present use, instead of a 6.000-KW. 
machine suggested by the Committee, and agreed to by the Council 
in April, 1915. 

Burnley. YEAR'S WORKING. The report of Mr. 
Starkie, the borough electrical engineer. on the last year's 
working of the electricity undertaking. shows an output sold of 
5.158.074 units, a decrease of 36,000 on the previous year ; power 
and heating increased by 31 per cent. but considerable reduc- 
tions occurred in other directions, and notably in tramway 
supply. The maximum load was 2,561 KW., and the load factor 
23 per cent. Altogether 570 motors, of 2.068 H.P.. were connected 
to the supply. The net income from all sources was £33,190; 
the gross profit amounted to £14.315, and after meeting financial 
charges, the net profit was £4472 against £6.022 in the previous 
year, the falling off being accounted for by increased works costs 
and financial charges. 


Canada.— Тһе Shawinigan Water and Power Co. is 
issuing new eapital, which it is stated will be used for the con- 
struction of a transmission line to Quebec consequent on the acquisi- 
tion of the Dorchester plant, the purchase of the Gres Falls water 
power. and extensions of companies dealing with carbide and 
electro-metals, in which the Shawinigan Co. is interested. 

The Vancouver (B.C.) City Council has approved a new three- 
year contract with the B.C. Electric Railway, under which the 
existing arc lamps will be replaced by nitrozen-fillel tungsten 
lamps. These new lamps will be in 600, 400, апа 250-C.P. sizes, 
and the saving by their use is estimated at $6.000 per year. The 
ratea to be charged—viz., $38, $35, and $33 per annum respectively 
for the three sizes—are consideredzvery low. About 2.000 are 
lamps will be replaced. 

Colchester. — YEAR'S WonkING.— During the year ended 
"March 31st last, the electricity department made a gross profit of 
£6,087, and. after meeting customary financial charges. a net deficit 
of £81 remained. 16 is proposed to slightly advance the price of 
electricity. 

Coventry.— REVISED PRicEs.— The T.C. has decided to 
regulate the price of current for power by the average price of 
coal: increased charges will be made, varying from 2 per cent., 
with coal at 138. 6d. to 14s. 6d. per ton. to 16 per cent., with coal 
at 20s. 6d. to 21s. 6d. per ton. 

Dawlish.—STREET LiGuTrNG.— The U.D.C. has accepted 
the following offer made by the Electric Light Co. in respect of 
restricted lighting :—Contract prices for all lamps lighted ; £1 15s. 
per annum for each 200-C.P. lamp unlit, 17s. 6d. for each 100-c.p. 
lamp unlit, and 8s. 9d. for each 50-C.P. lamp unlit. 


Derby.— Тһе T.C. has empowered the E.L. Committee 
to arrange for the supply of current to new works to be erected in 
Osmaston Park Road, the estimated cost of the scheme being 
£ 1.500. 

Edinburgh.— YEAR'S WonxiNG.—The Electric Lighting 
Committee has reported that the deficiency on the account for the 
year is £8,075. This amount will have to be made good from the 
reserve fund. . 

Exeter. —PUMPING PLAxT.—Last week new waterworks 
pumping plant was started up on the occasion of the annual 
inspection of the Waterworks Committee. The plant consists of a 
Rees-Roturbo pump. coupled to a 63-B.H.P. two-phase motor. sup- 
plied by the B.T.H. Co. The pump has a capacity of 25.000 gallons 
an hour against a head of 325 ft., and the plant is supplied through 
à transformer, from the Corporation electrical system. 


Gillingham (Kent).—In reply to a suggestion from the 
B. of T.. the T.C. has replied that it is impracticable to enter into a 
scheme for taking current either from the Kent Electric Power Co. 
or the Chatham and District Light Railways Co. 


Glasgow.—A preliminary statement shows that the Cor- 
poration electricity undertaking had a revenue. for the year ended 
May 3lst, of 4530.720, as against £405,372 in the preceding year, 
an.increase of £125,348 in the year. 

Grantham.—Price Increase.— The Urban Electric 
Supply Co. has informed the T.C. of the necessity of advancing the 
charges for current by another 10 per cent. from the date of the 
June quarterly meter readings, making a total increase during the 
war of 20 per cent. 

Halifax.— Price IxcREAsE.— The Corporation has given 
notice that, owing to the increased cost of coal. the charges for 
electricity for motor power are to be increased by 17} per cent. 
from October Ist next. 

Haslingden.— BULK SuPPLY.—Undera pre-war arrange- 
ment the Haslingden T,C. has been supplied in bulk exclusively 
by Accrington. The increased demand for energy in both towns 
has made it difficuk for Accrington to keep pace with the doutle 


requirement, and, in the circumstances, the latter has coneurred in 
Haslingden entering into an arrangement to obtain a supple- 
mentary supply from Rawtenstall, and the final negotiations have 
heen concluded by the L.G.B. sanctioning an expenditure by 
Haslingden of nearly €2,000 for cables and switchvear. the 
charges upon which will, however, be largely borne by Rawten- 
stall. In case of need, Haslingden will thus be able to pass on а 
supplementary supply of current to Accrington, 

YEARS WoRKING.— Inthe electricity undertaking for the year 
ended Mareh 31st, 1916, the gross income was €4.807 ; and the 
gross profit € 1.179. against €661 in the previous year. Interest 
and redemption absorb €754. Bulk supply purchased from the 
Acerington Corporation amounted to 500,636. units, at an average 
price per unit of (71d. ; the amount paid by the Accrington Cor- 
poration to cover the annual charges on the cable from Accrington 
boundary to the Prinny Hill distributing station was €221, equal 
to vood. per unit supplied, leaving the net cost of this supply 0654. 


Hastings.— Y Frau s WORKING. The Corporation electric 
light accounts for the last year show that the total capital 
expenditure on the undertaking amounts to C€155.1 [2 of which 
£09276 had been repaid upto Mareh 31st last. The income for 
the 12 months was £15,013. a decrease of £7.210 as compared 
with the preceding year, of which £4,765 was due to decreased 
public lighting. The expenditure (£12.752) wasa decrease of £401, 
The gross profit was ЖОТО, as compared with €12.493. After 
making allowance for sinking fund and interest. Ке. there was an 
adverse balance of €5,785, which has been met by £2.112 out of 
surplus standing to the credit of this account and £2.020 drawn 
from district rate account, with a balance of «714 provided for out. 
of reserve fund. 


Hereford.— Loan Saxcrron.—The L.G.B. has informed 
the T.C. that it is prepared to sanction a loan of £13.000 for a 
scheme for supplying current to a new factory to be erected at 
Rotherwas, when tenders are accepted for the plant. Кє. 


Hinckley.— he. Н.С, has decided to take no action 
relative to an application by the Leicestershire and Warwickshire 
Electric Power Co. for consent to lay cables from Brockey to 
Barwell. 


Kirkcaldy. Years Worktxe.—The  returus of the 
electricity undertaking for the year ended May 15th last. show a 
total income of £14.596. gross profit amounting to £25,026, and, 
after meeting financial charges, a net surplus of £621, being 
roughly £100 more than in the preceding year. The total output 
sold, 1.044.220 units, included 988,556 units for power, and showed 
an increase. due entirely to the latter. over the previous year; the 
average price being also increased. the total revenue was £2,300 
better than in 1914-15. Expenditure also increased by about 
£2,000, mainly due to increased coal cost, which amounted to 
‘628d. per unit as compared with ‘32d. in the previous year. The 
maximum load was 950 KW., and load factor 23°3 per cent. ; the 
motors connected totalled 1.944  B.H.P. The report contains a 
recommendation that a new power-station site be obtained near the 
sea and railway. 


London.—Pa4TrTkERsEA.—In view of the representations 
of the Board of Trade in regard to linking-up. the Couneil has 
agreed to reopen negotiations with the Hammersmith B.C.. as to 
the joint scheme for linking -up Haminersmith, Fulham and 
Battersea. in regard to which Н.М. Treasury last year only sanc- 
tioned the linkinz-up of the last two boroughs. The E.L. Com- 
mittee has now arranged for the installation of à 350-KW. Peebles 
converter and B.T.H. switchgear, with a view to increasing the 
supply in the Nine Elins district. 


Luton.—YkaR's WonkKING.—In our last issue we gave 
the financial particulars of the last year’s working of this pro- 
wressive undertaking. Further information shows that 12.251.529 
units were sold or nearly 4,000,000 more than in the previous year. 
The motors connected equalled 6,632 H.P. and heating apparatus 
1.576 Kw.: the maximum load was 4.208 KW.. and the number of 
consumers 1,914. In spite of the price of coal increasing 40 per 
cent. the total works cost per unit remained at '54d.. while the 
average price received was ‘Séd. per unit. The net profit of £6.227 
was atter reserving £700 for excess profits duty. 

Middleton. —YEAR’s Workine.—It was stated at a 
meeting of the T.C.. on the 5th inst., that the loss on the eleetricity 
undertaking during the past усаг was £1.060 ; Alderman Bentley 
(chairman of the Е.С.) said they had spent €1.000 more in coal. 
and ће thought they had not increased the price of current as much 


. 


as they ought to have done. 


Rathmines (Co. Dublin).— PRICE INCREASE. — The 
U.D.c. has decided to increase the charges for electricity for 
private lighting from 43d. to Sd. per unit: for the lighting of 
places of worship. Ке. and business premises, from 1d. to 44d. per 
unit; and for power and heat from lid. to lid. per unit. these 
charzes to be in addition to the 5 per cent. added in 1913, and to 
date as from July 1st. 

Sheffield. — SUGGESTED Prick REvisioN.— The general 
manager of the electricity undertaking (Mr. S. E. Fedden) has sub- 
mitted to his Committee a report upon the advisability of revising the 
existing charges for the supply of current. The manager states in this 
report that he feels grave anxiety both as regards the financial 
stability of the department and for its ability to supply eheap units 
in the future. if the charges wenerally are so fixed as to yield a 
very small available surplus. Whilst the undertaking was com- 
plying with legal requirements as regards repayment of loans in 


42 THE ELECTRICAL REVIEW. [Vol. 79. No. 2,016, JULY 14, 1916, 


the shape of sinking fund, it was not reducing capital indebtedness 
fast enough to keep the undertaking financially sound. ‘The under- 
taking ought to be able to put by enough money to bring the 
reserve fund up to 10 per cent. of the capital indebtedness. and to 
build up a strong renewals and special expenditure fund to deal 
with obsolescence ; this sum should not fall below £60,000, and 


should preferably amount to £100,000 on the present size of the ' 


undertaking. The engineer is of opinion that on the return to 
normal trade conditions many of the largest consumers would be 
agitating for lower terms, and if the department was not in a 
position to supply at the cheapest possible rates, it would 
undoubtedly lose some of these consumers, either to an outside 
undertaking or by the firms putting down their own plant. The 
engineer cites the following facts in explanation of his views : — 
(1) The large amount of capital represented by the Sheaf Street 
station plant. which is entirely out of date, and on which the 
capital repayment has still another 23 years to run: (2) the same 
remarks apply to the plant at Kelham Island; in this case 
sinking fund repayment has to continue for a further 14 years ; 
(3) the Neepsend station was not opened till 1904, yet the first four 
turbines are obsolete when compared with the efficiency of present- 
day plant, but the sinking fund payments on these plants will not 
be extingushed till 1927. In conclusion, the report stated that the 
present power tariff was framed many years aro, and had enabled 
the department to build up a huge power load. It was based on 
the price of coal being purchased at two and a-half times less 
than the existing price, but, notwithstanding the gradual increase 
in the cost of fuel that has taken place in recent years, there was 
still a sufficient margin between the cost and sale price of the unit 
to produce a small surplus. owing to the reduced cost of produc- 
tion in other directions. Now. however. owing to the abnormal 
conditions prevailing on account of the war and the general 
increase in the price of all materials and labour. the charges for 
current should be revised to enable the undertaking to attain the 
above-mentioned objecta. In view of the above. the Electricity 
Committee has recommended the City Council to increase all 
accounts for the supply of current by 10 per cent. where the present 
price is more than 2d. per unit, and by 20 per cent. where the 
present price is 2d. per unit or less. 

The formal tsanctions of the L.G.B. have been received to the 
borrowing of the following sums : --£42.926 for a turbo-alternator, 
foundations for same, and switchgear ; £37.20] for boilers and 
foundations for same ; £324 for coal shoots (total, £80.451, being 
part of £137,101 applied for): £51.000 for four boilers and ассев- 
sories at Neepsend ; £10,000 for buildings in connection with 
the above. 


Spenborough.— The Council has lodged a claim for 
damage done to the electricity works through the alleged pollution 
of the Spen Beck by impurities from a chemical works. 


St. Helens.—Price IxcREASE.— The T.C. has decided 
that a further increase of 10 per cent. he made in the price of elec- 
tricity for lighting. A few months ago 10 per cent. increase was 
announced in the price of current for power and lighting. At last 
week's meeting an amendment that the price remain as last. year — 
10 per cent. higher than the pre-war price— was defeated by 12 
votes to 11. and a second amendment that there should now be an 


increase of 5 per cent. for lighting and 24 per cent. for power was 
also defeated. 


Swansea.— YEAR'S WonkiNG.— The annual report of 
the electricity undertaking for the year ended March 3lst last 
shows a net income of £38,256, working expenditure amounting to 
£20.152, а gross profit of £18,104, and net profit of £4,944. The 
latter compares with а net profit of £1,786 for the previous year, 
and £3,313 for 1913-11. The reserve fund balance at the end of 
the year was £10,548. The tramways department showed a 
balance at the end of the year of £1.07. as compared with £2.905 
for the previous year. Thereport of the borough electrical engineer 
(Mr. J. W. Burr) expressed the opinion that the returns showed an 
all-round improvement. With an increased output of 497,782 units, 
the coal consumption was reduced by 1,660 tons, as compared with 
the previous year. The average price for coal for the year was 
17s. 1d. per ton, as against 12s. 1d. per ton for the previous year. 
The effect of the Summer Time Act to date had been a reduction of 
10 per cent. in the output. 


Tasmania.—The report of Mr. “Strike, the Launceston 
city electrical engineer, mentions that 2,866,543 units were sold 
during the year ended June 30th last. The connections include 
3.334 premises with 1,523 kw.: 472 motors of 2,579 B.H.P. ; and 
1,119 radiators. &с., of 777 Kw. Owing to low water flow, the 
steam plant assisted the hydro-electric plant on 95 days; the 
maximum load was 1.120 KW.. and the station load factor 337 
per cent. The total revenue amounted to £22,567, and the 
gross profit to £13,654; after meeting financial charges, the 
surplus remaining was £06.070. Generation, distribution, and 
management costs averaged '76d. per unit sold ; hydraulic generating 


costs figure at ‘13d., and steam generating costs at 'U46d. per unit 
sold. 


Tunbridge Wells. — The Electricity Committee has 
informed the T.C. that it is not intended at present to increase the 
existing charges for current, but the question will azain be con- 
sidered in September next. 


Walsall.—The engineer has reported that the existing 
E.H.T. feeders to Sandwell Street sub-station. rid Darwell 
Street. are overloaded, and. as a temporary measure of relief, 
the necessary cable for connecting up Wolverhampton Street 
generating and sub-stations has been ordered; it is proposed to 


make temporary use of switchgear which will be eventually 
installed in the Bloxwich sub-station. 


Weybridge.—Rkvriskp. CHARGES. — А further effort i8 to 
he made by the Council to obtain a more reasonable revfsion of 
charges from the Urban Electric Supply Co. 


Wigan.— Borrowing powers are to be sought for £535 
for a centrifugal pumps £325 for cable ; and £1,163 for pipework, 
foundations, Ke. 


Wimbledon.—Loax Sanction.—The L.G.B. has granted 
the Council's application for leave to borrow £5,020 (being the | 
expenditure in excess of loans already sanctioned and the estimated 
expenditure of the electricity department to March 31st, 1916, in 
respect of mains, house services. meters, and transformer sub- 
stations), so far as regards the excess expenditure incurred up to 
March 31st. 1915. As regards the remainder of the application, 
however, the Board saw no reason why sanction should be given ; 
the clerk thereupon interviewed an official of the Board. pointing 
out that, under the Electric Lighting Acts, the Council was com- 
pelled to give a supply of current under certain conditions, and 
that it was theincreasiny business of the undertaking which chiefly 
accounted for the application, Under the circumstances, the 
Electricity Committee has requested its Standing Sub-Committee to 
consider the question of capital expenditure and report what action 
should be taken, having revard to the present financial conditions. 
The Committee has reported in favour of increasing the price of 
energy supplied to ordinary consumers for lighting purposes to a 
sum not exceeding 6d. per unit. and for motive power or heating 
purposes to a sum not exceeding 2d. per unit. 


Winchester.—The Government departinent concerned has 
refused to certify for the use of the T.C. a 500-kw. turbo-generator 
set. ordered from Messrs. C. A. Parsons & Co.. Ltd.. as necessary to 
maintain the continuity of supply. The Electricity Committee has 
decided not to increase the charges for energy at present. 


Worcester.— PROPOSED EXTENSIONS.—The City Council 
has avreed to certain extensions proposed to be carried out, at a 
eost of £14,000, to supply а new works with electricity. The pro- 
posed plant consists of a 1.500-K w. turbo-alternator. with condenser, 
&witchrear, cables, &c. The engineer reported that the firm would 
probably require a million units a year, and. in any case, he would 
have asked for £10,000 for extensions due to natural progressa. 
The firm had offered a guarantee of £ 1.200 a year for three years, in 
addition to the receipts from the sale of energy. The Committee 
would later require a new boiler, involving an expenditure of £3.500, 
It was stated that the L.G.B. would facilitate the borrowing of the 
money for the work. 


TRAMWAY and RAILWAY NOTES. 


Bacup.— PROPOSED Fark ĪNCREASE.—A proposal of the 
Rawtenstall Corporation to inerease the car fares has engaged the 
attention of the Bacup Tramways Committee. which has decided 
that it cannot. recommend the T.C. to agree to any increase. 16 
remains for the Rawtenstall Corporation. if it wants to increase the 
fares, to ask the Board of Trade to appoint an arbitrdtor to deal 
with the matter. 


Blackburn.—The T.C. was informed hy Mr. Higham, 
vice-chairman of the Tramways Committee, that allowances to men 
of the department who had joined the Colours amounted to £1.£00 
а year, expenditure in other directions had considerably increased, 
and as receipts had declined it might be necessary before very long 
to increase fares. 

The Corporation has decided to grant an increase of $d. per hour 
to the men employed in the tramway department. the annual cost 
to the department being estimated at £1.100. The chairman and 
vice-chairman of the Tramways Committee are to arrange the 
details of a scheme for issuing passes for the use of wounded 
soldiers wishing to travel on the tramcars. 


Burton-on-Trent,.—YEain's WorKING.—For the year 
ended March 31st last. the Corporation tramways carried 3.223.559 
passengers, as compared with 3.311.355 in the previous year. The 
revenue amounted to £15.037, and the receipts in respect of the 
M.R. Co.’s running to £1,008; the net surplus was £1.329, showing 
an increase on the previous year's surplus, which was £838. The 


car-miles run were 386.876. as compared with 440.021 in 1914-15, 


and the percentage of operating expenses to revenue fell from 78:5 
in that year to 74'9 in 1915-16. 


Bury.—WactEs.—The local branch of the Amalgamated 
Tramwaymen and Vehicle Workers’ Association has decided to 
apply to the Corporation for an advance of wages for its members.. 


Canada.— According to the Canadian Electrical News, 
the outline of a scheme for a larye central terminal station, to cost 
about 35 million dollars, has been laid before the city by the 
Montreal Central Terminal Co.. the suggestion being that all the 
lines entering the city should use the terminal, and that these 
lines should all be electrified. 


London.—ThaàMwav ACCIDENT.—On Tuesday evening a 
ear proceeding from the Edgware Road to Sudbury left the track 
at Warwick Avenue bridge. and, colliding with a wall, overturned, 
more than 60 passengers being injured. though only nine were 
detained in hospital. The mishap is supposed, to have been caused 
by a broken axle. 
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Glasgow.— FEMALE LasoUuR.— In the course of the 
annual report of the T.C. tramway department, the financial and 
passenger side of which has already been published in the REVIEW, 
it is pointed out that the number of women conductors at present 
emploved by the department is 1,107, and since March Ist of this 
year, When the Committee decided to experiment with women 
dnvers, 106 women have been introduced to the front platform of 
the cars. At several depots women were also employed in connection 
with the cleaning of the cars. When war was declared 633 male 
members of the staff who were Reservists and Territorials were 
va iid up. and since then the number of employés who had joined 
the Colonrs was 2.311. Of this number the Committee regretted to 
report the deaths of 113. 


Haslingden.— YEAR'S WonkiNG.—For the year ended 
March 31st. last, the tramways show a gross income of £8464 
асаа €8,217 ; a gross expenditure of £5,272 against £5,840; a 
snes profit of £3.192 against £2,376: and а net profit of £1.021 
arainst £160. The total mileage was 150,676. "The rate aid given 
to the department since its inauguration amounts to a total of 
£ 5,3105. 

Hull.—YraAR's Workinc.—The accounts of the Corpora- 
tin tramway undertaking for the year ended March 31st last 
chow that 53.734.387 passengers were carried, of which nearly 
2+ million were 4d. fares, and the remainder 14. fares. The total 
was much in excess of the previous year, although the car-mileage, 
£012.42, was roughly 500,000 Jess than in 1914-15. The total 
revenue amounted to £162,927, while working expenses totalled 
Eles STO and war allowances £8,759, leaving a balance to net 
tvenne Of £45.498. After meeting the usual financial charges, 
12469 was transferred to the appropriation account. bringing the 
latter to £22.169, and enabling £10,000 to be transferred to rate 
rief, а aimilar amount being reserved for future relief. and the 
ince of £2469 being allocated to reserve, The reserve fund in 
ви amounts to € 142,000, 


London.— SOUTHWARK.—ELECTRIC VEHICLE REPORT.— 
V .ntious report on the’ use of electric vehicles has been presented 
эз the borough engineer to the Works Committee. From this we 
zarher that he has taken quite a paternal interest in the subject of 
wower-driven vehicles for some years, though, unfortunately. it 
x ld appear from what follows, that his interest has not led to 
au accurate appreciation of the merits of the electric vehicle, eit her 
intself or in relation to the electric supply industry. Не says: 

No doubt electricity will become adaptable for our general use in 
"se ог 10 years, but the charges of one or two vehicles would be of 
7^ astistance to the Council's electricity works, and working them 
auld be more expensive than petrol plant." It is difficult to 
und-rstand these remarks in view of the number of cases in which 
"ne vehicles are being adopted for municipal work, because of 
"ir low cost of operation and general efficiency. but apparently 
7+ horou;zh engineer is prejudiced by the knowledge that electric 
»*"icles represent but a small percentage of the municipal motor 
hws im use. Again, it is obvious that unless the Southwark 
neil provides charging facilities. it cannot expect to benefit from 
-lctric vehicle charging and the charging of " one or two vehicles.” 
1: view of the huge possibilities in front of the electric, may be of 
ihe .reatest assistance to the Council's electricity undertaking. 
Tre fact that 740 electric vehicles are in use, or on order in this 
7'intry. as compared with 150 in the previous year is evidence that 
^" people are appreciating the advantages of the electric vehicle, 
лоп this is not the case with the Southwark Works Committee, 
*aich endorsed its engineer's views. 


Kirkcaldy.— YEAR'S WorkKING.—During the year ended 
May loth. the Corporation tramways carried 5,403,000 passengers, 
^r about 0.400 less than in 1914-15 ; nearly 50 per cent were 4d. 
tre. The car-miles run, аб 439.000, were 9.400 less than in the 
enonsa year, but the average revenue, 93d. per car-mile, showed 
à? increase. The total revenue amounted to £17.133, and the 
-"*4 profit to £5,649. while after meeting financial charges, 
ronding £443 depreciation, the net surplus remaining was £137. 
1ле report draws attention to the probable heavy expenditure on 
wrmanent way in a few years time, and suggests that measures 
‘ald be taken to increase the revenue in order to meet these 
'auges ; one suggestion is the abolition of Jd. fares. 


Maachester.—A collision between а tramcar and a taxi- 

n» 1n Moses Side. last week, resulted in the death of a lady 
[s-—rzer in the cab and serious injuries to the motorman. 
_Tke new double tramway track in Cross Street, between King 
“хи and Albert Square—in the busiest part of the city—is now 
Cpneted. The laying of the second line, which will be a great 
"эд. has been made possible through the demolition of some 
e" ру and the widening of the thoroughfare. 


Wallasey.— WaGes.—A special meeting of the Tram- 
*aj* Committee was to consider the demand of car drivers and 
victors for an increase of wages. The men threaten to cease 
rk to-morrow (Saturday), unless they receive a favourable reply 
'^ their demand. 


Rotherham. —The Corporation has been recommended to 
‘age up the tram way track in a portion of Westgate, and put down a 
‘rible line of rails. The borough engineer has been instructed to 
urane for the immediate purchase from Messrs. Steel, Peech and 
ът Ltd.. of 40 tons of rails at £16 10s. per ton. 


Tasmania.— The result of the year's working of the 
Lanceston city tramways to June 30th was a total revenue of 
t:'317 and a net surplus of £508. The passengers carried 
3 tered 2.355.860 and the car-miles were 355,421. 


- 


TELEGRAPH and TELEPHONE NOTES. 


Argentina.—The (Government telegraphic system at the 
end of 1911 comprised 38,674 km. of line and 93,129 km. of wire, 
with 908 offices ; 147 million messages were handled during the 
year. The telephone system, in the hands of seven companies, 
consisted of 96.390 km. of line and 385,633 km. of wire, with 69,067 
&ubscribers.— Journal Teleqraphique. 


France.— The publication of Annales des Postes, Tele- 
qraphies de Telephones, which had been suspended owing to the 
war, has been resumed. 


Spain.—Since May 2nd a radiotelegraphic service has 
been established between Spain and Germany, the tariff being 0°25 
peseta per word. The Spanish station is situated at Aranjuez.— 
Journal Teleyraphique. 


Tahiti.—A wireless station has been erected by the 
French Government near Papeete, in Tahiti. placing the island in 
communication, ria Samoa and Awanui (New Zealand) with the 
world's submarine cable network. 


CONTRACTS OPEN and CLOSED. 


` | ОРЕМ. 
Australia.— August 16th. P.M.G. Distilling apparatus 


(Schedule 502), telegraph and measuring instruments (Schedule 
498). See "Official Notices " June 16th. 

MELBOURNE.—-August 8th. Deputy P.M.G. Standard battery 
material : —Porous pots. jars, zinc and carbon rods, and chemicals. 
Schedule 1.327. High Commissioner's Office, 72, Victoria Street, 


S.W. 


SYDNEY.—— August lith. Portable internal-combustion engine 
and dynamo (24 kw.) Ifor the Departmental Stores, Sydney, for 


P.M.G.* 
August 24th. P.M.G. Automatic switchboard and apparatus 


for North Sydney Exchange. Schedule No. 511.* 


Dublin. — July 20th. Corporation. A.C. slot meters. 
See " Official Notices " to-day. 


Hull.—July 20th. Machinery oils for the Corporation 
Electricity Department. Mr. J. F. Magoris, Acting Electrical 
Engineer. 


New Zealand. — INVERCARGILL. — September — 28th. 
Borough Council. Steam turbo-alternator, condensing plant. and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40.* 


Plymouth. — July 20th. Corporation. Rotary steam 
boiler feed pump for the Electricity Department. See `“ Official 
Notices " June 30th. 


Walthamstow.—July 26th. Council. 500-KW. rotary 
or motor converter; E.H.T. switchgear; L.T. switchgear. See 
*" Official Notices ` to-day. 


York.—Corporation. Coal (14,000 tons of either un- 
screened beans, pea slack, rough slack, or small peas quality) for 
the electricity works for nine months. Mr. J. W. Harris, Engineer : 
and Manager. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. . 


Argentina.—The 7'»es states that the largest contract 
for iron placed since the beginning of the war by Argentina has 
been secured by the Staveley Coal and Iron Co. Ltd. It is for 
26.000 tons of c.i. piping for about £262.500, and the whole is to 
be delivered before the end of the current year. 


Australia.—The Sydney City Council has been recom- 
mended by the Electric Lighting Committee to accept the following 
tenders :— 

Induction regulators, £1,549.—A ust. General Electric Co. | 

10,000 ft. of 1-in. heavy gauge welded conduit, £250.—Lawrence & Hanson, 
Electrical Co., Ltd. 


Melbourne City Council has accepted the following tenders :— 

Five 200-amp. S-phase oil switches with transformers, £114.—British 
Westinghouse Electric and Manufacturing Co., Ltd. 

Two Erith Riley stokers with fans and hydraulic controls, £1,296 f.o.b. 
(total estimated cost, including freight, insurance and erection, being 
£2,000, for installation in two of the oldest boilers at the supply 
station.—Erith Engineering Co., Ltd. —Tenders. 


P.M.G.’s Department, South Australia :— 


Increasing the capacity of storage batteries, Central Exchange, Adelaide, 
£512.— T. Knight Steanes. 

£3,230 yd. paper-insulated leud-covered cable, 400 pairs, £1,510 per mile; 
1.060 yd. ditto, 300 pairs, £1,201 per mile; 14 miles ditto, 200 pairs, 
£785 per mile; 3À ditto, 100 pairs, £440 per mile; 3 mile ditto, 25 pairs, 
£158 per mile; 7/0 yd. silk and cotton insulated, lead-covered switeh- 
board cable (various), £481,— Western Electric Co. (Aust.), Ltd. 

—dustralian Mining Standard, 


of slack coal 
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Bedford.— T.C. :— 5 


1,000 tons of Redding slack coal, 
Ltd., 21s. per ton. 


1,800 tons of Manton slack.—Vinther & Co., Ltd., 21s. 2d. per ton. 


Birkenhead.— T.C. 


for tramways : 


for the electricity works.--J. E. Page, 


Daimler petrol motor. tower-wagon 
Mersey Motor Co., Ltd., Birkenhead. £820. 


Bristol.— Electrical Committee. Accepted tender :— 


Fraser & Chalmers.—3.000-KwW. turbine, conpled to n Vickers alternator, 
with condensing plant by the Br itish Westinghouse Co., £11,608, 


Derby.—T.C. Coal for the electricity works: D. MeCarthy 


and Co.: Mr. T. Walker: Derby Coal Со. Ltd.; Brookhouse, 
Johnson, Ltd. ; and Parr & Sons. | 
Dublin.—The Trish Builder states that the following 


tenders have been received by the Corporation for the installation 
of electric light in the new dwellings comprised in the Church 
Street and Beresford Street and Trinity Ward housing schemes :-- 
Church St. and 
Beresford St. 

scheme. 


Trinity Ward 
scheme. 


А. E. Davy .. à = ja £560 £376 
J. Dowdall & Sons .. " 5 TON 430 
Owing to the terms of ilie: specification not being strictly 


complied with by the tenderers, the city electrical engineer has not 
been able to make any recommendation, and places the matter. in 
the hauds of the Municipal Council, 


Electric: 
Ross & Co., and the Liverpool Electrie Cable Co.. Ltd. 


^" Glasgow.— The Clyde Navigation Trustees. 
stores : 
| A ү Я VF. 

. London.— London Education Committee. Wiring County 
Secondary School. Forest Hill :— 


Alex. Hawkins & Sons.. zs Sa s 


(accepted) s 
Alphu Manufacturing Co... oe 


se .. oe ee 578 


H. J. Cash Å Co.. Ltd. ee oe ee eo ee ee 620 
W. С. Tackley & Co., Ltd. iis 4% ss ave .. 671 
Tredegars, Ltd. xs "T (|. .. NH 


BATTERSEA.~-Electvicity Committee. Plant in connection with 
supply to Nine Elma district :-- ° 
Bruce Peebles & Co., Ltd.—0-Kw. rotary converter, £1,380, 
British 'Thomson-Houston Co., Ltd. - Motor-converter switchgear, £329, 


Luton.— T.C.  Reeommended tenders for extensions :— 


Clark, Chapman & Со, Two boilers and stokers complete, £7,648. 
Vj. Green & Sons. Economiser, £1,001, 
W. à T. Avery, Ltd.—Coal-weighing machines, £410. 
Harris-Anderson Patent Feed Water Filter Со, — Water softene г, £495, 
Hayward, Tyler & Co.—Hotary feed pump, £258. 
Tenders for the ash and soot-handling plant will come forward 
at the next mecting of the Electricity Committee. 


Sheffield.— Electricity Committee :— 
Steel Barrel! Co. - Petrol storage installation, £195. 


Abbott & Bannister.—Strnetural alterations to premises in Shude Lane, 
£236. 
Willans & Robinson.—Replacing spare turbine blading material, £283, 


*: Shipley.—U.D.C. 50-Kw. 


British Electric Transformer Co. 


Stafford.— Town Council. 500-KWw. geared turbo-cene- 
rator and condensing plant. aggregating £5.230. Part of the plant 
is to be supplied by Messrs. Siemens. In reply to questions 
regarding that firm, it was stated that the concern was Govern- 
ment-controlled. and there was not the slightest suspicion as to the 
propriety of the works being carried on: if they were stopped. it 
would be the greatest disaster that could befall Stafford. 


Sunderland.— T.C. Accepted tenders :— 


J. Thompson & Co.—Creosoted troughing, collars and bends. 
Jones Bros.— Tiles. 


Norfolk Engineering Co.—Brush-holders. 


Watford. U.D.C. Motor, gearing, and pulleys : Marshall 


and Plumtree, £755. 


transformer for Hirst Wood : 


Wimbledon.—Coal for the Electrie Lighting Committee : 
Foster & Co.—4,500 tons Kingsbury small nuts, 23s. За. per ton ; 1,000 tons 
ditto nutty slack, 22s. За. per ton ; 2.000 tons Fostock double- -sereened 


nuts, 245. 9d. per ton ; 1,500 tons ditto slack, 17s. 9d. per ton ; 2,000 tons 
S. Leicester nutty slack, 215. 4d. per ton. 


Wolverhampton.— Electricity Committee. 


10,000 tons 
: W. Н. Bowater, Ltd. | 


ENGINEERING EDUCATION AND RESEARCH. 


‘Engineering Education 
and Research," appointed by the Council for Organising 
British Engineering Industry, and composed of Mr. A. P. M. 
Fleming, Prof. J. C. M. Garnett, and Prof. Miles Walker, was 
issued last week. ‘The following are the principal recom- 
mendations :— 

The organisation of British engineering industry by the 
federation of British quanufacturing cugineers for purposes 
Which include education and research. 

The co-ordination of existing means for educating engineers, 
and particularly the provision of an adequate and inore 
uniform system of scholarships. — 


-- 


The establishment of a large number of junior technical 
schools for the education between 12 and 15 years of boys 
Who intend to become apprenticed to engineering trades. 

Compulsory attendance of apprentices under 18 years of 
age ub part-time classes for eight. hours à week during works 
hours, the mstruetion given to relate to their everyday work 
and to include citizenship subjects. 

Provision for the specific education. of future members of 
the highly trained staff in colleges and senior technical schools. 

Extension of the study of mathematics and physical science 
at school, and education not under specialist. teachers, but 
under a succession. of form masters in a more coherent 
curriculum. 

Readjustment of the conditions fur admission to Univer- 
sities. 

Reduction of the number of lectures in University courres. 
Technical degrees to be given to candidates only when they 
have added works experience to academic training. 

University teachers to be encouraged to undertake research 
work on behalf of, and in co-operation with, manufacturing 
firms. 

The volume of research work in connection with the British 
engineering industry to be greatly increased, by fully utilising 
existing tacilities for this purpose, and by establishing a 
central research laboratory. 

There are many interesting and novel features in the report, 
which deserves the close attention not only of educationists, 
but also, and perhaps still more, of manufacturing enginecrs. 
A clear distinction is drawn between the two great classes— 
manual workers and thinkers—and the comparative failure 
to solve the problem of providing the best system of educa- 
tion for each of these classes is ascribed partly to confusion 
of one with the other. Emphasis is laid upon the importance 
of training the workman not merely as a skilled man, but 
also as а good citizen. The nature and functions of the 
junior technical school are explained, and it is recommended 
that bovs should enter it from the public elementary school 
at the age of 12, leaving it to enter works as apprentices at 
15. Spee “ial attention is devoted to the nature of the instruc- 
tion to be given during the trade apprentace course concur- 
reutly with the workshop training. Boys aiming at the 
higher positions should receive whole-time education up to 
the age of 1S, and then enter upon a University course; if 
this is not possible, they should leave the secondary school 
at 16 and enter a senior technical school for two years. Uni 
versity entrance scholarships should be increased in number 
and value until it is no longer possible for a boy to be pre- 
vented by financial reasons only from receiving a university 
training, if his native ability and previous education have 
fitted him to derive from this training so much benefit that 
the increased value of Lis services to the community will 
repay the cost. 

А very significant passage deals with the excellent quality 
of modern engineering text-books, which are so good that 
they diminish the necessity of lectures, which should be 
directed rather to guiding the student and stimulating his 
interest. in the subject studied. The greater part of the 
university time should be spent by the student in working 
out problems of the kind that he will meet in practice. 

Works training before the college course is deprecated, 
unless it can be effected during vacations without interrup- 
tion to the academic work. The six-months' sandwich system 
is not recommended in connection with English Universities, 
though it is less objected to in Scotland, where the sessions 
are shorter. Finally, ‘the immense importance of research 
work, at the colleges, the works, and in special institutions, 
is vigorously driven home, and intimate co-operation between 
engineering firms and colleges is advocated. The report) 18 
worthy of the most careful consideration. 


~ 
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NOTES. 


Electricity on Canadian Farms.— The British Columbia 
Electric Railway is energetically pushing the use of electricity 
amongst farmers in the Fraser Valley. which is covered with a net- 
work of power lines. The farmers are stated to be keenly interested 
in the matter. and at their request meetings are being held, at one 
of which a number of interesting kinematograph and other vicwé 
of eleetrically-worked farms were shown. 


Nitrate Plant for U.S.A. Government.— The Army 
Reorganisation Bill as finally enacted authorises the President tX 
make an investigation to determine the best process " for the pro 
duction of nitrates and other producta for munitions of war 
useful in the manufacture of fertilisers and other useful producte) 
He is further authorised to select. a water-power Rite or other sit 
and to construct a plant for the manufacture of such product. T 
products of the plant are to be used for military and naval purpos 
to such extent as the President may deem necessary, and апу = 
plus may be sold under such rejrulations ая he may prescribe. 1 
Bill does not. specify the capacity of the plant, but $20,000,000 
appropriated for its construction, A provision is inserted that t. 
plant must be operated " solely by the Government and not in « 
junction with any other industry or enterprise carried on by priv 
capital," — American Machinist, 


-- i 


‘Vol. 79. No. 2,016, JULY 14, 1916. ] 


THE ELECTRICAL 


REVIEW. 45 


lrquiries.— Makers of electrolytic iron are asked for. 


Foreign Trade.— Тнк Jene Fictres.—The official 
Lurer for import& and exports Aurine last month vive the 
following values for electrical and engineering lines : 


June, Inc. ar Nin mun hs, 16. 
IMPORTS :-- 1916, dee, Anc. or dev, 
Electrical vooder. Же. £153,012 + 70.004 + COE STS 
Machinery ... e 0 ST3.607 — 00,063 + зохио 
EXPORTS :- - 
Electrical vouds, ХС. 476.0254 + IS35.148 + 551.125 
Machinery ... e. ОТТАМ. КЕЗ?! — 304738 


Educational Notes.—Usiviursity Сонм, London.— 
At an assembly of the College Faculties, on Thursday last week, 
the Provost stated that the " Pro Patria“ contained the names of 
LIR members of the College who were serving in the war; 101 
distinctions had been gained, and 73 had laid down their lives. 
The College had rendered many important services to the Govern- 
ment. of which particulars could not at present be given. Dr. б, 
Carey Foster. formerly Professor of Physics and Principal, delivered 
an address to the students. 

MIDDLESBROUGH TECHNICAL COLLEGE. The fund for the 
erection of u Technical College at Middlesbrough, for the further- 
snce of iron and shipbuilding industries. now stands at £73,700. 
The Cleveland and Durham Electric Power Co. has offered. to 
sopply as an annual donation £100 worth of electrical power per 
annum. - . 


Patents and Alien Enemies.— Application has heen made 
tothe Board of Trade for the avoidance or suspension of Patent 
No. 11.693/10. for the electrolysis of liquids, granted to Billiter, by 
Mr. E. J. Smith, of Willesden, N.W.. | 


Japan and Electrical Export Trade—According to 
Japanese papers, Japan is about to make a special bid for the 
electrical market. in China. The Hochi, which the Japan Chronicle 
sass is revarded in Tokio as the organ of the Government. credits 
an authority in the Department of Agriculture and Commerce with 
the following statement :—-" Japan's electrical industry has recently 
undergone a marked development. Efforts should be made to 
farther national interests by promoting the export. of the various 
prxlucts of the industry. The Government ік, therefore, consider- 
my means to encourage the export of electrical apparatus to China, 
India. and other accessible places. A new item of expenditure is 
tn he provided in the next Budget for the purpose of subsidisine 
the export. The scheme. however. has not vet been considered 
һу the Cabinet jn detail. In order to secure a large market for 
electrical apparatus in China or anywhere else. it is necessary that 
the yeneral electrical industry there should be developed. In this 
respect much depends upon the activity of Japanese capitalists. 
The war has stopped European competition. and the present is the 
het opportunity for consolidating the foundation of Japan's 
business and industrial potentialities abroad. To attain this object 
an immediate loss should be ignored with an eye to an ultimate 
vain, —--Financier. 


Н. R. Merton & Co., Ltd.—According to the Times. a 
circuiar has been issued by the above company. stating that the 
thares in the company which were hitherto held bv German firms 
have now all been acquired by British subjects. The negotiations 
to that end. which were started in July. 1915. only came to a suc- 
ces<fnl conclusion in February. 1916. " The terms of the trans- 
action were submitted to the Board of Trade and the High Court 
of Justice for their approval. which was granted. The company 
has altered its Articles of Association, which now contain verv 
Htringent provisions, by virtue of which the company is now. and 
wil] always remain, under exclusively British control.” The Zimesx 
understands, as a result of its inquiries, that the result of the trans- 
action ix that the proportion of the capital in British hands is 
increased from 55 per cent. to 85 per cent. the remaining 15 per 
cont. being held in allied and neutral countries. Should any of these 
countries ever become involved in war with Great Britain. the 
aiiders resident therein may be compelled to dispose of their 
holdings. No shares may be sold to foreigners. or to British 
subjects having foreign connections. i 


Institution and Lecture Notes.—Verband Deutscher 
Elektrotechniker.—The annual meeting of the V.D.E. which 
thonld have been held last year. was abandoned owing to the war: 
"t this year a meeting was held in Frankfort-on-Main. at the 
heginning of June. About 750 members and visitors attended. On 
June 2nd the meeting accepted the report prepared by G. Dettmar 
tecretary). from which it appears that there are now 22 associa- 
"ets in the union, and that, in spite of the war, the number of 
members remains practieally constant at 6.000 (a fact which is 
esibly due largely to those om active service being retained 
antamatically on the membership roll). During the period covered 
hy the report: the chief activity of the committees has been directed 
to examining the applicability of the various rules and recom- 
mendations to war conditions, and to devising special war rules to 
met the abnormal conditions of labour and material supply in 
Germany. On the evening of June 2nd, members und visitors 
were teczivedl in the historic town hall of Frankfort as guests. of 
the city. The large number of public ofticials attending this vear 
hmnygh& back to mind (says E. T. Z)the international electro 
techrical exhibition held at the same place 25 years avo, when the 
ёт: high-pressure alternating-current power transmission from 
laufen to Frankfort was inspected by members, including such 


pioneers as Oscar von Miller. Dolivo-Dobrowolsky, and Kittler. 
А retrospect of this brilliant period of electrotechnieal development 
formed the subject of an historical appreciation delivered by Prof. 
Epstein on the second day of the meeting. Prof. Klingenberg 
delivered an address on " Laryve-seale Electric Administration with 
State Co-operation.” and in the afternoon G. Dettmar read a paper 
on substitutes for various elect rotechnical materials. A success fal 
exhibition of substitute-materials and of products made therefrom 
bore witness to the high degree of independence of German industry 
with regard to foreign supplies, and also. disclosed technical and 
scientific advances which will be of creat importance after the war, 
as well as now." | 


Electrical Association of Australia (Victorian Section). At the 
meeting held at Melbourne, on May 25th, Mr; €. EF. Lindblade read 
a paperon " Decay of Timber in its Relation to Elect ric Light Under- 
takings.” 


Volunteer Notes, -- Isr Lonxpox ENGINEER VOLUN- 
TEERS.— Orders for the week by Lieut.-Col. €. Bo Clay, V.D.. Com- 
mandin. { 

Naturday, July H^th.— Parade, 3.0 sharp, Golder’s Green Station. 
Uniform. | 

Monday, July 17th.— Technical for Platoon No. 9. 16. Regency 
Street, S.W. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class and. Recruits. 

Tuesday, July V8th.- Officer? Instructional Class, 6-7. Recruits, 
7-8. Lecture. 7.15, “The Mechanism of the Service Rifle," Lieut. 
Scott Moore, 

Wednesday. July 19th. —Platoon Drill for No. 1 Platoon. 

Thursday, July 20th.- Platoon Drill, No. 5 Platoon. Recruits, 
45-745. Instructional Class, 5.45. . 

Friday. July. 21st.— Technical for No. 10 Platoon, 46, Regency 
Street, SW. Squad and Platoon Drill. No. 9 Platoon. 

Saturday. July 22nd. Instruction. Parade, 2.30, Company Com- 
mander Flemin:sz. . 

Sunday, duly 231d.— Ent renehing duties. 
and C. Railway Booking Otfice). 8.85 a.m. | 

MACLEOD YEARSLEY, Adjutant. 


Parade. Victoria (S.E. 


July 1074. 1916. 


8RD Ватт. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT. Battalion Orders by Capt. R.J. С. Eastwood (Commandant ), 
Thursday, July 13th, 1916 :— 

Нее End. Parades.— Saturday. = е Battalion. will Parade at 
Wembley Park, at 3 p.m., for Drill. 

entrenching, Neturday.— Parade at 
(Low Level entrance), at 8.40 a.m. | 

Sunday- Parade at Liverpool Street Station (Low-Level entrance, 
at. 52,30, for Entrenching duties. 

Aecomnmimdatiun for the Eutrenching Party will not be ready for 
Saturday, 15th inst.. but it is arranged to commence on Saturday, 
22nd inst. Names must reach the Adjutant not later than 
Wednesday. 

Musketry. -Holland Cup Competition, — Competitors shooting on 
Saturday will report at 9.20 алп. at No. 8. Platform. Waterloo 
Station : those shooting on Sunday, at 0.12 a.m. 

Nignalling Practice in future will take place at Queen's Club on 
Mondays, Wednesdays. and Fridays, at 6 p.m. 

Reeruds will Parade at Wembley Park on Saturday at 3 p.m., 
and Sunday at 11 алп. 


Liverpool Street. station 


G. Н. F. DUNCAN, Acting Adjutant, OBC, 


Decimal Coinage and the Metric System. — ^t a 
necting of the City Corporation on Thursday last week. Mr. Sandle 
moved that. in view of the advantages which would acerue to 
British commerce in foreign markets by the use of the decimal 
system of coinage and weights and measures, it was desirable that 
steps should be taken for its immediate introduction, so that it 
might be in operation at the end of the war. The subject was 
referred to the County Purposes Committee for consideration. -- 


Tics 


German Substitutes. — We regret that a misprint 
occurred in our article on German substitutes for copper con- 
ductors (Vol. LXXVIII, No. 2.013. р. 218). in that the specific 
resistance of zinc per sq. mm. per metre at 20° C. was given aa 
00167, instead of (00607 ohm. 


Mechanics for the R.N.A.S.—An appeal is made by the 
R.N.A.S.. 17. Brook Green Road. Hammersmith, W.. for skilled 
engineers, carpenters, and electrical fitters. The аре limits are Is 
to 45. АП will be put on “deferred entry.” which means that thev 
will be liable to be called up at a fortnight’s notice, when required. 
-Westminster Gazette, | 


Copper Output of Spain.—. According to the Government's 
Boletin Comercial, Spain produces yearly about 3 million tons of 
copper. of a value of 63.000.000 pesetas. The district yielding most 
copper in Spain is the Province of Huelva. and next to it comes 
Seville. There also exist in Spain large areas of unproductive 
ground allocated to copper production by concessions whose pro- 
prietors are, for the most part, unable to work them owing to the 
lack of capital: if this ground were to be made productive, and to 
yield, хау, t,000,000. tons of copper. the value of Spain's output 
yearly would be anemented by 1х. о 000 pesetas. In view of the 
increased price of copper owing to the war, the Beltin urges 
Spanish capitalists to invest their capital in the production of 
native copper, — Luz e Fuerza. | 
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Southampton.—A Day Огт !—A firm of medicinal wine 
merchants asks us to believe that " in these days of nervous stress 
and strain there are few persons who derive no benefit from a real 
health tonic such as .’ Everybody is feeling the stress and 
strain. but give us a course of Southampton Water as a tonic. for 
reasons to be found below. 

On Wednesday of last week. in most. perfect weather, a party of 
about 45, consisting of members of the Metropolitan Association 
of Electric Tramway Managers апа friends, made Southampton the 
scene of their annual outing. 

On their arrival in the town. the visitors were received at the 
tramway offices. from whence a special car conveved them to the 
South-Western Hotel. where they were entertained to lunch by the. 
Mayor. who gave them a most. hearty welcome. 

Mr. W. €. Ullmann, general manager. East Ham Corporation 
Tramways, in proposing a vote of thanks. voiced the feelings of the 
entire party in saying that they were agreeably surprised and very 
much impressed by the beauty of the town. 

Alderman Littler, late chairman West Ham Tramways Committee, 
also paid a preat tribute to the town. and spoke of the indebted- 
ness of the entire nation to Southampton for the wonderful work 
it was doing in connection with the war. 

The Mayor and Alderman Dunsford replied. the latter remarking 
that although the local tramway system was not particularly 
large. yet it was one of the most complete and successful under- 
takings in the country. In Mr. Robson they had a manager who 
was sometimes in advance of the Committee, which was, perhaps, 
a good thing. 

During the afternoon the visitors made a tour of the tramway 
system, and were impressed by the Avenue and the Common. which 
many of them said made the most charming tramway route they 
had ever seen. Тһе chief glory of Southampton is the Common, 
a great area of primeval forest land. a portion of the Royal Forest 
of Bere. and it is impossible to over-praise the heauty of this great 
natural park of 348 acres, all of it finely wooded with stately trees 
and picturesque thickets. A visit was paid to Portswood car 
depot, where they saw the electric vehicles which have entirely 
taken the place of horses, and the new 2-ton electric tipping wagon 
to be used by the permanent way department, and for general cart- 
ing work. Much interest was shown in a method of repairing 
defective rail joints. adopted in Southampton for the first time on 
any large scale. The arrangements also included a trip down 
Southampton Water to Southsen and back. during the course of 
which the party were entertained to tea by Alderman Dunsford. 

The trip occupied just three hours : and as the shores are beauti- 
fully wooded. and are nearly a mile apart, nothing could have 
been more delightful, both from the picturesque point of view and 
as а relief to the ever-present thoughts of the deplorable struggle 
which. there is reason to hope, will shortly give way to an early 
and sudden peace. 

To the Mayor and to the Chairman of the Tramways Committee 
for their hospitality, to Mr. Robson. and Mr. Goodyer, the popular 
hon. sec. of the M.A.E.T.M.. for their admirable arrangements 
throughout the day. we add our thanks to those of Mr. Littler. who 
spoke for the visitors, and to the Clerk of the Weather we offer our 
heartfelt gratitude. 

We must not omit to mention that. after the water trip. the 
party had the privilege of inspecting the newly-erected cable works 
of Messrs. Pirelli, on the invitation of Mr. Bevis. when the Mayor 
~ took the opportunity of wishing " Success to the Firm." 


Union of Technical Associations in Germany.—4 
German " Verband " of technical-industrial associations has been 
formed. comprising the Institution of German Engineers, the Insti- 
tution of German Architects. the Association of Blast Furnacemen, 
the German Chemical Society. the Institution of German Electrical 
Engineers and the Association of Shipbuilding Enyineers. The 
headquarters are in Berlin. The Verband will thus represent 
60.000 members of the different professions involved. Опе of the 
principal results which is looked for from the combination is the 
furtherance of the work of finding substitutes for the raw material 
hitherto obtained outside Germany.— Timex Trade Supplement, 


Performance of British Westinghouse Turbines.— 
Excellent records have recently been made in regular performance 
by turbines of British Westinghouse manufacture. А, turbin2 
installed in the Port Dundas power station of the Glasgow Cor- 
poration, of the Westinghouse-Rateau high-pressure impulse ty pe. 
is rated at 6,000 KW.. and runs at a speed of 1.500 к.Р.м. The 
alternator generates three-phase current at 25 cycles, 6.600 volts, 
and has an overload capacity of 25 per cent. for two hours. and 
50 per cent. for half-an-hour. This set is provided with a direct- 
coupled exciter. At the present moment there is in course of 
manufacture another 6,000-KW. set with surface condensing plant, 
which will be. to all intents and purposes, a duplicate of the set 
above mentioned. | 

This set ran from July 24th. 1914. to October 31st, 1915. a period 
of 15 months. during which it was in operation for 9.595 hours out 
of a possible 11,160 hours, or 859 per cent. ; the average load was 
5,510 KW., and the total output was 53 million units, or 62 per cent. 
of the total output of the whole station during that period. and 
78'9 per cent. of the possible output of the turbine at full load for 
the whole running time. the average load being 5,510 KW. 

A 300-KW. D.C. turbine, which is also in service in the Glasgow 
district, of the Westinghouse-Rateau mixed-pressure impulse type, 
is rated at 300 KW., and runs at 3,000 R.P.M. The generator 
develops full load at 460 volts, and is of the three-wire type. The 
commutator is of the well-known radial type. the design of which 
enables sparkless commutation to be obtained at all loads at high 


speeds. The condensing plant is of the multiple-jet type, working 


in conjunction with a natural-draught cooling-tower. 


` 


This set was in operation from July, 1910, to December, 1915. a 
total period of 48.204 hours, and was on load during that period for 
17.023 hours, or 97°5 per cent. of the possible running time in 
5$ years. The maximum load grew from 150 to 273 KW., and the 
mean load from 80 to 207 KW. : as the spare plant consisted of two 
belt-driven dynamos of a total output of 100 Kw.. it will be seen 
that the reliability of the turbine was a very important matter. 
These records are certainly admirable. 


Naval Electricians.— The rank of Lieutenant (Flee- 
trical) has just been created in the Royal Naval Volunteer Reserve, 
and such officers gazetted are to be assistants to Lieutenants (T), 
and to have charge of the repair and maintenance of the ordinary 
electrical equipment of the ship. this leaving the Lieutenant (T) 
free for torpedo work.: This new departure rather hits the war- 
rant electrician. who up to the present was entrusted with that 
class of work and did it well. 


OUR PERSONAL COLUMN. 


The Fditors inrite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway ofheials. to keep readers of the 
ELECTRICAL REVIEW posted as fo their movements. 


Central Station and Tramway Officials.—An Australian 
exchange states that Mr. W. G. T. GoopMaN, chief engineer 
and general manager of the Adelaide Municipal Tramways 
Trust, has two sons enlisted for active service. Up to date, * 
195 of the Trust's employés have enlisted for active service. 

Bexhill-on-Sea T.C. has, by a re-arrangement of the elec- 
tricity staff, appointed Mr. R. C. CARTER as mains assistant. 

Faversham T.C. has increased the salary of the electrical 
engineer (Mr. G. SOMERVILLE) from £200 to £210 per annum. 

Torquay T.C. has increased the salary of Mr. J. L. Mepway, 
assistant electrical engineer at the generating station. 

General.—The assistant surveyor of Bournemouth (Mr. 
1". P. DoraMonE) has been appointed borough surveyor, in 
succession to the late Mr. Lacey. 

Mr. 8. Howarp HarL, who has been with Messrs. Mather 
and Platt, Ltd., Park Works, Manchester, for the past six 
years, has just been granted a commission as lieutenant in 
the Royal Naval Volunteer Reserve, and 1s to undertake clec- 
trical duties. : 

At the recent Degree Day at the Manchester University, 
the degree of M.Sc.Tech. was conferred in absentia on Lieu- 
tenant BERTRAM loyw, of the R.N.V.R., now on active ser- 
vice, who, in civil life, is an assistant lecturer and demon- 
strator in electrical engineering at the Manchester Municipal 
School of Technology. 

London Gazetle notice.—Territorial Force. Royal Engineers. 
Tyne Electrical Enginecrs.—Lieutenant (temporary Captain) 
C. M. Forster is seconded. = 

At Wesley Church, Burnley, on June 98th, the marriage 
took place of Mr. Тнох. Н. NUTTER, assistant electrical engi- 
neer to the Burnley Town Council, and Miss Clara Haythorn- 
thwaite. 


Roll of Honour.—Captain J. S. Davipson, Royal Irish 
Rifles (Ist County Down Volunteers), who has been killed in 
action, was the only surviving son of Mr. S. C. Davidson, 
founder and managing director of the Sirocco Engineering 
Works, Belfast, of which firm Captain Davidson was himself 
2 director, and for many years, prior to the outbreak of war, 
acted as general manager. He proved a keen and able officer. 
His knowledge of practical engineering was soon discovered, 
and he was appointed to the machine gun section, subse- 
quently being advanced to the position of brigade-captain of 
the 108th Infantry Brigade, Ulster Division, in which capa- 


city he was serving in charge of the Machine Gun Company , 


at the time of his death. Captain Davidson’s death has 
caused sincere grief amongst a wide circle of friends and 
acquaintances, and particularly in the Sirocco Works, where 
he was greatly loved. He was 38 years of age and unmarried. 
He was a member of the Institution of Mechanical Engineers. 
In a letter from headquarters to Mr. S. C. Davidson, it is 
stated that the deceased officer ‘‘ fell after gallantry which 
deserved the Victoria Cross.” 

Sergeant Sawprey, of the Lancashire Fusiliers, who has 
been wounded by shrapnel, was engaged at the works of the 
British Westinghouse Co., Trafford Park, before the war. 

Sergeant R, A. Watton, of the Stockport Territorials, who 
vas an electrician in Stockport prior to the war, has been 
recominended for the Military Medal. 

Sergeant Dovaras HamrLEY, of the Royal Engineers, who 
has been killed in action, was 19 years of age, and, prior to 
the war, was emplo7zd at Ashton as an electrician. 

Gunner A. E. Garton, of Crewe, who was employed in the 
electrical department at the Crewe Railway Works, and who 
gaw active service at Gallipoli, has died of disease. : 

Captain ALFRED ТЕЕ Woop, of the Lancashire Fusiliers, 
formerly with the Lancashire Dynamo & Motor Co., Trafford 
Park, and, prior to the war, their representative in India, was 
killed in action last week. He was 30 years of age, obtained 
bis commission two months after the war started, and went 
to France in November last. 

Able Seaman ARTHUR MULCOCK, whose loss on board H.M.S. 
Torpedo Boat Destroyer Turbulent during the North Sea 
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Pattle is now reported, was formerly with Messrs. Elliott 
Bros., Ltd., electrical engineers. 

Lance-Corporal J. Fatcuuir, of the Oxon and Bucks Light 
Infantry, who was, before his enlistment, engaged at Rugby 
with the British. Thomson-Houston Co., Ltd., has been 
wounded in action. 

Private WiLFRED Кмант, of the Cheshire Regiment, who 
has died of wounds received in action, was formerly engaged 
at the works of the British Insulated & Helsby Cables, Ltd. 

Corporal ARTHUR PLANT, of the King's Royal Rifles, who 
was, When he enlisted, engaged at the Rugby works of the 
British Thomson-Houston Co., Ltd., has been awarded the 
Military Medal for gallant conduct on the field at Ypres, 
where he was wounded. 

Corporal H. W. Bray, of the Ist Herts. Regiment, who 
has died of wounds received in action, was, before the war, 
as-istant electrician to his father, Mr. A. Bray, at Lord 
Salisbury's residence at Hatfield House, Welwyn. Не was 
wounded in fighting at La Bassée. 

The Times states that Second-Lieutenant C. S. Coops, of 
the Queen's Own Royal West Kent Regiment, who died in 
hospital on July 6th from wounds received on July 3rd, was 
educated at the City of London School and the City and 
Guilds Technical College, Finsbury, and was a Student Mem- 
be. of the Institution of Electrical Engineers. 

Corporal W. HurcHINSON, West Yorkshire Regiment, who 
Һа, been wounded by shrapnel, and із in hospital, was an 
assistant engineer at the Batley Corporation electricity works. 

Private Joseren GENT, of the Border Regiment, who died at 
Netley Hospital last Friday from wounds, was 21 years of 
age, and was formerly employed by the Lancashire Dynamo 
and Motor Co., Ltd., Trafford Park. He had previously been 
vonnded at Gallipoli. Another employé of the same firm, 
Private F. J. Moss, of the Manchester Regiment, aged 20, 
ha: also died of wounds. - 

Private Tuomas Yatrs, of the Northants Regiment, who 
kas been wounded, was an employé of Messrs. W. T. Glover 
and Co., Trafford Park. 

Private FRED. Younc, of the Durham Light Infantry, and 
funuerly in the electrical department of Messrs. Doxford and 
Sons, Ltd., Sunderland, has died from wounds sustained in 
action. 

Private C. H. Lona, who went tothe war from the Bradford 
ekvtricity works, was wounded in the Somme advance. 

Sergeant-Major Harry GILL, formerly electrical engineer at 
the Leeds Slate and Marble Works, has died from wounds 
received in the battle of the Somme. 


Obitnary.—Mn. Sypnry Dosson.—We deeply regret to read 
the announcement of the death of Mr. Sydney "lhornton 
Dobson, which occurred through accidental drowning in Poole 
Harbour on July 3rd. The late Mr. Dobson, who was 50 
wars of age, had been chief engineer of the St. Јашеѕ'з and 
Fall Mall Electric Light Co., Ltd., almost as long ах we can 
remember the company, indeed, his connection with that 
eoncern began in 1539, and he has been responsible for its 
technical engineering developments all the wav along. For 
the past 16 years he has been associated with Sir Alex. 
Kennedy as joint engineer of the Central Electric Supply 
Co. which gives bulk supply to the Wesfininster and St. 
James's undertakings. Mr. Dobson was educated partly at 
King's College School, and at the School of Electrical Engi- 
neers, in. Hanover Square, and part of his technical training 
consisted of an apprenticeship served with the firm of R. E. 
Crompton & Co.; later be acted as second engineer of the 
hnn in their electrical works at the Tilbury Docks. Hia 
change over to the St. James's Co. was preceded by a couple 
oi Years’ central station experience at Vienna on the electrical 
saf of the Imperial Continental Gas Association. Мг. 
Dobson was not a man to care for the glamour of the foot- 
hhts. In the main, he appears to have devoted himself with 
assiduity to the operation of the electricity supply concern 
which had such a run of prosperity as has fallen to. few elec- 
tri itv supply companies in the Metropolitan area. * Не was 
a meniber of the Institutions of Civil, Electrical, and 
Mechanical Engineers. 

Mr. Е. TaAvLoR.—The death took place, in London, on Mon- 
day, of Lieutenant-Colonel Frederick William Taylor, D.T.., of 
Chelinsford, a director of Messrs. Christy Bros. & Co., Ltd., 
thatneal engineers. Deceased, who was 50 years of age, was 
for many years associated with the Volunteer movement, 
жаза prominent Churchman, and for a long period had served 
en the Chelmsford Board of Guardians and Rural Council. 


NEW COMPANIES REGISTERED. 


Kilmalloch Electric Light & Power Co., Ltd. (4,361).— 
Tts mxnpsny was registered in Dublin on July 10th, with a capital of 
tl) in £1 shares, to carry on the business indicated by the title. The 
facis are: D. Clery, Kilmalloch, Co. Limerick, draper, 100 shares: 
T J. GABith, ‘ Lisa Сога,” Kilmalloch, J.P., 50 shares; T. Hannan, Wolf 
Tere Street, Kilmalloch, merchant, 50 shares; J. W. Joyce, Sheares, Kilmal- 
beh, clerk of works, 50 shares; W. Н. Madden, Kilmalloch, auctioneer, 50 
tues; P. D. Clery, Kilmalloch, auctioneer, 50 shares; J. O’Rourke, Kilmal. 
e  sictusller, 90 shares; T. W. W. Bennett, Ardnullen, Kilmalloch, farmer, 
Zi shores; T. J. Carroll, Kilmalloch, chemist, 25 shares; P. P. Heelan, Kil- 
Ear, draper, 25 shares. Private company. The first directors (to number 
rtin than five or more than 10) аге the above subscribers, Qualification, 
E Sertiary: D. Cussen, Registered by Jordan & Sons, Ltd., 116-117, 
Urarcery Lane, W.C. Registered office: Kilmalloch, Co. Limerick. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Orford Electric Light & Power Co., Ltd.—Particulars of 
750 debs., created June 5th, 1916, filed. pursuant to Section 93. (3) of the 
Companies (Consolidation) Act, 1908, the amount of the present issue being 
£650. Property charged: The company's undertaking and property, present 
and future, including uncalled capital. No trustees, 


Vickers, Ltd.—Mortgage dated June 15th, 1916, to secure 
£74,299 5s. 3d., charged on certain Lind and premises іп Barrow-in-Furness. 
Holder: H.M. Secretary of State for War. 


- Douglas Southern Electric Tramways, Ltd.—Particulars 
of £3,000 debs., created June 7th, 1916, filed pursuant to Section 93 (3) of 
the Companies (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees. 


CITY NOTES. 


For the year ended March 31st, 1916, 


Edmundsons’ the net profit, after providing for mortgage 
Electricity and debenture stock interest and redemp- 
Corporation, tion, amounts to £13,259, plus £3,366 
Ltd. brought forward. After deducting the in- 


. terim half-yearly dividend, paid last Janu- 
агу. on the cum. pref. shares, the balance is £10,625, of 
which £6,000 is required for the final dividend on the prefer- 
ence shares, and £4,625 is carried forward. We extract the 
following particulars from the schedule, showing gross profits 
of subsidiary and other companies for the years 1914 and 
1915 :— 

Gross profit 
(before providing for 


capital charges and Lamps connected 


depreciation). (equiv. 83-watti. 
1915. 1914, 1915. 1914. 

Alderley .. .. £9,060 £3,118 33,099 31.390 
Bromley .. "ә .. 11,067 12,755 125,928 122,671 
Folkestone ©» .. 17,004 19,487 153,451 145,943 
Guernsey "TM .. 5,797 5,830 146,957 135,471 
Isle of Wight .. .. 10,193 12,946 154,434 145,794 
Ilfracombe i “© 816 1,151 22,451 22,550 
Lymington i. .. 1,438 1,899 22,134 21,085 
Melton Mowbra .. 2,475 2,721 26,770 25,152 
Newmarket ae .. 1,970 2,318 31,362 30,749 
North of Scotland .. 7,088 6,937 102,741 95,089 
Ramsgate vd .. 3,075 3,991 45,432 44,459 
Bcarboro' Tram se 1,722 298 — — 
Salisbury : .. 6,670 5,896 46,881 44,576 
Urban Co. ays .. 70,001 70,329 920,505 836,519 
Wycombe ate SS ‚6,81 6,337 72,499 68,336 
Cromer .. m S0. 368 892 18,448 17,806 
Dorking .. ius .. 2,003 2,893 28,183 26,685 
Frome .. ax .. 1,405 2,063 53,839 51,120 
Hamilton p .. 4,528 4,300 84,809 78,898 
Burbiton .. -— .. 12,369 *3,0938 152,291 *49,943 

£157,396 — £169,005 2,145,220 1,994,936 


* Figures for year ended March 318, 1915. 
1 Figures for nine months ended December 3186, 1915. 


The total capital expenditure increased during 1915 from 
£3,152,577 to £320,912. Annual meeting: July 20th. 
The report for 1915 states that the gross 


Western earnings were $316,554 and expenses 
Canada $54 6026, leaving a credit balance of 
Power Co. $226,027, which was insutticient to meet 
the interest on the first mortgage bonds, 

while interest on the refunding mortgage bonds and 


interest pavable on current account were not earned. The 
loans to the company secured by its first mortgage bonds 
-and the other net current liabilities amount to nearly $550,000. 
The company will require, in addition, $100,000 to instal the 
third generating unit. In June, 1915, the company sought 
permission of the British Treasury to make a public issue of 
securities in London, but this request was refused. Unsuc- 
cessful efforts were then made to effect a compromise with 
the committee representing the holders of the first mortgage 
bonds. Subsequently a Noteholders’ Protective Committee, 
representing the holders of the notes, which are secured by 
the refunding mortgage bonds, was able to effect a compro- 
mise with the committee representing the holders of the first 
mortgage bonds. In order to carry out the terms of this com- 
promise and to avoid the sale of the properties in foreclosure 
proceedings, it is necessary that the holders of the $2,495,000 
par value of the shares, now issued to the public, should sub- 
scribe for a sufticient number of the proposed new issue of 
preferred shares to realise $374,240 in cash. It is, therefore, 
proposed, at the ensuing annual meeting, to enact by-laws 
reducing the paid-up capital from $5,000,000 to $1,000,000, 
and to issue to each shareholder one fully-paid share for each 
five fully-paid shares now held by him. The Noteholders' 
Protective Committee have procured the formation in New 
York of a syndicate which will underwrite an issue of at least 
$550,000 of preferred shares, and the Noteholders' Protective 
Committee will offer these preferred shares to noteholders and 
to the shareholders at the price of $80 per share. Each share- 
holder is requested, for each five shares now held by him, 
to subscribe for at least two new preferred shares of the par 
value of $100 each, and to pay therefor $80 per share in 
cash, and upon such payment being made each shareholder, 
in addition, will, in case the issue of preferred shares is not 
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over-subscribed, receive from the Noteholders’ Protective 
Committee’ four additional fully-paid ordinary shares for 
every two preferred shares allotted to him. Subscriptions 
must be received on or before July 15th. If the plan of re- 
construction 18 suecessfully carried out, the second refunding 
bonds will be cancelled, the current liabilities paid off, interest 
on the first mortgage bonds paid until January 156, 1915, and 
the company will have funds suflicient. to complete the in- 
stallation of a third generating unit and to carry on its busi- 
ness for two years.—Fimancial Times. 


The financial statement of the -Société 


French Westinghouse exhibits gross profits and 
Electrical balance forward totalling £59,000 for 1915. 
Companies. After appropriating £33,000 for deprecia- 


tion, the balance has been carried forward 
to the new year. 

The accounts of the Cables Electriques (Berthoud, Borel et 
Compagnie) show net profits and balance forward amounting 
to £15,000 for 1915. A dividend at the rate of £1 4s. per 
share has been declared, and the sum of £7,800 has been 
carried. forward. 

The directors of the Chemin de Fer Electrique Souterrain 
Nord-Sud, of Paris, state that the mileage working in 1915 
was the same as in each of the two preceding years, and 
after a period of 11 months of depresston in the tratie from 
the beginning of the war, a marked droprovement took place 
in the nuiiber of passengers earried as from duly of last year. 
The gross profits amounted to £383,000, as compared with 
£360,000 in. 1914 and £400,000 in 1913, whilst the net profits 
of 441.000 brought forward. from J914 declined to £15,000 
last year, which sum has been transferred to the contingency 
fund. It is mentioned that the work of extending the nine 
“A” from the Place Jules Joffre to the Porte de la Chapelle 
was resumed in the course of 1915, although the construction 
is proceedingly slowly. 

The report for 1915 of the Ateliers de Constructions Elec- 

triques du Nord ct de ГЕ (Jeumont) recalled the fact, as 
Was mentioned a year sgo, that the company’s workshops 
were situated in the district occupied by the enemy, and it bad, 
therefore, been impossible to balance the accounts for 1914. 
Jt was still impossible to furnish complete information. 
According to news upon which it was believed reliance eould 
be placed, the directors knew that ани ей personnel had been 
kept, and was occupied on the maintenance of the plant and 
the completion of certain manufactures in hand, in order to 
provide means of existence for the workmen who were. de- 
prived of any resources. As а result. of the requisitions 
made, and for which certificates appeared to have been regu- 
larly given by the German authorities, the machine tools, 
manufactures, and raw materials had been removed from the 
works. As soon as the enemy troops had evacuated the dis- 
trict the directors would proceed to value. the material 
damages caused under the conditions provided for by the 
French Decree of February. 4th, 1915, in order to. safeguard 
their rights in any eventuality. During the vear the company 
had collected several important aecounts, which brought the 
sum available im cash aud at the banks to over £180,000. The 
plant at the works at Saint Ouen. had been increased, and 
satisfactory results obtained. The various works of the subsi- 
diary company—the Klectricité et Gaz du Nord—were oceu- 
“pied by the enemy; the gas works had not been damaged, 
nor had the Jeumont central station, but no information 
was procurable regarding the Louune station, near Lille. At 
the recent general meeting, and 3n reply to questions, the 
chairman stated that most of the machinery at the Jeumont 
works had been removed and carried away; the value 
was considerable, and was knewn froin the books. At the 
Saint Ouen works operations had been resumed as soon as 
possible, and two advantages had been derived therefrom. 
In the first place, the directors had got the men to work, and 
secondly, they had the possibility of acquiring a certain 
quantity of new plant which would permit of the immediate 
re-equipment of certain of the shops at Jeumont as soon as 
the enemy had quitted that region. 


For the year ended March 1916, the 
net profits were £196,275, plus £36,701 
brought forward. making £332,976. After 
deducting debenture interest. and depre- 
сіабдп amounting to £27,260, there is an available balance 
of £205,716. А dividend of 6 per cent. on the preference 
shares required £42,000; managing director’s and. employes’ 
bonus amounted to £12,701: a dividend of 10 per cent. on 
the ordinary shares £50,000; to reserve account £40,000 
із added; grants to dependents of men on active service 
amount to £12,962; and there is to be earned forward 
£48053. 

“The result of the past-vear has been generally satisfac- 
torv. All the company’s works have been fully occupied 
throughout the vear, and have been mainly emploved in the 
production of material essential for the purposes of war. 
Although the demands on the company were mostly confined 
t^ the electrical field, many requisitions were made for appli- 
ances of entirely new types and patterns, and great difficulties 
had to be overcome. Some 1.500 experienced members of the 
staff and workpeople now serving at the Front had to be 
replaced by untrained substitutes. New workshops had to 
be erected for special work. The scarcity of labour, the difti- 
culty in obtaining new machinery or of adapting existing 


General Electric 
Co., Ltd. 


plant to the production of new articles, and the occasional 
dearth of raw material caused temporary delay and disorgani: 
sution. 1f the present results are satisfactory, they are entirelv 
due to the unselfish devotion, initiative and unremitting 
energy of the staff and workpeople. The capital expenditure 
on new works at Witton during the year amounted to approxi- 
mately £70,000. The extensions planned and referred to in 
previous reports have been suspended until the advent of a 
more favourable, moment for carrying out such constructional 
work. For the same reasons, no further progress has been 
made with the Kingsway building. The various selling 
branches of the company have all done well. In spite of 
the reduced output of the works available for private and 
ordinary industrial purposes, the company's large reserve 
stocks have been helpful in the past to make good the defi- 
ciency, The export business of the company records very large 
inquiries, but, owing to well-known causes common to all 
exporters in this country at the present moment, only a small 
proportion of the demand could be filled.” 

The directors draw attention to the increasing investment 


E The company's investments may be sub-divided as 
ollows :— 


(а) Manufacturing Companies: Peel Conner Telephone 
Works, Ltd.; Robertson Electric Lamps, Ltd.; Salford Elce- 
trical Instruinents, Ltd. ; Steel Conduit Co., Ltd. 

The company is the distributing agency [or nearly the whole of the output 
of these works, and has the control both as to financial interest and manage- 
ment, The Pirelli-General Cable Works, Ltd, is also а manufacturing. com- 
pony in which the General Electric Co. holds at present. half the capital, the 
other half being held by Messrs. Pirelli & Co, of Milan. No profit has vet 
been made, nor was it anticipated, as the works bave only been running for 
а part of the year. The works, both in construction and equipment, are 
most complete and up-to-date, and the directory are well satished with the 
progress made under. prevailing conditions. | 

(b) Trading Companies: Anglo-Argentine General Electric 

( Et A , : 
Con Lid; British General Electric Co., Ltd., Australia; 
British General Electric Co., Ltd., South Africa; General 
Кесте Co. (of. Belgium), Ltd.: General Electric Co. of 
LE ' X е. Ё 
China, Ttd.; General Electrie de France, Ltd.; General Elec- 
tric Co. (India), Ltd. 

The object of these companies is to sell in their respective territories the 
products of the British works, 

(г) electricity Supply Companies: Bogotá Telephone Co., 
T.td.; Barbadoes Electricity Supply Corporation, Ltd.: Dacca 
Electr Supply Co., Ltd.; The Electricity Co. of Maccler- 
field, Та. Frinton-on-Sea and District Electric Light and 
Power Co., Ltd.; Madeira Electric Lighting Co. (1909), Ltd.; 
Northwood Electric Light & Power Co., Ltd. 

The above investments, with the exception of Northwood and Barhadoes, 
are principally owned and managed by this company, and all have arrived 
at a profit-earning stage, 

(d) Sundry Investments: In addition to the above, there 
are sundry industrial investinents. largely composed of a 
temporary character and, whilst those under headings (a), (b) 
and (e) are practically permanent, that is, required for the 
conduct of the General Electric business, those under head- 
mg (d) are constantly changing. 

Апу shares allotted to the company for consideration other 
than cash are not included in the figures of the balanee sheet. 

Mr. Montagu F. Armstrong, Mr. George H. Ide, and Mr. 
Maurice Solomon have joined the board. Annual meeting: 
Monday, July J7th. 


a 


—— ——— ee ee 


We give below the comparable figures from the reports for the 
three years ended March. 1914, 1915 and 1916 :- 


1914. 1915. 1916. 
Net trading profit and. incoine. , 
from investments... we DST S04 £164,877 £196,275 
Depreciation and debenture 
interest... sek TA 32,328 26.855 °° 27,260 
Pref. dividend ... ee an 24.000 38.68 1 42,000 
(69) 6%) (6%) 
Available balance ids 1o 133.896 136,081 163,716 
Managing, directors and em- 
ployés’ bonus e bos 10.156 9.934 ' 12,701 
Expenses of new issue of shares 14.000 13.822 = 
Staff benevolence Wd m" 3.000 € == 
War grants vh -— f — 7.482 12,962 
Ordinary dividend P me 40,000 48.142 50,000 
(10 95) (10 95) (10%) 
To reserve account di 80.000 20.000 40,000 
Balance carried forward ijs 30.740 36.701 48,053 
Reserve fund total ous Mga 900,000 220.000 260,000 


The A.E.G.—Union Elektrizttats Gesell- 


Austrian schaft, of Vienna, proposes to pay a divi- 
Electrical dend of 6 per cent. for 1915, as compared 
Companies. with 4 per cent. in the preceding year. 


The net profits amounted to £46,000, as 
contrasted with £27,000 in 1914. At the same time, the ordi- 
nary share capital is to be increased from £666,000 ta 
£533 000, 

The Ver, Gluhlumpen und Elektrizitats Gesellschaft, of 
Budapest, after setting aside 415.000) for depreciation in 
1915, as compared with £14,000 in the previous year, report: 
net profits amounting to £75,000, as against £41,000 in 1914 
The directors recommend the payment of a dividend of 1“ 
per cent., as compared with 10} per cent. in 1914. 

The directors of the Gesellschaft fur Elektrische Industrie 
of Vienna, which is connected with the Austrian Railway 
Traffic Establishment, state that the work of reorganisation 
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which was begun a few years ago, was completed in 1915, 
and working assumed a more profitable course. Тһе net 
profits realised last year, after making provision for deprecia- 
реа, amounted to £16,000, as compared with £3,900, and a 
dividend of 10 per cent. has been declared,.as against 5 per 
cent, in 1914. An increase in the share capital recently took 
place, and a further augmentation to 4333,00U0 is to be made 
м an appropriate time. 

The report of the Оез. Siemens-Schuchert Werke states that 
the сошрапу`в co-operation in meeting Army requirements in 
hid consisted. not only in the establishment of numerous 
ipsallations and works, but also in the invention and pro- 
duction of multifarious auxiliaries, of which information 18 
withheld, and these were amplified by the manufacture of 
ansiderable quantities of munitions. On the other hand, the 
output of peace products was restricted to those which were 
aislutely necessary, and the economy practised in materials 
formerly obtained from abroad led to a more extended use 
of inland substitutes, which would also continue to some 
extent after the war. After allocating £67,000 to deprecia- 
tio, as compared with £65,000 in 1914, the accounts show 
net profits of £115,000, as against £79,000, and a dividend of 
7 pr cent. is in contemplation, this contrasting with 5 per 
cent. in 1914. | 
The Deulsche Magneta, A.G. (Electric 


German Clock Works), of Cologne, reports receipts 
Electrical of £5,400 from rents and royalties in 1915, 
Companies. аз compared with £5,600 in 1914. The net 


profits were £940, as against. £760, the dis- - 


pos of the former not being specified. 

The report of Kortings Elektrizitate Werke, of Berlin, states 
that existing circumstances exercised an unfavourable intlu- 
exe on the receipts from the operation of the various works. 
The net profits reached £10,700, as compared with £11,000, 
and a dividend of 4 per cent., a3 in 1914, has been declared. 

The Elektro-Nitrium, A.G., of Rhina, Baden, which com- 
puy was formed by the Berlin Electricity Works Co. and 
the A.E.G., in conjunction with the Grieslreim-Elektron 
Chemical Works, 18 engaged on the erection of nitrate works, 
and has just published provisional @ccounts for the initial 
prid. Lignite is proposed as the station fuel, and for this 
purpose control has been secured over two lignite mines and 
йге deposits in the neighbourhood of Bitterfeld. 

The financial statement of the Kabelwerk Duisburg, of 
l^'sburg. shows gross profits of £114,000 for 1915, as eom- 
pared with £109,000 in the preceding year, the net profits 
hang £31.000 and 256,000 іп the two years respectively. At 
the recent general meeting a dividend at the rate of 18 per 
‘ent. was declared, together with a bonus of 12 per cent. as 
wmpsred with a distribution of 18 per cent. in 1914. 

The Elektro-Treuhand, A.G., of Berlin, which financial 
institution was jointly formed by the A.E.G. and the Siemens 
grap, and which holds £730,000 in shares of the Hamburg 
Elevated Railway Co., has decided to pay a dividend of 5j 
рег cent. for 1915, as in the previous year, on the paid-up 
capital of £750,000. The amount of the dividend has had 
ube provided by the two manufacturing groups in question, 
acording to guarantee. 

The A.E.G. Schnellbahn, A.G., of Berlin, which has in 
curae of construction an electric railway between the north 
and south of Berlin, reports that the continuance of the work 
m 1915 лаз prejudicially affected by the scarcity of transport 
vehicles and workmen. The accounts indicate | receipts of 
fio from interest, as against £74,000 in 1914, whereas 
i, was paid to shareholders by way of interest during 
emstruction, and general expenses also absorbed £25,000. It 
^ expected that, despite the war, the most ditlicult parts of 
the work of building this underground railway, which is to 
have à total length of 52 rniles, will be completed towards the 
ead of 1918, as is provided for under the concession. 

The Elektro-Salpcter Werke, A.G., of Zschoinewitz, which 
xas also formed by the Berlin Electricity Works Со. and 
allied undertakings (A.E.G.) to establish nitrate works in 

ennection with the lignite fuel generating station of the 
Ekktro Works of Colpa-Jessenitz, and near the Imperial 
Nitrate Works, has just published its accounts for the three 
tamtha ended with December. After the Imperial Works 
had contracted with the Elektro Works for the supply of 
41 04,000. KW.-hrs. per annum, the Elektro-Salpeter Works 
indertook о accept delivery of a.further 250,000,000 x w.-hirs., 
and the full capacity of the Golpa-Jessenitz station has now 
been engaged. It is expected that operations at the Zschor- 
піл nitrate works will shortly be commenced. 


rd, and that the total number is now 3,048. The lighting 
E the Parramatta ‘Road has given satisfaction, and the streets 
~rved now total 116 miles, while for private consumers the 
"reet miles are 55. It is difficult to obtain supplies; fuel, 
"2163, and wages cost more, and have augmented the work- 
ш5 cost; and the coal conveyor has been delayed, but was 
etievted to be completed in June. The revenue was, for the 
"40plete year, £47,544, and the expenditure £23,139. The 
Gvidend ія 8 per cent. 


| Capital Reduction .— Madras Electric Supply Corporation, 
—A petition For confirming the reduction of the capital 
гяр £28,000 to £380,000 is to be heard on July 18th. 


Southern Brazil Electric Co., Ltd.—The report for the 
six months to December 3lst says that owing to the period 
under review being exceptionally short, there 18 necessarily 
little of interest to add to what was stated in the last report. 
The improvement in Brazil then referred. to vontinues to 
шаке steady progress, and the rate of exchange, which had 
at one time fallen to 112d., has during the past two months 
shown @ sensible recovery. In the State of Sao Paulo the 
outlook appears decidedly .favourable; the staple crop, coflee, 
js selling ut remunerative prices, and the yield of cereals and 
other produce promises to be unusually large, thus giving 
every prospect of a season of general prosperity. Abundant 
rains have fallen. throughout the State, and the necessary 
water supply is amply assured for a considerable time to 
come. The balance to the credit of profit and loss account, 
after deduction of all charges in Brazil and J.ondon and of 
interest on debentures to January Ist last, is £946, plus £2,127 
brought in, making £3,073, which the directors propose to 
carry forward.—Financtal News. 

Chili Telephone Co., Ltd.—The report shows that the 
aggregate number of subscribers at all centres at March 31st, 
1916, was 13,307, an increase of 212. The gross revenue from 
all sources was £121,973, an increase of £0,612; the total 
expenditure was £72,358, an increase of £7,902; the net 
revenue was £49,555, an increase of £1,620. The balance to 
the credit of revenue account, including. £4,339 brought for- 
ward, is £53,024, of which £2,644 has been expended on 
replacements, &e., of plant. An interim dividend of 3s. per 
share, free of income-tax, has already been paid, and after 
putting £15,577 to the general reserve and £2,000 to the 
reserve against loss on investments, a final dividend is pro 
posed of 5s. per share, free of income-tax, leaving £4,302 to 
be carried forward. Shareholders are to be asked to approve 
the payment of directors’ fees free. of income-tax. | 

Calcutta Electric Supply Corporation, Ltd.—' he number 
of units sold to consumers during the four weeks ended Mav 
%th, 1916, amounted to 1,955,288, compared with 1,893,700 
in the corresponding four weeks of 1915. 

Stock Exchange Notice.— Гһе Committee has ordered the 
following securities to be quoted in the Official List :— 

Adelaide Electric Supply Co., -Ltd.—Further issue of 20,000 
6 per cent. cumulative preference shares of £5 each, fully 
paid, Nos. 30,001 to 50,000. | 

Karachi Electric Supply Corporation, Ltd.—The directors 
have declared a dividend at the rate of 5 per cent. per annum 
as the result of the first complete year's working. At the 
meeting held on June 13th, the Hon. Mr. M. de P. Webb 
stated that the demands for electrical energy had exceeded all 
expectations. The directors propose to raise a further Rs. 
9 00,000 of capital at an early date —Indian linginecring. 

Paignton Electric Light Co., Ltd.—Profit for 1915, 
21,711. After putting £500 to depreciation and paying deben- 
ture interest, £804 is to be carried forward. Electricity sold 
produced £3,433, as against 43.400 for the previous year. 
Consumers number 206, (20,560. lamps), an increase of 33 
consumers (1,494 lamps). 

Northern Light, Power & Coal Co., Ltd.—4At a meeting 
of the holders of the first mortgage gold bonds, a resolution 
providing for the immediate issue of prior lien bonds was 
approved. 

National Gas Engine Co., Ltd.—Interim dividends for the 
half-year ended June, 1916: At the rate of 5 per cent. рег 
annum on the preference shares, and 74 per cent. per annum 
on the ordinary shares, both subject to income-tax. 


Direct United States Cable Co., Ltd.—Interim dividend, 
Әз. per share, less income-tax at 5s. in the £, being at the 
rate of 4 per cent. per annum, for the quarter ended June: 
JUth. | 

Anglo-American melee av Co., Ltd.—Interim dividends 
of 15s. on the ordinary stock and 30s. on the preferred stock, 
less income-tax at 55. in the £, are declared. 

Fraser & Chalmers, Ltd.—Interim dividend of 75 per cent. 
on the preference shares, less income-tax. 

Hadfields, Ltd.—Interim dividend, 15. per share, free of 
tax, on the ordinary shares. 

Bank Rate Change.- The Bank Rate was yesterday raised. from 
5 per cent. to 6 per cent. 

Copper Prices.—THk WEEK'S CHANGES. 

F. Smith & Co. report, Wednesday, July 12th.—Electro- 
lytic bars drop from £153 to £123: ditto sheets, from £151 to 
£150; ditto rods, from £140 to £135; ditto H.C. wire, from 
la 48d. to 1s. 4:4. : 

James & Shakespeare report, Wednesday, July 19th.—Cop- 
per bars, sheet and rod (best selected), drop from £152 to 
£148. | 


аш  _———-._ —————.- ee 


STOCKS AND SHARES. 
Tugspay EVENING. 


THE forward push by the Allies on the various battle-fronts 
has its inodest counterpart in the way that Stock Exchange 
prices move steadily upward. Each successive advance erm- 
phasises more clearly the determination on the part of stock- 
holders to keep what they have. The demand of the buyer 
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goes so frequently unfulfilled that it is nothing unusual for 
a broker to open negotiations with a jobber with the direct 
question whether the latter has any stock for sale, instead of 
going through the ordinary preliminaries of asking for a 
price. 

The Home Railway market is fairly getting into its stride. 
One of the features of the past few days has been a marked 
improvement in the 6 per cent. income bonds of the Under- 
giound Electric Railways of London. The price is 4 points 
up, standing now at 913. What to suggest now to those who 
took the hint to buy the bonds about 380, is a little difficult. 
There is an excellent profit, but how to replace the invest- 
ment with anything yielding as well as these bonds do is 
something of a problem. The rise is quite likely to continue 
if markets remain in their present buoyant condition. The 
eur a have jumped to 2, and the *' A ” shares hardened 
à) O08. А 

The St. James’ & Pall Mall Co. has declared an interim 
dividend at the rate of 5 per cent., as against 7 per cent. a 
year ago. For 1915 the company paid 8 per cent. to its 
ordinary proprietors, so the present reduction is taken as a 
possible caution that for 1916 the rate may be 6 per cent., as 
to which another six months will show. Various other reduc- 
tions in dividend distributions are now spoken of as likely. 

Instead of such considerations inducing sales of shares, the 
market is actually firmer than it has been for many months 
past. City Lights are 4 up, so are Charing Cross, and London 
Electrics, of the lower-priced shares, have 1/16 rise to their 
credit. The best-class preferences are ahnost as hard to get 
as debenture stocks in the front-rank companies. 

Investment having now arrived at the stage when it asks 
for stocks and shares likely to appreciate after the war, 
immediate reductions in dividends, or temporary low yields, 
form no аша bar to the capitalist on the look-out for 
cheap and good security. Hence the inquiry for electric 
lighting shares. There may be another lean half-year or two 
to be compassed, but after that, the prospect of good business 
js a good deal brighter for electricity than for some of the 
industries enjoyin 
reason of war orders. 

British Westinghouse prefergnce are once more close to 50s. 
General Electric preference have regained their par price of 
10, on the issue of a very satisfactory report. Net profit 
rose to £193,000, an increase of £70,000, and the ordinary 
dividend is maintained at 10 per cent. Edison & Swan £3 
paid shares have come in, ae Ж the price accordingly receded 
a few pence. The Telegraph manufacturing group exhibits 
pronounced strength. British Insulated are 15s. to the good. 
Henley’s put on 5s. Callender’s preference show an equal 
advance. 

Attention is re-directed to affairs in Brazil in consequence 
of a gradual stiffening of the Rio rate of exchange. The 
country's Government and railway stocks have risen sub- 
stantially. Brazilian Tractions at 63 are a point up, after 64 
had been reached. There are a good many orders in the 
market to sell shares at 65, which was the making-up price 
on the eve of war’s outbreak, July, 1914, and the knowledge 
of this may be holding back the price to some extent. Under- 
ground Incomes, it may be remarked, kept just below their 
ingking-up price of 871 for some time; once the price was 
passed, showing the open stock to be all absorbed, further 
advance came rapidly. So it is likely to prove in the case 
of Brazilian Tractions. 

Argentines also are a much better market, the railway 
Stocks in particular. Anglo-Argentine Trains, however, are 
strong also. The first preference at 3% are 3/16 up; the second 
preference remain at 3i, and the debenture stocks are very 


firm. 

The Stock Exchange has made up its mind that the Mexican 
days of mis-rule are rapidly approaching their end, and that 
General Carranza's new-found pliability is the result of a 
real desire for peace. The utility companies’ first mortgage 
bonds аге, .therefore, harder, although naturally the market 
in all the stocks is what the House calls piano. Fresh ad- 
vances are scored by British Columbia Electric Rails, the 
44 per cent. debenture gaining З and the preference stocks 
2 points. Canada draws more and more to the front of 
popular favour with every week, because of the remarkable 
evidence of her returning trade activity as shown by railway 
traffic and land sales. The shares of the Canadian & United 
States light and power undertakings keep very firm. 

Marconis followed up their 6s. rise of last week with a 
que of nearly as much before a slight reaction happened. 

he market in them is animated, and its appearance sugyests 
mild gambling. The strength is due to the statements at 
the recent meeting, and to the hopes of a big bonus to come. 
American Marconis have touched 19s. 9d., Canadians 12s. 9d., 
and Spanish 14s. 3d., the top prices not being maintained. 
Canadians, at any rate, look dear at 12s. on the published 
information, but in the market they seem to expect that the 
shares will go still better. 

The only decline in cable shares is £1 in Indo-Europeans. 
A feature is the strength of West India and Panama at 
29s. 6d. Anglo-American preferred and ordinary are to 
receive their regular quarterly dividends. Globes are better, 
and in the Telephone group, United River Plates stand out 
with 3/16 rise. Chili Telephones are better to the same 
extent, keeping pace with River Plates. The Eastern group 
holds all its recent big improvement. 


phenomenal, if ephemeral, prosperity by. 


Rubber shares are а better market on the slight recovery 
in the price of the produce. On the other hand, copper 
shares have given way because of a heavy drop in the metal. 
The chemical shares are mostly good, while armaments keep 
stcady without varying much in price. 


SHARE LIST OF ELEOTRICAL COMPANIES, 


Home ELECTRICITY COMPANIES, 


June 30 722 + 66 E 


Dividend Price í 
July 11, Rise or fall Yield 
1914, 1915. 1916. this week, p.c. 
Brompton Ordinary es .. 10 10 Hu — £118 3 
Charing Cross Ordinary T b 6 8 + 618 0 
do. do. do. 44Pref.. 4) 4 8i -= 618 6 
Chelsea A ^ 2d 6 b 4 B =æ 618 4 
City of London .. T . 9 B 1 t i 6 10 8 
do. do. 6 per cent. Pref. 6 6 1 - 614 8 
County of London x TTE | 7 10 = 611 9 
do. 6 per cent. Pref. 6 6 10 == 6 15 8 
Kensington Ordinary .. SQ. 9 7 — 6 16 1 
London Electric .. vs ss 4 8 1 + А 76 5 
do. do. 6 per cent. Pref. 6 6 4 — 618 4 
Metropolitan - T za hi 8 — -6 6 4 
о. 44 per cent. Pref. 4 8 — 710 0 
Rt. James’ and Pall Mall .. 10 8 6 — 6 13 4 
South London .. . .. 5 6 2 — 8 18 10 
South Metropolitan Pref. 7 , . 1 — 6 45 
Westminster Ordinary .. 9 7 — 514 3 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref. .. 6 6 1053 + 618 9 
do. Def.  .. .. 80/- 83/6 28 — 110 9 
Chile Telephone .. vu id 8 8 att + sy 617 5 
Cuba Sub. Ord. b b 1 ~ 618 4 
Eastern Extension ix ie 7 8 15 — *5 68 
Eastern Tel. Ord. Vs i5 1 8 150 == 56 8 
Globe Tel. and T. Ord. .. is 6 7 18} + * 7 8 
' do. Pref. x 6 6 113 + Б 9 1 
Great Northern Tel. .. .. 89 22 88 + 618 0 
Indo-European .. oe .. 18 18 48 -1 612 8 
Marconi 24 AVES ee ee 10 0 B 3 + ik 820 
New York Tel. 44 m НЕ 44 à 1 — 4 "10 
Oriental Telephone Ord. .. 10 10 9 === 6 0 0 
United В. Plate Tel. .. 8 8 са + А “11 5 
West India and Pan. . as 1 — 1 + i — 
Western Telegraph гә 5% 1 В 15 ха — © 68 
Home RAILS, 
Central London, Ord. Assented 4 4 78 — 6 9 1 
Metropolitan ks = сә 1 1 97 — 812 9 
do. District .. .. Ni Nil 19 + 3 Nil 
Underground Electric Ordinary Nil Nil 9 + rh Nil 
о, do, "A" .. Nil Nil 6/9 + Nil 
do. do. : Income 6 6 914 + 4 6 11 3 
Кокон Trams, £0, 
Adelaide Sup. 6 per cent. Pref. 6 6 6 — воо 
Anglo-Arg. Trams, First Pref, 5 6 xd + уз 790 
do. а Pref, ee 6 — 8 9 9 
do. b Deb. oe 5 6 71 -— 6 9 0 
Brazil Tractions .. - ii 4 4 68 + 670 
Bombay Electric Pref. .. a 6 6 1cà — 6 15 8 
British Columbia Elec. Rly. Pfce. 5 Б 62 + 2 B 1 4 
do. do. Preferred — _ Nil 40 -— Nil 
do. do. Deferred — Nil 89 — Nil 
do. do. Deb. 4j 4 65 + 8 6 10 9 
Mexico Trams 5 per cent. Bonds — Ni 41 + 2 Nil 
о. б рет cent. Bonds — МИ 81 — Nil 
Mexican Light Common Nil Nil — Nil 
do. Pref. .. Nil Nil 88 +1 Nil 
do, 1st Bonds Nil Nil 42 + 1 — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox s æ. 14 15 8 ке 6 00 
British Aluminium Ord. Б 1 98/- — 578 
British Insulated Ord. .. .. 16 i 11} + { 717 0 
British Westinghouse Pref. .. 7À 1 49/- + 6d. 6 2 6 
Callenders.. PS 5» - 15 90 124 — 8 0 0 
do. б Pref. a T б б 44 +1 511 1 
Castner-Kellner .. s 650 оо — Bj — 668 
Edison & Swan, £8 paid Nil — 10/8 —8d. Nil 
do. do. fully paid .. Nil = 1 — Nil 
do. do. 5 percent. Deb. 6 6 67 — 816 8 
Electric Construction .. V 6 Th 15/3 — 916 8 
Gen. Elec. Pref. .. T 6 6 10 +2 600 
Henley... oe +. - 90 395 15} -+ è 8 4 0 
do. 44 Pref... is "m 43 43 4 = 612 6 
India-Rubber  .. oe .. 10 10 121 == *8 8 4 
Telegraph Con. ee ee LE ] 20 20 89 == *6 é 0 
* Dividends paid free of income.tarx. 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
onth | Receipts for |5 5 Route 
Locality. ended the o9 Total to date. miles 
(4 wks.) month. AER open. 
4 4 2 8 3 
Blao l-Fleetw'd | June94 | 8,760 |+ 931 | 25 | 13,629 921 | 8 vii 
Bristol (Trams) .. „ 30 | 90,041 | + 680 | 26 | 191,717 |+ 9,184 | 8076 | .. 
Cork ee oe ee [T] 29 2,201 -— 41 26 19,416 — 214 9°89 в 
Dublin a és » 30 | 26,813 |+ 183 | 26 | 145,671 |— 9,902 |54:95| .. 
Hastin is x н 80| 4.020 |+ 29 <è 818 | 19'8| .. 
Lancashire United » 928 | 7,550 |+ 68 44, + 1,468 | 42 
Liandudno-Col. Bay » 80} 1,784 |+ 354, 300) 9,864 |— 293 | 6:5 | .. 
Anglo-Argentine .. | July 1 [193,888 | —4,772 | 93 11,826,069 — 6,682 | .. T 
Auckland .. ..| Jane 2 | 21,152 |+ 642 |: 48 | 258,058 |+ 4,949 (96°59) 1:17 
Calcutta .. July 1| 19518 |+ 169 | -» |t 5,49 | .. | .. 
rlie, W.A. .. | Mar 9,479 is 13 6,963 Ris 20.5 | .. 
ras .. .. |June80 | 8,968 |+ 200 | 96 | 24,689 |+ 1,888 | .. Bed 
Montevideo e» | June | 25,800 |*1,084 || 34 | 241,068 | 14,876 | .. ae 
Dublin-Lucan Riy, 8,407 |— 811 | $9 |.. 
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NATIONAL ECONOMY IN FUEL. 
Tug Use or Gas COKE FOR STEAM RAISING. 


OrR great national treasure, diligently sought for, mightily 
fought for, and carefully invested in all parts of the world 
with so much forethought by our fathers long ago, has 
leen let loose in a veritable Niagara of shot, shell and muni- 
tions of war during the past two years; and, although we 
have yet resources sufficient to meet our necds, it requires 
ошу a little thought to realise the extent of the task before 
those engineers who, in every industrial walk in life, will 
he left to face it—the task of re-erecting by economy and 
thrift, in co-operation with scientists, bankers and inventors, 
the great awning of credit, under whose shelter only is it 
posible for the nation to take its proper place again in 
history. | 

Economy and thrift cannot be exercised better than in the 
use of coal, our greatest source, perhaps, of wealth. Many, 
and competent, writers and speakers have in the past rightly 
urged the importance of this matter, with little effect, but the 
common need of the Allies for fuel, and the loss of men and 
merehantmen, has resulted in unheard-of prices, and raised 
an immediate and insistent demand for the stoppage of all 
kinds of waste. | MN 

The Board of Trade, in its letter dated May 25th last, 
has drawn attention very properly to the need for great care 
daring the coming winter, and engineers are casting about 
for means to meet the crisis, without, much, if any, addi- 
tional expenditure in machinery. 

It is of little use thinking just now of dispensing with 
the boiler house and erecting gas engines, or of using the 
force of the tides. We have to look rather, to smaller 
things, including greater skill and care in burning what 
fuel we can obtain in the boilers as they stand. 

With the present high prices of coal of all grades, it may, 
avording to conditions and locality, pay to use lower-grade 
fus ; but even here high draught and special furnace 
brickwork settings are essential to success. : 

Mr. E. W. L. Nicol's recent paper on “Coke Fuel for 
Steam Boilers,” read before the Junior Institution of Gas 
Eugineers, is full of useful suggestions ; but the difficulties 
wet with in dealing with this class of fuel are not, naturally 
ewugh, emphasised. It is the purpose of these notes to 
indicate some of its advantages, and to point out the more 
important difficulties to be overcome. | 

Coke and coke breeze are the residuals of gas coal after the 
luer has been roasted in retorts, and the volatile matter 
driven off in the process of manufacturing gas. They are 


ewntially by-products, and can be sold at a low price | 


without greatly affecting the profits of the gas company, 


with the consequence that the cost is usually sensitively | 


sabject to variations in demand. 

Both coke and breeze consist of ** fixed " carbon adulterated 
with ash and moisture in varying quantities. A fair sample 
of gas coke may contain 10 per cent. to 12 per cent. of ash 
aid 5 per cent. to 8 per cent. of moisture, with, perhaps, 
1 per cent. or 2 per cent. of volatile matter; while coke 


breeze has usually 18 per cent. to 25 per cent. of ash, ` 


alent 10 per cent. of moisture, and the same amount of 
volatile matter. As fixed carbon has a calorific value of 
approximately 14,500 British thermal units per lb., and 
the heating value is directly lessened by the proportion of 
¿h and moisture, it is a simple matter to calculate within 
practical limite the calorific value of coke as varying from 
12,460 to 11,740, and that of coke breeze from 10,700 to 
“800 British thermal units per lb. 

Now, from the point of view of national economy, it 
¥ tld appear а most attractive and highly-desirable propo- 
son, first’ of all, to extract from coal all those valuable 
producte which more often than not go up the chimney 
cwunsumed, and are dissipated in uncontrolled freedom 
and smoke, and then to burn the fixed carbon for steam 
raising, The supply of coke and breeze is as continuous 
a» the making of gas, and the commodity is, for want some- 
tms of better use, burnt to make “water gas" to mix 
th coal gas, or shipped abroad. 

The difficulties attending the use of this fuel are many 
and varied, and, no doubt, give un explanation of its 


restricted use. At the outset, one is faced with its large 
bulk, weight for weight, as compared with coal. For the 
same thermal capacity, coke may be taken to occupy 35 per 
cent. more space than coal, even when broken. This 
difficulty raises the question of storage accommodation, the 
size of the railway wagons, and the capacity of the conveying 
gear. Then the higher amount of ash calls for greater 
expenditure in its disposal. 

The calorific value as shown of, say, coke, is considerably 
less than that of good coal, and 10 per cent. or more, 


. according to circumstances, may possibly have to be added 


to its price when considering relative values. 

When we come to the actual burning on the grate, we - 
find, as might be expected, from experiments on our own 
hearths, that it requires a considerable exercise of patience 
to ignite, and then calls for high draught to keep it alight. 

To burn it successfully on a chain-grate stoker, the con- 
ditions of draught (preferably a combination of *' forced ” 
and “induced,” or *foreed" and * chimney ") must be 
studied and carefully supervised, and the brickwork setting 
must be so disposed as to give early ignition and well- 
sustained reflected heat on the body of the fuel as it travels 
to its temporary home in the ashpit. 

These conditions being met on a grate having a sufficient 
area to allow for a low rate of fuel consumption—approxi-_ 
mating 18 or 20 lb. per sq. ft.—it will be found that a 
high CO,, and consequent high furnace temperature, is 
obtained, and will give a somewhat more efficient evaporation 
than coal. | 

It is for the engineer to consider whether all these 
difficulties can be met, and the full output of his boilers 
obtained, while the prices of coal and coke maintain their 
present relation. It may be that a judicious mixture of 
а cheap coal, high in volatile matter, with coke or coke * 
breeze, will result in an acceptable strengthening of both 
his employers’ and the nation’s resources.—K. D. 


THE TRADE OF NEW ZEALAND. 


A REPORT on New Zealand trade during 1915, prepared by 
H.M. Trade Commissioner, has lately been issued by the 
Board of Trade. It will repay study by everyone concerned 
ir. the business affairs of this flourishing British Dominion. 
The Report (Cd. 8,268) may be purchased from Messrs. 
Wyman & Son, Ltd., price 3d. Those of H.M. Trade Com- 
missioner's remarks which it is thought will interest the elec- 
trical and allied industnes are extracted below :—: 
Position of Trade.—Imports from the United Kingdom 
have declined somewhat seriously., In the early days of the 
war the primary difficulty experienced was in securing the 
shipment of goods, owing to congestion on the British rail- 
ways and at the docks. With the gradual organisation of 
munition making, prohibition of export, and increase of prices 
ia the United Kingdom, the dechne has become more and 
more pronounced. Imports from Germany in previous years 
have been about £1,000,000, and from this source, as well as 
from Austria-Hungary, Turkey, and also from our French 
allies, practically nothing has reached New Zealand durin 
1915. On the other hand, the war has effectively stimulate 
trade with America and Japan. From the former, travellers 
in search of business and offering new agencies have come 
in unusual numbers. Scarcity of freight, high prices, and, 
tewards the end of the year, the serious blocking of the 
Panama Canal, have tended to check business. On the other 
hand, the total or partial stopping of supplies such as struc- 
tural steel, corrugated iron, wire, tubes and pipes, motor cars 
and cycles, glass, &c., has forced importers to look for new 
sources of supply, and even to go to America in quest. 
Almost all orders for electrica! machinery from public bodies 
and Government have, during the year, gone to America. A 
large part of the trade in motor cycles, hitherto an entirely 
Eritish preserve, has gone across the Pacific, while all orders 
for motor cars which would have gone to the United Kingdom 
or other parts of Europe have similarly been shared by 
makers on the American continent. Japan also was early in 
the field, and an official commercial mission visited New 
Zealand during the year. Electric torches, basket and brush 
ware, glassware, and bottles, buttons and haberdashery, sta- 
tionery and fancy leather goods, are a few of the lines in 
which Japanese competition will have to be expected. 
Safeguarding the Future.—So far as British manufacturers 
are at present precluded from competition, we have merely 
to face the facts of the situation as they present themselves 
and do the best we can to minimise the future loss. The 
facts, however, must be faced, and, so far as possible, made 
known. Some importers have transferred their custom to 
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foreign countries in a purely commercial spirit, buying their 
requirements from the most obvious and cheapest available 
source. Others, again, have done so from sheer necessity, 
and with the utmost reluctance. In either case they have 
made the acquaintance of new suppliers, and have at least 
temporarily severed old connections and substituted new ones. 
. The leeway which wil have to be made up after the war 
before the British manufacturers can get back even to their 
normal pre-war share of the trade in the Dominion will be 
serious, and it behoves them to do all in their power now to 
minimise this. The Commissioner lays particular emphasis on 
the following points :— | 

l. Those firms who are occupied entirely with munition 
making and are entirely precluded from exporting should, so 
far as possible, make this fact known to their customers in 
New Zealand, not only to importers, but to consumers. 

2. Those whose goods sre still available, but whose prices 
are seriously enhanced, should take care to give ample expla- 
nation of the reasons. Unreasonable buyers and trade rivals 
between them have done ample mischief already in explaining 
advances in prices as ''extortion," ''trading on the patriot- 
ism of the Dominion," &c., and it 1s a matter of importance 
that manufacturers should give the actual facts in as much 
detail as possible, e.g., the actual advance in price of raw 
material, number of staff enlisted, increased freights, war 
texation, and so on. Buyers do not always realise without 
being told the connection between, say, war prices of spelter, 
fencing, wire, copper tube, brass, &c., and the prices of the 
manufactured article which they import. And, further, few 
people not directly connected with military supplies realise 
in the least the multiplicity and variety of things required 
for the Army and Navy. | 

3. All firms who are partly or entirely cut off from their 
market must realise that, if they wish to save themselves 
future effort, they must spend more, rather than less, in 
keepmg their name before the public by way of advertise- 
ment. ; 

Necessity for Trade Catalogues.—At least two-thirds of the 
manufacturers wHo are doing direct trade with the Dominion 
have never troubled to send their catalogues to the Commis- 

sioner’s office. i 
- It is entirely unnecessary that any manufacturer who has 
an accessible agent in the Dominion shculd give his prices 
to the Trade Commissioner. But, on the other hand, it is 
eseential that he should give the Trade Commissioner full 
particulars of what goods he does make in order that these 
may be indexed for reference in case of inquiries; and. 
further, the name of the agent should be given in order that 
the Trade Commissioner may refer inquiries to him. Firms 
not represented by local agents should give full information 
with their азои if they wish them to be of use. It 
may be explained, further, that visitors to this office have 
not direct access to the catalogue files, and that catalogues 
are only shown to bona-fide inquirers, not to merely curious 
competitors. 

Suggested Industrial and Commercial ,Department.—A 
scction of the public have claimed that the high prices in New 
Zealand of both locally produced and imported commodities, 
whether due to arbitrary, fixing of rates by rings or to other 
causes, are sufficiently serious to necessitate the existence of a 
permanent Board of Inquiry. Another section, consisting 
chiefly of local manufacturers, want a Board of Trade or an 
authoritative body which they can brief with their case for 
increased tariff protection. Others, again, feel that the com- 
merce and industries of New Zealand have now gone to a 
scale more than sufficient to justify the existence of an in- 
dependent Government department. 

At the very end of the 1915 Session Sir Joseph Ward 
brought in a Bill to establish a Board of Trade, the Board 
to,consist of the Minister and three speciallv-selected mem- 
bers, whose duty would be to investigate all matters con- 
nected with prices and cost of living. The fact was empha- 
sised that еу are not by any means to be confined to report- 
ing and advising, but are to have considerable power of 
initiative. In what directions exactly this embryo depart- 
ment will develop it is too early to say, but there is un- 
doubted room for its activities in many directions. 


Prospective Industries.—Among functions which such а 
department might, and probably will, perform with advan- 
tage is that of looking for directions in which new capital 
and enterprise might be employed. It is an admittedly un- 
fortunate fact that attempts have been made in the past to 
start industries and enterprises which were unnecessary and 
economically unsuitable, and that the public has been taxed 
in order to foster these, while many others which would 
obviously benefit the Dominion have never been initiated. 
Industries in the former category are such as consist in 
viorking-up imported semi-maaufactured goods, what. might 
be called secondary, if not tertiary, industries, such as makin 
galvanised corrugated sheets from imported sheet iron, an 
spelter, manufactures from imported wire, tin plate, &c. 

The manufacture of acid from local sulphur deposits, if 
these could be developed, would lead to local manufacture 
of superphosphates; there seems a reasonable possibility of 
utilising water power, as Norway is doing, for making car- 
bide, nitrates, wood pulp, &c. Similarly, while the Depart- 
ment of Mines and Geological Survey locates beds or deposits 
of minerals, it would be of practical utility to the Dominion 
to have reliable facts as to the practicability of working them, 


load factor increases, and they 


TOTAL WORKING COSTS, PENCE PER KELVIN SOLD 


and it would tend to draw capital from overseas for exploit- 
ing them. | ; 

Public Works.—No new work of special note has been put 
in hand, but a'fair number of small contracts for electrical 
enterprises have been placed. The electricity from Lake 
Coleridge has been carried into Christchurch, and the demand . 
from that city and elsewhere has already justified extending 
the power plant. The Railway Department, while holdin 
back the major part of its £5,000,000 reorganisation an 
development scheme, is carrying out minor parts of it, in- 
cluding re-arrangement, expansion, and electrification оѓ 
shops, besides a normal programme of railway construction 
and locomotive and rolling stock building. 


THE INCORPORATED MUNICIPAL ELECTRICAL 
ASSOCIATION, 1916.—1V. 


^ 


The Generation of Electricity. 
By Harry S. ELLIS. 
(Abstract.) 

Iv is the object of this paper to deal with the suggestion of 
Mr. В. A. Chattock, that “until there is some scheme of 
centralisation it is extremely unlikely that there will be any 
marked reduction in the cost of producing and distributing 
electrical energy below that obtained in the large power sta- 
п now operating in this country " (address to the Associa- 
ion at Birmingham, 1914). mM 

Mr. Ferranti read & short paper before the Association in 
1913, and said '' Electricity is being produced on a larger scale 
every day, and it appears certain that to obtain the full 
benefits of electric working the current must be produced in 
large stations supplying extensive areas embracing all classes 
of: demand.” var 

In his inaugural address to the Institution of Electrical 
Engineers, the President, Sir John Snell, said : There 15 
no doubt, were we beginning anew, that instead of each 
small local authority putting down an independent power 
station, considerable waste of money and fuel would be 
avoided by establishing one large system for several adjacent 
areas supplying energy to each smaller area for local distribu- 
tion. Even in .some cases where there are existing sma 
power stations, some of them unfavourably situated for cheap 
generating costs, it would probably pay to extend one of the 
better placed stations only and to supply the others therefrom 
rather than to extend each local station from time to 
time. ... 

“There is, however, another side to the question. It may 
be generally said that once a small station is built and the 
expenditure has been incurred, then, and so long ав the 
svstem is kept within defined limits of extension, the extra 
operating cost of an addition to the local power station 18 
often cheaper than any commercially feasible bulk supply.. 

The author has prepared tables with a view to owing 
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Еа. 1.—TotaL WORKING Costs PER KELVIN SOLD. 


costs” is shown in fig. 1; all the other items are affected 1n 
lie manner. ordi 
These figures are the result of averaging the costs of sik d 
undertakings in each group; and it may be generally он 
that the larger undertakings can generate more. cheapl Lo 
can the smaller ones. Fig. 2 shows the combined eitec E 
load and load factor on the various items which go to d nor 
up the ''total working costs," based on units sold and in 
units generated. The item ‘‘repairs and maintenance 
cludes outlay in connection with the distributing system. 
The load factor in no case exceeds an average O 
cent., so that it would appear as if the larger er 
had gained very little, compared with the smaller un 
takings, by increased load as far as load factor 18 
The best way to improve the load factor of a вуй hereto- 
increase the number of different industries connected the 
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This, however, is not always possible, especially in the case 
of a municipal undertaking; the large electrical power com- 
panies are very much better off in this respect owing to the 
fact that they embrace very large areas; on the other hand, 
the power companies have to cover & much greater area to 
secure the same income as would be obtained within the 
boundaries of a great town, with the result that anything 
&ved owing to improved load factor is to a great extent 
swallowed up by the excessive capital charges on the distri- 
bution system. 

The Newcastle-on-Tyne Electric Supply Co. and its affiliated 
сарае operate over an area of more than 1,400 square 
miles. 

Some years ago the above company tried to persuade the 
South Shields Corporation to take their supply from the com- 
pany instead of extending their own plant, but the engineer 
at that time (tbe late Mr. J. H. Cawthra), assisted by Mr. 


Fic. 9.—WonkiNG Costs PER KELVIN SOLD. 


(now Sir) John Snell, appeared to have satisfied not only his 
Committee and the Town Council, but also the Local Govern- 
ment Board, that by the time proper allowance was made to 
cover the interest and sinking-fund charges on plant already 
installed—plus the cost of converting the company’s extra- 
high-tension three-phase alternating-current supply to direct 
current and single-phase alternating current—there would be 
no saving whatever. The Corporation proceeded with their 
extensions and the results have been entirely satisfactory. 


TOTAL WORKING COST (PENCE PER KELVIN) ON 
BASIS OF 25% LOAD FACTOR AN 
ie FOLLOWER О ALLOCATED 
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FIXEO RUNNING 
CHARGES. CHARGES. 


L. ac. 
О. STORES, WATER, 4с. 
WAGES OF WORKMEN 
REPAIRS ANO MAINTENANCE 
RENT, RATES AND TAXES 
MANAGEMENT, SALARIES, dc. 


TOTALS 


146 
SAY, -150 
*265 PENCE 


TOTAL WORKING COST 
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LOAD FACTOR, PER CENT. | 
Fic. 3.—ESTIMATED Соѕт OF PRODUCTION PER KELVIN 
GENERATED. 


Plant installed of 100,000 kw. Load = 80,000 kw. Cost of 
plant £1,000,000. Interest and sinking fund £100,000. 


Simce that time the author has installed and set to work 
further modern electrical, and also steam generating, plant, 
with the result that still further economies are being effected, 
and there is every indication that the undertaking will be in 
8 position to cope satisfactorily with any business that is 
likely to come along in the future. 

The nost important item is undoubtedly coal, which alone 
accounts in many cases for about half, and in most cases for 
at least one-third, of the total working costs. Much time 
and thought is given by engineers to the question of saving 
4 Jb. of steam per kelvin, and yet practically nothing is done 
collectively to reduce the price of the coal delivered. If Mr. 
Ferranti’s dream of a national scheme for electric supply is 
ever to be realised, there will have to be some sort of national 
control over this item of cost. 

How are the large undertakings going to justify the supply- 


ing of current in bulk at low prices* so long as their coal 
costs remain in the region of .254. per kelvin sold? 

The steady all-round increase in the price of coal during 
the past 10 or 15 years has to a great extent neutralised the 
increased efficiency of steam-raising and electrical generating 
plant, and the lower costs obtained have been due largely 
to the effect of the improved load factor on the other items 
which go to make up the total works costs. 

One of the chief reasons for the steady increase in the price 


of coal for electricity works is without doubt the wider 


le which is opening out for the use of small coal and 
u 


There is no doubt аў in many cases, what might be called 

phenomenally low costs are accounted for by a mere accident, 
such as the proximity of the gencrating station to a coal 
mine supplying screened coal for household purposes, in which 
case small coal can be bought for an almost nominal sum per 
ton. ; 
It does not always follow, of course, that the proximity of 
the generating station to the coal mine will result in low costs. 
The author's experience during the past four years in South 
Shields has.been quite the reverse. 

Up to this point (the purchasing of coal) the larger under- 
takings have little (if any) advantage over the smaller ones. 
The same type of boilers, economisers, &c., can be purchased 
and installed by a comparatively small undertaking as well . 
as by the larger ones, and for equal load factors it is doubtful 
whether there is much difference in the relative efficiencies 
of the large and smaller plants; but the smaller station, work- 
ing with, say, two boilers on load, will require a third (equal 
t» 50 per cent. of the total) as standby; whereas the larger 
station, working with, say, 10 boilers, can run without any 
standby boiler at all, since in the event of any boiler giving 
trouble the remaining nine can be overloaded until another 
boiler is got away. It is evident, therefore, that the smaller 
generating station has a greater percentage of standby losses. 

Large boilers have very little (if any) advantage over 
smaller ones from the point of view of efficiency. Under 
normal test conditions 78 per cent. is an average efficiency for 
the boiler and superheater, with about 85 per cent. for the 
boiler, superheater, and economiser. | 

There is a rapid relative decrease in steam consumption per 
kelvin of modern high-speed turbine plant from sizes o 
KW. to 2.000 xw., and a remarkably slight fall between sizes 
of 2,000 kw. and 10,000 kw. The larger sizes of plants have 
a gain over the smaller sizes of from 5 per cent. to 15 per cent. 
Where the: conditions as regards steam and vacuum are 
similar the larger stations have had the advantage over the 
smaller ones as far as the electrical generating plant is con- 
ceined, but from a careful study of results obtained of the 
very latest type of turbine, e.g., the ‘‘ Brush Ljungström,” it 
would appear that the difference in efficiency of large and 
small turbines is diminishing. It is almost impossible to get 
the steam consumption, even of the very largest sets, much 
below 12 lb. per kelvin, while the ‚Ljungström turbine of 
1,000 kw. is capable of developing its full rated output with 
a steam consumption of only 12.75 lb. per kelvin. 

The 95,000-kw. set supplied by Messrs. С. A. Parsons to 
the Chicago Edison Co.. has the remarkably low steam con- 
sumption of 11.65 lb. per kelvin at full load. 

The field for modern high-speed reciprocating engines, not 
only at present, but in the immediate future, appears to be 
among the smaller generating stations where the largest unit 
is in the region of 750) to 1,000 Kw. In such cases a steam 
engine set capable of developing 1,000 Kw. at a speed of, say, 
950 R.P.M., will consume at full load about 15.85 lb. of steam 
per kelvin when running condensing (26 in. vacuum) and 
чү steam at 180 lb. per sq. in., superheated to 550 deg. F. 
which figure compares very favourably with those obtained 
from most steam turbines of similar output and under similar 
conditions. The figures for the smaller sets under similar 


‘running conditions are briefly as follows: 16, 16.4, and 19.3 Ib. 


per kelvin, for sizes of 750, 500, and 250 Kw. capacity respec- 
tively. The results at half and three-quarter load exceed the 
above figures by about 5 per cent. and 10 per cent. respectively. 

In order to obtain reliable figures for total working costs 
per kelvin generated further investigation had‘ to be made. 

When due allowance is made for repairs and maintenance 
in connection with the distribution system, and for distribu- 
tion losses (approximately 15 per cent.) the following figures 
are obtained :— 


Costs PER KELVIN GENERATED. 


| Relative Total Relative 
Load in kilowatts. vor | мога working | Soin Pd 
| SG i costs. * 
- | 
; Pence. | Pence. Per cent. 
Up to 500 roo | 100 1°43 100 | About 15 
500-1 000 "5 15 '996 10 ; 15 
1,000- 1,500 64 | 64 “S46 59 - 20 
1.000-2.000 “HU 60 "S45 59 а 20 
2.000-4.000 Dl , D1 “668 | 47 d 20 
4.000-7.000 42 12 '506 40 E 25 
7,000-10,000 '39 39 518 36 " 25 
10,000 and upwards 333 | 333 150 31 „ 25 
* Bay '375 kelvin for supplies of &bout 1,000 xw. maximum demand at 


28 рэт cent. load factor, energy to be measured on the primary side of the 


transformer. 
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A summary of the figures gives the following result 
(approximately only), which indicates the tremendous amount 
of waste which is going on in connection with the generation 
of electricity :— 


| Total working costs. 
| 


шейле. 


1,300,000,000 £1,438,000 £3,368,516 
'265d. per kelvin. '62d. per kelvin. 


Kelvins generated. Cost of fuel. 


Had it been possible to deal with electricity generated by 
electric supply companies, private individuals, railways, &c., 
which probably exceeds many times that indicated above, 
it might not have been a difficult matter to show how by 
means of centralisation of supply it might be possible to 
reduce the above figure, .265d., by, say, 25 per cent. (not to 
mention the total costs figure, .62d.), and so effect a saving 
of upwards of £1,000,000 on coal alone. 

For capital costs reference has been made to the figures 
appearing in Garcke’s Manual. The results obtained are as 
ollows :— 


CosT PER KW. INSTALLED OF GENERATING PLANT, LAND, 
BUILDINGS, &c. 


(Nothing is included for anything outside the generating station.) 


Cost per kw. of generating 


Load in kilowatts. plant installed. 


8. d. 

Up to 500 40 0 0 
500-1,000 27 0 0 
1,000-1,500 25 0 0 
2,000-4,000 22 10 0 
10,000 and upwards 20 0 0 


The impression created on glancing at the above figures is 
that the smallest undertakings have not been able to benefit 
by the low costs per kilowatt of turbine plant. 

. The steam-engine set holds its own against its competitor 
in the sizes from about 750 kw. downwards. There'is nothing 
gained, as far as the cost per KW. of turbine plant is -con- 
cerned, by ап the larger sizes, since owing to the 
reduced speed of the larger sets (1,500 R.P.M. as against 3,000 
R.P.M.) there is quite an арра increase in the cost рег 
KW. Hence, in the case of South Shields, it was possible to 
install turbo sets of 2,000-Kw. capacity which probably cost 
no more per KW. than the large sets installed in the generating 
station of the Newcastle Electric Supply Co., and, without 
spending a single penny on land, buildings, &c. It i5 in such 
cases as these that it will be extremely difficult to make out 
а favourable case for supplying in bulk. 

, As far as the boiler-house plant is concerned there is noth- 
ing like the same relative difference in cost between large and 
sniall units as exists in the case of the engine-room plant, 
although the figures do not include buildings, foundations, 
coal bunkers, conveyors, &c. | 


RELATIVE Cost OF STEAM GENERATING PLANT. INCLUDING 
BOILER, SUPERHEATER. STOKER, ECONOMISER, BOILER AND 
ECONOMISER BRICKWORK, KC. 


. (Steam. 200 Ib. per sq. іп. : superheat, 200° Е. ; coal. 12,000 B.TH.U.) 


POM a GE ош | Relative cost. | poris eram, | Cost per xw.* 
£ £ * 
12,000 100 170 34 
20,000 84 142 2°85 
30,000 тт 130 255 7 
40,000 72 122 2°45 
50,000 ` 69 118 2°35 


)- * All these figures are calculated on the basis of 20 lb. of steam 
per Kw.-hour. | 

It is quite possible nowadays under normal conditions to 
put down a very large power station (say 100,000 to 200,000 
KW. capacity) for about £10 per Kw. of plant installed, and 
it is more than likely that this figure might under very 
favourable circumstances be reduced to £8 per Kw. It can 
also be shown that a small station (say 2,000 kw. to 5,000 kw.) 
would not cost more than £20 per Kw., and a very small 
station (below 2,000 Kw.), £30 per kw. The larger station 
would have an advantage over the smaller one owing to the 
lesser proportion of stand-by plant, and also by reason of 
lower working costs.. 

Fig. 3 has been prepared for the purpose of showing as 
clearly as possible what might be done, under normal condi- 
tions, in the way of generating electricity on a large scale. 
The figure .265d. has been taken as being a fair figure for 
total working costs in a station having a load of 80,000 kw. 
and a load factor of 25 per cent. The curve shows the total 
cost of production at the switchboard only, and does not make 
any provision for capital charges on transmission system, trans- 
mission losses, conversion losses, &c. Careful investigation 
in which proper allowance was made for the capital cost of 
transmission system, and transmission and transformer losses, 


would undoubtedly .show that there are cases of compara- 
tively small stations where it would certainly not pay to 
take a bulk supply. In the majority of cases, however, it 
would appear that a bulk supply would be of considerable 
advantage. The curve represents the case of a station laid 
out with the most modern plant, fully loaded, and unsaddled 
with capital charges on old plant or any other disadvantages 
under which all the largest undertakings are working at the 
present time. 

There does not appear to be any serious difficulty in the 
way of a bulk supply scheme from the point of view of trans- 
mission, except as regards the capital cost, which in the case | 
of a large system, such as is referred to in this paper, might 
very nearly equal the capital cost of the generating station, 
it being extremely doubtful whether full advantage could be 
taken of overhead transmission lines owing to the nature of 
the districts surrounding the great towns in which the bulk 
supply stations would be situated. Reliability of supply 
should be the very first consideration; therefore any hypothe- 
tical estimate of the cost of the transmission system should 
be based on underground cables. | 

Underground cables for three-phase working up to 20,000 
volts appear to present no difficulties whatever, and there is 
no doubt that pressures of 40,000 and even 50,000 volts will 
very soon become quite common. Such pressures as these 
wil help to eliminate a very large proportion of the cost of 
the transmission system. It is only by making use of high 
pressure that the disadvantages of supplying current in bulk 
over long distances can be overcome. The disadvantage of 
the adoption of such high pressures is that step-up, as well 
as step-down, transformers would have to be used, with the 
result that the transformer losses alone would amount. to a 
considerable sum per annum. 

In addition to the’ above losses it is necessary to allow for 
the losses in the cables, due to capacity currents and dielec- 
tric losses (which are independent of the load), &nd also the 
losses due to the load which is variable, not to mention the 
heavy losses which will undoubtedly be incurred in cases 
where it is necessary to convert the three-phase energy to 
direct current or alternating current at a different periodicity 
to that of the bulk supply system. 

The author is of opinion that by the time all these things 
have been taken into account it will be a very difficult thing 
to prove than an isolated bulk supply authority is in a posi- 
tion to generate and distribute electrical energy at а price 
which will allow of a reasonable proni, not only for the 
supplier, but for the flistributor, although the case might be 
altered materially by the linking-up of other large under- 
takings, in which case the capital cost per KW. (load) could 
be substantially reduced. 

Steps should be taken to thoroughly investigate the whole 
question of electricity supply in this country (which is un- 
doubtedly in a state of chaos) because every day increases the 
obstacles and delays the time which every electric supply 
engineer looks forward to and hopes for—the day when elec- 
tricity will be used universally for lighting, heating, cooking, 
powér, and numerous other purposes. 

It would appear that the first thing to be done would be 
{э appoint a committee consisting of members of the I.M.E.A., 
such committee to be representative of not only the larger 
undertakings, but also the medium and smaller undertakings. 
This committee should have power to co-opt members of 
other scientific societies, such as the Institution of Electrical 
Engineers, the Institute of Chemistry of Great Britain and 
Ireland, &c. The duties of such committee would be to make 
a thorough investigation into the whole subject with a view— 

(a) To standardise as far as possible the generation and 
distribution of electricity throughout the whole country. 

(b) To conserve the supply of fuel used in electricity works 
and to make a thorough investigation of the important ques- 
tion of extracting from the coal valuable by-products, such as 
nitrogen, tar, oils, &c. í 

(c) To make use of waste heat wherever possible. е 

(d) То cut down the percentage of spare plant by judicious 
linking-up of adjacent networks. (There are numerous in- 
stances where this could be done right away.) 

(e) To promote legislation whereby facilities may be ob- 
tained such as are absolutely essential to the scheme, and 
such as do not exist to-day. 


DISCUSSION. 


Prior to the opening of the discussion by Mr. Robertson, 
the Presipent mentioned that there had been a conference 
with the power companies on the question of linking-up, 
which was of interest in connection with the paper by Mr. 
Ellis. | 

Mr. Ropertson (Salford) said the'paper dealt with a vital 
question at the present time, and he felt that it could not 
be decided on the basis of the published tables of works costs 
used by the author, as certain items varied enormously as 
between different undertakings, and it was not certain what 
they actually represented. He questioned the turbine steam 
consumptions contained in the paper; he (the speaker) had 
obtained much better figures for 9,000-R.P.M. plant, as follows: 
—1.000 Kw., 14.8 lb. per unit; 2,000 xw., 14.7 lb.; 3,000 KW., 
13.9 ]b.; and 5,000 Kw., 12.7 lb.; there was a difference of 15 
per cent. as between 1,500 and 3,000-к.р.м. plant, but if the 
lower speed were taken there was still an advantage of 9 per 
cent. between 2,000 and 5,000 kw. He did not consider that 
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if 3,000-kw. sets could be employed and the stations were 
economically managed, it would be possible to obtain bulk 
supply at a competitive price, but the smaller stations would 
probably have to turn to the bulk supply. On the other 
hand, when they came fo a 20,000-ку. station there was very 
little to gain by increasing the size to 100,000 kw. He men- 
tioned particularly certain cost data in the author's first 
table, showing the effect of load, &c., on the cost of produc- 
tion, as an instance of the reserve with which published 
tables of statistics must be treated; in this case the figures 
were out of date, the plant had been modernised, and much 
better results were now obtained. He had no faith in the 
author’s suggested committee, to be appointed by the Asso- 
ciation, with a view to investigating the whole subject of 
electricity supply. The Association was composed of busy 
men who could not spare the time required by a central 
committee. The signs were very hopeful for general linking- 
up in Lancashire, and electrical engineers were practically all 
ready to co-operate in the movement. It seemed to him that 
the question of linking-up must be approached from the point 
of view of each district, and that the strongest argument in 
its favour was increased reliability of supply. 

Mr. LirrLER (West Ham) said he was afraid that muni- 
cipal jealousy, amongst other things, had prevented a satis- 
factory settlement of the London electricity question. The 
general public owed & debt to municipal authorities for 
developing electricity supply and financially supporting such 
work. It was questionable whether the partial linking-up of 
stations would help the London situation, and he thought 
that the whole of the municipal stations would need to be 
included. Looking at the big question of company v. muni- 
cipal control, the former worked only for dividends, while the 
latter was always affected by slackness to some extent, and 
the question was how to get the best features of both. Taking 
the case of several small undertakings linked-up to a larger 
one, but in which the plant margin of the smaller stations 
did not equal one large plant unit in the larger station, it 
was evident that linkinf-up alone would not always pay. 

Mr. E. T. WitLIMS said he gathered that the author was 


nof advocating continuing small stations. There was danger . 


in linking-up proposals if they meant leaving the bigger 
problem alone, and if small stations were perpetuated it 
would be a mistake. He disagreed with Mr. Robertson's 
suggestion that efforts should be restricted to certain areas; 
they must look for à more complete solution, and take in the 
agricultural areas. He urged that a broader outlook should 
be taken, with a view to solving the problem in such à way 
as to provide for the.future, and wiping out the division be- 
tween municipal and company undertakings, if necessary. 

Mr. J. W. Meares (Electrical Adviser to the Indian Govern- 
ment) submitted a table of costs of Indian electricity stations, 
in which quite good load factors were obtained due to the 
fan load. He thought that the Indian Electric Supply Acts 
were an improvement on the various British Acts; for one 
thing, the ''fixed-area "' idea of supply had been modified, 
and electricity could be distributed wherever it was required. 
Overhead constructional work was much facilitated under the 
Indian rules, and extensive powers existed under the Govern- 
ment Acts by which it was possible to run an overhead line 
straight across country, irrespective of landowners, &c., in 
the same manner as the telegraph lines. The electricity rules 
were revised from time to time when the necessity arose. 

Mr. C. H. WORDINGHAM said there was no question that 
everyone would welcome an unrestricted supply of electricity 
all over the country, but was the individual user to pay for it, 
or was the cost to fall on the community at large? Were 
they justified in asking the public to subsidise them and 
make good deficits, and, if so, why should not the gas 
industry, railways, &c., be similarly treated? They could not 
attack the whole problem of supply at once, but must take 
districts and link them up, progressing gradually. It would 
be an advantage to the supply industry, in regard to exten- 
song, if it had to deal wit 
posed of engineers instead of lawyers and clerks. 
cluded by condemning the practice of basing deductions on 
stetistics, which were misleading. . 

Mr. S. J. WarsoN (Bury) considered that while a good deal 
could be said from the author's pou of view, there was 
much to say on the other side. In future it would not pay to 
«rap existing plant and only install a moderate amount of 
1,500 or 2,000-&w. plant on the site.. He agreed that there 
were difficulties in the way of linking-up; the London com- 
panies with a limited tenure did not want to spend much 
money, but in contrast the Lancashire and the Yorkshire 
pcwer companies, which had an unlimited tenure, were mak- 
inz splendid progress. Interconnection of stations was only a 
Step towards the larger scheme. Certain boards had been set 
пр and would determine which undertakings should be fur- 
tber extended, and which should be supplied in bulk. The 
districts would eventually be linked together, so that they 
world get the larger scheme. | 

Уг. W. B. WOooDHOUSE said one school of thought wished to 
create а new organisation, while the other wanted to use 
the existing organisations. He felt that the only way was to 

-0р existing concerns and use their experience. It was 

Do good starting at the other end and creating a' central elec- 
incty board in London, which knew nothing about the pro- 
vinces. He believed they would find a solution to the problem, 

and the companies greatly appreciated the broad-minded view 

of municipal supply engineers in this matter: | 


& Government department com- 
He con- 


‘is going to increase steadily for several years to come. 


Mr. Horace Вожрем (Poplar) said linking-up had advan- 
tages in the matter of stand-by supply, reciprocal supply, and 
bulk supply; personally, he had decided that there was no 
benefit from the latter in his area. He was strongly of 
opinion that the expenditure was repaid by the advantages 
derived from reciprocal supply and the ability to attend to 
plant which could be shut down if required. - 

Es author decided to communicate his reply to the Pro- 
ceedings. 

[To correct certain misapprehensions, Mr. E. T. WILLIAMS 
has sent us a statement, from which we abstract the fol- . 
lowing :— 

The fact that the moment was ripe for dealing with this 
subject is proved by the remarkable advance which has been 
made since April 13th, when the subject was discussed at the 

t 


The linking-up of power stations was an important part of 
the ч scheme, but only a part; the possible develop- 
ment of separate districts until the whole country is organised 
for electricity supply was pointed out in the original paper. - 
The linking-up of existing stations, however, requires to be 
carried out as part of the whole scheme, and not as a number 
of separate schemes in themselves. I suggest the dangers we 
must avoid in connection with linking-up are :— 

(a) The temptation to extend existing stations which are 
not suitable for the complete scheme, and thus perpetuate to 
some extent the present unsatisfactory conditions. 

(b) The expenditure of capital on certain linking-up feeders 
which might not be necessary as part of the complete scheme. 

(c) The temptation for the powerful industrial areas to be 
satisfied with the good resulta which will be attained, and 
not take advantage of the opportunity which certainly exists 
for re-organising the control of electricity supply for the . 
whole country. ы 

Some engineers have read into the proposal to establish an 
electricity board a suggestion for even more legislation and 
more obstacles. The very reverse is intended, viz., to replace 
the present unsatisfactory system and put the necessary 
powers into the hands of a few practical engineers in intelli- 
gent sympathy with the industry. This Board would be in- 
valuable in co-ordinating all the various local efforts and 
shaping them into a homogeneous whole. © 

At the I.M.E.A. Convention I referred to the business - 
policy of the Canadian Pacific Railway Co. Perhaps an illus- 
tration nearer home would be the Port of London Authority, 
established by Act of Parliament to re-organise and co-ordi- 
nate the work of the Port of London. The justification for. 
the step taken and for the enterprise and broad policy adopted 
is the result attained. In electricity supply we can equally 
well have a broad policy with sound finance and an electricity 
board would assist in securing this. Sound finance some- 
times means capital expenditure without an immediate 
return, and it is weak finance to withhold such justifiable 
expenditure, which is necessary for'a progressive industry.] 


4 


‘THE MANUFACTURE OF ELECTRICAL 
APPARATUS IN INDIA, 


WE reproduce the following original and interesting views from 
Indian Engineering just to hand :— 

The present war is making India (as it is in fact all other 
countries) more and more dependent upon herself for the produc- 
tion of material that has hitherto been imported from Europe or 
elsewhere. As far as engineering material is concerned, there is 
little doubt that she has proved herself quite up to the task in pro- 
ducing both the quality and quantity required in whatever she has 
taken up. Why should not she extend her field and introduce the 
manufacture of such electrical goods that are at present only 
imported ? Most of the large English electrical firms have repre- 
sentatives in this country, but how many of them have either the 
materialor the staff for carrying out any work that may come 
along? Inall works of any magnitude the whole of the material 
has to be obtained from the factory in Europe, and in most cases 
the actual erecting staff also. is imported for the carrying 
oub of the work. Most. if not all, of the raw material 
required for the manufacture of electrical plant and machinery 
is procurable in the country; this being the case, why is it not 
utilised in the country instead of being exported for manufacture 
in some other country, and again imported in the shape of the 
finished article for use in India? "The main reason for this seems 
to be the question of finance, no firms being prepared to lay out a 
large sum on the opening up of a new industry in a foreign 
country, the success of which is not assured: then why should not 
our enterprising Government give the lead? The demand for 
electrical plant and machinery in India has increased enormously 
during the past few years, and there is no doubt that this demand 
Why should 
not India not only have her own concern, or concerns, but also be 
in a position to export plant and machinery to other countries ? 
Why should she not proceed in the same way as Japan did with 
her shipbuilding and manufactories? There is plenty of available 
water H.P. in India, and the general cry has hitherto been that 
there is no profitable market in the neigh bourhood—well, here is the 
opportunity of creating a market that should benefit the country 
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enormously in numerous ways. There is at the present time some- 
thing in the neighbourhood of 100,000 Kw. of plant installed in 
India, Burma and Ceylon, but no electrical work, not even in any 
of the minor details, is actually manufactured in the country in & 
systematic manner ! 

The writer on one oceasion, when discussing this question with 
а representative of one of the largest electrical engineering manu- 
facturers, was told that it would be very hard to get buyers to pur- 
chase electrical machinery that had been manufactured with the 
assistance of Indian labour, but surely this stumbling block—-if it 
can be considered as one—could very soon be removed. It would. 
of course, be essential in the first instance to import experts for the 
various departments, both for the supervision and the labour. but, 
after a very short time, the subordinate imported staff could very 
easily be replaced by Indian labour without any detrimental effects 
in so far as efficiency is concerned. In India, a large manufac- 
turing concern of this kind could be run very economically by 
Government owing to their being in & position to obtain land, 
labour, and power at very cheap rates. Of course. it would never 
do for Government to try to enter into competition with the 
European firns who import plant to India ; it would be necessary 
for them to invite all firms to join in the combine by having all 
machinery required for use in and about India manufactured by 
Government in India in accordance with the respeotive firm's 
designs and patents; this system would enable the purchaser to 
have the same selection as he has at present: it would also benefit 
the home firme, as their representative in the country—the man 
who knows his client's requirements best—could actually watch 
` the manufacture of the plant from its initial stage to completion, 
the purchaser would undoubtedly benefit by being in a position to 
see what he is getting without the intermediary of a consulting or 
inspecting engineer, the engineer in charge of the plant would 
benefit by being able to obtain spare parts and renewals at short 
notice, and finally Government and the country would benefit by 
showing not only its enterprise but its independence. 
. In connection with the above, it would be interesting to know 
what the outturn of the Tata Iron Works and Katni Cement Works 
has been during 1915, compared with the previous year. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


RUSSIA.—An Imperial Decree, dated May 13th/26th, has 
been published providing for the importation, free of Customs 
duties for a period of ten years, for the requirements of the 
Siberian and Ural gold mining industries, of dredges and 
excavators and parts thereof; also of appurtenances and 
apparatus for crushing. gold ores and for extracting gold by 
chemical processes, and appurtenances for prospecting dredg- 
мо The Decree is to take effect as from January Ist- 
14th, ; І 


SIBERIA.—By a Russian Imperial Decree of Мау 13th/26th, 
duty-free admission is accorded to all foreign goods (except 
spirituous liquors) imported into the ‘Territory of Yakutsk 
(Northern Siberia) vid the mouths of the river Komila and 
to the east of the same along the coast of the Yakutsk Terri- 
tory of the Governor-Generalship of Irkutsk. Я 

The Decree also makes provision for the duty-free importa- 
tion into Siberia, vid the mouths of the river Lena, of cer- 
tain foreign goods. The Decree was to take effect as from 
May 14th/27th. . 


SWEDEN.—The exportation of the following articles has 
been prohibited, viz.: Electrical safety appliances not 
specially mentioned in the Swedish Tariff, also safety plugs, 
fusible pieces, cartridge pieces, and excess voltage apparatus 
(No. 1,077 in the Swedish Tariff); electrical box switches, 
with casing or inner parts of metals other than iron; incan- 
descent lamp sockets (with or without switches) with casing 
or inner parts of metals other than iron; gas purifying metal 
(oxhydrate of iron) used; and pyrites. 


GREECE.—In virtue of a Government proposal which took 
effect immediately, the Greek Customs Tariff rates of duty 
have been increased by 10 pér cent. except in respect of 
articles the duties on which are defined by Conventions be- 
tween Greece and other countries, articles the object of a 
State monopoly, and articles falling under No. 19-21 of the 
Tariff (grain and flour). 


Accidents to Munition Workers.— At the annual meeting 
of industrial representatives in connection with Preston Infirmary, 
on July 6th, Mr. T. Mackenzie, of Messrs. Dick, Kerr & Co., electrical 
engineers, drew attention to the large number of accidents occur- 
ring at munition works during the year, resulting in increased 
work for depleted staff. There were only two causes to which the 
accidents could be attributed. Either the workers were careless, 
and neglected to see that the yuards were properly adjusted to the 
machinery. or, being newly trained. they were not perfectly familiar 
with the machines upon which they were working. 


NEW. PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). 


Published expressly for this journal by Messrs. W. P. THOMPSON & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


8,957. “ Electric control arrangements for conversion of functions, for use 
with calculating apparatus, &c." Н. R. Wnmicur. June 26th. 


8,959. *'' Electrical bonding junction boxes for metallic sheathed wires, &c." 
С. S. BoorHROYD AND CaLLENDER's Савік & CONSTRUCTION Co. June 26th. 


8,960. '' Apparatus for identifying individual cores of multicore cables." 
CALLENDER's CaBLE & CoNsrRUCIION Co. лмо В. Woop. June 26th 


E " Time-limit fuses," CaLLENDER’s CaBLg & Consrruction Co. June 
th. 


8,992. '' Electric automatic switch controllers." G. A. FRiTSCH. June 26th. 
9,020. '' Dynamo-electric machines." Crompton & Co. ann N. PENSABENRE. 
June 27th. 


9,032. *'' Electric relays." 
RANT. June 27th. 


9,035. “ Railway fouling-bars and treadles.” Sykes INTERLOCKING SIGNAL 
Co., J. C. Sykes, & R. W. Tarrant. June 27th. | 


9,036. “ Electric welding systems." BRITISH THoMsoN-HousroN Со, 
(General Electric Co., U.S.A.). June 27th. > 


9,037. ‘* Advertising device for registering telephone calls.” B. ScRUBY AND 
W. D. WALKER. June 27th. 


9,050. ‘Sparking plugs." С. ·Н. Watkins. June 27th. 
9,051. ‘‘ Sparking plugs." W. Parke. June 27th. 
9,055. ‘‘ Electric furnace for steel: melting." 5. Sreinssrc. June 27th. 


9,062. ©“ Shadeholders for gas or electric light fittings." К. W. McLacHLaN. 
June 27th. 


1 
9,079. ''Sparking plugs for internal-combustion engines." 
June 28th. 


9,098. “ Bucket-fastening means for turbines, &c.”’ 
Houston Co. (General Electric Co., U.S.A.). June 28th. 


9,099. ‘‘ Means for controlling electric motors." IGranic Exectric Co. 
(Cutler-Hammer Manufacturing Co., U.S.A.). June 28th. 


9,105. “ Electric spark-gap." Е. С. Simpson, June 28th. (U.S.A., March 
20th, 1915.) 


9,111. “ Heating liquids." British WestincHouse EtRctRIC & MANUFAC- 
TURING Co. June 28th. (U.S.A., June 30th, 1915.) 


9,127. ‘‘ Automatic trolley alarm for electric tramcars."' 
HoksrMANN Gear Co. June 29th. | i 


9,137. “ Sparking plugs for internal-combustion engines.” F. A. L. Joux- 
SON. June 29th. | ; 


9,139. ''Switch-operating mechanism for electric transformer starters, &с.” 
W. BARRACLOUGH. June 29th. : | 


9,140. “ P mechanism for electric transformer starters, &c." 
W. BARRACLOUGH. June 


9,152. ‘* Portable apparatus for producing and transmitting waves in wire- 
less telegraphy.” W. R. Herwin. June 29th. 


9,165. ** Means for controlling speed of electric motor." Marconi’s Wire- 
LESS T£LEGRAPH Co. & G. M. Wricut. June 29th. 


9,171. “ Differential gearing for electro-mechanical variable-speed mechan- 
ism." J. G. P. THomas & THomas TRANSMISSION, Lro. June 


9,172. '' Differential gearing for electro-mechanical variable-speed тесһап- 
ism." J. С. P. THomas & THomas TRANSMISSION, LTD. June 


9,179. “ Telephone systems." Е. MERRIMAN. June 29th. 

9,180. “Joints for electrical conductors." С. VERNIER. June 29th. 

9.185. '' Electrical switches." J. W. Trenerne. June 29th. 

9,193. '' Paridis ie apparatus." W. J. MELLERSH-JACKSON (Western Union 


SYKES INTERLOCKING SianaL Co. & R. W. Tar- 


D. McGracor. 


British THOMSON- 


R. Dopp AND 


Telegraph Co.). June 29th. 
9,206. ‘Electric clocks." А. E. J. Barn & I. Н. Parsons. June 30th. 
9,232. “ Dynamo-electric machinery.” W. Marden. June ЭҺ. 
9,246. '' Measuring instruments, extensiometers, ammete rs, &c." Мав. 


ccNI's WIRELESS TELEGRAPH Co. June 


9,249. ‘* Means for controlling electric motors." IGramic Execrric Co. 
(Cutler-Hammer Manufacturing a U.S.A). June 30th. 


9,263. “ Electric regulators or rheostats." К. L. HansrEAmm & VickERS, Lib. 
June 30th. 


PUBLISHED SPECIFICATIONS. 


1915. ° 


4,080. REFRACTORY MATERIALS APPLICABLE ALSO AS ELECTRIC RESISTANCES. 
W. R. Just. March 15th. (March 23rd, 1914.) 


8.651. Raiway SicwaLLING Systems. Н. W. Moore & R. G. Berry. June 
llth. ; 


8,748. Evecrric MoTOR-CONTROL SysTEMS. 
and J. Martin. June 14th. 


8,850. Execrris METER. 


9,012. Seconpary BATTERY PLATES 
dation) and W. Schofield. June 18th. 


9,113. TELEPHONE TRANSMITTERS. International Electric Co. & R. G. le 
Noir. June 3lst. 


9,587. MEANS FOR JOINTING WIRES. 


9,960. Vapour Exectric Devices. 
Electric Co., U.S.A.). July 8th. 


10,837. Frexrere Exvecrric Conpuctors. A. J. Downes. 
19,848. Ткошкү Heaps. С. R. Taylor. September 8th. 


13,441. Crampinc Devices FOR ELECTRICALLY ConpuctING WIRES. 
bert. September 2151. 


British Thomson-Houston Co. 


R. S. Xenaky & F. Gilman. June 16th. 
Electrical Power Storage Co. (in liqui- 


A. G. Ralli (A. Fodor). June 30th. 
British Thomson-Houston Co. (General 


July 26th. 


J. Cuth- 


A916. 


198. SranriNG MECHANISM FOR AUTOMOBILES. British Westinghouse Electric 
and Manufacturing Co. January 5th. Patent No. 100,006. 


1,707. Evectric HEAT-REGULATING SWITCH. J. Кіе! & А. A. Stow. 
ary 4th. Patent No. 100,624. 


Febru- 


THE 


ELECTRICAL REVIEW. 


Үог. LXXIX. 


JULY 21, 1916. 


ELECTRICAL REVIEW. 


va. LXXIX.] CONTENTS: July 21, 1916. [No. 2,017. 
Page 
Eeatrical Lighting in Paris si ius Vs vss ssec. 57 
The Rights of a German-owned English Company  ... eO BR 
le ... des E © ae ade jas oP Be ЭМ 
Educational Reform e s vus vs к дее. d 
Notes on. Electroplating, by S. V. Thorp (continued) |... e. 60 
Century Single-phase Repulsion-Induction Motors (///ws.) ... 61 
heport of the Hydro-Electric Power Commission of Ontario 
Qus) use ae one sas wae is set. 202 

War Items ... T ee Те yes ae s el 64 
Legal... i 65 * 
Reviews -— NT ida geb dh uf T ME Er 66 
3n International High-Pressure Submarine Cable — ... e. 68 
Correspondence— 

Female Sub-Station Attendants пе e. 68 

Induction Motors on Circuits of Different Frequencies ... 69 

Decimal Coinage 5s kis А TM e. 69 
Breaness Notes vis EN 258 Ves zs ins ax 09 
New Electrical Devices. Fittings and Plant (///их.) ... de. de 
Notes... nis «xs T vss es "T E ue 51% 
City Notes... vis is pw is Teo eus v. 40 
Stocks and Shares ... Pe iex Бе bes M me C 
Market Quotations ... Vis ee T m TX so TR 
Labour and Industry (continued) a. , 19 


The Incorporated Municipal Electrical Association, 1916---У. с 


The Application of Electricity to Agricultural Purposes, 
by W. T. Kerr (illux.) ies ея "mm us 


Tae National Physical Laboratory e ae es we NB 
New Patents Applied for, 1916  ... pe ез T wee R4 
Abetracts of Published Specifications  .:. um e 08b 


Contractors Column - T Advertisement page xx 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 
то BE OBTAINED BY ORDER FROM ANY NEWSAGENT Di TOWN OR COUNTRY, 


OFFICE :—4, LUDGATE HILL, LONDON, E.O. 


Telegraphic Address: " AGBEKAY, Гохрои.” | Code, A ВО. 
Telephone Nos.: City 997 ; Central 4495 (Editorial only). 
The " Electrical Review " is tbe recognised medium of the Electrical Trades, and has 
by far the Largest Circulation of апу Electrical Industrial Paper in Great Britain. 
Sebecription — Per annum inclusive, in Great Britein, 
41 le. ed. ; eda rie 8s. 10d. ($5.80). o all other countries, £1 10s. 
FOREIGN AGENTS: 
Аркага: Mesers. Atkinson & Co., | MELBOURNE: The Mining & Engl 
Greeham Street. 


neering Review, 90, William Street; 
Gordon & Gatch, Queen Street. 


Азспая» N.Z : Gordon & Gotch, Милн: Fratelli Treves 
Albert Street; The Mi and xs A 
ring Review, 81a, Strand н Хози; D. Van Nostrand, 25, Park 
teade, Queen Stree ge Paris: Boyveau & Chevillet, 22, Rue 


Pumsas2:; Gordon & Gotch, Queen St. dela Banque. 


1 
. N.Z.: Gordon and PE WA Gordon & Gotch, 
ane HE doe 4 Gad. | ee EON) ONG 
NZ.: Gordon & Gotch m n 
Princes ' | gypnzy: The Mining & Engineering 
ew, 278, George Street; Gordon 


vi 
and Gotch, Pitt Street. 


rors, DomBax, Port Euiza-. 
Б , Toronto, ONT.: Wm. Dawson & Sons 
um &c.: Central News Agency, A. m ing Chambers; Gordon 
and to А treet. 
Latuozsvou: Gordon & Gotch, | Wsiimeron, N.Z. rdon & Getch, 
Comttiers Street. | 2 
and Postal Orders (on Chief Office, London) to be made able to 
nr тй Revirw, and crossed “London City and Midland Bank, 


THE UNIVERSAL ELECTRICAL DIRECTORY 


(J. Ж. Berly’s) 


1916 EDITION. — 


H. ALABASTER, GATEHOUSE & CO., 
4, Ludgate Hill, London, E.C. 


[57] 


ELECTRIC LIGHTING IN PARIS. 


REVIEW of the situation of the electric lighting 
industry in Paris, and of the experiences of the 
companies engaged in the supply of electricity 
in the environs of the French capital and in 
the provinces, is contained in the annual report 
for 1915 of the Compagnie Parisienne de Distribu- 
tion d'Electricité, which was submitted at the 
general meeting held in Paris at the end of June. 
It will, perhaps, be remembered that this parti- 
cular company, which has a combined share and 
loan capital amounting to nearly £8,000,000, repre- 
sents an amalgamation of the former Secteurs or 
concession areas which were held by several com- 
panies within the district of the municipal adminis- 
tration of the City of Paris, and which were com- 
bined in accordance with an agreement entered 
into between the Comité des Secteurs on the one 
part, on behalf of the Compagnie Parisienne, and 
the Paris Municipal Council on the other. The 
agreement conferred a monopoly of supply until 
June 3oth, 1940, whilst, at the same time, it im- 
posed upon the company the obligation to install 
umnproved generating plant by a fixed date, and to 
extend and transform the distributing network 
without interfering with the supply to the then 
existing consumers. This work has been carried 
out at an expenditure which has not exceeded the 
estimated £8,000,000, and the city has thereby 
become the owner of the entire works without 
having to provide any money whatever, as the 
undertaking will pass into municipal possession on 
the expiration of the concession in 1940. 

The continuation of the war in 1915, the report 
states, had the effect of considerably reducing the 
lighting requirements in Paris on the one hand, 
while, on the other, additional expenses were in- 
curred which were considerably in excess of the in- 
creases which were taken into consideration when 
the agreement was concluded with the City. The 
contract was entered into on the basis of the pro- 
gressive development of the system of supply. 
lhus, notwithstanding the comparatively high 
charges made to consumers prior to the company 
takmg over the entire work on January Ist, 1914, 
the aggregate sales of the several companies 


amounted to 42,855,000 Kw.-hrs. in 1906, and they 


had risen to 87,369,000 Kw.-hrs. in 1910, partly 
owing to extensions of the mains, and partly in 
consequence of the reduction in prices. It had 
been expected that this rate of expansion would 
continue, and the charges to the consumers were 
further lowered at the beginning of 1914, the scale 
apparently being subject to no alteration during the 
currency of the concession, and being held to be. 
justified by the consideration that the prices of raw 
materials which the company would have to pur- 
chase, would only vary in accordance with the fluc- 
tuations in the situation of general prosperity. It 
was under these assumptions that the city was able 
to stipulate that the redemption of the capital of 
£8,000,000 should be effected by means of annuities 
derived from the net profits, and that the city 
should receive by way of rent from Io to 25 per 
cent. of the amount of the company's revenue, and 
a progressive share in the annual profits which were 
in excess of 6 per cent. of the capital invested by 
the company in the form of ordinary shares, which 


A 
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represents one-half of the total of £8,000,000. On 
the other hand, the city undertook to bear the 
charge of any increase in the wages of the com- 
pany's personnel which might be granted on its 
initiative and in accordance with the assimilation 
of the personnel with the municipal workers. But 
the agreement did not place at the company's 
charge the consequences of force majeure, and a 
possible diminution in the receipts was only fore- 
seen 1n case new methods of production, or the use 
of new forces, brought about a reduction of at least 
20 per cent. in the cost of generation and distribu- 
tion, in which event the city could requiré the com- 
pany to lower its selling prices. 

The war, however, has overthrown all former 
calculations. In the case of the lighting supply, the 
charges for which permitted of compensation being 


obtained to some extent for the low price charged | 
to power users, the consumption in 1914 declined to | 


54,157,000 KW.-hrs., notwithstanding the favourable 
results in the first seven months, and a further de- 
crease to 38,579,000 Kw.-hrs. took place in 1915. 
The company is co-operating in the national defence 
by furnishing energy at low prices to all the firms 
in the vicinity of Paris who are engaged on the 
production of. war material, and the consumption 
for motive power purposes reached 31,204,000 
KW.-hrs. last year, or ‘nearly one-half of the total 
turnover. 

The increase in the working expenses in 1915 
is attributed to the scarcity of labour, the in- 
efhciency of workers employed in substitution for 
the skilled men who were mobilised, the difficulty 
of obtaining materials and their high prices, the 
higher cost of work undertaken by contractors, and 
the costliness of coal, which had to be procured 
almost exclusively from England. In this connec- 
tion, we note that the company's consumption of 
coal is approaching a rate of 200,000 tons per an- 
num; before the war the cost amounted to 19s. 7d. 
per ton, and it averaged £1 145. 434. per ton in 
I9IS. The latter was merely the result of the 
operation of old contracts, which, however, it was 
impossible for exporters to execute in full, whereas 
for recent contracts it has been necessary for the 
company to pay approximately £4 16s. per ton. It 
is considered that unless the new arrangements con- 
cluded between the French and English Govern- 
.ments largely modify this disquieting situation, the 
company will have to pay an additional sum of 
£400,000 this year for the delivery of coal. Under 
the circumstances, the company contends that as 
the war has completely disturbed the state of equili- 
brium between the reciprocal clauses of the agree- 
ment between the two parties, the company is 
entitled to ask the city for compensation, as it is 
held to be unfair for the city and the consumers to 
derive all the advantages of the agreement on the 
one hand, and on the other for a crushing burden 
to be imposed upon the company, which only re- 
ceives a relatively small portion of the fruits of its 
industry, and has a limited concession. The com- 
pany, which has made an application to the City 
Council for compensation, argues that the demand 
is justified in law and in equity, and it is stated to 
be in conformity with a recent decision of the 
Council of State in a similar case. We cannot re- 
call the decision in question, but as the company 
has been able to declare out of net profits of 
£209,000 in 1915 a dividend at the rate of 4 per 
cent. on the ordinary share capital of £4,000,000, 
the claim for compensation may not receive the 
consideration which is desired. The company has 
been remarkably more successful than the Paris Gas 
Co., which incurred a loss of £800,000 last year. It 
is true that this loss was recouped by the Municipal 
- Council and the company thereby placed in a posi- 
tion to pay a dividend, but this contingency, we be- 
 Teve, was provided for in the contract between the 
Gas Co. and the Municipal Council some years ago. 


The Rights of a 


THE question whether a com. 
pany in which practically all the 


German-owned shareholders are enemy subjects 
English can bring actions in the King's 
Company. Courts has been discussed, but by 


| no means satisfactorily answered, 
in the now well-known case of Continental Tyre 
and Rubber Co., Ltd. v. Daimler Co., Ltd. This is 
one of those cases in which an issue which is of 
absorbing interest to the public, and to the com- 
mercial world, has become confused in a welter of 
legal procedure and conflicting judicial opinion. An 
action was commenced in October, 1914, by what 
is called a specially endorsed writ, to recover the 
sum of £5,605, the writ being issued by the com- 


 pany's solicitor on the instructions of the secretary. 


Under this procedure, the plaintiffs are entitled io 
obtain summary judgment unless the defendants - 
can show that, prima facie, they have a right to | 
defend. The defendants asked for leave to defend - 
on the grounds (1) that the company was in fact 
an alien company, with whom it was illegal, apart - 
from a licence from the Crown, to hold any com- 
mercial intercourse, which included the payment of - 
money for a trade debt; and (2) that the secretary | 
had no authority either to instruct the company's 
solicitors to issue the writ in the action or to givea 
receipt for the money when recovered. | 

It will be seen that the Court was not bound to - 
decide whether the plaintiff company was entitled to _ 
sue; a decision that the secretary had no authority, . 
or that the defendants had a prima facie right to 
defend, would suffice. The Court might, and, in 
fact, did, refrain from deciding the main and most 
interesting question. In the House of Lords, all 
the Law Lords were of opinion that the secretary 
had no authority virtute officii to commence actions 
on behalf of his company, and that, on the facts, 
he had no such authority from the directors. That 
was quite enough to decide the case. "The majority 
of the Court of Appeal and five members of the 
House of Lords were of opinion that it was a саѕе 
which ought to be investigated, and not one for 
summary judgment. It remained for two very dis- 
tinguished lawyers to pronounce certain obiter dicta 
to the effect that the plaintiff company, as an illegal 
association, ought not to be allowed to sue. In the 
Court of Appeal, Lord Justice Buckley (as he ther 
was), differing on this point from all his learned 


brethren, held that in the circumstances the com 


pany was an alien enemy, and could not sue in the 
King's Courts. No less an authority than Lorc 
Halsbury took the same view in the House of Lords 
But the net result of the whole litigation is that th« 
case “went off" on a mere side issue, and the 
main question is still undecided. What the two grea 
judges whose names have been mentioned said, i 
entitled to considerable respect; but they uttere 
mere obiter dicta, and, to use the words of an ok 
judge, an obiter dictum is “a mere individual utter 
ance which bindeth none, least of all the lips of hir 
that uttered it.” 


FUNDAMENTAL conditions in thi 
metal have realy undergone n 

| . change of late, the tendency of th 
market having been entirely subject.to the contr: 
of operations at the hands of the Ministry of Mun 
tions. As we suggested, three weeks ago, woul 
be the case, the price has come down a good de 
further since then, and even now it is highly pr 
mature to assume that the market has reach 
“bottom.” Nobody, at any rate, believes that ar 
recovery of importance could be otherwise than : 
a temporary character. Prices across the Atlant 
still stand at a high parity level, precluding the po 
sibility of any sales being made in the T.ondon m: 
ket at present. The tonnages reaching this si 
appear to continue of respectable dimensions, a 


Lead. 
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more than equal to cope with all needs, although - 


the figures as officially returned are most incom- 
plete and most misleading since controlled supplies, 
or the considerable quantities imported by the 
authorities, are not included in the returns. The 
statistical position is thus absolutely a mystery. 
After the recent furthen break to below £28 for 
near delivery, offers of the latter having been made 
more sparingly, the position somewhat stiffened, 
but the general trade demand has remained on the 
whole very quiet, and the market has become very 
iregular. Judging from the slackness of the in- 
quries experienced for forward deliveries for some 
time past, there is certainly no eagerness to antici- 
pate needs, and the result has been that the dis- 
count on forward positions has widened consider- 
ably to about 30s. a ton. | 

In view of the not unreasonable assumption that 
the authorities have made all necessary arrange- 
ments to have their needs for munitions well pro- 
vided for during the remainder of the war, and 
while ordinary trade requirements are likely to con- 
tinue abnormally restricted until the war is over, it 
is hardly possible that any very severe pinch will 
be experienced by consumers, unless mining opera- 
trons are seriously interfered with by unforeseen 
circumstances. It is true that heavy quantities are 
now being soaked up by munition wotk in warring 
countries. French needs are particularly heavy, as 
may be gathered from the much increased imports 
made by France this year, the great bulk of the sup- 
plies being drawn from Spain direct. During the 
first four months of this year no less than 21,500 
tons of Spanish lead were sent to France, against 
only 9,816 and 2,324 tons during the same period 
in the two previous years respectively. The total 
French imports for that period represent 26,564 
tons, or some 13,500 tons more than in the 
previous year. There is no doubt that good 
stocks are held in reserve in France, although it 15 
possible that the movement of fresh supplies from 
Spain may be delayed by the congestion of traffic at 
the railways, since complications have just lately 
arisen regarding shipping from the West Coast of 
Spain to Mediterranean ports, while shipping com- 
panies are apprehensive of disturbances through 
German submarine attacks. The quantities of 


Spanish lead coming to this side are still of fairly . 


good proportions, though much smaller than last 
year, owing to the big tonnage absorbed by France, 
but Australian metal continges to arrive in large 
quantities, and there is not much doubt that the 
supplies will continue ample enough to enable the 
authorities to keep down prices. 


Durinc the past few weeks great 
activity has been observed in circles 
concerned with educational matters, 
particularly on the scientific and 
technical side. Last month the professorial staff 
of the Imperial College of Science and Technology 
submitted memorials to Lord Crewe pointing 
out the urgent necessity for taking active steps 
towards educational reform, especially їп con- 
nection with the teaching of science; since then 
a deputation representing science professors, the 
Ármy and Navy, commercial men, and parents 
has met a committee of headmasters from twelve 
of our leading public schools and urged the 
pressing need of giving more time to the study 
of English and other modern languages, of 
infusing a scientific spirit into the whole school in- 
stead of treating scientific subjects as separate 
branches of study, of abolishing compulsory Greek 
for science students, of improving the teaching of 
mathematics, and of introducing chemistry and 
applied science into the examinations for first-class 
clerkships in the Civil Service; the Council for 

ganising British Engineering Industry has issued 


. Educational 
Reform. 


a report, of which we published an abstract in our 
last issue, dealing with the training of technical stu- 
dents for all grades of industrial rank; last week Lord 
Haldane in the House of Lords drew attention to the 


necessity of reform in our system of secondary edu- 


cation, and the Board of Education issued a report 
of exceptional interest and importance on the sub- 
ject of technical education, which followed very 
similar lines. This report was drawn up by a con- 
sultative committee appointed as long ago as 1913; 
its proceedings were in the main suspended on the 
outbreak of the war, but attention has*been given 
to the training of students in science and technology 
to supply the needs of commerce and industry, and 
we are glad to see that the Committee fully realises 
the extreme urgency of the matter, and the neces- 
sity of acting at once. With this object in view, the 
Committee recommends the provision by the Gov- 
ernment of the sum of £339,500 a year, to strengthen 
the higher parts of selected secondary schools, and 
to provide scholarships to enable meritorious stu- 
dents to proceed from secondary schools to tech- 
nical colleges and universities, from secondary 
schools to senior technical schools, and from even- 
ing classes and works schools to technical colleges, 
&c. We are glad to see that the Committee would 
spread the net wide—how many Faradays may not 
have been lost to the nation for want of the oppor- 
tunity to develop their innate genius!—and would 
not only endow impecunious students with the means 
to pursue their studies, but even advocates the 
modification of matriculation tests, to enable them 
to enjoy the full privileges of a university career 
subject to their showing merit under scientific and 
mathematical tests alone, and passing an examina- 
tion in the English language. 

The Committee rightly points out that such 
expenditure would be abundantly repaid by the 
benefits accruing to the nation from the increased 
supply of  scientifically-trained students—a fact 
which, in the past, the politicians by whom we are 
governed have been utterly unable to appreciate. 
It adds a proviso to this forecast—“ provided 
that the scholars are well selected," and elsewhere 


. remarks that it has found the provision of scholar- 


ships at certain stages relatively abundant, at others 
absent or deficient; these comments are amply 
justified by the facts. It is a condition indispens- 
able to success that scholarships shall be awarded 
on the score of proved merit, and that alone; and 
it is desirable that the provision of scholarships 
shall be regulated and co-ordinated in such a way 
that merit, wherever found, whether in the town 
or in the country, shall be afforded equal opportu- 
nity of proceeding onwards to the very highest 
degree of training and development. | 

The Committee points out, also, that the recom- 
mendations made are only a beginning; large capital 
sums will be required, as well as annual subsidies 


. to universities and schools of technology, besides 


the establishment of new schools, to make good our 
shortcomings in the past, and to bring our existing 
institutions into correspondence with the national 
needs. In this respect, we shall do well to learn 
from our enemies. The German Government spends 
in subsidies to universities 14 millions a year—the 
British Government, in England and Wales, only 
£265,000. It is necessary, also, to provide mainten- 
ance grants, to counteract the temptation to with- 
draw students from schools when they attain the 
age of 16 to 18 years and are capable of earning 
wages, and the encouragement of research after 
graduation calls for additional funds. 

All these are excellent recommendations. We 
regret that we cannot deal with them at greater 
length, but we cannot too strongly urge our 
readers to support the movement which has been 
set on foot by every possible means, in order that 
this country may be enabled to maintain its 
supremacy in industry and commerce after the war. 
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NOTES ON ELECTROPLATING. 
By S. V. THORP. 


E.M.F. for Plating.—When an electrolyte is being decom- 
posed, the elements thus liberated have a tendency to 
re-combine, and this tendency also tends to oppose the flow 
of current by setting up a back E.M.F., so it follows that for 
every electrolyte no current can flow unless the E.M.F. 
applied is at least greater than the Е.м.Е. of polarisation ; 
that is, there is a minimum Е.М.Е. below which continuous 
decomposition will not take place. In the case of water, 
the chemical affinity of the oxygen and hydrogen corres- 
ponds to an EMF. of 1'5 volts, so to decompose water 
continuously an E.M.F. of over 1°5 volts is required. 

The voltage for the various baths is variable within 
certain limits for a given class of work. In any case, the 
voltage should be carefully adjusted, so as to give the 
current best suited to the work in hand. Table I gives tlie 
approximate voltages for various baths. 


TABLE I.--APPROXIMATE VOLTAGES FOR VARIOUS BATHS. 


Metal. Volts. 
Gold ы "m -— "S S > 5 to 4 
Silver ae T T ah eae — '5 to 2 
Copper (acid bath) р a б i l to 2 
Copper (cyanide bath) ... one ae 128 2 to 5 
Brass : ET ide site жн ads 2 to 6 
Platinum ... vis T m "MNT 5 to 6 
Nickel, strike deposit with 5 volts. diminish to 15 to ; 


Current required for Platiug,—Yhe amount of metal 
deposited depends on the current density. Definite rules as 
to the current density required cannot be laid down, as each 
metal requires different densities, according to the metallie 
salt used, the metallic strength of the solution, whether 
during decomposition the electrolyte is agitated or stationary, 
and whether the bath is hot or cold. Generally, when the 
current density is low, the rate of deposition is slow, but 
the deposit is hard and close-grained. With higher 
current densities, the rate of deposition is quicker, and the 
deposit is softer and more crystalline in. appearance. | If 
the current becomes excessive, the deposit becomes loose 
and powdery. Table II gives the current densities suitable 
for various baths, using a stationary solution. 


TABLE IL—APPROXIMATE CURRENT DENSITY. 


| Л Amps. рег 
= . Metal. sq. ft. of cathode. 

Gold T oe ws ios 75 to 15 
Silver... m wae - - .. ]'5to 4 
Copper (acid bath) dns = T sed 5 to 20 
Copper (cyanide bath) ... EM 6: € 3to 4 
Brass - ues gis oes és xs 3 to 4 
Nickel ... is аб sa oF des 2to 8 

„ Тїп ie ES us set us $us 3 to 6 


By agitation of solutions the current density can be doubled. 


Agitating the Electrolyte for Rapid Deposition.—In 
electroplating, the anodes, which may be either cast or 
rolled, are of the same metal as that being deposited, and 
their function is to dissolve into the solution as fast as 
metal is taken from the solution for deposition. In the 
ordinary course of things, the electrolyte immediately round 
the anode plate is richer in metal than that round the 
object being plated. With a weak current this difference 
is very small, but the rate of deposit is slow. The quicker 
the rate of deposit, that is, the stronger the current with 
a given cathode area, the greater will be the difference in 
metallic strength of the parts of the electrolyte round the 
anode and cathode. Should, however, the deposition of 
.metal proceed faster than the metallic salts can diffuse 
from the mass of liquid to the surface of the object being 
plated, the current will begin to decompose the other 
compounds present. Taking, for example, а copper- 
sulphate solution, the SO, radical will unite with the water 
of the solution, and thus form sulphuric acid and oxygen. 
The oxygen, being liberated, is attracted to the anode 
plate, and forms an insoluble coating of oxide thereon. 
'This increases the internal resistance of the bath, and so 
decreases the current, and once the anode becomes oxidised 
it will be unable to dissolve into the solution. The solution 
will then become poorer than ever, and only a thorough 


cleaning of the anode will put matters right. It will be 
seen from the foregoing that, having a still bath, the 
current, and therefore the rate of deposit, is limited, owing 
to the necessity for allowing the solution of metal round the 
anode time to diffuse. This diffusion, and, consequently, 
the rate of deposit, may be assisted by keeping the solution 
hot, about 100? F., or by agitating the electrolyte by 
mechanical means. In some cases a mechanically-driven 
stirrer is used, but the best method is to blow air through 
the solution, a pneumatic agitator being employed. 

By this system of agitation, which is used largely in 
copper-plating for electrotyping, and also for nickel-plating. 
it was found by actual trials that for a ue quantity 
of work, with a stationary solution, the maximum amount 
of current that could be safely used was 35 amperes at an 
E.M.F. of 2 volts, giving 70 watts, the time taken being 
three hours. The same vat was used with an agitator, the 
same solution and anodes, and an exactly similar load was 
put into the vat, when a current of 65 amperes at an E.X.F. 
of 3° volts was used, giving 195 watts, with*every success, 
the time taken being one hour, and the deposit was not only 
equal to the previous load, but was smoother and brighter. 
Excellent results have been obtained from plants installed 
on this system, especially in the cycle, cast-iron, and printing 
trades. 

Points to Remembrer.—ln. plating it is important to 
remember that the scientific ba&is is the same, whether 
conducted by the amateur or the largest electroplater. 
The apparatus may be varied according to the requirements 
of the work, but the principle remains the same whether 
small or large quantities of work are done. In all branches 
it 1s absolutely necessary that the chemicals be pure, and if 
careless methods and impure chemicals are used, continual 
trouble will result. Cyanide of potassium must be 
recognised as the most used, and most important, substance 
in electrodepesition, nearly all the solutions containing 
this chemical. The dynamo is the only current-producer 
used, as to attempt working large plants with batteries is 
to court constant expenditure. The motive power necessary 
for the dynamo and the various polishing lathes can be 
either gas, steam, or electricity. The advantages of using 
electricity are very great, ease’ of starting or stopping. 
economy of space, cleanliness, and maintenance being 
altogether in its favour. 

The Plating Dynamo.—For this class of work, special 
forms of continuous-current dynamos are needed. Design- 
ing dynamos for low voltage and high amperage entails 
difficulties in the design, for the voltage cannot be obtained 
low enough without either having few convolutions on the 


armature, or else a weak field-magnet, and machines with. 


weak field-magnets give trouble on account of sparking at the 
brushes, as also do the machines witlr few massive conductors 
and few parts in the commutator. Special care is needed 


with the brushes and brush-gear: copper gauze brushes аге 


nearly always used, as the drop of potential at the brushes 
themselves, if carbon brushes are used, is more than twice 
that of copper gauze brushes, and, with such a low voltage, 
this would beserious. "The brush-gear should be so designed 
that it can readily be cleaned or adjusted, many makes 
being very deficient in this respect. The matter of speed is 
very ,important. A high-speed dynamo means a lower 
price, but more frequent renewals, whereas a moderate- 
speed dynamo is more expensive to manufacture, but has a 
longer life than a high-speed one of the same output. 

À most convenient, mode of obtaining current in places 
where a power supply is obtainable, is by the employment 
of motor-generators. In some cases the fields of plating 


dynamos areseparately excited, the advantage being the control - 


or variation which can be exercised over the voltage of the 
dynamo at all loads. Motor-generators lend themselves 
admirably to separate excitation, having a small exciter 
coupled direct on to the same shaft. Where a very large 
collecting surface is needed on account of the large 
amperage, the dynamos have double commutators connected 
in parallel with one another. 

The Plating Plant.— Separate shops should be provided 
for polishing, plating, finishing, and burnishing ; but in 
small establishments the polishing and finishing may be 
done in the same shop. The polishing shop, where the 
surfaces of the work are polished preparatory to plating, 1s 
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equipped with high-speed polishing lathes. The dust 
given off when polishing must be carried away from the 
face of the worker; the best practice is to fix hoods over 
the revolving wheels with connections to a duct, and to fix 
the fan which exhausts the dust at the end of this duct. 
It is important to remember that however the work is 
polished, so will it leave the plater, and no, amount of 
finishing will eradicate the faults left by the polisher, 
because every imperfection left on the article after polishing 
remains in the same condition after plating. In the plating 
shop. the plating vats, swilling trough, cleaning and water 


H 
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Fic. l.—" CENTURY " SINGLE-PHASE MOTOR OF 30 Н.Р, 


tanks are situated. In all cases, wooden racks or false 
bottoms are provided for the operator to stand on while at 
work, and the shop floor should be provided with a slope to 
allow water to run off into a drain constructed for the 
purpose. As in most operations solutions and tanks have to 
be kept hot, arrangements have to be made for either gas 
or steam heating. For small plants gas is sufficient, but 
for larger plants steam is best, being far more economical 
and handy to use.  Burnishing is the last process, and it 
imparts to metal goods a very brilliant finish, more lustrous 
than ean be obtained by any other process. To do this, 
steel burnishers are moved backwards and forwards over the 
surface of the article, which is kept well moistened by a thick 

of soap and water. After burnishing, the soap must be 
washed off with warm water aud the article dried in clean 
boxwood sawdust, then polished with a soft chamois leather. 
The difference between burnishing and polishing may be 
briefly described as follows: While burnishing produces 
brilliance by pressing upon, or laying flat, the surface of the 
metal, polishing produces it by removing the projecting 
particles. : . 

(To be concluded. ) 


International Standardisation.—In the Electrical World 
of June 24th, an interview is reported with Mr. C. le Maistre, 
general secretary of the International Electrotechnical Commis- 
sion. who is on a visit to the United States as representative of the 
Electrical Section of the British Engineering Standards Committee. 
Mr. le Maistre has visited the principal electrical manufacturing 
eentres of the United States, the Bureau of Standards of the 
Dominion of Canada at Ottawa, and the City of Montreal; he 
attended a meeting called by the U.S. Bureau of Standards at 
Chicago, and visited the Underwriters’ Laboratories, and was to 
real a paper on “ Standardisation” at the annual meeting of the 
A.LE.E. in Cleveland at the end of June. At the request of the 
Electrical World, he descri the activities and achievements of 


the British Engineering Standards Committee, and stated that, 


with the specifications that were to be issued, the ratings of 
American and British machinery would be comparable. Mr. le 
Maistre could not adequately express his gratitude “ for the extra- 
ordinary generosity and courtesy he had received from one and all " 
with whom he had come into contact. 


CENTURY SINGLE-PHASE REPULSION- 
INDUCTION MOTORS. 


THE Century Electric Co., of St. Louis, U.S.A.. has devoted its 
activities for many years entirely to the development of single- 
phase apparatus, and has built up a large business on this basis. 
Its principal product is a line of single-phase constant-speed motors. 
on which the energies of a staff of expert designers have been con- 
centrated, with the result that a type of motor has been evolved 
which possesses valuable all-round characteristics, the aim having 
been to produce a motor which should combine with the good 


FIG. 2.—PARTS OF " CENTURY " MOTOR, 2 Н.Р. 
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starting qualities of the D.c. motor the excellent running charac- 
teristies of the pure induction motor. The "Century" motor is 
self-starting on full load, without the use of any external starting 
device other than a knife switch, coming up to speed quickly, and 


is capable of carrying 50 per cent. overload, with high efficiency and 


power factor. It is illustrated in figs. 1 and 2, and we give below 
some particulars of its construction and running characteristics. 
The stator has a laminated toothed core with a pyramidal winding, 
and is connected to the supply circuit; the rotor has a progressive 
winding, connected to a radial commutator, which is in use only 
during the starting period, the brushes being lifted and the rotor 
winding short-circuited after the rotor has attained a predetermined 
speed. The motor, therefore, starts as a repulsion motor, without 
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Ета. 3.—OscILLOGRAM OF STARTING CURRENT., 
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compensating or auxiliary windings, and when it has run up to 
speed it operates as a simple induction motor with the equivalent 
of a squirrel-cage rotor. By this means the highest possible start- 
ing torque is secured, together with the most efficient and steady 
running qualities. | 

The machine has been greatly improved during the last 16 years 
in both its electrical and its mechanical details, and it is claimed 
that it compares very favourably in starting qualities with the best 
types of D.c. and А.С. motors. | 

We give in fig. 3 ап oscillogram showing the starting current of 
a 60-cycle “ Century” motor of small size. From this it will be seen 
that the maximum starting current at the time of closing the main 
switch was about 250 per cent. of full-load current. This decreased 
to approximately normal in about one-third of a second, and again 
increased to a maximum of about 200 percent. full-load current, being 
above the full-load current about the same length of time, as the 
motor changed from repulsion to induction. This second increase 
is due to the governor being adjusted so as to change the motor 
from repulsion to induction slightly below full-load speed, the 
motor then pulling up to speed as an induction motor. This curve 
is typical of all sizes when the motors are started with р.Р. 
switches. In the larger sizes the governor is more closely adjusted, 
so that the motor acquires more nearly full-load speed before the 
governor operates, and as a result the corresponding increase in 
current is less in magnitude. If the governor were adjusted so 
that it operated just at full-load speed, there would be no increase 
of current due to the change from repulsion to induction operation. 

As to the operating characteristics, a recent test on a 5-H.P. 
50-cycle stock motor, carried out by the Testing Department of 
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4 
the Manchester Corporation Electricity 
Department, gave the following results :— 

The motor ran at 1,460 R.P.M., and was 
arranged for supply at either 208 or 116 
volts. The starting current, at 412 volts. 
was about 36 amperes under all conditions 
of load, and the motor started against any 
torque not exceeding 250 per cent. of full- 
load torque; it would run up to speed 
against any torque less than 150 per cent. 
of the full-load torque. It continued to 
run as an induction motor with any torque 
less than double normal full load. The 
temperature rise, as measured by the re- 
sistance of the stator winding, after 6 
hours’ run at 5 B.H.P., was 75° F., and 
after 6 hours’ run at 625 B.H.P., 955? F. 
The efficiency, power-factor, &c., are shown 
in the accOmpanying curves, fig. 5. ~ 

The motor is well adapted for driving 
apparatus which requires large starting 
torque, such as pumps starting under full 
head, air compressors starting under maxi- 
mum pressure, rock crushers which are 
equipped with the necessary fly-wheel, 
bakers’ machinery where the tub is full of 
dough ready for mixing. meat choppers, 
coffee mills which have been stopped with 
/the burrs full of coffee, &c., not requiring 
a starter; the motor is also suited for 
operating vacuum cleaners, pumps which 
are controlled automatically, sewage-dis- 
posal pumps, organ blowers, and heating and 
ventilating apparatus, because it can be 
started from a distance, and starte quickly; 
and the brushes being removed from the 
commutator after attaining speed. motors 
of this type run very quietly. 

The installation cost of the " Century " 
single-phase motor is less than that of a 
two- or three-phase motor of the same size, 
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Fic. 4.—SECTION oF “CENTURY " MOTOR, SHOWING THE GOVERNOR AND 
SHORT-CIRCUITING DEVICE. 


the polyphase motor requiring at least three jd | 
wires, апа the transformer costs averaging : 
about 30 per cent. greater for the poly- of 
phase than for the single-phase repulsion- Ё ! 
_ start motor. The transformer losses also ` b: 
are about 25 per cent. greater for the poly- AE 
phase installation than for the repulsion- . ғ! 
start induction-motor installation. " i 
Large stocks of these motors in sizes 
from ту to 40 Н.Р. are carried by the , A" 
Swedish General Electric, Ltd., who are the 
sole agents for the Century Electric Co. in ' j 4 , 
Great Britain. ue 
SS Ета. 5.—CHARACTERISTIC CURVES OF "CENTURY" MOTOR. 
During the year the attention of the department has been 
REPORT OF THE HYDRO-ELECTRIC POWER given to the Eugenia PAR ctp. and теча, аре 
for the additional line from Niagara Falls to Dundas. About 
COMMISSION OF ONTARIO. « 400 miles of L.T. line have been completed, and permission had 
to be acquired for about 400 crossings of railways, telegraphs, 
&c. The possibility of obtaining an additional supply- from 
THE eighth annual report of the Commission, covering the Niagara, making use of the total difference in level between 
year ended October 31st last, with its 460 pages and numerous Lakes Erie and Ontario, is being considered. 
illustrations, constitutes an exceedingly bulky volume, and Agreements were entered into with 32 municipalities; with 
a record of which our Canadian friends may well be proud. the Union Carbide Co. for an additional supply of 8, 000 m. P.; 


with the Interurban Power Co., of 
Toronto, for the supply through the 
Toronto hydro-system of 3,000 H.P.; and 
owing to the supply of contract power 
from the Ontario Co. becoming ex- 
hausted, a temporary contract was en- 
tered into with the Toronto Power Co. 
for the supply of 16,000 н.р. A lengthy 
summary is given of the extensions car- 
пей out at the various plants supplied 
by the Commission, and a total capacity 
of 936,725 K.V.A. ‘of transformers are 
now installed or ordered for the various 
stations. 

At October last, there were completed 
or under construction 1,143 ‘miles of- 
secondary transmission lines. of from 
46,000 to 2,200 volts; some 45,000 wood 
poles were: used, and 996 miles of single- 
circuit telephone line has been erected 
for operating purposes. 

Only two total system interruptions 
occurred in the year on the Niagara 
svstem, each of momentary duration. 

?lectrical storms oceurred on 49 days, 
the majority in certain specific areas. 
Not a single failure of the н.т. line 
occurred, and insulator trouble appears 
to have been eliminated. The 162,000 
suspension and strain units on the origi- 
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110,000-vour SwiTCHES, NIAGARA TRANSFORMER STATION EXTENSION. nal line sections were. tested twice for 


dielectric strength. There are now three 
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separate circuits of steel reinforced 
| aluminum cable between Dundas and 
london, with the exception of the 

Berlin-Stratford section. 

The electrical and mechanical equip- 
went of the H.T. and L.T. stations yave 
practically no trouble, due to rigid in- 
spection and monthly tests of insulat- 
ing oil, &c. 

| Inductive trouble оп the private tele- 
phone system has been successfully 
overcome by a new type of protective 
| apparatus, including an insulating trans- 
former designed by the telephone in- 
xpector. 

The capital invested in the Niagara 
system totals $8,824,549; the income for 
the year was $1,500,280, and surplus 
available for sinking fund and deprecia- 
tion $239,629. i 

In addition to the above, the Com- 
mission operates the St. Lawrence, Port 
Arthur, Severn, and Wasdells Falls 
systems, and others are being developed, 
including the Eugenia and Muskoka 
systems. - 

The total capital expenditure on all 
these projects, including stock, tools, 
£c., of the Commission totals $12,582,221. 
During the year assistance and expert 
Муке was given to а number of muni- 
cipal authorities, and contracts for the 
supply to the Canadian Pacific Rail- 
wav s McNicoll terminal of 800 n.pr., 
National Portland Cement Co., Durhain, 
of 1,300 H.p., and the Canadian Cement 
(о. Shallow Lake, of 800 н.р. were sub- 
mitted. 

In a number of instances, the. street 
lighting systems have been reorganised, 
uing larger metal-filament and in some 
cases nitrogen-filled lamps. 

A financial summary relating to 
€) municipalities supplied by the Com- 
mission in 1915 shows a gross surplus, 
after meeting debenture and interest 
charges, for the year of $702,540, or 
less depreciation, of $461,896. The num- 
her of lighting consumers was ‘117,010, 
and of power consumers 3,818, making 
a total of 190,898 consumers. 'The 
kW.-hr. varied in cost from 11.5c. to 
24c. for domestic use, and from 12.2 c. 
to 1.9c. for commercial use, the average 
figures being 3.9c. and 3.1 с. respec- 
tively. 

The municipalities have invested 
$17.633,000 in distribution systems and, 
equipment, with a fixed debt charge of 
$514,449: per annum. 

The report says: ‘‘ Bearing in mind that these fixed charges 
‘include the sinking fund and debenture retiring payments as 
well as interest, so that the present consumers are not only 
mying the ordinary operation, maintenance, and interest 
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charges, but are retiring about 3.3 per cent. of the capital 


FA -each year, thus automatically providing for deprecia- 
i regardless of any special provision which шау be made 
fr е accounts, the phenomenal success of the enterprise 

9m the municipal standpoint is apparent.” 
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Rotary Converters, &c., LONDON SuB-STATION. 


The various undertakings are under the supervision of 
nearly 50 inspectors appointed by the Coininission, and some 
340 municipalities are dealt with. 

The Commission maintains a purchasing department whose 
services are offered to any municipality in Ontario, whether 
connected with the hydro system or not, and during the year 
over $500,000 worth of goods, &c., have been purchased in 
this way for 132 municipalities. 

It is stated that savings of from 5 to 50 per cent. have 
resulted in cost through the co-operative buying, which 
is carried out by an expert staff, having the use of equipment 


- for standardising and testing. The otlicials of the Commis- 


sion also render assistance in formulating business campaigns, 
for which complete data has been collected, and a number 


. of municipalities have benefited from this service. 


Farm Power.—The report contains data relating to the use 
of a syndicate outfit and domestic electric supply by a group 
of seven farmers at Waterloo. The outfit consists of a 20-H.P. 
induction motor with auto-starter mounted on one wagon and 
transformers and a standard 3-phase meter mounted on an- 
other. 

Two services are run to each farm, one a domestic supply 
and the other a 2,200-volt service for the syndicate outfit, 
terminating at a point where it is only necessary to use 75 ft. 


. of portable cable to connect the transformers with the motor. 


The domestic uses consist of lighting throughout, and the 
use of irons, washing machines, and one or two pumps. Six 
of these consumers (outside the town) used 1,869 x w.-hrs. for 
domestic purposes, and the seven (including one in the town) 
used 7,203 Kw.-hrs. through :the syndicate outfit, making a 
total for the seven, one of whom had no lighting, of 9,072 
KW.-hrs. ‘I'he bills of the six consumers using both power 
and light varied approximately from .$70.(£14) to $100 (£20) 
per annum, the: average cost per KW.-hr. being from 5 to 6.5 
cents (94d. to 31d.). i | , : 

The syndicate outfit was used for silo filling. threshing, 
sawing, and chopping; usually from 2,000 to 4,000 bushels of 
grain were threshed per farm. uu І 

Electric Railway Projects.—The Commission has carried out 
a number of preliminary surveys of electric railway projecta 

D 


(since the passing of the Hydro-Electric Railway Act) cover- 


ing some 2,000 mies. After consideration, it has been decided 

to adopt the 1,500 ог 3,000-volt direct-current system on such 

lines, and. plans have also been prepared for a standard 60-ft. 
three-compartment steel car. The London and Port Stanley 

Railway was constructed and equipped under the supervision 
of the Commission. | 

A section of the report deals with the work carried out by 
the testing and research laboratories, which covered tests of 
line material, switches, and other goods, largely made for the 
purchasing department, but in some cases with a view to 
improving manufacturers’ products. The statement is made 
that the only suitable instrument on the market for the 
measurement of excess power (i.e., energy consumed in 
excess of a certain predetermined ''firm power'' was of 
foreign manüfacture, and efforts are being made to find a 
suitable substitute of home manufacture. 

Tests were carried out on cooking stoves of six different 
makers, and curves made of temperature and energy con- 
sumption, and from the data obtained the comparative costs 
of doing various classes of cooking were calculated. 

In the lamp laboratory a great many tests were carried 
out; the report states that gas-filled street series lamps have 
entirely replaced the vacuum series lamp, and are rapidly 
replacing all arc lamps except the most improved (luminous 
arc) type. | 

The illumination laboratory, amongst other work. carried 
out в test to ascertain the extent of fire risk when using gas- 
filled lamps in show windows, and certain limits have since 
been imposed by the inspection department as a result. The 
photographic department supplied about 10,000 prints during 
the year, and filed.2,000 new negatives. 

The report concludes with a lengthy section on hydraulic 
investigations, and contains a reference to the preliminary 
surveys carried out in connection with a possible scheme for 
utilising the tnallotted surplus of water available at Niagara, 
with an effective head of not less than 300 ft. 

The report is, as usual, an instructive commentary on the 
progress of the Hydro-Electric Commission’s undertaking; if 
it lacks anything to our eyes, it 1s in the absence of any 
general indication as to the classes of consumers being served. 
To judge of the merits of an undertaking, one needs a com- 
prehensive idea as to the conditions obtaining in the area of 
supply. 


WAR ITEMS. 


Entertaining * Tommy.’’—Quite recently the girl workers 
of Pope's Elasta Lamp Works, at their own expense, enter- 
tained 120 wounded men at the Shepherd’s Bush Empire. 
About a fortnight later, the same girls gave a tea and outing 
to another 60 men in Kew Gardens, and those who could not 
join the party received cigarettes at the hospital. A third 
event is now being arranged for, and another 60 wounded 
soldierg are to be taken to Kew Gardens to a similar treat. 

Export Prohibitions.—A special and bulky Supplement 
to the Board of Trade Journal for July 13th gives full infor- 
mation respecting prohibitions of eaport in force in British 
India, the Self-Governing Dominions, Egypt, and certain 
other British possessions. 

Toe be Wound-up.—The Board of Trade has ordered the 
following companies to be wound-up :— 

Plutte Scheele & Co., Ltd., 18-19, Queenhithe, J.ondon, 
E.C., merchants. and agents for electrical goods. Controller: 
G. W. Roberts, 133, Wool Exchange, Coleman Street, Е.С. 

Leeds Meter Co., Ltd., Tower Works, Armley, Leeds, water 
meter manufacturers. Controller: W. Simpson, 19, Bond 
Street, Leeds. : 

Kirchner & Co., 21-25, Tabernacle Street, London, E.C., 
wood-working machines, &c. Controller: J. Fraser, 31, Cop- 
thall Avenue, London, E.C. 

British Hulm Metallic Packing Co., Ltd., Snowdon's Wharf, 
Milwall, London, E., manufacturers of metallic packing for 
steam engines, &c. Controller: J. E. Wilson, 28, Basinghall 
Street, London, E.C. 

Poldi Steel Works, Sheffield, steel manufacturers. 
troler: A. D. Barber, High Street, Sheffield. 

A. Barson & Co., 57, Scrutton Street, London, E.C. Engi- 
neers’ tool manufacturers. ‘Controller: A. Turquand Young, 
4], Coleman Street, E.C. 

The Board of Trade has revoked the order winding up 
Phonotas Co., Ltd., London, W.C., sanitary system for clean- 
ing telephones. | 

Exemption Applications.—At Southwark Tribunal, Mr. B. 
E. White, electrica] engineer, in applying for exemption, stated 
that before the war he employed between eight and ten men, 
but now had only & man and & boy left. He had to work 
double time himself on repairing electrical motors. He was 
granted conditional exemption on joining the Volunteer Train- 
ing Corps.—The Imperial Lighting Co. (Implitico, Ltd.), elec- 
tric sign contractors, applied for the exemption of a general 
and electrical engineer. Out of 42 hands before the war, 12 
.had ‘joined up, and they had only one engineer left out of 
eight. He was the only man in the machine shop, where 
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they had a number of boys and girls at work. Не was 

granted three months’ extension on joining the VT.C. | 

At Battersea, Mr. Pope, trading as F. Williams, electrician, 
appealed for total exemption. He said he was a contractor 
for electric lighting, bells, motors, &c. Не had been in busi- 
ness ten or twelve years. His partner was in the Army, and 

' he allowed him 10s. а week, and did all the work himself. He 
was allowed a month’s final extension. 

Before the Hastings Tribunal, Mr. Н. Blackman, of Messrs. 
Upfield & Son, appealed for Mr. R. Н. Pattenden, electrical 
contractor. He could not get anyone over military age as a 
Substitute. "Two months allowed. 

Conditional exemption has been granted to Thos. C. Palmer, 
MAE at Hadham Hall (Herts), the seat of Mr. Win. 

inet. 

Nantwich Tribunal has conditionally exempted, on the 
appeal of Baroness W. Schroder, the electrician at her Red 
Cross Hospital at Stapeley House, where he has been engaged 
for some years. The Military assented. 

At Stratford-on-Avon, the Electricity Co. appealed for A. 

R. Bailey (24), technical clerk and responsible person when 

the manager was absent. The Military did not assent, con- 

tending that appellant's work could be done by a man over 
military age. As appellant had been rejected, a fortnight was 
allowed for him to go before the Army Medical Board. 

Mr. G. Miller (40), assistant electrician at the Haggerston 
Military Hospital, Berwick-on-T weed, has been given exemp- 
tion. 

At Deal, Mr. R. M. C. Strebbins, electrician, who is a 
inember of the Society of Friends, appealed as a conscientious 
objector, and was granted conditional exemption on joining 
the Friends’ Ambulance Unit. | 

Mr. A. R. J. Creasey (31), manufacturer of electrical 
switchboards, of Herne Bay, who was refused any exemption 
by the local Tribunal, appealed to the East Kent Appeal 
Court on July 12th. The appeal failed, and Mr. Creasey was 
refused leave to go before the Central Tribunal on the ground 
that he was not engaged in a reserved occupation as an engi- 
neer. 

At Reigate, on July llth, Mr. Makovski, of Messrs. Tamp- 
lin & Makovski, electrical engineers, applied for exemption for 
their inside manager (Mr. H. Francis, 27), who also appealed 
on personal and conscientious grounds. The case had been 
adjourned for a medical examination, and it was announced 
that Mr. Francis declined on conscientious grounds to be 
examined. The Tribunal refused exemption, and it was an- 
nounced that Mr. Francis would not be called up for a month 

Newcastle-under-Lyme Tribunal has given three months’ 
ош each to two employés at the Corporation electricity 
works. 2E 

Mr. S. Terry (23), electrical engineer, of Canterbury, ap- 
plied for an extension of his three months’ exemption, and 
also for an employé named Elliot (35), engaged in wiring 
work. Mr. Terry contended that he was serving national in- 
terests as he was carrying out important contracts. Each was 
allowed six months. 

Broadstairs ‘Tribunal granted conditional exemption to reve- 
ral employés of the Isle of Thanet Tramway Co., on the 
ground that they were engaged in work of national import- 
ance. The Military assented. 

At Southend-on-Sea, an electrical engineer (35), for nine 
years in business, appealed on the ground that military service 
would mean the closing of the business. He said that he 
had only two youths to assist him. Final exemption until 
August Ist was allowed. 

Hemel Hempstead Tribunal has given conditional exemp- 
tion to Mr. J. McDermot, manager of the electrical depart- 
ment of Messrs. Dickinson, & Co., and three months to A. J. 
Young (27), the firm’s electrician. 

Conditional exemption has been conceded, at Bath, to G. 
N. бирр (22), stoker at the electric tramway works, and to F. 
Gilham (30), a brakesman with the Tramway Co. 

At Maidenhead, Mr. W. Hogarth Vevers, jun. (26), elec- 
trical engineer, responsible for the business of Messrs. W. H. 
Vevers & Son, has been exempted until October Ist, on con- 
dition that he joins the Volunteer Training Corps. Similar 
exemption was conceded to Mr. W. L. Chubb, assistant engi- 
neer and deputy-manager of the electricity works; and until 
January lst to Mr. W. Н. Arundell, electrician, who is 
““ badged.”’ 

Maidstone Tribunal has given conditional exemption to T. 
Cooker, driver on the Corporation tramway staff, who har 
served 17 vears in the Army; and has given until September 
19th, by which time it is expected they will receive the pink 
form, to seven other drivers, the chief clerk and stores super- 
intendent, a turner and engineer, and an inspector on the 
tramway staff. M" | 

At Watford, a certificate of conditional exemption has been 
granted to Mr. J. W. Russell (32), electrical fitter. 

Maidstone Tribunal has given two months’ respite to Mr. 
A. Leach (36), electrical engineer, to produce proof that he is 
an American subject. | ' 

Settle Tribunal has given conditional exemption to Mr. C. 
A. Copinger, engineer and manager to the Bentham Electric 
Supply Co., Ltd. : n | 

At Clayton-le-Moors, exemption until the end of September, 
with leave to appeal further, was granted to an electrician, 
aged 32, on condition that he joins the Volunteer Training 
Corps. | i 
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At Amersham, on July 9th, Mr. S. Beeson (26), electrician, 
of Chalfont St. Giles, appealed on the ground that he was 
running his business single-handed. Dismissing the appeal, 
the Tribunal requested the Military to delay the calling-up 
for a month. 

When the Imperial Tramways Co. asked the Middlesbrough 
Tribunal for the exemption of a coach-painter employed on 
the Middlesbrough, Stockton and Thornaby system, Mr. A. М. 
l'orbes (solicitor), described the man as absolutely indispens- 
able for keeping the cars in proper order. Six thousand muni- 
tion workers were conveyed to and fro on 'leesside on the 
company’s system, and an inspector who recently went over 
the company’s premises for the purpose of “combing out ” 
had not taken a man. The Tribunal announced that as the 
coseh-painter was not indispensable to the running of the cars 
and was of Army age, the appeal would be dismissed. 

At Farsley (Yorks.), the Morley Electrical Engineering Co. 
appealed for a foreman armature winder and electrician, aged 
25, and for a turner, aged 35. Mr. Summerscales, a member 
of the firm, spoke of the value of these men, in that at the 
present time if was practically impossible to get men in 
these trades. They were in use in "controlled " establish- 
ments, who would not give them leaving certificates. Condi- 
tional exemption to September 30th was granted. 
Temporary exemption till October 31st has been granted, at 
Rochdale, to Mr. G. L. Adamson, who appealed for Mr. F. 
Rothwell (manager) and Mr. A. B. Hopkins (electric fitter). 
At Southport, John Ainscough, who said he was a munitions 
"ease worker " in the employ of Messrs. Schofield & Wright, 
electricians, appealed on the ground that he had bad health, 


and also that 16 was in the national interest that he should 


remain in his present occupation. Не said he would be 41 
years of age within a week. The appeal was adjourned во 
that appellant might go before the Medical Board. 

At St. Annes, Mr. Н. W. Laing, manager of the Blackpool, 
St. Annes and Lytham ‘Tramways Co., Ltd., appealing for 
two motor-men and a foreman of the track repairing staff, 
said that out of the traffic staff of 125 he had lost 110 men. 
Conditional exemption granted. 

Enemy Aliens at Birmingham.—Birmingham Chamber of 
Commerce has adopted the following resolution in reference 
t? enemy aliens :— 

That all members of the Chamber of enemy origi , who have not become 
denationalised of their enémy origin and have not been naturalised in the 
British Empire for at least 20 years, are requested to resign. their member- 
ship. This applies also to limited liability companies or firms whose share 
capital is held to the extent of one-third or more by persons of enemy origin, 
and to limited liability companies one-third or more of the directorate of which 
sre held by persons of enemy origin. 

Australia and Enemy Shareholders.—A Reuter dispatch 
from Melbourne states that the Minister of External Affairs 
will shortly take legal action against the companies incor- 
porated in Australia which have not complied with the pre- 
cautionary regulations rendered necessary by the war regard- 
ing enemy shareholders. 

Some Carville Resolutions.—At a well-attended meeting 
of the employés of the Newcastle-upon-Tyne Electric Supply 
Co., at Carville Power Station, the following resolutions 
were carried unanimously :— 

|. That this meeting considers it the duty of the State 
to provide adequate pensions for all men (and those dependent 
ол therm) who are disabled in the war, and also for the widows 
and dependents of those killed, seeing that the men met 
with their death or received their injuries while serving the 
State. 

2. Seeing that any advance in wages that the employés of 
the Newcastle Electric Supply Co. have received during the 
war is in no sense proportionate to the advance in the cost 
of living, we regret that we are not in a position to start a 
branch of the War Savings Association.—N ewcastle Journal. 

Trading with the Enemy: Prohibitions.—The '' London 
Gazette," dated July 18th, contains further lists of bodies 
and persons with whom trading is prohibited in the follow- 
mg countries:—Argentina, Bolivia, Brazil, Chile, Denmark, 
Greece, Japan, Netherlands, Norway, Spain, Sweden, U.S.A., 
&c.; also variations in previous lists. 
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Breakdowns of German Plant.—We recently quoted 
from the report of Mr. T. Н. U. Aldridge, electrical engineer to the 
Shanghai M unicipal Council, concerning the breakdowns of the 
A.E.G. turbo-generator plant installed at the Riverside power 
‘tation. Our readers will be interested to learn that on June Isth. 
1916, one of the 5,000-KW. alternators, which was only commis- 
"oned last year, broke down very badly. Some of the stator coils 
"ther short-circuited or went to earth, causing a very bad burn-out 
iR part of the stator to such an extent that the copper conductors 
vea iron laminations became entirely fused together, whilst 
To insulation of half the end windings was completely burnt off. 
А Pod е this machine will take at least three months, and even 
a S it is doubttu] whether it can be regarded as а reliable piece 
i nr анла Of the four A.E.G. turbo-generator sets at Riverside 

|^ nave already seriously broken down. This sort of thing 


will lag ; й | 
in Сай © the reputation of German manufactures very seriously 
the Far East, j 


LEGAL. 


Tar- OIL кок ELECTRICI) GENERATING PLANT.—NUFFOLK 
ELECTRICITY Со, AND GERMAN PATENT. 

ON Thursday last week, before the Controller. Mr. Temple Franks. 
and the Deputy Controller, Sir Cornelins Dalton, in the Patents 
Court, the Suffolk Electricity Supply Co., Ltd.. applied fora licence 
to use a (German patent in connection with their electrieity under- 
taking for the town of Felixstowe. The patent in question was 
No. 4.908, of 1909, in the name of Konrad Aust, of Essenerstrasse 11, 
Berlin, for a mechanism for employing tar oil, instead of American 
oil fuel, in engines for generating electricity. It provides for an 
arrangement whereby. in an internal-combustion engine in which 
the fuel is injected by gas under pressure through an atomiser. а 
small portion of fuel is supplied directly to the admission port of 
the evlinder without passiny through the atomiser, through a 
separate duct, this duct being eut off from the chamber only 
during the ignition period. The appliance is, in substance. an 
auxiliary pump which injects oil of lower ignition temperature in 
advance of the main fuel oil. It is by this means only that tar oil 
can be used for driving engines of the Diesel type. 

COUNSEL explained that he understood that by this contrivance 
the temperature of the air was raised for the ignition period by a 
small injection of petrol, sufficiently to vaporise the tar. The 
Suffolk Electricity Supply Co.’s application was opposed by Messrs. 
Mirrlees. Bickerton & Day, Ltd.. for whom Mr. Courtney Terrell 
appeared. Mr. Imry represented the patentee. 

Opening the case for the applicants. MR. NAPIER PRENTICE, 
their secretary. explained that firms with eleetricity-generating 
plant found very great ditħculty to-day in obtaining supplies of 
American fuel oil. 1n addition to obtaining security of supply. 
the Suffolk Electricity Co. hoped, with the aid of this new device, 
tocut down their fuel bill by half. Manufacturers whom he had 
approached asked £3653 for makings and fitting this special 
appliance to two engines. Не understood that it was because of 
the price fixed by the British licences from the Germans that the 
cost was not smaller than this. If the Board of Trade would give 
the Suffolk Electricity Supply Co. а licenee for this auxiliary pump. 
he was confident that he could make and fit it for €60, all told, to 
two engines. For 112 tons of oil, which the company used last 
year. at the present price the cost would be £960. By using tar 
oil for a similar amount of work. the cost would be brought down 
to £576, a saving of £384 for fuel. But if it eost £363 to fit this 
apparatus for 410 H P. to but two engines, it would hardly be worth 
while to makers of electricity. unless it were ;uaranteed that the 
war would last more than another year. The purchase of American 
oil was акай the national interest to-day ; it was to the national 
interest to encourage the use of tar oils in Diesel engines. 

Mk. TERRELL explained that the opponents, for whom he 
appeared, were the sole licensees under the patent in this country 
before the war. They paid a large smn for the licence— £1,500 
down. They had the equipment and plans for making, and could 
meet the entire demand. If there was anything they could not 
cover, they were ready to issue licences to sub-licensees, 

The CONTROLLER: I imagine the legal opinion as to your 
licence would be that it is suspended during the war. If it 1s so. 
we may treat your licence as non-existent. I am not sure yon 
ought not to have come here to vet a licence yourself. 

Мк. TERRELL: It may be that that is what we ought to do. We 
have either supplied. or contracted to supply. 22 firms with a total 
horse-power of over 4.000. ' 

The CONTROLLER: You are the only people who can supply this 
improvement at present, and you can charge what you like. If 
you charge a reasonable price, I admit there is something to be 
said for maintaining vour position. But the Board of Trade must 
gupervise, and here comes the opportunity for us to exercise that 
oversight. , | 

Mr. TERRELL then called as witness Mk. CHARLES Day. 
managing director of the opposing firm, who said that on November 
.29th. 1912, they entered into ayreement with the patentee by 
which they paid £1,500 in cash and agreed to pay a royalty of 
2s, 6d. per horse power on all engines fitted. They experimented 
to ascertain how many varieties of tar oil could be used with 
these engines, and had to set up an installation for distilling tar 
oil. In the beginning they found great difficulty In getting tar 
oil. They enzaved a chemist who had been chemist for a tar 
distillery, and had to use their distillery for the supply oftar oil 
to their customers. Including payment for the patent, their pre- 
liminary expenses came to £3,000, In. their price they added the 
Эз. 6d. royalty for the patentee and 2s. 6d. for themselyes towards 
a sinking fund to recoup themselves for this preliminary outlay. 
The prices of fuel oil began to creep up a year after the outbreak 
of the war. They had been from £3 to £4 a ton. In January 
last they were £8 to £9. Tar oil cost £3 or £3 108. Mr. Prentice 
said he hoped to get it at £4. It varied according to the district. 
This complicated and delicate piece of apparatus required consider- 
able skill to install. Personally. he should object to any stranger 
fitting it to an engine he had anything to do with. The #360 

price cited was not unreasonable. His tirm were pioneers in this 
matter, yet they had not had an inquiry from the company. To 
everyone who made this type ot engine they had offered а licence 
to make this special apparatus, with the benefit of their experience 
as to details of manufacture and drawings. These auxiliary 
pumps had to be watched after fitting. and taking into account 
ull the risks the manufacturer ran. the price was not excessive. 

The CONTROLLER: Dont you think that, like so many more 
people in a similar situation, you were rather "done — by this 
agreement / 


ere 


66 | THE ELECTRICAL REVIEW. 


[Vol. 79. No. 2,017, JULY 21, 1916. 


Mr. Day said : Not at all. 

The CONTROLLER: I have seen agreements here that have 
absolutely astounded me that anybody could enter into them. 

Asked by Мв. TERRELL as to the possibility of the Suffolk Elec- 
tricity Supply Co. making this apparatus. MR. Dav replied that he 
would not speak of its possibility, but he would speak strongly 
against its desirability. 

Called on behalf of the opponents, MR. HUGHES, of Messrs. 
Willans & Robinson, Ltd.. Rugby. suid he thought Messrs. Mirrlees, 
Bickerton & Day's prices were reasonable and fair. His own firm 
at Rugby built the Suffolk Electricity Supply Co.'s engines, and 
they had now practically concluded arrangements to receive a sub- 
licence from the Stockport firm. 

MR. Day: As to Mr. Prentice's hopeful figure, with several sets 
going through at the same time, the apparatus would cost £150. 

The CONTROLLER (to Mr. Prentice) : How did you make up your 
£60 for fitting two engines ? 

MR. PRENTICE: It is quite a simple affair— £10 for making the 
pump. £10 for fitting to the engines and running the pipes to the 
valves, and £10 for sundries—a small distributor. «c. It is 
nothing more than a pipe conveying the tar oil to another position. 
I simply want to put the oil in position to enter in advance of the 
main charge, and that I can quite easily do for the sum I have 
mentioned. | 

Mr. Day: Mr. Prentice apparently proposes one pump for three 
cylinders. One is needed for each, according to our experience. 

The CONTBOLLER. in announcing that he would report on the 
hearing to the Board of Trade. suggested that the electricity com- 
pany might like, if the makers of their machines were receiving a 
sub-licence, to get into communication with them. 


NEWALL r. ELECTRO-FLEX STEEL (C0.. LTD. 


IN the Chancery Division, on Friday last. Mr. Lavington, on behalf 
of the plaintiff in this debenture-holder's action, applied to Mr. 
Justice Astbury for the appointment of a receiver and manager of 
the defendant company. Counsel said the debentures had become 
payable on the ground that the company had passed a resolution 
for voluntary winding-up. That alone made the debentures pay- 


able, and there were other conditions that had not been complied : 


with. The company consented to the application. The company 
was doing work of national importance, and it was important that 
it should be continued, and he asked leave for the receiver to 
borrow moneys up to £5,000. The company had to purchase 
machinery and plant. and money was also required to pay waves. 

His LORDSHIP appointed a receiver and manager, but referred 
the application for leave to borrow £5,000 to Chambers. remark- 
ing that it was a very large sum to empower the receiver to 
borrow. He, however, in the meantime, gave leave to borrow 
£500 for wages. 


— —— 6 rer, 


Cox-WALKERS, LTD., r. З. Dixon & Son, Lp. 


AT the Richmond County Court, plaintiffs, of Darlington, sued 
defendants, electricians, of Leeds, for the sum of £16 18s. 2d.. for 
goods supplied at the Richmond Camp. aon to the ork- 
shire Herald, it was stated that the parties had contracts for laying 
down electric mains at the Camp, and, as the defendants ran short 
of materials, the complainants let them have a quantity on the 
understanding that they would be replaced. Since then the prices 
of certain articles had gone up considerably. 

His Honour, JUDGE TEMPLER, said he believed the story of 
Messrs. Cox-Walkers that the goods had to be replaced. and not paid 
for at cost price. The prices had gone up considerably since the 
arrangement, and it was not right for the complainants, who had 
obliged the defendants, to lose by it. Не рахе a verdict for the 
plaintiffs, with costs. 


MADRAS ELECTRIC SUPPLY CORPORATION, LTD. 


IN the Chancery Division, on Tuesday, Mr. Justice Astbury con- 
firmed a reduction of capital of this Corporation by writing off £2 
per share from the ordinary shares. The preference shareholders, 
Mr. Chinnery stated, were to give up last year’s dividend, and were 
to take it in fully-paid shares. In an affidavit, the chairman said 
the installation in Madras became very defective, and the result 
was that they were unable to make any profit out of it. But new 
plant had been erected, from the issue of further shares and 
debentures. The plant was now in full working order, and last 
year they made a substantial profit: the company wished to 
take advantage of the improved prosperity to write off the balance 
of loss. 


French Industries —A central association has been 
formed in France to facilitate the resumption of industrial activity 
in the districts at present in the hands of the enemy. when the 
latter have been expelled. It will devote itself to the re-establish- 
ment of plant and stocks, and of labour, to hastening payment for 
goods requisitioned and indemnities due to industrial concerns. and 
to facilitating the raising of loans to enable manufacturing opera- 
tions to be resumed as quickly as possible. 'l'he association embraces 
all kinds of industries, and will co-operate with other trade groups 
and associations to prevent waste of etfort.—.Zu Recue Electrique. 


REVIEWS. 


Examples in Magnetism. By Prof. Е. E. AvsTiN. Published 
by the Author. Price $1.10, in U.S.A. 


From а perusal of other works by the same author we are 
led to expect a high etandard of practical value on taking up 
this book. Nor are we disappointed in the outcome. The 
text is arranged in the form of a dozen ''lessons," in each of 
which several topics are dealt with along the following uniform 
lines: First there is stated an example designed to Dane out - 
the desired pointe. The laws bearing on the matter are ex- 
plained brietly, and the algebraic or symbolic expression of 
them is given. The known data are tabulated systematically, 
and the complete solution is worked out, each step being 
explained. Next there is given a problem resembling the 
example which it follows. The answer to this problem is 
given, eo that the reader can test his understanding of the 
instruction imparted by the example. Finally, there is a 
second problem dealing with some other phase of the same 
&eubject. No answer is given to this problem, and the student 
is thus left to apply the principles illustrated by the example 
in a different manner, and also to devise a means of checking 
his result. The author then proceeds to the next topic, and, 
since the topics theinselves are well arranged, 16 will: be seen 
that the reader who works conscientiously through this 
volume is well equipped to deal confidently with any magnetic 
problem or its application. 

The author attaches special importance to a clear under- 
standing of the principles of mechanics, and certainly does 
his best to help the reader to this end. ‘The first lesson is 
devoted to a brief explanation of trigonometrical ratios and 
relationships, and includes a handy collection of formule 
relating to trigonometrical functions of the sum and difference 
ої angles. Trigonometric solution of triangles and the resolu- 
tion and composition of forces form the bulk of the second 
lesson, and there then follows a statement of eymbols, nota- 
tion, English and metric units, equivalents and definitions, 
all arranged so as to be convenient for reference. The force 
of gravity, moments, and couples being dealt with in Lesson 
lV, the reader has by this time a knowledge of the funda- 
mental principles and methods of trigonometry and mechanics, 
as required for the solution of magnetic probleme. The general 
nature of magnets, magnetism, fields of force (magnetic and 
otherwise), and magnetic poles are then explained, and the 
next lessons aro devoted to elementary calculations concerning 
the force between magnetic poles and between magnets sus- 
pended in various ways. The components of the earth's 
inagnetic field and their bearing on various magnetic prob- 
lems are next considered; then the resultant field due to two 
poles; and the restoring couple on a magnet deflected in the 
earth's field. Further examples on magnetic moment, pole 
strength, and the investigation of the earth's field and its 
effects follow, and it is worth noting that the author hae 60 
designed and framed his problems as to make them very 
instructive and of much more interest to the reader than the 
purely academic problems which are so often used to depress 
the student of this subject. The concluding lesson deals with 
the comparison of strengths of magnetic fields, and includes 
a collection of pithy paragraphs containing useful information 
regarding the materials and properties of magnets, and 
inethods of mapping magnetic fields. The book is very well 
indexed, and is thoroughly useful as a work of reference, 
whilst the large number of examples and problems make it 
very suitable as a text-book either for class tuition or private 
etudy. Considering the cost of setting up the numerical 
examples, the price of the book is not excessive. 
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The Eleclrie Railway. By A. Morris Buck, М.В. London: 
Hill Publishing Co. Price 12s. 6d. 


This book is stated by the author's preface to be intended 
as a text-book for the instruction of advanced students who 
may be assumed to have a fundamental knowledge of 
mechanics, to have taken power plant and transmission line 
work as independent courses, and who wish to specialise in 
electric traction. United States students are meant, but there 
are now similar facilities in various British centres, and а 
distinct. demand exists for such a specialised text-book as the 
author aims at. 

The first chapter starts with a statement of the importance 
of transportation as a necessity of economie development and 
civilisation, and а short historical account is given of the 
trunk-line railroad and of the street railway in its various 
stages. ‘Electric systems are classified Ьу the characteristics 
of the motors used under three heads: direct-current series 
wound, single-phase alternating current, and three-phase alter- 
nating current. A brief statement of the advantages of elec- 
tric systems follows, winding up with the statement that the 
superiority of electric power is great enough to warrant its 
consideration for anv class of railway service, and that its 
use is the more desirable almost in proportion to the density 
of the tratte. 

The Mechanics of Traction dealt with in the second chapter 
shows first how the secondary units used for the solution of 
problems relating to the moticn of trains have been derived 
from the elementary laws of motion, and then defines the 
components of train resistance. Dealing with gradient resist- 
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ance, it is suggested that the tangent of the angle of inclina- 
tion to the horizontal, which is the surveyor's gradient, differs 
co little from the sine of the angle, which is the resistance 
factor, that for practical calculations the former may be 
taken. It might be added that the tangent factor gives a 
margin on the safe side for the power required, but that when 
the gradient approaches the limits for adhesion working the 
diference becomes important. This is, perhaps, outside rail- 
way work. 

The speed-time curve is next considered, and the superiority 
of this curve over the alternative distance-time or acceleration. 
time curves in respect to the information afforded is pointed 
out. The method of plotting it from given data is gone into 
with considerable thoroughness, following Mr. Mailloux's well- 
known paper on the subject, in which the characteristics of 
the motors to be employed are the principal data. This is 
hardly the most logical course. What one really has to dis- 
cover in a practical case is the motor equipment needed to 
run írains of a given capacity at various speeds, and from 
that investigation to derive the most economical speeds and 
equipments. In practice, too, the investigation has to be 
made for a whole route, not only for the individual runs 
making up the route, and though it is true that an equip- 
ment which will make the most difficult individual run at a 
required schedule speed will give at least that speed over the 
whole route, it is also true that it may be more economical 
to use а &maller equipment, and to calculate on the speeds 
of the individual runs varving with their ease or difficulty, 
a: always happens in practicc. 

Chapter III describes and classifies the various types of 
motors used or available for railway work, first by the char- 
acter of the current supply and the motor structure, and, 
secondly, by their performance characteristics. The recent 
return to field-control of speed made possible by interpole 
construction is duly noted. All the discussions of motor per- 
formances and efficiencies are qualitative and general, except- 
ing as regards the characteristic curves, which are figured; 
and, further, a good deal of general knowledge of the prin- 
cules and technicalities of motor action is taken for granted. 
Subject to these remarks, the treatment of alternating-current 
motors in their different varieties is quite good, but it will 
not take the place of more specialised treatises, or help the 
designer. 

The chapter on motor construction is slightly historical and 
otherwise confined to the mechanical arrangements and 
materials of construction in the various classes of motors. 

"The chapter on control arrangements is an excellent one, 
giving sufficiently detailed explanations of the principles of 
action and their practical application for the various supply 
and motor schemes in use, including single and three-phase 
equipments, with a brief notice of phase-splitting and rectify- 
ing devices for obtainiñg continuous from alternating current. 

The determination of power requirements from the elements 
of speed-time curves, train resistance, and gradients is dealt 
with in a satisfactory way, mostly by graphical methods. The 
use of the polar current-time diagram (adapted by Mr. Mail- 
loux from Dr. Fleming's Alternate Current Transformer) is 
given deserved prominence for obtaining the R.M.s. value of 
motor loads. Braking is dealt with in a chapter to itself, 
much more fully than usual. 

The chapter on “ Cars and Car Equipment.”’ is necessarily 
rather mixed in subject, including collectors, lighting, heating 
and other auxiliaries, but it contains a description of the 
different tvpes of passenger car, the seating and door arrange- 
ments, their relative advantages and drawbacks, which 18 
both unique and of Ligh value. Traffic managers will find 
some good information, representing the cream of American 
experience, on this important matter. The design of trucks 
and electric locomotives is gone into with considerable full- 
пехк, with a fair warning that finality in such design has not 
heen attained. | 

The track has little space devoted to it, the treatment being 
merely descriptive. Jt might have been better to omit the 
subject, as it is not peculiar to.the electric railway, and there 
1з а whole literature available. 

The chapter on the distributing circuit leaves much to be 
desired. ‘The problem of most economical distribution is in 
effect, dismissed as too complicated for general solution, and 
the economic arrangement of return feeders is not discussed 
at all, although the methods in use are generally described. 
Overhead and third-rail construction are dealt with in a some- 
what cursory way. The same criticism applies generally to 
ihe treatment of sub-stations, transmission lines, and power 
generation. 

f Signalling systems are very well described, with specially 
ull treatment of track-circuiting for various conditions, but 
НА р ree been aid as to the relation between signal 
an ‘V1 
provided fee engths, and the train service and speed 
"Senter cluding chapters of the book are concerned with 
is г ob and '" Engineering Preliminaries.” The former 
tingle n description of the continuous, three-phase, and 
It is “phase systems in relation to the traffic requirements. 
stronge po" Ort that the concluding paragraph decides 
ground t the single-phase system for heavy service, on the 
s угы, the ability to use anv known type of motor with 
АШ те » equipment on the locomotive makes it as near 
the alter. system as can be obtained. It is doubtful whether 
authadüng-current commutator motor will survive, says 
Or, but this is only an incident to the successful 


development of the single-phase system. Which pronounce- 
ment shows that the author has the courage of his opinions. 

The final chapter, ‘‘ Engineering Preliminaries," is, natur- 
ally, only a sketch, but it lays proper emphasis on a careful 
estimate of traffic possibilities and indicates by example how 
such estimates can be arrived at with fair accuracy. 

It has to be said that the book does, on the whole, fulfil 
the author's purpose, that it is a valuable addition to the 
resources of students specialising in electric traction, and by 
no means without value to engineers and managers designing 
and operating such systems. The various sections are not of 
equal merit. Some of the chapters might very well have 
been omitted, as they deal with subjects somewhat off 
the main track of the book, which must themselves be 
specially studied. There are certain signs of haste and in- 
effective proof-reading, such as the repetition, sometimes іп 
almost the same words and within a few lines, of the same 
statement. There are also somewhat numerous cases of 
obscure wording, not all of them due to Americanisms. In 
few cases, however, will these conceal the author's meaning 
from a careful reader, and though the Americanisms jar а 
little on British readers with a preference for the constructions 
thev are accustomed to, they do not detract from the prac- 
tical value of the book. The diagrams and illustrations are 
good and clear, containing nothing of the catalogue order, 
which wastes so much space in many technical books.—H.M.8. 


A Treatise on Electricily. Ву Е. B. Ріроосқ. Cambridge 


University Press. Price 148. net. 


The title of this book gives little idea of its scope; 1t is not 
an elementary treatise on electricity, but an advanced text, 
covering both the theoretical and practical sides of the subject 
as far as this can conveniently be done in a single volume. 
And it is not an ordinary type of advanced text-book. The 
first eight chapters contain all the matter usually found in 
advanced texts, while the remaining chapters form introduc- 
tory accounts of special subjects which the author suggests 
may be consulted by students before starting on treatises 
devoted to them alone. Some of these introductory accounts 
appear to us to rival in clearness and completeness the more 
pretentious volumes to which they are intended to lead; they 
certainly provide all that is necessary for a thorough under- 
standing of even the most advanced sections of theoretical 
electricity. : . 

It is thus evident that Mr. Pidduck's book is not intended 
for beginners; rather is it a book whose proper reading and 
digestion would be substantial fare for the student who 
aspires to an honours degree in physics. | 

The first chapter is a mathematical introduction, and deals 
straightforwardly with all the mathematical conceptions 
necessary for a proper study of magnetism and electricity : 
vectors, Green's transformation (attributed by the author to 
Gauss), Stokes's theorem, the equations of wave motion, and 
Bessel functions. Chapter II is devoted to magnetism, an 
Chapter III to electrostatics: both subjects are treated mathe- 
matically and experimentally, and suitably illustrated. A 
very useful account of the theory of dielectrics 1s given, the 
prismatic crystal method of mapping electrostatic fields 18 
described, and illustrations are given of two condenser fields. 

Into the next 100 pages the author has condensed all that 
matters in the subjects of electric currents and magnetic 
effects of currents. Starting from simple cells and galvano- 
meters—and thus leaving very little, even of the most ele- 
mentary matters, to chance—we have a thorough treatment 
of units, resistances, Ohm's law, and measuring instruments of 
all kinds, including moving-coil, string, and ballistic galvano- 
meters, electro-dynamometers, and current balances. Two 
sections in this part of the book, one on resistance thermo- 
metry and the other on the equations of the electro-magnetic 
field, serve as convenient stepping-stones to two later chapters 
—on thermo-electricity and electric oscillations. 

The treatment of thermo-electricity 18 & delightfully-written 
summary of the Seebeck, Peltier, and Kelvin effecta, conclud- 
ing with a section on thermal galvanometers. Without going 
into many pages, the author has given a much fuller and 
more satisfactory account of induced magnetism than is to be 
found even in advanced text-books of much greater bulk, and 
in the two following chapters on inductiom of currents and 
applied electricity the standard set in the earlier sections 1s 
well maintained. - 

As already indicated, the first part of the book is intended 
aa a foundational basis upon which to build а structure o 
advanced work, and there is no doubt whatever that in the 
first 300 pages the essential facts in the sciences of electricity 
and magnetism are set, forth with a painstaking thoroughness 
which leaves nothing to be desired. . 

The second part of the book consists of five chapters, which 
introduce the subjects of electrolysis, electric oscillations, con- 
duction of electricity through gases, radioactivity, and the 
theorv of electrons. The treatment in every case 18 sugges- 
tive rather than exhaustive, but it is a suggestiveness which 
has nothing in common with the superficiality df treatment 
which sometimes masquerades as '' introducing more advanced 
topics without enlarging upon them." : 

In the chapter on electrolysis, the ionic theory is developed 
and applied to voltaic cells, reversible cells and concentration 
cells, the last type being treated with exceptional clearness in 
a very few pages. The important experimental methods of 
Kohlrausch, Lodge, Whetham, and Nernst are described, as 
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well as an ingenious method of measuring liquid resistance, 
presumably developed by tho author, and used in the Elec- 
trical Laboratory at Oxford. 

The sections devoted to electric oscillations, conduction 
through gases, and radio-activity are, perhaps, the most inter- 
esting in the bdok. The measurement of transients by thermal 
galvanometers, their detection by crystals and oscillation 
valves, the experiments of Hertz, Tesla, Bjerknes and others 
on electric waves, the theory of electric oscillations and its 
application to resonance circuits and wireless, are all im- 
portant features of the first of these chapters—a chapter 
remarkable for its sound practicality as well as for the com- 
pleteness of its theoretical treatment. 

The remaining sections are equally exhaustive and up-to- 
date, and include interesting references to the work of Bragg 
on X-ray spectroscopy, the Zeeman effect, and the still more 
recent theories and speculations of Planck and Einstein. The 
book is well illustrated throughout, and we have seldom read 
an .advanced treatise with more profit and pleasure.— 


P. H. S. K. 


Pole and Tower Lines for Electric Power Transmission. By 
Б. D. Coomss. London: Hill Publishing Co. Price 
10s. 6d. net. 


The rapid growth of the use of electric power within the 
last few years has necessarily led to large extensions in the 
use of overhead transmission lines—noticeable even in this 
country, but more particularly so in America. In the future 
these extensions will become more marked. and for this 
reason we welcome the advent of a book of this character. 

Only the mechanical and structural side of the problem 18 
dealt with, purely electrical details being entirely omitted. 
This is well, since the mechanical strength and the stability 
of a transmission line are, of course, of overwhelming import- 
ance as regards continuity of supply. 

Chapter I deals with types of construction, and is well 
illustrated with a number of photographic reproductions. 

A good deal of practical information regarding the loads 
to be expected in transmission lines due to sleet and wind is 
next given. A distinction 1s rightly made between the effect 
of wind on cylindrical surfaces and on flat surfaces, but to 
s reviewer the figures given appear to be on the optimistic 
gide. 

Chapter III discusses wires and cables. A considerable 
number of formule and tables are given, dealing with the 
stress due to temperature changes, &c., and the properties 
of materials respectively. 

We next have a chapter dealing with the special parts of 
structural engineering which are involved in this subject. A 
large number of column formule are given, together with 
curves plotted from them, although, as the author himself 
says, the principal load that a pole or tower must withstand 
is that which it takes as a cantilever. Useful advice regard- 
ing the use of poles on curves and at corners is given. 

Wooden poles, faults in timber, methods of preservation, 
and so forth are treated in a distinctly satisfactory manner in 
the succeeding chapter, while Chapter VI deals with steel 
poles and towers in & similar fashion. 

‘Chapter VIII is devoted to the comparatively new subject 
of concrete poles. The author has evidently had considerable 
experience with this class of work, and the chapter 1s a 
decidedly valuable one. 1% is illustrated by a large number 
of photographs, some of which, however, could have been 
displaced by line drawings with advantage. 

-The remainder of ‘the book is chiefly devoted to the erection 
and. costs, and to the protection of transmission lines. The 
treatment: is good and practical, but, of. course, the costs 
being those of American practice are not of much use in this 
country. . 

On the whole, the book is a decided acquisition to technical 
literature. The chief fault the reviewer has to find is that 
the numerous photographic reproductions are on too small a 
scale, and, further, in some cases dimensioned drawings would 
have been.of more use. The book is ot up in a style to be 
expected from the publishers.—H. G. S. 


AN INTERNATIONAL HIGH-PRESSURE 
SUBMARINE CABLE. 


THE sübmarine cable which has been in service since December 
last. carrying electrical energy from Sweden to Denmark across the 
Отекппа. is remarkable on account of its international nature апа. 
to a still greater extent, bv reason of the fact that it is the longest 
high tension. heavy current. underwater cable vet installed. The 
cable representa the fulfilment of an agreement by which the 
South Swedish Power Со. (Malmo).undertook to furnish energy to 
the North Seeland Electricity and Tramway Co. (Hellerup. Copen- 
hagen) from its power house at Lagan, about 50 miles north-east 
of Helsingborp. This power station. it may be remarked, also 
süpplies energy to the Swedish towns of Halmstad. Helsingborg. 
Landskrona. Lund, Malmó and other communities. The possibility 
of obtaining power. from Sweden had heen discussed seriously for 
rome vears past. but the Danish Government had hitherto opposed 
the idea on military grounds, which certainly do not seem at all 
trivial, in view of the important 70/4 soon played by electricity in 
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any community when itis available. However, the agreement 
between the Swedish and! Danish companies was completed early 
in IYI, and the Felten-Guilleaume firm was given the contract for 
the submarine cable and the lengths of land cable connecting it to 
the transformer stations on each side of the crossing. The sea 
cable was laid in June. 1914. but the outbreak of war delayed com- 
pletion of the land lines till last autumn. Only about. 370 KW. is 
at present transmitted from Sweden to Denmark, but as the See- 
land network extends the load will become much heavier. 

The submarine cable itself is about. 34 miles in length and was 
made in nine pieces, each‘about 650. ув. long and 20 tons in gross 
weight (ineluding the cable drum). Impregnated paper insulation 
is used between the three cores (each 70 sq. mm, in section), and 
profile-wire armouring is applied over the lead sheath. The cable 
operates normally at. 35,000 volts, and was tested after manufacture 
(о NT.5U0 volta. It is to be hoped that the margin of safety is 
sufficient, for if a fault should develop, due to pressure surge or 
other canse, and the sheathing of the cable were pierced, the whole 
section concerned (if not the whole cable) would he ruined by 
Ingress of sea water before the fault) could be located and 
recovered. 

Laving the cable and completing the joints satisfactorily was a 
far more serious problem than manufacturing the material. Greater 
precantions had to be taken than are necessary in laying and 
jointing gutta-percha telegraph cables, and there was little or no 
previous experience from which to work. The difficulty of keeping 
the cable and the joints dry was magnified a hundredfold as 
compared with land conditions, and there was always the risk of 
damaging the cable mechanically. and hence electrically, by 
stresses due to its own weight or other cause. Special equipment 
and special precautions were required to provide against jamming of 
the paying-out gear, too sharp bending of the cable, injury by 
wave action, and soon. The joints were made according to usual 
land practice, the lead sleeve being enclosed in a strong guard- 
sleeve extended on to the armouring at both sides of the joint, so that 
the latter is moisture-proof and relieved of mechanical strain. The 
deepest. joint lies in 125 ft. of water. After being laid. the whole 
cable was tested for half-an- hour under 14 times the working 
pressure. 

The complete power scheme consists of a 50,000-volt transmission 
line from the Lagan R. power house to a transformer station at 
Helsingborg. where the pressure is reduced to 25.000 volts. Thence 
an underground cable (three miles in length) runs to a switch- 
house at Palsjó, north of Helsingborg, where connection is made to 
the submarine cable. The latter is brought ashore on the Danish 
side north of Marienlyst, whence about. one mile of underground, 
cable leads to a transformer station at Elsinore. About 200 yd. 
north of the power cable. there is laid a heavy. armoured four- 
core gutta-percha cable which serves the double function of tele- 
phone cable and guard cable, catching the anchors of vessels drift- 
ing in storm or current, and thus protecting the high-tension cable. 
South of the latter there are three telegraph cables. 

No trouble has been reported during the six months this cable 
has now been in operation, and its future behaviour will be watched 
with interest. since there are many places in the world where sub- 
marine power transmission over a distance of а few miles will be 
much appreciated if it can be arranged reliably and at reasonable 
cost. ; 

Similar submarine power transmission schemes. of less Я 
ance, between the mainland and islands in the Baltic, were 
described in our issue of July lith. 1913, the methods employed 
for laying the cables being fully illustrated. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the tollawing week. Correspondents should forward. their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writers name and address in our possession. 


Female Sub-station Attendants. 


Is it not time that putting women in charge of converter sub- 
stations is put a stop to? Surely this is the very job for disabled 
naval and army men. yet Glasgow has some sub-stations entirely in 
charge of females, and vour contemporary which has an article on 
the subject goes on to state that these women are drawn from the 
educated business class of woman. which possibly means that they 
have already good homes and fathers earning good salaries. Your 
contemporary also mentions the rate of pay, viz.:—21a. to 278. per 
week ; this possibly explains that what is wanted is cheap female 
labour, as the pre-war rate was. I believe, 40s. to 45s., which wage 
would be fairly good for a disabled soldier or sailor with a small 
pension : if educated business women must be given wood berths in 
electricity works. wonld it not be much safer to train them for, 
and make them into. the chief engineers and managers of the same 
at ;yth of what some of the present figure-heads get, and leave 
mechanics (male) to look after all running machinery. The money 
thus saved could be used to employ a good firm of (male) consult- 
ing engineers to look after the extensions and other interests on the 
technical side of the concern. 

Commercial. 


"Certainly the posts in question are admirably adapted for dis- 
abled soldiera and sailors ; we have no doubt that the employment 
of women in sub-stations is only a temporary measure, and that 
every effort will be made to employ the former as far es Pee — 
Eps. PLEC, Rev. | 
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Induction Motors on Circuits of Different Frequencies. 


Not being acquainted with the designing of single-phase induction 
motors but interested in their installation, I should very much 
like to hear what other readers of the REVIEW have to say with 
regard to the use of induetion motors on circuits of slightly different 
periodicity to that which the machine is designed for. For instance, 
à 50-сус!е machine оп а 60-cyele circuit, or rice rers. 

| freqnent]y find motors in use under the above conditions, 
although | have always understood that it is bad practice. and 
presume the “power factor" and efficiency of the machine run 
under such conditions suffers. and also, to some extent, the out put. 

Hshoulg very much appreciate it if one of your correspondents 
vould en lighten me on this subject, which | happen to know is 
uot quite clear to many others, 

Practice. 

July 12/5. 1916. 


Decimal Coinage. 


With regard to the letter written by Mr. Alfred Bridges in the 
cutrent iesne of the ELECTRICAL REVIEW, if he is unable to obtain 
samples of the | and 2 centimes pieces I have some for disposal out 
of my collection, which I have much pleasure in offering. He may 
also be interested to know that the pieces I have were collected by 
meover 30 years ago in а country village near Armentières, namely, 
\u Bas Mesnil, where the charge for seats in the church was 
3 centimes for front seats and 1 centime for the rear seats, and 
j0 years ago these coins were used in the town of Lille hy children 
in purchasing sweet meats. 

G. Delebecque. 


Walsall. Judy 15/2, 1916. 


BUSINESS NOTES. 


North-Eastern Manufacturers.— We have received a 
copy of a new and revised edition of the '*Directory of Manufac- 
turers, Wholesale Importers, and Exporters. of the North-Eastern 
Railway System.’ The Commercial Agent of the N..E. Railway 
(o. at York, has been induced to publish this third edition of the 
hook by the unqualified successes of the earlier issues : also in view 
of the new trade eonditions which will obtain after the war. causing 
» much heavier demand for British products. In the course of 
some 1,300 pages there are over 36.000 entries appearing under 
more than 1.200 trade headings, the entries being classified as to 
town and as to industry. There is & coloured map of the railway 
system showing the principal natural products of different districts, 
and particulars of normal Continental and, Overseas sailinys are 
riven. As тапу as 15.000 copies of the “ Directory " have been 
prepared for purely gratuitous distribution, and Consula and 
Chambers of Commerce everywhere will be among the recipients. 


Electrical Goods Wanted in Spain.—The Consul 
Général of France at Barcelona forwards to the Office National 
du Commerce Extérieur a list of the articles which were supplied 
by Germany before the war to the big stores which go by the 
name of “El Sigho.’ and which are probably ‘the largest dis- 
tributorsin Spain. Among the articles enumerated are :-—Instrn- 
ments of precision for the arts and trades, steam and electric 
motors, pocket electric lamps, dry cells for electric lampe, electric 
and steam toy motor and railway accessories. 


Australian Trade Inquiry.—Reuter reports that the 
Australian Commonwealth has decided to appoint a Commission, 
consisting of six manufacturers and six workers, to visit the United 
States and investigate and report upon American methods of manu- 
facture and production, and upon conditions of employment. A 
scheme is proposed for the establishment of Government cable 
works for the manufacture of wire cables and metal ropes, 
rendering Australia independent of outside sources for these 
commodities. = 


Patent Applications.—Application has been made by 
F. J. Laverack & В. D. Potter, liquidators of the Eloesser Steel 
Driving Belt, Ltd., for the restoration of the following patents 
granted £o Carl Eloesser :— 5 

Nos. 18.169 and 18,170, of 190%, for " Improvements relating to 
endless metal driving bands." 

No. 22.472, of 1907, for “Improvements in power transmission 
gearing. | | 


. German Enterprise іп Morocco.— М. Lucciardi, the 
french Vice-Consul at Tetuan, states that German travellers have 
arrived in that town, and are offering German goods at extremely 
low priees. French travellers, the Vice-Consul says, would, there- 
fore, do well to pay a visit there forthwith, or at least send in 
their price, particulars and catalogues. He is prepared himself to 
ANNAM these, but urges the need, in any case, for immediate 
tion. à 


_ Italy.— n amalgamation has been arranged between the 
Società Elettrica Prealpina. and the Società Bergamasca, the new 
company formed being styled the Società Elettrica Bergamasca, with 
а combined share capital increased from 4,400,000 lire to 6,360,000 
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Book Notices.— The Coming Crash of Peace and Briton’s 
Mechanical Renaissance, By T, С. Elder. London: Simpkin, 
Marshall, Hamilton, Kent & Co., Ltd. 2s. net.—The writer's object 
is to state forcefully the need for organising our increased engi- 
neering capacity in readiness for after the war, and taking proper 
steps at once to that end. without depending too much upon the 
Government. The consolidation of industrial forces through the 
United British Industries Association. in which a £1,000 individual 
subscription will ensure a continuous interest in the organisation, 
is favourably commented upon. and a proposed chart of depart- 
mental interests of a Ministry of Commerce is drawn up. For the 
rest. the book consists in the main of a reprint of the series of 
addresses delivered by the author before meetings organised in the 
provinces by the B.E. A.M.A. on " Engineering Industry and Public 
Pohcy." " What After Mnnitions ? " " The Business Side of Science," 
" Engineering Industry in the Economic War," and " Engineering 
lor the Empire." 

Trade ax a Science, By E. J.P. Benn. London : Jarrold & Sons. 
ок. 6d. net. -We have read this book with an interest which has 
been sustained practically from cover to cover. We are not 
required to state that we are in agreement with everything that 
the author says, but in his efforts to raise the status of industry 
and trade, and to secure for them a larger measure of recognition 
in high circles, he certainly has our best wishes. As Mr. Benn 
remarks, the organisation of trade (in which, like many other 
people. he includes industry), is a subject, worthy of the closest atten- 
tion of every business man. He desires to see it organised, in order 
that it may have a corporate existence and a voice of real authority. 
He rightly dwells somewhat fully upon the possibilities of associated 
action, and in one of his chapters puts forward a tentative scheme 
for the orvanisation of a Ministry of Commerce, and а system of 
official trade associations. He wants to see trade and party politics 
divorced: would arrange and control the trading associations in 
Government co-operation. so as to prevent the evils attendant on 
trust systems: advocates co-operation between marfufacturers in 
respect, of production, avoiding the needless locking up of capital 
in unnecessary stocks; and shows that if the export trade is 
developed to its fullest extent. no man need fear the lack of a job 
or be content with low wages. We may not entirely concur in his 
opinions regarding the average British business man, and on 
some other matters. but the volume forms a timely contribution 
to the literature of a subject which is in most men's minds to-day. 
and will well repay reading. Indeed, we have no hesitation in 
strongly recommending it. | 

Fire Protection for Passenger. Ships is the title of Red Book 
No. 203, which the British Fire Prevention Committee has issued 
for the use of ship owners, ship builders and their technical 
advisers when considering schemes for laying down new mercantile 
tonnage for post-war purposes. The subject is exhaustively dis- 
cussed, and theinstallation of automatic fire-alarms. and ordinary fire- 
alarm systems. ів recommended, amongst many other precautions. . 
The publication is obtainable at the Committee's offices, price 
3s. 64. i 

" Mechanical Engineers’ Handbook." Edited by L. S. Marks. 
Price 21s. net. " The Electrical Contractor." By L. W. Moxey, 
Junior. Price 6s. 3d. net. London : Hill Publishing Co., Ltd. 

“ U.S. Bureau of Standards." Scientific Paper. No. 277, " Photo- 
metric Comparison of Glass Screens and of Tungsten Lamps” ; 
Scientific Paper, No. 280, " Volatilisation of Platinum `; Techno- | 
logrieal Paper, No. 55, “Strength and other Properties of Con- . 
сгеќек. ` | | 
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Bankruptcy Proceedings.—R. E. Connoup, late elec- - 
trician. Canterbury. The following are creditors :— 


British Thomson-Houston Co... £40 Henley's Telegraph Works Co. 410 
Court Bros. .. T ia 13 "Bankers" , ee sx .. 98 


Bickle, Miss. с.  ..  .. 167 Stirling C. .  .. .. .. 9 
Edison & Swan Elec. Light Co. 80 British Ever-Ready Co. .. e 17 
Eldridge & Morris.. iis .. 40 Reeves Bros. T T e 17 


Gabb, Mrs. .. wi л .. 100 Millard Bros. be ee .. "^ 16 

Е. BRows (partnerin Hugh Bros. & Brown, Llanelly), electrician. 
—Receiving order made July llth. at Carmarthen. on debtor's 
petition. 


Liquidations.— Рг тте, SCHEELE & Co., Ltp.— Creditors 
must send particulars of debts, &c.. to the controller, Mr. С. W. 
Roberts, 133, Wool Exchange, E.C., by September 30th. | 

OTTO BOHNDEL, trading as Schoen Bros., an enemy subject.— 
Final notice is given asking creditors to communicate with the . 
controller, Mr. J. W. Barrett, 19А, Coleman Street, E.C., by 
August 15th. dn P js Pu 

ELECTRO-FLEX STEEL Co., LTD, —This company is winding-up . 
voluntarily, with Mr. B. A. Fitzgerald, Collingwood Buildings, New- 
caxtle-on-Tyne. as liquidator, А meeting of creditors is called for 
to-day (July 21st). 7 

ASTER ENGINEERING Co. (1913), Lrp.—A meeting is to held at 
Wembley on August 25th to hear an account of the winding-up 
from the liquidator, Mr. S. D. Begbie. 


Catalogues and Lists——Messrs. Н. TiSsLEY & Co., 
Eldon Park Works, South Norwood. London. S.E. —T wenty-four page 
catalogue, containing full particulars with illustrations and -prices 
of Dr. Drysdale's combined inductance and capacity testing bridge, . 
also instructions and diagrams relating to same. 

Messrs. Downes & DAVIEsS. 1 and 3, Stanley Street, Liverpool. 
— Handy reference table of carrying capacities for cables and fuses, 
which they are issuing to their customers. 
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Trade Announcements. — Messrs. Konner BRON. 
notify that from July 31st, their address will be Salisbury House, 
London Wall. Е.С. Telephone number: " Central 488.7 

Messrs. LUND Bros. & Co.. announce that owing to the increase 
in maintenance and repair business, new premises have been taken 
at 15, Cromer Street. Gray's Inn Road. W.C. (Telephone number : 
"2876 Holborn.") The City office is being continued at 49. Queen 
Victoria Street, E.C. 


Australian Metal Manufacturing.—The cabled report 
of the Mount Morgan Gold Mining Co. contains the following : 
“ This company in association with Hampden. Electrolytic, British 
Insulated & Helsby Cables. inaugurated Metal Manufactures, Ltd., 
objects of new company, manufacture copper wire. sheets. tubes. 
Company has received assurances support Commonwealth authori- 
ties justify establishment industry. There is increasing demand 
for goods contemplate manufacturing hitherto imported. Capital 
of company £200,000, of which £60,000 issued, this company’s 
participation being 20,000 shares,” 


Argentina.—La Constructora Electromecanica is the 
title of a new electrical and mechanical works started in Buenos 
Ayres, and Messrs. D'Agostino and Ayvners have opened an electrical 
manufacturing works in the city of Entre Rios. The specialities 
of the former firm are the conversion of naphtha motors into 
Diesel engines, and the construction of accumulators, 


The Italian Trade Outlet.—The French Chamber of 
Commerce at Milan has begun a canvass of Italian buying firms. 
with a view to ascertaining the kinds of goods which are likely to 
find a sale in Italy. Among the electrical requirements there is an 
opening. it is stated, for three-phase 15-Kw. electric motors, 2,000 
volts. 50 periodicity, and 500 to 550 revolutions per minute. A 
list of the names and addresses of buyers has been compiled. 


LIGHTING AND POWER NOTES. 


Aberystwyth.--Prick Increase.—The Electricity Co, 
has informed the T.C. that the price of current. has been further 
advanced by 10 per cent. 


Accrington.—Through the reduced consumption of. elec- 
tricity for domestic purposes. following upon the adoption of the 
Daylight Saving Act. the electricity department has adopted a 
suggestion by the borough treasurer that very small accounts for 
the June quarter should be held over until the close of the next 
quarter. 


Argentina.— The Government has made a grant of 


350,000 pesos, towards the total of 361.000 pesos. required for the 
illumination of the Capital on the occasion of the national festival. 
held for six days in July. Over 160.000 electric lamps were to he 
employed, and 240,000 Kw.-hours of energy were to be consumed, 
at a cost of 25,000 pesos, for additional energy consumed in the 
ordinary service. 


Barnes. — JOINT WORKING ARRANGEMENTS. — The 
Council has decided to allow the electrical engineer to represent it 
on the Joint Advisory (Engineers) Board. which the chief 
engineers of the municipal undertakings supplving electricity in 
the Western Metropolitan Police area decided. at a recent conference. 
should be formed as the ‘first, step towards concerted action regard- 
ing the future development of the undertakings in the area men- 
tioned. An application from a neighbouring anthority inquiring 
upon what terms the Council would be prepared to furnish it 
with a supply of current in bulk has been referred to the engineer 
for report. 


Bradford. — At a meeting of the City Council. 
recently. the chairman of the Gas Committee made a statement in 
answer to a number of questions of which notice had been given 
hy a member of the Corporation. It was admitted that since July. 
1913, whilst 138 firms had introduced vas engines, 50 of these had 
ultimately changed over to electric motors. A few new ras-engine 
customers had given up electric motors in favour of gas. The vas 
department had made no effort to prevent a gas engine ibeing 
replaced by electric drive when the latter had been obviously more 
suitable to the particular purpose: indeed. he added. the Gas Cem- 


mittee itself had recently installed 13 electric motors at its own - 


new plant at Birkshall gasworks. 


Burton-on-Trent.—At a recent meeting of the T.C., 
Councillor King was thanked for his report on the recent. Municipal 
Electrical Convention, particularly as regards the portion referring 
to the uses of electricity for agricultural purposes. whieh Alderman 
Lowe considered would-result in great advantages to the agri- 
cultural community in the not distant future. 


Canada.—It is stated that the Ontario Hydro-Electric 
Commission being unable to secure sufficient. electricity under its 
contract from Niagara &ources, the Ontario Government has asked 
the Dominion Government to prohibit the export of power to the 
United States. where ijt is at present used by many Aperiam 
industries. | 


» 


' lighting 


Carlisle.— Y кАк к Workinc.—The annual report on the 
city electric supply undertaking shows a total revenue of £25.109 
and gross profit amounting to £9.725 (as compared with £8,341 in 
1914-15). while after meeting financial charges the net surplus 
amounted to £174 (as against £76 in 1914-15). During the year 
3.973.039 units were sold. an increase of 502.547 units on 1914-15; 
power and lighting units alone totalled over 3,000,000, and the 
increased output was mainly confined to this section. Mr. Purse, 
the electrical engineer, points out that 154 power consumers 
averaged a revenue рег H.P, of 4915. giving a total of, roughly. 
£16,000 revenue. while 711 lighting consumers, with an average 
revenue per H.P. of £6°65, produced only about £8,000 total revenue, 
despite the fact that the power consumers paid only a little over 
Id. per unit. while the lighting consumers paid.about 33d. per 
unit. An increased coal cost during the year of £1,332 was 
entirely due to increased prices, as actually 100 tons less was con- 
sumed than in the previous year. The various increased costs and 
special charges amounted to £3,600 for the year. 


Caterham.— Revisep Pricks.—The Committee appointed 
by the Urban Council to deal with the proposed increased charges 
for the supply of electricity by the Urban Electric Supply Co. 
reported that the rate now proposed is a flat rate of 7d. per unit 
as à maximum charge. The company is prepared to agree if the — 
Council withdraws its opposition to the proposed alteration, the 
rate of charge for electricity during the war. and for six months 
after. shall not he raised by more than 15 per cent. That there- 
after the charge shall not exceed ва. per unit unless with the 
written consent of the Council. provided that if the company con- 
siders the Council is unreasonable in refusing consent. under the 
then existing conditions. the matter be referred to an arbitrator 
appointed by the B. of T. The Committee recommended the 
Council to adopt the proposals, which it has decided to do. 


Eastbourne.— Y tars WonkiNG.— The yeport of Mr. 
Brydges, the borough electrical engineer, on the last. year's operae 
tion of the electricity department, shows that the output. sold 
declined. from 1.816.667. units iu. 1914-15. to 1,773,737 units in 
1515-16. Power. heating and cooking units, however, showed a 
satisfactory increase. The gross income decreased by £2,907 ; 
expenditure increased, and the final result, after meeting capital 
charges, was a deficit of £911. as against a net profit of 42,208 in 
1914-15... A 1.250-Kw. Ljungström turbine set was put into service 
in June, 1915, апа has apparently improved the efficiency of the 
plant generally : a 750-KWw. turbine set has beén run, partially 
stripped, owing to the difficulty of getting it repaired. with a 
decreased steam efficiency of about 10 per cent. 

We note that. the 44-ton steam motor wagon used by the depart- 
ment for carrying coal from the railway to the works, has carried 
5.811 tons and run 2.92] miles. at an all-in cost per ton delivered of 
117584. ; it is interesting to compare this with the cost of operating 
the 4-ton electric coal wagon used by the Ilford electricity depart- 
ment. for an exactly similar purpose. viz.. 95d. per ton carried. 
This later wagon in 65 days ran 793 miles, and carried 2.812 tons, 
showing. if the conditions are comparable. a considerable saving 
over steam-wagon haulage, besides advertising the electric vehicle. 


Eton.—Punurc Licntinc.—The U.D.C. has accepted 
an offer from the Windsor Electrical Installation Co. reducing the 
charge of £231 for public lighting by £64 until normal lighting 
conditions are resumed. 


Halifax.—The inauguration of new turho-electric plant . 
installed at the works of the Ripponden Commercial Co. took place 
last week. The new plant supersedes a beam-engine drive. and 
was supplied by the Brush Co.. at a total cost of £11,000, | 


Harrogate.——It is stated that the output of the electricity 
works for June showed a considerable increase over the same month 
last. year. despite the lighting restrictions. and: that the develop- 
ment. of electric heating and cooking may account for this. 


Heywood.— BULK SUPPLY.—At a meeting of the T.C. 
on July 12th, Councillor J. Ashworth, speaking on the electricity . 
report. said that last year they purchased from Bury nearly half 
the total units supplied. and now they were taking the whole of 
their supply from them.. Owing to the war Bury had not been 
able to obtain delivery of new boiler and other plant, and conse- 
quently had not been able to meet all the demauds. and the 
Heywood Corporation was unable to fully supply its new 
customers. The bulk supply scheme was fulfilling all that was 
said in its favour, and its adoption had lifted the electricity depart- 
ment out of a rut, which at one time seemed to be Зв save 
at an enormous capital expenditure. 


Holmfirth —Puant INAUGUnATION.—The Council's new 
electricity works were opened on Saturday afternoon last : the 
installation was carried out by Messrs. Broadbent. under the 
supervision of Mr. A. B. Mountain. The gas lamps for public 
lighting have been disconnected, and are being removed. as 
public electric lighting is being adopted. 


Ни, Year's Workinc.—The report of Mr. J. F. 
Magoris. acting city electrical engineer. on the year's working of 
the electricity undertaking to March last. shows that 14.795.126 
units were sold. against 12.969.776 in the preceding year, and the 
revenue (£89.208) increased by  £0.908. Due to restrictions. 
revenue fell off very considerably—average per KW. 
connected. 1913.14. £513 : average per KW. connected. 1915-10. 
£370 —but this was more than compensated for by the increased 
revenue, from power—viz. £9.517. as compared with 1914-15. 
Total working expenses. inclusive of special charges. amounted to 
417,173, leaving a gross balance of £12,030, and after meeting 
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interest and sinking fund, and special charges, war allowances, 
dc. the net surplus remaining was £4,247, which was carried to 
were. Despite the increased coal costs, the average works cost 
(itd. per unit) and total costs (79d. per unit) are the lowest yet 
recorded in the case of this undertaking. The maximum load was 
slo KW. with 4.588 consumers, and a connected load of 
9.790 Kw. of which 20.170 Kw. represented power. and took 
12834145 units of the total, producing nearly £53.000 revenue. 
The Committee, which, we regret to say, has lost the services of 
its chairman for the past ten years, Ald. Hanger, has contributed 
nearly £50,000 in the past from reserve towards the cost of capital 
work. and now has а reserve in hand amounting to £20,500, or 
over 7 per cent. on the outstanding loan debt, £285,858. Ме may 
wid that Councillor Pybus has been elected chairman of the 
Electricity Committee. 


King's Lynn.—YkARSs WoRkING.—Àt a meeting of 
tle T.C. last week, the Electricity Committee presented a state- 
ment showing that during the twelve months ended March 31st 
lat. the income of the undertaking was £8,068, as against £7,902 
in 1914-15. The expenditure was £7,049, and the profit £1,018, 
ainet £1.350. The Committee resolved that the surplus be 
applied in reduction of capital. It was also recommended that 
the charge for current supplied for lighting be increased 3d. per 
unit, and that an extra 4d. per unit be charged for power. in place 
et the last. increase of 10 per cent. The report was adopted without 
dieussion. — ^ 


London. — IL AM PsTEAD,— YEAR'S WorRKING.—The annual 
njert of the chief engineer. Mr. Wyld, shows that, as anticipated. 
the working of the electricity undertaking during 1915-16 resulted 
ina lnss—viz.. 46.700 --as against a net profit of £2.767 in the 
peceliny year. The net income was £67,518, showing a decrease 
of £2.26 on 1914-15, despite an increase in price during the year. 
Th total expenditure, including interest and sinking fund, 
atonnted to £74,228, an increase of: £7,271 on 1914-15 ; fuel alone 
eet more than £5,000 extra. averaging ‘79d. per unit. as against 
є. The total output sold amounted to 5,069,397 units. as 
against’ 5.550.000 units, in 1914-15; the maximum load was 
3128 kw. Modern mechanical-remote controlled н.т. switchgear 
* hing installed by the B.T.H. Co.. to replace the old Ferranti 
ward at the generating station. А total of 275 motors, of 
LISS H.P., are connected to the supply, as also 128 hired heaters, 
asker and similar apparatus. 


ISLINGTON. YEAR'S WoRKING.—The annual accounts of the 
"omneis electricity undertaking show a net profit for 1915-16 of 
E2117. a compared with £2,807 in the previous year. The total 
rvenue amounted to £69,660, and the gross profit to £30,609, or 
‘ightly more than in 1914-15. The output sold reached 8,552,729 
mits. as compared with 7,831,593 units in 1914-15, and included 
(40144) units for day lighting and power. an increase of à million 
ats on the previous year. The maximum load was 4,989 Kw. and 
the id factor 19757. 


Oldham.— Y EAR's WorKING.—The joint engineers vand 
managers of the Corporation electricity undertaking, in their report, 
thow that the total income for the year amounted to £63.920 ; the 
ross profit was £26.698. and the net profit, after meeting financial 
charger and expenditure on meters, amounted to £5,107, as 
compared with £3,550 in the previous year. This result is 
trareshle to the supply for power purposes of 5,385,229 units. as 
wainst 2.779.150 units in thelprevious year. giving an increased 
revenue on this account of £9,280, other branches of supply having 
‘clined in amount. The total output sold amounted to 10.487,235 
nits аз against 7,985,859 in the previous year. During the year con- 
Amer sub-stations have been erected at five factories ; a 3,000-Kw. 
"who-alternator. three boilers and accessory plant were commis- 
“med. and a further two boilers are being obtained. One 3.000-Kw. 
"bine set. on order was released on the appeal of the authorities 
lor is employment elsewhere. The plant capacity of the Greenhill 
‘works жая 10.140 Kw., the maximum load was 5.260 Kw., and the 
^ad factor 227 per cent. The works, &c., and management: costs 
advanced slightly from '812d. to ‘852d. per unit. 


Radcliffe.— PRICE IxcREASE.—Advances of 5 per cent. 
in the price of electricity for lighting. and 10 per cent. for power 
aod heating. are about to be made. * 


Southend-on-Sea, — The “ Economy" Committee has 
&k*d the Finance and Light Railways Committee to arrange for 
te more economical control of the accounts of the light railway 
and electric supply department. | 


Seath Africa.—A meeting of electricians and fitters in 
auncipal employment has been held at Johannesburg, at which a 
m was passed demanding an increase of 15s. per week in 
: TheCape Town Corporation electricity department is experiencing 
creat difficulty in coping with the demand for energy, and it is 
Froposed to install additional plant. There has recently been а 
iin) increased load owing to the use ofiradiators and cooking 
Pparatus. the rate for which has been reduced to 14d. per unit, as 
ien ‘d. per unit for lighting. The increase has been so great 
Es hun department is requiring all consumers to forward par- 
ie all lamps and other current-consuming apparatus 
iar to the aupply mains. In many districts applicutions for 

Installation of radiators have been refused until the new plant 


* running. which wi 
Winter's us quu M dc dd $09 presens 
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‘there was a net surplus of 


Tasmania.—A Launceston syndicate has offered to con- 
struct a railway along the Tamar to the cement and steel works. 
and to provide an electric transmission line from the Great Lake 
supply, at а cost of £500,000. 


Taunton.—Prick IwcREASE, &c.—The statement of 
accounts for the year ended March 31st last, shows a gross profit 
of £5,955 on the Council's electrical undertaking. 

Owing to the reduced demand for electricity for lighting due to 
the lighting restrictions and the Summer Time Act. it was decided, 
to increase the charges from Midsummer by a further 10 per cent.. 
thus making altogether an advance of 25 per cent. on the scale 
charges for lighting and power. 


Teddington.—Price INcREAsE.— The District Council 
has been notified by the Twickenham and Teddington Electric: 
Supply Co. that the charges for electricity for all purposes will be 
further advanced by 10 per cent., making 20 per cent. in all, to 
take effect from the June quarter. 


Uckfield.— The D.C. has been notified that the B. of T. 
has extended the time for the completion of the electricity works 
of the Crowborough District Gas Co. for 12 months from July 4th, 
1916. 


Welsh Water Powers.—In the House of Commons, in 
reply to a question as to whether steps had been taken with a view 
to. utilising Welsh water-power to produce electrical energy for 
agriculture and other industries, Mr. Harcourt said he was not 
aware of any inquiry into the matter. 


Whitehaven.—The Harbour Commissioners have asked 
the T.C. to quote terms for installing the electric light at the West 
Pier lighthouse. 


Winchester. — YEAR'S WORKING. — Тһе past year's 
working of the electricity department showed a gross profit of 
£5.826, and after meeting interest repayment and other charges, 
2575, as against £1,317 in the previous 
year. 


TRAMWAY and RAILWAY NOTES. 


Bolton.—E.ecrric  VkHICLE.— The Electricity Com- 
mittee has deferred consideration of a proposal to purchase an 
electrically-propelled vehicle for the use of the department. 


Colchester.— The T.C. has decided to increase the price 
of current for the tramways by 4d. per unit. | 


Continental.—ITaLy.—Plans are being prepared in con- 
nection with a proposed electric tramway to connect the town of 
Osimo with the Osimo-Ancona railway station. 


Heywood.— TRACK MAINTENANCE.— The Electricity and 
Tramways Committee has requested the Surveyors Committee to 
undertake the ordinary maintenance of the tramway track for a 


` further period of 12 months, ending March 31st, 1917, for the 


sum of £750. 

YEAR'S WoRKING.— The annual report of the tramway under- 
taking shows a total income. of £11,985, compared with 
£11,626 in 1915: a total expenditure of £8,188. compared 
with £7,944; and а gross profit of £3,796, compared with 
£3,681. The-car-miles numbered 263,553, and passengers car- 
ried, 2.366.551. The sum for interest and sinking fund charges, 
including £1,165 for the award to the Bury, Oldham, and Roch- 
dale Tramway Co. was £4,314, and there was a net loss of £518. 


Hindley.—The Wigan Corporation has informed the 
U.D.C. that, owing to Government restrictions, it had been com- 
pelled to ‘postpone further consideration of the Market Street 
tramways matter for a short time. 


Huddersfield.— DEFERRED ExTrensions.—The tramway 
extension to Brighouse to link up with the Bradford system has 
again been postponed, this time to the end of the war. 


London.—YeEaR’s Workinc oF L.C.C. Tramways.— 
The annual accounts of the Council's tramways for the year ended 
March 31st last shows total receipts amounting to £2,339,291 and 
working expenses (including war service allowances) of £1,683,660, 
leaving a gross surplus of £655,631. Interest. sinking fund, and 
other charges amounted to £729,126, showing & deficit of £73,795 
on the years working. This figure compares with the original 
estimated deficiency of £91,614 and a subsequently revised 
estimate of £61,190. No payment has been made to the renewals 
fund during the year, but £73,255 has been ‘spent out of it, 
leaving а balance in the fund of £329,968. The deficiency for the 
year has been met out of the general reserve fund, leaving a 
belance in hand of £70,118. In order to meet the expenditure on 
renewals and the transfer from general reserve, it was necessary 
to realise certain securities at a loss of £11.532 and £23,621 
respectively on cost price. | 

During the year, 545,423,397 passengers were carried and 
47,879,675 car-miles run. these figures comparing with 550,497,993 
passengers and 58,978,792 car-miles in 1914-15. The capital ex- 
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penditure at March 31st amounted to £13,516.577, апа the debt 
outstanding, less value of surplus land, was .£9.580,.09]. Capital 
expenditure on obsolete horse lines still to be provided for amounts 
to £971,878. The report mentions the progress made in recon- 
structing the Greenwich tramway power station, by which its 
capacity will be increased from 34.000 Kw. to 52,000 Kw. The 
tramway system is linked up with another source of supply to 
provide against breakdown, and inquiries are now being made with 
& view to interconnection for reciprocal supplies of power; 150 
trailer-cars have been ordered, and 120 of them are in use. The 
route length of electrified tramway amounts to 1414 miles : two horse 
tramway routes, on which electrical reconstruction has been &topped 
by the war. are not. now being worked. Through services are in 


operation with the Metropolitan Electric Tramways and the Leyton . 


and Bexley Councils systems; various through booking arrange- 
ments are in operation also. There are 1.150 women conductors 
employed on the cara. " 

L.C.C. Tramway Estimates. For the year 1916-17 it is estimated 
that there will be a gross surplus of £674.465, while debt eharges 
and taxes will amount to £748,557, leaving a deficiency of .£71.092, 
which will be met in the first instance from the general reserve 
fund. The estimates contain provision for £20,000 contingencies 
and £122,500 for war service allowances. but it is considered 
probable that. this latter sum will be insufficient. But for these 
special charges the working would show an estimated surplus of 
£68.08. No addition is contemplated to the renewals fund, while 
it is estimated that £96.300 will be expended from it.. The balance 
of the general reserve fund. after meeting the estimated deficit, is 
estimated at £6.798; it it considered probable that this will be 
more than absorbed, particularly as the value of investments has 
been taken at cost price. 


Sheffield.— Y EAR's Worktnc.—The annual report on 
the working of the Corporation tramways and "buses during 
1915-16. shows a total tramway revenue of £456,609 (car receipts 
being £58,000 in excess of the previous year). and gross profits 
amounting to 173.460, after allowing for £11.209 war allowances. 
Deducting interest and sinking fund charges. income-tax, &e.. the 
surplus balance remaining was £95,750, an increase of £25,541 on 
1914-15. From the surplus £41,854 was allocated to rate relief, 
over £30.000 to renewals. and the balance for various purposes. 
including a special grant (#5050) to the Sheffield University. 
During the year 123.429.110 passengers were carried, as against 
107.023,195 in the previous year, the average traffic revenue amount- 
ing to 12° 17d. per car-mile. as against 10`664.. The car-miles at 
8,867,726 represent a decrease of 57.000 miles. as compared with 
1914-15. The route mileage of the tramways amounted to about 
404. The electricity department has taken over the Kelham Island 
Tramway power station and cables, and, pending its regular 
transfer, is responsible for debt charges, &c.. on the capital 
expended. The tramways now employ 706 women conductors, 
depot workers, &c. The department also operates motor- buses on 
10 routes, having a total length of 30 miles. some of which extend 
beyond the city boundary. These vehicles ran 540.62 miles. 
earning ls. per mile, or a total income of £27,565; the net balance, 
after providing for debt charges, depreciation. taxes, &c., was 
£3,816. 

Talycafn.—The Aluminium Corporation. whose works 
are situated between Talvcafn and Trefriw (North Wales) is making 
application to Parliament for powers to construct & railway from 
the works to join the London and North-Western Railway at a 
point in the parish of Maenan, where it is proposed to provide a 
goods and passenger station. =~ 


TELEGRAPH and TELEPHONE NOTES. 


Automatic Telephones. — The automatic — telephone 
exchange which has been installed at Paisley was to be put in 
operation on Monday last. The installation at present takes 1.200 
lines, but its ultimate capacity is 2.500. . The plant has been 
manufactured and installed by the Automatic Telephone Co.. of 
Liverpool. 

Rhodesia.— At the end of. 1914 there were 5.300 km. of 
telegraph line under the control of the Administration. and 
12.554 km. of wire. the total number of offices being 108; over a 
million messages were handled during the year. The receipts for 
the year were 971,382.15 fr.— Journal Télegraphique. 


South Africa.—At the end of 1914 the telegraph system 
of the Union included 21.182 km. of line and 81.066 km. of wire, 
as well ns 10,054 km. df wire used also for telephonic communica- 
tion. The number of telegraph offices was 1,602. Telecrams 
handled during the year amounted to 6.383.564. and the revenue 
Was 8.918.500 fr. 


nected | 57.400.000 messages were dealt with. 
amounted to 6.968.250 fr. 
phone systems are not separated from those of the postal service. — 
Journal Télegraphique. 


Telegrams by Telephone.— The Post Office is calling 


The receipts 


attention to the facilities offered for the delivery of telerrams by 


telephone. It is pointed out that there is a scarcity of boys for 
messenger duties, and the prompt delivery of telegrams is difficult. 
Telegraph Rates.— Telegrams may now be sent to 


Newfoundland by cable for 1s. a word, and by Marconi at 8d. ; also 
to the Caroline Islands for 3s. 11d. 


"' Official Notices 


tenders :— 


The telephone system comprised 6.572 kin. of 
line and 137 44 km. of wire in use, with 29,400 telephones con-, 


The expenses of the telégraph and tele- , 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Australia.— August 161. P.M.G. Distilling apparatus 


(Schedule 502), telegraph and measuring instruments (Schedule 
195). See " Official Notices " June 16th. 

SYDNEY. — August. 17th. Portable internal-combustion engine 
and dynamo (24 Kw.) for the Departmental Stores, Sydney, for 
P.M.G.* 

August, Hth. P.M.G. Antomatie switchboard and apparatus 
for North Sydney Exchange, Schedule No. 511.* 


y УЯ. Wiring ilit Conservative 
Mr. A. E. Grant, Secretary. 


Basingstoke. 
Club for electric light. 


London.— L.C.C.—The Highways Committee recommends 
that tenders be invited for steam. exhaust. &c.. piping. in connec- 
tion with the third additional turbo-generator at the Greenwich 
generating station. and that the chairman and vice-chairman of 
the Committee he severally authorised during the summer recess to 
open any tenders received for the work. EE" 


July 26th. H.M. Office of Works. ‘Batten holders. ceiling roses, 
switches, plugs, and cut-outs. See " Official Notices " to-day. 


New Zealand. — INVERCARGILL. — September ` 28th. 
Borough Council. Steam turbo-alternator. condensing plant. and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40,* : 


Walthamstow.—July 26th. Council. 
or motor converter: E.H.T. switchgear; L.T. 
" July 14th. 


200-KW. rotary 
switchgear. See 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Ashton-under- Lyne. — Electricity Committee :— 


T. King.—75 tons of coal per week for three months. 
Kelsall Bros.--.60 tons of coal per week for six months. 
J. Rawlings.—30 tons of coal per week for six months. 


Barnsley.— Electricity апа Lighting Committee :— 


Thomas Lindley.. -Reinforced-concrete flooring and concrete foundations 
for engines at electricity works, £513. 


London.—L.C.C.—The Highways Committee purchased 
13,835 tons of coal for use at the Greenwich generating station. 
at a cost of about £70,000. during the quarter ended June 
30th last. The Committee has accepted the tender of Messrs. 
Pinchin. Johnson & Co. for insulating varnishes. The Stores and 
Contracts Committee accepted the tender of the British Westing- 
house Electric & Mfg. Co. for the supply of electric traction glow- 
lamps for the Tramways Department, for the. three months ended 
dune 30th. - . 


Southend-on-Sea.— Lighting Committee. ГОРИТ А 


Venner's Time Switches, Ltd.—200 current limiters. 
Callender's Cable & Construction Co., Ltd.-- Various cahles (six months). 
В.1. & Helsby Cables, Ltd.—100 pairs cut-outs for sectional boxes. 


Stoppage of Building and Engineering Works.—The 


following important notification has been issued by the Ministry 


of Munitions : — 
"In pursuance of the powers conferred on him by Regulation 


` RE of the Defence of the. Realm (Consolidation) Regulations, 1914. 


the Minister of Munitions hereby orders as follows : 


" On and after the twentieth day of July, 1916, no person shall. 


without licence from the Minister of Munitions commence or carry 
on any building or construction work, that is to say, the construe- 
tion. alteration, repair. decoration, or demolition of buildings. 
or the construction, reconstruction, or alteration of railroads. 
docks, harbours, canals, embankments, bridges. tunnels, piers, 
or others works of construction or engineering. Provided that 
where the total cost of the whole completed work in contemplation 
does not exceed the sum of £500 and the use of constructional 
steel is not involved, the licence of the Minister of Munitions shall 


.not be required.” 


The notice does not relate to Government contracta, or to 
already-authorised municipal contracts. 

All persons desirous of obtaining a licence should apply in writing 
to the General Secretary. Ministry of Munitions. 6, Whitehall 
Gardens. S.W., giving full particulars of the description and locality 
of the work. the purpose for which it is intended, and its estimated 
cost. and such further information as the Minister may require. 
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NEW ELECTRICAL DEVICES, 
AND PLANT. 


FITTINGS, 


B.T.H. Ironclad Switch Fuses. 


We illustrate in fig. 1 one of a range of totally enclosed ironclad 
switch fuses. which have been put on the market Бу the BRITISH 
THomMsoN-Horston Co... L/rr., Rugby, for circuits up to 700 volts. 
in N-ampere and 60-ampere sizes. The fuse clips and terminals 


Fig. 1.-. 
SWITCH FUSE, OPEN. 


20-AMPERE TRIPLE-POLE Fi. 2.- 


are mounted on porcelain bases, with insulating barriers to prevent 
aring acroe& or to the case: the movable parts are carried by the 
tunged cover. and all parts are accessible when the case is open. 
Quick make and break and interlocking arrangements are provided ; 
t» hinges are machined, and a tight joint is made between case 
snd ever. Adapters for screwed conduit and shields for back-of- 
panel connection can be provided. 


“ Arora" Cooking Apparatus. 


THE Agora Co., of Loughborough, is placing on the market a 
w electric grill, designed to meet the pressing need for rapid 
zrilling and toasting ; as shown in fig. 3. it is made of cast-iron, 
with an aluminium finish.” The heating elements are formed of an 
^rira heavy section of wire. and are mounted on the underside of 
‘rong fireclay bars: thus the heat is thrown downwards, and. 
эзше to the high radiation of the elements and the fireclay. the 
тШ is ready for use directly the current is switched on. The 
power consumption is about 1,100 watts, and the operation of 
eniling takes from five to ten minutes, according to the thickness 
of the steak or chop. The electrical part of the grill can he lifted 


^f. зо that the rest of the device can be thoroughly washed with- 
"E пак оѓ damaging the elements: the detachable part can also 
t^ used separately as a "salamander." 


— 207A RORA” GRILL. 


Another new device is a three-section electric boiling plate. for 
тэр boiling, shown in fip. 4. This has a cast-iron frame. so 
deizmed that it will not crack with the heat. which supports a 
heavy Ereclay disk retainer: three sector-shaped heating elements 
am: supported on the disk, each being held in place by two wing 
nute ao that any sector can be replaced without interfering 
with the others. The full-load consumption is 1.500 watts; by 
means of two switches. one-third and two-thirds of the full heat 
сап alto be obtained. and the interlocking slide seen at the front 
tdds a further control, giving one-ninth of the full heat, which is 
шеш for simmering purposes. Heavy flexible cable armoured for 
к in. is mM ae well as an earthing wire. The cooking sur- 

А ^ | т ы 
m measures 14 in. х 12 in., and the grid has an opening 8 in. in 

Ая plectric fre, with three bars, has been added to the list of 

mæ Ovullable. sa well as а neat caat-iron hearth stand. 


SO-AMPERE SWITCH EUSE. 
CLOSED. 


Fig. 4.—" ARORA” BOILING PLATE. 


‘* Twinob’’ Switch Motor Controls. 


The Lundberg "Twinob" tumbler switch has been slightly 
modified, as shown in fig. 5, to ensure that one arm shall be put on 
before the other. and that both shall be put off together. The 
illustration shows one arm on and the other off: this being the 
starting position of the switch. The arm which is "on" has an 
open box at iis extremity, which encloses the knob of the other 
lever when both are on or off. The switch, of course, is provided 
with a cover. 

The switeh can be used for the control of small p.c. shunt or 


Fig. 5.--" TwirNOoR" Motor 
CONTROL SWITCH. 


series motors. In the simplest connection for a shunt motor. and 


* without a resistance. the box lever completes the field circuit. and 


the ordinary lever the armature circuit. Fig. 6 shows the con- 
nections for a shunt motor with a starting resistance R. The lever 
which goes on first is marked к, this putting the supply straight 
on to the field, and through R to the armature. The second lever 
bridges R. ‘The same arrangement of resistance may be used for a 
series motor. The switch is made in 10- and 5-ampere sizes, and 
can be fitted with ordinary or Admiralty pattern terminals. The 
makers are MEssks. A. P. LUNDBERG & Sons, of 177-189, Liverpool 
Road, London. N. 


e 


NOTES. 


. Commerce and Industry after the War: A General 
Committee.— We already have a number of Board of'Trade Com- 
mittees investigating the steps that are to be taken for the assist- 
ance of particular trades after the war. We have also had the 


^ Fig. 6, 


DIAGRAM OF CONNECTIONS 
OF MOTOR CONTROL. 


Economic Conference of the Allies and its important conclusions. 
It is now announced that the Prime Minister has appointed a Com- 
mittee to consider the commercial and industrial policy to be 
adopted after the war, with special reference to the conclusions 
reached at the Economic Conference of the Allies, and to the 
following questions :— 
. (a) What industries are essential to the future safety of the 
nation; and what steps should be taken to maintain or establish 
them ? 

(D) What steps should be taken to recover home and foreign 
trade lost during the war, and to secure new markets? 

(с) To what extent. and by what means, the resources of the 
Empire should, and can. be developed ? 

(d) To what extent, and by what means, the sources of supply 
within the Empire can be prevented from falling under foreign 
control ? 
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The Committee is composed as follows : — 
"The Right Hon.. Lord Balfour of Burleigh, K.T.. G.C.M.G. 
‚ (chairman). 

Mr. Arthur Balfour. 

Mr. H. Gosling. 

Mr. W. A. S. Hewins, M.P. 

Mr. А. Н. Illingworth, М.Р. “іг Frederick H.'Smith, Bt. 

Sir J. P. Maclay, Bt. Mr. G. J. Wardle, M.P. 

Together with the following gentlemen, who are presiding over 
Board of Trade Committees on th» position of important industries 
after the war :—- | 

Sir Н. Birchenowrh, K.C.M.G. Sir C. A. Parsons, K.C.B.. E.R.S. 

Lord Faringdon. Lord Rhondda. 

Sir C. G. Hyde. Mr. G. Scoby-Simith. 

Mr. Percy Ashley. of the Board of Trade. and Mr. G. C. Upcott, 
of the Treasury, have been appointed secretaries to the Committee. 


Women in Sub-Stations—The accompanying illustra- 
tion shows a female sub-station attendant at work in the Dudley 
sub-atation of the Shropshire, Worcestershire and Staffordshire 
Electric Power Со. — Several women are employed on this work by 
the eompany. For some time past the Glasgow Corporation elec- 
tricity department has employed women on similar duties, and it is 
understood that in both places they have proved very satisfactory 


Sir A. Mond. Bt.. М.Р. 
Mr. Arthur Pease. 
Mr. R. E. Prothero. M.P. 


operators. They have been trained also as switchboard attendants ` 


for generating stations. i 

A correspondent. in this issue points out that such work is admir- 
ably adapted for disabled soldiers and sailors: we believe that up 
to the present the latter have had no difficulty in obtaining employ- 
ment. but we cannot hope that this happy condition will be main- 
tained for long. and, as we stated in our last issue under " War 
Items." p. 40, a Committee of the Institution of Electrical Engineers 
has made arrangements for training them to undertake such duties. 
We have no doubt that disabled fighting men will be employed in 
preference to women whenever they are available. 


Our Contemporaries “ Caught Napping.” —An amusing 
paragraph appears in the Zlectrical Timex of yesterday. in which 
our contemporary says: " We may as well own upto it first as 
last. they [the Council of the I.E.E.] have caught us napping. 
Neither is it a legitimate excuse that they caught our contem- 
poraries napping also. They made a highly interesting announce- 
ment in the Juvrna/, and for a whole week few of the electrical 
editors evensaw it." The reference is to the recommendations recently 
submitted to the Electrica] Trades Committee of the Board of Trade 
on behalf of the Council by the President. Mr. C. P. Sparks. 
So far from being "caught napping." we saw the announce- 
ment in the "Institution Notes" within five minutes of receiv- 
ing the Journal, and in our issue of July 7th we pub- 
"Jished the whole of the recommendations. and congratulated 
the Council upon the new spirit by which it was animated 
(ELEC. REv.. July 7th, p. 17). In the following issue we made the 
recommendations the subject of our leading article. and commented 
upon the fact that none of our contemporaries had referred to them 
at all. But what was more remarkable was that, even then, the 
only one of our contemporariea which awoke to their publication 
was Electrical Industries, and we have reason to believe that we 
were instrumenta] in directing its attention to the matter. 

Now, after we have twice covered the ground, the Flectrical 
Times brazenly alleges that the Council " caught our contemporaries 


napping `! 


: EwiNG,. Director of Naval Education, wtp» 


Educational.—In the House of Commons on Tuesday 
last. Mr. A. Henderson stated that it had been decided to appoint 
three committees. to inquire respectively into the education of 
young persons after the war. and the position of science and - 
modern languages in our educational system. In the course of the 
debate which followed, the general desire for educational reform 
was manifest. 


Volunteer Notes. — 1st LONDON ENGINEER VoLtw- 
TEERS.— Headquarters, Chester House, Eccleston Place. Orders for 
the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Saturday, July 22nd.--Instructional Class, 2.30, Company Com- 
mauder Fleming. 

Monday, July 21th.— Technical for Platoon No. 9, 46, Rerenev 
Street, S.W. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class and Recruits. | 

Tuesday, July 25th.—Officers' Instructional Class, 6-7. Recruits. 
7-8. Lecture, 7.15. Lantern Lecture by Mr. W. Aitken : " Tele- 
phones." 

Wednesday, July 26th.— Platoon Drill for No. 2 Platoon. 

Thursday, July 27th.-—Platoon Drill, No. 6 Platoon. 
5.45-7.45. Instructional Class. 5.45. 

Friday, July 28th.—Technical for No. 10 Platoon. 46, Regency 
Street, S.W. Squad and Platoon Drill. No. 9 Platoon. | 

Aa urday, July 29th.--Parade Headquarters, 2.15. for Company 
Drill. Uniform. | 

Sunday, July 30th.—Entrenching duties. 
and ©. Railway Booking Office), 8.40 a.m. 

MACLEOD YEARSLEY, Adjutant, 


Recruits, 


Parade, Victoria (S.E. 


July th, 1916. 


London Electricians’ Wages Advanced. — Wlectriciaus 
in the London district have heen awarded an advance of 4d. per 
hour by the Committee on Production. — Z/mex, 


Appointments Vacant.—Senior shift engineer for Bir- 
mingham electricity department (£130). Nec our advertisement 
pages to-day. 


Memorial to Prof. Thompson. —As we go to press, we 
have received the following letter : 

" Suggestions have been made in several quarters (hat à memorial 
to the late Prof. Silvanus P. Thompson should be established. 1 
have to inform syou that the Finsbury Technical College Old 
Students’ Association have taken the matter up. and are now 
engaged on the formulation of a scheme to enable all those 
interested to perpetuate the memory of the deceased in a suitable 
manner. 

“JOHN E. RAwonmgrH. 
© President, the Finshury Technical College 
" Old NStudegts Association," | 


OUR PERSONAL COLUMN. 


The Editors inrite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted ах to their movements, | 


Central Station and Tramway Officials.—Mr. C. W. SHEP 
HERD, late general manager of the Edinburgh & Distrid 
Tramways Co.. Ltd.. who has recently been acting as secre 
tary, has, owing to ill-health, resigned his position with the 
company. Mr. J. WisEMAN, who has been with the pee 
for over 30 years, has been appointed to succeed him. 1 

General.—Mr. HEATRMAN, of Parson's Green, Fulham 
wishes his correspondents to kindly take notice that there 
not a second " N ” to his name, as he is not a German. Н 
antecedents for the past 300 years were Devonshire folk. 

London Gazette notice.—Territorial Force. London Mle 
trical Engineers: Sergeant C. L. PALMER, from R.E., to 
Second-[.eutenant (on probation). 

At the University Court of Edinburgh last week, Sir J. 
Dir ‚ Was recent 
elected principal, was installed as head of the University Cou 

Mr. Н. V. HENNIKER, engaged at’Edinburgh with Mess 
Bruce Peebles & Co., Ltd., was married at Ramsgate, 
July llith, to Miss К. Riches. The presents included a c 
e of cutlery from the staff of Messrs. Bruce Peebles & C 


_ Roll of Honour.—Captain Davin D. Horne, who has fal 
in action in France at the age of 40, was the representa 
at Newcastle-on-Tyne of Messrs. Crompton & Co., Ltd. 
Captain GEORGE CLIFFORD WHITAKER, the youngest son 
Mr. Matthew Whitaker, railway contractor, who is repo 
as killed in action whilst serving with the Leeds ‘‘ Pals 
Battalion, was, on his next leave, to have married Miss M 
Hamilton, youngest daughter of Mr. J. B. Ilamilton. 
general manager of the Leeds Corporation tramways. — 
Corporal Water HurCHINSON, of the Bradford “Ра! 
who has been wounded, was an assistant engineer at 
Batley Corporation electricity works prior to joining the A 
Lance-Corporal Jack КАЕ, of the King’s Own Yorks 
Light Infantry, who is severely wounded, was an appren 
to electrical engineering with Mr. Fisher, of Doncaster. 
Private WrLLIAM RUSSELL, of the West Yorks. Regim 
who is wounded and in a Bristol hospital, was form 
employed at the Bradford electricity works. | 
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Second-Lieutenant Jack M. CLARKE, Royal Irish Rifles, 
wounded, is a son of Canon Clarke, Killead, Ireland, and is 
an electrical engineer. 

Signaller ViNcENT Cure, of the Bradford ''Pals," who has 
died of wounds, was an employé at the Bradford telephone 
headquarters. 

Lance-Corporal WILLIAM GIBSON, of the Lonsdale Battalion, 
Border Regunent, who was killed in action on July Ist, was, 
before the war, an electrician in the employ of the Winder- 
were & District Electricity Supply Co., Ltd. 

Amongst those wounded in the fighting in France is Lieu- 
tenant В. E. BULLOCGH, of the South Midland Royal Engi- 
neers, son of Mr. R. C. Bullough, manager of the Colchester 
tramways. 

Lance-Corporal? WILFRED WATERMAN, of the Essex Regiment, 
whe baa fallen in action during the advance in France, was, 
before the war, engaged at the Chelmsford works of the 
Mareont Co. 

Private Eric F. Ѕмітн, of the East Yorkshire Regiment, who 
is m hospita] at Rouen seriously wounded, was, before ‘the 
war, on the electrical engineering staff of Henley’s Telegraph 
Works Co. 

Private H. W. Fraser, of the London Scottish, who was, 
œ his enlistment, in. the electricity department of the Wool- 
wih Corporation, has been wounded. 

Sergeant F. Е. Rosson, of the 2nd Coldstream Guards, who 
was оп the staff of the Hull Corporation Tramways, has 
gained the Military Meda] for gallant conduct on the field. 

Private FRANK Price, of the Royal Fusiliers, who was with 
the Electric Construction Co., of Bushbury, Wolverhampton, 
before the war, has been wounded in France. 

Sergeant C. H. Smits, of the Devonshire Regiment, who 
was on the siiff of the Electric Light Co., at Barnstaple, has 
len wounded, and is in a hospital at Birmingham. 

S«ond-Lieutenant Jinks, of the Northants Regiment, who 
las been. wounded in France, was an engineer in the test 
department at the Rugby works of the British Thomson- 
Houston Co., Ltd. Before being wounded he was in the 
enemy lines with his two machine guns for a day. Fle is in 
the Duchess of Westminster’s Hospital at the base. 

Private W. J. Baker, of the 7th South Staffs. Regiment, 
"cally reported killed in action, after being missing since 
Avgust 9th last, was, before his enlistment, engaged with the 
British Thomson-Houston Co., Ltd.. of Rugby. 

Kiteman Harry Kina, of the Rifle Brigade, who was, prior 
t the war, with the British Thotnson-Houston Co., Ltd., at 
l'ugby. has been wounded. 

Gunner SPENCER. Mian, of the Royal Field Artillery, who 
‘as died of double pneumonia, contracted in training, was 
| сетов in the employ of Mr. Guy Layeock, of Hudders- 
wld, 

Private C. Н. Lona, of the West Yorks. Regiment, who is 
v.unded, was formerly employed at the Bolton Road elec- 
tneity works, Bradford. S 
Private Bert RoBINSON, an employé of the Lancashire 
Dynamo & Motor Co., Ltd., Trafford Park, has been wounded. 
Sergeant WALTER A. CHADWICK, killed in action, was for- 
шегу а costs clerk employed by Messrs. №. T. Glover & Co., 
if Trafford Park. Private T. Horrocks, an employé of the 
«яте company, has been wounded. 

lance-Corporal E. Н. Ногме, for many years in the employ 
dl the British Westinghouse Co., Trafford Park, is unofficially 
"ported killed. Private JOSEPH ACKERLEY, another employé 
ut the company, has also been killed in action. 

Private P. Horrox, wounded and in hospital at Glasgow, 
sas an einployé of the Lancashire Dynamo & Motor Co., Ltd., 
iraflord. Park. 

Private James Сило, of the Royal Warwicka, formerly 
euployed by the British Westinghouse Co., Trafford Park, has 
væn killed in action. 

Private A. SINGLETON, who has been wounded, was for- 
erly eniployed. by Messrs. Baxendale & Co., Ltd., of Man- 
hester. i 
Private Jons McGuire, a former employé of Messrs. Saun- 
ders & Taylor, Ltd., electrical engineers, Manchester, is re- 
ported killed. 

Private 8. NEEDHAM, an employé at the British Westing- 
house Works,: Trafford Park, has been killed in action. 

Private HERBERT SuETHURsT, who has died in hospital at 
Fouen from wounds, was an employé at the Chloride Elec- 
trial Storage Works, Clifton Junction. 

„Cyclist H. R. Bares, an employé of the British Westinghouse 
Co, Trafford Park, has been wounded. 

Private C. Kenny, of the South Lancashire Regiment, and 
lus brother, Private Т. Kenny, of the Manchester Regiment, 
luth of whom were employed by the British Westinghouse 
Co., have been wounded. | 

Company-Sergeant-Major Harry Оп, West Yorkshire 
egiment, an electrical engineer, of Leeds, who was wounded 
оп the first day of the recent advance, died two days later. 

The Times states that Captain NoRMAN VaupnEY, Manches- 
vt Regiment, killed on July 186, in his 32nd year, was the 
wond and only surviving son of Sir William and Lady Vaud- 
n canam Norman Vaudrey was a civil engineer at Man- 
heater, 

Major W. A. Vianos, borough electrical engineer of 
Grimsby, has been wounded in the left hand, and is in hos- 
ptal in London. / 


/ 


Private Е. О. WILLIAMS, of the West Yorks. Regiment, who 
із wounded, was in the electric lighting department at Leeds. 

Private E. GLEDHILL, wounded whilst serving in the West 
Yorks. Regiment, was in the Bradford tramways department. 

Lieutenant W. C. McCoNNELL, Royal Irish Rifles, officially 
reported killed in action on July 8th, was the youngest son 
ot Sir Robert McConnell, Bart., D.L., Strandtown, Belfast, 
and was а partner in the firm of McConnell & Bailey, mecha- 
nical and electrical engineers, London, E. 

The Times reports the death from wounds, on Tuesday, of 
Second-Lieutenant Е. R. Новсетт, A.M.I.E.E., Royal West 
Surrey Regiment, aged 29, who had been connected with Cal- 
lender’s Cable & Construction Co., Ltd.; also the death of 
ljeutenant Eric B. R. Scott, R.E., a student of the Royal 
School of Mines, South Kensington, aged 90, who joined the 
London Electrical Engineers (TeF.) at the outbreak of war; 
also of Second-Lieutenant Мов, D. EDINBOROUGH, Middlesex 
Regiment, aged 22, who was an Associate of the Institution 
of Electrical Engineers and of the City and Guilds of London 
Institute. 

Private Frank Tyson, an employé of the British Westing- 
house Co., Trafford Park, has heen wounded. 

Private HERBERT WHITNEY, of the Cheshire Regiment, who 
has been killed in action, was formerly employed in the elec- 
tricity departinent of the Sale (Cheshire) District Council. 

Frivate EDWARD MILLAR; formerly on the staff of the Manx 
Electric Railway Co., has been killed in action in France, 
where has was serving with the Canadian Contingent. 

Captain ALFRED LEK Woop, to whose death in action in 
France we referred last week, was a brother of Mr. Arthur 
P. Wood, general manager and director of the Lancashire 
Dynamo and Motor Co., Ltd. Captain Wood, who was on 
the staff of the saine company for some years, and had repre- 
sented it in India, was a son of the late Mr. J. Lee Wood, for 
many vears secretary Of the Clifton & Kearsley Coal Co., Ltd. 
Пе was given а commission as lieutenant in the Lancashire 
Fusiliers in October, 1914, was afterwards raised to a cap- 
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Тнк LATE CAPTAIN ALFRED LER Woon. 


taincy, and went out to France last November. A Manchester 
paper gives the following aceount by, his orderly, who lies 
wounded at Manchester, of the way in which- the gallant 
officer met his death :— 


On the morning of the attack our guns began a heavy bombardment at 6.30, 
and continued for an hour. About an hour later the captain was standing 
below the parapet calmly smoking a cigarette and glancing occasionally at his 
wrist watch, At 7.30 sharp he leapt over the parapet, followed bv his men. 
A perfect tornado of bullets was encountered from every side. Barely 50 yards 
had been covered when he was hit by a bullet which grazed his head, whilst 
1 got one in the arm. Without pausing we went on a little further, when a 
second bullet struck the captain on the head, causing a nasty gash, and 
almost at the same moment I was shot through the leg. Turning to me, the 
captain asked, ** Аге you badly hit?” and I replied, * Yes, sir, I can't go 
ou this time." He then ordered me to try and get back to our trench, and 
although 1 begged him to come back with me, as he was badly wounded, he 
said, '" No, I will get that machine gunner.’ The gun was causing fearful 
losses amongst his men. The machine gun was taken later, and it was 
found that the man working it was chained to it and wearing an Iron Cross. 
Sock: % I heard that the captain reached the third line of German trenches 
before receiving his third and fatal wound. I managed to get my leg dressed, 
and later on saw the captain lying in our trenches, with the Colonel by his 
side. He was known to us as the * gaffer," and we would have followed him 
anywhere. 
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CITY NOTES. 


The annual meeting was held at the 


General Cannon Street Hotel, E.C., on Monday, 
Electric under the presidency of Mr. Н. Hirst, 
Co., Ltd. chairman and managing director. Mr. 


Hirst said that the outstanding features of 
the balance sheet were that they had made a net increased 
profit of nearly £31,000, that they had spent, roughly, £50,000 
in works extensions, that they had been able to carry on their 
increased business and yet keep the large sum of £259,000 
invested in War J.oan and Treasury Bills, and, finally, that 
their proposed appropriation provided for an increase to the 
reserve fund of £40,000, and an increased carry-forward of 
£11,000. All the other figures were substantially of the same 
character as those of a year ago. The distribution on the 
ordinary shares was the same as last year. Dividends ab- 
sorbed a slightly larger amount, namely, £92,000, instead of 
£87,000. The advance shown was all the more remarkable as 
a great portion of the previous year's output was for Govern- 
ment requirements, and the prices charged were, almost with- 
- out exception, the same as those ruling prior to the war; only 
in certain cases had they asked for advances, and then only 
їз proportion to the increased prices of raw material and 
labour. The higher profits were mainly due to the fact that 
under present conditions they had obtained more repetition 
work than one could expect in normal times, and all engi- 
neering repetition work cheapened the cost of production, 
because they were able to get more work from the machines. 
They had benefited in some manufacturing departments 
which, -under pre-war conditions, showed an annual loss, 
whilst under present conditions they had yielded a legitimate 
profit. He referred to some of the departments which had 
been adversely criticised on previous occasions, but which had 
proved of exceptional value to the Government. The shell 
factory which they had laid down was now in full swing, 
and had been responsible for a considerable proportion of last 
year's capital expenditure. At the first starting up, some 
temporary dislocation was caused in the works owing to the 
necessity of- training women and unskilled labour with a 
depleted staff, and, perhaps, owing to want of experience in 
this direction on this company’s part. Their deliveries had 
given the greatest satisfaction, but they had not yet suc- 
ceeded in making a profit in this section of the works. Their 
large reserve stock of standard lines had naturally benefited 
by the general rise in prices, and this had been a contribu- 
tory factor to the success of the year. Above all, their results 
were mainly due to the loyalty, co-operation, and resourceful- 
ness of tlie staff and the majority of the workpeople, who had 
appreciated the utility of their products to the country. A 
 goodly number would not be lured away into the many con- 
cerns started since the war, which temporarily were offering 
such tempting and abnormal wages. All the work which they 
had done did not show itself in actual business returns. Many 
of their people had been able to devise, and give useful assist- 
ance to, Government departments and committees in experi- 
ments, and in the solution of scientific problems which the 
eonditions of war had created. This was not a time for 
thinking of larger dividends. With the ever-increasing difti- 
culty of obtaining raw material, the probable further diminu- 
tion in the supply of labour, and the necessary limitation to 
imports and exports, it was impossible to forecast what sur- 
prises might be ahead of them before the war was over. They 
must, therefore, persevere in the policy of conserving their 
strength and keeping their assets liquid. They must bear in 
mind, also, that a big task confronted the electrical industry 
in this country. Much was expected of them, and they, the 
General Electric Co., were anxious to fulfil these expectations. 
Аз soon as they had the slightest indication as to what would 
be the'Government policy after the war, and in what way 
new enterprises would receive the necessary measure of Gov- 
ernment assistance which present conditions demanded, they 
would be willing to open up in new fields and avenues which 
had hitherto been closed to the manufacturers of this country. 
The stronger they made themselves internally, the more fit 
they would be to wage the fierce commercial and industrial 
contest which was bound to ensue 'after the war, and the 
better would they be able to make use of the opportunities 
held out to the electrical industry by the Allies. Their strong 
financial position and -reserves would permit them to go full 
speed ahead with the constructional work, and their sales 
organisations overseas were so unique and firmly established 
that they were prepared for any challenge. It was just this 
desire to keep their oversea branches alive and well organised 
that was causing thein anxiety, as export business was now 
rendered so difficult, due to lack of tonnage, and they were 
consequently able to execute only a small percentage of the 
orders and contracts which they were offered. Where an 
industry never seemed to get out of the state of evolution, the 
directors and managers could not keep pace with the times 
if, with évery experiment and with every fresh step involv- 
ing expense, they were to feel that they were incurring ex- 

enditure which might deprive the shareholders of their divi- 
dede for the current year. If a portion of the past profits 
were always available for pioneer work, for testing, sounding 
and studying new inventions, and investigating fresh fields 
of inquiry, one had the greatest chance of remaining at the 
top of the industry. As regarded investments, they were 


committed to a policy, and, according to the present plans of 
the board, the investment account was likely to be still fur- 
ther increased next year. He presumed, however, that 5o 
long as this account showed & handsome yield, the share- 
holders would encourage them to go ahead. They had given 
a full account of their investments, and would continue to 
do so in the future with the same frankness. Through one 
of their associated companies, the Peel-Conner Telephone 
Works, they had now established а imiagneto factory near 
Coventry. Under the title of the Conner Magneto Ignition, 
Ltd., that company had evolved a magneto for which Gov- 
ernment contracts had already been secured. The works had 
been started on quite a considerable scale, and they hoped 
within a very few months to be able to make good some of 
the present deficiency in the supply of so important and 
essential an appliance. Conditions of war made 1t impossible 
to discuss fully and thoroughly all the various operations in 
Which they were engaged, but if, after the cessation of hostili- 
ties, this ban was removed from his lips, he would be able 
to tell such a story of G.B.C. war activities as might well 
fill both the shareholders and the staff with pride. Their labour 
and resources were being, and would continue to be, used to 
ihe utmost to further the end they all had in view, namelv, 
complete victorv. No fewer than 52 of their men had laid 
down their lives, 133 had been wounded, 61 had been in- 
valided, and four were either missing or prisoners of war. 
This was indeed a heavy casualty list out of a total of 1,500 
men who had joined the Forces. It could be better under- 
stood, however, when it was remembered that most of their 
inen joined at the commencement of hostilities. The company 
would endeavour, as far as lav in their power, to help the 
dependents of the fallen. ‘They had created a complete 
scheme for regularly communicating with and supplying com- 
forts to those serving at the Front, and they fervently hoped 
that, at a not far distant date, they might see them back 
again at their old places in the firm. 
Mr. Ernest BvNa seconded. 


Mr. WALKER thought they were entitled to get as much 
information us could properly be given to cover the question 
of what was going to be done, in view of the fact that, 
roughly, £80,000, or considerably more than the amount of 
their profits, had been expended in works extensions. He 
would like to know whether that money had been spent in 
order to place the company in a position of only doing work 
for the Empire during the present time of stress. They must 
bear in mind that the Government were taking 50 per cent. 
of their excess profits, which was to be increased to 60 per 
cent., and eventually, he believed, to 95 per cent. Fle 
thought such a policy would have the effect of driving indua- 
tries from this country to America and other neutral coun- 
tries, where they would not contribute 50 or 60 per cent. of 
their excess profits to the Chancellor of the Exchequer. He 
was a director of a small company which did not pay any 
profit until 1914, and then it made a profit of £2,600. Then 
followed the war, and because the balance shect of that сопа- 
pany was made up after Julv 31st, 1914, they were asked to 
contribute half of their profits to the о Exchequer, 
whereas if the balance sheet had been made up before July 
Jlst, 1914, they would have contributed nothing. At the same 
time, their profits had nothing to do with war profits, but 
were made before the war started 

Dr. Moony congratulated the directors upon being able to 
present a balance sheet showing such large liquid reserves. 
After two years of war, it showed the company was well 
managed, and that they had sufficient resources to carry 
through any enterprise they might undertake. 

The CHAIRMAN said he sympathised with Mr. Walker in 
what he had said. In the electrical industry. they turned out 
products of both peace and war, and both those classes of pro- 
ducts could be turned out from the same machines with but 
slight alterations. With regard to the £80,000 they had spent 
in extensions, а very large proportion of that expenditure 
would be useful to them, after Peace was declared, in the 
development of their business. Some portion of the money , 
of course, would be useless from the commercial point of 
view after the war was over, but no doubt the Government 
would have to consider the position of firms who had sunk 
much more capital than they had done for war-work pur- 
poses, and no doubt they would be treated with equal cori- 
sideration by the Government. Ile thanked Dr. Moody feor 
his kind comments, which were very encouraging. 

The motion was carried unanimously, and the dividen aq 
declaration was approved. 

The CHAIRMAN said he had now to propose that the appoin t- 
ments of Mr. М. Е. Armstrong, Mr. G. Н. Ide, and Mr. NI. 
Solomon as directors of the company be confirmed. He was 
glad Mr. Armstrong had accepted their invitation to join thie 
board. He had known hin for a great many years, and be- 
had always shown great interest in their work. Не had +11 
those qualifications which would make him very useful—-3 ұу 
fact, he might say eminently useful—to the company. ага ‹ { 
he hoped the shareholders would approve of his seleetio v4 , 
Mr. Solomon, the manager of their carbon works, was unat ìe 
to be with them that day, but he had been associated wit], 
the company for upwards of 14 or 15 years, and Mr. Ide, thae- 
manager of their metal works, had been with them for u p- 
wards of 90 vears, and he was sure they would prove two verw 
valuable additions to their board.” 


Vol 79. No. 2,017, JULY 21, 1916.] 


THE ELECTRICAL REVIEW. 


77 


Mr. M. J. RAILING seconded, and the motion was carried. 
The CHAIRMAN proposed the re-election of Mr. E. Н. Byng, 
who took а very great interest in their company, but, unfor- 
tunately, had suffered from ill-health.- Не was with them that 
morning, and he hoped he would shortly be able to resume 
гик. — Гиз was carried. | Е 


.À join meeting of the holders of the 
bonds issued by the Mexico Tramways 
Co., the Mexican Light & Power Co., 
Ltd., the Mexican Electric Light Co., Ltd., 
and the Pachuca Light & Power Co. was held last week in 
london, to decide upon the policy to be adopted for the pro- 
tection of the bondholders’ interests until conditions in 
Mexico improve. The matter has been fully reported in the 
nancial dailies. Mr. W. E. Rundle, general manager of the 
National Trust Co., Ltd. (the trustee for the bondholders) 


Meyican 
Companies. 


who presided, said that the total bonds outstanding, includ- - 


ing all the issues, was £12,330,371. Of this amount £9,074,020 
had been deposited with the committee, representing 73.75 
per cent. of the total outstanding issues. From the time 
defaults were first made by the companies in payment of 
interest the trustee was impressed with the necessity of 
obtaining as soon as possible an independent report upon the 
properties. It was recognised that the default had not been 
brought about through bad management, but owing to con- 
ditions Wholly beyond the control of the directors and the 
executives of the companies. Nevertheless, it was deemed 
advisable to secure independent advice. In February last the 
trustee, in conjunction with the receiver of the Mexican Light 
ind Power Co., and the directors of the other companies of the 
soup, induced Mr. Phippen and Mr. Trowbridge, a former 
manager of the Light & Power Co., to proceed to Mexico. 
After a study of the position and conditions of the companies, 
ind after carrying on certain negotiations with the Government 
ind others, they returned to Toronto and made to the National 
її Co. the report which was in the hands of the bond- 
holders. Substantial results were obtained by their represen- 
latives. He strongly emphasised the necessity for the bond- 
holders of all the companies of the group to stand together 
at this time for mutual protection. In this was the hope for 
the future. The circumstances and conditions were most un- 
»ul, and unless they were met in a broad, strong, and 
"ürageous manner the bondholders’ interests, in his opinion, 
vould undoubtedly suffer, if not end in catastrophe. He 
moved a resolution approving of the resolutions intended to be 
proposed at the formal meetings of the bondholders and re- 
«mmending that such resolutions be passed. : | 
Mr. К. В. Peacock (chairman of the Bondholders’ Protec- 
lion Committee), in seconding the resolution passed by the 
Chairman, said that Mr. Rundle had emphasised what the 
"anmittee regarded as the most important point, namely, the 
necessity for single control and management of the companies 
duning the troubled period in Mexico. ‘That involved that 
{mesne should have full power of action, and in the present 
crcumstances of the companies obviously that power should 
rest with the bondholders. The bondholders had by a very 
large majority relegated their powers to the bondholders’ com- 
mittee, and the resolutions directed the committee to take 
"eh steps as they founl necessary to ensure that they had 
ihat control.—The resolution was carried unanimously. 


For the year ended March 31st, 1916, the 
gross profit was £63,118, and after deduct- 
ing general charges, depreciation, interest 
on debentures, and other items, there re- 
"ans, ineluding the sum brought forward, an available bal- 
ance of £37,950. Out of this, £6,500 is to be put to general 
"serve, £10,000 to special depreciation account, £1,608 is 
vntten off the balance of preliminary expenses, 7 per cent. is 
paid on the preference shares, requiring £9,363, and £10,479 
5 1o be earried forward, subject to excess profits tax and to 
assessment under the Ministry of Munitions Act, 1915. In 
new of the last-named liabilities, the directors do not deem 
it pudent to recommend a dividend on the ordinary shares. 
Mr, T. Britten, manager of the works at Chelmsford, has been 
весе] to the board. Annual meeting: July 94th. 

For the previous year the gross profit was £57,911. £6,500 
"ss put to general reserve, £3,500 to special depreciation 
“count, £1,608 was written oif preliminary expenses, 7 per 
veut. was paid on the preference shares, and 7,091 was 
earned forward. | 


Crompton 
and Co., Ltd. 


Liverpool Overhead Railway Co.—Interim dividend to 
Jone 90th, on account of the year ending December 31st, 
1916, at the rate of 5 per cent. per annum on the preference 
‘fares, and 2} per cent. per annum on the ordinary shares. 
Incame-tax will be deducted at the rate of 4s. Od. in the £. 


То be Struck ОЙ the Register.—The following companies 
wil be struck off the register within three months and dis- 
&lved unless cause is shown to the contrary :— 

las Anti-Friction Metal Co. 

Eciipse Rail-Track Co. 

Electric: Ozone Syndicate. 

trafic Indicators, Ltd. 

Wireless Electric Light Co. T 

sao Paulo Tramway, Light & Power Co.—Dividend, 2} 
Per cent. on the common stock. : bord 

Hia de Janeiro Tramway, Light & Power Co.-— Dividend, 

li per cent. on the capital stock. - 


Brazilian Traction, Light & Power Co.—Dividend, 1 per 
cent. on the ordinary stock. 


Veritvs, Ltd.—By an Order of the Court, separate mect- 
ings of the holders of the ordinary shares and of the manage- 
ment. shares respectively are to be held on July 25th, to 
consider a scheme of arrangement between the company and 
such holders. The Court has appointed Mr. G. Verity, or fail- 
ing him Mr. B. C. Evans, as chairman of the meetings, and 
he has to report the result to the Court. A copy of the 
scheme can be seen at the office, 31, King Street, W.C., by 
arrangement. ` 


STOCKS AND SHARES, 


TUESDAY EVENING. 

The cheering news from the Front has been hailed with 
delight in the City, where there is keen appreciation of the 
first fruits of the Great Offensive. This encouragement com- 
pensates for an unexpected advance in the Bank Rate to 
6 per cent.—the first change since August 8th, 1914. The 
reason for this step is taken to be due to financial conditions 
in New York, and criticism hesitates to say much on a sub- 
ject ot which the essential elements can be known only to 
he Bank of England and a few other authorities. 

Naturallv, the rise caused a sharp set-back in Stock Ex- 
change prices. Perhaps the previous upward movement had 
rushed ahead too sharply, and reaction was fairly due. Re- 
action came, anyway, and most of the investment prices are: 
down on the week. Even the profit-makers out of the war 
are not likely to buy Consols on a 41 per cent. basis when 
they can get Treasury Bills of the British (Government to 
pay them £6 7s. Sd. per cent. on the money, and War Ex- 
penditure Certificates that return 6 per cent. 

The Home Railway market was amongst the first to suffer. 

Gut-edged stocks fell back one to three points, and the eager 
demand for them became abated. "This was quicklv reflected 
in the ordinary stocks, which gave way without exception. 
At the lowered levels, however, evidence of bargain-hunting 
appeared The argument revived that investment requires 
а imore permanent home for its money than is provided by 
the short-term policy of war finance to which the Treasury 
seems 80 greatly wedded. Before the month is out, we make 
bold to prophesy people will have become familiarised with a 
6 per cent. Bank Rate, and will be buying previous favourites 
in the Stock Exchange markets. Always provided, of course, 
that the Bank Rate is not put up further. 
The Stock Exchange Committee have under active con- 
sideration a scheme for restoring, where practicable, double 
quotations, officially, for stocks and shares dealt in through 
the markets. This will come into operation in a month's 
time, according to present intentions. One of the chief difhi- 
culties of re-establishing double prices- is aptly furnished by 
the market in electricity supply shares. | 

At the present time, there is a pronounced scarcity of sup- 
ply. Shares can be sold with comparative ease, but they can- 
not he bought in a, number of cases. "The jobbers may say, 
therefore, that to quote a price at 63 to 7 in the Official List 
is misleading and unreliable if they have no shares to offer 
at 7. Probably the position would be the same if they called 
the price 6} to 74, when thev would incur the charge of 
quoting an absurdly wide margin between buyers and sellers. 
Where a free market exists, reversion to the double prices 
could be reliable and valuable. What will happen, we take 
it, is that a start will be made with certain stocks and shares. 
leaving blanks for a great many others, and these latter would 
gradually come into line as business in them developed enough 
for double prices to be accurately and reliably quoted. 

Underground Electric Incomes dropped 3} of their previous 
week's gain of 4 points. The shares are also down. Metro- 
politans shed 14 and Districts lost 3. South-Western deferred, 
which shot up to 273 on the excellent results which electric 
traction is said to be affording the company, reacted to 26. 

E ectricity Supply shares are amongst the few to which the 
6 per cent. Bank Rate made no difference. Charing Cross 
preference are 5s. up, and so are City of London ordinary. 
The reason is the same as that alreadv. mentioned, namely, 
that there are no shares on offer. Neither the rise in the 
Bank Rate nor that in the price of coal brought in any sellers 
of the shares. | 

The Telegraph market is equally firm. Several stocks from 
which dividend payments were deducted last week have begun 
to recover the amounts. Chile Telephones are a particularly 
good spot, again putting on 3/16 with a rise of 7, so that 
they are the fraction higher than United River Plate Tele- 
phones, with which previously they had been keeping in step. 
Marconis experienced a swift drop to З 1/16 on а shake-out 
of the bull position. From this there was something of a 
rally, but the price is still down on the week, and: with “it 
there subs ded also the American, Canadian; and Spanish 
shares, these dropping abruptly to l7s. 6d. for the first, and 
half-a-guinea for the two others. | | a И 

Bondholders of the four principal Mexican Utilities com- 
panies met last week to consider what policy should Бө 
adopted for the protection of their interests until conditions 
ia Mexico improve. The meeting was an informal one, bah 
informing details were given, and the unportance emphasi 
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of all the bondholders standing together at this crisis. Fur- 
ther meetings are to be held in about six weeks’ time. Mean- 
while, rumour has since been busy with a report, made in 
America, that the United States has offered President Car- 
ranza financial assistance in restoring order provided that he 
agrees to certain terms. Prices of the various bonds are none 
too firm, but the first mortgage bonds of the Light and Power 
have been dealt in lately on the basis of 41. 

In spite of the declaration of a 1 per cent. dividend, 
Brazilian Tractions are dull and heavy at 62. Тһе Anglo- 
Argentine ‘Tramways group shows no change. Alabama Trac- 
tion Light & Power shares rose to 39, but gave way after- 
wards to 29. The report states that the net revenue for 1915 
came to $569,000, which is just about double that for the 
previous twelveinonth. City Services shares came down from 
385 to 340 on New York selling. 

The Sao Paulo Tramway, Light & Power announces a divi- 
dend of 2} per cent. on its common stock, and the Rio Tram- 
way a dividend of 13 per cent., both payable on August Ist. 

British. Westinghouse preference are a strong spot with a 
jump of 2s. 6d. to 51s. 6d. The shares, of course, are 15 per 
cent., but at present receive 73 per cent. They are non-cumu- 
lative. British Insulated improved upon their previous week's 
advance of 15s. with a rise of 5s., which brought them to 114. 
General Electrics are steady, on the meeting. Henleys rose 
to 154, Electric Constructions to 16s. 3d. Other industrials 
remain firm as a whole. The rubber market pursues a hum- 
drum wav, the price of the material keeping about 9s. 3d. 
per lb. No decision has yet been arrived at as to the basis 
upon which the younger producers will he assessed for excess 
profits tax. : | 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ErEoTRIOITY COMPANIES, \ 


Dividend Price | 
aa, July 18, Riseor fall Yield 
1914. 1915. 1916. this week, p.c. 


Brompton Ок ae .. 10 10 6? — 4118 9 
Charing Cross Ordinary МЕ 5 b Bü -— 618 0 
do. do. do, 4àPrei.. 44 4 81 + e 8 7 
Chelsea T s "m Еа 5 4 8 = 618 4 
City of London .. secos D 8 123 +14 6 8 0 
do. do. 6 per cent, Pref. 6 6 1 == 5 11 8 
County of London i Eu 1 1 108 — 611 9 
do. 6 per cent. Pref. 6 6 1с = 615 8 
Kensington Ordinary .. ©» 9 1 — 616 7 
London Electric .. Es Ps 4 8 ni — 755 
do. do. 6 per cent. Pref. 6 6 == 618 4 
Metropolitan Үй 25 ВА 4 8 98 on са 4 
do. 4} percent. Pref. 43 8 — 710 0 
Bt. James' and Pall Mail .. 10 8 6 — 618 4 
South London : we ss 5 6 4 — 8 18 10 
South Metropolitan Pref. EM 1 1 1 — 8 4 R 
Westminster Ordinary .. .. 9 1 6 — 614 3 
TRLEGRAPHA AND TRLEPHONEA, 
Anglo-Am. Tel. Pref, .. zr 6 6 104xd — 616 6 
do. Def... .. 80/- 83/6 28 = 710 9 
Chile Telephone... .. .. 8 В 1 ^d 614 5 
Cuba Sub. Ord. .. vs ss 6 6 7^ - 6 18 4 
Eastern Extension ie q 8 1 gxd — 6 7 8 
Eastern Tel. Ord. s 1 8 149ха -— 6 78 
Globe Tel, and T. Ord. .. 6 q 12ixd — * 8 8 
do. Pref. 6 6 11xd — 69 1 
Great Northern Tel. .. - @ 39 88 — 618 0 
Indo-European .. - .. 18 18 48 = $19 8 
Marconi oe eo ee oe 10 10 Bà ==» 14 3 4 0 
New York Tel. 43 " ae 44 4 1024 = 4710 
Oriental Telephone Ord. .. 10 10 9 = 6 00 
United R. Plate Tel. .. vs 8 8 643 — 65 17 6 
West India and Pan. .. vu 1 — 1 om — 
Western Telegraph vs ee 1 8 15 xd =— © 6 8 
Home Калта, 
Central London, Ord. Assented 4 4 18 oo 69 9 
Metropolitan T 2 $e 1 1 96 — 1) 817 0 
do. District .. .. Nil Nil 19 — } Nil 
Underground Electric Ordinary Nil Nil 1H axe Nil 
Q. do, "A" .. Nik Nil 6/8 Nil 
до, do. Income 6 6 . 88 —8 %16 2 
Forsiecn Trams, 4с. 
Adelaide Sup. 6 per cent. Pref, 6 6 6 = воо 
Anglo-Arg. Trams, First Pref. xd =o 790 
do. 2nd Pre eee -—— 8 9 2 
do. b Deb. ee 6 6 TT — 8 9 0 
Brazil Tractions .. 2 $3 4 4 62 — 1 6 9 0 
Bombay Electric Pref, .. E 6 0 103 ti 514 8 
British Columbia Elec. Rly. Pfce. 5 6 60xd — 8.658 
do. do, Preferred — Nil 40 — Nil 
do. до. Deferred — Nil 89 = Nil 
do. do. Deb. 44 4 66 — 6 10 9 
Mexico Trams 5 per cent. Bonds : — Ni 43 — Nil 
о. 6 per cent. Bonds — Nil 84 — Nil 
Mexican Light Common  ... Nil Nil 90 = Nil 
do. Pref. ee ee : Nil Nil ' 88 комак Nil 
do. lst Bonds . .. Nil Nil 43 — — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox Я ^. 14 16 8 — воро 
British Aluminium Ord. ws 6 7 26/- — 678 
British Insulated Ord. .. . 15 a 11 + 1 11% 9 
British Westinghouse Pref, .. 7% 1 61 +è 516 8 
Callenders ae oe ea oe 15 90 124 — 8 0 0 
do. 6 Pref, mo Xue 6 6 +1 611 1 
Castner-Kellner .. T . DB — — 6 6 8 
Edison & Swan, £8 paid , Ni = 9 —bd. Nil 
do. do. ypaid .. Ni = 1 — Nil 
do. do. 6 percent. Deb. 6 6 51 = 815 8 
Electric Construction .. és 6 13 16/8 Td. 9.4 8 
Gen. Elec, Pref. .. oe Я 6 6 10 — 600 
Henley .. vs әх . 20 395 154 +2 618 
do. 43 Pret. ee eo ee 43 44 4 - 6 19 6 
Indis-Rubber  .. Ss „ 10 10 1% = *à 8 4 
Telegraph Con, ee TS ee 20 90 xd = M 4 0 


* Dividends paid free of inoome-taxz.' 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some casee the prices are only geneial, 
and they may vary according to quantities and other circumstances. 


М 


Wednesday, July 19th. 


Latest Fortnight’s 
CHEMICALS, &c. , Price. Inc. or Dec. 
a Acid, Oxalic .. xà per lb. 1/8 T 
a Ammoniac Sal af $3 .. per ton £75 -—— 
a Ammonia, Muriate (large crystal) i £64 жи 
a Bisulphide of Carbon  .. 5s M. «x £28 oe 
а Borax.. ix ы ii £30 Va 
a Copper Sulphate .. a M v £61 
a Potash, Chlorate .. — .. —.. регір, 2/6 
a " Perchlorate ia $i 2/- ds 
a Bhellac oe aie . percwt 98/ 3/- inc. 
a Sulphate of Magnesia  .. .. per ton £18 н 
a Sulphur, Sublimed Flowers `.. »i €.5 £1 ine. 
a s Lump .. we = Уз £11 10 30j- inc. 
a Soda, Chlorate see m per Ib. 1/44 "ont 
a » Crystals КК Еб .. рег ton 120/- T 
a Sodium Bichromate, casks .. per lb. E" T 
METALS, &c. 
c Brass (rolled metal % to 1% basis) per Ib. 1/22 to 1/8 ца, dec. 
c » Tubes (solid drawn) — .. ,, 1/23 to 1/8 id. dec. 
c » Wire, basis .. 2 os is 1/3 to 1/8 lid. dec. 
c Copper Tubes (solid drawn)  ,. à 1/52 to 1 id. dec. 
g » Bars (best selected) per ton £14 £6 dec. 
g ” Sheet . . ee ” £146 £4 dec. 
g TERR Rod ee es oe е ә " #146 £6 dec, 
d , (Flectrolytic) Bara jd is 8123 £10 dec. 
d › " Sheets... $5 £141 £10 dec. 
d » A Rods уз £180 £10 дее, 
d ss j H.C. Wire per Ib. 1/81 4d. dec. 
f Ebonite Rod.. ое ee oe Т 3/- ; ee 
f ,» Sheet ee oe. ee 29 2/6 : oe 
n German Silver Wire se ез M 2/3 oe 
A Gutta-percha, fine .. А ay is 6/10 T 
h India-rubber, Para fine .. : PR 2/11 24d. ino, 
i Iron Pig (Cleveland warrants) .. perton Nom. ә 
» Wire, galv. No. 8, Р.О, qual. - 286 Vs 
g Lead, English Pig .. és xi эз £29 6 5/- dec. 
g Mercury ex “> ee .. per bot £17 12 6 to 
£17 16 £1 inc. 
e Mica (in original cases)-emall .. per lb. 64. to 8/- z 
e » 9i » medium T 8/6 to 6/- vs 
eo» | " ” rge BET 116 to 14/- & up. oe 
d Silicium Bronze Wire .. per ib. 1 M 
г Steel, Magnet, in bars  ,. .. per ton 85 T 
| 4 'l'in, Block (English) es ee э £166 to £167 £10 dec, 
n » Wise, Nos.1to16 ..7 .. per lb. 2/10 3а дес. 


Quotations supplied by— | 


g James & Shakespeare. 

A Edward Till & Co, 

i Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons, 

г W. Е. Dennis & Со. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


Registration of Firms Bill,.—Following up our’ recent 
reference to this subject in our leader columns (ELECTRICAL 
REVIEW, March 31st, p. 357), we are glad to learn that the Select 
Committee of the House of Lords, to which the Bill was referred. 
has reported, urging that it should be pressed forward without 
delay. That there was, and had long been,a public demand for 
the Bill was recognised when it was read a second time without 4 
division. According to the Financial Times, the Committee thinks 
that the title of the Bill shonld be " Registration of Business 
Names," as the Bill is поё confined to trading firms. but includes 
professional partnerships. The object of.the Bill being to include 
not all partnerships, but only those where the style conceals the 
identity of the actual traders, the Committee thinks the most 
convenient limit would be expressed by requiring registration by 
all who do not use their true surnames to designate their business. 
It is true that the surname does not exhaust the trader's descrip- 
tion, but it goes a long way towards it, and opens the path to 
further inquiry if necessary. Such a description covers the case of 
the small loeal traders who already use their actual surnames. or 
van very easily do so. It is very difficult to provide a means of 
enforeing registration which shall not be either ineffective or 
oppressive. "The Committee, after much consideration, proposes 
that anyone coming within the Act who does not register shall be 
disabled from suing on a contract made while he is in default. 
but that the Court, in proper cases, shall be able to give relief from 
this disability. The Committee also thinks that the Board of Trade 
should have power to enforce by penalty registration by a person 
who comes within the Act. The Committee looks upon the pro- 
posed registration as by no means a large. expensive, or complicated 
operation. The details are left to be worked by rules of the Board 
of Trade. The Committee expresses its strong opinion that the Biil 
would be of special value under the conditions both of the warfare 
now prevailing and of the state of things which may be expected to 
arise immediately afterwards. Events have shown how desirable 
it would have been to have had at the beginning of the war. and 
still would be to have ready to hand, such information as this Bill 
provides, and without entering upon any controversial matter 
relating to trade after the war, it may be generally accepted that 
the identity of those concerned with trade will be in the future an 
element of the greatest importance, 
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LABOUR AND INDUSTRY. 


(Continued from paye 32.) 


WE are at present the subjects of conflicting emotions. An 
urgent appeal from the Commander-in-Chief moves us to 
redouble our efforts for turning out abundant supplies of 
everything required, so that the Advance, now that it has 
begun, may not be held up. Thousands of lives and 
millions of pounds sterling may be saved if we can maintain 
supplies so that we may continue to strike hafd until the 
eod. Yet, while the national cause demands still more 
labour and a sustained effort on the part of all, we are 
compelled to be simultaneously considering ways and 
means for safeguarding the interests of millions of workers 
when we have all won the Victory. Those who prefer to 
leave such things to chance, who have a dislike for any 
encrgetie movement or policy, or who would “let things 
slide" until it is “ too late," are becoming fewer every day. 
We thought that the decision of the Government to appoint 
a number of committees to .consider the after-the-war 
interests of various staple British industries was approved 
by all practical-minded students of national affairs. What 
are we, then, to think of the maunderings of an esteemed 
electrical contemporary, which, if it had a weaker faith, 
would deduce from the appointment of so many committees 
that “our country must have been in an exceedingly bad 
way two years ago " ? Tt finds in the unparalleled prosperity 
that prevailed in our industries before the war an indication 
tha **there is nothing fundamentally wrong with our 
methods." Not being willing to do “ as the fool does," our 
contemporary, instead of “ pulling down everything before 
we know for certain that we have something better to take 
their place," would endeavour “so to modify existing 
institutions as to bring them into line with twentieth- 
century requirements.” What on earth is our contemporary 
driving at ? Has the writer observed that there is a sort 
of war raging in Europe ? that we and some nations whom 
we call our Allies are engaged in it ? that the industries of 
the country have been turned practically upside down in 
order to wage that war successfully ? and that, therefore, 
the condition of our industries and trades may need a little 
looking into ? The seriousness and extent of the problems 
are so great that in one case it has been found necessary to 
make two committees where one was thought to be sufficient 
before. There may be something in the desire for co- 
ordination, but there is a -Reconstruction Committee of 
the Cabinet, and as we go to press there is announced 
a “Commercial and Industrial Policy Committee," to 
which the proposals of all the other committees will find 
their way. The spirit that inclines a man to do nothing, 
and to leave alone what he calls ‘ well," is reprehensible in 
these very anxious times ;' in the electrical world it is 
particularly so. ; 

We shall, no doubt, hear many dark forebodings 
respecting a “sex war, but there are more immediate 
matters in hand, and while the future position of Labour, 
as a whole, is so obscure, it cannot be dealt with as a 
problem by itself. Indeed, at the moment, the more 
pressing problem regarding female labour is how to secure 
more of it from less essential and from leisured walks of 
life. For some time past the Home Office and the Board 
af Trade have been engaged in a vigorous campaign to that 
ем, owing to the needs of various occupations and 
industries. As part of the steps taken in this campaign, an 
appeal, signed by the Home Secretary and the President of 
the Board of Trade, has been issued to employers urging 
them to take immedjate steps to extend as far as possible 
the employment of women in their works. А Central 
Advisory Committee on Women’s War Employment (Indus- 
trial) has been appointed to advise the two departments on 
questions arising out of the substitution of women for men 
and to watch the progress of this substitution in various 
localities and industries. 

The Board have also appointed in a number of important 
centres local Committees under the Labour Exchanges Act, 
1909, to assist the two departments in dealing with the 
various questions that-arise locally. The work undertaken 


by these Committees includes the collection of information 


a to the labour requirements of employers in their area, the 


organisation of a supply of. women workers, the making of 


arrangements for housing accommodation for women brought 
in from other districts, and the initiation of schemes for the 
welfare of the women employed in their area. 

The following is a list of places where local Committees 
have already been or will shortly be set up :— 


Bacup and Rawtenstall Edinburgh and Leith Llanelly 
(Rossendale) Glasgow Mansfield 
Batley and Dewsbury | Gloucester Peterborough 
Blackburn Greenock Nelson 
Bradford Grimsby Newtown and , 
Bristol Halifax Welshpool 
Burnley Huddersfield Nottingham 
Carlisle ' Hull Paisley 
Carnarvon Keighley Preston 
Derby Kettering Sheffield 
Dundee Leeds Todmorden 
Ebbw Vale Leicester Woolwich. 


Further Committees will probably be appointed at a later 
date, as the need for their services arises. | 

In most of the great industries (outside munition indus- 
tries) conferences with employers and operatives have been 
arranged by the Home Office, and the. Board of Trade. In 
almost all cases a formal agreement has been concluded 
whereby the Operatives’ Unions have undertaken, subject to 
certain conditions, to relax their trade rules in regard to the 
employment of women on processes hitherto regarded as 
men’s processes. In many industries such agreements have 
been reached, and in others they are contemplated. 

To assist in these schemes a series of pamphlets has been 


prepared, and others are in course of production, setting 


out the processes in each industry in which women have 
been, or can be, introduced to replace or assist male 
operatives : these, together with notes of any trade agree- 
ments or other relevant points of interest, are being brought 
to the notice of employers. An Information Bureau of the 
Board of Trade Employment Department has been opened 
at the Victoria and Albert Museum, South Kensington, 
and employers who are anxious to secure more information 
should communicate with that Bureau, where they will find 
on file many particulars respecting new occupations and 
processes for female labour. | 

Mr. J. Н. Thomas, M.P., of the National Union of 


= Railwaymen, іп а recent speech admitted that they had no 


right to se& up a sex war, but they had a right to say that 
no employer should be allowed in future to take advantage 
of women's labour as a means of reducing the value of — 
man's labour. Не added that there was only one way, and - 
that was to insist that wherever women were doing the 
work of men they should be paid the same rates as men. 
Does this mean the same elass of work, leaving such 
questions as quality and output out of account? We have 
had some striking cases of excellent performance on the 
part of women, putting male labour almost to shame, but 
not all the evidence, by any means, is to that effect. 

We may not attach undue importance to speeches, but it is 
only right to keep ourselves informed of the drift of opinion 
among the workers and their representative spokesmen. In 
this connection we note that the mover of a resolution at 
the meeting of the Railwaymen's Union mentioned above, 
said that the brightest feature of the present time was the 
growing strength of Trade Unionism. “It was unlikely 
that they would have to use the power of the Alliance 


.. (railwaymen, transport workers and miners) before the iuter- 


national conflict was ended, but when they looked at what 
was likely to happen when peace was declared, the best 
solution they had was that which lay in their splendid 
organisation, for the triple Alliance could effectively look 
after their welfare, if they used it in the proper way." 

We have already quoted in detail the proposals which 
this Alliance will put before Mr. Asquith when he receives 
the deputation. 

Mr. Н. Wilson Fox, of London, writing to the Times on 
the British error of the past in paying too little attention to 
production and too much to the interests of the consumer, 
expresses the conviction that the time has arrived for a 
change of policy. “ Production must be stimulated,” and 
“it behoves us to consider on what terms Protection (for 
home industries) must be given.” He makes the following 
suggestions :— 


1. Reasonable conditions of life for the workers—to be attained 
by means of minimum wages. 


—————__—__——__Ы == 


80 THE ELECTRICAL REVIEW. 


[Vol. 79. No. 2,017, JULY 21. 1916. 


—— — ————є———————————. 


2. Participation by the State in profits exceeding a reasonable 
and agreed amount--to be attained by the operation of a graduated 
excess profits tax. The question of what should be regarded as a 
reasonable rate of profit for a particular industry might be deter- 


mined by a Commission of experts wholly independent of the 
Inland Revenue authorities. 


Here we may, perhaps appropriately, quote (from the 
Times) some remarks made recently by the chairman of 


Cammell, Laird & Co., Ltd. (Mr. W. L. Hickens), on the 
question of wages and profit, :— 


eIt had often been stated that Capital got too large a share of the 
profits of Labour, and that 
benefit ; but if all the sums to be paid in dividends were distributed 
in wages by the firm, it would be well under a 10 per cent. increase. 
Wages could only be increased either by higher cost to the con- 
sumer or increased output, and the last-named way was the only 
real one in which to substantially increase wages. All this was 
very obvious, but, unfortunately, it was too little understood in 
the Labour world, where the policy of restricting output was so 
deeply ingrained that even at the greatest crisis in our history, 
when every ounce of effort was needed to win the war, it had not 
been. so far. overcome. However deplorable this might be, it 
was unrea:onable to lay all the blame at Labour's door. The mis- 
trust and suspicion which had caused restriction of output were an 
heritage of the past, in which employers and the Government, and, 
indeed, the whole community, had played their part. It was idleto 
recriminate and be shocked because, in the light of past experience, 
Labour was suspicious that speeding-up would result in a reduction 
in plece-work rates. The arrangements of the Ministry of Muni- 
tions to meet this problem had worked most unsatisfactorily, and 
led to the most absurd anomalies. The problem remained 
unsolved. - Its solution was of more than immediate importance : 
it was of far greater moment to our trade after the war. It was 
Our biggest domestic problem, and because of its difficulty was 
left severely alone or dismissed with the suggestion that there was 
bound to be trouble after the war. And there was bound to be 
trouble if the present policy of drift was tolerated. 


(To be continued. ) 


TE 


THE INCORPORATED MUNICIPAL ELECTRICAL 
ASSOCIATION, 1916.—V. 


The Application of Electricity to Agricultural Purposes, 
: By W. T. KERR. 
(Abatract.) 


‘Ur to the present time the use of electricity in farming has 
not attracted the attention that it undoubtedly deserves on 
the part of the electric supply authorities, electrical manufac- 
furers and engineers in.this country. This is the more sur- 
prising in view of the very close attention which has been 
given to the subject on the Continent of Europe and in 
America, and the important and extensive schemes for supply- 
ing agricultural areas which have been carried out in different 
countries, -> ' i 

It is noteworthy that California—a purely agricultural 
‘State—uses more power per head of population than any other 
American State. Canada also furnishes an interesting ex- 
‘ample of farm supply on-the Ontario Hydro-Electric Commis- 
sion’s extensive distribution system, and practical examples 
-of а similar kind are to be found in Australia, New Zealand 
and elsewhere.: 


There is awaitin; development in this country an enormous 
‘business of a similar kind, "which will also place at the dis- 
‘posal of the agriculturalist а labour-saving source of power and 
light superior to any other. The writer's conclusions are based 
‘on some years’ experience in farm supply work in the neigh- 
bourhood of Hereford, where conditions are not more favour- 
able than in many other parts of the country for this parti- 
cular class of supply.* It has been rightly said that elec- 
‘tricity can give a new stimulus to agriculture and farming, 
and at the same time open up a way by which the rural 
population can be induced to remain on the farm, instead of 
flocking to overcrowded cities, and taking up an entirely new 
‘form of work to earn a living. 

Several of the important Continental electrical firms 
‘specialise in electrical apparatus for farms; portable motors 
-of fairly large size are built for drivin thrashing machines, 
.&c., and some engineers in the United States have even gone 
‘80 far as to incorporate the motor in the farm machine in 
the same manner as in modern machine-tool work. 

In an article in the Evecrrica, Review of June Ath, 1915, 
it is shown that very similar conditions exist in Britain, 
although it would seem that the average would be greater in 
this country, both as regards-units consumed and horse-power 
demand, as the farm machinery in general use here is of 
larger and more substantial type. 
a a НОННИ 


*An illustrated description of the Hereford system appeared 
йз the ELECTRICAL Review of June 11th, 1915.—Eps. 


Labour was exploited for Capital's - 


The last report of the Ontario Hydro-Electric Commission 
contained some particulars of farming supply in Ontario, with 
data as to energy used on farms; the average yearly con- 
sumption per farm for all purposes was 4,700 units, and the 
average revenue £27. E 

In the Hereford district a system of light transmission lines 
has been erected to reach the agricultural consumers. These 
are built with larch poles, 28 ft. long, with cross arms of 
quarter oak 2 ft. 6 in. by 3 in. by 3 in., the bottom arm 3 ft. 
The lines are usually now made up to 7/10 B.S.G. bare stranded 
aluminium, weighing about .032 lb. to the yard, and costin 
before the war 1s. быа. рег lb., with two No. 12 galvanise 
guard wires below, which are also used as the neutral, the 
supply being given at 440 volts, three wire (220 volts for 
lighting). The total cost, including labour, works out at 
£110 per mile. These lines have withstood the gales of 
December, 1915, and March, 1916, without a breakdown. 

The farthest distance a supply is given 18 3,400 yd. from the 
generating station, 1,200 yd. of which is by overhead lines; 
these radiate in five districts from the station to an average 
distance of 3,000 yd. `- | 

When erecting the poles, it has been found better to place 
them close into the hedge otherwise the cattle use them 
for relieving themselves of insect life, to the detriment of the 
line; also farmers object to their being placed any distance 
out in the fields, and the hedges and ditches act as a guard. 
Such lines can be arranged with quite long spans, 75 yd. in 
places, to cut across corners, if the route is carefully con- 
sidered before the “erection. 

Tappings to consumers are taken off by means of.a twin- 
lead cable clipped to the pole. It is very important to seal 
both ends of the cable where the leads are taken off, and 
this is usually done at the top of the por by securing a small 
sealing box to the pole and taking off leads, leaving a short 
bare space on the wire between the lead-covered and rubber- 
covered leads where the thimble is sweated, and afterwards 
sealing this with compound. — . Tu 
The connection to the aluminium wire is made by means 
of a ''jim crow" shaped clip, which grips the wire in two 
positions, the lead being sweated to a screw used for tighten- 
ing in the centre, and the whole joint afterwards painted 
over with aluminium paint; no trouble whatever has been 
experienced with such a joint, although one section has been 
in constant use for nine years, connecting up a supply to a 
50-н.Р. motor from an aluminium overhead line running along- 
side a main-line railway. | | 

In an average case, a 10-н.р. motor will meet all the power 
requirements of a farm, except for thrashing and cider mill- 
ing, but motors up to 90 н.р. have been hired out for these 
purposes, which are only seasonal jobs, and do not require 8 
permanent fixing. 

The greatest obstacle to cheap rural supply is the question 
of wayleaves; when it is necessary to go outside the boundary 


BOUNDARY SHADED. б. | 
GENERATING STATION. W | 2 
FARMS CONNECTED. o | 
AWAITING CONNECTION С) | 

FARM CONSUMERS IN THE HEREFORD AREA. 


of a Provisional Order ‘area to supply in a district without 
such an order, many unnecessary legal difficulties are encoun- 
tered. A line to supply a farm building and residence was 
held up over twelve months, although it was only necessary 
to cross two small meadows, certain members of the local 
District Council viewing the application for permission to 
supply electric power as a means of negotiating'for an exten- 
sion of water supply {оса house quite two miles away. Appli- 
cation was made to the Board of Trade for an over-riding 
order, and they suggested further negotiations before grant- 
ing it. When an agreement was eventually come to, the 
legal costs amounted to more than twice the cost of the trans- 


mission lines. | 

This, obviously, is not as it should be; such obstacles pre- 
vent proper development and are a bar to progress. e 

A typical installation on a Hereford dairy farm consists of 
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an 8.5-H.P. open-type motor, running at a speed of 960 
k.P.M., with the starting panel mounted alongside. A vacuum 
pump for the milking machinery requires 14 H.P.; this machine 
13 used twice daily, for about two hours in the morning and 
one and a quarter hours in the afternoon. The cows milked 
average about 70, and the machinery has a capacity of 88. 
The farm bailiff states that it would require at least five 
expert milkers to do the work in the same time, or with his 
present staff five or six hours a day longer. 

Boot-pulping and chaff-cutting machines are placed on an 
upper floor in order to keep out all the dust which generally 
arises when dry hay is being cut. The roots are thrown over 
into the machine hopper, and the chaff comes down a shute 
on the wall; the two are mixed and fed fresh to the cattle. 
Experience shows that owing to the easy starting of an elec- 
tric motor the exact quantity. of food can be cut and mixed 
fresh ag required, a very important result being a greater 
vield of cream in the milk. 

A machine for kibbling corn and rolling oats is installed, 
and a circular saw for splitting wood and fencing material. 
There are many other operations that could be done most 
efhciently by electricity. In the future an apparatus for elec- 
trically heating water will be installed. The farm buildings 
are lighted throughout with 25 lamps each of 25 c.P.; the 
bailiff's house and some cottages are supplied off the same 
line through '' penny-in-the-slot " meters. 

The units consumed on this farm for the year 1915 amounted 
to 2,411, at 234. per unit, and the revenue reached £25, or 
an average of Os. 7d. weekly. The quarterly energy con- 
sumption for power was :— 


June 5 " - кы m 369 
September  ... mn m s eae 140 
December  .. 25 a, ee wl 665 
March - : " bel 631 


The use of electricity means a considerable saving in labour, 
although the operations could be performed, as on many other 
farms, by oil or gas engines. Engine stopping and starting, 
however, require time, and it would also be necessary to 
send men and carts for oil or coal to the nearest town or 
railway station, all of which takes time, and should be added 
to the cost of any other type of power, but rarely is taken 
into account. 

There are many operations requiring power always to be 
found in agriculturdl areas, which are peculiar to the parti- 
cular district. An old stone cider mill in Hereford is used to 
crush apples, and the presses are driven by а 10-H.P. motor. 

A portable motor is used for filtering and racking cider; it 
is also used for i sheep, by a flaxible shaft driving 
the cutters, regulating being done by the controller in the 
motor starter. 

Machines are used for the drying of spent apples after the 
juice has been. extracted, and the apples are afterwards used 
for cattle food; one large machine of this description requires 
about 25 H.P., and rups for three months, 24 hours daily, with 
as few stops as possibje. The same motor is used for sawing 
wood during other months of the year. 

Similar drying machines are used for grains and spent hops, 
the grain being used as a cattle food and the spent hops for 
bedding, while the seeds from the hops are used for the pre- 
paration of a dye stuff. 

In the greater part of the hop-growing district, the demand 
per farm would run up to 25 H.P., which would be used for 
spraying the hopyards, and driving fans and pocket-filling 
presses; it is also possible that electroculture would be of 
assistance in extinguishing blight, and this would open up a 
field of incalculable value. 

The introduction of electrical ploughing, and of electrically- 
driven wagons for the general hauling work, is a possible 
development of the near future. 

It requires about 1.5 acres of land to provide food for each 
horse kept on a-farm, and the work being seasonal, at times 
many horses are needed for a few weeks together; again, 
there are many weeks when horses cannot be used owing to 
п land being in an unsuitable state due to weather condi- 

ons. 

_ An electrically-driven plough or wagon would not be stand- 
ing in 3 stable, eating its head off, and the elimination of 
horses would release further land for propping: From a 
mechanical point of view, it would not be a difficult matter 
to design a machine that could be used alternately to plough, 
or to drive a thrasher, and which could be run into position 
to drive the general farm machinery. With a suitable pulley 
and ме counter-shafts for varying speeds, 10 to 12 n.r. 
would cover the power requirements for ali usual operations, 
and the machine would be а farmer's '' Mary Ann." But the 
vital necessity is а permanent power supply available on the 
farm; the rest would be simple, as: no other form of power 
eould be utilised in such a manner. The ordinary size of 
battery used on an electric vehicle would be sufficiently 
large to plough a good many acres of land, and could be 
charged in the usual way at night, with a boosting charge 
during the day if necessary. 

À petrol-driven two-furrow plough weighs about 90 cwt.. 
and develops about 11 E.P., requiring about two gallons of 
petrol, or benzine, per acre, with a certain amount of lubri- 
cant. The total weight of a battery on a one-ton van, for a 
50-те radius, is about 1,260 lb., giving a speed of 19 miles 
per hour; the total weight of the chassis is 3,400 lb., and if 

we substitute the plough blades for the weight of a pair of 
wheels and gear it to travel about 190 ft. a minute, it would 


‘ploughing, the only competitor of steam is electricity 


be fair to assume that a battery-driven plough is not an 
impossible machine. | 

The battery charge capacity being equal to 18 xw., the 
cost would be very low, at usual power rates, per charge. 
There is little doubt that with charging facilities available, 
some persons would be enterprising enough to invest in such 
a plough and hire it out to farmers. 

The ELECTRICAL Review of February llth, 1916, contained 
a description of an electrical ploughing gear driven from over- 
head lines on a Nottinghamshire farm; most farms have a 
certain area of arable land permanently used for cropping, 
round which light overhead lines could be erected to certain 
points, and by means of a tratling cable carried on a drum, 
geared with the speed of the plough to pay in and out (the 
cable being sheathed with tough rubber compound), the 
double-winding rope-hauling ploughing gear of the usual type 
could be dispensed with, und a plough carrying a single motor 
end controller used. The slow rate of speed of a plough 
ane a furrow would not endanger the lfe of a trailing 
cable. 

Electric ploughing on an extensive practical scale has been 
carried out in Germany, Sweden, Italy, and France, the 
results being usually stated to be in favour of electricity as 
compared with either animal, steam, or oil ploughing tackle. 
German investigators have declared that for really И 

{апу 
of the published data regarding ploughing costs аге, how- 
ever, not really comparable, as the local conditions, depth of 
ploughing, &e., greatly influence the results obtained. 

In the Hereford supply area, the district is typically agri- 
cultural. The horse-power of motors in use and units con- 
sumed generally in carrying out the operations are аз 


follows :— 
Cider making ... 160 Н.Р. 67.404 units. 
Milling  ... - 149 H.P. 947,850  ,, 
Farmers’ supply 106 n.P. 19.673  ,, 
Water pumping 157 Н.Р. 931,205  ,, 
Sawinilling 130 Н.Р. 22,801 


A scheme of high-tension three-phase supply has been pre- 
pared for the Hereford crea, which it is proposed to carry 
out after the war, there being a growing demand for elec. 
tricity from farmers and private residences that cannot be 
met by a 440-volt three-wire supply. There are as a rule 
five farms to the mile along an average road; there are also 
many ordinary country residences. We can estimate an 
average revenue of at least £100 per annum from the five 
faims, and anything from £20 to £200 from the private 
houses. Large country residences are only too anxious for 
such a permanent source of supply, and sixpence a unit 
could be quite easily obtained. | | 

A few notes have been taken of the.consumption and 
generating costs of several large mansions in the Hereford 
area, of which the following is typical :— 

The installation consists of an oil-engine of 16 B.H.P.; a bat- 
{егу of 54 cells, of 400 ampere-hour capacity; and 300 25-C.P. 
lamps are installed. | | 

Average cost of ‘‘ Royal Daylight ” oil for twelve months, 
10d. per gal.; 2} units of electricity delivered into house for 
every gallon used—4d. per unit for oil. There were also 
95 gallons of cylinder oil used at 3s. 2d. = £3 19s. 2d. The 
cost of small repairs, not ‘including repairs to wiring in the 
house, amounted to £4 12s. 3d. Wages of man to look after 
engine, &c., 28s. per week, plus house and coal, 10s. per 
week = £98 16s. An allowance of 15 per cent. depreciation. 
must be made on the cost of the battery. In all such private 
installations the current consumption could be increased con- 
siderably. It will be found that generally those responsiblc 
for running these small lighting plants deprecate the use of 
anything but lighting, and put as many difficulties in the 
owner's way as possible, with the result that for power and 
other purposes numerous small oil engines are being run in 
out-of-the-way places, for instance, for water supply, ice 
making, stable work, &c.. ' ПЕК 

Electric cooking and heating offer enormous possibilities, 
and a permanent supply would be received with open arms 
by the residents, who are under no misapprehension as to 
being able to produce electricity cheaper themselves. The 
average revenue in such a case should amount to between 
£150 and £200 per annum; the owners in most cases would 
be quite willing to meet the cost of the service extensions, 
running over their own estates, from the main supply, or 
agree to a minimum charge of 10 per cent. on capital cost of 
extension, with a kilowatt demand and small charge per unit. 

In recent years a good deal of attention has been given to 
the future development of electric supply in this country on 
a wholesale scale, and some engineers have pictured a future 
ia which the country will be served by a network of trans- 
mission lines. Such lines will in most cases have to pass 
through agricultural districts, which, if properly exploited by 
the existing supply authorities, would be in such a state of 
development that a paying load could be obtained along the 
route to commence with. In such a case it may be assumed 
that it would cost something like £2,000 to cut into the E.H.T. 
lines for a supply of low-tension energy. | 

Existing data show that the average consumption of cur- 
rent in an agricultural district with a population of car ieee 
is 58 units per head, so that taking the county of Here ord 
as & whole, with a population of 114,296, the possible gale of 
energy on the same basis would amount to, say, 6,637,000 
units. 


C TE 


82 THE ELECTRICAL REVIEW. 


[Vol. 79. No. 2,017, JULY 21, 1916. 


This supply would be given in an area 40 miles long by 
35 miles wide, from a central distributing point. Through- 
out England, towns of any size of over 20,000 population are 
25 to 30 miles apart, with smaller towns of up to 10,000 
people between; this is the case in all the agricultural areas, 
and ‘the distribution lines from most E.H.T. transformer sta- 
tions would thus extend to about 15 miles radius. 

It will be seen that the estimated output of 6,637,000 units, 
at an average price of 3d. per unit, would represent a 
revenue of £82,962, or taking as a basis the number of farms 
in the county—3,573 of an average of 150 acres—and allowing 
the same yearly revenue as already obtained from farms 
connected to the Hereford city supply, viz., £25, we obtain 
a revenue of £89,325 from farms alone. If the farms did 
not all elect to- use electricity, there would still remain 
numerous country houses and rural industries as available 
consumers, ав well as village water supply and electric light- 
ing installations. It is probable that the estimated con- 
sumption given would be exceeded. 

As a matter of comparison, it may be pointed out that the 
South Metropolitan Electric Supply Co., during the year, 
had an output of 6,695,481 units sold, at an average price of 
2.22d. per unit, resulting in a total revenue of £62,068. 

In this case, mains and distributing system would be s 
great deal more expensive in capital cost than a system com- 

sed of E.H.T. overhead trunk lines, radiating from a trans- 
ormer station in four directions and interconnected by н.т. 
transmission lines, off which small transformers would supply 
individual farms and’ rural consumers; it would be much 
easier to sell the current in these districts than in large 
towns where there is competition in the form of gas supply 


-` and better railway facilities for coal and oil for generating 


pewer. Electricity would have a field to exploit alone. 
There are many other directions in which electricity is 
making headway in connection with agriculture which should 
not be overlooked, and the foremost of these is '' Electro- 
Culture." Experiments that have already been carried out 
have given most favourable results, notably those of Mr. J. S. 


Newman, of Bristol, and Miss Dudgeon, of Lincluden, Dum- . 


fries. 


Miss Dudgeon is still. carrying on her experiments, the 
current supply being obtained from a 30-volt storage battery 
used with a spark coil and rectifying vacuum valves; these 
are, however, expensive iNstruments and quite out of the 
question for an ordinary farmer, besides requiring a certain 
amount of expert knowledge to get the best results. If a 
high-tension alternating supply were available, a small trans- 
former with valves for rectifying and an automatic time- 
switch for controlling would be less costly, and could be built 
up- in such a manner that it would be quite safe to place it 
on any farm. The current consumption alone would not be 
great, but the increased yield per acre of foodstuff would be 
of the utmost value to the country. 

For the first three years, 1912, 1913 and 1914, the crop 
experimented on was potatoes, with the result that each 
season there was a considerable difference between the weight 
of the crop lifted off the electrified and unelectrified areas. 
The increase in yield of tubers lifted under the discharge 
wires over those from the control was in 1912 1,209 lb., in 
1913 1,561 lb., and in 1914 2,633 Ib. 

The total acreage under potatoes in the United Kingdom 
was for years 1911 to 1913, 1,200,000 acres, and the average 
yield per acre 5 tons 7 cwt. 

Last year, 1915, the crop chosen for experiment was oats, 
which was grown on the same field as used in previous trials 
for potatoes. The season was an exceptionally dry one, there 
was a scorching sun, and the field being of a gravelly nature, 
devoid of all shade, these combined conditions were not con- 
ducive to the harvesting of a heavy crop. 

From the very commencement of the growth, the oats 
under the electrified network showed a conspicuous differ- 
ence in comparison with the unelectrified, and did not suffer 
from the prevailing drought to» the same extent; which fact 
seems to confirm the theory suggested by Prof. Lemstrom, 
that the electrified current causes an ascent of liquid in the 
capillary tubes of the plant, and by means of this attraction 
15 16 quite possible that these tubes obtained moisture from a 
lower stratum, which the plants not under the discharge 
were unable to do. 

When the crop was ripe for harvesting the two plots were 
cut, thrashed, and weighed separatelv, showing the remark- 
able difference of 31 per cent. in grain, and 63 рег cent. in 
straw, in favour of the electrified oats. 

The subject of electroculture is still in the experimental 
stage, but it may be remarked that the majority of the 
numerous investigators in this field are optimistic as to the 
future, and.more than one foreign Government is officially 
investigating the matter. From the farmer's point of view 
the first cost of the installation appears to be the dominating 
factor; the power requisite would be comparatively small— 
Mr. J. E. Newman estimated that 1 н.р. would be sufficient 
for 50 acres. The fact of electricity being required for such 
a purpose would, however, inevitably lead to its adoption for 
lighting and power purposes. р | 

Some of the other uses of electricity in agriculture are the 
incubation of chickens, and chicken culture, an industry 
rapidly gaining in importance in England. Eggs hatched in 
incubators sometimes noc а percentage of weakly chickens, 
so that many young chicks die during the first few days. 

The application of suitable high-frequency current for the 
chicks almost entirely prevents this death, owing to its 


stimulating efect, while they gain weight on their normal 
amount of food at an increased rate, becoming in two months 
as heavy as chickens grown for three in the ordi way. 

According to the Electrical World, the great sheep ranches 
in the etock-raising regions of Oregon are large consumers 
of electricity for light and power. Central-station energy is 
used for pumping in the irrigation districts and for chopping 

rain for stock feed in the winter. In one of the stock-raising 
arms, electricity has been put to a novel use for the winter 
fattening .of sheep. 

The sheep pens are wired, and the electric light is turned 
on during the winter months from 4 p.m. to 9 p.m. Under 
this artificial illumination the sheep continue to feed until 
the lights are extinguished; at 4 a.m. the lamps are again 
terned on and then burned until daylight, and aan the 
sheep feed. In this way the sheep are made to f during 
the equivalent of a long summer day, and thus, despite the 
winter season, are brought quickly to the condition for 
marketing. | , 

The foregoing notes represent оп]у ‘а brief outline of the 
possible directions for electrical development in connection 
with agriculture. No reference has been made to the 
dcmestic uses of electricity on the farm, which will &lmost 
certainly exceed those of the town consumer; nor has any 
mention been made of future developments in connection 
with the production of artificial fertilisers by electrical means. 
For the moment it is sufficient to point out that electric 
power and light appeals so strongly to the agriculturist that 
but little exertion would be required on the part of the 
central-station authorities to secure a really profitable busi- 
ness. 

Successful as individual efforts might be, the results ob- 
tained would be insignificant compared with those which 
might be secured were an organised campaign in favour of 
agricultural electrical supply to be. instituted, and efforts 
made to equip demonstration farms in suitable districts near 
existing towns. А 

Concerted action ів strongly called for, both for private 
reasons, to frustrate the efforts of the oil-engine makers to 
monopolise the farmer's power business, and on national 
grounds, because it is imperative that no effort be spared in 
obtaining the mutual support of our industries with а view 
to securing the maximum of industrial efficiency after the 
war. 


DISCUSSION. 


The discussion was opened by Coun. LancrorD (Hereford) 
who, speaking as a practical farmer, gave a short account of 
the use he was making of electricity supply. He employed 
electricity for driving a milking machine for 80 cows, for 
chaff cutting, root pulping, water pumping, and sheep shear- 
ing; he lighted all the farm buildings and the yard, and, 
in addition, operated a cider making plant electrically. He 
was satisfied that agriculture offered е scope for the elec- 
trical engineer in regard to power, light, &c. However, there 
were certain other things which he wanted to do electrically, 
such as to plough the land, till it, mow grass, reap it, and 
haul it home, all matters which the present skilled labour 
shortage had brought to the front. Moreover, in a dry season 
he wanted to be able to pump river water on to the land 
and irrigate it. As a market gardener with 12,000 apple and 
plum trees, and 4,000 current bushes, he appreciated how 
much easier it would be to wash the trees and keep down 
blight if electricity were available there. He had arranged 
to give electroculture a trial, but this was now deferred till 
after the war. Не had been connected with farming for 24 
years, and had scrapped steam power for oil power, and later 
turned from oil to electricity; to-day many farmers had said 
good-bye to steam, but others were waiting for electricity. to 
come along. The steam engine was dirty, noisy, and thirsty, 
and the oil engine was apt to jib at times,,and the smoke 
affected the milk, unless great care was taken. It was pos- 
sible to procure an electric motor for about half the cost of 
the steam or oil engine, which was a great eonsideration to 
the farmer; then, no engine-driver was required if electricity 
were used, and that represented a saving of £70 or £80 a 
year. From experience, he found electrical equipment ex- 
tremely reliable, the only trouble having been the blowing 
of fuses, and there was no possible contamination of the milk. 
The motor took practically no room, and it required no space 
for fuel storage. He thought the advantages of electric light 
were even greater than those of electric power, as it enabled 
working hours to be extended by as much as three hours in 
winter, and was a great improvement over hand oil lamps. 
As an instance of the results, he mentioned the case of a 
farm hand who gave notice for the sole reason that he had 
never worked so many hours a day before. Electric supply 
to farms would confer a great boon on agriculture and on 
the nation; he was quite certain that if the problem was 
generally attacked a successful result would be attained. 

Mr. FRANK AYTON (Ipswich) said those engineers who were 
intent on getting the agricultural load would find much use- 
ful matter in the paper. A battery-driven plough on the 
lines suggested by the author would require a very large 
battery to provide for emergencies. The paper raised the 
question of wayleaves; they must get more reasonable legis- 
lation on that matter, and he suggested that the Association 
had stronger grounds now for making representations to the 
Government on the subject. It would probably be necessary 
to adopt the three-phase H.T. system of supply, and suitable 
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pass could easily be added to existing direct-current stations. 
ngineers must educate the agriculturists in their vicinity 
on the subject through the local papers. 

Coun. Dymonb (Hereford) pointed out that their local 
farmers did not need educating, they were ‘‘ howling ” for 
the supply, and just now could not get it. Leaving out four 
large consumers, the remaining 983 ordinary consumers gave 
them an average income of £5 12s. each, while the 19 agri- 

consumers paid them an average of £25 apiece, show- 
ing the value of this type of consumer, which, so far as he 
could see, should be the case in other districts. The bar to 
cornecting all the farmers in the district was the wayleave 
difficulty; the process of obtaining leave for one connection 
had to be all repeated for another. The present was an 
appropriate time to get the agricultural load, as the questions 
of labour saving and increasing agricultural production were 
very much tothe front. If the local authorities could get resolu- 
tions passed by local agricultural councils and forward them 
to the Board of Agriculture, which in turn would deal with 
the Board of Trade, they might get some amelioration of 
the conditions hampering supply in rural areas.  Electro- 
culture was in an experimental stage, because electricity 
supply was so rarely available on the farm, but in the future 
great developments would take place, and he thought that the 
increased value of the crops which would be obtained would 
be out of all proportion to the cost of electricity used in 
obtaining it, and that they should be allowed to charge a 
special rate for such a purpose. For many years much 
technical supervision would be required, and the supply would 
be worth a good deal more than the statutory maximum of 8d. 

r unit. | 
"Mr. W. B. Woopmouse (Yorkshire Power Co.) said atten- 
tion should be drawn to the lessened fire risk when using 
electricity on the farm. Many small farmers were using 
energy from the Yorkshire Power Co.’s mains, being sup- 
plied through pole-type transformers. If the farmer wanted 
a supply, the wayleave was easily obtained. The Yorkshire 
Agricultural Council had carried out an interesting investiga- 
tion to find out the influence of smoke on vegetation in the 
tcwn and at various distances outside. In the case of a 
lettuce, grown under comparable conditions and watered 
with rain-water obtained in the centre of Leeds, it was found 
to weigh 44 grm. as against 56 grm. one mile out, 120 grm. 
34 miles out, and 175 grm. 6} miles out, showing the effect 
of the acid in the smoke, which would be practically done 
away with by the adoption of electrical methods in the town. 

Mr. S. E. BRITTON үлеме mentioned that he had been 
supplying a 500-acre farm during the last twelve months; 
previously the farmer used coal, costing £33, and this had 
been replaced by electricity, costing £28 (at 1d. per unit), and 
the farmer was delighted with the result. 

Mr. BEgxoN (Kilmarnock) said they had five farms con- 
nected to their H.T. transmission system*, and the annual 
revenue varied from £15 to £19; all the farmers were quite 
satisfied that electricity was much cheaper than steam, and 
he was now connecting another five farms. The supply was 
given шо pole transformers, and it had facilitated ob- 
taining wayleaves across agricultural land. 

Coun. LANGFORD, replying to Mr. Fedden, assured him that 
the modern milking machine was quite satisfactory in use, 
and the suction was adjusted to allow for the gradually 
diminishing pressure of milk. 

Mr. WiuLLiíAM Low (Marykirk), in a communication, said 
he had been using electricity for farm purposes for a number 
of years, having developed a small water power and taken 
the supply a distance of 2,000 yds. A dry summer stopped 
the plant, and he regarded it as essential for the supply to be 
available always, which could only be guaranteed by a public 
supply undertaking. The overhead line consisted of six 
strands of No. 4 hard-drawn copper, 16 ft. above ground, with 
poles 65 yds. apart. Electricity was used for lighting build- 
ings and cottages, and for threshing—a 15-H.P. motor, 660 
R.P.M., being employed to drive the mill and straw carrier: 
for driving а cream separator, an operation taking 20 
to 30 minutes, and releasing a dairymaid for other work; 
he considered that the electric motor had great advan- 
tages over steam or oil power. Не had some doubt 
33 to the feasibility of electric ploughing, and would 
not recommend a battery-driven wagon to pull the plough, 
while the cost of conductors at every fence on a farm would 
be great for seasonal use and ugly. He used а 15-н.р. motor 
t» drive a band saw for timber cutting, and found it more 
satisfactory than the circular saw; the same motor was used 
to drive a stone breaker for road repairs. Water pumping 
was also done at two points, using a 1-н.р. motor. A l-H.P. 
motor driving & mangle was considered to save quite a day's 
work a week. Electricity was used for heating by means of 
radiators, and a ventilating fan was a convenience. A cold 
storage plant driven by a 23-H.P. motor was also in use, and 
no doubt there was a future before electric cooking, given a 
reliable supply. He had experimented in electroculture for 
six years, and while he was satisfied that he obtained in- 
creased crops under certain conditions, he was not able to 
ascertain the cost. Such experiments were necessarily un- 
certain owing, amongst other things, to the wind carrying 
the discharge away from the plot, often on to the control 
plot if situated to leeward. Не had tried to intercept part 
of the drifting discharge by means of small-mesh wire net- 


*See EvecrricaL Review, June 16th and Brd, 1916. 


ting, but did not prevent it getting to the control with a 
wind in that direction. A difference of 20 per cent. was 
observed on two different hay plots in 1914, but the year was 
exceptional, as the wind blew continuously from the control 
plot. In conclusion, he suggested that the supply authorities, 
In view of the results being obtained by the author and 
others, should endeavour to interest the agricultural and rural 
community in the subject. 

_ The author decided to contribute his reply to the Proceed- 
ings. 

.[Mr. BEXON, in a letter received by us before the Conven- 
tion, stated that electricity was used by local farmers for 
lighting, ironing, heating, motors for crushing and chopping, 
and for driving milking machines. He added that when the 
question of farm supply first arose, he was personally of 
opinion that it would yield a very poor revenue, but from 
experience he found that the revenue obtained was very good.] 


` 


= 


THE. NATIONAL PHYSICAL LABORATORY. 
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Tur report of the Executive Committee for the year ended 
March 3lst, 1916, was submitted to the General Board at a 
meeting on June 20th, 1916. It states that the work of the 
Laboratory has been greatly affected by the war, ordinary re- 
search work having to give way to special investigation under- 
taken for Government departments. Sir Wm. Crookes's term 


- of office as President of the Royal Society having expired in 


November last, his successor, Sir J. J. Thomson, is now 
chairman of the General Board. Two members of the staff, 
Mr. Donald Ewen and Mr. H. E. Barwood, have given their 
lives for their country, while, on the other hand, Mr. G. H. 
Millar, taken prisoner at Antwerp, escaped from Déberitz, 
and has been given a commission. Over 40 members of the 
Staff are serving with the Forces; the remainder have not 
been permitted to enlist, owing to the demands of the Gov- 
ernment on the services of the Laboratory, and owing to the 
great increase in the work, many temporary additions have 
been made to the staff. By desire of the Committee of the 
Privy Council for Scientific and Industrial Research, parti- 
culars have been laid before it as to various researches in 
which the Laboratory can be of assistance to British indus- 
tries, and during the year help has been given to a number 
о: firms which have undertaken the manufacture of goods 
formerly obtainable only from German sources. Additional 
buildings have been erected for aeronautical research. 

In the Physics Department (Mr. F. E. Smith), the Elec- 
trical Standards Division has been occupied with the investi- 
gation of problems in connection with wireless telegraphy. 
The Division for General Electrical Measurements has con- 
tinued the research on magnet steels for the I.E.E., and in 
the Electrotechnics Division Mr. C. C. Paterson has made 
arrangements for a new branch of test work. Other depart- 
ments, whilst largely engaged on Government work, have 
been able to make some progress with their normal duties. 

In the Physics Department, in addition to special tests for 
the Ministry of Munitions, 140 electrical measurements were 
made, compared with 191 last year and 259 in 1914; under 
the head of Electrotechnics, 10,444 tests were made, including 
3,171 ammeters and 3,136 voltmeters, 1,954 shunts, and 1,224 
supply meters, compared with totals of 5,080 last year and 
3,528 in 1914; photometric tests numbered 3,053, including 
2,324 luminous dials (a new item), compared with 410 and 
1,142 in 1915 and 1914. 

The accounts show a credit balance of £1,568. The income 
rose from £39,653 to £51,372, and the expenditure from 
£39,573 to £49,804. The staff increased from 217 to 337. 

Physics Department.—Much of the time of the '' Funda- 
mental Units" Section (Mr. Е. E. Smith) has been occupied 
with confidential work; in addition, the improvement of com- 
p«sses for use in the lifeboats of merchant ships, and the test- 
ing of prismatic compasses for Service use, were amongst 
the matters dealt with. In the section for General Electrical 
Measurements (Mr. Campbell and Mr. Dye) an inductometer 
suitable for high frequencies, and having a wide range of 
self-inductance, has been constructed. and three new sensi- 
tive vibration galvanometers have been built. The improve- 
ment of methods of testing the magnetic properties of bars 
has received attention, and & paper communicated to the 
Institution of Electrical Engineers (Erec. Rev., December 
3156, 1915, p. 859) gave а full account of the new methods. 

Electrotechnics (Mr. Paterson).—The test work has been 
mainly of a confidential character, and practically all ordi- 
nary research work has been suspended. The setting-up of 
standards for, and the testing of, self-luminous dials for aero- 
plane and other instruments for use at night has necessitated 
the collection of much valuable and interesting information 
on the behaviour of the luminous compounds and of the com- 
pleted dials. In the D.C. and resistance measurement section. 
the amount of work has been more than three times that of 
the heaviest pre-war year, though the staff is numerically the 
same as before the war. In the case of large current shunts, 
the design of the main current terminals has been found to 
be most important; in one instance, owing to the design of 
the end connections, a difference of 8 per cent. could be 
obtained, depending on the method of leading in the current. 
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In testing the large shunts which are now being dealt with, 
it is necessary to maintain the full current until the shunt 
has attained its maximum temperature, in order to obtain 
the correct values for running conditions,*to detect weakness 
of the soldered joints—the most prolific source of trouble in 
this type of apparatus; the present battery arrangements do 
not allow of a discharge sufficiently great or prolonged for 
this purpose, and it is hoped to obtain a machine suitable for 
coupling in parallel with the battery. | 

Heat (Dr. Harker).—Resistance thermometry has ‘been fur- 
ther investigated, and a special apparatus which has been 
constructed for the purpose of testing the heat insulating 
properties of -refractory materials has proved exceedingly 
satisfactory ; thermocouples are employed for the temperature 
measurements, and to maintain good thermal contact over 
the surface of the bricks, a bath of molten tin electrically 
heated to a uniform temperature is employed. Electric heat- 
ing is also used in testing the thermal conductivity of slag 
wool, cork, &c., and the thermal properties of new roofing 
materials. In the latter саке, although the conductivity of 
the materials was of the order of 1/70th that of iron. the 
unexpected result was that the loss of heat per sq. ft. was 
X) per cent. greater than that through galvanised iron. This 
apparent anomaly is explained by the greater surface emis- 
sivitv of the new materials. The Melloni form of thermopile 
was found to be most useful in investigating the loss of heat 
from surfaces at a temperature only slightly exceeding that 
of the surroundings. For testing optical pyrometers, a new 
pattern of carbon tube furnace was designed by Mr. C. G. 
Eden. and has been in constant use for about five months 
at temperatures ranging up to more than 2.000 deg. C. with- 
out necessitating the replacement of the original tube; the 
furnace takes 14 kw. at the highest temperatures. The 
abnormally large demand for porcelain tubes for pyrometer 
sheaths, which before the war were largely obtained from 
abroad, necessitated the production of suitable ware in this 
country, and investigations have been carried out on samples 
of British-made porcelain tubes. An enlarged form of the tung- 
sten arc lamp of Messrs. Gimingham & Mullard, made by the 
Edison-Swan Co., with a hot electrode 8 mun. in diameter, 
has been found to be an extremely useful source of radiation 
for optical pyrometer work. 

Radium and X-ray Work (Dr. Kave).—Tests on radium salts 
and radium luminous compounds (zine sulphide + 0.04 per 
cent. by weight of radium bromide) have been carried out, 
and apparatus has been installed to investigate the absorption- 
cocfficients of materials used for the protection of X-ray 
operators. 

The Engineering, Metallurgical, and Tank Departments 
have all been very busy. An appendix to the Report gives 
particulars and drawings of the new aeronautical buildings. 
For these a separate motor-generator working at 400 volts has 
been installed, with a Tirrill regulator, which maintains the 
voltage at a constant value independent of the load on the 
generator, and thus enables the two new wind-channels to be 
used without affecting each other’s working. 
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Electrical Trade in 1915: New Classification.—We 
are asked to state that certain alterations in classification, recom- 
mended by the B.E.A.M.A. to the Board of Trade in 1914, will 
appear in the Annual Statement of Trade of the United Kingdom 
covering 1915, which, it is anticipated. will be issued shortly. 

The new classification will be as follows :— 


IMPORT LIST. 


Electrical goods and apparatus, &c. — 


Meters and measuring instruments. > 
Switchboards. | 
Unenumerated. 


Machinery and parts thereof : — 
Electrical : " 
Generators and motors (except for aeroplanes. motor-cars 
and motor-cycles). 


Unenumerated. 
Export LIST. 


Electrical goods and apparatus, «с. :-- 


Meters and measuring instruments. 
Transformers. 

Switchboards. 

Unenumerated. 


Machinery and parts thereof :~- 
Prime movers (except electrical). 


Other kinds; : -- 


Steam reciprocating engines. 

Steam-turbine engines. 

Internal-combustion engines (except for aercplanes, motor- 
cars and motor-cycles). 

Unenumerated. 


Electrical :— 
Railway and tramway motors. 
- Other generators and motors (except for aeropl: nes. motor- 
cars and motor-cycles. 
Unenumerated. 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). : 


A e pin оао journal by Messrs. W. P. TuowPSON & Со 
Zlectrical Patent Agents, 285, High Holborn, L it 
Liverpool and Bradford. | К TUN SHEER Posse an ae 


9 277 “ Driving and controlling п: i 
S277. ** Driving ; ч dynamo-electric generators." J. Fi 
and W. F. W. Ruopzs. July 3rd. p d ae 


9,279, "' Field regulating rheostats, mot ie 
279, 1 ats, or starters, &c, ELECTROMOTORS 
Lrp., Р. О. L. Pectowr & D. A. Trickett. July 3rd. ' 


йо " Combined pocket and suspension electric lamp." С. R. Нац. 
ulv 3rd, 


9.330. “ Continuous-current dynamo-electric machines.” 
July 3rd. 


9,336. *' Electrical replacement indicators." Н. J. Dace. July 8rd. 


9,349. *' Automatic switching devices for telephone systems." L 
sw : s ems. . DE 
Forest. July 3rd. (U.S.A., July 7th, 1915.) j : 


9,370, .U Electric lamp, &e., guards," St. Hetens Caste & Russer Co. ano 
J. €. Warme. July 4th. 


SM. UC Devices for gripping or securing electric cables, &c." St. HeLENs 
Cine & RUssER Co. & J. C. Write, July 4th. 


9,408, '' Electric hand lamps." J. W. Maxey. July 4th. 


j UM t“ Ships’ telegraphic apparatus." W. Силовскх & W. R. CHADBURN. 
uiv oth. 


9.539. '! Measurement of frequerey of electrical currents.” 
Wikrrcss. TELEGRArH. Co, & 1]. Хснокхвекс. July Gth. 


Е. Murcatroyp. 


MARCONI's- 
9.541. ©“ Electrie rotary converters, Brriisii WESTINGHOUSE ELECTRIC AND 
MistraCTURING Co. July Gth. (U.S.A. July 6th, 1915.) 

9.589. * Firing ordnance by electricity.” PL pe Breer & G. Іхкс. July 7th. 
98,598. *'' Electrodes.’ J. C. Коско. July 7th. 

9,607. "' Code telegraphy.” F. B. Dens (К. C. Н. Martens). July 7th. 


_ 3.608. ©“ Evacuating bulbs of electric incandescent lamps, &c," DEUTSCHE 
eee Акт. Ges. (Auerges) July 7th. (Germany, September 27th, 
915.) 


.9.609. “ Electric incandescent lamps and production of same.” РЕОТЅСНЕ 
ын Акт. Ges, tAuerges). July 7th, (Germany, September 27th, 
1915. ` 


9.635, “ Producing electricity.” A. MacCattum., July 8th. 
9,646. ‘ Electric switches." J. ANDERSON & G. ELLIsoN. July 8th. 
9,647. '' Electric contacts." J. ANDERSON & G. Ешлѕом. July 8th. 


_ 9,655. “ Elecgric signalling systems" Е, С. Bett, W. C. Davey AND 
SIERLING TrtLErHnoNE & Erectrie Co., Lro. July 8th. 


9.667. © Motor ploughs, cultivating implements, cable-laying machines, &c.'* 
W. E. Martis. July. 8th, - 


` 


PUBLISHED SPECIFIGATIONS. 


1914. 


7,591. Exectkic Ixcanpescent Lawrs. A.B.C. Schriftlampen Ges. 
25th. (November 20th, 1913.) 


7,890. ‘Use оғ INTERRUPTED CURRENT aS METHOD OF EFFECTING AN INITIAL 
QUIVERING IN IHE VIBRATION OF Bopirs BY ELECTRICIfY, MORE ESPECIALLY THE, 
StrinGS OF MUSICAL INSTRUMENTS, SUCH AS THE Prano. A. H. Maitre and 
V. Н. G. Martin. March Wih. 


March 


2915. 


1,950. SWITCHES FOR USE IN JonITION SYSTEMS FOR I NTERNAL-COMBUSTION 
Enuines. DB. P. Swyers. February 6th. 

4,222. MEANS FOR CONTROLLING ELECTRIC AND OTHER Motors. Akt. Ges. 
Brown, Boveri et Cie. March 17th. (March 19th, 1914.) 

7,941. APPARATUS FOR Merasurinc ErrcrRIC Curkent. Landis & Суг. Akt. 
Ges. May lóth. (May 18th, 1914. Addition to 3,856/15.) ` 

7,457. ELectRICaL DisrRiBUTING System. №, H. Cole. May 18th. 

5,826. TELEPHONE Systems. С. Bardeloni. June 15th. 

8,926. W'iRELEss TELEGRAPH Receivers. Marconi’s Wireless Telegraph Co. 
and G. M. Wright. June 17th. 

9,054. Macnetos. M. Pedersen. June 2lst. 

9,097. Exvectric HoT-wATER STORAGE INSTALLATIONS, 
(Walker). June 2156. 

9,111. Systems FoR Propucixc EvectricaL DISCHARGES FROM A SOURCE OF 
ENERGY, Varley Duplex Magnet Co. & R. Varley. June 21st. (Addition to 
17,607 /13. Convention date not granted.) 

9,112. Systems FOR PRopuciNG EL vectricaL DISCHARGES FROM A SOURCE OF 
ENERGY. Varley Duplex Magnet Со, & R. Varley. June 215. (Addition to 
17,607 /13. Convention date not granted.) ` 

9,283. AUTOMATIC OR SEMI-AUTOMATIC TELEPHONE SYSTEMS. 
matic Telephone Со. (G. A. Betulander). June 24th. 

9,396. TELEPHONE Systems. Automatic Telephone Manufacturing Co. June 
2th. (June 27th, 1914.) 

10,137. Primary CELLS. Е. A. Wilkinson. July 12th. | 

10,147. Staxp кок Comep MarkRIAL. S. C. Cary. July 12th. 

10,605. EurgcrROLYsiS. Н. R. Nelson. July 21st. (August 17th, 1914.) 

11,768. Systems oF Соктно FOR ELectric Morons. British Thomson- 
Houston Co. (General Electric Co., U.S.A.) August 14th. 

13,286. Метноо oF Manuracturinc Gear Wuees. — British Thomson- 
Houston Co. (General Electric Co., U.S.A.). September 17th. 

14,895. MaGNets FoR/oF MacNEros. М. Pedersen. October 21st. (Divided 
application оп 9,054/15. June 215‹.) 


E. C. R. Marks 


Relay Auto- 


14,896. MAKE-AND-BREAK MECHANISM FOR/OF MAGNETOS. M. Pedersen. 
October 21st. (Divided application on 9,054/15. June 2151.) 
14,898. ARMATURES OF MacNETOs. М. Pedersen. October 21st. (Divided 


application on 9,054/15. June 2lst.) 
16,933. Exvectric ROTARY CONVERTERS. 
December Ist. | 
17,022. CURRENT REGULATORS FOR ELECTRIC FURNACES. Aktiebolaget Elek- 
triska Ungar. December 3rd. (December 16th, 1914.) 
17,580. Evecrron Емїттїнс CarHODES AND Process OF MANUFACTURING THE 
same. А. M. Nicolson & E. C. Hull. December 16th. (December 26th, 


1914.) 


O. H. Pieper & A. F. Pieper. 
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Washington that neutral Powers have proposed 
that the Government of the United States should 
take the initiative in negotiations for the purpose 
of the adoption of some form of concerted reprisals 
against the black-lists. We do not think, however, 
that the United States will fall into this fresh snare 
which has obviously been laid by, or at the in- 
stance of, German agents, notwithstanding the large 
Teutonic population in the United States. So ex- 
tensive, indeed, is the German element in that coun- 
try, particularly in commercial and financial circles, 
that it is often difficult for outsiders to determine 
from names of firms whether they are Ameri- 
can, German, or German-American, and it. is equally 
dificult to say offhand whether individuals with 
German names are really German, or whether the 

are naturalised citizens of the United States. Simi- 
lar observations also apply to the South American 
Republics, and to Holland and the Scandinavian 
countries in Europe, where German names, and 
foreign names adopted by Germans in order to dis- 
guise their nationality, are to be found in abund- 
ance. 

It is, however, not our purpose to discuss the 
question of nationality. We have merely set forth 
what has preceded in order to emphasise the enor- 
mous ramifications of the German element through- 
out the world, and to show superficially what British 
manufacturers will still have in front of them in the 
future period of peace. But, with the assistance of 
the statutory lists and the information which is being 
collected by the various committees appointed by 
the Government to consider the subject of British 
trade after the war, it should be possible success- 
fully to resist the threatened resumption by the 
Germans of a great commercial onslaught in the 
markets of the world in the future. Although the 
Germans occupy the premier position for mendacity 
in political matters, and may also hold the same 
status in commercial and trading affairs, we can- 
not entirely reject as being totally devoid of 
foundation the reports emanating from Germany 
as to the accumulation of stocks, even under pre- 
sent conditions, in readiness for disposal at any 
prices obtainable in external markets when normal 
conditions have been restored. Such a state of 
affairs, however, cannot prevail to any large extent 
in regard to the German electrical engineering indus- 
try, in consequence of the comparative scarcity of 
copper and other metals which have been requisi- 
tioned for war purposes, although we believe that 
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copper is still being produced in the country at the 
rate of 42,000 tons per annum. At all events, one 
company, which annually produces 22,000 tons, re- 
ported an output of this quantity last year, and the 
other copper producers may be expected also to 


have turned out their normal tonnage owing to the - 


pressure of the Army authorities. But this in no 
way disposes of the fact that all the copper is needed 
. for military requirements, directly or indirectly, and 
that none can, therefore, be available for the manu- 
facture or construction of plant solely for peace 
purposes. 
The immediate ability of the German electrical 
firms to dump large quantities of their manufactures 
in the world markets directly after the war, even 
if shipping be available for such a purpose, need 
not be regarded as so threatening a factor as in the 
case of some other branches of trade, and the official 
lists of enemy firms should assist us in our efforts 
to prevent later Teutonic competition from being 
successful. As we have repeatedly shown, however, 
much will depend upon the ability of other nations 
to meet the world’s requirements. Our reference 
to the German influence which is present in parts 
of the industries of the States, reminds us of some 
recent comments of the Electrical World, in which 
_ our contemporary shows that, though the world is 
thirsting for electrical goods, ‘‘ American manufac- 
turers have not taken advantage of the opportunity 
to supply the markets of the world" with them. 
The export electrical trade of the world in 1913 was, 
according to the writer, in the neighbourhood of 
£25,000,000, but in 1915 it was only £10,000,000, 
first, because Germany was shut in by our blockade; 
secondly, because there was a certain falling-off in 
the world's purchasing power; and thirdly, because 
our factories and our ships were otherwise occu- 
pied. Some of these effects were, when war broke 
out, expected to afford America just that oppor- 
tunity as an electrical exporter that one would have 
expected her to desire. But, according to the. 
Electrical World's comments, that opportunity has 
been allowed to pass. Whether the cause be the 
pre-occupation of American industries with their 
great prosperity, or whether the German hyphen 
and the indisposition to enter a market which there 
might not be a desire to hold after the war had 
any influence on the situation, the fact remains. 
We hope that the British electrical manufacturer is 
fully alive to the necessity for preparing for the 
production of that greatly increased output and for 
energetic export-selling propaganda and efforts to 
enable him to handle a good share of the business 
that is represented by that accumulated deficit of 
exports of the war years, much of which will re- 
quire to be provided in addition to the normal 
export trade. - 


ALTHOUGH sequestrations of the 


Foreign property of foreigners in Germany 
Undertakings have been numerous during the 
in Russia. course of the war, and foreign 


businesses or companies have been 
extinguished, the Teutons do not particularly enjoy 
reciprocal treatment in other countries. The Ger- 
man idea is that if the Teutons establish a company 
in another country, and under the laws or authority 
of that country, it becomes a native company, even 
if most, or all, of the capital is held in Germany. But 
the allied nations no longer intend to allow this sub- 
terfuge to prevail. In the case of Russia, it appears 
that an Imperial Order was recently issued deciding 
on the determination of the Kieff Electricity Co., 
and stipulating that the liquidation should be carried 
out by a committee appointed by the Government 
and the Kieff Town Council. If this action should 
be carried out, a German newspaper remarks that 
it would represent a contravention of law, as the 


company is a Russian concern and, according to its 
statutes, liquidation can only be brought about by 
a resolution of the shareholders. But when it is 
mentioned that all the shares are held by one com- 
pany—the Berlin Electrical Undertakings Co.—no 
ground exists for the Teutonic protest, as the elimi- 
nation of the German element as far as possible now 
forms one of the definite items in the programme 
ot the allied nations. At the same time, it is impos- 
sible to refrain from drawing attention to two other 
matters in which neutral capital in Russian is mostly 
concerned, although as the information is derived 
from another German source its accuracy is open to 
suspicion, particularly when applied to neutral coun- 
tries. Both cases refer to Moscow, the Town 
'Council of which has endeavoured to expropriate 
the local undertaking of the Petrograd Electric 
Lighting Co. of 1886. The first relates to the Bel. 
gian Electric Central Station Co., which sought a 
concession to compete with the former and lodged 
a deposit of £100,000. It is now alleged that the 
Moscow Town Council has declared the contract 
with the Belgian company to be dissolved, and the 
deposit forfeited through non-fulfilment of the 
agreement. In the second case, the Town Council 
is said to be opposing the prolongation of the con- 
cession of the Swedish-Danish-Russian Telephone 
Co., in which neutral capital is principally interested. 
It is known that the Germans take pleasure in 
attempting to sow discord among the Allies, and 
between the Allies and neutral countries, and the 
present examples may represent further efforts in 
this direction. At any rate, if any excess of zeal 
should be manifested by the Moscow Municipal . 
Council, which has already experienced the steady- | 
ing effects of the Government in regard to the pro- 
posed expropriation of the local electricity works, 
it is probable that the Ministerial Council will only 
permit of the adoption of such measures as would 
be justified by the circumstances of each individual 
case after mature consideration. 


WITHIN the last few weeks the 
price of crude rubber has had fre- 
quent and erratic fluctuations, but 
the outlook remains very much involved. What 
with political and war uncertainties, and the fact 
that the manufacturing trades over the summer 
months are usually in a more subdued condition, 
while buyers do not care to anticipate their needs 
far ahead, the future course of the market is rather 
problematic. In the earlier part of the current 
month there was no mistaking the prevalent feeling 
of depression, while considerable quantities of un- 
sold plantation rubber were awaiting disposal on 
the spot. Prices fell to about 2s. 23d. for No. 1 
latex, but recovered at one time to nearly 2s. 5d., 
which has been followed by a renewed break, 
although the market has latterly shown more stay- 
ing power, thanks to evidences of an improving 
demand from the home trade and for export to the 
Continent. The more recent buying was more 
centred on smoked sheets, the value of which 
description has ruled comparatively irmer, and now 
stands practically on a par with No. 1 crepe. "There 
has been more interest, too, in the lower-priced 
erades of crepe rubber. The June imports were 
comparatively small against the same month last 
year, with the receipts from wild rubber producing 
courtries again disclosing a falling off, and the 
Liverpool and London stocks showed an appreci- 
able reduction, but recent arrivals have been more 
liberal, and the supply is seemingly, on the whole, 
keeping well ahead of the demand, so that there is 
not a very hopeful feeling as to the stability of the 
market, although prices are relatively low. Holders 
of spot rubber seem rather keen to lighten their 
stocks, and buyers are cautious. The absence of 
any American revival of inquiries is undoubtedly 
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being felt, and until buying from that quarter re- 
asserts itself, unsettled conditions must be expected 
to continue, though the worst of the depression has 
credibly been seen, judging from the fact that prices 
for next year's deliveries remain at a fair premium 
over the value of spot rubber. Whereas the recent 
exports to American ports were relatively small, as 
compared with the abnormally heavy returns in the 
same period last year, the quantities sent to France 
and to Russia were of respectable dimensions, and 
prospects as regards the outlet in these countries 
are considered pretty good. Home consumers 
sem more disposed to lay in stocks for future needs 
at the present level of prices, but trans-Atlantic 
manufacturers are, apparently, still drawing on their 
old stocks, as usual, till towards the autumn. There 
is evidently less anxiety in that quarter as to future 
supplies, while fairly large quantities are on the 
way. It is estimated that the Eastern shipments 
for the past month were about 9,200 tons, making 
an aggregate of, roughly, 55,000 tons for the first 
half of this year, comparing with about 6,000 tons 
and 41,000 tons for the corresponding periods last 
year. There has been more doing lately in Brazilian 
descriptions, and the price of hard Para has risen 
to а rather stiff premium over the value of best 
plantation rubber. This feature is somewhat 
puzzling in view of the keen competition. of planta- 
tion grades, although it is chiefly due to the limited 
supply available. 


_A FEW months ago we drew atten- 
tion in these columns to the import- 
ance of the study of industrial 
7 fatigue, in connection with the con- 
ditions of working under high pressure which have 
been brought about by the war, and to the excellent 
Memorandum issued by the Health of Munition 
Workers' Committee on this subject. The report of 
the Chief Inspector of Factories and Workshops for 
the year 1915, which was recently issued—a mere 
shadow of its former self, owing to the exceptional 
demands upon a depleted staff—contains some inter- 
esting references to this matter, showing that there 
seems to be a more general recognition of the 
advantages of a week-end rest. Sunday labour has 
been found to be unsatisfactory; not only has it a 
detrimenta] effect upon the physical condition of the 
worker, it also often results in loss of time on other 
days of the week, and the Ministry of Munitions 


adustrial 
Fatigue. 


considers it preférable to work a moderate amount. 
of overtime during the week, with a break on Sun- 


day, rather than to work on from day to day. Where 
Possible, work is conducted continuously on a sys- 
tem of two or three shifts, though the shortage of 
skilled labour has necessitated working overtime in 
some cases; but the Home Office keeps a tight hand 
on the amount of overtime allowed. It is pleasirig 
to note that, in spite of the long hours and con- 
tinuous pressure, no evidence has been observed 
(except in the case of foremen and managers, and 
seme of the older workmen) that the strain has pro- 
duced any ill-effects upon the workers; there have 
been indications of fatigue, but this is quickly over- 
come by a temporary rest from overtime, and the 
system of watching workers and affording them 
temporary relief whenever undue signs of fatigue 
are shown is recommended by the Home Office. 
The great improvement in the care devoted to the 


val в | 
welfare of the workers, the provision of canteens 


and mess-rooms, and arrangements for dealing with 
nt of injury and sickness, are welcomed by the 
nspector as most important developments which 
are likely to remain after the war; as Miss Ander- 
son, the principal lady inspector, remarks, these 
reforms are partly due to the “© general awakening 
to the dependence of efficient output on the welfare 


of the human agent." We t t th 
Win dee (om im rus at the lesson 


NOTES ON ELECTROPLATING. 
By 8. V. THORP. 


(Concluded from page 61.) 

Vats and Tanks Used in Plating.—The plating-vat. may 
be constructed of either wood or iron. For nickel, silver, 
cold brass, copper, or zinc solutions, a wooden vat is used, 
having an outer casing made of deal or pine of suitable 
thickness, grooved and feathered and bolted at either end 
with iron plates. The whole is then lined inside with 
chemically pure lead, and the joints are burnt, not soldered 
together, as soldering introduces tin, which will injure the 
solution, and may set up electrolytic action in combination 
with the lead. Inside this is a lining of match-boarding, 
which is fitted in loose to allow for expansion when filled 
with liquid; otherwise it would burst, due to its swelling. 
For hot solutions of brass, copper, tin, or zinc, an iron vat 18 
used, in which the solution is kept hot hy means of a steam 
coil placed at the bottom of the tank, the number of con- 
volutions in the coil being arranged according to the steam 
pressure and size of tanks. When an iron vat is used a 
wooden frame should be placed on the top, and earthenware 
insulators are fixed to carry the brass rods, from which are 
hung the anodes and articles to be plated. The anode plates 
for the vats are sometimes cast or rolled, but in all 
cases they must be perfectly pure, aud they are hung on 
the rods with hooks, the shape of the plates and hooks 
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being illustrated by fig. 1. The scouriug and swilling 
trough is made of wood, and lined inside with lead, a 
constant supply of water from a tap or pipe being run into 
the trough. Thedipping pans are usually of stoneware, and 
vary according tothe work. The potash, or cleaning, tank must 
be made of iron, the best quality being essential, owing to 
the constant heating required. The sawdust pans are made 
with a false bottom to contain water, which, while keeping 
the sawdust hot, prevents it from being burnt. 

Cleansing of Articles before Plating.—Before articles are 
plated, they need to be chemically clean, or the deposited 
metal will not adhere to them properly. For this reason, 
after the article is received from the polisher, it is wired 
and placed in the hot potash tank, and well rubbed with a 
mop, to ensure all grease being removed, such, for example, 
as may be due to handling. On being removed from the 
cleansing solution, the article should be well scoured with 
pumice powder and water. It can then be placed in the 
plating vat, but since an almost imperceptible film of oxide 
may have formed on the surface of the article, it is advis- 
able to dip brass or copper articles for a second or two into 
a cyanide dipping solution ; this ensures the deposit adhering 
firmly. For iron or steel articles it is better to use a 
hydrochloric acid dip, and for cast-iron the hydrochloric is 
replaced by sulphuric acid. 

The process of cleaning work preparatory to plating by 
an electric current has proved successful, and it is being 
adopted in works which have to deal with large quantities. 
The solution, which is worked hot, consists of special salts ; 
the anodes consist of carbon, and the resistance board is so 
constructed that the current may be reversed without 
removing the articles from the vat. The work is wired as 
for plating, placed in the vat, and the current adjusted so 
as to cause a rapid evolution of gas at the work being 
cleaned, and as this rises to the surface of the solution it 
will carry with it grease and dirt in the form of a dirty 
scum. As soon as the: work appears discoloured, the 
current .must be reversed, and the work becomes the 
anode. This reversing of the current removes the oxide 
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formed on the surface of the work, which will appear quite 
bright and chemically clean. When removed, the work is 
well swilled in cold water, dipped for a second or two into 
one of the acid dips, according to the material of the work 
cleaned, and then transferred to the plating vat. 

Nickel Plating.—Nickel plating is, perhaps, carried on 
by manufacturers more than any other plating process in 
connection with their other processes. Assuming that we have 
some articles to plate—for instance, the parts of a cycle— 
as received from the polisher, they will be sure to have a fine 
film of grease upon the surface. The articles are wired and 
are then hung in boiling caustic potash, well rubbed with a 
mop, taken out, and well swilled in cold running water. 
They should then be thoroughly scoured with pumice powder 
and water ; when finished, the water should hang to all parts 
of the articles in the: same way as oil would. Тһе articles 
in this case being steel, are dipped for a second ог so in the 
hydrochloric acid dip, rinsed thoroughly, and immediately 
transferred to the vat, with the current on, and left for one 
to three hours according to the thickness of deposit required. 
If the solution, which is worked cold, be agitated, the articles 
will only require to be in the solution half the time required 
in a stationary solution. Whilst the deposit is going on, 
the rods should be occasionally lifted or tapped to release 
the gas which forms on the articles, but where the solution 
is agitated, the tapping of the rods is not required. The 
articles are now removed from the vat, swilled well in hot 
water, then rubbed dry in sawdust, and if the work is pro- 
perly carried out a rich silvery deposit is the result. 

Nickel plating is done directly on iron or steel, but for 
high-class work and certain special goods it is best to 
copper-plate the article first. То do this, the article is pre- 
pared as for nickel-plating, then placed in the copper vat. 
and when the desired thickness is obtained, it is taken out, 
well scoured, rinsed, and placed in the nickel vat. This 
gives a much better looking deposit, and one that wears 
better than a nickel deposit direct on the steel or iron. In 
re-plating, it is always advisable to remove old nickel from 
iron or steel by polishing, or a much quicker and simpler 
method is by using a nickel stripping solution, which in a 
few minutes strips a coat of nickel which may have taken 
an hour or two to deposit, and, moreover, does not damage 
the article, as in other processes. In these cases, the work to 
be stripped is used as the anode, and the cathodes must he 
of sheet-lead or carbon. 

Copper and Brass Plating.—In copper and brass plating 
the preparation of the articles is the same as for nickel- 
plating. For coppering there are two well-known solutions, 
the acid copper solution, which involves the use of copper 
sulphate crystals, and the copper cyanide solution, in which 
copper carbonate and potassium cyanide are used. With 
the acid copper solution, excellent copper can be deposited on 
copper, brass, lead, or metallised moulding materials such as 
compounds of wax, but not upon steel, iron, tin, zinc, or 
metallic alloys which are more electropositive than copper, 
and for the latter it is necessary, first, to copper-plate in the 
cyanide bath, afterwards transferring to the acid bath. 
Although for a given deposit in the cyanide bath more 
electrical energy is used than in the acid solution, the rate 
of deposit per ampere-hour is just double. The cyanide 
bath should be worked hot, about 135° F., as it has an 
extremely high resistance at ordinary temperatures. By adding 
zinc carbonate to the copper cyanide bath, a brass deposit of 
varying colour, depending on the amount of zinc present in 
the solution, can be obtained. The best results for electro- 
brassing are obtained by first giving the articles a coat of 
copper; when well coated, scratch-brush, and place in the 
brassing vat till the desired thickness of deposit is obtained. 
In using potassium cyanide or its solutions, great care is 
needed, as it is a strong poison, and blood-poisoning will 
probably result if a cut or scratched hand comes in contact 
with the solution. 

Silver and Gold Pluting.—¥or silver plating, the solu- 
tion consists of silver chloride dissolved in potassium 
cyanide. The work is prepared as before, only before being 
placed in the silver vat the articles are dipped in an 
amalgamating solution composed of mercuric salts, for a 
few seconds, until they show a whitish appearance, then 
well swilled in water, and placed iu the silver vat. After 
being in the solution a few minutes, and coated over, they 


are taken out, swilled, and scratch-brushed, immersed again 
in the amalgamating solution, and put in the silver vat till 
the required thickness is obtained. For gold plating- the 
electrolyte varies greatly, depending on the class of work 
and the colour desired, &c. Gold baths are usually made 
by dissolving gold chloride in a potassium cyanide solution. 
In plating with cheaper metals, the anode surface is large 
enough to keep the solution up to full strength, but in 
gold plating this is not always the case, on account of the 
high cost of the anodes. They are usually much smaller 
than the article being plated, and the solution is consequently 
reduced in strength as plating progresses, so it is necessary 
to watch the bath carefully, and to strengthen the solution 
from time to time. Some baths are worked hot, and some 
cold, and the proportion of gold necessary depends on which 
method is used. With a cold bath the stronger currents 
give the darker deposit, while in the hot bath the tempera- 
ture determines the colour, the higher temperature giving 
the darker colour. 

Electroplating with gold requires great skill, because the 
metal is so valuable that the plater must use every means 
possible to produce the required results with the least pos- 
sible amount of metal. 

Zine Plating.—For the electrodeposition of zinc, the 
solution can be worked hot or cold. Cold electrozincing or 
electrogalvanising is perhaps used most, and is specially 
suitable as an ** anti-rust " coat upon articles such as screws, 
washers, staples, tubes, rods, &c. The deposit is clean and 
smooth, and if a dull finish is required, the article has an 
excellent appearance ; if a bright finish is wanted, scratch- 
brushing following the plating gives the required bright- 
hess. 

Barrel Plating.—The mechanical plating of small articles 
in a revolving barrel is a great saving in a shop where large 
quantities of small articles are constantly being plated, as 
the articles do not need to be wired, which in itself isa 
great saving in time and labour. The barrels revolve at 
from 15 to 30 revolutions a minute, depending on the size, 
shape, and number of articles put into them, but in all cases 
there must just be a sufficient number of articles to allow 
them to roll, but not to be carried round with the barrel. 
The barrels are usually constructed with wooden bottoms 
and perforated celluloid sides, the perforations being of such 
а size as not to allow the articles to fall out. "The barrel 
in some types is raised and lowered by means of a rope and 
pulley block, the articles being emptied into a sieve. A 
very good arrangement is to have the apparatus so arranged 
that, after plating, the barrel can be turned right over into a 
swilling tank and revolved in it by the same shaft, thus 
preventing all risks of articles becoming stained due to their 
not being thoroughly rinsed. 

While articles are receiving their deposits, the continual 
rubbing gives them a high polish, and the deposit is also 
close in grain, due to the constant rubbing, making the 
deposit more durable. 

It is impossible to get articles burnt by this process, and 
the anode surface should be as large as possible, owing to 
the large amount of surface of the articles in the barrel. 
For drying-out purposes, a revolving sawdust barrel is some- 
times employed ; the barrel is so constructed for the special 
purpose of keeping the sawdust hot and dry during the 
whole process of drving-out. It has an inner and outer 
casing, between which is water to prevent the sawdust 
from burning. E 

Method of Plating Inside Metal Vessels.—'To plate inside 
metal vessels, such as jugs, sugar-basins, presentation cups, 
&c., fig. 2, the article is filled with the solution, and the 
anode-plate is hung by suitable means inside it. If the 
edges of the article are defective, as they sometimes are, and 
to provide for plating at a point not reached by the solu- 
tion, a method known as “ doctoring " may be practised, by 
which the anode—or a portion of it—is swathed (with a 
piece of stick to stiffen it) in a few coverings of calico, and 
attached to the + pole of the generator, while the article 
to be doctored is attached to the — pole. By continually 
dipping the covered end of the anode in the solution, and 
gently rubbing over the spot to be covered, a fair 
coating will result in a short space of time. It 
is essential that the cloth be kept ‘continually 
impregnated with fresh solution during the operation, 
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when, їп a few minutes, sufficient metal should be 
deposited to stand burnishing or finishing, and if care is 
taken the faulty place should not be discernible. 

Parcel Plating and Sand Blasting. —'The plating of 
articles in two or three colours is done by stopping off the 
part of the article which does not require to be plated. 
For example, take a copper plate, some part to be left copper 
colour and the other silver; the part that requires to be 
left copper is varnished with stopping-off varnish, and 
when thoroughly dry the article is cleaned and put in the 
silver vat, until the desired thickness of deposit is obtained. 
It is then swilled and dried out in sawdust in the usual 
vay. When dry, it is placed in turpentine till the varnish 
is softened, and can be brushed off. It is then well cleaned 
and dried, when it is ready for burnishing or finishing, as 
desired. Articles of jewellery are done in a similar manner. 
For example, if gold flowers are required on a silver brooch, 
the part which does not require to appear gold is stopped off 
and treated as just described. — | 

Articles that require a frosted appearance, such as cigar 
and cigarette cases, match-boxes, &c., are sand-blasted, and 
if material of suitable size is used, a fine or coarse matt 
appearance can be obtained, 


ELECTRICITY SUPPLY AT HOLMFIRTH. 


THE official inauguration of the Holmfirth Urban District 
euncil's electricity undertaking took place on Saturday, 
the 15th inst., when the generating station and equipment 
were inspected hy the Electricity Committee. 

The question of lighting the town and district by elec- 
tricity was publicly considered in 1911, when the ratepayers 
adopted a resolution to apply for a provisional order, which 
derision was later confirmed by a plebiscite of the rate- 
pavers, ! 

The provisional order was obtained in August, 1912, and 
negotiations were opened with the Yorkshire Electric 
Power Co. with a view to obtaining a supply of electricity 
"in bulk " ; local opposition to the scheme asserted itself, 
however, and as it seemed probable that the Yorkshire 
Electric Power Co. would not be in a position to give the 


town, and provision has been made for probable extensions 
in the future ; the plant consists of direct-current generators, 
driven by gas engines supplied with producer gas, working 
in conjunction with a small battery. 

The gas-producing plant is placed in a shed which 
adjoins the generating station, and consists of two 
open-hearth suction producers, of Messrs, Crossley Bros.’ 
latest design, having several novel features. One useful 
feature is the arrangement of pipe connections, by which 
either engine can be run from either plant merely by 
closing and opening isolation valves: the gas generator is а. 


MAIN SWITCHBOARD, HOLMFIRTH. 


cylindrical vessel, lined with firebrick, the fuel being 
supported on a stepped grate, so that the fuel bed is in full 
view of the operator. 

By an ingenious arrangement of water siphon, the amount 
of steam generated is automatically governed by the load 
on the engine. The water necessary to generate the steam 
passes through several gilled tubes in series, receiving 
an increment of heat from each tube, and finally overflows 
into a “ flash " tube, where it is flashed into steam. 

On its way to the scrubber for cooling and cleaning, the 
hot gas is made to pass through two 
cascades of water which form the over- 
flow to the scrubber: by this means 
the heavier impurieties are removed 
before the gas reaches the coke in the 
scrubber. 

The gas engines are of the Crossley 
horizontal type, developing 190 B.H.P. 
(maximum) ара 95 n.H.P. (maximum) 
respectively, and both running at 190 
n.P.M. The larger one is а double- 
cylinder engine, while the smaller one 
has only one cylinder : the cylinders are 
all of the same size, which obviates the 
need for holding a large stock of spare 
parts. 

The engine governing is of the 
“variable admission" type, in which 
the main inlet valve itself becomes a 
throttle ; impulses are not only given to 


GAS-ENGINE-DRIVEN GENERATORS, HOLMFIRTH ELECTRICITY WORKS. the engine at each working stroke, but are 


proposed supply for some few years, the original scheme was 
dropped. | 

The Council accordingly decided to establish an electricity 
works of its own in Holmfirth, and, an Electricity Com- 
mittee having been appointed, tenders for the entire 
generating equipment and complete installation were called 
for, to the specification of Mr. A. B. Mountain, and the 
contract was ultimately awarded to Messrs. T. W. Broadbent, 
Ltd., of Huddersfield.. The Council is to be congratulated 
оп having allotted the work before the recent heavy increase 
ш the costs of all engineering materials took effect, although, 
as a matter of fact, the formal contract was not prepared 
until March, 1915. : | 

Theelectricity works are situated near the centre of the 


certain, at any position of the governor. 
The electric generators are of Messrs. Broadbent/s well- 
known “D” type, and are belt-driven from the engine 
fly-wheels. The larger of the two generators has an output 
of 100 Kw. when running at a speed of 625 R.P.M., and the 
output of the other is 60 KW. when running at a speed of 
640 R.P.M. The generators have auxiliary poles, and are 
cach fitted with three bearings of the automatic ring oiling 
type. We understand that the temperature rises of the 
windings, taken at the end of the full load test-run, were— 
in the case of each machine—well below the limits laid 
down by the “ E.S.C." : 
The three-wire system of distribution is employed, with 
a declared pressure of 440 volts across the outers, and 
the neutral earthed. A rotary balancer by Messrs. Broad- 
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bent is employed to maintain electrical equilibrium 
between the two sides of the system, and there is a 
small Chloride battery to deal with the night load. 
This battery consists of 250 * HLG 3/5” type cells in 
glass boxes; sufficient margin has been allowed in the 
dimensions to meet, the possible requirements of additional 
capacity at some future date. The battery is capable of 
discharging at the rate of 104 amperes for one hour, or 
20 amperes for 10 hours; for charging it, a three-wire 
motor-driven booster, supplied by Messrs. Broadbent, is 
employed. | 

The switchboard consists of eight panels of enamelled 
slate; three generator panels (one of them being blank at 
present), one battery panel, one balancer panel, one booster 
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panel, four feeder panels, and two street-lighting panels ; this 
also was made throughout by Messrs. Broadbent. 

The distribution has been carried ont on the three-wire 
system, by means of overhead mains, on steel poles in the 
centre of the town and on wooden poles in the outskirts. 
It may be mentioned in this connection that the arrange- 
ment of poles, struts, stays, and brackets has been carried 
out in a specially-secure manner suited to the peculiarities 
of Holmfirth, where acute angles and steep hills present 
problems requiring more than an ordinary amount of 
thought and attention. The poles also serve as standards 
for the street-lighting fittings and lamps, the street lamps 
being controlled by automatic time-switches, which are 
‚ affixed to the poles when required. 

House services are tapped off the overhead wires, and the 
tappings are taken into the consumer's houses (usually into 
the upper storey) through porcelain leading-in tubes. The 
charges for current are 6d. per unit for lighting and 2d. per 
unit for motive power, heating or cooking ; and they are 
not unreasonable, in view of the present high prices of 
fuel, &c. | 

Already there is a fair demand for current for lighting 
purposes, and if the demand grows as it is expected to, the 
undertaking should, under the capable Management of 
Mr. A. C. Bott, the-engineer to the Council, prove a practical 
success. The capital charges are not excessive, and it is 
likely that the ratepayers will in time be rewarded for their 
enterprise. | 

We are indebted to Messrs. T. W. Broadbent, Ltd., for 
the particulars and views here given. 


Patents and Alien Enemies,—Licences have been granted 
by the Board of Trade to Messrs. Edgar Allen & Co., Ltd., and the 
Rapid Magnetting Machine Co., Ltd., in respect of Patents 
Nos. 14,082/08, granted to Ullrich, and 17,459/09, 29,201/11, 
29,224/11, 29,230/11, 4,595/13, 14,426/13, 14,427/13, and 24,353/13, 
granted to Fried. Krupp A.G. Grusonwerk, 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Lamp-locking Batten Holder. 


In response to the very considerable demands of the trade. 
MESSRS. LAMLOK, of 18, Ranelagh Gardens, Hammersmith, W.. 
have now introduced a lamp-locking batten holder, which we illus. 
trate in fig. 1. It will be seen that this fitting consists of a flange 
piece for fixing on to the batten, with a short-distance piece screwed 
on to it, while the lampholder is attached to the other end of th 
distance piece by means of a suitable screwed clamping ring. : 

The lamp lock is of the makers’ well-known “pin” pattern, the 
pin screwing through the lower flange of the distance piece into 


US 


Fig. 1.—LAMP-LOCKING BATTEN 
HOLDER. 


the holder, and pressing on the lamp top, thus preventing the lamp 
from being lifted in the bayonet socket and removed. The pin is 
turned by means of a small key, shown in our view. 

The batten holder is solidly made in brass and machined all over. 


Hand-operated Starting Compensators. 


The BritisH THoMsoN-HousTON Co. Ітр., of Rugby, have 
issued а new list, No. 5,250, dealing with type N R hand-operated 
starting compensators, for two and three-phase squirrel cage 


Fig. 2.—B.T.H. WALL-TYPE STARTING COMPENSATOR. 


induction motors. These are designed to reduce the excessive 
starting current of such motors without unduly reduoing the 
torque, and consist essentially of an auto-transformer in which a 
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tapping is taken off the winding at a suitable point to secure the 
nyuired reduction in voltage. | 

Such compensators are suitable for 25, 334, 40, 50 or 60-cycle 
squirrel cage motors of up to 750 Н.Р. on pressures of from 95 to 
4.40 volts and are built either in wall suspension or floor types, 
the latter being for large sizes. 

The switch handle has three positions : " off," “starting " and 
“running. An automatic low-voltage release is fitted and. if 
desired, overload relays can be provided as also push-button stops. 
In order to meet different starting requirements, the starting volt- 
are can be vanied by means.of the several taps provided on the com- 
yensator winding, The compensator and oil switch are enclosed 
шв CIL сме, with the switch, which is of the oil-immersed 
iwpe. underneath in the wall pattern and on the top in the floor 
pattern. 

The largest compensators, owing to the currents dealt with, have 
з separate sheet-iron control panel carrying the switches, ammeter. 
curent and potential transformers, and are provided with steel 
franework and expanded metal screens. 


SEARCHLIGHT CARBONS. 


Is a lecture delivered at the U.S. Coast Artillery School. last year, 
Mr. В. B. Chillas dealt with the subject of searchlight carbons ; the 
отіп is an abstract of his remarks, which were reprinted in 
the Journal of the US, Artillery :— 

The principal considerations governing the choice of the proper 
cartons for searchlight requirement are that the positive crater of 
Че are shall be maintained at the focal point of the parabolic 
miror. and that the lamp mechanism and the carbons shall be яо 
co-ordinated as to bring about this condition with the minimum of 
attention on the part of the operator. The essential requirement 
for this ig that the lamp mechanism shall advance the carbons at 
a: nearly as possible the same rate as that at which they are 
cet umed. i 

The types of lamp mechanisms available are those that have :— 

l. A fixed feeding ratio. ' 

ЗА variable feed ratio, under control of the operator. 

3. A semi-automatic feeding mechanism. (See Beck lamp). 

The first type largely predominates. and since this presents the 
o severe carbon conditions, the discussion will be confined to 
tals type only. : 

К he basis upon which the present work was carried out is that 
i fanction of the, positive carbon is to produce a light of the 
d efficiency. steadiness. and concentration, while the 
ee carbon. which is the more important from an electrical 
р, mui maintain а steady arc, cause the least possible 
a e in the efficiency, and permit the required degree of control 
inear burning ratio of positive to negative. 

we desired searchlight arc should excell in the following 

particulars : — | 


Es Pus positive crater, with high current densities, and thus 
вз at er temperature throughout the crater area, which gives 
я nasic brilliancy : (2) small negative carbons : (3) long are 


«uyth : i : : 
i ue (4) uniform mixture of carbon, so as to help evenness of 


ut Е discussion mainly concerns the first three of these. 
and ore E of the last is fully realised by the manufacturer, 
nct 9t be taken up at present. | 
ee aic tests on the present standard sizes it was found 
{су ai, ne 19 on the negative shell, instead of on the core, 
a hh velot: BE from а very small bright spot, apparently as 
lf thi y blast, in a direction normal to the carbon surface. 
күү сов the positive. the stream is straight, 
and “J, ++ И not, the arc must bend toward the positive, 
eee hissing, and rapid wanderings of the arc occur, 
Fora iat in an outrage (arc break). 
еш ae (0-volt arc, the diameter of the negative spot 
" it [ ш. to 10 in. (1'8 to 2°5 mm.), corresponding to a 
> density of 25.000 to 50,000 amperes per sq. in. (3.900 to 
tf Ue dees Pad 84. em.) The diameter and the current density 
im жыш ^ mht spot or arc crater are, respectively. 'S in. 
te m), and 1, amperes per sq. in. (62 amperes per sq. cm.). 
foreign 10-am arge negatives, such as the G. E. 36-in. and the 
: pere тА mm. or similar larger ones (current densities 
Vadit x er sq. In. or 20 amperes per sq. em.). the pre- 
ктеп Mighty К the tip of the negative is blunt and founded. or 
| Upped with cored negatives. With such a Shape. 
unsteadiness and troublesome burniny are almost 
octopus е appearance of the positive crater reminds 
*ficieney at auch With many rapidly-moving tentacles. The 
nevative finally be mes is very low, 30 per cent. of normal. The 
steady for 20-30 Comes sufficiently rounded, and the arc becomes 
* -3 minutes of minutes, to be followed by another spasin of 
of à trim. The Poor burning : this cycle repeats through the life 
'runble - it appen лт сап Чо very little to overcome such 
iced ө һе due mainly to a faulty choice of sizes. 
at very good ‘steady arcs occurred provided 
Warder wag imini point was obtained, on which the tendency to 
**sential : that such hed: that the core in the negative is non- 
аги] this, if im ae carbon would probably be of small diameter. 
пабоч region ioe give an added advantage in that the 
heavily copper. to the negative, would :be decreased. Some 
“ated solid carbons with diameters 4, § ii 
а , $, and i in. 


_ carbon. 


(13, 16, and 19 mm.), were tried on the 60-in. lamp at 200 amperes. 
These indicated the value of the small nerative. 

With a properly-chosen grade of carbon, the negative bright 
spot scarcely wanders from the tip of the carbon ; in fact, a small 
graphitised " wart " about 0°10 in. in diameter forms on the end of 
the carbon, and the arc peristently stays on this tip. 

On the G. E. 60-in. lamp. using 2-in. diameter positive and 1#-іп. 
negative, at 175 or 200 amperes. the arc on the positive wanders 
sufficiently to keep a fairly well-formed carbon crater. though the 
actual arc crater or hot spot does not nearly cover the end of the 
This necessarily leads to unsteadiness and poor efficiency 
in the searchlight beams. 

Withanegativeasabove described, theare stream is directed steadily 
at a spot on the positive, where a bright, sharply-defined are crater 
appears, and a very deep crater may form (if the positive is large). 
until finally the tip of the negative is within the crater, and the 
arc burns against the sides, tending to vive a somewhat spherica 
hole within the positive. . | 

A material improvement could be made by decreasing the size 
of the positive. An interestiny series of observations was obtained 
on crater formations under different conditions, using high-rzrade 
positive carbons with a small 418-C core and §-in. copper-coated 
coke solid negative. at a current of 200 amperes and 68- -7U volts. 


Carbon 


diameter, in, Crater characteristics, Sead i ness, 


го. Rounded end of carbon, arc crater over- Very poor. 
lapped end, hissed badly. 

125—125. Nearly flat crater, sharp edges. Fair. 

1:375 Good cup-shaped crater. sharp edges. are Excellent. 
crater nearly covered the carbon crater. 
Best general condition. 

050—1:625. Deeper crater, outer edges slightly Good. 

rounded, vood general condition. 

p75 —-2'00. Crater very deep. with nearly parallel Erratic. 
sides. May be wider at bottom than гоо, or 
at mouth. Nevative tip within crater, very poor. 


very noisy, outer edges more rounded. 


As the diameter increases, spindling and the rate of consumption 
decreases. 

Another series of tests with 1 3-in. positives and §-in. copper 
covered negatives, and varying the current and voltave slightly, 
gave the following :— | 


Current, Are voltage. 
Normal == 200amps. Normal -- 68 volts 
Normal — 200 ,, Lowered —- 66 


Crater formation. 


Normal 
" Tends to deepen 


Normal —- 200 ,, Raised — 70 ,, Tends to flatten 
Raised — 210 ,, Normal — 68 ,, Tends to flatten 
Lowered — 190 ,, Normal — 68 ,, Tends to deepen 
Raised — 210 ,, Raised — 70 ,, Flat, unsteady 


Lowered — 190 ,, Lowered -- 66 ,, Rapidly deepens 

While the crater formation is controlled principally by the 
carbon size, the influence of the texture of the carbon must be con- 
sidered at the same time. The first question that enters with 
changes in texture is that of spindling. А carbon of sufficient size 
must be selected such that when it has spindled to its natural shape 
the end will be large enough for the crater. 

The are crater should almost wholly occupy or cover the end of 
the positive carbon, so as to form a symmetrical cup-shaped carbon 
crater. This vives a sharply defined beam of high efficiency. since 
there is no low temperature radiating surface facing the mirror at 
the focus. Furthermore, the crater being definitely located on the 
end of the carbon, it cannot wander laterally out of focus, and 
hence there results a steadier beam. 

A further improvement has also been made by cutting down the 
size of the core hole in the positive. With the new steady neva- 
tives. the positive core areas have been reduced to 25-3U per cent. 
of the former sizes. 

The negative carbon is the more important from electrical con- 
siderations. The -maximum operating arc voltare with a given 
kine voltare is measured by the permissible number of outrages, or 
arc breaks. within a viven time. 

In tests to determine the proper size, it was found possible to 
choose a plain negative, which will have the capacity to carry con- 
tinuously such a current as will give a positive crater covering the 
tip. А carbon of this size. however, will tend to burn blunt. and 
hence is unsteady. This statement applies more particularly in the 
ease of currents above 75 amperes for reasons which will be dis- 
cussed below. Smaller carbons tend to spindle excessively, but 
the steadiness usually improves as the tip becomes pointed. For 
100-110 amperes а l-in. diameter carbon is about at full load, and 
spindles approximately 3 in. Increased current carrying capacity 
is therefore required. and may be secured as follows :—- 

1. By increased diameter. This is in the direction away from 
steadiness. as shown above. 

2. By changes in mix. "This is also expensive and of very 
limited range, as shown by years of almost vain efforts to get 
satisfactory results with the present sizes. 

3. By copper coating. This is by far the simplest and offers a 
much wider range of control and better burning conditions than 
any of the above. 

With positives chosen as above described, it has been found that 
by successively decreasing the size of the negative and at the same 
time increasing the amount of copper coat, the necessary current 
carrying capacity can be maintained and a tip shape increasingly 
favourable to steadiness is obtained. 

It has been found that beyond a certain point further increases in 
the amount of copper give a relatively small decrease in resistance. 
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The best neyative is such a one as will require somewhat less than 
"003 in. copper to give satisfactory continuous operation. 

Quite an appreciable change may be made in the rate of con- 
sumption, either by changing the amount of copper or by slight 
changes in diameter from that which gives the test steadiness. 

It was found that with positives and negatives selected as above 
described, the natural burning ratio, while increasing as the size of 
carbons increases, із ог can be made to be essentially 1 to ] for a 
large number of the usual sizes. with but little or no sacrifice in 
efficiency. This feeding ratio appears to be quite generally 
standard among the principal lamp makers, except that one large 
American manufacturer, who has supplied a number of lamps to 
both the Army and Navy, has used a 1°65 to 1 ratio for a number 
of years. 

Average figures from tests in the present С.Е. mechanism show 
the following burniny-hour results :— 

Size in inches 
60-in. 13 х 15 Pos. 
36-in. 13 х 10 ,, 
21-in. 1x I0, 
Small lamps, 18-, 13-. and 9-in. 


300-375 Hrs. 
275-330 n 
FODD n 
300-350 — .. 

The advantages in operation greatly outweiyh the somewhat 
short life. 

An important feature is that a larger volume of positive carbon 
is consumed fora given volume of negative carbon in tbe larger 
sizes than in the smaller ones. 

It has been found that the cross section of a copper coated 
negative which will burn with a well pointed tip and which lies 
in the region of the best control of the copper coat, is proportional 
to the current plus a constant. 

With positives selected to have a crater covering the tip, 
it is found that the current density increases as size increases. 
Since the radiating surface per unit volume decreases. and the 
wattage per unit volume when the carbon has burned to shape 
rapidly increases with increase in diameter. the operating tempera- 
ture of the tip tends to rise, and thereforethe rate of consumption 
of the. positive increases at a rate more than proportional to the 
current. 

If it is desired to maintain a given lamp feeding ratio, the 
diameter of the positive must increase faster than the current, in 
order to keep the crater at the focus. 

The 1-1 lamp feeding ratio chosen most nearly fulfils the require- 
ments of good burning. for normal grades of carbon in the range of 
currents between 50 and 125 amperes. The sizes of positive to give 
1-1 burning ratio at 150 and 200 amperes are too large for the best 
burning conditions, but since the 15U-ampere size is nob much used 
in American practice, though quite gommon abroad, the 1-1 ratio 
has been adhered to for this trim. 

For the 200-ampere size, 63-70-arc volts. the best positive is about 
35 mm. (13 in.) and with a 16-mm. (i-in.) neyative. the burning 
ratio is about 1°35 to 1. For 1-1 burning the positive must be 
40-41 mm. (15 in.) in diameter. The smaller size is preferred. 

For currents less than 50 amperes and a 1-1 ratiolamp. the positive 
must he smaller than that required by the crater conditions. 
Decreasing the negative leads to short life, since the available 
burning length is ordinarily rather small. Hence а slivhtly faster 
burning positive has been chosen for these smaller sizes. 

In connection with the above discussion, it has been found that a 
10 per cent. variation either side of the rated current may be made 
without appreciably affecting the burning ratio. 

The preceeding discussion has been based on steady operation. 

If the operation of the lamp is intermittent, the net result is 
that the rate of consumption of the negative is decreased, viving an 
increase ratio and a tendency towards a positive crater movement. 

It should be noted here that the effect of intermittent operation 
is different with different classes of carbons. 

A few notes concerning the use of the flame are for searchlight 
purposes may be of interest. | 

It has been found that the positive arc crater on an ппргегпаќеа 
flame carbon is of decidedly smaller area than the crater on a pure 
carbon. The carbons for this work are of special design, using a pure 
carbon shell with an impregnated flame carbon core. Only a very 
short length of carbon actually carries the current, and this is 
wholly within the cooling chamber of the carbon holder. 

It should be borne in mind that the current carrying capacity of 
а (metallic) conductor is limited mainly by the operating tempera- 
ture, so that the current can be raised, provided that adequate 
cooling methods are used. 

The negative carbon is also of small diameter. and is properly 
cooled. For example. the carbons now under test in a 150-ampere 
lamp are a 16-min. (§-in.) flume-cored positive, and а 11-mm.(45-in) 
cored negative. The actual positive crater is about 14 mm. in 
diameter, In operation. the negative carbon is inclined at an angle 
of about 20? below the axis. and in such a position that the central 
tongue in the negative arc flame strikes about on the upper edge of 
the positive crater. The positive carbon is continuously rotated and 
fed forward. and forms a symmetrical crater about 10 mm. deep. 
filled with the highly luminescent pas of the flame arc. This vives 
an extremely concentrated light source of high candle-power. which 
is practically ideal for searchlight requirements. 

A comparison of the Beck and the Sperry lamps shows the 
following essential differences: The Beck lamp makes use of a 
spray of alcohol, or other similar hydrocarbon. against the hot tips 
of the carbons. The alcohol ignites. but the temperature of its 
flame is said to be sufficiently below the operating temperature of 
the tips to act virtually as a cooling agent. In addition. the pro- 
ducts of combustion act as a protective sheath. to prevent undue 
oxidation. Since alcohol is not permitted aboard warships. it will 
probably be necessary to use some other material. In the Sperry 
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lamp cooling is accomplished, and spindling prevented by means of 
an air-cooled copper radiator, which surrounds the positive nearly 
up to the tip. Immediately in front of this radiator is a short- 
fused silica tube. out of which about 3 in. to i in. of carbon is 
allowed to project. Air is supplied by a small motor-driven blower 
to this radiator. and also to the negative holder. 

Two methods have been used for candle-power measurements, the 
first being the “ point by point” method, which is both tedious 
and unsatisfactory ; the second is a method developed in-this 
laboratory using the integrating sphere, which, it is believed. will 
prove generally useful for this type of work. 


LEGAL. 


LADY CHEMISTS AND AN ELECTROLYTIC PROCESS. 


AN electrolytic process for the production of caustic potash was 
the subject of an application by two ladies in the Patents Court on 
Thursday last week. | 

Miss E. J. Smith. principal of the Chemical Works, Disraeli Road. 
Willesden, applied for a Boar] of Trade licence to use Patent 11.639, 
of 1910, in the name of Dr. Jean Billiter, of Vienna. Miss Smith 
was accompanied by her chief chemist, Miss Markham. — - 

The Chemical Works, Willesden, is said to be the only chemical 
factory in England run by ladies. Miss Smith has considerable 
electrical experience. She passed at Edinburgh University throuzh 
Prof. Bailey's class in Electrical Envineering, and. indeed, all the 
engineering classes at that University for the B.Sc. (Engineerin: ) 
besides gaining distinctions in the Senior Engineering Class. Mis: 
Markham is a Distinguished Honours student from the Chemical 
Department of Oxford University. 

The process is for electrolysing liquids with kathodes arranged in 
strips, which are provided with covers for carrying away gas and 
permeable to current. the cover enclosing the kathode on all side- 
like a sack. Modifications provide for membranes completely 
surrounding the kathodes in the form of tubes, so that the kathode 
product escapes only by diffusion or electro-diffusion ; tubes о! 
asbestos fibre; and a membrane, permeable to current, stretched 
over the electrodes by weighting with heavy bodies, or rendering 
the kathodes resilient by springs, or other means, to prevent the 
formation of detrimental alterations of shape. or detrimental wu 
spaces. It isclaimed that with the new diaphragm processes for the 
electrolysis of alkali chlorides it is now possible to obtain concen- 
trated alkali solutions with a very good electrolytic efficiency at a 
comparatively low pressure. That progress was led up to by either 
a rational stratification and circulation, or a quick removal of the 
kathode product out of each of the current lines. This type of 
process, however. has the disadvantage that the anode chamber i: 
completely closed by а diaphragm, through which the feed solution 
passes into the kathode chamber. For undisturbed working the 
speed of flow has to be revulated, as the permeability of the 
diaphragm gradually becomes lessened, and the diaphragms require 
cleaning or renewal. necessitating the opening of the baths. On 
the other hand, in the Aussig bell precess of electrolysis without 
diaphragms.. the working can yo on for years without interruption. 
but the current density is low, so that the apparatus is rendered 
larver, and as only small units can be produced it is difficult te 
watch them. The distribution of the feed solution in numerou- 
small cells is complicated, and both the concentrations of lye aud 


| the electrolytic efficiency are lower. 


The patent aims to combine the advantages of both processes 
and to eliminate their disadvantages. The anode chamber is net 
separated from the kathode chamber by any cohesive diaphram. 
the cleansing and renewal are avoided, and yet the work can lx 
carried on with high current densities and good electrolytic 
efficiency. 

Miss Smith conducted her own case without counsel, and treated 
the Court to technical descriptions ; Mr. W. J. Tennant. chartered 
patent agent, appeared for the patentee. explaining that the patent 
was applied for through his office, and he was present by the kind: 
ness of the Controller of Patents, Mr. Temple Franks (who hear 
the application), but he was entirely without instructions in the 
matter. 

Miss SMITH said she desired to produce caustic potash electro 
lytically, as a staye in the manufacture of potassium permanganate 
she expected to manufacture without difficulty, though her work 
up to the present in this direction had been principally exper! 
mental. She did not propose to put caustic potash on the market 
She wished to use the Billiter cell to manufacture at her factor! 
potassium permanganate, and the cells would work for commo! 
salt electrolysis or. without any change. for the electrolysis ^ 
potassium chloride. There was a large sale for potassium perman 
ganate, and the Government. when they required it, issued order 
for 20 tons at atime. It was used in the trenches and all th 
military hospitals as a disinfectant, and was, she believed, used ti 
refine oil for aeroplanes. She purposed starting with a manufactur 
of half a ton per week. and would install a 2-Kw. dynamo andi 
44-Н.Р. vas engine. 

THE CONTROLLER: And the basis of royalty? 
sidered that ? 

Miss SMITH thought the patentee had not afforded her any to 
precise details in his specification, and she did not think tha 
anything but a small royalty should be paid. There would be | 
considerable amount of experimenting to be done. The dynam 
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gas engine, amd accessories would probably cost £130. The price 
of potassium permanganate was fluctuating. At the moment on 
the market it was Ss. a lb., but it might come down to 64d., as 
it was before the war. She did not propose to use the dynamo for 
anything else. She offered a royalty of 1 per cent. 

SIR CORNELIUS DALTON pointed out that the figure could be 


revised after the war, and in the meantime the royalty would vo to . 


the Public Trustee. The Controller then announced that he would 
report favourably to the Board of Trade on the application. 


ee ee es 


MoNOMETER MANUFACTURING Co, LTD., v. ELECTRIC AND 
ORDNANCE ACCESSORIES Co., LTD. 


WirH reference ito this case, in which judgment . wag given, as 
already reported, for the plaintiffs on the claim, defendants‘ counter- 
. claim being dismissed, we understand that a misprint occurred in 
our isaue of June 30th, pave 731, fourth line from the bottom, 
where, instead of 600 lb., 1,000 Ib. should have appeared. In our 
report of the case we omitted to state that the plaintiffs, in pre- 
senting their case at Birmingham, said that the furnaces supplied 
were precisely the same as those supplied by them to the 
Government. 


MUNITION COURT CASES. 


DaviD EpwanD JONES. fitter, summoned the Newport Corporation 
electricity department, at the Munition Tribunal, for unreasonably 


refusing a leaving certificate. Mr. Nichols Moore, the borough elec- ' 


trical engineer, attended. Complainant stated that he was employed 
inthe power station, and he gave a week's notice. He was influenced 
by the increased cost of living; his health was sometimes 
impaired, and his wife was an invalid. He could get higher wages 
in the repairing shops. The Clerk: Is the place controlled ? 
Complainant : I believe so. Mr. Nichols Moore: It is a certified 
undertaking. The Tribunal thought that it would be better for 
the complainant to remain at a permanent place. considering that 
he was 60 years of ave, than to go to a casual job. The Corpora- 
tion, too, were supplying electricity to other important industries, 
and that was & factor that had to be kept. in view at this time. 
They declined to grant an order for a leaving certificate. — sou A 
Wales Argus. ° 


WAR ITEMS, 


_ Exports to China.—In the ‘“ London Gazette °° for July 
25th a further list appears of persons and bodies in China to 
whom exports may be consigned. 


Enemy Companies.—Mr. George Terrell asked the Presi- 
dent of the Board of Trade the other day when the promised 
report as to the progress of the Committee on Enemy Com- 
punies and Shareholders would be ready. In reply, Mr. Har- 
court stated that a summary of cases dealt with by the 
Advisory Committee up to June 2nd had been prepared and 
would shortly be circulated. ; 


. German Firms to be Suppressed in Russia.—The follow- 
ing concerns are listed in a proposal of the Minister of Trade 
and Industry to alienate right of exploitation from a con- 
siderable number of enemy firms still operating in Russia :— 
The Gas & Electricity Co.; the Electricity (formerly Iah- 
meyer, Frankfort-on-Main) Co.: the Electricity Contracts Co. ; 
the Westphalian Wire Co., of Hamma. 


Edmundson’s Roll of Service.—We have received from 
Edmundson's Electricity Corporation, Ltd., a fine '' Roll of 
Service,” giving the names, and their positions with the Cor- 

oration, of 363 of their employés who have joined the Colours. 

ty per cent. of the men have already seen service in some 
form or other. We regret to note that 11 of the staff have 
lost their lives. Mr. J. Summers, of the Hamilton branch, 

з been awarded the Military Medal, and Mr. J. C. Knight, 
of Frome, the D.S.M. 


f i be Wound up.—The Board of Trade has ordered the 
о nq v ош up, under the Trading with the Enemy 
ent Act :— 

ae & Co., Ltd., London, S. W., water cooling engineers. 
mer ; J. W. Barratt, 198, Coleman Street, London, Е.С. 

h Pus Frye & Co., 46, Upper Thames Street, London, E.C., 

ш Ware merchants and tool makers and merchants. Con- 
Eu : C. W. M. Kemp, 36, Wallbrook, Е.С. 

"T3 a Wedekind & Co., Ltd., 6, Lloyd's Avenue, London, 

ie? ealers in old iron and steel. Controller: Е. Н. Fin- 
1800, 45, London Wall, E.O. . 


London Electrical Engineers at Plymouth.—On July 14th 
tione шрапу of London Electrical Engineers which is sta- 
: ed at Plymouth spent a pleasant evening in celebrating 
Major P etion of "a certain course of military enterprise." 
a bc Y. Н. Merrett, T.D., who presided over the function 
in viia the Company, spoke enthusiastically of the manner 
ilie E the special work undertaken by the Company during 
in d Period had been carried out. He was proud to be 
cumbe it of sueh well qualified men. Major K. W. Edg- 

з еп spoke in high praise of the attainments of the 

- trusted 6n duties of an onerous nature which he had en- 

iW them having been attended to with both zeal and 
“~Weatern Daily Mercury. : 


/ 


' War Wages at Johannesburg.—The Town Council has 
granted an merease of 4d. per hour (from Ys. Gd. to Ys. 1Ud.) 
to all skilled mechanics and electricians in its employ, as well 
as a war bonus of 25s. per month to all employés drawing 
£240 per annum or less, except unskilled persons. < 


Exemption Applications.—Last week the Rd Tribunal 
heard an application by the Palmer Shipbuilding & Iron Co., 
Ltd., in respect of 15 unbadged workmen. One was an elec- 
trician, and the Clerk remarked that the electricians who 
came before the Tribunal were all from the South. '"" That 
means,” observed the Mayor, "that ours have gone ‘some- 
where else." “То France," added the Clerk, whereupon the 
Mayor went on: “They go wherever their services are 
required.” | 

At Bermondsey Tribunal, Frank Morton, of Isaria, Ltd., 
electrical engineers, of Tower Bridge Road, S.E., applied for 
a short temporary exemption in order to complete his arrange- 
ments to obain a cominission. He informed the Tribunal that 
а month would be sufficient time, and this extension was 
granted him. | 

During the hearing of appeals at Denton for three employés 
of the Oldham, Ashton & Hyde Electric Tramway Co., it 
was stated that 46 per cent. of the employés of the company 
had joined the Forces, and, although they had a considerably 
depleted staff, nearly 200,000 more passengers had been car- 
ried during the past half-year compared. with last year. Two 
men were granted conditional exemption, and the appeal for 
the third man, who was single, was disallowed. 

A personal appeal was presented at Accrington last Thurs- 
day by a Corporation car driver with four children, who was 
not appealed for by the trainways manager, because he had 
not attested. It was stated that the man would be 41 in 
November, and so апу men had gone away that the tram- 
ways manager would be glad to retain him. He was granted 
conditional exemption. 

At Failsworth, four instrument makers and one uineter 
assembler, employed by Messrs. Ferranti, Ltd., of Hollinwood, 
were granted temporary exemption until September Ist. 
Lieutenant Pool (Military representative) in one case re- 
marked that many of the firin's men had been uubadged, and 
he could not say whether the man now appealing was one 
of them or not. He thought the firm ought to appeal for the 
men on business grounds. 

At Oldham, the Corporation tramways manager (Mr. 
Priestley) appealed for a turner, who was granted conditional 
exemption as being in a reserved occupation, and for an 
apprentice fitter, who was granted temporary exemption until 
November. : 

The Chadderton Tribunal last week heard an appeal by a 
man (aged 38, married), emploved in the insulating and con- 
necting of coils at the works of Messrs. Ferranti, Ltd., Hollin-. 
wood. He was granted conditional exemption, being in a 
reserved trade, and advised to join the Volunteer Training 
Regiment. 

At Rochdale, an appeal by Messrs. Jacksons, of the Hippo- 
drom, for Harry Butterworth (32), electrician, was dis- 
allowed. 

At Stretford, a cable company appealed for two members of 
the staff. Опе was granted conditional exemption, and the 
appeal for the other was disallowed. 

A conscientious objection was lodged at Stretford by a 
switchboard attendant, aged 28, and married. Не said he 
cculd not take the military oath either for combatant or non- 
combatant service. He had been a switchboard attendant for 
14 months, and he repudiated a suggestion that he had entered 
this employment to try to escape military service. The appeal 
was disallowed. 

Cookham (Berks) Tribunal has given exemption until Sep- 
tember Ist to C. F. Bingley, electrician. 

Bexley Tribunal has conditionally exempted John Hudson, 
electrician to Mr. W. A. Smith. 

At Walthamstow, the Fuller Electric & Manufacturing Co. 
appealed for 20 employés. Mr. Fuller stated that of the 40 
employés, 16 had enlisted and 11 had attested. Seven were 
given six months each, four three months each, and the other 
appeals were refused. | 

On the appeal of the U.D.C., Aylesbury Tribunal has given 
three months’ exemption to the driver of a Diesel engine at 
the electricity works, the man being а time-expired soldier, 
aged 36, and single. Three months each were also conceded 
t» an electrician and a confidential clerk employed by a local 
firm of electrical engineers. 

At Bourne (Lines., Messrs. Pideock & Co. appealed for 
their electrician, Chas. Lilley, and a final month was given. 
he having already been temporarily exempted until July Ist. 

Grantham Tribunal has given exemption until November Ist 
to Fredk. Ingall (37). electrician at the Empire Theatre. 

Hastings Tribunal has given exemption, on condition that 
he undertakes some public work. to Mr. F. Wordley (36), 
electric wiring contractor and engineer, of St. Leonards, who 
has charge of the X-ray apparatus at the East Sussex 
Hospital. The same Tribunal has conditionally exempted tor 
three months Mr. R. Chapman (29), electrician with Messrs. 
Bruce & Co. : 

East Ham Tribunal has granted three months' exemption 
t» J. W. Collis, electrician. | as, 

At Tunbridge Wells, A. E. Heskett, electrical wireman, 
appealed on business grounds, and also as a conscientious 
objector. The appeal was rejected. 
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Eastbourne Tribunal has granted a final six weeks’ exemp- 
поп to an electrician at the Pier, who has charge of the instal- 
ation. 

At Romsey, Major Fraser appealed for the superintendent 
of his electric plant, and stated that the man would be 41 in 
a day or two. Exemption was given until:the end of Sep- 
tember. 

Mr. J. Connare (37), electrician, in business in Watford, 
has been granted conditional exemption by the local Tribunal. 

The West Kent Appeal Court has given exemption until 


September lst to Mr. A. Lynch (30), electrician, of Trosley, 


near Maidstone. | 

The East Kent Appeal Court has given exemption until 
October llth to Mr. A. E. Coupley (37), electrical attendant 
on the estate of Major Galway, at Sellindge. The local Tri- 
bunal had refused any exemption. 

The Blandford Tribunal, on July 20th, considered an appeal 
by Mr. C. H. Wellman, electrical engineer, of Milton Abbas, 
and he was given until September 30th. Appellant retorted 
that he would go at once. 


At Stratford-on-Avon, on July 18th, the Electricity Co. 


appealed for their manager, Mr. J. E. Rendell-Baker (35). 
The company, it was stated, supplied three hospitals, and 
power for munition works, besides public and private sup- 
plies. The pre-war staff of 11 had been reduced to five. Mr. 
Rendell-Baker was given. conditional exeinption.—The ваше 
decision was arrived at in an appeal for a fitter at the gene- 
rating station; and five weeks, with no further appeal with- 
out leave, were allowed Mr. A. R. Bailey (24), the company's 
secretary. 

Mr. A. O. Game, engaged with a Catford firm of electrical 
engineers, the only one left capable of undertaking certain 
work, has been exempted until Noveinber Ist, on condition 
that he joins the Volunteer Training Corps. 

At Carlisle, on July 19th, the Tramway Co. appealed for 
six married emplovés, and it was stated that the staff had 
been so depleted that Mr. McCulloch had had to go driving 
himself. When the war broke out there were 37 einployés; 
26 had joined the Army, and they now had only six men of 
miltary age, none being under 32, and all being absolutely 
necessary for the service. In each case conditional exemp- 
tion was allowed. 

At Witney, the U.D.C. applied for extended exemption for 
Victor Brice (19), station electrician. The manager of the 
electricity works: (Mr. Curel) said that since the last exemp- 
tion he had advertised for а successor, and had had three or 
four replies, but none of the applicants were satisfactory. 
Giving two months, with leave to applv again, the Chairman 
expressed the hope that another appeal would not be neces- 
sary. Mr. Curel replied that he would inake every effort to 
get a substitute. 

Ilford Tribunal has given three months’ final exemption to 
Wm. John Hayden (18), an apprentice electrician, enabling 
him to complete his indentures. 

At Bexhill-on-Sea, Messrs. Squirrell & Co., Ltd., of Station 
Road, appealed for their electrician, J. F. Gibbs (38), who 
was needed to assist with contract work. Three months were 
allowed. 


CORRESPONDENCE. 


Letters received by ux after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hure the writer s name and address in our possession, 


The Neglect of Science. 


At the last meeting of the Committee on the Neglect of 
Science, it was decided to collect well-authenticated cases in 
which the neglect of science by officials, firms or individuals 
had caused loss or damage to the nation, firms or persons. 
If you ава your readers can assist in this matter it' will be 
much appreciated. Precise information is required, as it is 
desired to quote '' chapter and verse '" in each case. 

This, naturally, makes it difheult.to obtain the required 
information, but it will readily be seen that without such 
full particulars the examples would be of little value. 


Alfred S. E. Ackermann, 
Hon. Treasurer. 
Westminster, July 2th, 1916. 


P.S.—The Simpson Lever Chain is a case in point! 


[We should think that numerous instances will be forth- 
coming. The collection of such data should be of the greatest 
value in view of the campaign in favour of reform in the 
т of science which is now in progress.—Ebps. ELEC. 

EV. 


Electric Fans for Military Hospitals. 


T was interested to see a letter on this subject in your issue 
of the 14th from Mr. Falshaw, an,old acquaintance. | 

I have just returned to this country from India, where I 
have been engaged in electrical contracting work for the past 
15 years, in which time I have had some thousands of ceiling 


fans through my hands. When I came away, at the end of 
1915, the Indian Government was busy buying fans for the 
Persian Gulf Forces, of the standard patterns used in India. 

Probably 80 per cent. of the Indian fans are direct-current 
225 volts, as this voltage is almost standard for the country, 
and is in use in Calcutta, Bombay, Barrackpur, Darjiling, 
Madras, Dacca, Lahore, &c., and a settled thing for many 
schemes now in course of execution. 

Mr. Falshaw did quite the best thing he could have done 
in advising his friend. to have the fans sent from Bombay, 
and I hope he has got delivery all right. 

Edw, Vickers. 


Warwick, July 18th, 1916. 


Declaration of Origin of British Goods. 


The writer would be pleased if you would inform the elec- | 
trical trade, through the medium of your paper, of the neglect. 
of British manufacturers and inerchants in omitting to attach 
to invoices declaration of origin. The Customs of South 
Africa. demand a properly worded declaration on British 
goods, and not merely the words at the foot of invoice 
" British manufacture." Foreign goods to have the usual 
pink form of declaration, signed by the Consul and stamp 
cancelled. Goods of enemy origin that have been in stock 
prior to the war to have pink forms, signed by a Justice 
of the Peace. 

Of late, several merchants are receiving documents with- 
out the necessary declaration; the result is the Customs refuse 
to release, and demand a deposit of three times the value of 
the shipment, pending receipt of the necessary document. 
Furthermore, a fine of £500 can be levied by the authorities 
should they look upon the shipment suspiciously. 


British Agencies, Ltd. (Н. Barpey.) 
Johannesburg, June 26th, 1916. 


[We trust our readers will appreciate the great importance 
of this communication. Not only in the future, but already 
in the present, the clearest and most indubitable proofs of 
the British origin of genuine British manufactures must be 
furnished upon entry into our oversea Dominions and 
Colonies, and should be furnished also with exports to allied 
and neutral countries. British goods should be sharply dis- 
tinguished from goods of enemy origin.— Eos. Екс. Rrv.] 


s 
E ae eee 


Thermit, Ltd.— Messrs. THERMIT, LTD., have received 
official notification from the Public Trustee to the effect that he 
has entered into an agreement to sell the whole of the enemy 
shareholding in that company to the Birmingham Metal and 
Munition Co.. Ltd. Birmingham. Messrs. Thermit, Ltd.. will 
continue to trade in exactly the same way as hitherto. 


Board of Trade Inquiries, — Тһе Board of Trade Com- 
mercial Intelligence Branch has received inquiries from firms at 
home for the names of British makers of the following :—- 

Batteries for pocket flash lamps. 
Cases for pocket flash lamps. 
Electrolytic iron. 

Fibre, vuleanised red. 

Arc-lamp globes (inner and outer). 
Lamps, pocket flash. 

Magnets, tungsten steel, permanent. 
Electric steel castings. 

H.M. Minister at Bogota states that the provincial towns in the 
Republic of Colombia are yradually being supplied with electric 
lighting installations, for which cheap fittings are required. 

H.M. Consul at Lyons reports that a local firm desires to purchase 
from, or to represent on a commission basis. British manufacturers 
of supplies and apparatus for the electrical and engineering 
industries. Applications to the Board of 'Trade Commercial Intelli- 
gence Branch (Reference No. 228). 


Bankruptcy Proceedings.—F. Brown, electrician (for- 
merly partner in the firm of Hugh Bros. & Brown), 8. Stafford 
Street. Llanelly.--First meeting, August Ist. at Official Receiver's 
Office. Carmarthen ; public examination, August Ist, at the Guild- 
hall. Carmarthen. 

C. P. PEARSON (Pearson & Co. and the B.O.A. Engineering Co.). 
electrical. mechanical and sanitary engineer. decorator and plumber. 
Manchester.— Trustee (Mr. A. Yearsley) released June 16th. 1910. 

С. E. BONNER. electrical avent, Palmer's Green.— First and final 
dividend, 2s. 23d. in the £. payable July 27th. at 14. Bedford 
Row, W.C. | 


For Sale.—The borough of Salford electricity department 
has for disposal two Browett-Lindley six-cylinder compound 
engines. direct-coupled to Mather & Platt D.C. generators. and 
one Bailey-Davidson and one Hall vertical steam pump. For 
further particulars see our advertisement pares to-day, 


Trade Announcement.—Mr. Cuas. Wa. OwkNs has 
taken over the business of Messrs. W. 'T. Owens & Sons. electrical 
en zineers, of Pontardawe, Mr. Fredk. Wm. Owens having retired. 
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Dissolutions and Liquidations—FUEL Gas, Ltp.—A 
meeting is called for August 25th, at 6. East Parade, Sheffield, to 
hear an account of the winding-up from the liquidator, Mr. B. C. 
Davies. | 

THE CONSTANT VACUUM CARBURETTER SYNDICATE. LTD.— 
This company is winding up voluntarily. with, Mr. A. W. Hoale, of 
Ф and 91, Queen Street. E.C.. as liquidator. 

THE SHERARDISING SYNDICATE, LTD.— This company is winding 
up voluntarily, with Mr. R. J. R. Warner, of 34, Ebury Street, 
S.W.. and Mr. C. J. Jones, of 24. Wood Vale. Forest Hill, S.E., as 
liquidators. A meeting of creditors is called for July 26th, at 
70, Chancery Lane, W С. 

EXCELSIOR (ALUMINIUM) SOLDER Co.. LTD.-—AÀ meeting will 
he held at 14, St. Ann's Square, Manchester, on September 186, to 
hear an account of the winding-up from the liquidator, Mr. J. R. 
Atkins. | 


E. M. BRINCKMAN & Co. and the FLEISCHAACHER BRITISH 


LAMP Co.. London.—Creditors of these businesses, carried on by 
Max Brinckmann, at 99. Redcross Street. London. S.E., an enemy 
subject, must send particulars of their claims, &c., to the Controller, 
Mr. K. C. Fox, 45, London Wall, E.C., by August 24th. 

DoNNISON, SILLEM & Co., electrical engineers and contractors, 
116, Great Portland Street, W.-——Messrs, Е. A. Donnison and 
W. Sillem have dissolved partnership by mutual consent. 


An Inquiry from India, —MR. SUNDERRAO MORESHWAR, 
electrical engineer. Girgaum, Bombay, asks for names of firms deal- 
ing in machinery for repairing electric fans of all makes, armature 
windiny, &c.; also for catalogues containing description of, and 
working instructions for, such machinery. 


Royal Assent.—The following Acts have received the 
Royal Assent : -- 


Electric Lighting Order Confirmation Act. 
Metropolitan Electric Tramways Act. 


Catalogues and Lists —Messrs. ALFRED? HERBERT, 
Lro.. Coventry.— Postal card describing a. convenient rubbish 
destructor for engineering works. E 

Messrs. J. Н. HEATHMAN & Co.. Parson's Green, Fulham, S.W. 
—Leaflet describing the "Salisbury" truck and "Cleveland " 
trollev. 

Messrs. QUEAD, LTD.. 47-57, Marylebone Lane, Oxford Street, 
W.--Catalogue of " Quead ` electric fires for 1916-17, showing a 
number of new patterns, with two-colour printing, giving a red- 
hot appearance to the elements. 

THE WESTINGHOUSE CooPER HEWITT Co., LTD.. 50, York Road, 
King's Cross. N.—Pamphlet describing blue-printing apparatus 
with Cooper Hewitt lamps ; a new machine washes, dries, and irons 
all classes of photo prints " while you wait." 


THE IcRANIC ELECTRIC Co., LTD., 147. Queen Victoria Street, . 
E.C.—Leatlet No. 1.621. describing magnetic couplings, clutches, ` 


and brakes, for torques from 34 to 51.400 Ib. ft. 

Stn ELECTRICAL Co.. LTD.. 118/120, Charing Cross Road, 
London. W.C. —T wo new lists : No. 275 gives illustrated particulars 
and prices of portable electric-tools (grinders, drills and buffers) ; 
and No. 276 deals similarly with electric fans (table or desk, oscil- 
lating, ventilating ring and ceiling types. ventilating fan motors 
for large volumes and powers, &c.). Large numbers of the tools and 
fans included in these lists have been supplied to Government works 
In connection with the war. Ё 

Messrs. HiGGs Bros., Sherbourne Road, Balsall Heath, Bir- 
minzham.— Eight pages for addition to their catalogue. They give 
tabulated speeds, prices. code-words, running instructions and 
dimensions, for their shunt-wound ventilated motors, also an 
efficiency curve. — 


Book Notices.—The third number of the ** Journal of the 
British Science Guild" has now appeared. Copies. price 6d. each, 
may be obtained on application to the Secretary, British Science 
Guild, 199, Piccadilly. London, W. | 


The Russian Press.— From Messrs. Neyroud & Sons, 
Ltd. of Regent House, Kingsway, we have received a booklet 
giving a list of the more important Russian newspapers, periodicals 
and trade journals, the populations and industries of the towns in 


-which they appear, and a word or two regarding the class of 
publication. 


` 


LIGHTING AND POWER NOTES. 


Aylesbury—The U.D.C. has decided to offer a supply 
of current to the Dominion Dairy Co., Ltd., at 134. per unit when oil 
"db per ton, and for every increase or reduction of 5s. per ton 
Ma that price an increase or reduction of '02d. per unit, the charge 
© be reconsidered if the price of oil goes beyond £10, or falls below 


£6 per ton, i : 
the PE. Previous quotation by the Council was declined by 


Ва, квет, ENGINE REPORT.—The city electrical 
eae Teporting on the cost of putting the Diesel engine 
indt шу working condition, points out that this was 
uw yestimated at £150, but had actually amounted to £451. 
But Min mu largely to the conditions brought about by the war, 
progres Other repairs found necessary while the work was in 
xni The first contract price'for the plant based on 450 Kw. 
‘#01; the second, based on 310 kw., was £4,240 ; the amount 


. REvIEW — were submitted. 


paid to the makers at settlement was £1,575, so that the actual 
coat of the plant (taken as 300 KW.) amounted to £2,026. Recent 
tests have shown a fuel cost of ‘29d. per unit generated, with fuel 
at 75s. per ton. which compares with average coal costs for the 
steam plant of ‘55d. It is expected that lubricating oil costs will 
be reduced to '06d. per unit generated. Owing to the cost of oil 
fuel being about £9 per ton now, it is only intended to run the set 
occasionally on the existing fuel stock. The repairs included 
re-levelling and bedding the crankshaft, and alterations to the 
compressor, air bottles, fittings, valves and governor gear, and were 
carried out by Messrs. Belliss & Morcom on a time and material 
basia. 


Bexhill.—PRicE INcREASE.—The Electric Light Com- 
mittee recommends a further advance in the price of electricity of 
5 per cent., making a total advance of 15 per cent. since the com- 
mencement of the war. The Committee states that a preliminary 
report for the year ended March last shows a very substantial loss, 
although the 10 per cent. price increase was partially in operation. 
The cause is the continued advance in the price of coal, and ig 
in no way associated with the reduction of hours of lighting 
consequent on the Summer Time Act. 


Bishop's Castle.—WonkuousE Licutinc.—The Board 
of Guardians has agreed to a recommendation to adopt a scheme for 
the installation of electric light at its institution, at a cost of 
£20 10s. for 41 lights and £1 5s. for dimmer lights in the sick 
wards, the supply to be bv meter at the rate of 6d. per unit. 


Li 


Blackpool.—The output of the electricity works during 
June was 381,205 units, an increase of 34,508. Private lighting 
showed the enormous decrease of 10,674 units and public lighting 
of 4.000 units, while the tramways used 44,830 units more. An 
average daily increase of about £90 in receipts on the tramways 
was also shown for the 24 days from June 19th. 


Bradford.—Loans.—The Corporation has received a 
communication from the L.G.B., stating that the latter is not pre- 
pared to sanction at present a loan of £100,000 for the extension of 
plant at the electricity works, in view of the fact that such exten- 
sion would not be required for national purposes. The Board is 
willing that extensions of mains shall proceed as at present, 
without the necessity of submitting a special resolution in each 
case. The Electricity Committee has decided to invite the three 
sitting members of Parliament and member of the Shipley 
division to meet a Committee to consider the position. with a view 
to an interview being sought with the Minister of Munitions on the 
question. 


Cardiff —RESTRICTED LIGHTING.—At the last meeting 
of the Electric Lighting Committee. Mr. A. Ellis, the city electrical 
engineer and manager, reported that the restricted lighting order 
would have a serious effect on income, reducing the revenue by 
about £20,000 to £25,000. Street lighting had been discontinued ; 
in the year ended March, 1916, the income from such lighting was 
£9,798 ; it was now estimated at £881, including all charges, and 
the loan charres of £902 therefore exceeded the estimated income. 
— Western Mail. 


Croydon. — YEAR's WonKiNG. — The report of Mr. 
Alex. C. Cramb (borough electrical engineer). on the year's work- 
ing of the electricity undertaking to March last, showed that the 
output for public lighting had decreased by 50 per cent. as com- 
pared with pre-war times. The decrease on private lighting over 
the previous year was 189,865 unite. or 405.861 as compared with 
pre-war conditions. The coal bill showed an increase of £9.157, 
and it was anticipated that the present year would see a further 
inerease of £7.000. On the revenue account & gross surplus of 
£21.817 was shown after allowing for working expenses. or 6} per 
cent. on the capital expenditure. Sinking fund. interest and 
income-tax absorbed £26.785. so that, after allowing for €1.651 
tax deducted from interest on stock. the deficit on the years work- 
ing was £316. Since, however, £4.214 was spent in new services, 
extensions and conduits, there was actually no loss for the 12 
months. During the last four years the reserve and renewals fund 
has been reduced from £39,000 to £24,469. The Summer Time 
Act. was likely to produce a loss in residential districts during the 
summer months of not less than 10 per cent. of supply, increasing 
to over 20 per cent. in the important shopping areas. 


Derby.—Proposep Loan.—The Electricity Committee 
has decided to apply to the L.G.B. for sanction to a loan of £9,000 
for mains and motors. 


Edinburgh. ANNUAL EstimaTes.—The estimated ex- 
penditure of the electricity department for the year 1916-17 is 
£92,000, as against £84,650 estimated last year, and an actual 
expenditure of £84,000. Revenue is estimated at £149.920, as 
against last year's estimate of £148,860, and an actual income of 
£147,212. 

The Electric Lighting Committee recommends the acceptance of 
the estimate for additions to McDonald Road power station, 
amounting to over £1,300. The additions have been necessary 
owing to the increased heavy output. 


Glasgow.— YEAR’s WorKING.—At a meeting of the 
Electricity Committee on Tuesday (July 25th), the annual accounts 
and report on the working of the department for the year—some 
of the principal items of which have already been published in the 
It was reported that the gross revenue 
amounted to £530,720, an increase of 30 per cent., as compared 
with the year 1915-16. The working expenditure amounted to 
£322,651, an increase of 47 per cent. The gross balance was 
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£208,068, from which was deducted —interest on loans £72.233, 
sinking fund £72,113. and depreciation £58.105, leaving a 
surplus on the years operations of £5,317. Тһе Committee 
has fixed contracts for coal at a considerable increase over 
last year's prices, but recommends that the rates of charge be the 
same ав last year. The number of consumers at May 3lat, 1916, 
was 33,605, as against 32,030 at May 3186, 1915 ; the quantity of 
electricity sold to private consumers during the past year was 
110,488.622 units, an increase of 21.769.327 ; 20.358.906 units were 
sold for lighting and realised £224,973 and 90.129,716 units for 
` power and heating from which а sum of €285.249 was derived. 
The number of motors in use was 11.172 of a total H.P. of 81,741. 
The number of electric street lamps was 1.856, of which 1,472 were 
arc lamps. and 381 pillars with metal-filament lamps. In compli- 
ance with the regulations regarding street lighting. most of the 
arc lamps had been substituted by metal-filament lamps. The 
total connected load was 109,370 Kw. The maximum load was 
45.880 KW. 


Grimsby.—CurTAILED Liautine.—Since the Summer 
Time Act came into operation, there has been a saving of 12 per 
cent. on the amount of electric current consumed for lighting. 


Hampton.— Price IncrEase.—The Electric Supply Co. 
has informed the U.D.C. that the charges for current for all pur- 
poses have been further increased by 10 per cent., making a total of 
20 per cent. 


High Wycombe.—STrREET LiaHTING.—With reference 
to the settlement of charges for street lighting, which was deferred 
pending the result of the action between the Leiston Gas Co. and 
U.D.C., the T.C. has decided to offer the electricity company. without 
prejudice, (1) £100 per quarter, and proportionate for any less period ; 
(2) 15s. per lamp per quarter. and proportionate for any less period 
for each lamp lighted. The Electric Light Committee is of opinion 
that the claim of the company against the Council i& not identical 
with the facta in the Leiston case. 


= Hull,—The B. of T. has extended the Kingston-upon- 
Hull Electric Lighting (Extension) Orders. 1913. Ғот опе уеаг. 


Llandrindod Wells.—PRicE INcREASE.—Owing to the 
proposal to increase the price of electricity from 6d. to 7d. per 
unit, the U.D.C. has discussed the matter with the electric light 
company, and the ratepayers are now to be consulted on the 
subject. 


Llandudno. — PRICE | INcREASE. — The 
decided to increase the price of electricity. 

The Electricity Committee has decided that, as there had been 
transferred from electricity profits towards the relief of the rates 
nearly £4.000, a contribution should now be allocated from the 
rate fund towards the deficiency on the undertaking, and that the 
loss of £1.499 be met by transferring £1.225 from the reserve fund 
and £274 from the rate fund. the latter sum being required to 
cover the cost. of loan charges applicable to public lighting. It has 
been also decided that no further profits from the electricity under- 
taking be allocated towards the relief of the rates. until the reserve 
fund has been placed on a firm footing. | 

The light railway company is to be asked to discuss the 
question of cancelling the existing contract for the supply of cur- 
rent for working the light railway, and of entering into a new 
contract for a term of yeara. | 


Council has 


London. — HACKNEY. — ELECTRICITY CHARGES AND 
Gas. Co.----The Electricity Committee reports that it has considered 
а communication from the Gas Light and Coke Co., with reference 
particularly to the reduced charges for electricity for lighting. to 
consumers who use electricity for power purposes: the Gas Co. 
quotes counsel's opinion that the reduced charge constitutes 
" undue preference," and is a breach of the Lighting Act and there- 
fore illegal. 

The Committee has referred the matter to counsel, and i& advised 
that there is no undue preference, and the company was notified to 
this effect. 

The company's solicitors having written stating that unless 
the charge is discontinued proceedings will be instituted, the Com- 
mittee has caused representations to be made, that the present is 
not an opportune time for litigation upon a subject which had 
remained unchallenged and undisturbed for so long, suggesting 
that the matter should remain in abeyance until after the con- 
clusion of the war, but that if proceedings were now commenced 
the Committee would immediately apply under the circumstances 
for a "stay." г 

In reply tothe above representations. the solicitors to the com- 
pany intimate that it is only prepared to delay proceedings upon an 
undertaking from the Council not to offer during the continuance 
of the war to further consumers the scale of charges to which 
objection is taken. 

The Committee does not see its way to recommend that any such 
undertaking should be given, and, therefore, recommends that, in 
the event of legal proceedings being taken against the Council by 
the Gas Light and Coke Co., the Committee be authorised to take 
all necessary steps to defend the action on behalf of the Council. 

SHOREDITCH.---YEARS WORKING.—The report of the year's 
working of the electricity department to March 31st last shows 
a gross profit amounting to £14.682; after payment of interest 
and sinking fund charges. and war allowances, there was a deficiency 
of £7,851, which will be met out of the reserve fund. 


PoPLAR.— The B.C. is to make application to the L.C.C. for 
sanction to a loan of £4.512 for mains extensions necessitated by 
the increasing load in the central area of the borough. The Com- 
mittee has agreed to the extensions being carried out, and proposes 
to purchase a site in the neighbourhood of High Street for the pro- 
vision of a new sub-station. the necessity for which will shortly 
arise. The Committee ig advised by the engineer that plant 
extensions will be necessary to meet the demands of the winter load 
in 1917-18. 

ISLINGTON.-—LINKING-UP PROPOSAL.- The Lighting Committee 
of the B.C. is suggesting to the St. Pancras B.C. the preparation of a 
linkin;-up scheme by the engineers of both authorities. The elec- 
trical enyvineer requires a supply of switchgear in connection with 
certain mains extensions which he has heen authorised to carry out. 
and is proposing to invite quotations from certain firme. 

MARYLEBONE.—-À serious breakdown of a trunk feeder occurred, 
on the 14th inst., in Aybrook and Blandford Streets, and certain 
rearrangements are to be made, at a cost of £1.100, to avoid future 
risks. 

HAMMERSMITH.— The Electricity Committee reports that the 
working of the electricity undertaking for the year ended March 
3156 last showed a net profit of approximately £600. No increase 
whatever has been'made in the charge to general consumers for 
current supplied during the period under review. The Committee 
is in communication with Battersea and Fulham B.C.s, with a 
view to carrying out the linking-up scheme approved in 1915.) 

SOUTHWARK.—-As a result of conferences between Sub-Com- 
mittees of the Southwark and Bermondsey Councils, arising from 
an invitation from the latter asking for terms for a bulk supply, 
the Southwark Committee has decided that it is not practicable 
to give the suggested supply. and it is understood that it will be 
given by one of the companies. The question of linking up the 
two undertakings is to be considered later. The last year's work- 
ing of the Southwark undertaking resulted in a net loss of £6,678, 
and the borough treasurer comments on the increased cost of coal 
and heavy capital charges on plant which there has been little 
opportunity of using. 


Luton.—PR&RoPosED Loan.—It is proposed to apply for 
L.G.B. sanction to £900 excess expenditure on electrical píant. 
The connections now consist of 73.217 &-c.p. lamps, 6.834 Н.Р. of 
motors, and 1.646 Kw. of heating. 

Manchester. —lIt is reported that steps are being taken 
to prepare a petition to the Electricity Committee, urging the 
Committee to reduce the present minimum charge for current. 


Mansfield.—Y EARg's Workinc.—The annual report on 


. the electricity undertaking, for 1915-16, shows a gross profit of 
. £7,934, as compared with £6,589 in the previous year, and, after 
' payment of interest, £2,979, and contributions to sinking fund, 


£2,239, a net profit remained of £2,718, as against £1,941 in 1914-15, 
although the coat of materials and labour had greatly increased. The 
total units sold were 1.914.754, compared with 1,635.069. Out of the 
profits it was recommended to pay over to the relief of the rates 
£1,500, and appropriate the balance of £1.218 to the reserve fund. 


Mexborough.— Price INcREAsE.—The Council last week 
approved an advance in electricity charges to 4d. per unit for 
lighting. as from June 30th, and revised meter rents. 


Norwich.—ANNvaAL REPonT.—The result of the year's 
working of the Corporation electricity department, to March 3lst 
last. shows gross receipts amounting to £57.187, and working 
expenses to £32.611, leaving a gross profit of £24.876 ; interest and 
sinking fund charges absorbed £20,373, and the balance of £4,503 
is carried to the appropriation account. From the balance £416 ia 
to be expended on a workshop. £2,023 added to the depreciation 
fund.and the remainder carried forward. The Electricity Committee 


reported that the figures for the output, as compared with the 


previous year, show an increase of 3'3 per cent. While nothing has 
been used for public lighting. the amount of 650,125 units supplied 
for this purpose in the previous year has been more than made up 
for by the increased output for power. which shows an advance of 
19 per cent. ; substantial progress has been made in other directions, 
principally in the use of electricity for radiators and electric fires, 
both for private and business premises. The depreciation fund 
now amounts to £5,000. The report states that the 2.000-Kw. 
generating set, due for completion in 1912, still remains in an 
unsatisfactory condition. and that the 3,000-KWw. set had been 
operating at reduced efficiency. owing to a breakdown which could 
not be rectified for some time, due to prevailing conditions. 


Poole.— The Bournemouth and Poole Electricity Supply 
Co. has sent to the Harbour Commissioners six months’ notice 
to terminate an agreement with reference to the lighting of 
the harbour. А fresh agreement was enclosed, but the Com- 


missioners decided not to sign it at present, but to make 


inquiries as to the method and cost of lighting the harbour. 


Rawtenstall.—STREET Licutinc.—The Т.С. has decided 
that the charges for electric lighting in the main streets should be 
as follows :—For 50-C.P. lamps, £1 18s. 9d. per year of 2,500 hours ; 
for 100-c.P. lamps. #25. 5s. 9d. per year of 2.500 hours; these 
charges to include maintenance. It was also agreed that the 
following amount shall be allowed or charged for every hour under 
and over the 2.500 hours :-—For 50-C.P. lamps, ‘05d. per hour; for 
100-c.P. lamps, '09d. per hour. 
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Soathampton.—In view of the loss sustained on the past 
rar: working of the electricity undertaking. the Electricity 
Committee has resolved to charge an additional 10 per cent. to all 
consamers, making in all 20 per cent.. апа that- the administration 
of the undertaking be investigated. 


South Wales.— The B. of T. has extended the Cow- 
badge and Penybont E.L. Order. 1914 (South Wales Electrical 
Гоғог Distribution Co.), for one year. 


Seth Yorkshire.—ELEcTRIC WINDER.—<At the new 
xemmodation shaft of Messrs. Newton, Chambers & Co., near 
Weatworth station, an electrical winding plant has heen started 
u. The winder has two 10-ft. diameter drums. driven by а 330-H.P. 
Westinghouse slip-ring motor. 


Tasmania. — GREAT LAKE SCHEME. — The Govern- 
ment hydro-electric power scheme was officially inaugurated in 
Mar, by the Governor-General. It is estimated that the Great 
Lake will give 35.000 H.P., and the River Ouse a similar amount. 
The scheme was originally initiated by the Complex Ores. Ltd, a 
Melbourne company. which later disposed of its concession to the 
Sate. The Great Lake is situated near the centre of Tasmania. at 
an elevation of 3,250 ft.. and discharges into the River Shannon, 
which, at a point 5 miles south of the lake, is about 1,300 ft. above 
the adjacent River Ouse. By constructing a dam. 11 ft. of water 
bss been added over the 50 sq. miles of the Great Lake. and 5 miles 
down the Shannon a diversion weir has been constructed. turning 
the water through a canal 34 miles. into a reservoir 380 acres in 
extent. From the latter a 4-ft. diameter wood stove pipe runs 
Уул it, and eventually connects to two steel pipes leading to two 
1.-B.H.P, water turbines in the power station. Power is trans- 
mttad to Hobart, a distance of 624 miles, at a pressure of 88.000 
тїй». the two three-phase lines being supported on steel towers 
gerd about 660 ft. apart. Copper transmission lines arè used, 
ате] on suspension insulators. At Hobart. a sub stition at the 
New Town, steps down the pressure to 6.600 volts for distribution 
to the various sub-stationa.— Com. Engineer, 


Thornton.—The B. of Т. has extended the period of the 
Thornton Electric Lighting Order, 1914, by one year. 


Tettenham.— STREET LIGHTING. — The North Metro- 
piitan E.P. Supply Co. has declined to make the U.D.C. any allow- 
ance on the account for public lighting forthe December quarter 
last. 


U.S.A.—According to the Electrical World, a campaign 
kin progress with a view to inducing Congress to increase the 
Niagara water diversion from 15.000 to 20.000 cb. ft. per second, 
the maximum fixed by International Treaty. The additional 
water would generate 80.000 H.P. 

À denial is given to the report that the Canadian Niagara Co., 
if it does not supply the requirements of the Ontario H ydro-Electric 
Commission, may have its licence to export power to the States 
revoked. 

The Commission wants 50.000 H.P. by December. and the com- 
pany is said to have offered 32,000 Н.Р. now, while with new plant 
teing installed. it is said that 75,000 Н.Р. will be ready in December. 
The Canadian Niagara Co. exports 75,000 H.P., mostly to Buffalo, 
35 miles away. 


Walthamstow.— Loan Sanction.—The L.G.B. has sanc- 
toned the borrowing of £2,635 for control switches, &c., for the 
street. lamps. 


Warrington—Prick INcREASE.—The Corporation has 
decided to increase the charges for electric current, as from 
August Ist next, by 5 per cent. except in cases provided for, in 
which the charves for current are regulated by a coal clause. 


West Ham.—ANsNvanL Report.—Thé year's working 
of the Corporation electricity department. to March 318 last, 
*hows a total income of £143.611, as compared with £134,074 in 
1714-15. an increase of £9,537. Тһе working expenses were 
£120.066. as against £96.350, an increase of £23,135, principally 
due to the extra cost of coal. The gross profit amounted to 
£23.45, ла against £37,143, a decrease of £13,597. After deduct- 
mg interest, sinking fund, war allowances (£4,216), there is a 
deficit on the years working of £26.202. The total number of 
КОӨ generated, 44,021,200, was an increase of 1,528,919 units: of 
f ‘Power consumers accounted for 27,205,384 units ; tramways 
or 7.429.098 units; and private lighting, 2,725,204 units; the 
(90 nazimum demand was 12,225 Kw. As regards the deficiency, 
ae 18 provided for in the rates estimate for the current year, 
Com пе balance of £5,902 ів to be included by the Electricity 

mittee in the supplemental estimates in September. 


a, Vlllesden.— Proposep Loan.—The Council is recom- 
Мед to apply for sanction to borrow £828 for H.T. mains. 


York.— 
ius The B. of 


ihe E. of T. has extended the period of the 
ectric Lighting (Extension) Order, 1914, by one year. 


TRAMWAY and RAILWAY NOTES. 


Bristol, Tramway PurcHast.—The Tramways Option 
Committee reports that since its appointment in February, 1913, to 
consider the question of purchasing the Bristol tramways, the cost 
incurred has been £8.068, of which £2.916 was directly incurred by 
the Committee in obtaining information, while the remainder 
represents the costs of obtaining the Bristol Corporation Tram- 
ways Act. 1914. 


Croydon.—YraR's WORKING, &c.—The special report 
of the Tramways Committee upon the recent strike, which it was 
claimed had involved no loss upon the working. again came before 
the Council on Monday. The Committee recommended increased 
wages and improved conditions, and that this eost should be met 
by a shortening of the fare stages. On the penny fares tbe pro- 
posals represented an increase of 30 per cent. A sharp discussion 
was closured, and the report was adopted in its entirety by 36 votes 
to 15. The ‘bus companies, it was said, were ready to fall into 
line with the new fares. : 

At the same meeting it was decided to revise the existing fares 
for through running with the 8.M.T. Penge and Upper Norwood 
Rystem. | 

The annual report of the tramway manaver (Mr. T. B. Goodyer) 
was received. Covering the year ended March 31st. it showed total 
receipts of £94,416, and after deducting working expenses. £72,509, 
and war allowances, £4.982, and bank interest on income-tax 
on stock, there remained a gross balance of £18.278. Interest, 
charges, sinking fund. and taxes reduced this to a net surplus of 
£844. which was carried to the renewals fund. Despite the strike , 
the receipts showed an increase over the previous year of £5.80]. 
The passengers carried numbered 21 millions. 


Edinburdh.—TRawwav Report.—In view of the 
expiry of the lease in 1919 in favorr of the Edinburgh and 
District Tramway Co., the Corporation recently instructed its 
engineer, with Mr. J. B. Hamilton (Leeds) and Mr. Brodie (Liver- 
pool), to report on the methods of traction which might be adopted. 
They express the view that it is possible to arrange for an electrical 
system to be installed without interfering with the cable cars up 
to the expiry of the lease. The Corporation, accordingly, may pro- 
ceed with its arrangements for the new system independently of 
the tramway company. They also state that they consider it is 
desirable to have only one system throughout the city, and that, 
while it would be possible to operate the electric system in such a 
way that there would be no overhead wires in the central parta of 
the city, it could not be put into operation immediately on the 
expiry of the lease, What is suggested as а possibility is that. the 
overhead system might be introduced all over, so that there would 
be no delay in securing a sufficient service, the construction of 
underground electrical sections being proceeded with later, if that 
were desired. The report is an interim one only, and the advisera 
state to the Tramway Committee that they cannot submit their 
full report until September. Meanwhile, the Council will consider 
the report ; the prevailing feeling is that electric traction should 
be introduced at the earlicst possible moment. 


London.—On Monday last an L.C.C. car was descending 
a hill at Abbey Wood, when, the brakes failing to act, it left the 
track on а curve at the bottom of the hill, ran on to the pavement 
and overturned, a number of passenvers being more or less seriously 
injured. 


Maunchester.—W AGES AwARD.—The Committee on Pro- 
duetion has issued its award on the application of the Tramway 
and Vehicle Workers’ Union for an additional war bonus of 5s. per 
week. Juniors from 18 to 21 years of wre are to have a further 
increase of 1s. per week (making 28. with the previous bonus), and 
seniors an increase of 2s. (making 4{s.), the maximum wage being 
42s. No additional war bonus is granted to women workers. 
Drivers, conductors, timekeepers, ticket and motor inspectors, depot 
clerks, shed men. freight van drivers. overhead motor van and 
wagon drivers, and parcel dispatchers are included in the grades 
to receive the additional advances. 


Rawtenstall.— Fart Reviston.—At the Council meeting 
on the 21st inst.. the chairman of the Tramways Committee men- 
tioned, in regard to the proposal to increase the fares, that since 
the tramways started they had made a heavy loss, involving the 
rates to the extent of £11,954. At present a person could ride 
nearly half as far again in Bacup for ld. as in Rawtenstall, and it 
was proposed by Rawtenstall (which runs the tramways) to equalise 
the distances from Bacup to Rawtenstall. They were not making 
a profit out of Bacup, the best paying lengths being from Rawten- 
stall to Waterfoot and Rawtenstall to Lockgate. He said the only 
way they could settle the matter would be by arbitration, and 
they would have to apply to the Board of Trade to appoint an 
arbitrator, who would come down and decide what should be done. 


Southampton.— YraR’s Workinc.—The report of Mr. 
W. T. Robson, general manager, on the working of the Corporation 
tramways for the year ended March 31st last. shows record receipts 
amounting to £79,828; and a gross profit of £26,854, which, besides 
providing for interest and sinking fund charges, allowed of 64.460 
being contributed to renewals, £5,000 in aid of rates, and other 
expenditure amounting to over £1,900. Some £8,668 capital 
expenditure has been met from revenue, and £13.160 credited to 
renewals. The passengers carried numbered 15,494,366, an increase 
of 2.228%,651, and the mileage run waa 1,636,103. a decrease of 
07,000 miles. Mr. Robson draws attention to prospective renewals 
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expenditure of £30,000, and suggests ample provision for this fund 
in future. Over 60 female conductors and eight girl clerks are 
employed now, owing to the deficiency of male labour. The report 
is a comprehensive one, including paragraphs headed “social club," 
“bulb show." and “concerts.” We note that the Edison accumulator 
tower wagon has given much satisfaction, and mention is made of 
the great advantage of having electric light available for night 
repairs, even when the wires are not alive. An interesting para- 
graph deals with the future, in connection with which Mr. Robson 
urges the necessity of finding means to avoid the great obstrnetion 
caused by the Bargate. the evil influence of which has apparently 
extended to the cars, which, we gather, are of a peculiarly uncom- 
fortable type, presumably owing to space restrictions. Не suggests 
that commodious top-covered cars, and open toast-rack cars for 
summer use, be adopted in future on various routes which 
presumably avoid the objectionable Baryate. 


` South Shields —YEaAr’s WonkiNa.—The РЕА report 
on the working of the Corporation tramways during 1915-16 shows a 
total revenue of £41,826, an increase of £1,081 on the previous year : 
the gross profit amounted to £15,509, and after deducting interest, 
sinking fund, and other charges. the balance, £6,504, was appro- 
priated as follows :—£2,400 to the relief of rates. and £4,104 to 
the reserve fund. During the year, 11.163.378 passengers were 
carried, as against 10,479,421 in the previous year; the average 
traffic receipts amounted to 12:0237d. per car-mile. The cars ran 
824,887 miles, a decrease of 102,841 miles as compared with 
1914-15. The passengers carried show an increase of 20 per cent., 
not including 15,900 soldiers carried free whilst on duty. . 


West Ham.—Yrawms WonkiNG.—Tle expenditure on 
revenue account of the tramway undertaking. for the year ended 
March 31st last, shows an increase of. & 1,990 as compared with the 
previous 12 months, the fizures being £124,026 and £1]9.935 
respectively. Allowances to men on active service amounted to 
£13,318, against £6,031 in the previous year. The total income 
amounts to £164,110, as against £152,212 in 1914-15, an increase of 
£11,898. The above result leaves a gross profit of 39.154. as 
against £32,276 for the previous year. an increase of £6,908, or, 
after including allowance to men on active service. a decrease of 
£318, carried to net revenue account. After allowing for various 
charges on this account, there remains a net. profit on the year of 
£2,855, but if the allowance of £13,318 to men on active service is 
included, there is a deficit of £10,162. The Tramways Committee 
recommends that the surplus should be carried forward towards 
special expenditure already incurred. 


TELEGRAPH and TELEPHONE NOTES. 


A Transcaspian Telegraph Cable.—A project is now 
being worked out in Tiflis for laying a telegraph cable across the 
Caspian Sea from Baku to Krasnovodsk. The Buku says that this 
cable will serve as a link of the new telegraph line connecting the 
Central Asian Dependencies of the Empire with the centre. At 
present this service is effected exclusively through Samara. which 
route is much overloaded. The new cable is expected to be very 
beneficial to Baku and district. for the scheme includes an overhead 
line between Baku and Petrograd to ensure direct communication 
between these two points. Till now Baku has communicated with 
Petrograd through Rostoff on the Don, and Moscow. The execution 
of the project is expected to сові four million roubles, one million 
of which will be for the cable, and three millions for the overhead 
line in two directions—-Baku-Petrograd and Krasnovodsk-Tashkent. 
Notwithstanding the state of war, the scheme is expected to take 
effect in 1917. 


- Australia.— Troops are to be raised to reinforce a Wire- 
less Signal Squadron that has been organised for service under the 
Government of India. 

An engineer named H. A. Livermore has been fined £10, with 
five guineas costs, for being the possessor of wireless apparatus 
without a licence. The apparatus was of small power, such as 
would be set up by an ordinary amateur ; there were no aerials or 
detectors. and the apparatus would not receive signals. 

A report has been received from Mr. Balsillie, the consulting 
expert on wireless telegraphy. who has been conducting experi- 
menta for some weeks at Bookaloo with the object of bringing 
about the artificial precipitation of moisture from the atmosphere. 
He has made eight experimenta with charged elevated conductors, 
and it wouldgappear that certain rainfall has resulted, but he is 
unable to prove it at present. 


Hull.—The accounts of the first year's working of the 
Hull Corporation telephones since the Corporation took over the 
Post Office telephone service show that the income on revenue 
account for the year amounted to £56,228. and the expenditure 
was £32,978. The gross profit amounted to £23.250, compared 
with £24,000, the amount estimated at the time of the purchase. 
The expenditure includes а war bonus of £1.324 granted to the 
staff, and special charges of £267 for works of protection. Loan 
charges amounting to £18,879 have been met. and а sum of £726 
has been allowed for income-tax. The balance on net revenue 
account is £3,645.—Leedx Mercury. 


Petrograd. — The telephone business in Petrograd is 
becoming disorganised in every direction, gays а note іп the Noroie 
Vremya. It has been found impossible to reduce the interior 


administration to order : and as to the business of the concern. up 
to 1.000 new subscribers cannot be connected to the main system 
because there is no apparatus. The only contractor for telephone 
apparatus. " Heissler,” fails to execute orders. pleading work for 
the national defence. On May 27th (0.5.) the Ministers of the 
Interior and War were appealed to by the city governor to lend 
their assistance to the execution of the orders. 


Railway Telegraphs.—Before the Railway and Canal 
Commission on Monday, an agreement between the Metropolitan 
Railway Co. and the P.M.G. was under consideration. According 
to the 7imes report, the agreement provided for the free carriave 
of men and stores for the maintenance of the "lines of telegraph 


.of the Postmaster-General" : the company contended that the 


clause in question only related to the telegraphs along the parti- 
cular railway (Aylesbury and Buckingham) concerned, whereas the 
P.M.G. claimed that it related to all his telegraph lines. Judgment 
was given in favour of the railway company, 


Telegraph Bill.—4A Telegraph (Construction) Bill has 
been introduced into the House of Commons to amend the Tele- 
graph Acts, 1863 to 1915, with respect to the construction and 
maintenance of telegraph lines. 


CONTRACTS OPEN and CLOSED. 


OPEN. 
Australia.— August 16th. P.M.G. Distilling apparatus 


(Schedule 502). telegraph and measuring instruments (Schedule 
498). See "Official Notices " June 16th. 

SvpNEY.—Aurzust l7th. Portable internal-combustion engine 
and dynamo (2) Kw.) for the Departmental Stores, Sydney, for 
P.M.G. 

August 24th.  P.M.G. Automatic Bw itchboard and apparatus 
for North Sydney Exchange. Schedule No. 511." 

PERTH.—-October 4th. Deputy Р.М.С. Telerraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 


Barking. — August 15th. Electricity and Tramways 


". Committee. Cables, "asibchiren. and transformers. See ' ' Official 


Notices " to-day. 


Basingstoke, — July 28th. Wiring the Conservative 
Club for electric light. Mr. A. E. Grant, Secretary. 


New Zealand. — INvERCARGILL.— September — 28th. 
Borough Council. Steam turbo-alternator, condensing plant. and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40.* 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Argentina.— An order (£70,000) has just been placed by 
the Buenos Aires Western Railway with the Leeds Forge Co. for 
under-frames and bogies for motor coaches. and bogies for trailer 
coaches. "These are for rolling-stock now being built in England 
in view of the electrification of a portion of the Western Railway's 
system.— Timex. 


Cape Town.—Electric Utility Co.. wiring for electric 
lighting, telephones and bells, of the residence at Newlands of 
Mr. A. L. Chiappini, €320. 


Government Contracts. — The following tenders have 
been accepted during June, 1916 :— 


Wan OrrtcE. 


X-ray apparatus.--F. R. Burt & Co., Ltd. 

Electric cable and wire.—W. T. Henley's Telegraph Works Co., T.td. : 
Midland Electric Wire Co. ; Ward & Goldstone; Western Electric 
Co., Ltd. 

Electric cells.—Siemens Bros. & Co., Ltd. 

Electric generators and motors. —General Electric Co. 

Electric lamps. —C. Collins, Ltd. ; Efandem Co., Ltd. ; J. & R. Oldfield, 
Ltd. 

Telephone switchboards.— Automatic Telephone Mfg. Co., Ltd. 

Tungsten tubes.--F. R. Burt & Co., l,td. ; А. E. Dean. 

Works services.— Electric light installation at Rendcombe : Edmundson's 
Electricity Corporation, Electric lighting at Wye: Н. J. Cash & Co., 
Ltd. 

PosT OFFICE, 


Telegraph apparatus.—Gill Telegraphic Appliances Syndicate. 

Telephone apparatus.—British L. M. Ericsson Mfg. Co., Ltd. ; Peel-Conner 
Telephone Works Co., Ltd. ; Western Electric Co., Ltd. 

Tron алив. —Зіегпепѕ Bros. & Co., Ltd. 

Telegraph cable.—Telegraph Construction & Maintenance Co., Ltd. 

Telephone cable.—B.I. & Helsby Cables, Ltd.; W. T. Glover & Co., Ltd. 
Union Cable Co., Ltd. ; Western Electric Co., Ltd 

Telephone cords. —London Electric Wire Co. & Smiths, Ltd.; Phonix 
Telephone & Electric Works, Ltd. Ф 

Telephone mouthpieces.—North "British Rubber Co., Ltd. 

Cable distribution plugs.—B.I. & Helsby Cables, Ltd. 

Bronze insulated wire.—Siemens Bros. & Co., Ltd. 

Galvanised-iron wire.—Dorimnan, Long & Co., Ltd. ; Johnson & Nephew, 
Ltd. ; Rylands Bros., Ltd. 

Battery zinc. — Eyre Smelting Co., Ltd. ; Siemens Bros. & Co., Ltd. 
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London.— HaMMERSMITH.— Electricity Committee. Con- 
tract with the British Electric Transformer Co. for 12 months’ 
supply of transformers. It is proposed to purchase five 200-KW. 
transformers almost immediately for £840. 

MARYLEBONE.—B.C. Electricity Supply Committee :—- 


Alfred Blackmore & Co.—8,000 tons Low Laithes Yorkshire washed nuts, 
and 4,000 tons là-in. Yorks. and/or Derby nutty slack, to be delivered 
over 12 months. 

Charrington, Sells, Dale & Co.—2,000 tons 14-in. Langwith nutty slack, for 
delivery from October to February. 


New Zealand. — DUNEDIN. — In view of the present 
unsatisfactory conditions as regards prices and shipment of 
material, none of the tenders received for six electric tramcars. &c. 
for the City Council, has been accepted. “Imperial Trade 
Correspondent,” А 


Sonthampton.—T.C. Education Committee. Accepted 


tender: Н. С. Taplin, at £251, for installing electric light at the — 


Eastern District School. Mr. A. Kingman quoted £372. 


Spain. — La Sociedad Espanola de Electricidad, of 
Madrid, has lately secured a contract from the Sociedad Metalurgica 
Duro-Felguera for the electrical equipment of а large rolling mill. 
The latter will be driven by a direct-coupled electric motor of 
2,000 H.P. 


' NOTES. 


Decimal Coinage and the Metric System.—At a meet- 
ing on July 20th the Court of Common Council of the City of 
London resolved that, in view of the great advantages which would 
accrue to British commerce in foreign markets by the use of a 
decimal system of coinage and weights and measures, it was desir- 
able that steps should be taken to ensure its immediate introduction, 
so that it might be already in operation at the conclusion of the 
war. A copy of the resolution was forwarded to the Prime 
Minister and the President of the Board of Trade. 

In the course of his valedictory address as retiring President of 
the S.A. Institute of Engineers, Мг. W. Ingham expressed the view 
that South Africa should seriously consider whether the time was 
not opportune for introducing the metric system of weights and 
measures, and decimal coinage. After studying the subject for 
over 20 years, he had come to a conclusion favourable to the 
system. 


= 

Russian Electrical Municipalisation.—4A note in the 
Norvie Vremya says that the preceding Duma devoted much time 
and trouble to considering a project for the municipalisation of 
electrical enterprises. In the estimates for 1916 for the further- 
ance of this project. amongst others, there was set down 548,195 
roubles. At the sitting of the Duma on May 4th, Chief Engineer 
Smirnoff, who built the first electrical station in Petrograd for 
public use, made a declaration on the decision of the. Duma 
regarding the purchase of electrical concerns, and on the cessation 
at present of progress in this direction. In deciding on the 
purchase, the Duma had in view reduction in the cost of using 
electrical energy and the extension of such use; but at present, 
and even in the near future, for want of means, the project cannot 
be carried out. whilst owners, under the pretence of a rapid 
transfer, are all limiting the output of their stations, which may 
have a bad effect on work that is being carried out for national 
defence. In view of all this, Mr. Smirnoff asked a reduced credit 
in the estimates for 1916 for preparing the project. This proposal 
will be examined by the Executive Committee. 


LE.E. Wiring Rules, Seventh Edition—We have been 
asked to publish the following corrections :— 

Rule 117 (b). line 1. for “ Fitted with " read " Controlled by."  * 

Rule 121 (>) applies to lighting circuits only. 

Page 12, line 30. for." Decks " read " Desks." 


Gravitation and Electrical Action. — The following 
interesting letter appears in Science for July 7th :—" In a paper t9 
be published by the Academy of Science of St. Louis, evidence will 
he presented which appears to show conclusively, that gravitational 
attraction is diminished by electrical charges on the acting masses. 
The suspended masses of the Cavendish experiment are wholly 
enclosed in a shield of sheet metal. The small observation window 
is covered with wire gauze. When a knob terminal connected with 
the influence machine is moved towards or away from a knob ter- 
minal connected with the large attracting masses, the suspended 
masses slowly move to and fro around the vertical line of sus- 
pension. No disruptive discharges occur. It is found that eravita- 
tional attraction is decreased by either positive or negative electri- 
fication. By the to-and-fro movement of the knob terminal, the 
amplitude of vibration can be gradually increased from 2:5 minutes 
of arc to 50 minutes. It has been established by experimental 
methods that these results are not due to heat effecta. 


"FRANCIS E. NIPHER.” 


A New Electro-Textile Machine.—AÀ recent issue of 
the Textile Recorder contained a description of an improved “ reach- 
ing" machine (by Messrs. Moore & Avery, Blackburn) The 
machine selects and hands over the threads of warp to the drawer- 
in. who draws them through the healds and reeds in preparation 
for the after process of weaving. It is interesting to note that 
the thread selecting mechanism consists of a 1/30-H.P. electric 
motor with automatic switchgear mounted on a travelling carriage 
to enable it to move across the width of the heald, and that if it 
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selects the threads faster than the operative can deal with them, 
the motor is automatically stopped, until threads are taken from 
the feeding wheel, when it automatically starts again. 


How to Treat Stored Accumulators.—Bearing in mind 
that the result desired is always the preservation of the accumu- 
lator plates. the advice always depends upon whether the owner 
desires to keep his accumulator in good condition with as little 
disturbance as possible of its working state, or whether he desires 
to store it for a long period of time, and does not object to the 
trouble involved in removing the acid and refilling when the 
battery is to be put in use again. 

There are two methods- -the dry system and the liquid system— 
the former being the better. For the dry system give the battery 
a thoroughly good charge, in order to bring all the plates into a 
satisfactory state. Then remove the acid, fill up again with pure 
water, discharge the battery for a few hours until the voltage has 
fallen by 10 per cent., and then immediately empty out the water, let 
the cells drain as much as possible, remove the terminals, wash away 
any traces of acid on the top covers, put a little vaseline on the ter- ` 
minal stems and all connections, and store in a place free from dust. 

The object of discharging after the water has been added is to 
avoid heating of the negative plates when the cells are dry. The 
object of putting water in the cells for the discharge is for the 
purpose of thoroughly removing the acid in the pores of the plates. 
On no account leave the water in the cells, whether charged or 
discharged, as they will rapidly sulphate if you do. Advice is 
sometimes given to fill cells with water, and leave it іп, This is 
absolutely wrong. 

The liquid system is as follows :—See that the plates are well 
covered with acid, but keep it below the lead connecting-bars 
inside the cells. Charge up the battery until it is thoroughly well 
charged. Remove the terminals and vents, carefully clean the tops 
of cells, vaseline all metal parts, and store in the dark. with pro- 
tection from dust. А periodical charge is beneficial. but not 
always necessary ; this depends upon the condition of the battery 
when stored. the type of plates, and the amount of loose sediment 
there may be in the cells. If the voltare is found to be low aftera 
few weeks, it is a sign that the battery requires attention. — The Motor. 


Tender Memories. — The following comes to hand: 
described as “a (more or less) poetic effusion.” from a Manchester 
Corporation electricity works employé, at present on active service 
on the Suez Canal Defences :— 


REMEMBRANCE. 


I m soldiering in Egypt, but.I often think of home, and I think as 
well of " where I used to work " 

(I ought to say “the place at which T used to think-I worked `) ere 
I got the job of watching Johnny Turk. 

For I once had the delusion that I really earned my pay. and I 
wore а `` Village Blacksmith " sort of air, 

But I've recently discovered that my job was really "soft " and I 
wish with all my heart that I were ” there." 


I march across the desert underneath a broiling sun, with my rifle 
slung. and pack upon my back. 

And the waves of sunlight on the sand are quivering. till the heat 
makes me think that very soon my throat will crack : 

And I watch a string of camels pass with sympathetic gaze, as with 
awkward gait they " hoof it ` oer the sand, 

And the great Truth dawns upon me aa it never did before. that 
Old Enzland is a happy. happy land. 


All day I'm using pick and spade and filling bags with sand, while 
the bored N.C.O.’s are looking on. 

But I'm thinking oft of "kilowatts" and " Units sent to Subs," 
and when evening comes and all parades are done 

I lie and dream of Turbos and Reciprocating Sets and I walk along 
the Switchboard in my sleep : 

Then " Reveille’ breaks my slumbers., and I tumble out of bed ; ` 
then I drink my cup of " Gunfire " tea and weep! 


I used to think the Boilerhouse a sultry sort of place. (It will be a 
Winter Gardens after this) 

And a good old steady downpour such as Manchester oft sees 
will be looked upon as real unalloyed bliss. 

О, there'll be a good time " bardeen," and we'll all feel ‘“ quice 
keteer," when the order comes to " Imshi " o'er the foam. 
When the boys are back in Blighty and they taste some " Blighty " 

beer. they'll be all " magnoon ` with joy to be at home. 


WILLIAM TRANTER. 


“ Bardeen.” = Arabic. "Shortly." ' 

" Quice Keteer " a Arabic. " Very good." - 
"Imshi" = Arabic. “ Hook it!" “Get out!” 
" Blighty " = England. | 
" Magznoon" = Arabic, " Mad." 


Electrical Wages at Edinburgh.—A meeting of the 
members of the Edinburgh District of the Electrical Trades Union, 
on Friday night, discussed a number of important questions. With 
regard to the application for an increase of wages, the secretary 
reported that employers had granted them 4d. increase from 
June l6th to September 16th. when another $d. would be granted, 
provided the general cost of living had not gone down in the 
interval. As regards holidays, the meeting agreed to recommend 
that, with the exception of those who had made arrangements for 
earlier holidays, the holidays be held between August 5th and 
12th. It was pointed out that the employés who were at present 
engaged upon actual war work would have to postpone their 
holidays indefinitely, as recommended by Mr, Asquith, - 
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Inquiries.— Makers of the “ Star Electrophone,” or other 
efficient aid to hearing for the use of partiully-deaf persons: 
makers of a small plug-fuse, with standard Edison screw, marked 
B.B.N.O. ; and suppliers of the Sutalite lamps. are asked for. 


Appointments Vacant.—Fitter (with the rank of chief 
assistant) for Diesel engines, for the Aylesbury U.D.C. electricity 
department. (50a.) +: shift engineer, for Portsmouth Corporation 
tramways: man for X-ray work and male nursing. £2, for the 
Royal Berkshire Hospital ; shift engineer, for Hizh Wycombe. See 
our advertisement pages to-day. 


British Tumbler Switches in France.—4A Paris corres- 
pondent, who has been disabled by German shrapnel and is now 
back in commercial life in Paris unable to return to the Front. 
asks us to put him in touch with a British firm making tumbler 
Switches. desirous of having ita interests represented in France. 


A.S.E. Funds.— The Times states that the funds of the 
Amalgamated Society of Engineers exceed € 1.000,000. 


Fatalities.—Considerable attention was paid at an inquest 
held at Coventry.on the 14th inst.. to the question whether a live elec- 
tric wire in connection with the overhead crane at a local factory was 
ш any way responsible for a man's death. 

_Dr. Pickup stated that he had come to the conclusion that the man 
died from heart syncope, the cause of which he could not кау. He 
might have slipped, or felt. faint. or he might have touched the 
live wire, and got a little «hock that caused him to fall. 

The jury's verdict was that “Death was due to an accident 
through falling, causing svneope." 

At an inquest. held at Sheffield. on July 13th. it was stated that 
Ernest Bage, an electrician. while fixing some new electric wires 
on the roof at the works of Messrs. Wm. Cooke & Co., Ltd.. missed 
his footing. fell to the ground. and was killed. 

An inquest was held last Friday. at Lancaster. concerning the 
death of à woman named Clarkson (26). an electric crane driver 
employed at a local factory. When she was ascending a ladder to 
go on duty in her driving box, a travelling crane knocked her 
down. She fell abont. 15 ft.. alighting on a girder. and sustained 
injuries which proved fatal. 

Jacobus Rabie, for whem the course of true love appears not to 
have run too &moothl y. declared to one of the daughters of a certain 
household in an outburst of jealousy that he would. - climb an elec- 
tric light standard. And he did so on the Main Reef Road between 
Germiston and Malvern. Scaling the pole, he gripped the live 
wire with both hands, and gave a vrim and fatal ending to a Rand 
Reef romance. | 

Thomas Cross]ey. an electrician, his son, and another were 
drowned last Saturday while fishing in Belfast Lough, during 
excitement occasioned by the capture of a big conger eel. 

J.J. Halliwell (22), electric crane driver, was found dead on the 


floor of his cabin at the works of the British Westinghouse Co. on 
Saturday. 


Institution and Lecture Notes.—Physical Society of 
London..--At the meeting held on June 16th, a paper entitled 
" Experiments with Mercury Jet Interrupters.” was read by Capt. 
C. E. S. Phillips. The paper described an experimental attempt to 
ascertain the form of the mercury column issuing from a hole in 
the side of a rotating drum, that was continuously supplied with 
mercury by centrifugal action. Incidentally a new form of inter- 
rupter was introduced, in which the interior was visible through a 
window in the lid. The usual copper segments were replaced by 
tantalum, which is not " wetted” by mercury, remains clean and 
bright indefinitely. and has & high melting point. Experiments 
with various forms of orifice were described. and it was pointed 
out that the issuing stream was only slightly affected by this 
means. An explanation was given of the fact that a vertical slit 


‘orifice would not. produce a ribbon of mercury, and that no matter 


how much the diameter of the orifice was increased beyond about 


‚ 2 mm., the cross section of the mercury column remained 


unaltered. 

Hluminating Engineering Society (U.S.A.).— The Society his 
decided to hold a series of lectures at the University of Penn 
sylvania. from September 21st to 28th inclusive, immediately fo!- 
lowing the annual Convention of the Society in that city. The 
lecture course will inelude the principles of illumination and various 
aspects of lighting practice. and will consist of about 20 lectur sg 
by men selected, on account or their qualifications. to deal autho- 
ritatively with the several phases of the subject. Associated with 
the lectures will be an exhibition of the latest developments in 
illuminating appliances, tovether with novel applications of light. 


The United British Industries’ Association. — The 
Morning Post states that Mr. Dudley Docker presided at à luncheon 
given at the Grand Hotel, last week. to manufacturers who are 
interested in the movement for starting the United British Industries’ 
Association. A Committee has been appointed representative of 
British manufacturers, and the British Engineers’ Association and the 
British Manufacturers’ Association of 1915 have become affiliated 


to the new organisation. We gather that considerably more than 


the required 100 firms, each putting down £1,000, have been 


-enrolled. Our contemporary gives a list of the firms provisionally 


consenting to become memhers. They include the British Alumi- 
nium Co.. Ltd.. the British Electrical Federation, British Insulated 


апа Helsby Cables, Ltd., the British Thomson-Houston Co.. Ltd., 


the British Westinghouse Co.. Ltd., Crompton & Co.. Ltd.. Dick. Kerr 


-and Co. Ltd.. General Electric Co.. Ltd., Greenwood & Batley, 


Ltd. W. T. Henlev's Telegraph Works Co.. Ltda., India-Rubber, 
Gutta-Percha and Telegraph Works Co., Ltd.. the Marconi com- 


panies, Mather & Platt. Ltd.. Willans & Robinson, Ltd., and 


many more large engineering firms. 


Steel Furnace on the Rand.—At the present time a large 
quantity of old steel shoes and dies is thrown to waste annually 
on the Witwatersrand, and, although under pre-war conditions it 
might not be profitable to attempt to remake the waste material 
into shoes and dies. in view of the present greatly-increased cost 
of these articles, aud also the difficulty of obtaining deliveries, it 
has been decided to erect an electric furnace and accessory plant 
for the purpose. The construction of the furnace is now in hand 
as a department of the Witwatersrand Co-operative Smelting Works, 
Ltd., under the supervision of Prof. W. Buchanan, who was also 
the designer, and the scheme is likely to prove a useful adjunct to 
the mining industry. 


Joint Action to Develop Electric Road Motors.—Con- 
siderable progress has been made during the past two years by the 
Electric Vehicle Committee of the Incorporated Municipal Elec- 
trical Association in the matter of organising facilities for road 
transport by means of electric battery vehicles. The constitution 
of the Committee is on a broad basis. It includes representatives 
of the parent Association, the Commercial Motor Users’ Associa- 
tion, the Royal Automobile Club, the Society of Motor Manu- 
facturers and Traders, the Provincial Electric Supply Companies, 
the Electrical Contractors’ Association, the British Electrical and 
Allied Manufacturers’ Association. the Incorporated Association 
of Electric Power Companies, the Institution of Municipal and 
County Engineers. and of the Tramways and Light Railways 
Association. The chairman of the Committee is Mr. R. H. Chattock, 
city electrical engineer of Birmingham. The hon. secretary ia 
Mr. F. Ayton, chief engineer and manager of the Ipswich 
Corporation electric supply and tramway departments. 

The electric vehicle has its own special field in goods delivery 
work in urban and suburban areas, and the excellent results that 
have. so far, resulted from its use by some of the largest and most 
up-to-date business firms. would seem to indicate quite a conside 
able field for its extended employment in the future, not only for 
the delivery of merchandise, but also for passenger carrying work 
in and about towns and cities. The economy in operating cost 
and the simplicity of the mechanism are, of course, the main 
features of this class of vehicle. While these advantages were 
manifest in the period before the war, the present scarcity of 
horses, the high price of fodder, and the rising cost of petrol, very 
greatly enhance the merit of economy possessed by " the electric." 


Electrolytic Treatment of Ores in Australia. —^t a 
meeting of shareholders of the Mount Lyell Mining and Railway Co,, 
in Melbourne, it was stated by the chairman that the arrangements 
made with the Tasmanian Government for the supply of 50,000 
н.р. from their hydro-electric scheme had added to the importance 
of the options held by the company over the Tasmanian Copper. 
Hercules, and Primrose mines. Electrolytic treatment of similar 
ores, he said, was carried on satisfactorily elsewhere on a large 
scale, and with a supply of hydro-electric power, the production of 
electrolytic spelter on profitable lines from ores of the West Coast 
mines was now in sight. The board decided to give notice of its 
intention to exercise the options conditionally upon raising the 
necessary capital. 


Removing Enamel from Wire.—A manufacturer of 
maynet wire states that many serious mistakes are made in 
measuring the diameter of enamelled wires. Many users scrape 
the enamel from the copper wire with emery cloth or sandpaper. 
In doing this it is almost impossible to keep from removing some 
of the copper. If only 0°0001 in. is removed, it will show оп a 


‘micrometer caliper or wire gauge. Two ways to remove enamel 


from wire are suggested : One of these is to pass the wire over a 
bunsen gas flame several times until the enamel melts and drops 
off ; the other is to dissolve it in amyl alcohol.— Electrical World. 


Volunteer Notes. — 1ST LONDON ENGINEER VOLUN- 


‘TEERS. —Headquarters, Chester House, Eccleston Place. Orders for 


August by Lieut.-Col. C. B. Clay. V.D., Commanding. 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings 
only. 


Instruction Classes at Regency Street will be held as usual for 


Platoons Nos. 9 and 10. 
The Camp at Otford will be available until August 3lat. 


Members wishing to attend should enter their names at Head- 


quarters. 


Sunday Entrenching Parades. Parade in Uniform at Victoria 


Station (S.E. and C. Railway) Booking Office. 8.45 a.m. 
| MACLEOD YEARSLEY, Adjutant. 


3RD Barr. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.- Battalion Orders by Capt. R. J. C. Eastwood (Commandant), 


Thursday. July 27th, 1916 : — 


Week-End Parades.—Naturdag.— The Battalion will Parade at 


Wembley Park, at 3 p.m., for Drill under the Commandant. 


Entrenching.---A party will parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 8.40 a.m., and proceed by train for 
Those who cannot take the early train will 


entrenching duties. 
parade at 1.20 p.m. 


Sunday. —Parade at Liverpool Street Station (Low-Level entrance, 


G.E.R.), at 9.30 a.m. 


Musketry.—Holland Cup Competition.— Saturday, 29th. inst. 9.30 
a.m. and 12.45 p:m., report at No. 8 Platform, Waterloo Station. 


Sunday, 30th inst.. 9.45 a.m., at No. 8 Platform. 


Iecruits will Parade at Wembley Park on Saturday at 3 p.m., 


and Sunday at 11 a.m., for recruit drill. 
C. T. Cocars, Acting Adjutant, O.B.C. 
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lady Electricians in Meter Departments.—Our contem- 
агу the Electrical. Timex, recently referred to the employment 
soris for fully a year past by the St. Pancras Borough Council's 


„tricity undertaking, for meter reading. This, however, is only - 


art of the story, as only a few girls are so engaged, for three weeks 

d quarter. Girls were put under training in the first instance on 

se work of meter maintenance in the workshops, and some are now 
nz drafted to the standardising room. 

The st, Pancras electricity department created quite a flutter among 
oo meter manufacturers some years ago, when it imposed a further 
=t on all meters (both overhauled and new) at th (21 per cent.) 
1 10141084 rating, and expected them to comply with the same 


-oditions as were stipulated for sth load by the British Engineering |. 


vondands specification. It would be interesting to know that this 
ih standard of working has not been impaired by the training 
af the girls. 

~t Paneras, by the way, has been systematically removing rotor 
ver from circuit for overhaul in the workshops every four years, 
„ортеп of which very few units have been allowed to pass 
‘hough to customers unchallenged; also, the serviceable life 
at the meters must be considerably lengthened, which fact should 
© а long way to appease the manufacturers of those particular 
ter who may deplore (in peace times—they are otherwise engaged 
| pænt) the lack of large orders from St. Pancras for new 
vk 
The electricity meter doubtless owes ita present standard of 
‘Toency, in no small degree, to the foresight of those supply 
azineærs who, recognising the commercial value of efficient meters, 
tave Installed the necessary testing plant and imposed stringent 
ditions, In advance of other authorities. 

We congratulate St. Pancras on this further display of initiative 
т -larting the training of girls for meter work, and should like to 
"ar of others who can be placed in the same category : although, 
5 м Paneras, they individually hide their light under the pro- 
етш bushel, until it is disclosed by an inquisitive push from 
‘me qnarter. It isa pity, however. that this should be the case, 
wimg in view the general interests of the profession, 


Electrolytic Disinfecting Fluid.—During the year 1915, 
«onding to the report of Dr. Е. W. Alexander, medical officer of 
‘th to the borough of Stepney, 36.985 wallons of electrolytic 

citant were manufactured, making 73,970 gallons as diluted 

‘ostmbution. The cost was -for materials, £36; electrical 
(Uy £50; total, £86. The plant has now been running ten 

"sand has manufactured 418,779 gallons of the fluid, at a cost 
“electricity of £450 and materials £381 (under 4d. per gallon). 


OUR PERSONAL COLUMN, 
© Editora invite electrical engineers, whether connected iwith the 
^ edi ar the commercial side of the profession and industry, 
E ече tramway and railway offieials,to keep readers of the 
“LECTRICAL REVIEW posted as to their movements, 


_ Central Station and Tramway Officials.—Our Johannes- 
z correspondent writes :—'` Prof. J. H. Dosson, the gene- 
| oe of the Johannesburg Municipal tramways and 

Я А чын, has been appointed Officer Command- 
ed hia I P loneer Regiment, with the rank of Major. He 

Lr ee n have been in training for some weeks at Potchef- 
T iy ae departure for German East Africa. Dur- 

aie. ^x з absence, the management is in the hands 
che EE the chief electrical engineering assist- 
ce mechanical assistant; апа G. B. MILFORD, 
(n leaving anager: 
ids 1 to ое отер the management of the East Kent 
inel Tan T. С. CLABBURN, manager of . he Peter- 
he fact ay Co., has been presented by the employés 
dee owl, &e. He is succeeded by Mr. Р. R. BLAKE, 


Dea! 
dus „енш U.D.C. has increased the salary of Mr. А.Н. 
Tp ca electrical engineer, to £131, 10s. per annum. 

"ust Du "EX, electrician with Hill's Plymouth Co., 

| the staff ous ydfil, who is leaving to take up a position 
I Messrs, Guest, Keen & Nettlefold, at Bedlinog, 


` been presented by the electrical staff with a cabinet of 


me cutlery, 


QB" Loworation Electricity Committee has appointed 
Т. Miles ы "LL, leading jointer, to succeed the late Mr. 
Cantain te да superintendent. | 
joined the 1] Accrington s borough electrical engineer, 

з stationed at ^witzer Brigade at tho outbreak of the war, 
Өй Ins munito Gol wich for some time, but is now em- 


[he Ot. 


: th another shift Der week, thus placing him on an equality 
"poraten 64, ЕТТ, general manager of the West Ham 
àys, has been appointed general manager 

-ofPoration tramways, at £800 per annum. 
© the Mani, ^" Munitions Committee has communicated 
*TYices of M, me Electricity Committee its thanks for the 
levoted to the «^ Н. SEABROOK, whose whole time is now 
ork of the Council. The Committee stated :— 


“Mr. Seabrook's untiring efforts have been of the greatest 
assistance to the Board, and they desire to place on record 
their high appreciation of the courtesy of your Council for 
so willingly loaning his services, and of the whole-hearted 
manner in which Mr. Seabrook has devoted himself to this 
in: portant national work.” 

General.—The Executive Committee of the City and Guilds 
of London Institute have appointed Mr. W. Eccues, D.Sc., 
A.R.C.S., M.LE.E., to the Professorship of Electrical. Engi- 
neering and Applied Physics at the Institute's Technical 
College, Finsbury, rendered vacant by the death of Prof. 
Silvanus P. Thompson, F.R.S. Mr. Eccles is at present 
University Reader of Graphics at University College, and is 
the author of а work on Wireless Telegraphy and Telephony, 
and numerous papers and inventions on subjects connected 
with electrical engineering. 

Mr. Francis H. Davies, assistant engineer, Weston Elec- 
trical Instrument Co., has been gaze ted Lieutenant in the 
Army Ordnance Department. 

Mr. S. В. Момавр, A.M.I.E.E., of the research laboratory, 
Edison & Swan United Electric Light Co., Ltd., Ponders 
End, has been granted a temporary commission as Lieutenant, 
R.N.V.R., attached to the R.N.A.S. Lieutenant Mullard has 
been actively employed in connection with research work on 
the Ediswan '' Pointolite’’ (nitrogen) arc lamp. Не 18 being 
retained by, the Ediswan Co., and will thus keep in touch 
with his laboratory work. 

We read in the South African Mining Journal that Mr. 
BERNARD Price has been elected President of the S.A. Insti- 
tute of Engineers. 


Roll of Honour.—The death in action, on July 1st, of 
Captain C. C. May, Manchester Regiment, is reported. He 
was the only son of Captain C. E. May, New Zealand Forces, 
and had been district manager for Associated Fire Alarms, 
I.td., in the Manchester district since 1911. “Though mor- 
tally wounded," his Colonel writes, ‘the gallantly continued 
to give orders and encourage his men to the last. Had he 
lived I would have recommended him for the D.S.O.” Born 
in Dunedin, N.Z., he obtained his commission in January, 
1915, and was promoted captain a month later. Previously 
he had served six years with King Edward’s Horse, and at 
the outbreak of war founded and commanded the Legion of 
Volunteers in Manchester. Captain May was well known in 
business circles 1n. Manchester. 

Lieutenant А. R. Courrenay, of the General Electric Co., 
Ltd. (Publicity Department), has been invalided to St. An- 
drew's Hospital, Malta, from Salonika, but we are pleased 
to learn that his indisposition is not serious. 

Private Н. BunNisTON. (26), who has been killed in action, 
was a draughtsman at the Leeds Corporation electricity works. 

Private W. О. McNEir, who has been wounded, was in the 
employ of the Cremer Lamp & Engineering Co., Armley, 
Leeds, before enlisting. 

Private P. Parey, of the Yorkshire Regiment, who has been 
killed, was an electrician at Grimethorpo Colliery. . 

Private S. Greenwoop,: of the Yorkshire Light Infantry, 


who has been killed in action, was an electric wireman at 


Halifax before being called up ак a Reservist. 

Private C. W. Barker, of the 8th Battalion Royal Fusiliers, 
and late of the electrical fittings department at the Ediswan 
Works, Ponders End, has been seriously wounded in France. 

Private FRANK McGernan, of the 20th County of London 
Regiment, who was killed in action on July 15th, was, before 
the war, employed in the testing department at Hooper's 
Telegraph & India-Rubber Works, Ltd., Millwall Docks, 
London, E. 

Corporal ReGiNaLD BUCKLEY., of the Liverpool Regiment, 
aged 29, an employé at the electricity works, Waterloo, Liver- 
pool, has been Killed in action 

Private M. HlAypock (33), an employé of the British West- 
inghouse Co.. Trafford Park, has died of wounds: 

Private James Minis, who was formerly employed by the 
Manchester electricity department, at Clayton, has been 
killed. 

Private JAMES WALKER, а worker at the Manchester elec- 
tricity works, Ardwick. has been killed. 

Private THomas L. Woon, of the Liverpool ‘‘ Pals,” has 
died of wounds. He was 25 vears of age, and formerly em- 
ploved at the Formby electricity station. 

Private J. Е. EDWARDS. of the Manchester Regiment. aged 
23, has died of wounds. He was emploved at the Manchester 
Ccrporation electricity. works before the war. 

Seroeant James Warn, of the Northamptonshire Regiment, 
who has been wounded. was formerly employed by Messrs. 
№ T. Glover & Co.. Ltd.. Trafford Park. 

Bandsman Srpxey Morris, of ITarnurhev. Manchester. aged 
13. who was on the clerical staff of the British Insulated and 
Helshy Cables, Titd.. Manchester. has been killed. 

Private Harry CeowTHER. aged 22, killed in action. was 
ап emplov4 of the British Westinghouse Co., Trafford Park. 

Private Тону RoarpMan, of the Grenadier Guards, an em- 
plevé of Messrs. Ferranti, T.td., has heen killed in action. 

, Private S. J. Малку, of the Welsh Reriment. killed in 
action when coing to rescne a comrade, was formerly enraged 
ir the electrical department of the Crewe railway works. 

Armourer-Staff-Sergeant W. F. Rawson, Armv Ordnance 
Corps, aged 29. for many years emploved аё the Stuart Street 
generating station, Manchester. has been killed through the 
accidental bursting of a gun which was being overhauled. 
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Private Harry HoLuiNs, of the Manchester ''Pals," an 
employé of Messrs. Baxendale & Co., Ltd., has been wounded. 
Private ALBERT Brown, another employé of the same firm, 
has been killed in action; and Private U. Воотн, a third 
employé, has been wounded. ` 

Rifleman №. У\'ооһнАм, of the Rifle Brigade, now in a 
Manchester hospital, was formerly employed by the St. 
Helens Cable & Rubber Co., Ltd. ! 

Private W. Н. Bartow, of the Norfolk Regiment, formerly 
& draughtsman at the electrical works of Messrs. Laurence, 
Scott & Co., Norwich, and previously with the Lancashire 
Dynamo Oo., has been killed in action. 

Corporal Harry Hoose, of the Royal Welsh Fusiliers, aged 
22, killed m action, was an employé of the British Insulated 
and Helshy Cables, Ltd. 

Second-Lieutenant Сүкп, В. Warp, of the Royal Engineers, 
killed in action, was educated at Sandbach Grammar School 
and at the Manchester Municipal School of Technology. He 
was engaged, prior to the war, with the British Westinghouse 
Co., Trafford Park. 

Private Water Hewes, who was formerly employed at the 
electricity station, Broadheath (Cheshire), has been wounded. 

Second-Lieutenant Norman HawonrH, of the South Lanca- 
shire Regiment, killed in action, aged 96, was formerly in 
the employ of Messrs. Siemens Bros., Stafford. 

Second-Lieutenant Raren NesBiT LopaE, of Manchester, а 
nephew. of Sir Oliver Lodge, is reported missing. Before the 
war he was employed by the General Electric: Co., Ltd. 

Sergt. Н. B. CnosriELD, of the Manchester Regiment, an 
employé in the Manchester electricity department, who was 
mentioned in dispatches by Sir Ian Hamilton, has been 
killed. aged 26. 

Private A. E. JonNsoN, of the Lancashire Fusiliers, who 
was an electrician with. Mr. W. Brierley, of Bury (Lancs.), 
has fallen in action in France. j 

Private L. Е. WATKINSON, who was, on his enlistment. in 
the office staff of the Leicester Corporation electricity and 
tramway department, has been wounded, and is in hospital 
at Lichfield. 

Private С. FAIRHURST, of the R.A.M.C., who was in the 
electrical. department of the Vulcan Foundry. Co., Ltd., of 
Earlstown, has died of dysentery at Amara, Persian Gulf. 

Second-Lieutenant STEPHEN F. Weeks, B.Se. (Lond.), of 
the Royal Engineers, killed in the advance in France, was 
a nephew of Ald. G. Weeks, of Messrs. G. Weeks & Son, 
electrical engineers, of Bromley (Kent). He was 28 years of 
age. and came home from Siam to join the Forces. 

Private RicHanp HarpMan, of the Боха! Scots, wounded at 
[La • Boisselle. was formerly engaged as an electrician with 
Messrs. Smith, at Pendleton (Lancs.). 

Private Н. W. RAwrLIXGs, who was on the staff of Ње Cam- 
bridge electric light works when he enlisted in the Suffolk 
Regiment, was wounded in France, and is in hospital at 
Birmingham. | 

Private С. L. RICHARDSON, of the Oxford and Bucks Light 
Infantry, who was, prior to the war, an employé of Messrs. 
Hill, Upton & Co., electrical engineers, of Oxford, has died 
in hospital. 

Private W. BarrEy, of Swinton, an employé of the Chloride 
го Storage Co., Clifton Junction. has died of wounds, 
aged 19. | 

Sapper E. W. Lucas, at one time a partner in the firm of 


Messrs. Walmsley & Lucas. electricians, Pendlebury, has ` 


been killed m action, aged 29. 

Private Н. Мов, Bermuda Rifle Volunteer Contingent, 
attached Ist Lincolnshire Regiment. who was with the Halifax 
and Bermudas Cable Co.. was killed in France on July 3rd. 

Captain H. К. TURNER, aged 25, who, according to the 
Times, was killed in action on July 16th, was a director of 
Messrs. E. R. & F. Turner, of Ipswich. 

The Times states that Second-Lieutenant J. H. Parr- 
DuprL£y, Royal Fusiliers. who was killed in action on July 
Ist. spent a year at the Faraday House Electrical Engineering 
College, where he took a silver medal; he received a commis- 
sion in January, 1915. 

Private Harotp Gorpon TayLor, London Scottish, late 
assistant draughtsman at Fulham electricity works, who was 
wounded in four places in the charge at Gommecourt Wood, 
on July 1st, is lying in the London Hospital, progressing 
favourably. | 


Obituany.—Sir  WiuLIAM Ramsay.—By the death of Sir 


William Ramsav, on Sunday last, we have lost perhaps the 


most distinguished of our chemical physicists, and one who 
had, moreover, rendered unsurpassed services to the Allied 


cause by his strenuous advocacy of a closer blockade, and of 


reform in our educational methods. He was born in Glasgow 
in 1852, educated at the Universities of Glasgow, Heidelberg, 
and Tübingen, and, after serving on the staff of Anderson's 
College and the University in his native city, became Pro- 
fessor of Chemistry at and Principal of University College, 
Bristol. From 1887 to 1913 he occupied the Chair of Chemis- 
try at University College, London, where most of his most 
striking discoveries were made. Jointly with Lord Rayleigh 
he discovered argon, a new constituent of the atmosphere, 
and later he isolated helium, neon, krypton, and xenon. In 
1903. Sir William Ramsay proved that helium was a product 
of the disintegration of radium, and carried out further 
research into the transmutation of the elements. He received 
many honours in recognition of his scientific achievements, 


tion with radium and radio-activity, in which he collaborated 


‚accident. Mr. Eggers was a partner in the firm of Hacs and * 
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including the Nobel prize in 1904, and was the author of 
important works on chemical subjects. His work in connec- 


with Prof. Soddy, was of the highest order. He was als 
interested in the conservation of our stores of coal, and pro. 
pcsed a scheme for the distillation of coal in its natural bed, 
the resulting gases being utilised on the surface for the gene. 
ration of electrical energy. Sir William was a talented 
musician and an excellent linguist. He leaves a widow and 
two children. 

Mr. Epwanp Rock.—Mr. E. Rock, electrical engineer, of 
Workington, died on July 156 from injuries received whilst 
сусйп on July 4th. ` 

Mr. H. F. С. EccERs.—The Commonwealth Engineer re- 
ports the death, which occurred in May, of Mr. H. F. C. 
Eggers, A.M.I.M.E., from injuries received in a motor car 


Eggers, Ltd., Sydney. On the death of Mr.’ Haes in 1909, 
Mr. Eggers took over the management of the business, and 
continued it until his death. Born in New Zealand, he 
graduated in civil engineering at the Dunedin University. 
At Barrow Education Committee last week, the Mayor of 
Barrow referred in terms of very high praise to the services |н 
rendered to the Barrow Technical Schools by Mr. E. Tuors- |! 
TON, electrician, whose tragic death recently occurred. : 
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Arthur Ellis & Co., Ltd. (144,348).—This company was 
registered on July I4th, with a capital of £2,000 in £1 shares (1,000 pref., 4 
to catry on the business of general, mechanical, and electrical engineers, 1 
manufacturers of and dealers in motor and other vehicles, aeroplanes, air- ; 
ships, motor cycles, boats, and conveyances of all kinds, makers of electne’ = 
lamps and apparatus, garage. keepers, carriers, coach builders, motor and tire | 
manufacturers, electricians, &c. The preferred. shares are entitled to а 4 
cumulative preferential dividend of 8 per cent. per annum, and to a further. — 
40 per cent. of any surplus profits available for dividend after providing for 
8 per cent. on the ordinary shares. The subscribers are: A. Т. Ellis, Caxton - 
House, Westminster, S.W., electrical) and general engineer, 1 ord. share; 
W. L. Heald, Caxton House, Westminster, S.W., electrical and general engi- 
neer, 1 pref. share. Private company. The first. directors (to number nog bss’ 
than two or more than five) are А. T. Ellis and W. L. Heald. Registered > 
office: 201, Caxton House, Westminster. 


Higgins & Griffiths, Ltd. (144,330). —This company was 
registered on July 12th, with a capital of £10,000 in £1 shares, to take over 
the business of electrical and general engineers carried on by A. Higgins and 
S. Griffiths at 21, Orchard Street, Portman Square, W., as Higgins and 
Griffiths. The subscribers (with one share each) are: A. Higgins, 21, Orchard 
Strect, Portman Square, W., electrical engineer; S. Griffiths, 21, Orchard 
Street, Portman Square, W., electrical engineer, Private company. The num- 
ber of directors is not to be less than two or more than five; the first are 
A. Higgins and S. Griffiths (both permanent, subject to holding 3,000 shares 
each), Remuneration as fixed by the company. Registered office : 21, Orchard 
Street, Portman Square, W. 


British Italian Corporation, Ltd. (144,404).—Registered 
July 20th, by Herbert Smith, Goss, King & Gregory, 62, London Wall, ЕС. 
Capital, £1.000,000 in 50.000 shares of £20 each. Objects: To carry on, 
subsidise, assist or participate in financial, commercial, industrial, manuf ic- 
turing, electrical, railway, navigation, land development, mining. and other 
businesses, works, contracts, undertakings, and operations of all kinds in the 
British Empire, Italy, and elsewhere, to undertake any operations commonly 
carried out Бу financiers, company promoters, bankers, underwriters, con 
cessionaires, contractors for public and other works, capitalists or merchants 
to establish and carry on the business of a bank of deposit, to act as agent 
for the collection, receipt, transmission, or payment of money, &c. The siena 
tories (with one share each) are: E. О. Goss, 69, London Wall, E.C., че! 
citor; F. Н. King, 62, London Wall, E.C., solicitor; J. Sims, 121]. Alber 
Palace Mansions S.W., solicitor; W. A. Bewes, 2, Harcourt Buildings, Temp! 
E.C.. barrister; S. A. Sharpe, 205, Frierm Road, Dulwich, S.E., accountant 
E. J. Burrows, 29, Lyndhurst Коза. Highams Park, Chingford, clerk: А. 6 
Mount, 22, Narford Road, Clapton, N E.. clerk. Minimum cash subscription 
seven shares. The first directors (to number not less than three or mer 
than nine) are Arthur Hill, 106, Eaton Square, SW.. bank director; Rober 
Н. Benson, 31, Bishopsgate, E.C., merchant banker; J. W. Beaumont Frax 
13. Stratton Street, W.. bank director; Sir Ну. Babington Smith, K.C.B 
121. St. James’ Court, S.W.: Joseph Burn, 142, Holborn Bars, E.C.. actuary 
Alberto Pirelli, 144, Queen Victoria Street, E.C., company director: lgnati» 
С. Manzt-fe, 22, Abchurch Lane, E.C., manager of Credito Italiano; an 
Riccardo Bianchi, 22, Abchurch Lane, E.C., director of public companies. 
long as the Credito Italiano holds at least £50,000 shares, it may nomini: 
not more than one-third (or the number nearest to one-third) of the bor: 
Remuneration in each year when the issued and paid-up capital is £7,000, 
or less, £300 each per annum and £700 extra for the chairman. Ino ea 
усаг when the issued and paid-up capital exceeds £1,000,000, sums bearir 
the same proportion to the Issued and paid-up capital as £300 and £700 r 
pectively bear to £1,000,000. The directors may borrow or raise money f: 
the purposes of the company, providing that the total amount outstanding | 
апу one time (exclusive of moneys received from depositors or outstanding ‹ 
bills or letters of credit or other instruments in the ordinary course ol ben 
ina business) shall not. without the sanction of а general meeting, exce 
twice the nominal amount of the issucd capital. No notice of situation 
registered office has vet been filed. 


Birmingham Electrical Accessories Manufacturing Co 
109. (144,386), —This company was ды on July 19th, with a capital 
£1,000 in £1 shares, to carry on the business of manufacturers of and deal 
in electrical fittings and accessories, electrical, gas, hot water, and mechan 
engineers, &c. The subscribers (with one share each) are: E. A. Welch. - 
Francis Road, Stechford, manufacturer; C. E. Garratt, 22, Thynne Stre 
West Bromwich, manufacturer. Private company. The first directors 
number not less than two o? more than five) are G. Garratt, C. E. Garr: 
E. A. Welch, and Alice Welch. E. A. Welch and C. E. Garratt are perr 
nent. Qualification, 50, shares. Secretary: Amy M. Garratt. Registe 
office: Whitmpre Street, Hockley, Birmingham. 


British Electric Trading Co., Ltd. (9,641).—This co 
pany was registered in Edinburgh on July 17th, with a capital of £2,000 
£) shares, to carry on the business of manufacturers of and dealers in 
apparatus and articles connected with electricity. The subscribers (with | 
share each) are: W. J. Kerr, 26. Carlton Court, Glasgow, drysalter: К. 
Dunlop, 10, Brunswick Lane, Glasgow, secretary. Private company. 
first directors (to number not less than thre& Or more than seven) are 
named. Qualification, £50 shares. Remuneration, £50 per annum. © 
citor: H. Hannah, Edinburgh. 
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Anchor Cable Co., Ltd. (69,073).—Capital, £250,000 in 
fü shares. Return dated June 8th, 1916. 6,500 shares taken up; £61,000 
pil c 6,100; £4,000 considered as paid on 400. Mortgages and charges: 
0100. 


Anglo-American Telegraph Co., Ltd. (2,891c.).—Capital, 
CMM in £413,300 ord., ,293,350 pref., and £3,293,350 def. ord. stock. 
pur dated May 19th, 1916. All stock taken up; £600,000 paid; £6,400,000 
алыны as paid, Mortgages and charges: Nil. 


Carville Site & Power Co., Ltd.—Issue on July 7th, 1916, 


d 1000) dets., part of a series of which particulars have already been filed. 


lamplongh & Son, Ltd.—Mortgage dated June 23rd, 

Ili, ceated by the Receiver and Manager to secure not more than £2,500, 
‘uel on the company’s undertaking and property, present and future, in- 
(кї uncalled capital, Holders: Messrs. Hoare, 37, Fleet Street, E.C. 


Edison Accumulators, Ltd.—Debenture, charged on the 
страз undertaking and property, present and future, including uncalled 
ам“, dated. July 4th, 1916, to secure all moneys due or to become due from 
wpn ty London. County & Westminster Bank, Ltd., 41, Lothbury, E.C., 
м wediag £15,000, in addition to a previous amount for not more than 
tuii, 


` 

" — Buchy Falls & Metallurgical Syndicate, Ltd. (110,780). 
-Vaytal, £48.00) in Ll shares. eturn dated December 30th, 1915 (filed 
ие 3, 1916). Atl shares taken up; 105. 6d. per share called up; £25,200 
rad. Melgages and charges: Nil, 


Ang-Foreign Tramway Syndicate, Ltd. (112,859).— 
(pia), £1,090 in 9,500 pref. shares of £1 each, and 5,000 '* A," 4,000 “ В," 
ia Lord. shares. of 18. each. Return dated December 3lst, 1915 (filed 
Ws 3th, 1916). 4,200 pref., 370 А," and 74 “B” shares taken ир; 
23 4. paid. Mortgages and charges: Nil. 


(e, Bray & Co., Ltd. (76,185).—Capital, £160,000 in 
10 prel. and 80,000 ord. shares of £1 each. Return dated June 6th, 1918. 
Wi ort and 55,000 ord. shares taken up; £7 paid; £109,903 considered as 
PA. Mortgages and charges: £40,000. 


.' Вибе District Electric Supply Co., Ltd. (70,259).— 
? (уш. £50,000 in £5 shares. Return dated May 10th, 1916. 9,200 shares 
ubt up; Ё per share called up оп 6,000, and £3 on 3,200; £39,600 paid. 
«Wege and charges: £6,000 debs. issued as collateral security. 


+ Brisbane Electric Tramways Investment Co., Ltd. 
! iW5H.—Capital. £975,000 іп 75,000 pref. and 120,000 оа. shares of £5 cach. 
| Rium dtd June 7th, 1916. All shares taken up; £5 per share called up on 
| RCA od.; £150,120 paid; £824,880 considered as paid on 75,000 pref. and 
i 896 od. Mortgages and charges: £450,000. 
| 


Harry W. Cox & Co., Ltd.—Particulars of £2,000 deben- 

‘wx, cteated June 28th, 1916, filed pursuant to Section 93 (3) of the Com- 

^ f pun (Consolidation) Act, 1908, the whole amount being now issued. Pro- 

| pry dagal: The company’s property, present and future, including un- 
pb capital, No trustees, | 

| 


Flather & Co., Ltd.—A memorandum of satisfaction in 
ы on June 39th, 1916, of second mortgage debenture, dated May 23rd, 1905, 
елиш £400, has been notified. 


Coatbridge & Airdrie Electric Supply Co., Ltd. (89,178). 
^ 13441, £1,000 in £l shares. Return dated March 30th, 1916. All shares 
eu uL £1,000 considered as paid. Mortgages and charges: £161,813 


British Insulated & Helsby Cables, Ltd. (52.285).—Capi- 
| u, £100,409 in 100,000 pref. and 100,000 ord. shares of £5 each. Return 

i1 April Idth, 1916. All shares taken up; £5 per share called up on 
HG pref. und 40,065 ord.; £572,675 paid; £427,325 considered as paid on 
233 prel. and 59,935 ord. Mortgages and charges: £700,000. 


| 
| 
| CITY NOTES. 
l Mn. C. F. Тоғмеи, presided at the annual 
t Crompton meeting, held on Monday at Salisbury 


House, E.C. He said that the trading for 
the last twelve months had been profit- 
Ше, The year had been one of difficulty. in many directions 

| te constantly increasing cost of material, the delays in 
nery, the trouble of getting goods shipped, and the loss 
"i further members of the staff, were a few of the obstacles 

mth which they had had to contend. They had, however, 
masged to do a larger turnover during the year, and the 
ees profit was increased from £57,900 to £63,100, and, after 
гше the various charges set forth in the accounts, they 

| a their disposal, with the carry-forward, £37,950, against 
d twelve months ago. They proposed to put £6,500 to 

"i general. reserve fund, as last year, and they suggested a 
Шо sum аз а special depreciation fund. In order to enable 
oe the better to handle the orders with which they had 
na. се by е (iovernment for the prosecution of the 

| tal they had been obliged to purchase additional machine 
e to make certain extensions, to their premises. Not 
thi. ad they bad to pay war prices for these extensions and 
nh, new plant, but some of the expenditure would not be 
ши When the special war work on which they 
io ла came {о an end. In the circumstances, the 
nin Were of opinion that it was necessary to make a liberal 

a ‚ара this expenditure, and they had also to face 
lene oat in these strenuous times the ordinary rate of 
ab. d which they wrote off each year might not be 
a т In sume cases, to cover wear and tear. They next 
p to wnte off £1,600—the balance of preliminary ex- 
Р E E that this iten would disappear from the balance 
ар recommended the payment of the full dividend 
Per cent. on the preference shares, but they felt com- 


| ! and Ce., Ltd. 


pelled to again appeal to the patience of the ordinary share- 
holders. When addressing them last year, he referred to the 
need of husbanding their resources in these times of uncer- 
tainty and stress, and they had now to face war taxation on 
a scale which was altogether unforeseen twelve months ago. 
Although the carry-forward was increased from £7,691 to 
£10,479, this sum: was subject to excess profit duty and 
assessment under the Ministry of “Munitions Act, and this 
liability was in respect not only of the profits of the year 
under review, but applied to the previous year's profits also. 
They were quite unable to tell at the present moment 
what amount they would have to pay under these heads, 
but he might remind the shareholders that the basis of assess- 
ment for war taxes was the average profit of pre-war years, 
to which certain additions were made. They would remember 
that in the two or three years before the outbreak of war, in - 
the old company's days, the business was not making profits, 
and, although the Acts allowed some relief in such cases, 
there was no doubt that if the reorganisation of the company 
had been carried out two or three years earlier they would 
have been entitled to retain more of their profits for the 
shareholders than they could hope for in the existing circum- 
stances; but such was the fortune of war. The company's 
works were declared a controlled establishment in August 
of last year. During the year they had delivered a 
very large amount of war material, as well as equip- 
ment for Government and other munition works through- 
out the country, and the orders in hand for these various 
classes of work at the end of the year under review 
showed a considerable increase over the figure at which they 
stood twelve months previously. Having referred to the elec- 
tion of Mr. Britten, the manager at Chelmsford, to a seat on 
the board, the Chairman said that, as to the future, he was 
glad to say they had penty of work in hand to keep them 
busy for many months to come, so they were not very 
much concerned for the current year as to their shops. 
What was to happen after the war was over was an- 
other matter. Some people anticipated considerable activity 
for a period, but they were taking steps to meet a possible 
set-back in the demand. He hoped the results of what they 
were doing would enable them to obtain business in other 
directions, as and when they required it, to compensate for 
any falling off in their ordinary trade, and this matter of the 
future was receiving their most careful attention. He would 
like once more to testify to the loyal manner in which they 
were being supported by the staff and others, from the mana- 
gers downwards, and he would like to include their branch 
managers and representatives abroad. One and all were feel- 
ing the burden put upon them by the war and were striving 
their best in the interests of the shareholders. 

Lieut.-Col. JOHN CLiBBoRN seconded the motion. 

Mr. pe UrPHAUGH, referring to the £10,000 put aside for 
excess profits, said that, as an ordinary shareholder, he had 
not received any dividend for ten years, and now, when there 
was a chance of getting a return on his money, it seemed as 
if the Government had stepped in and taken it. He thought 
it was an understood thing that the Government was going 
t» allow investors a certain return on their capital before they 
annexed the excess profits. 

Mr. HuspanpD said he thought the directors were to be con- 
gratulated upon the satisfactory way in which they had car- 
ried on the company during the past twelve months. It must 
have been & very anxious and troublous time, and that they 
had weathered the storm so well was distinctly a matter for 
satisfaction. He had intended to refer to the huge cempara- 
tive reserves in the balance sheet, but after what the Chair- 
man had said, he was satisfied that they were wanted for the 
purposes of the business. He was an old-fashioned financier, 
and he held that all reserves should be liquid, but he sup- 
posed that in the case of Crompton's that was a policy of 
perfection which it was not possible to adopt. 

The CHAIRMAN, in reply, said that the matter of the excess 

rofits tax was a very delicate one which they had better not 
discuss publiely. As to the large reserves, the special reserve 
of £10.000 was to cover the expenditure which they had 
incurred on plant and machinery which had been bought 
specially for Government work, and which would not be of 
any use after the war. 

The report was adopted. 


The annual meeting was held on Thurs- 
day last week, at Salisbury House, E.C. 
Mr. P. D. Тоскетт, who was in the chair, 
said that the set-back in the steady pro- 
gress which the company had been making 
year by. year prior to the war. which was shown in the 
accounts. was directly and entirely attributable to the abnor- 
mal conditions resulting from the war: Almost all the under- 
takings had been adversely affected, the aggregate profits 
showing a reduction of over £12,000. "Their costs had been 
increasing, while the lighting revenue had been shrinking, 
owing solely to the increased cost both of materials and 
labour, aggravated in some cases by the reduced efficiency 
resulting from the reduced loads. Coal, oil, copper, and all 
other materials used in the business had greatly risen in 
price. The increased cost of coal (often of inferior quality) 
accounted for a difference of near £13,000. "Then, again, the 
unprecedented demand for labour, and particularly for skilled 
labour, coupled with the high cost of living, had necessitated 
the payment of higher wages, or of war bonuses, which was 
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the same thing in another form. They had continued the 
poyment of war grants to the dependents of men on active 
service, such grants during the year absorbing nearly £3,000. 
What was, however, in some respects the most serious feature 
of the situation, so far as the staff was concerned, lay in the 
fact that they had been deprived of the services of many of 
their most experienced. and highly-trained men at a time 
when they could least afford to lose them and were least able 
to replace them. Altogether, 364 men had. left them to serve 
in the Army or Navy, and of these ten had laid down their 
lives. Jn order to cover, to some extent, the heavy extra 
expense incurred, they last year raised their rates of charge, 
and in view of the still heavier expense with which they were 
now faced they had had no alternative but to again increase 
them, in some cases up to their authorised maximum, and, 
indeed, in two or three cases they had been obliged to ask 
the Board of Trade to sanction an increase beyond the maxi- 
mum. How far this would compensate them for increasing 
costs it was linpossible to forecast, but it would fall consider- 
ably short of what was required to compensate them also for 
the loss of lighting revenue. They were, however, doing all 
they could to develop the power and heating loads, the im- 
portance of which they had long recognised, and so far as 
their limited opportunities admitted, be thought they were 
meeting with a very fair measure of success in this direction, 
for last year their power and heating connections aggregated 
the equivalent of 124,000 lamps, whilst for the first five 
months of the current year they represented the equivalent 
of 56,000 lamps. The,revenue derived from this additional 
load had tended to minimise the loss of lighting revenue, but 
the shrinkage in the latter was so marked, and was likely to 
be so increasingly felt during the current year with the influ- 


"ence of the Summer Time Act super-added to those which 


were previously operating, that he felt it was useless to 
cherish any illusions that the new load would make good the 
loss on the old. Proceeding to refer to the accounts, he said 
the net balance of the profit and loss account was £13,259, 
about £10,000 less than last year. They had been able to 
pay the final half-year's dividend on the cumulative prefer- 
ence shares and carry forward £4,625. The general financial 
pesition of the company remained satisfactory; its cash re- 
‘sources amounting to nearly £36,000, as against £34,000 last 
year, and little more than £14,000 two years ago. The 
reserve stood at £73,148, or over £17,000 in excess of the 
figure last year: In view of the probability of a further 
shrinkage of profit during the current year, he thought they 
would have to withhold the payment of an interim dividend 
on the preference shares next January. It was most dis- 
appointing that the war should for the time being have 
largely deprived them of the fruits of their past labours, for 
he thought there was little doubt that, but for the war, they 
would to-day be paying a substantial dividend on the non- 
cumulative preference shares. They were not, however, alone 
in their sufferings, for all electric supply undertakings were 
suffering, and were likely to suffer increasingly, as long as 
the war lasted where no special condition existed to compen- 
sate them for their increased costs and reduced lighting 
revenue. Their lamp connections, amounting to an equivalent 
of 150,984 lamps, had been well maintained, but of these 
only 17 per cent. represented lighting, as compared with 32 
. per cent. for the previous year, and this tendency was still 
. more marked in the connections for the first five months of 
the eurrent year, the proportion of lighting to power having 
fallen, to 10 per cent. It had been a feature of the war period 
that their power connections had been stimulated by the 
exceptional demands for. power created by the war, and he 
hoped they might continue to derive a large part of the 
benefit from those connections after the war, although it was 
difficult to say at present how far many of them were likely 
to be permanent. Thus, at one place they had a single 
. factory taking 600 Kw., equivalent to over 18,000 lamps. for 
shell making. Dealing with the results of the subsidiary 
companies, he said the Tsle of Wight Co. afforded as good 
an illustration as any of the way in which they had been 
. adversely affected by the war, since it was that company 
- which was chiefly responsible for the reduction in the divi- 
dend and interest item in the profit and loss account. Prior 
to the war, the company was progressing as steadily and satis- 
factorily as they could desire, its profits having increased by 
over £3,000 during the four years from 1909 to 1913, whereas 
for 1914 they declined by £1,456, and during the past year 
by a further £2,453. The two principal items accounting 
for this last reduction were an increase of £721 in the price 


of coal and a reduction of £2,241 in the lighting revenue. 


. Last year Ventnor's lighting revenue shrank by as much as 
31 per cent., and Sandown's by not much less, They had had 
very similar experiences at Lymington, Hfracombe, Rams- 
gate, and Cromer, all holiday resorts deserted by their visi- 
.fors. At Lymington the lighting revenue dropped 15 per cent. 
last year, at Ilfracombe 16 per cent., at Ramsgate 28 per cent., 
and at Cromer 29 per cent., following a drop of 10 per cent. 
in the previous year. Melton Mowbray's hunting season and 


- Newmarket’s racing and training activities had, of course, 


suffered owing to the war, and in both cases this had affected 
their dividends, and had consequently re-acted on then, 
whilst Bromley and Surbiton both suffered from the smaller 
ccnsumption of their lighting consumers, Bromley's lighting 
revenue shrinking by £1,133, and Surbiton's by not much 


'" Jess. Finally, there was the Scarborough tramway under- 


taking, which, starting from a much less satisfactory point 


of departure, had suffered more seriously than any of the 
other undertakings in so far as its profit of £298 for 1914 had 
been converted into an actual loss of £1,722 for 1915. The bomn- 
burdment by the German cruisers, followed by Zeppelin raids 
besides reducing the resident population, was estimated to 


' have deprived the town of nearly 500,000 of its summer visi- 


tors, on Whom, to a very large extent, the earnings of the 
tremway necessarily depended, with the result that the 
revenue actually shrank by 68 per cent. as compared with 
1914, and by 66 per cent. as compared with 1913. The under. 
taking presented one of the most difficult problems with which 
they had to deal, since it was obvious that they could not 
afford to run it indefinitely at a loss. On the other hand, it 
earned an aggregate gross profit of over £1,900 in the three 
years prior to the war, it gave promise of decided improve. 
ment during the first half of 1914, and they could not but 


. hope that it might again show improving results after the war. 


lor the tine being. they were operating it with every possible 
economy, but, do what they would, they could not expect 
to avoid a substantial loss as long as they were confronted 
with the present conditions. There remained two develop- 
ments of a much more satisfactory character. The Lanea- 
shire Power Co. increased its profits last year from £30,471 
to £32,843, whilst for the current year, in spite of increased 
coal prices, 14 promised to do very substantially better still. 
It had not yet reached the stage at which it could prudently 
divide its profits, but if it continued to make the progress it 
was doing, he saw no reason why it should not be in a 
pcsition to do so within two or three years. Consequently, 
it was a source of considerable satisfaction to them to feel 
that they were fully justified in supporting and saving their 
investment when, in 1908, they decided to take upon them- 
selves the responsibility of increasing it by a further £28,000. 
The other satisfactory development related to the Surbiton 
undertaking, which had now been taken over from the 
Council. They were interested jointly with Callender's Cable 
and Construction Co., and the arrangement come to was 
siuilar to that made in the case of Frome. They took over 
the undertaking subject to the payment of the balance of the 
interest and sinking fund on the capital provided by the 
Surbiton Council, which in any case they were under an 
obligation to discharge, but, whereas previously they had 
no Interest in the reversion, they now had the entire interest 
therein, and this should ensure their eventually making good. 
and, indeed, far more than making good, the losses incurred 
in the earlier vears. In conclusion, he said that, as they 
would have gathered from his remarks, they were by no 
means sanguine as to their ability to avoid some farther 
shrinkage of profit with the capital expenditure reduced to 
the barest minimum, and with costs tending to rise and 
lighting revenue to decline still further. They were doing 
what they could to minimise the consequences of these condi- 
tions, but the conditions were such that they could not hope 
entirely to overcome them, and he was afraid they had got 
to recognise the fact and accept the sacrifice which the 
exigencies of the time might require them to make. Their 
present position and prospects were wholly due to war condi- 
tions, and should, therefore, rapidly improve as the country 
resumed its normal way of life after the war. In the mean- 
time, it should prove reassuring to them to remember that 
the gross profits of the various undertakings increased by 
a} proximately £60,000 between 1908 and 1914, or at an aver- 
age rate of nearly £9,000 per annum, whilst for this past 
vear the subsidiary companies, in. addition to providing for 
the depreciation of their free wiring and wiring stocks, had 
appropriated to reserve and carry-forward over £40,000 in 
excess of the amounts provided in 1908. It was this policy. 
which they had steadily pursued, of building up the resources 
of the subsidiary companies which would prove their salva: 
tion in this time of stress, and would, he hoped, enable ther. 
a year or two hence, to proceed once more on that path o! 
steady progress which for the time being had been so rudely 
interrupted. And, after all, however disappointing it might 
be, and however they might deplore it. this temporary los: 
of profit was a comparatively small matter when they con 
sidered the overwhelming issues at stake and the supreme 
sacrifices which were being made to remove once for all the 
intolerable menace which had been threatening Europe with 
increasing imminence for so many years. 

Mr. A. A. CAMPBELL Swinton seconded the motion, which 
was adopted without discussion. 


The accompanying tables show the finan. 
cial results realised by a number of elee 
tric lighting and tramway companies it 
France during the past two years. In tl: 
case of the two supply companies foi 
which no rate of dividend on the ordinary shares is mentione 
for 1914, no information is available for the moment, and 1 
must therefore not be assumed that a distribution did no 
take place for that vear. "The absence of any dividend declara 
tion by certain other companies in both years is due chiefs 
tə the allocation of net profits to contingency funds in conse 
quence of the effects of the war. The list of tramways al: 
comprises the Compagnie Générale des Omnibus, whose rat 
of distribution for 1914 is also lacking. The inclusion of thi 
Paris company is explained by the fact that it owns a 
extensive mileage of trolley and conduit lines in Paris, whils 
the company's motor omnibus services, although resumed t 
a slight extent in June of the present year, Were entirely at: 


French Lighting 
and Tramway 
Undertakings. 


a ae 
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standstill in 1915 owing to the requisition of the "buses by 
the Army authorities. The tables are as follows :— 


LIGHTING AND POWER COMPANIES. 
Dividend per cent. 
on ord. shares. 
1915. 1914. 
Compagnie Parisienne de 
d' Electricité Kk. sax a | 4 
Société d'Eleetricitó de Paris "T us 8 8 
Parisienne Electrique — 
Compagnie Générale 
d'Energie Electrique — ... ша s 
Energie Electrique du Littoral Méditer- 
ranéan “Р T T Ее oe. 
Compagnie Centrale d'Energie Electrique 
Energie Industrielle M е aed 
Forces Motrices et Eclairage de Grenoble 
Force Motrice de l'Arve ... — ... " 
Compagnie Centrale d'Energie Electrique 
Forees Motrices du Rhone ... - Em 
Havraise d'Energie Electrique 
Hydro-Eleetrique de Fure et Morce 
Société Biterroise de Force et Lumière ... 
TRAMWAY UNDERTAKINGS. 
Compagnie Générale des Omnibus de Paris 
‘Société Parisienne pour l'Industrie des 
Chemins de Fer et des Tramways Elec- 
triques P. jn ur as MN "EM -— 
Compagnie des Tramways de l'Est Parisien — — 
Compagnie Générale de ‘Tramways Pos 5 4 
Tramwavs de le Rive Gauche oo — 
Tramways Algeriens ... "T - .. 8.6 3.2 


Distribution 


— 


de Distribution 


| 
| 


s of SP lal lia 


The directors report continued satisfac- 
tory progress. Revenue from sale of elec- 
tricity increased, and notwithstanding the 
very high costs of coal and labour the net 
profits, after payment of bank and other 
interest, also increased. The net profits for the three half- 
yearly periods ended June 30th have been :—]916, £13,550; 
1915, £9,873; 1914, £10,414. The dividend on the 6 per cent. 
cumulative preference shares for the half-year, absorbing 
£4787, will be paid August Ist. In view of the financial 
conditions arising out of the war and the heavy commit- 
ments which the company has had to incur, due to the 
demands for munitions, the directors have deferred the con- 
sideration of a dividend on the ordinary shares until the end 
of the year. An important extension of the Thornhill power 
station is being made in consequence of the demands from 
the company for additional supply, and as a first instalment 
a 6,000-KW. turbo-alternator will shortly be erected. 


The report for 1915 shows that the 
County of Dorset capital expended in the associated com- 
Electric Supply panies to date amounts to £34,451. The 
Co., Ltd. revenue receipts, exclusive of the Lyme 
Regis dividend, amount to £2,461, 
against £1,062 last year. The gross profit, including the divi- 
dend of the Lyme Regis Co., amounts to £1,271. Against 
this must be placed interest on temporary loans £846, leaving 
a profit on the year’s operations of £425, against a deficit of 
£160 in 1914. The subsidiary companies (Lyme Regis, Bland- 
ford Forum & District, and Swanage Companies) have each 
shown satisfactory progress. The Lyme Regis Co., in spite 
of lightimy restrictions, shows a substantial profit on the 
year's working, equivalent to & dividend of 8 per cent. The 
number of consumers on December 3lst was 112 in Dor- 
chester, 64 in Blandford, 133 in Lyme Regis, and 86 in Swan- 
age. Progress during the year has been steady and satis- 
factorv, especially eonsidering the adverse conditions due to 
the war. 


Yorkshire 
Electric 
Power Co. 


Standard Waygood Co., Ltd. (Australia).—The report of 
this company for the year ended March 31st, after writing 
off £0936 for bad and doubtful debts and depreciation of 
securities, shows a loss of £1,165. With £17,802 brought for- 
ward there was an available balance of £16,638. An interim 
dividend of 1s. per share on the fully paid-up shares and 6d. 
per share on contributing shares absorbed £7,819, and_ the 
directors recommend a final dividend of like amount, making 
10 per cent. for the year, leaving £1,000 to be carried for- 
ward as provision for income-taxes. The report states that 
а plant designed and used for the manufacture of electric 
searchlight carbons has-been of service in developing an in- 
dustry new to Australia, and useful to the defence forces. 

he cost and the loss on the manufacture of carbons has been 
entirely written off. {Work in progress brought forward 
from the previous year was expected to show good profits, but 
increased cost of labpur-and material swallowed up these 
margins, and left losses, some very large. Orders are ex- 
tremely scarce, and no interim dividend will be paid.—Sydney 

Morning Herald. 


Mather & Platt, Ltd.—Interim dividend on the ordinary 
: ares of $ per cent., less income-tax, for the half-year .to 
üne З, being at the rate of 10 per cent. per annum. 


Copper Prices.—F. Smith & Co. and James & Shakespeare 
report, July 96th.—No changes in prices quoted last week. 


Companies to be Struck Off the Register.—Unless cause 
to the contrary is shown within three months, the following 
companies will be struck off and dissolved :— 

Anglo-German Wireless Syndicate, 

Atkins Filter, Engineering & Water Softening Co. 

Bevan Lock-Nut Co. 

Blanchard Lamp Foreign Patents Co. 

Bridlington Electrical Engineering Cu. 

Helis Cell & Accumulator Co. 

Improved Railway Signals. 

In ernational Filaments, 

New Century Are Lipht Co. 

Paris Accumulator Co. 

Power Transmission Syndicate. 

Smoke Consumption (Cowper-Coles Patents). 

United Electric Light & Power Supply Co. 

Warner Engineering Co. 

Tubes, Ltd.—A further interim dividend of 15 per cent., 
free of tax, making 20 per cent., free of tax, for the year 
ended April 30th last. 16 is intended to increase the capital 
of the company by a further 50,000 shares of £1 each. 

Veritys, Ltd.— he separate E of the holders of 
the ordinary and management shares held, by order of the 
High Court, on July 25th, according to the Financial Times, 
considered a scheme of arrangement which provides that— 

1. The 6,980 £10 ordinary shares shall be called preferred 
ordinary shares, and as from January 30th, 1916, have the 
right to a cumulative dividend of 7 per cent. and rank beth 
as regard capital and dividend in priority to the management 
shares, but after the 5 per cent. and 6 per cent. cumulative 


. preference shares, without further participation ; and 


2. The 200 £l management shares shall be called. deferred 
ordinary shares, and as from January 30th, 1916, and subject 
to the provision for a reserve fund and to the rights of the 
preferred ordinary shares, shall confer the right to the surplus 
profits whieh it may be determined to distribute. 


Southern Brazil Electric Co., Ltd.—Mr. E. H. Tootal 
presided at the annual meeting, on 19th inst., and said that 
steady progress Was being made with their different under- 


. takings, and there was every reason to look for a satisfactory 


Increase of revenue all round, but as the present stage was 
largely one of development and extension it would be some 
tine before that increase could attain the full anticipated 
proportions. The Piracicaba tramways was opened for traffic, 
and it would soon show material development of passenger 
and goods traftic. Work was also progressing well with the 
electrification of the Campinas steain tramway, though un- 
favourable weather and the difticulty of obtaining material 
caused delay. 


_Wm. Beardmore & Co., Ltd.—After providing for depre- 
ciation, debenture interest, contingencies, excess profits, pay- 
ing the preference dividend, and putting £50,000 to special 
preference dividend reserve, 6 per cent., free of tax, is to be 
paid on the ordinary shares, carrying forward £195,283. 


Underground Electric Railways Co., of London.—Interest 
on the 6 per cent. first cumulative income debenture stock 
for the hal -year ended June 30th at the rate of 6 per cent. 
per annum, less tax, and on the 6 per cent. income bonds of 
1948 for the half-year ended June 30th at the rate of 6 per 
cent. per annum, free of British imcome-tax. 


Central London Railway Co.—Interim dividends for the 
past half year on the undivided ordinary stock at the rate of 
31 per cent. per annum, and on the preferred ordinary stock 
at the rate of 4 per cent. per annum. 


City & South London Railway Co.—Interim dividends 
for tlie past half. year on the whole of the outstanding о per 
cent. preference stocks 1801, 1896, 1901 and 1903 at the rate 
of 5 per cent. per annum, and on the ordinary stock at the 
rate of 13 per cent. per annum. 


Metropolitan District Railway Co.—Interim dividends for 
the past half-year on the 4 per cent. guaranteed stock at the 
rate of £4 per cent. per annum, on the first preference stock 
at the rate of £4 10s. per cent. per annum, and on the second 
preference stock at the rate of £3 per cent. per annum. 


London Electric Railway Co.—Interim dividend for the 
past half-year on the 4 per cent. preference stock at the rate 
of £4 per cent. per annum, and on the ordinary shares at the 
rate of £14 per cent. per annuin. 

W. & T. Avery, Ltd.—Dividend of 10 per cent., making 
123 per cent. for the year.  Bearcity of clerical labour and 
other cireumstances have delaved the preparation of the 
balance sheet and the holding of the annual meeting for the 
present. | | 

Newcastle-upon-Tyne Electric Supply Co.—lhe '* Finan- 
cial Times ” states that it has been decided to postpone the 
payment of the preference dividend until about the end of 
September. 


Chatham & District Light Railways Co.—Interim 
dividend at the rate of 3 per cent., less tay, for the past half- 
year. 

Bournemouth & Poole Electricity ‘Supply Co., Ltd.—In- 
terim dividend on the ordinary shares at the rate. of 5 per 
cent. per annum, less tax, for the past half-year. 


County of London Electric Supply Co., Ltd.—Interim 


dividend on the ordinary shares at the rate of 5 per cent. per 
annum, less tax, for the half-year ended June. A 
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Credenda Conduits, Ltd.—After SEE £2,000 off good-- 


will, and paying 8 per cent. per annum 
£955 18 to be carried forward. 

London Electric Supply Corporation, Ltd.—Interim divi- 
dend of 5 per cent. on the ordinary shares. 


Kaministiquia Power Co.—Dividend at the rate of 7 per 
cent. per annum for the past quarter. 


ividend, tax free, 


Lanarkshire Tramways Co., Ltd.—Interim dividend, 61. 


per cent. per annum, less tax, for the past half-year. 

Hong-Kong Tramway Co., Ltd.—Interim dividend, 7 per 
cent., less tax. 

Metropolitan Electric Supply Co., Ltd.—Interim dividend 
on ordinary shares, 18. per share for the past half-year. 

City of Buenos Ayres Tramways Co. (1904), Ltd.—A 
dividend of 1s. 3d. per share (at the rate of 5 per cent. per 


annum), less income-tax, is announced for the past three 
months. 


STOCKS AND SHARES, 


TUESDAY EVENING. 


Stock Exchange markets have recovered to a great extent 
from the depression into which they were plunged by the 
raising of the Bank Rate to 6 per cent. The tardy explana- 
tion of the way in which the country’s daily expenditure of 
sıx million pounds on the war was arrived at helped to pro- 
mote a better feeling, and it was considered a little unfortu- 
nate that explau:stion at greater length was not afforded by 
Mr. McKenna at the time that he made his statement. 

Money continues to pile up from profits and savings, and 
has to be used in one direction or another. Treasury Bills 
and Exchequer Bonds are splendid investments; but capi- 
talists do not care to put all their money into such securities, 
and the consequence is that the money is overflowing into 
other departinents. The raising of the Bank Rate to 7 per 
cent. was feared at one time; but even if it were advanced 
to this level, the root factor would not be destroyed—that 
there is plenty of money seeking 8 more permanent invest- 
inent than any short-terin borrowings offer. 

Home Railway stocks have recovered, after being dull and 
heavy. The factor outlined in the preceding paragraph be- 
comes daily more obvious; and the first of the half-yearly 
dividends from the Home Railway companies are sufficiently 
good to stimulate buying of the stocks. 

The Underground group entered the field early with its 
dividend declarations. It may be well to recall that the pre- 
sent occasion is the first that the profits are divided under the 
arrangements made by the recent shuffling of the cards in 
this group. The various companies pay their receipts into a 
single account or pool, from which it is shared out again in 
fixed proportions. 

The City & South London Railway takes 6 per cent. from 
this pool, which is three times as much as its previous share; 
and no doubt this enables the company to pay a dividend at 
the rate of 14 per cent. on its ordinary stock, against nothing 
ut all since the first half of 1913, when the shareholders got 
i per cent. The London Electric Railways takes 3U per cent. 
of the joint earnings, instead of 96 per cent. as previously, 
and the dividend on its ordinary shares goes up from 1 per 
cent. to 14 per cent. No change was made in the propor- 
tions of the Central London or the District Companies, and 
the undivided ordinary stock of the former is to receive Зі 
per cent., giving the preferred ordinary 4 per cent.; while 
District pays 3 per cent. on its 5 per cent. second preference 
stock, the same as it did a year ago. 

The London General Omnibus dividend is reduced to б per 
cent., free of tax, which is 1 per cent. less—due to the com- 
pany's getting 32 per cent., instead of 40 per cent., of the 
fund already referred to. Obviously, the Tube companies 
neve benefited at the expense of the London General Omnibus 

О. 

So far as prices are concerned, these dividend declarations 
have had little effect.- ТЬе quotations are firmer, and Under- 
ground electric incomes have recovered most of their 34 points 
drop of last week. It is announced that the company will pay 


its coupon of 3 per cent., free of tax, on September Ist. . 


Most of the Steam stocks are better, those in the Southern 
passenger group improving from a revival of the 35-year-old 
scheme for a Channel tunnel. The idea of such a tunnel is, 
of course, much older than this; but the company now in 
existence for the purpose of constructing a tube between 
this country and France came into being in 1881, under a 
title slightly different from the present one. 

County of London ordinary and preference shares are both 
up à on the declaration of an interim dividend at the rate 
of 5 per cent. on the former, this being the same as a year 
ago, and regarded, therefore, as distinctly satisfactory. City 
Lights and Charing Cross preference hold their previous im- 
provernents. A rise of 1/16 in London Electrics has taken 
the price to 1 5/16. No further changes have occurred in the 
list. There is still, however, a quiet demand for shares, and 
very little supply to meet it. ^ Electric Constructions are 
better at 16s. 6d. British Westinghouse preference maintain 
their substantial improvement, and during the past few days 
have been up to 52s. 6d., which price tempted a few sellers, 
with the result that, on balance, there is no quotable change 
in the shares at 61s. 6d. 


The Telegraph market has halted in its upward march, and 
the high prices have brought a little stock to market. The 
only change in quotations, however, is a fall of 4 in Globe 
Telegraph & Trust preference. The rest of the list exhibits 
sufficient strength for the market to absorb with ease the 
shares that are offered. United River Plate Telephones re- 
acted to 63, but Chili Telephones remain good at 7. 

Marconis took a turn for the better; the price touched 34 
bid, but eased off a trifle to З 7/32. The subsidiaries, how- 
ever, have improved, Americans hardening to 18s. and Cana- 
dians to 118., while there has been a little business this week 
in Spanish and Generals on the basis of 10s. 6d. The Gov- 
ernment is bidding 993 for New York Telephone bonds or 
1031 for the dollar bonds. Of the cable companies’ shares, 
British Insulated at 113 continue to advance, and are 4 up 
on the week. Cromptons keep about 10s., the meeting held 
early this week having no effect upon the price. 

Brazil Tractions are ex 1 per cent. dividend, equal to 3 per 
cent. net, so that at 62 ex dividend the price is actually 4 
higher. Anglo-Argentine second preference eased off to 3}. 
The British Columbia Electric group is firmer, the preferred 
and the deferred stocks both hardening. Mexico Tramways 
5 per cent. first mortgage bonds are 1 lower at 41, although 
the news from Mexico seems to wear a somewhat brighter 
complexion. | ‚ 

The rubber market is quiet and disposed to droop, in conse- 


quence of the fall to 2s. 9d. per lb. in the price of the raw 


material. From this there was a small recovery, but the 
dwindling in rubber has checked the volume of buying. 
Armament shares are better, and there is a brisk demand for 
nearlv all the companies connected with the iron, coal and 
steel industries. Copper shares remain heavy, for want of 
a recovery in the price of the metal itself. 


SHARE LIST OF ELEOTRICAL COMPANIES, 


Home ELECTRICITY COMPANIES, 


Dividend Price 
А4 July 25, Rise ог fall Yield 
1914. 1915. 1916. this week, p.c. 
Brompton Ordina ET .. 10 10 6 — £118 9 
Charing Cross Ordinary -- 6 6 = 6 18 0 
do. до. do, 44Pref.. 44 4 8 — 8 $ 
Chelsea ee ee ee ee 5 4 B => 6 18 4 
City of London... x . P 8 12) — 6 8 0 
do. do. 6percent. Pref. 6 6 1 — 614 8 
County of London = TEE. | 7 1 + i 610 0 
do. 6 per cènt. Pref. 6 6 1 + 614 8 
Kensington Ordinary .. ss 9 1 б — 616 7 
London Electric .. m . 4 8 12, + 5 6 17 2 
до. do, 6 per cent. Pref. 6 6 M == 6 18 4 
Metropolitan Vx e m " 8 9 — 6 6 4 
do. 43 per cent. Pref. 4 4} 8 — 710 0 
St. James’ and Pall Mall .. 10 8 6 == 618 4 
South London  .. E Б 6 23 — В 18 10 
South Metropolitan Pref. 4073 1 af = 6 46 
Westminster Ordinary .. .. 9 7 — 614 8 
TRLEGRAPHS AND TELEPHONES, 
o-Am. Tel. Pref. ee . 9 6 6 104 = 16 
abi do. Def... .. 80/- 88/6 28 ~~ 7? 10 9 
Chile Telephone .. > ө 8 8 1 — 14 6 
Cuba Sub. Ord. b Б 1 = 618 4 
Eastern Extension 1 8 lijxd — 5 7 8 
Eastern Tel. Ord. qe zi : У а == i : : 
Tel. and T. Ord. .. ae x — 
MSN do. Pref. "x 6 6 104xd — à 5 10 4 
Indo-European .. oe . 18 13 48 == 612 8 
Marconi  .. F PEE .. 10 10 22 + & 8 2 0 
New York Tel. 44 ХЕ a 44 44 993 — 4 10 8 
Oriental Telephone Ord. .. 10 10 == коса 
United R. Piste ao К vis : 8 6 — fh *Б 18. Б 
West India an в Р ee TES — — 
Western Telegraph vs as 1 8 16 xd — 5 6 & 
Home RAILS. t 
Central London, Ord. Assented 4 4 74 +1 Б 8 E 
Metropolitan И RAT Lo 1 26 +3 815 6 
do. District .. is n a. 15 + + A н 
erground Electric Ordina i + i 
Е do. "A" .. Ni Nil 8/6 te Nil 
do. do, Income 6 6 . 9L +8 *8 11 10 
FoREiGN Trams, &0. 
Adelaide Sup. 6 per cent. Pref. 6 6 . 6 — 6 00 
Anglo-Arg. Trams, First Pref. Б 6 8 -— 4390 
Brazil Tractions.. фа ге 4 4 62ха + 2 6 9 0 
Bombay Electric Pref. .. „> 6 6 103 ous 614 8 
British Columbia Elec. Rly. Pfce. 6 5 60xd — вва 
do. do. Preferred — Nil 414 +14 Nil 
do. до. Deferred — Nil 40 +1 Nil 
do. do. Deb. 42 4: 66 — 610 9 
Mexico Trams 6 per cent. Bonds — Ni 41 —1 Nil 
do. 6 percent. Bonds — Nil 84 — Nil 
Mexican Light Common: .. Nil Nil 20 — Nil 
do. Pref. .. ate Nil Nu 88 — Nil 
do, lst Bonds id Nil Nil 43 — = 
MANUFACTURING COMPANTES, 
Babcock & Wilcox e 5e 14 15 8 === вое 
British Aluminium Ord. os 6 7 28J- = 57 e 
British Insulated Ord. .. e 15 Mi 112 +3 2986 
British Westinghouse Pref, .. 1% 61/6 — . 516 8 
Callenders .. e. ee .. 6 @ 12 — воо 
do. б Pref. - T b 6 == 511 1 
Castner-Kellner .. uec we + cem — 6 68 
Edison & Swan, £8 paid . Ni — 9/6 — Nil 
do. do. fully paid .. Nil = 13 — Nil 
do. до. 6 percent. Deb. 6 6 67 — 815 8 
Electric Construction .. s 6 7À 16/6 4 Bd. 9 110 
Gen. Elec. Pref. ee os ee 6 6 10 — 6 о oO 
Henley ee oe ee oe 20 25 154 еә 8 1 8 
до. 44 Pref. .. oe ee 44 4$ 4 =» 5 19 6 
India-Rubber .. .. .. 10 10 124 == *8 8 4 
Telegraph Con. os ee ee 20 20 89xd -— 6 4 Q 


* Dividends paid free of income-tax. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JUNE, 1916 


with £302,583 in May ; a considerable decrease бутай ій tele- 
graphic and telephonic imports, but in other directions increased 
values obtained. 

The re-exporta at £22,604 showed a slight increase on the 
previous month’s total. 

Canada takes precedence as our best customer during the month, 
but business was good in many directions, including India and the 
various Colonies, while nearer to home France, Russia, and Norway 
were excellent customers. 

As regards the importers into this country, the United States 


THE June returns of electrical business show considerably increased 
values, both in the export and import sections, as compared with 
the previous month, which was itself considerably above the 
sverage a8 regards business. 
j; Thus the exports for June reached a total value of £603,510, as 
compared with £499,381 in May and £353,266 in April. This 
excellent showing is largely accounted for by submarine cable 
to Canada (£96,000) and Brazil (£17,500), although 
machinery, cable, and lamp exports, amongst others, reached 
higher values than in May, while telephonic and battery exports 


fell off in value. 


The importa for the month were valued at £316,697, as compared 


did a considerably increased business, while from Holland we 
purchased some £26,000 worth of lamps. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


e (89 |» | К | ra 2.3 
| 13 g 344 fes & fel 18 si „| ТЕ) | SEB see 
ae w S| 5,8 | 59р. мы О С. po БЕН а | £ ойо AJS = 
Destination of exports and country consigning 499 ses | Лес oh £5 Р "3 Б E S992 95 8 сак Sop | * 
eed 502 a2 gpi EE | 825/282 | S2 ТИН ШЕН ИЕ АЕ 
1 Ф| 221988: 2° | Akg a) Ra IET TEMERE 
= ma |) 5 Ы | ч g , Ag | БЕ > 
fal so |Ы | =r d | | | e$ 
£ £ £ £ £ £ £ £ £ £ £ £ £ 
Russia. Sweden, Norway and Denmark 1,855 (12,709 347) 3,052 |5,129 | 1,195 117,253 721) 309 | 221 641| 8,242 | 51,701 
German West Africa . Si T X е - igi ТЕ " T 59 з К 59 
Netherlands, Java and Dutch Indies. 2171 |22,030 | 1.052 37 15 | 1,891 488| 157 8 | 1.789| 2 055 31,693 
Belgian сан. EN (us d 17 РЕ BU)... : Vis Med bs ad Sache BL 104 
France . z -— bis see 2,905 | 1,317 505 27 62 53 |24.708 14,130) 1,228 | 146 | 3,250 9,557 57,888 
Portugal T Pas 135 831 ss 8 2 236 945 705]... . | 1,033) 880 4.376 
Spain, Canary Isles and Spanish N. Africa... 412 98 170) 271 5,354 | 9.015 102} 920 35 13| 328 | 16,784 
Switzerland, Italy-and Austria-Hungary ... 223 112 121) x 538 505 235| se 261 297 93 | 2,145 
Channel Isles, Gibraltar, Malta and Cyprus... 174 299 15) 104 34 ies н us 28| 224 922 
U.S.A., Philippines and Cuba 3,901 - 249 63 34 219 133| 159 | ... 190] 815 | 5,763 
Canada and Newfoundland ... 366 29 16 183 485 | 5,187 sae 398 10 ... {102,621/109,195 
British West Indies and British Guiana 44 Р 16 49 148 T" me 95| 185 537 
Mexico and Central America "m 54 | 1,263 vas 18 ‘ek 414 зма ЖЕ is ds : 1,719 
Peru and Ое 10 one ex 50 845 42 290; 163 i 8 73 1,481 
Chile i без 175 259 i86, 292 70 873 bes 174 50 62 171 2.612 
Brazil РР aes 161 560 17 178 Ves 252 | 1,092 33| 1.690 48 ... [17.559 | 21,590 
Argentina ... | 2,176 | 8303 | 1,172, 1,149 | 340 | 1,975 (12,737 | 1,025) 1.372 13 982| 4,659 | 35,905 
Colombia, Venezuela, Ecuador and Bolivia... 71 TBE |) sss on i sh 20 i 101 77 ri" 1,081 
Egypt, Tunis and Morocco... ... 335 | 883 | 138| 483 127 | 786 14| 16] J6 | 506! 7,608 | 10,912 
British West Africa ... $a 131 165 17 15 НРА 1,163 4 15 TT 27) 137 1,674 
Rhodesia, O.R.C. and Transvaal 1,131 | 1,898 172; 566 902 | 1,721 518 18 |7 69 6 15 706 
Cape of Good Hope 1,044 | 5,907 | 397| 1,011 307 | 1,023 44| 559] .. |... |... | 10,52 
Natal... 314 | 9,175 218) 169 713 | 1.969 ‘is 331 8 11| 289 | 13,197 
Zanzibar, Brit. Е. Africa, Mauritius & Aden 39 111 30 84 ve 100 Sa 16 з 380 
Azores, Madeira and Portuguese Africa... dd 19 ies 15 60 m 73 257 
French African Colonies and Madagascar... Ya 24 - 316 340 
Persia ... dus 25 817 2s Ты iue 131 83t 100 "t 2 58 1,972 
China and Siam T" 630 | 5,189 т10] 685 1,018 | 7.208 | 1,422] 296 20 345| 577 | 18.100 
Japan and Korea c ir 28 113 эз Р 28 252 31] 1,647 bag xi 150 | 2.219 
India... ges we 4.181 |36 522 | 3,479)|-3,471 2.898 [17.954 | 1.472 3.734 | 126 | 1,247] 403 75,487 
Ceylon ... is 97 124 208| 187 19 218 82 cia 14 2( 353 1.622 
Straits Settlements, Fed. Malay States and 
Sarawak — ... .. 568 | 5,756 ок] 298 1,022 | 1,897 | 290| 242 | 167 | 65(| 1,326 | 12,314 
Hong Kong 16 | 1,640 | 113] 174 1,783 18 13 | 20 34| 557 | 1488 
West Australia n ; 117 | 4,939 | 126] 179 360 | 842 | 344] 361 8 " 7,276 
South Australia ate А ved 2.702 46) 214 5% 46 539 sai 25 47 PN 115 3.731 
Victoria " Hei 400 МР sus 899 [16,973 936| 1.637 23 | 1.094 |10.664 — 411 ; TAG 67 | 33,451 
New South Wales — ... ass 3 128 |16.606 195| 1,635 890 | 4,055 624) 1.016 292 3,134} 934 | 30,135 
Queensland ...  .. oe 148 | 211 | 1% 10 85 | . 152] 3,892 | 27+] 348 | 5.259 
Tamania — ... 29] 461 .. 13 чо Е ae Vo ВЕ |. mens | эв 447 
New Zealand and Fiji Ташаа. 1471 | 4,058 | 920| 1,570 627 | 4.632 42| 758 4 | 2,61: 75 | 16,77: 


ae Total, € {26,901 [162,464/12,109/18,067 үн 22,990 1130,800/23,825[|20.439 [1,679 [18,132|160,547|603,510 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
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Russia, Pic Sweden and Denmark 200 | .... ps | 1,073 4.742 | 1,053 2,789 | 10,725 
Holand. FERE LO 5. | 1127 | 161 118.534 | 7,776 322); — 13| .. |... | .. | 27,933 
еск И 2621... | 100| 100 |. 406] 907 | 1,374 8.014 | 2.114 274 | 13,551 
Switzerland ues e. x сша КОС 99 | 328 | 225 | ... | 1.517] 155 i 680 3,972 
Г ile BG E сы сн com "uU .. | -800 TX ae 7,659 
nited States ... 13,008 | 7.813 4.740 | 5,819 | 6,481] 932 [24,568 [125,874 | 3,718 | 5.854] 46,815 [245,622 

Total, £ [14,655 [15,681 5,329 124,678 |15, 736| 3,356 |31,961 [126,940 112.525 | 8,723| 49,878 309,462 


Additional imports.—Spain, batteries, £2,500, carbons, £332; 


Japan, goods, £118, fittings, £1436, glow lamps, £593, ‘arc 
lampe, £351, batteries, £8 ; Canada, goods, £958, arc lamps, 


£157, machinery, £780, electrically-driven machinery, £2. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
Vari : . 
А1008 countries, mainly as above 1547 | 3,785 1,530 | is 372 ‚во | 930 | 969 | 8,431 | 22,008 
IER ERR | | 
Тоту, Exports : £603,510 TOTAL RE-EXPORTS : £22,604 TOTAL IMPORTS: £316,697 


thing ТЕ .— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
on contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 
to those Imports are credited to the country whence consigned, which is not necessarily 


the country of o e e aee in adjacent columns. 
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EXTENSIONS AT THE SIMMER PAN 
STATION OF THE VICTORIA FALLS AND 
TRANSVAAL POWER CO. 


By R. TURNBULL MAWDESLEY. 


‘THE writer is enabled, through the courtesy of Mr. Bernard 
Price, the chief engineer of the Victoria Falls and Trans- 
vaal Power Co., to give a brief descri iption of the extensions 
to that company’s 
generating plant, 
which extensions 
have been rendered 
necessary by the 
rapidly increasing 
demand for power 
on the Rand. 

It will be re- 
membered that an 
exhaustive descrip- 
tion of the Victoria 
Falls and Transvaal 
Power Co.’s system 
has already ap- 
peared in these SACRE 
columns, and these | 


notes are confined Fig. 1—SIMMER PAN POWER STATION, SHOWING BOILER HOUSE EXTENSIONS. 


principally to ex- 

tensions at the Simmer Pan station, though, as will be 
noted, other extensions have taken place at Brakpan and at 
Rosherville. 

The generating plant at йй Pan comprised six 
4,000-K.v.A. turbo-alternators, and fig. 3 shows one of 
two additional turbines in course of erection. Both of 
these, together with the new boiler plant, were put in 
operation “early last year. Each of these generators is of 
11,000 Kw. (15,700 K.v.A.) capacity, the altemators being 
of the totally-enclosed type. 

i There are three single-phase transformers operating 
in conjunction with each of the above alternators (one 
in each phase), and stepping up from 5,000 volts to 


contained in circular cases, with the H.T. leads entering 
the top. The existing boiler-house at Simmer Pan was 
enlarged, and eight Babcock & Wileox standard and 
marine type boilers, with chain-grate stokers of their 
latest design, were added. Each of these boilers is of 
33,000— 38,000 Ib. per hour rated capacity, with internal 
superheaters. | 

Fig. 1 shows a comprehensive view of the Simmer 
Pan station, with  boiler-house extension. The lake 
in the foreground is, it is understood, used only for 
circulating water, 
and not for boiler 
feed. 

Regarding ех- 
tensions at the 
company’s other 
stations, it may 
be mentioned that 
last summer the 
work of installing 
at the Brakpan 
station two fur- 
ther three-phase 
turbo - alternators, 
each of 12,000 Kw. 
capacity, and 10 
boilers similar to 
those already put 
into commission at 
Simmer Pan, was completed, and the plant was brought 
into use. 

At Rosherville eight boilers of 33,000 lb. capacity were 
installed, and three further turbo air compressors, each of 
about 10,000 н.р. capacity. 

Fig. 2 shows an existing 10,000-KW. turbo-alternator, with 
part of the station control-board at Rosherville power station. 

Under normal conditions, the four stations (/.e., Vereeni- 
ging, Brakpan, Simmer Pan апа Rosherville) are operated 
in parallel, and the average load during the heaviest hour 
of an average day now reaches 100,000 Kw. This should 
not be confounded with the peak loads, which may be 
considerably higher. 


Ете. 2.—10,000-Kw. TURBO-ALTERNATOR, ROSHERVILLE POWER STATION. 


either 42,000 or 10,500 volts. These transformers 
were made by the American General Electric Co. in 
Schenectady, and are of the oil-insulated water-cooled type, 


* A paper read bythe company's managing director, Mr. A. E. 
Hadley ; ELEC. Rev., March 28th, 1913. 


The total generating capacity of the four power stations 
is now more than 137,000 kw. The present business 
(inclusive of the supply of compressed air) closely approaches 
600,000,000 units sold per annum, and the extensions of 
plant will enable this figure to be considerably increased 
in the near future. 
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THE UTILISATION OF WASTE HEAT FOR 
AGRICULTURE. 


Tse following letter appeared in  Natwre last 


week : — 


In the cheap generation of electricity the great problem 
must be how to secure and utilise by-products. With steam- 
driven stations the chief by-product is an abundant supply of 
hot water from the condensers, which in this country is 
looked upon as a nuisance to be got rid of as easily as pos- 
sible. Would it not be possible to make use of this low-grade 
heat for agricultural purposes, so supplementing our all too 
scanty summers? 

Power-houses burning 1,000 tons of coal and upwards per 
week are quite common, and something like half of the heat 
generated by the coal is absorbed by the condensing water. 
It might be possible to heat fields by running the warm water 
through ditches, or perhaps better results would be obtained 


Fig. 3.--15,000-K.v.A. TURBO-ALTERNATOR DURING ERECTION, SIMMER PAN POWER STATION (see p. 108). 


by running it through pipes buried in the ground. By this 
ineans large areas of land might be stimulated to produce 
much greater crops than have hitherto been found possible. 
It may be urged that the majority of existing power-houses 
are not in agricultural districts, so that the proposed experi- 
ment is not possible except in a few cases. ‘To this one may 
reply that, in the near future, many large stations will be put 
down to supply current in bulk to vast areas. With the high 
voltage used for them the location of the power-house be- 
comes а matter of wide choice, and it would be possible to 
put them in agricultural districts if this should prove finan- 
cially worth while. The views of readers of Nature on this 
point would be of interest. CU нш. 


Electricity Works, Tynemouth, June 29th. 


Like many other ideas, Mr. Turnbull's suggestion 
can only be tested by trying it on a practical scale. 


It seems not improbable that something might be | 


made of it, and the experiment could easily be car- 
ried out on a plot of ground at no great cost, a 
ccntrol plot being, of course, provided for compari- 
son. Our personal knowledge of agriculture being 
a negligible quantity, we cannot make any estimate 
as to the rise in temperature that would be required 
t? produce tangible results, but from the engineer- 


mg point of wiew, certain considerations appear to - 


be fairly obvious. 

In order to apply the heat to the soil to the best 
advantage, buried pipes should be employed in pre- 
ference to open ditches, to prevent the loss of heat 
by evaporation and convection currents in the air 
over open water, which would be excessive. Ordi- 
nary drain pipes would serve, as the pressure would 
be trifling. and leakage at the joints might be not 
only harmless, but even beneficial. The system, if 


carried out on a considerable scale, might replace 
cooling towers, the piping being arranged so as to 
return the cooled water to the power station, and 
obviously, if the go and return conduits were laid side 
by side, a few feet apart, the heating of the soil on 
the whole would be fairly uniform. By suitable grad- 
ing, the flow could be made gravitational, and very 
little pumping should be necessary. The maximum 
supply of heat would be available in the winter, 
when most needed, and the minimum in the summer. 

Assuming that a large area of level land is thus 
piped, then, except near the boundaries of the area, 
the heat can escape in the vertical direction only. The 
earth being a poor conductor of heat, in the course 
of time the downward flow of heat would be limited 
by the establishment of a steady temperature 
eradient, for the determination of which data are 
available. The re- 
mainder of the 
heat would pass 
through the sur- 
face of the soil by 
radiation and by 
convection cur- 
rents of air, also 
by evaporation of 
moisture; we 
know of no data 
as to the rate of 
loss of heat from 
the surface of soil 
covered or partly 
covered with 
vegetation, but 
some rough idea 
can perhaps be 
formed as to its 
order of magni- 
tude. The loss of 
heat per sq. ft. 
per hour per deg. 
F. difference of 
temperature be- 
tween the air on 
one side and that 
on the other of a 
24-in. brick wall is 
0.2 B.TH.U. If we 
suppose the pipes to be laid about 2 ft. deep, 
and the nature of the soil, its emissivity, &c., to be 
comparable with that of brick, we may employ this 
value for k in the equation: — 


HzkaAltb, 


where H = heat lost in B.TH.U., 
A = area of surface in sq. ft., 
t = time in hours, 
0 — temperature difference between the soil 
at a depth of 2 ft. and the air. 

Taking A = 1 acre = 43,560 sq. ft. 

t = 24 hours, 

0 = 20 F., 
then H = 4,180,000 B.TH.U. per acre per day re- 
quired to keep the soil 20 deg. F. above the tem- 
perature of the air. 

Assuming, after Mr. Turnbull, that half the heat 
originally in the coal is transmitted to the circulat- 
ing water, or, say, 7,000 B.TH.U. per lb. of coal fed 
to the boilers, the above quantity of heat would be 
available for every боо lb. of coal consumed (neglect- 
ing for the moment the downward flow of heat). 

In the case suggested by Mr. Turnbull, the con- 
sumption averages 1,000 tons a week = 320,000 Ib. 
of coal a day, which divided by 600 gives 533 acres 
as the area that could be thus warmed. 

According to Kennelly’s results, quoted by 
Messrs. Melsom and Booth in the I.E.E. Journal, 
the conductivity of ordinary moist sandy soil may be 
put at about 0.29; taking a depth of only ro ft., 
and a temperature difference of 10 deg., the loss of 
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heat by downward flow, when a steady state is 
reached, is .29 x 24 = 7 B.TH.U. per sq. ft. per 
day, or about 300,000 per acre, say, one-eighth of 
the total heat available. But if a sufficiently large 
surface were dealt with, so that the lines of heat 
flow were normal to the surface for a great depth, 
this loss would eventually become negligible, ex- 
cept near the boundaries of the area. How little it 
is may be deduced from the practice of making hot- 
beds with stable manure, a comparatively small 
quantity of which produces a remarkable effect for 
a long period. We may therefore take it that the 
great bulk of the heat will flow upwards. 

The question arises whether it 1s sufficient to keep 
the soil warm; possibly it is still more important to 
warm the air over the soil, in which case a 
covering to retain the warmed air is essential. 
Already it is the practice for market gardeners to 
erect glass houses of enormous extent, the glass 
acting as a trap to retain heat, and clearly it would 
be to their advantage to do this over an area where 
bottom heat was available; this would entail no 
expense to the power suppliers, who, of course, 
would charge a rent to farmers or gardeners for the 
use of their waste heat. The alternative of using 
open ditches, in view of the great quantity of heat 
available, might serve to keep the air warm without 
a cover. 

The cost of the piping would be set off against 
that of cooling towers, and the rent would go to 
cover any deficiency, any surplus being applied to 
increase the profits of the undertaking. With re- 
gard to the advantage of heating the ground in this 
way, we may cite the actual practice in Yorkshire 
of conducting the hot gases from furnaces through 
pipes buried in the ground for the purpose of 
forcing rhubarb. Large areas are cultivated on this 
system, although the coal has to be consumed 
especially for the purpose; and if the system pays 
under these conditions, surely it will pay still 
better where the heat is a waste product, which can 
be put to no other use owing to its low tempera- 
ture. In all probability it would be possible to raise 
two crops, of suitable kinds, per annum with artifi- 
cial heating. 

If we could add to such an installation artificial 
fertilisers obtained from the by-products of combus- 
tion of the coal, it will be seen that we should have 
an exceedingly efficient all-round combination! The 
electrical engineer of the future might thus become, 
in addition to his present functions, a chemist and 
agriculturist, a prospect which some, no doubt, 
would consider appalling. 

No doubt many objections can be raised to the 
scheme. The cost, even using cheap drain pipes, 
might prove to be inordinately great; the water 
might be insufficiently cooled, and so on. Our 
rough calculations are admittedly based upon very 
questionable assumptions, and may be very -wide 
of the mark. However, our object in making 
these speculations is not to make predictions or to 
put forward accurate calculations, but to attract to 
this interesting subject the attention that, we be- 
lieve, it merits, and to induce others, better qualified 
than ourselves, to investigate the matter. In these 
days, we cannot afford to despise any possible 
source of economy, 


THE DIESEL ENGINE USERS’ ASSOCIATION. 


TAR Ошв AS FUEL FOR DIESEL ENGINES. 


At the July meeting of the Association the use of tar oils as 
fuel in Diesel engines was further discussed. . 

Mr. NAPIER PRENTICE (Felixstowe) gave his experience in 
regard to the use of tar oil, which he had obtained from a 
local distiller. He had found difficulty in obtaining quota- 
tions and in getting the work in hand of altering a Diesel 


engine so as to adapt it specially for the use of tar oil in the 
manner which had been successfully employed on the Conti- 
nent, and he therefore decided to try the effect of using tar 
oil in one engine without any alteration. At about half-load 
he found this was not successful, as misfiring and a smoky 
exhaust occurred. He was advised to work with a sharp edge on 
the flame plate, and with this alteration and a slightly different 
quality of tar oil he obtained satisfactory results so long as the 
engine was not run below about three-quarters full load. The 
blast pressure at all running loads was maintained at five 
atmospheres below the normal pressure used when running 
with petroleum fuel oil, and the cooling water outlet was 
restricted so as to maintain a temperature of 125 deg. F., as 
against 110 deg. F. which had been maintained when using 
the other class of fuel oil. 

Mr. F. BANKS WARNER gave some information as to the 
general position in regard to the question of obtaining suit- 
able supplies of tar oils, including delivery on site. At the 
present time, the high railway rates for this class of business 
were а serious handicap to its development in certain parts 
of the country where local supplies were not available. 


LIFE OF DIESEL ENGINE CRANKSHAFTS. 


Mr. P. Н. Ѕмітн read a paper on ‘‘ Crankshaft Breakages 
in Diesel Engines," of which an abstract follows:— ` — . 

All shaft failures that I have investigated owe their origin 
to lack of alignment of the main bearings. This is usually 
the result of unequal rates of wear of the several bearings 
supporting the shaft, though in some cases it can be traced 
t» negligence during erection, or, in older engines, to defec- 
tive foundations. So far as this paper is concerned, I am 
limiting my remarks to the case of bearings wearing away 
unequally on 4-cycle vertical engines. | 

The type of engine least liable to shaft-fracture is the 
3-cylinder, and the worst is the 4-cylinder normally, though 
the 2-cylinder runs it a close second if fitted with a very 
heavy flywheel. | 

Almost without exception Diesel shafts have failed through 
the webs, the crack starting at the centre and working out- 


Fio. 1.—WeEsR OF CRANESHAFT BEARINGS. 


wards; the time elapsing between the first appearance of the 
а апа its complete failure generally extends over many 
weeks. 

As regards location of fracture, either web may fail in the 
single-cylinder units. In 2-cylinder engines, web 4 fails most 
frequently (the webs being numbered consecutively, com- 
mencing from the end further from the flywheel) In 
3-cylinder units the fracture occurs either in web 1 or 6,. and 
in 1 as often as 6. Sometimes both fail simultaneously. 
have no knowledge of any other webs failing in a 3-cylinder 
unit. In 4-cylinder units it is, I think, an almost invariable 
rule that web 4 fractures. 

I have pleasure in placing before you data carefully com- 
piled and extending over four years of continual observation 
on two engines of the 4-cylinder type. 

The plant was installed about nine years ago, and com- 
prised two Continental engines of four cylinders each, the 
cranks being arranged as shown in fig. 1, viz., up, down, 
down, up, as contrasted with the usual arrangement in this 
country, up, down, up, down. | 

The cylinder dimensions were 415 х 600 mm., and the 
engines ran at 170 n.P.M., developing 390 B.H.P. each. 

The flywheels weigh about eight tons each, and a bearing 
is interposed between the flywheel and a direct-current 
generator. Expressed in relation to the cylinder bore (р), 
the main dimensions of the shaft are:—Diameter of journals 
and crank pins, 0.53 р; thickness of crank webs, 0.265 p; 
length of pin, 0.53p; length of main bearing, 11р. The 
shaft is, therefore, on the weak side. 

One engine broke its shaft about four years after its in- 
stallation and the other after about five years. In both cases 
web 4 failed. These shafts were replaced by others obtained 
in England. The tensile strength of that now in No. 2 is 
about 32 tons, while in No. 1 it is 40 tons per sq. in. 

The bearings were measured every year, and thus the 
actual wear has been regularly recorded for three and a half 
years in the one case and for four years in the other. 
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The curve, taken from No. 1 engine, explains why the 
4cylinder engine with this arrangement of cranks, fractures 
through the webs of the second cylinder. This curve is char- 
acteristic of 4-crank engines. 

The engine was stripped right down; the bearings wete 
found to have the metal loose and cracked, and the spare set 
was substituted. The shaft was bedded in the usual way up 
to a certain point, but, to complete the work, bearing С was 
left a shade high and bearing A was left a shade low. Finally 
the top caps were filed down, so that the journal ran in the 
bearing with running clearance only. Thus the perfect align- 
ment of the shaft was assured, and before re-assembling the 
engine, we micrometered the thickness of metal on each bear- 
ing interposed between the shaft and bedplate. This has 
been recorded, and now from year to year we can re-measure 
this thickness, and so obtain the relative rates of wear in each 
bearing. That which ig worn most will constitute the datum, 
and the data will show exactly how much must be scraped 
off the ‘‘ high ” bearings in order to re-introduce conditions 
of minimum stress on the shafts. 

This system of assuring perfect alignment of the shaft will 
appeal especially to those engineers who have no reserve 
plant, and who have to get repairs done during the week-end. 

As regards the subsequent adjustment of running clearance 
oi main bearings, it 18 not usually feasible to measure this 
with feelers; where possible, I prefer to feel the lift in each 
bearing, and let the cap closer and closer until the bearing 
either heats (in which case scrape out the cap) or until the 
lift just disappears. 

The original Diesel shafts were made in 32-ton steel to the 
following proportion :— ‘ 

Diameter of pins and journals, 0.51 to 0.525 р. 

Length of main bearings, 1.1 to 1.2 р. | 

Length of big-end pin, 0.51 to 0.525 р. 

Thickness of web, 0.25 to 0.27 р. 

The shaft I would propose, if my firm's system of re-align- 
ment is adopted and your hearty co-operation 1s assured, is the 
following :— 

Tenale strength, not less than 34 tons. 

Ductility, not less than 25 per cent. in 2in. 

Diameter of pins and journals, 0.525 to 0.54 р. 

Length of main bearings, 0.75 to 0.8 р. 

Length of big-end pin, 0.525 to 0.54 р. 

Thickness of webs not less than 0.32 D, but centre to centre 
of cylinder made minimum possible, and any. excess over the 
proposed length of pin and journal to be put into the webs. 
Ms to be not less than one-tenth the diameter of the 
shaft. 

This shaft is comparatively light, but it possesses the fol- 
lowing advantages :— 

1. The fuel consumption of the engine is reduced. 

2. Initial cost and cost of upkeep is reduced. 

3. The bearings will run cooler, other things excepting pres- 
sure per sq. in. being equal, for it is high peripheral speed 
rather than high pressure which causes bearings to heat. 

4. Lubrication costs will be reduced. 

However, the success or failure of such a shaft depends 
upon proper attention being given to its adjustment from 
time to tine; if this is not given, it is merely a question of 
tune before even the heaviest shaft will fail. 


The Association will resume its meetings next October. 
Information concerning the Association can be obtained from 
the Hon. Secretary, Mr. Percy Still, 19, Cadogan Gardens, 
London, S.W. ROC | 


TRADE STATISTICS OF INDIA. 


THE following figures of the imports of electrical and similar 
goods into British India in the year ended March 31st, 1915, 
are taken from the recently-issued official trade statistics; 
details for the year ended March 31st, 1914, are added for 
purposes of comparison, and notes of any increases or decreases 


are given :— 
1913-14. 1914-15. Inc. or dec. 
Brass, wrought.— £ £ £ 
From Great Britain 49,000 31,000 — 18,000 
» Germany 18,000 2,000 — 16,000 
» italy N? 11,000 4,000 — 7,000 
» Other countries 31,000 80,000* — 1,000 
Total ... .. 109,000 67,000 — 42,000 
* Sweden £8,000. 
Copper and copper ware.— 
Fiom Great Britain .. 1,854,000 950,000 — 404,000 
n many .. .. $66,000 | 487,000 — 379,000 
» Belgium 61,0000 12,000 — 49,000 
” псе „ee... 170,000 126,000 — 44,000 
» Austria, 3,000 9000 — 1,000 
» Japan e 0. 974,000 954,000 — 20,000 
" Other countries... 17,000 96,000 + 39,000 
Total 2,745,000 1,887,000 — 858,000 


Iron wire.— 


From Great Britain 
„ Germany 


» Belgium 
», Other countries 
Total 


1914-15. Inc. or Fd 


Prime movers, other than locomotives.— 


From Great Britain 
» Germany  .. 
» United States 
», Other countries 


Total 
Electrical generators.— 


From Great Britain 
» Other countries 


Total 


* Belgium £1,000. 


Electrical motors.— 


From Great Britain 
» Germany  .. 
» United States 
„ Other countries 


"Total 


Other electrical machinery.— 


From Great Britain 
» Germany | 
„ Italy aad 
», United State 
,, Other countries 


Total 


Mining machinery.— 


From Great Britain 
» Germany isi 
„ United States 
„ Other countries 


Total 


Machinery, other (except tertile, agricultural, 


and printing).*— 


Froin Great Britain 
Germany 
Belgium s 
United States 
Other countries 


Total 


3) 


91 


3? 


5% 


1913-14. 
& £ 

74,000 82,000 
38,000 19,000 
15,000 ,000 
33,000 31,000 
160,000 139,000 
512,000 428,000 
‚000 ‚000 
7,000 10,000 
8,000 ,000 
555,000 447,000 
90.000 14,000 

1,000 1,000* 
21,000 15,000 
83,000 174,000 
5.000 1,000 
3,000 1,000 

2 000 3,000* 
93,000 79,000 
195,000 943,000 
30,000 6,000 
о 000 4,000 
3,000 6,000 
3,000 1,000 
932,000 260,000 
64.000 49,000 
2.000 Ee uf 
98000 48.000 
2 000 1,000 
96,000 98,000 
753,000 563,000 
64,000 92000 

9 (00) ЕЖ 

35,000 34.000 
33,000 17,000 
887,000 636,000 


, 


8,000 
9,000 
8,000 
2,000 


21,000 
84,000 
21,000 

3,000 


251,000 


*The details for the two years are not strictly comparable, 
those for 1913-14 including some items which were not 


included in 1914-15. 


Electric fans.— 

From Great Britain 
Italy S 
United State 
Germany j 
Other countries 


Total — 
Electric lamps and parts.— 
From Great Britain 
Germany 
Austria 
Japan s 
United States 
Other countries 


Total 


Electric wires and cables.— 


From Great Britain 
Germany 
Belgium . 
Other countries 


Total 


„› 
3? 
33 
„э 


33 


3? 
3)? 


32,000 
16.000 
253.000 


4.000 : 


1,000 
82,000 


42,000 
9.000 
6,000 


158,000 


23,000 
10,000 
13,000 
2,000 
2,000 


55,000 


24,000 
3,000 
2,000 


153,000 


MEL. 


Other electrical instruments, apparatus, dc. (except 
telegraph and telephone materials).— 


From Great Britain 
Germany 

б Belgium 
Austria Р 
United States 
Other countries 


Total 


327 ,000 


290,000 
7,000 
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1913-14. 1914-15. Inc. or dec. 
NF ] £ £ £ 

Scientific, £c., instruments.— 

From Great Britain 82,000 63,000 — 19,000 
» Germany ae 5,000 2000 — 3,000 
» United States 2.000 1.000 — 1,000 
», Other countries 3,000 3,000 — 

Total 99.000 69,000 — 28,000 

Telegraph construction materials.— 

From Great Britain 7,000 18,000 + 11,000 

Telephone construction materials.— 

From Great Britain 93.000 17,000 — 5.000 
, Germany 1,000 == — 1,000 

Total 23,000 17,000 + 6,000 


In addition to the foregoing, the following were imported 
as Government stores :— 


Instruments, apparatus, éc. (except musical).— 


From Great Britain .. 135,000 181,000 + 46,000 
», Germany 1,000 — — 1,000 
» Other countries 1,000 9.000 + 1,000 

Total 137,000 — 13,000 + 46,00 

Machinery.— 

From Great Britain 201,000 — 912,000 + 11,000 
4, Germany er 1,000 — — 1,000 
», United States 1.000 — — 1,000 
,; Other countries 1,000 1,000 — 

Total 904.000 — 213,000 + 9,000 

Iron wire.— 

From Great Britain 12,000 10,000 — 2,000 

Telegraph construction materials.— 

From Great Britain 97,000 102,000 + 5,000 

Ccpper and copperware.— | 

From Great Britain 102,000 113,000 + 11,000 
,, Other countries 68,000 78,000 + 10,000 

Total  .. .. 170,000 191,000 + 21,000 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 
Published expressly for this journal by Messrs. W. P. TuowrsoN & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1916. 


9.696. ''Incandescent electric lamps." Е. Harrison & J. J. RusseLL. 
July 10th. 

9,697. ''Shades or screens for electric lamps." W. Faw ey. July 10th. 

9,702. '' Electric controllers." С. P. Elieson & E. G. Payne. July 10th. 


9,738. '' Machines for making electric cables, &¢.” 
AND P. W. Sankey. July llth. 


9,749. ''Portable electric lamps." Е. Wesrwoop. 


9,745. '' Electric couplings." ALLMANNA SVENSKA ELEKTRISKA AKTIEBOLAGET. 
July llth. (Sweden, July 21st, 1915.) 

9,749. ‘Spark plugs." С. BaysporFer & О. Baysporrer. July Lith. 

9750. '' Electrical signalling or telegraphing systems," T. McLeop. July 
llth. ' 


9,753. '' Transmitting gear of ships’ telegraphic, &c., apparatus.” 
Hastincs, Н. M. R. Mappick ano А. RoniNsoN & Со. 

9.760. “ Towing ropes, wires or cables.” 
том Co. July llth. 

9,762. “Selenium cell." М. Martinez & Р. Sangwr. July With. 

9,763. ''Device for electric or magnetic registration of images.” 
TiNEZ & P. Savernt. July Hhh. | 

9,764. "Relay." М. Martinez & P. Salerni. July llth. 


9,766. ‘ Regulators for polyphase transmission systems. Britisu THOMSON- 
Houston Co. (General Electric Co., U.S.A.). July Vth. 
9,774. '' Reels for winding and unwinding coils of wire." F. J. Вкосснам 


MaciNTOsH САВІЕ Co. 


July ith. 


G. W. 
July llth. 
CALLENDER's CABLE & CONSTRUC- 


M. Mar- 


(А. W. Risher). July lth. 
9,776. '' Automatic method of electrical heating.” A. M. Jane. July 11th, 
9,790. ‘Arc light stand." W. С. Moore. July 12th. : 
9,804. ‘Electric lamp." Н. S. Gursrow. July 12th. 
9.812. “ Regulators for polyphase transmission systems." British Тном- 


sos-HousroN Co. (General Electric Co., U.S.A ). 

9,819. “ Flanging glass tubes for electric lamps. 
AND М№нітнАМ. July 2th. 

9.825. '' Electric accumulator containers," 
Drake. July 12th. 

9,896. “ Time-limit electric relays." Britis WESTINGHOUSE ELECTRIC. AND 
MANUFACTURING Co. July Rih. (U.S.A,, July 12th, 1915.) 

9,833. ‘Electric oscillating or wireless systems and apparatus.” | I5no- 
Evurovean Тшкскалгн Со. & Н. R. Rivers-Moore, AND А. Н. Morse. July 


July 12th. 
* J. A. Аилѕок & Morris 


D. P. Batrery Co. & B. M. 


12th. 
9,848. “Electrolytic process for manufacture of metallic wire and strip.” 
S. О. Cowrer-Coces. July 18th. . 
9,850. “ Electric time switches," А. M. Coares. July 13th. 
ts “ Method of electric bell alarm.” J. Freno & W. W. Kirx. July 
13th. 
9.865. '' Field telephones." L. P. Lascrow. July 13th. 
M dE " Electrical operating or controlling apparatus." Т. McLeon. July 
3th. ! 


9,895. “ Electric torches.” H. Gorposmitn. July 13th. 

9,909. *' Electrical terminal or connection." А. С. France. July 14th, 

9,921. ''Intercommunication telephone systems." J. W. Dtncey. July 
14th. 

9,926. St Electric pocket lamps." М. Steinman. (E. Picard). July 14th, 

9.9127, '' Producing asymmetric potential waves." — Britis WESTINGHOUSE 


Excrcrric & MasvraciUvRING Co. July 14th. 
9,937. “ Dynamo-clectric pears of the 

July 14th. (Germany, July 10th, 1914.) 
9.938. ‘Protection of electric transmission. systems.” 

HocsroN Co. (General Electric Co., I.S.A.) July 14th. 


(U.S.A., July 14th, 1915.) 
unipolar type.” М. BRESLAUER. 


British ТномѕЅох- 


9942, ‘ Electrical resistance apparatus," Р. Н. Dawe. July lth. 
9,949. '' Engine-room telegraphs.” J. W. Rav. July loth. 
PUBLISHED SPECIFICATIONS. 
1915. 
7.979. PROTECTED oR ARMOUR-CLAD ELkEcrRIC Switcnes. Н. Berry & W. J. 


Markham. May 29th, 
S712. TELEGRAPH SYSTEMS AND APPARATUS THEREFOR. 
Helsby Cables, Ltd. & Н. Н. Harrison. June 12th. 


9.282. Means FOR DrivinG DyNaso-ELecTRIC MACHINES. W. Langdon- 
Davies, A. Soames & Naamlooze Vennootschap de Nederlandsche Thermo- 
Tel phoon Maatschappij. June 34th. 

9,345. ELECTRICAL SELECTORS OR IMPULSE RESPONDERS. 


British Insulated and 


Relay Automatic 


Telephone Со, & C. Bygrave. June 2oth. (Cognate application, 
17,956 15.) 

9.527. Exvectric CLocks. W. Н. Shortt. June 30th. 

0.557. METHOD OF AND APPARATUS FOR CASTING SQUIRREL CAGES IN THE 


Macveric Cores OF INDUCTION MOTORS. 
ral Electric Co., U.S.A). June 30th. 
9,684, Gatvanic Batrery CELL. OF THE Merctric Oxipe ТҮРЕ. 
stead and Hellesens Enke & V. Ludvigsen (firm of). July 2nd. 
90.836. Enectric Motor CONTROL SYSTEMS. British Thomson-Houston Co. 
(General Electric Co., U.S.A.). July 6th. 


British Thomson-Houston Co. (Gene- 


J. N. Bron. 


10,330. Protective Reactaxce Coms. G. Harlow. July 15th. 
12.546. Switcnes ғов Reststances. L. Kamm. August 3151, 
12,994. Evectric Arc Lamps. G. M. J. Mackay. September 10th. (Sep- 


tember 12th, 1914.) 


13.088. Srarkinc PLUGS AND THEIR MANUFACTURE. К. E. L. Guinness. 
September 13th. 

13.739. Srarkinc Piucs. V. Joly. September 27th. 

15.460. ELECTRIC ADAPTORS. General Accessories (L. Rosenthal! & C. Sey- 


mour, Transvaal), November 2nd. 

153,539. ALARM Fuses FOR TELEPHONE, TELEGRAPH AND THE LIKF SYSTEMS. 
Automatic Telephone Manufacturing Co., J. Savin & S. R. Smith. Nov- 
ember 4th. 

15.681. OrrRariNG. RorARY CONVERTERS AND OTHER ALTERNATING-CURRENT 
Macuinery. A. H. Railing & C. €. Garrard. November 6th. 


15,863. Е: ксткіс Pocket Lawrs. Dr.-Ing. Schneider & Co. Elektrizitats 
Ges November lOth. (December 3rd, 1914.) 

15,992. Сомвімлтох Evectric Turn Swrrcu AND. Маш. PLUG. C. E. Begg. 
November 11th. 

16,349. ELECTRIC INcaNDESCENT LAMPHOLDERS. C. С. M. Bennett. Nov- 


ember 19th. 
16,827. Trays ок RECEPTACLES FOR HOLDING 9 ARTICLES. 
phone Manufacturing Co. & W. Rogers. November 30th. 


Automatic Tele- 


1916. 
1.248. Means FoR CowrRoLLING Exectric Motor Circuits. Igranic Elec? 
trie Co. (Cutler-Hammer Manufacturing Co., U.S.A.). January 26th, 1916. 
Patent No. 100,703. . 


1,300. APPARATUS FOR THE OBSERVATION OF AziMUTH ANGLES AND THE SIMUL- 
TANEOUS ELECTRICAL TRANSMISSION OF THE VALUE OF SUCH ANGLES TO REMOTE 


Incucators. Е. A. Graham & W. J. Rickets. January 28th, 1916. Patent 
No. 100,704. 
4,688. ELECTRICAL SYSTEMS FOR ENGINES. C. Е. Kettering & W. A. Chryst. 


(Divided application on 7,758/15.) Patent No. 100,228. 
J. W. Miller & M. Collard. 


July 16th, 1914. 
5,085. MAGNETO-ELECTRIC MACHINES. 
Gth, 1916. Patent No. 100,713. 
6.042. Dry Battery. Е. P. Baumann. 
100,086.) Patent No. 100,714. 


April 


February 4th, 1916. (Addition to 


Nitrogen Fixation.—In Nature, of July 13th, there was 
reported the formation of a Swedish company to manufacture 
artificial fertilisers, such as ammonium nitrate, and other nitro- 
genous compounds, by chemical processes from easily accessible 
raw materials, without the aid of electricity. It is stated that the 
company is preparing to turn out large quantities of its products, 
and is increasing its capital from 37 to 8 million kronor. 
Apparently the new system will prove a serious rival to the electrical 
fixation of nitrogen. | 


Niagara Falls to be Flood-Lighted.—The City Council 
of Niavara Falls, N.Y.. has authorised an expenditure of $10,000 
for the illumination of Niagara Falls. The money is to be devoted 
to carry out the flood-lighting scheme submitted by the American 
Lighting Co., Chicago. For some weeks Will J. Davis, president of 
the company and inventor of the flood-lighting system of the 
American Lighting Co., has been making arrangements to illuminate 
the Falls, and for several nights previous to the action of the City 
Council a battery of 25 flood-lights was turned on the American 
Falls and the rapids of the Niagara River. The effect created was 
so far beyond the expectations of the promoters of the project, that 
the expenditure was enthusiastically approved, and it is now 
planned to double the number of lamps in service, and from time to 
time to add to the battery as new lighting effects are desired.— 
Electrical Review and Western Electrician, 
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ELECTRICITY SUPPLY. : 


ELSEWHERE in this issue, by the courtesy of the 
Council of the Institution of Electrical Engineers, 
we are enabled not only to announce the personnel 
of the two committees appointed respectively by the 
Institution on the one hand, and by the Incorporated 
Municipal Electrical Association jointly with the. 
Incorporated Association of Electric Power Com- 
panies on the other, to deal with the subject of the 
future of electricity ‘supply in this country, but also 
to give some idea of the plan which they propose to 
adopt in order to prevent overlapping and to ensure 
effective co-operation. *As we surmised when com- 
menting on this subject some weeks ago, the Com- 
mittees intend to divide the field of operations be- 
tween them, and whilst keeping in close touch with 
one another, they will act on more or less inde- 
pendent lines. The Institution Committee will deal 
with the subject from the national point of view, 
while the joint Committee will concern itself with 
questions in their local aspect. Apparently the 
duties of the former will be to consider principles 
and methods, to confer with the Board of Trade 
on questions. of policv, and to solve engineering 
problems, while the latter will be a committee of 
ways and means, and will investigate local condi- 
tions in the various areas concerned, with a view to 
expediting the accomplishment of the work of link- 
ing-up. k 

As an alternative the two bodies might have 
decided to hold joint sittings and combine their 
activities, but in all probability it would have been 
found necessary to appoint sub-committees with 
terms of reference very similar to those outlined 
above, so that in effect the same organisation would 
have been arrived at; and in case of need it will 
always be possible to hold joint sittings. It is in- 
terestin to note that out of the seven members of 
the I.E.E. Committee, no fewer than five belong 
also to the Joint Committee of twelve. In both 
committees the representatives of municipal and pri- 
vate enterprise are practically balanced; Мг. 
Chattock is the Chairman of the Т.Е... Committee, 
and Mr. Chamen, who combines municipal “with 
company experience, presides over the Joint Com- 
mittee. The selection of the membership in both 
cases leaves little room for criticism, and we have 
every reason to hope that their deliberations will be 
fruitful. 

The attitude of the Board of Trade towards the 
primary object of the movement was further defined 
by Mr. Harcourt in reply to a question in the House 
of Commons, when he stated that the Board had not 
contemplated: comprehensive schemes of intercon- 
nection involving heavy expenditure, but rather the 
linking-up of adjoining undertakings, where the 
difficulties to be overcome would be of minor im- 
portance. Не indicated that, while special legisla- 
tion for the purpose did not appear to be required, 
he was prepared to consider the question if neces- 
sarv. This statement agrees with the impression we 
gained from the circular issued bv the Board to all 
Pritish supplv undertakings. The difficulty. which 
seems most likely to arise is in connection with the 
obtaining of wayleaves, an ever-present bone of con- 
tention in this country, which certainly demands 
consideration. If it were possible to secure com- 
pulsorv wavleaves for public supply mains, whether 
overhead or underground, across private or public 
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property, on reasonable terms and at small cost, the 
situation would be transformed, and many useful 
schemes which have been hung up on this account 
would at once become practicable. Such legislation 
ls urgently required, not only for the present pur- 
pose, but also for the due development of many 
undertakings quite apart from the new proposals.. 

The further proceedings of the Committees will 
be awaited with interest, and we trust that they will 
not fail to follow the excellent example already set 
by the Council of the Institution, and take the public 
into their confidence, as far as possible. When 
nothing is known of what is being done, the general 
‘impression is that nothing is being done, a view 
which in the light of past events is not without a 
measure of justification. But the door is closed 
upon the past; the Council of the Institution has 
adopted a new and active policy, and, we hope, a 
new era has dawned for the electrical industry in 
this country. 


THOSE who essay to supply elec- 


Private tricity to their neighbours otherwise 
Supply of than in accordance with the terms of 
Electricity. а Provisional Order may have met 


with a series of difficulties. А cor- 
respondent has recently drawn our attention to his 
own case. Having established a small svstem of 
supply in his immediate neighbourhood, he has 
endeavoured to extend it to a town close by. He is 
opposed by a local gas company, who endeavour to 
prevent his carrying cables over their shareholders' 
property, and by the District Council, which refuses 
to allow the cable to be carried over highways under 
its control. We fear that there is nothing in any 
of the electric lighting Acts which will enable him 
to extend his system in these circumstances. It is 
qufte true that wires may be laid over private pro- 
perty by agreement, and that, subject to the consent 
of the Board of Trade given pursuant to Sec. 4 of 
the Electric Lighting Act, 1888, they may, in cer- 
tain cases, be laid over any street, but otherwise 
statutory powers must be sought. The Board 
of Trade have no power to sanction any inva- 
sion of private rights, whatever the motive of those 
who refuse to assent to the development of a scheme 
of supply. 


DEVELOPMENTS in copper have been 
decidedly more interesting lately. 
although the progress of actual 
business has been very slow. The chief feature has 
been the spectacular rise in the price of standard 
copper, which now stands near £111 a ton, which 
compares with £84, the lowest point recorded in the 
course of the past month. "The recovery which has 
thus taken place has certainly been quite out of pro- 
portion to the amount of business transacted. 
Dealings, in fact, might be described as utterly in- 
significant, though this is not really surprising, 
owing to the prohibition of speculative trading. It 
seems absurd that such fantastic movements, run- 
. ning into as much as £25 a ton, should be possible 
in the space of a few weeks with but few transac- 
tions passing; but the fact remains that there are 
only a few sellers, and the limited supply of warrants 
is lodged in strong hands. It is rather difficult to 
explain the change of sentiment which has become 
manifest. Of course, so far as warrant copper 1s 
concerned the fall was much overdone, and a natural 
reaction was bound to ensue, and the latter having 
synchronised with inquiries by parties who were 
short against outstanding contracts, and some de- 
mand from sulphate makers for rough copper, the 
upward movement was the more pronounced in face 
of the unwilling attitude of sellers. There is some 
reason for believing, however, that American 
manipulation has been at work in one direction and 


Copper. 


another, as may be surmised from the rather sudden 
disappearance of cheap American offers of refined 
copper which has thus resulted in the current quota- 
tions being brought to within measurable distance 
of the terms maintained steadfastly by the chief pro- 
ducing groups. Alongside of the swift rise in 
warrant metal there has, however, not been much 
change in the state of the market for fine copper, 
beyond the fact that second-hand metal is less plenti- 
ful on this side, and more firmly held in anticipation 
of some revival in the demand from consumers. De- 
velopments are thus being awaited with no little 
curiosity, especially in view of the highly inflated 
level of values ruling. American authorities in any 
case seem more hopeful that the strong control exer- 
cised by the copper magnates must eventually 
influence consumers and stimulate new buying, but 
this remains to be seen, although it is argued that 
producers have already placed the great bulk of their 
output over the current half-year, and that, there- 
fore, they have no big lines of metal to sell for 
several months to come. Admittedly there are possi- 
bilities in the way of a revival of buying by con- 
sumers who neglected somewhat to cover themselves 
ahead, but it is rather doubtful whether the orders 
to emanate from these quarters will be of sufficient 
importance to enable first hands to secure anything 
like a big business until fresh requirements for muni- 
tions are being released, a prospect which it is as yet 
rather premature to discuss, since it is understood 
that needs in that respect were already covered far 
ahead or right up to the end of this year. American 
consumption is undoubtedly heavy, manufacturers 
being reported to be well supplied with orders to 
keep them going for another five months or so. On 
the other hand, Amertcan production is excessive, а 
fact to be remembered, although it is to be inferred 
that American interests can now afford to accumu- 
late supplies and are well able to persist in their 
arbitrary control. | | 


с ———— —— 


Jupcinc from recent items of 
news, the demand for the adoption 
of the metric system and decimal 
| coinage is gaining strength, though 
the Government maintains an attitude of uninte- 
rested aloofness from the subject. Asked by Mr. M. 
Barlow, in the House of Commons, whether, in 
view of the advantage to the internal and external 
trade of the country, he would consider the appoint- 
ment of a committee to inquire into the matter, Mr. 
Harcourt said that the compulsory use of metric 
weights and measures was not contemplated by the 
Board of Trade, and he doubted the desirability of 
appointing a committee. The adoption of decimal 
coinage was a matter for the Treasury. However, 
the indifference of the Government is a small 
matter; everyone knows that it never moves unless 
it is pushed hard enough, and it is the nation's busi- 
ness to exert the necessary pressure. The London 
and Provincial Chambers of Commerce, the London 
Corporation, the Institution of Electrical Engineers, 
the National Federation of Building Trades Em- 
ployers, and other important bodies have joined in 
the movement, and editorials in the daily Press have 
supported it. We welcome a leading article in our 
contemporary the Builder, which vigorously advo- 
cates the cause of reform. In the United States the 
scientific departments of the Government have taken 
the lead, but it is interesting to note that the 
National Wholesale Grocers’ Association is also 
working hard for the metric system, thus showing 
that practical commercial men over there, whose 
business transactions would be intimately affected by 
the change, and who, if anyone, might be expected 
to raise difficulties, are convinced that the advan- 
tages of the metric system far outweigh the draw- 
backs attending its compulsory adoption. 


The Metric 
System. 


MB | і P РА? ра ч ww ДА b 8 — ү , ns ^ 


; 


- 


SSS IEEE EIER 


үа. 19. No, 2.019, Avovsr 4, 1916] THE ELECTRICAL REVIEW. 


115 


THE ELECTRICAL EQUIPMENT OF 
A MODERN FOREIGN SUBMARINE BOAT. 


By NORMAN H. WOOD. 


WHEN running on the surface this vessel has a dis- 
placement of about 180 tons, and is propelled by a 
6-cylinder double-acting reversible Diesel oil-engine 
of 350 H.P. and 450 R.P.M. The maximum surface 
speed is about 12.5 knots, and the cruising speed 
I0 knots, with a radius of action of 950 miles. In 
the submerged condition the submarine is driven by 
means of a storage battery in connection with an 
electric motor of 330 Н.Р. at 115 volts and 460 R.P.M. 
which imparts an under-water speed of about 
9 knots for 14 hours or 8 knots for 3 hours. Diving 


and emerging are effected by filling or emptying · 


the ballast tanks, distributed fore and aft and at 
the sides of the battery tank. Two tanks for 
trimming are fitted, connected with each other 
and the sea; an auxiliary buoyancy tank is also pro- 
vided to compensate for alterations in weight during 
the voyage. A complete pumping equipment 
comprising two main bilge pumps of 26 н.р. each 
and one auxiliary bilge pump of 8 н.р., together 
with one hand pump, is fitted, all of which will 
work at a depth of 60 metres. 

The storage battery, situated amidships in a 
special steel tank, consists of 60 cells connected in 
series and arranged in four longitudinal rows of 15 
cells each, as with this arrangement the magnetic 
effect on the projector ‘compass is practically nil. 
The plates of the individual cells are of lead, but 
as they are called upon to withstand repeated heavy 
discharges, the positives are of the large-surface 
type, whilst the negatives are pasted. Grooved 
wood separators are inserted between the plates, 
and a space of 60 mm. is allowed between the lower 
edges of the plates and the container bottoms to 
collect any mud that may accumulate. The con- 
tainers are of special vulcanite composition, with 
watertight covers,. on each of which is mounted a 
large inspection plug carrying a small non-return 


air from the tank is admitted into the cell through 
the small inlet valve. Each individual cell, as well 
as the battery tank itself, is thereby perfectly venti- 
lated, and the possibility of an internal explosion is 
entirely removed. The officers’ quarters lavatory 
is connected to the forward end of the battery tank 
through a special lead-coated vent pipe with screw- 
down flap cover, which is opened when the fans 
are running. The floor and sides of the tank up 
to a height of 110 mm. are covered with 2-mm. sheet 
lead, soldered at the corners to form an acid-tight 
tray, and over this and completely up the sides is 
placed a covering of 2-mm. 20-megohm rubber 
sheeting vulcanised directly on to the metal. The 
rubber covering is applied to all other fixed metal 
parts in the tank, and those parts which, owing to 
battery repairs, removals, &c., cannot be perma- 


nently fixed, are treated with three coats of anti- 


sulphuric enamel. The battery tank cover is of 
5-ply wood impregnated with acid-proof enamel, and 
over the whole is stretched a. 3-mm. thick seamless 
rubber sheet, secured to the upper sides of the 
tank, with small teak channels and’ screw-down 
clips, whereby the whole tank is rendered gas and 
watertight. The capacity of the battery is as fol- 
lows : — 

3,160 ampere-hours or 350.70 Kw.-hours at the 
т hour discharge rate. 

4,610 ampere-hours or 525.54 Kw.-hours at the 
3-hour discharge rate. 

5,980 ampere-hours or 699.66 Kw.-hours at the 
10-hour discharge rate. 

The battery can be discharged at the r-hour rate 
without excessive heating taking place; further, the 
vessel can assume an angle of 25 deg. in any direc- 
tion without the acid running out of the cells. The 
total weight of battery and connections is 37,000 kg. 
The -battery ventilating valve placed between the 
fan trunk and the tank top is of the automatic non- 
return-flap type with a small cock and run-off pipe 
to drain away any liquid that may accumulate there. 
The connections between the individual cells are of 
H.C. copper electrically coated with lead, the same 
type being used for the conductors between the bat- 
tery and main motor fuses. The latter leads are 
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SECTIONAL ELEVATION AND PLAN OF SUBMARINE BOAT. 


valve and flexible rubber connection. 


b covered with 2-mm. para rubber vulcanised directly 
а00те each | 


on the metal, and protected with а sheathing 


Running just 
Ongitudinal row of cells is a vulcanite 


ie Ме forward end of which is closed, whilst the of 1-mm, sheet bronze soldered at the seams. Where 
through Joins up to а common pipe connected, these leads pass through the 7in. channel at the 
electis à non-return battery valve, to two after end of the tank, gunmetal glands with rubber 
tu q driven exhaust fans. The flexible packing are fitted to prevent ingress of sea water. 
Up to tha the cover of each cell joins The cells are arranged in two groups of 30 in series, 


inning 0Уееай pipe; so that if either fan 
each ind the explosive gases are sucked away from 
“vidual cell and thrown‘ overboard, whilst 


with the middle wire permanently connected at their 
junction point, and earthed through an ammeter in 
conjunction with a small overload cutout. To check 
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the efficiency of the battery, two ammeters reading 
to 3,000 and two ampere-hour-meters registering to 
9,999 are placed in circuit with the main leads, the 
latter meters being of the double-dial type fitted 
with- ratchet and pawl gear, which automatically 
enables them to register charge and discharge cur- 
rents. Each of them is also fitted with a small wind- 
ing gear to enable the dials to be quickly reset to 
zero if desired. The ammeters are of the long-scale 
illuminated-dial type, and have each a double-pole 
change-over switch, operated by. hand, to enable 
them to register charge and discharge currents. An 
illuminated-dial voltmeter and switch are also pro- 
vided. The main propelling motor is of the 8-pole 
shunt-wound type, with one armature but two 


At Frame No. 10. 


separate windings and two  brush-rocker sets 
placed one at each side of the common field, 
with interpole and compensating windings 
fitted to prevent sparking and surging when 
starting up. The full output capacity is 330 
B.H.P. at 460 R.P.M., at IIS volts, for 14 hours, with a 
temperature rise of 50 deg. C. allowed. Cooling is 
effected by natural draught, and as seamless mica 
only is used for armature insulation, the whole is 
rendered practically non-hygroscopic and capable of 


R- e, 
Man BATTERY LEAD 


Bvovaney TANK 


At Frame 35— Looking forward. 


withstanding any temperature up to 90 deg. C. The 
cast steel yoke has its bearings secured to the lower 
half with light steel sheets screwed on to the bear- 
ing arms, to prevent splash water from the bilges 
reaching the commutators. The solid shaft is 
ground up from 3 per ceht. nickel steel, with a 


minimum diameter of, 120 mm. in the bearings, as 
it 1s required to transmit the full power of the oil 


engine when the boat is running on the surface. A 
thrust collar is fitted in each bearing to take up the 


At Frame No. 16. 
TRANSVERSE SECTIONS OF.SUBMARINE, LOOKING FORWARD. 


At Bulkhead 994— Looking aft: 
TRANSVERSE SECTIONS ABAFT. 


weight of the armature in the event of the boat 
assuming a list to fore or aft. 

The motor is connected to the engine and tail 
shafting through claw-couplings, either of which 
can be thrown in or out quickly. When running on 
the surface, both couplings are connected up and 
the motor, driven as a dynamo, is used to charge 
the battery, but when diving or running submerged 
the engine is uncoupled, and the submarine is pro- 
pelled by the motor. There are, however, isolated 
instances when it is desirable to charge the battery 
when the boat is at anchor or in dock, in which 
case the motor is coupled to the engine but un- 
coupled from the tail shaft, and driven as a dynamo 
in the usual way, the field being excited directly 


At Frame No, 82. 


from the battery. When driven thus, the machine 
is capable of giving 750 amps. at 165 volts, or 1,506 
amps. at 140 volts continuously, which ensures the 
battery being fully charged in about four to five 
hours. This motor can be run in either direction, 
or driven as a dynamo without any brush regulation; 
further, sparking is not set up at any load, even 
with a variatron in pressure from 160 to 105 volts 
due to the battery voltage sinking on discharge. 
The complete weight of the motorin running order 


At Frame 49—Looking aft,- 


is 6,880 kg. The machine is started, stopped, and 
regulated by the manipulation of four quick-break 
change-over knife switches and a shunt regulator; 
no starting rheostat is installed (see article on 
"German Submarine Motors," Exec. Rev., May 
28th, 1915). 

To start, the shore charging switch is first of all 
placed in the “down” position, and’ current is at 
once sent through the shunt windings; it is thus 
quite impossible to start the motor upon an open 
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field. The armature windings are now placed in 
series across the half battery pressure, and an in- 
stantaneous current of about 3,000 amps. passing 
through them causes the armature to revolve and 
reach a final speed of 85 R.P.M. By means of the 
shunt regulator the speed is increased to the utmost, 
the shunt resistance js quickly cut out and, at the 
same time, the armature windings are placed in 
series across the full battery pressure, with a speed 
of 165 R.P.M. Again the shunt resistance ' is all 
switched in slowly, then cut out, and the armature 
windings are placed in parallel across the full bat- 


tery with a resultant speed of 330 к.Р.м. The speed 


can. now be adjusted at will up to 460 R.P.M. With 
this arrangement a continuous regulation from 85 to 
460 R.P.M. is possible without interfering in any way 
with the lighting and auxiliary circuits, a most im- 
portant point. To protect the motor against wrong 
switching whilst starting up, constant overloads, 
&c., double-pole fuses and automatic overload re- 
leases fitted with overload and time-limit relays are 
provided. The 3,000-amp. fuses are of pure silver 
wire enclosed in a very light watertight steel case 
carrying on the underside two small bronze safety 
valves, controlled by springs, &c., to release any 
eas pressure that may be set up in the event of the 
fuses blowing. 
(To be continued.) 


~ 


LABOUR AND INDUSTRY. 


; (Concluded from page 80.) 
WE have already quoted the views of the Lord Mayor of 
Birmingham respecting the need for higher efficiency on the 
part of the worker in exchange for the higher standard of 
wages of the future, and we may now refer to the opinions very 
frankly expressed by Sir Richard Cooper, M.P., at a meeting 
of Trade Union delegates at Walsall, held last month under 
the auspices of the local Tredes and Labour Council. Sir 
Richard was of opinion that past misunderstandings between 
Capital and Labour should be removed, that there should 
be acloser relationship between the two parties, and that a 
new system should be introduced which would be mutually 
advantageous to employers and workpeople. In view of a 
Birmingham conference which was to be held, he asked 
organised Labour to consider whether, if they found a 
certain number of employers were willingto give them much 
of what they had been fithting for—recognition and a 
hetter wage system—they were prepared to respond by bring- 
ing any class of labour which was at present inefficient up 
to higher standard. It had to be clearly recognised that if a 
mach higher rateof wages was to be paid, labour must be 
brought up to a corresponding degree of efficiency. 
Sir Richard, who was addressing his constituents, 
expressed himself as being tired of politics and convinced 
that nothing could be done .at Westminster; he added 
that he had taken up this Labour problem because of his 
anxiety that progress should be made. Many will join 
with him in hoping that we’ shall not * go on tinkering 
with it for an indefinite period.” It was stated that 
women who had gone into munition factories absolutely 
unskilled could in a few weeks turn out double the finished 
product of some skilled trade unionists; but while it was 
not suggested that that applied to trade unionists as a whole, 
it was a fact that a large proportion of Labour in this 
country was not as efficient as it might be. Sir Richard 
said that he had works in America—where, he admitted, 
there was more speeding-up of labour, but where for the 
same hours of work double the rate of wages was paid —from 
Which skilled engineers could turn out machines and land 
them in this country as cheaply as a Birmingham or 
oily manufacturer could make them. This fact, he 
thought, showed that with a proper system of organisation 
1u this country, wages could be doubled. 
th According to the local reports of the Walsall meeting, 
“re Was a rejoinder by the secretary of the Trades Council, 


a 


Y 


which, as printed, is both a confession of, and a justification 
for, inefficiency. It was said that the reason why no trade 
unionist would work to his fullest capacity was that he - 
knew that if he did so, his employer would at once cut 
down the rates of pay. | 

But this was no answer to Sir Richard, who presumably 
considered such a grievance as being open to remedy as part 
of any new bargain. How far we can expect Labour to 
adhere lastingly to any new agreement respecting increasing 
the workers’ efficiency in exchange for new standards of 


payment, is one of the very important parts of the 


whole controversy. By no means has all the slacking that 
has occurred been due to inadequate wages; there has 
been some of it in war-time directly . owing to 
wages being much higher than the normal. Fatigue 
through  over-strain, excessive overtime, perhaps the 
need of a holiday (the old saw is perfectly true that “all 
work and no play makes Jack a dull boy "), and undesirable 
surroundings in the factory, may account for much, and - 
call for serious and sympathetic consideration, but while 
reasonable thought should be given to such points, par- 
ticularly in war-time, we must not imagine that industrial 
life and occupation after the war can be transformed into an 
enchanting holiday. Betterment of conditions is at best a 
slow process and recognising that we have got to work for our 
living as well as play, we shall do well to get pleasure out 
of it by putting our best into it, remembering that a 
measure of hardship makes better characters of us all. Life 
may be more strenuous after the war than it was before, but if it 
can be conducted with greater harmony it will be more bear- 
able, perhaps bringing to the worker a greater spirit of content. 
If the worker increases his output, and thus increases the 
efficiency of production, the employer should be able to pay 
higher wages. It will be agreed that the labourer is worthy 
of his hire, and the good worker should not’ be penalised” 
for performing good work, either by his employer or by 
his fellow-workers. In the past we believe that the 
enterprising worker has been penalised by Union men 
if he has set a pace that they have not desired to main- 
tam. There have been officials who have taken away 
legitimate inducements to speeding-up in the way com- 
plained of, but inasmuch as both sides have erred, this 
is just ‘one of those points for consideration -at such 
a conference as Sir Richard mentioned. — Reliable assurances 
of higher efficiency should render grievances of the kind bad 
policy for the foreman and for his employer. | Harmonious 
co-operation is, perhaps, an ideal, but that is what we must 
aim at if we are going to get the best out of both Capital 
and Labour.  Z»complefe organisation of either Capital or 
Labour will leave the way open for difficulties. Complete 
organisation may make a basis for general agreement for 
the whole of our industries reasonably probable. 

If we are to judge from the speech delivered by Mr. 
Harry Gosling before the National Transport Workers’ 
Federation, the huge profits that have been made by ship- 
owners have whetted the appetite for higher wages to be 
paid for earning those profits, but from the shipowners’ side 
we find the Government “ Excess Profits " measures attacked 
because of their economic unsoundness. The shipowners 
want to put the money to building new ships—incidentally 
swelling their capital account—which will be so badly 
needed at the end of the war. Shipbuilding operations are 


proceeding in neutral countries at high speed and on ап 


enormous scale. This “production” will be needed to make 
up for the great war losses of the past two years, but British 
shipowners are not blind to the possibility of a certain 
injury being done to their supremacy by this neutral 
activity. - However, on the point of those “ Excess Profits," 
the Government must have all the money it can get to 
finance- the war; the Navy is protecting our shipping; 
and the shipping is feeding us all. But it must be 
remembered that after the war the bigger the shipping 
facilities there are at disposal for imports and exports, the 
more speedily will industry be able to returu to its normal 
activity. "The transport workers ought to be enabled to see 
that. We note from Mr. Gosling's speech that his Federa- 
tion intends, as far as lies in its power, to see that- 
any changes in our fiscal system shall be preceded by an 
adequate established minimum wage, a limitation in the 
hours of làbour, State provision of work for the unemployed, 
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. and an assured standard of life for one and ай! ‘That this am- 
bitious and idealistic programme was received with ** cheers ” 
goes without saying—such things generally are applauded by 
audiences of acertain kind under excitement ; but the“ cheers ” 
are doomed to die away into silence when, calmly and dis- 
passionately, Labour and Capital sit round a table and try 
to find how, with the menace of foreign competition still 
existing, or even without it, for the matter of that, such 
things are to be brought into being in the days that, we 
trust, are near at hand. The Federation passed a resolution 
affirming that Trade Unions should so adjust working 
hours as to secure employment for demobilised men after 
the war and make a surplusage of labour impossible. Yet 
the door is to be left open for German manufactures to be 
dumped here, reducing the available work, until everybody 
has an adequate minimum wage; and though а surplusage 
of labour is to be made impossible, the State is to provide 
work for the unemployed! There is just a little contra- 
diction somewhere in these programmes, all of which, and 

‘much else besides, shows that Labour orators and organisa- 
tions—well, want more Bovril! One important Labour 
organisation recognises that the worker cannot secure his 
ends’ unless the State safeguards the interests of his 
employer. Mr. Gosling’s Federation reverses the order, 
and savs give us better wages, &c., and we will give State 
protection to Industry. The cart before the horse, 
assuredly ! : 

We referred a week or two ago to the fact that, їп spite 
of all that has been done in the interests of Labour in 

Australia, no era of Industrial Реасе has yet dawned there. 
This opinion receives full confirmation in a speech delivered 
by Mr. Herbert Brookes to the Victorian Chamber of 
Manufactures, reported in the Aus/ralian Statesman and 
Mining Standard for May 18. The speaker deplored the 

"marked increase of “ industrial strife fermented by self- 
seeking agitators " and supported by the militant section of 
Trade Unionism. The Chamber re-affirmed its determina- 
tion to thwart, by means of continuous organisation and 

co-operation, the efforts of those who were working to the 

destruction of all domestic peace and progress, Members 
of the Chamber were prepared to make sacrifices in the 
interests of Industrial Peace, and Australia ought to 

emulate the example of France, where, though it was the 
home of Syndicalism, the Unions welcomed the introduction 
of women into their factories and skilled workers willingly 
undertook their training. The courage of the French 
people, Mr. Brookes described as a splendid rebuke to all 
shirkers, and he said that one could not be other than humili- 
ated by the position in Australia, where, “even in this 
supreme hour of trial," domestic strife was predominant. 

The speaker went on to show that it was only by increasing 
production that wages could be kept high. If the present 
spirit of strife was to^ be continued when we were 
at peace again, how could we hope to compete with 
other nations ? If the seriousness of the Australian 
position is in proportion to the strength of Mr. Brookes's 
strictures, the services of Mr. W. M. Hughes, the 
Prime Minister, will be sorely needed now he has reached 
Home from Home again, if he is going to secure the 
co-operation of his own people in the work of Imperial 
consolidation and progressive development which has been 
the theme of his speeches here. But these are largely 
domestic questions for Australia : we are lost in admiration 
at the magnificent service that the Commonwealth has 
rendered to the cause of the Allies in Gallipoli and else- 
where ; what we are being frequently reminded of by such 
speeches as Mr. Brookes's is that Australia has not yet found 
a solution for the problems of Labour. Mr. Brookes 
advocates the presentation of a united front by the employers 
in order to ** crush this militant official Union caste.” We 
quote his following words :— 

It was a profound cause of shame that, while the Empire was 
locked in a deadly struggle, official Industrial Unionism should be 
seizing every opportunity, like the Sinn Feiners, to take advantage 
of others’ necessity and press for agyrandisement, which was not 
justified in the cireumstances. In the opinion of many members of 
the Chamber, professional Unionism was becoming a caste, which 
was quite as offensive as the military caste in Germany, which had 
led to the present war. If he were asked calmly which of the two 
castes he would prefer to live under, his answer would be that he 


would infinitely prefer the military tyranny of Germany to the 
tyranny of Industrial Unionism. The one led to competency and 


efficiency. and the other to incompetency and inefficiency, as well 
as to individual and national decay. He trusted the Empire would 
see the death of both when peace was established. 

From the utterances of Alderman Chamberlain, Sir R. 
Cooper, M.P., and others, we find a more conciliatory spirit 
present at home in viewing the developing situation, and 
while hard things are undoubtedly amply justified by 
numerous oceurrences, they will not make easy the pathway 
to Peace. ` Yet the truth must be told, and there will have 
to be plain-speaking and hard-hitting if Labour is to under- 
stand the errors of its ways and to be brought to act up to 
its responsibilities, so that after-the-war industry may be 
made attractive to all parties concerned in it. 

During the past week several important events have 
occurred in connection with the subject of Labour after the 
war. One of these has been the publication of the summary 
of memorandum by the Demobilisation Co:mittee of the 
Social Welfare Association of London, in which it is 
declared that reinstatement to be successful “ must be car- 
ried out by Capital and Labour, acting in partnership under 
the authority of the Government.” The Committee also sets 
out a scheme. for a Central Committee, with local Com- 
mitteeg, to carry out the work. The other event was the 
receiving of the deputation of the Industrial Triple 
Alliance by Mr. Asquith yesterday. In this connection, 
Mr. W. A. Appleton, Secretary of the General Federation of 
Trade Unions, is credited with having urged Trade Unions 
and employers to set aside all petty jealousies and to co- 
operate in an effort to find a solution for dealing with the 
reinstatement problem. He holds that a joint conference 
would be of inestimable value, and goes so far as to 
recommend Lord Derby as one who would readily 
facilitate the task. We have no doubt that Lord Derby, 
having, under great difficulties, done such magnificent work 
for the nation in securing recruits for the Voluntary Forces, 
will feel that no task would be more worthy of his good offices 
than that of facilitating the return of those men to industrial 
activity when their fighting work is done. Whether he 
will feel that the time is suitable for him to so concentrate 
his attention is open to question, in view of his speech of a 
few days ago, in which he saw no signs of a speedy termi- 
nation of the war. 
conference, co-operation and co-ordination of all forces con- 
cerned, in settling the vast problem along harmonious lines, 
is perfectly obvious. 
should be able to sympathetically appreciate the point of 
view of the other, and that there should be a willingness to 
give as well as take. Only thus can we steer safely amid 
innumerable rocks, pass safely over turbulent waters, and 
avoid serious friction in negotiating a situation of unex- 
ampled difficulty, fraught with consequences quite without 
parallel for either good or ill. 27 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Mexican Eagle Bitumen. 


We have received a sample of the bitumen produced by the 
Mexican Eagle Oil Со. at their refineries at Minatitlan, Tampico, 
&c., under the most modern conditions, and by the latest refining 
plant ; we understand that the bitumen is always of the same high 
quality, and it is guaranteed 99/5 per cent. pure, which is as high a 
degree of purity as it is possible to obtain in a material of this sort. 
This bitumen is used extensively Бу cable manufacturers for all 
electrical purposes, including pothead insulators for cable ends, and 
for filling joint-boxes and ordinary cable troughing. 
been tested for dielectric strength ; breakdown was found to take 
place at over 40,000 volts, with spheres of 2°2 cm. diameter, 
separated by 1 mm., fully immersed in the bitumen and allowed to 
cool for 24 hours after fusion. Particulars may be obtained from 
the ANGLO-MEXICAN PETROLEUM Рвористз Co., LTD. (Bitumen 
Department), Finsbury Court. London, E.C. : 


The Bowden-Thompson System of Protection for Electric Cables. 


The former practice of relying solely on overload devices is not 
now considered sufficient protection for cables, and it is essential 
to adopt some means for automatically disconnecting a fauity 
length of cable from the rest of the system before the fault has 
seriously developed. Moreover, the disconnecting should be per- 
formed as rapidly as possible, in order to minimise the damage to 


That there will have to be joint effort, _ 


What is so essential is that each side — 


It has . 
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the cable and avoid any possibility of injuring the plant and 
switchgear. or disturbing synchronous machinery. 

The faulty cable should be isolated before the main conductors 
have short-circuited or broken down to earth, and. in order to 
achieve this. it has been necessary to design a special form of cable, 
as shown in fig. 1, with metallic shields interposed between the 
cores, and also between the cores and the lead sheathing. in order 
to intercept any leakage currents. 

The principle on which the system works is shown by the 
diagram of connections (fig. 2), which shows a protected cable 
switched from one end only. 

A їз the metallic shield between the cores, B the shield between 
the cores and the lead sheathing, c the main conductors. If any 
leakage occurs from any of the main cores to shield A or B, it is 
directed through relay D to earth, and the relay operates the main 
switch by trip coil E. If the cable is externally damaged, shield B 
is earthed before the main cores are reached, and as this shield is 
maintained above earth potential by battery F, current will flow 
through the relay and open the main switch. If preferred, a small 
transformer may be used instead of the battery. 

The following diagrams show the system as applied to cables 
switched at both ends, ring mains, &c. Е 

Amongst the chief advantages claimed for the system are the 
following :—It isolates the faulty cable before the main conductors 


Metallic shields A 
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conductors 
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Fig. 1.—SECTION OF CABLE PROTECTED ON THE 
BOWDEN-THOMPSON PATENT SYSTEM. 
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Fig. 2.—CABLE SWITCHED FROM ONE 
END ONLY. 
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Fic. 3.—CABLE SWITCHED AT BoTH ENDS. 


short-circuit or break down to earth, thus preventing damage to 
cable, plant and switchgear. 
It provides protection between phases as well as against earths. 
Its operation is not dependent on any supposition as to the path 


Fic, 4 BRANCH FEEDER FROM RING MAIN. 


of t ; ; 
pa ÉD current in case of a fault, nor does it assume that 


of the same cross-section share the load equally. 
Pendent of any fluctuations in supply pressure or load. 


As faulty sections are simultaneously isolated at both ends, the 
system is suitable for protecting parallel feeders, branch feeders, 
ring mains, or any combination of feeders. 

If the cable is externally damaged when the supply is off, the 
relays will operate and prevent the cable being made alive until 
the fault has been cleared. 

It will not operate on sound cable when being switched in, if the 
switch contacts are not all closed at the same instant. This is 
experienced with some balanced systems, which either have to be 
cut out when switching is being done, or a time limit is inserted. 

There is no tendency to switch out sound feeders in parallel with 
a faulty one. 

Special switchgear is not required, and the switchgear will not 
have to deal with excessive overloads when faults occur. 

The system is being introduced by the MACINTOSH CABLE CoO., 
LTD., of 176, Rice Lane, Walton, Liverpool. © 


Electric Gas Lighter. . 


MESsSRS. WARD & GOLDSTONE, of Sampson Works, Salford, are 
introducing the '"Gnita" electric gas lighter and hand lamp aa 
a novelty for the forthcoming season. | 

We illustrate this device in fig. 5; it consists of a Volex dry 
battery and ignition coil arranged so as to give a series of sparks 
at the end of the lighter. A small electric lamp is also provided, 
which can be switched on when entering a dark room, and thus 
help to avoid breakages of gas mantles. 

We may add that the standard lighter is 20 in. long overall. 


An Electric Bullet Probe. 


The determination of the exact position of a foreign body, such 
as a bullet or piece of shell in a wound, has always been a matter 
of considerable difficulty. Even an X-ray photograph is frequently 
vague, and sometimes actually misleading, and therefore any 
instrument which will indicate more definitely the position of these 
bodies, and so supplement the information given by the X-rays, 
cannot fail to be exceedingly valuable. 

An electric bullet probe, designed for this purpose, has recently 
been introduced by the CAMBRIDGE SCIENTIFIC INSTRUMENT CO., 
LTD., of Cambridge, England. The complete instrument consists 
of a fine metal probe and a contact wire of the same metal, both of 
which are connected by flexible leads to a galvanometer. The 
contact wire is placed in the edge of the wound in good contact 
with the tissues, and the probe is employed in the usual way. Since 
the probe and contact are both of the same metal, there is no differ- 
ence of potential between them when they are inserted in the 
wound, and, consequently, no deflection of the galvanometer, As 
soon, however, as the probe touches some other piece of metal in 
the wound a voltaic cellis formed, of which the metal constitutes 
one pole and the contact in the edge of the wound the other, the 


Ега. 6.—ELECTRIC BULLET PROBE. 


F a: Hire E^ blood being the electrolyte. Consequently, a current flows through 


the galvanometer and deflects the pointer. The instrument is, 
therefore, simple and self-contained, no battery or other accessories 
being required. 

The galvanometer used is of the type shown in fig. 6. It is 
a moving-coil instrument fitted with & pointer, which swings 
across a scale, thus enabling the deflections to be observed 
directly. 

Although very sensitive, this galvanometer is of robust construc- 
tion. It is portable, and when in use can stand on the table con- 
veniently near the patient. The extent of the galvanometer 
deflections depends on the size and nature of the metallic body 
touched by the probe. The great sensitiveness of the instrument 
is shown by the fact that the presence of a small piece of metal 
measuring only a millimetre or во in any direction causes a deflec- 
tion of 10° or 20° (about 3 cm. on the galvanometer scale), while 
for larger pieces, the size of a bullet, the pointer is thrown com- 
pletely off the scale. As long as the probe is not in contact with 
any metallic body, the pointer remains steady. It is evident that 
by means of this instrument the presence of even a small piece of 
metal is distinctly indicated by a comparatively large deflection of 
the pointer, while the absence of any deflection is a clear proof that 
no metal has been touched by the probe. 

The probes are made in various thicknesses for different uses, 
and can be very fine when necessary. The probe and contacts and 
the portions of the leads which may come near the patient can 
readily be sterilised, | 


D 


————————— 
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“Kwik” Electric Conduit Fittings. 


The accompanying illustrations show a new and quick (or 
“kwik ) type of fitting for jointing conduit, applicable to plain 
couplings, elbows, tees-and other items. The special feature of the 
device is the means provided for opening the socket to receive the 


. pipe ; the serew s is made with a collar s, and is slipped into posi- 


tion through the open slot in the lug L,the latter being slightly 


. Sprung open to receive it when assembling the fitting. Once in 


place, the screw cannot fall out and be lost; a few turns back- 
wards with the screwdriver force open the grip by means of the 
collar. enabling the pipe P to be readily slipped into the socket A, 


Ега. 8.— END OF SOCKET 
OPENED TO RECEIVE PIPE. 


Ега. 7.—THREE-WAY 
" KWIK `” SOCKET. 


after which the screw is turned forward to grip the conduit in the 
usual way. The effect of this: arrangement is to save time in 
erection, a matter of present and increasing importance; the 
inventor and patentee, MR. H. F. JoEL, of 72, Finsbury Pavement, 
E.C.. claims that experience shows that the economy of time in 


fitting the pipes together is 50 per cent., and the cost of labour in 
wiring is reluced by about one-third. The invention has also been 


adapted to the opening and closing of the covers of switch and 
street surface inspection boxes, valve covers, &c. 


-~ ^ А Combination Soldering Bit. 


A soldering bit which has many advantages over the ordinary 
type of soldering iron is shown in the accompanying illustrations. 
The bit is made of pure copper of octagonal shape, 4 in. in length 
and 1 іп. inwidth. "The copper bit is mounted in a handle about 


Fic. 9.—COMBINATION SOLDERING IRON IN ORDINARY ADJUST 
MENT. HEATING ON BLOW TORCH. AND IN USE AS SOLDERING 
Por. | 


15 in. in length. and by means of a wing nut and bolt can be 
adjusted to any desired angie or kept in a rigid position like the 
common soldering iron. The bit may be folded or reversed in the 
handle, thus shortening the overall length and preventing the 
point trom damaging the tool bag in which it may be carried. 
~The construction of the handle is such as to enable it to be 
placed upon the burner of a blow torch and heated, thus avoiding 
the use of a blow torch direct on the wire. This method is shown 
in one of the illustrations. There is a groove on the nose of the 
copper bit for facilitating the soldering of wire. 
In cases where a soldering pot is not available or its use is not 
advisable, this combination tool may be used. The base of the 
copper body is drilled out to a depth of 2 in. and an approximate 


* 


diameter of $ in. A miniature soldering pot is thus formed in the 
copper body. in which solder may be readily melted. 

This combination soldering tool is made by the CHAMBERS, 
BERING, QUINLAN Co., Decatur, Nl.— Telephony. 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 

the following week. . Correspondents should forward their communi- 

- cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


Performance of Steam Turbine Sets. 


Referring to the record performance of the Glasgow turbine, 
published in your issue of July 14th, I shall be glad if you can also 
insert the enclosed results, obtained from a Fraser & Chalmers set 
installed here in 1911. 

I think too much prominence cannot be given to records of this 
kind obtained from all British-built machinery, particularly in view 
of the disastrous breakdowns of German-built plant reported from 
Shanghai*and elsewhere. 

This particular plant was installed here in June. 1911, and is of 
the well-known Fraser & Chalmers-Rateau multi-cellular type. 
coupled to a Siemens alternator with a direct-coupled exciter. 

The set was designed for 1.000 KW. capacity, running at 
3.000 R.P.M. The alternator generates three-phase alternating 
current at 50 periods, at a pressure of 3,000 volts, and the set has 
an overload capacity of 25 per cent. for two hours, and 50 per cent. 
for half-an-hour. 

During the year ending March. 1916, this set generated 6,084,000 
units at about 80 per cent. power factor, which equals 94°6 per 
cent. of the total output. The machine has done a considerable 
amount of overload up to peaks of 1.550 Kw. 

The daily load factor has reached 104 per cent. 

The machine has been overloaded for 13j hours out of the 21. 
and has had to take the peak load with 24 in. and 25 in. of 
vacuum, due to shortage of condensing water. 

It is two years since the turbo was opened out, and with the 
exception of slight adjustments to the governor, no repairs of any 
kind have been required. 

Such results may not establish a record, but I think, coupled 
with the performance of the Glasgow plant, they argue well for 
the British manufacturer. 

J. C. Williams, 


j Engineer and Manager. 
Erith Electricity Supply and Tramways Dept., 
July 25th, 1916. 
[This is certainly an admirable record of good service. We 
shall be glad to receive particulars of similar performances.-- 
Eps. ELEC. Rev.] 
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Mechanical Aids for Wounded Men. 


May I ask you, through the medium of your valuable journal, to 
appeal to all electrical manufacturers and contractors who have 
any form of workshop. whether large or small, to help me in the 
following excellent cause :— 

A very large number of metal leg and arm rests are required for 
those of our wounded heroes returned from the front with fractured 
limbs. I have taken it upon myself, on behalf of a branch of the 
Red Cross Society, to offer to supply a certain number of the 
necessary parts required in making up the above frames. This 
form of apparatus relieves the wounded of much suffering. and 
helps to hasten the mending of the fractures. 

Anybody with an ordinary lathe can bend and drill certain 
simple parts of the apparatus, made up of ordinary pieces of flat 
iron strip and galvanised rod, and if contractors would kindly help 
to supply even a small number of these parts per week, I should 
then be in a position to keep this branch of the Red Cross 
equipped with sufficient material to enable the amateur workers 
who put the frames together to complete a considerable number 
per week. 

At the present time thousands of these frames are required, and 
as the putting together is all done voluntarily, every small help is 
of valuable assistance. "Therefore, again I appeal to all manu- 
facturers and contractors to give me their support in this matter. 

The raw material will be supplied by me, and patterns of the 
parts required ean either be seen in my office, or would be sent on 
application. 

Thanking you for granting me the space for this letter. 

H. F. Simon, 
Managing Director, Electrical Installations, Ltd. 


27. Martin's Lane, E.C.. Judy 29th, 1916. 


Carbon Electrode Manufacturing in Sweden.—The 
carbon electrode manufacturing business of the Aktiebolag’ Brenas 
Bruk is being taken over by a new company in course of formation 
with a capital of £83,000. 


| 
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HYDRO-ELECTRIC POWER PROPOSALS IN 
MYSORE." 


= ——M —À 


Tue total capacity of the generating station at Sivasamudrum. 
Mysore, will be, after the installation is completed, 29.650 H.P., 
and after deducting 1,650 H.P. to be held in reserve to guarantee 
the continuity of supply. there will be available at the bus-bars 
21,000 H.P. net for supply to the transmission lines. During about 
nine months of the year, there is sufficient water in the Cauvery 
river to generate at Sivasamudram 30,000 H.P. at no very preat 
additional expense. The capacity of the generating station"will be 
made up of 11 units of 1,150 н.р. each ; 3 units of 2,000 Н.Р. each ; 
and 1 unit of 4,000 Н.Р. | a | 

Tt is therefore possible to obtain 9,350 additional Н.Р. by changing 
the eleven 1.150 H.P. units to units similar to those of thethird and 
fourth installations. The station would then consist of 14 2.000-H.P. 
units and one 4,000-H.P. unit, or a total of 32,000 H.P. at the buses. 
leaving available for the distribution lines 30,000 H.P. net. This 
substitution could be made remarkably easily : each of the three 
large penstocks of the first installation would be used for a 
2.000-Н.Р. unit, and only eight new penstocks of 2,000 H.P. capacity 
bought. This increase of capacity could be obtained without any 
building modifications, and the forebay alone would have to be 
modified for three additional penstock intakes. With these small 
improvements, ap additional 9,000 net H.P. may be obtained at a 
eost of approximately Rs. 15 lakhs. 

Under the present allotment of water to be stored at Kannam- 
badi Reservoir, during at least three months of the year the river 
supply is less than that required for 21,000 H.P., so this scheme 
will have to be abandoned: The number of consumers, both large 
and small, within reach of the power lines, is rapidly growing. and 
as the maximum supply of 21,000 H.P. from Sivasamudram is 
likely to be exceeded in the next few years, it becomes necessary to 
have recourse to a- completely new installation elsewhere, to be 
operated in parallel with, or to entirely replace, Sivasamudram. 
For this the Cauvery river is ideal, as the Cauvery reservoir 
ee a oertain definite discharge at any point below the 


Below Sivasamudram two projects offer themselves : (1) Shimsha 
and (2) Mekadatu. - The power-station site of the former project is 
located on the Shimsha river just below the Shimsha falls. at ita 
junction with the Hullabella river, about 74 miles from the 
 Cauveryj, The Mekadatu project is situated immediately on the 

Cinvery itself, about 25 miles along the river below Sivasamudram. 
алф just within the Mysore State. The power-station site is within 
a few yards of the boundary line where the river enters Madras 
territory. RC =" 

The first proposal embodies taking the water from the Sivasa- 
mudram head-gates through an open channel for approximately 
9| miles to a forebay or intake, and thence in steel pipes 
li miles to a penstock header. This header would be under 
approximately zero pressure, with a stand-pipe or surge tank open 
above the high-water levél at the intake. of sufficient capacity to 
discharge all the water in case of a sudden shut-down. 

To provide a crossing at Handia Nulla, it is proposed to dam this 
nullah, thereby forming a very large reservoir for equalising the 
flow, and, most important of all, to provide a settling basin for 
r noving silt and floating submerged vegetation. i 

From the penstock header, four penstocks will be taken 
to the generating station. It is proposed to install in this 
station four units of 10,000' B.H.P., net output with a pro- 
vision for & future fifth unit, one unit being in reserve 
as spare. Each of these units will be direct-coupled to Francis 
turbines, and provided with its own exciter mounted on an 
extended shaft. Each exciter will be of sufficient capacity to pro- 
vide excitation for two units. The penstocks will be provided with 
automatic closing devices at the penstock header and also 
electrically-operated from theturbineroom. The turbine governors 
will be of the oil-pressure type with auxiliary oil systems and 
arranged for adjustments of load without shutting down the units. 
The switchgear and control apparatus will be of the remote- 
controlled automatic type, and the voltage regulators arranged to 
compensate for line losses. | 

The transformers will be of the oil-insulated, water-cooled type. 
as recently mstalled.at Sivasamudram and Kolar Gold Fields, step- 
ping the generator voltage up to 70,000—78.000: volts. | 

The power will be transmitted over new lines about 4 miles and 
fed into the present system. | - М 

Тһе seeond project is to utilise the rapids at Mekadatu 25 miles 
below Sivasamudrem mid 3 miles below its junction with the 
Arkavati. At the head of these rapids, the Cauvery canyon 
broadens out to such an extent that it is possible to construct 
channels for conducting the waters of the Cauvery from the head 
to the foot of the rapids. 

„А dam is proposed to be constructed across the river and the water 
diverted into a suitable channel which terminates in a forebay just 
- above the power station site at the foot of the rapids. 

The dam is proposed to be of coursed rubble masonry approxi- 
mately 1,500 ft. long and 12 ft. high. 

The channel will be approximately 20,000 ft. Jong with a bed 
width of 224 ft. and a depth of water of 10 ft.. and will terminate 
ш à forebay with four penstock intakes for four main units. No 
exciter penstocks are provided, as the exciters will be driven direct 
from the main units. dE EE. 


eee UU 


* Abstract of ‘paper “read beforé the Mysore Engineers’ Con- 
ference, and reprinted in the Indian Teztile Journal. 


Three horizontal type generating units are proposed. each of 
1.000 B.H.P. output, direct connected to suitable turbines. ‘The 
generators will deliver three-phase. 25-cycle power at 2.200 volts 
and 80 per cent. power factor. The shaft will be extended for an 
exciter of sutficient capacity to supply excitation to two main 
units. Provision will be made for a future extension of a fourth 
unit. | 

The turbines will be of the Francis type, of 5.600-H.P. capacity. 
equipped with oil-pressure governors and pressure-limiting devices 
similar to those lately installed at Sivasamudram. The governors 
will be equipped with motors for load adjustment from the switeh- 


board. | 


There will be four transformers (one spare) of the water-cooled 
and oil-insulated type, 1,750 KW. capacity, at 80 per cent. power 
factor, for stepping up the voltage from 2,200 to 70.000— 78.000. 
There will be no separate transformer station, as at Sivasamudram. 
but all station apparatus will be located in one building, resulting 
in a considerable saving in capital cost. and obviating the necessity 
of a double operating staff. , | 

The power will be transmitted over duplicate lines, 24 miles 
long. to Kankanhalli section house. and there fed into the present 
system. Both these lines will be on the same towers. spaced 
approximately 500 ft. apart. Suspension insulators will be used. 
and the lines protected from atmospheric disturbances by over- 
head grounded ground wires, and for the protection of stations 
aluminium cel! lightning arresters will be provided at both ends. 


LEGAL. 


BROMPTON AND, KENSINGTON ELECTRICITY SUPPLY Co., LTD.— 
QUINQUENNIAL ASSESSMENT. AM v 
AT the County of London Quarter Sessions, held at Clerkenwell. 
Mr. A. J. Lawrie (the Deputy-Chairman) was engaged for nearly 
three days in hearing an appeal by the Brompton and Kensington 


Electric Supply Co. against an assessment of their works and cables 


of £22.800 gross and £12.000 rateable by the Royal Borough of 
Kensington. 

Mr. Alexander Macmorran, K.C.. and Mr. E. M. Konstam were 
counsel for the appellants, while Mr. Walter Ryde. K.C., and Mr. 
Cecil Whiteley appeared for the respondenta. 

On behalf of the appellants. evidence was given by Mr. Carpenter. 
of Messrs. Humphreys. Davies & Co.. valuers ; Mr. Spencer Hawes, of 


Messrs. May & Hawes: Mr. Ruthven Murray. Мг. R. 8. Downe. 


general manager of the company, and Mr. J. T. Owens, the secretary. 

On behalf of the Borough of Kensington. MR. W. HAROLD EVE. 
rating surveyor, of Messrs. William Eve & Sons. Union Court. 
Old Broad Street. E.C.. submitted a valuation on which he found a 
rateable value of £16,330. | 

SIR JOHN SNELL also gave evidence in support of the assess- 
ment, and, in the course of cross-examination by Mr. Macmorran. 
contended that he had done the right thing in basing his tables 
for renewals on a figure of £68,000, although the prime cost was 
£103.000. The witness also expressed the opinion that there 
would be a considerable drop in prices after the war. | 

MR. MACMORRAN : I suggest not for two or three years. ' 

SIR JOHN SNELL: I happen to be connected with a large 
number of important contracts. and I have it from most eminent 
manufacturers in this country that there will be a very consider- 
able drop. especially in metals. 

MR. MACMORRAN : Do you anticipate much of a drop in wages ? 

SIR JOHN SNELL: I anticipate a drop. The war bonus will 
have gone. . | 

In further cross-examination, SIR JOHN admitted that in a 
certain calculation in which he had taken the 3} per cent. table. it 
was cu;tomary until a few years ago to take the 2} or 3 per cent. 
The price of money had increased in the meantime, and it was now 
customary to take 3} рег eent. : 

Mr. RYDE: But on this particular point. the difference between 
the З and 32 per cent. table would be very small. wouldn't it ? 

Sik JOHN SNELL: Yes. about £80, certainly under £100. 

Mr. RYDE: If you were dealing with something to-day. what 


. would be your figure ? 


SIR JOHN SNELL: To-day I should take it certainly at 44 per 
cent. i 

MR. RYDE. K.C.. addressed the Court on behalf of the- Borough of 
Kensington. and submitted that the assessment was amply justitied. 
As regarded Sir John Snell's tables for renewals, Counsel argued 
that the position depended not on prime cost, but the cost of 
producing an efficient substitute. 

Mr. MacMORRAN, K.C.. for the electricity company. said that 
whereas the gross receipts: of the company were substantially the 
same. the expenditure had. increased. and this made a difference of 
£3,876 in 1915. That loss accrued to the company despite that 
increased charges were operating for nine monthsofthe year. He sub- 
mitted that the assessment which it was sought to impose on the 
appellants was excessive, and not in accordance with the true prin- 
ciples of assessment. He urged that it should be remembered 
that in the case of electricity companies there were serious 
possibilities of litigation from time to time. Mr. Eve's 
gross value worked out at £22995, which was £195 
more than the Assessment Committee’s valuation. As regarded 
Sir John Snell's figure of £65,000 instead of the prime cost, 
counsel contended that they could not ignore conditions as they 
existed to-day. | | 
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The DEPUTY-CHAIRMAN, in announcing his decision, said he had 
gone into all the figures connected with the case with considerable 
care, but he did not think any useful purpose would be served by 
his now going into them in detail. The decision he had come to 
was that the gross value should be reduced to £1,778, and the 
rateable to £11,378, and as that was a substantial reduction—a 
very considerable reduction—and as the appellants could not get it 
reduced without coming there, the respondents should pay half 
the appellants' costa. 


CHRISTIE т. NOBLES’ DRUG STORES, LTD. 


IN the Lord Mayor's Court, last week, before the Recorder (Sir 
Forrest Fulton, K.C.) and a jury. Mr. J. C. Christie, electrical 
engineer and contractor. of Mansell Street, Aldgate. E.. sued Nobles’ 
Drug Stores, Ltd., of Well Street. Cable Street, E., and Whitecross 
Street, E.C., for £20 1s. 8d., work done and material supplied in 
May and June, 1916. | 

The plaintiff's case was that in May of last year an order was 
received from the defendants for a Blanchard incandescent lamp, 
and at the same time a discussion took place concerning an electric 
light installation to be fitted at defendants’ Whitecross Street 
establishment. The plaintiff did the work. and sent in his bill of 
charges. At first he was promised payment, but afterwards 
defendants suggested that there were overcharges in the bill. 
Plaintiff replied that owing to the increase in the price of labour 
and material, he could not see his way to reducing the account 
more than 5 per cent. The money had not been paid, Evidence 
was given by the plaintiff's traveller (MR. HART), who spoke to 
taking the orders. He said it was not true, as now suggested, that 
he was shown an estimate given by the Electrical Installations, 
Ltd, and had agreed to do the electrical work at the price contained 
in the estimate. 

For the defence, MR. WILLAM NOBLE, secretary and managing 
director of the defendant company, was called, and he said the 
plaintiff's traveller had agreed to supply a Blanchard incandescent 
lamp for £3 2s. 3d., and to do certain electrical work at the price 
of £8 15s., the amount of an estimate he had received. He had 
always been ready and willing to pay those sums amounting to 
£11 17s. 3d., but he had been charged £20 Is. 8d. When he 
pointed the matter out to the plaintiff's traveller, he said there had 
been a mistake, and he (defendant) had been charged for a time 
job instead of a contract job. The traveller had promised to 
arrange matters. 

The jury, after hearing further evidence, found for the plaintiff 
for £18 15s. 14. 


COMMERCIAL CABLE Co. v. THE GOVERNMENT OF NEWFOUNDLAND, 


THIS matter, which was before the Judicial Committee (Lord Chan- 
cellor, Viscount Haldane, and Lord Atkinson) on Monday, was an 
appeal from a judgment of the Supreme Court of Newfoundland, 
which, by a majority, dismissed a claim by the appellants against 


· the Government of Newfoundland for payment of two sums of 


$12,000 and $10,916.13. The claim was based upon the provisions 
of an agreement under the Great Seal of Newfoundland, dated 
February 18th, 1909, between the appellants, an American company, 
and the Governor of Newfoundland in Council. By the agreement 
the company agreed to establish a cable station at St. John's, New- 
foundland, for the transmission of cablegrams to and from Great 
Britain and Ireland, the Government undertaking to pay them 
$1,000 annually for the advantages and facilities secured to it by 
the cable. Subsequently there was a change of Ministry in New- 
foundland, and the new Administration declined to recognise the 
validity of the agreement on the ground that it had not been sub- 
mitted to the Legislature of the Colony for its approval. The 
Chief Justice of Newfoundland dissented from the judgment of 
the two other judges of the Supreme Court, who dismissed the 
appellants' claim. 

According to the report in the Daily Telegraph, appellants con- 
tended that the agreement was valid and binding upon the New- 
foundland Government, and did not require the sanction and 
approval of the Legislature. On the part of the respondents, how- 
ever, it was argued that the power of the Governor in Council to 
make contracts was limited by the rules of the House of Assembly 
made pursuant to the Representative Act, 1892, but the appellants 
contested that view, and contended that no rules established by the 
House of Assembly could have that effect. 

Lord Haldane now delivered the judgment of the Judicial Com- 
mittee, in which their Lordships intimated that they would humbly 
advise his Majesty that the appeal failed, and should be dismissed 
with costa. : 


WAR ITEMS. 


ControHed Works.—The number of establishments now 
controlled by the Ministry of Munitions is 4,052; 194 have 
been added since the last announcement was made. 


To be wound up.—The Board of Trade has ordered the 
following to be wound up under the Trading with the 
Enemy Amendment Act:— 

Glastos, Ltd., 4, Charles Street, Hatton Garden, E.C., 
glassware merchants. Controller: H. Hartley, 70a, Basing- 
hall Street, E.C. 

Charles A. Muller, 10, Arcade, Westgate, Bradford, elec- 
trical accessories merchant. Controller: Walter Durrance, 
12, Duke Street, Darley Street, Bradford. 


Books for Prisoners of War.—The recent revelations ге. 
specting the condition and needs—physical and mental—of 
some of the British prisoners of war interned abroad, coupled 
with the recently imposed restrictions on the transmission, 


‚ by private individuals, of any printed matter to enemy or 


neutral countries, make it more important than ever that 
friends and correspondents of our interned men, when 
writing to them, should acquaint them with the existence . 
of an Educational Book Scheme under which they can get 
their wants supplied. Under this scheme any such prisoner 
can obtain, free of charge and carriage paid, good books of 
an educational character (not fiction or light literature) 
on almost any subject for reading or private study during 
his internment by communicating (either directly or through 
a correspondent) with Mr. A. T. Davies, of the Board of 
Education, Whitehall, London, S.W. Prisoners are invited 
to state as precisely as possible on a form (which can be 
had gratis on application) what kind of books they desire. 
The evidence that has already reached this country shows 
that it is necessary to provide not merely physical, but also 
mental, sustenance for British prisoners during their con. 
fynement—and this the above ucational Book Scheme 
aims at doing. Offers of suitable books for the latter will 
be gladly received by Mr. Davies, but they should be accom- 
panied by a submission of the list of books proposed to be 
contributed. i 


Exemption Applications.—At the City of London Tri- 
bunal, on Friday, Mr. F. Shaw, who stated that he was in 
the employ of the British Thomson-Houston Co., Ltd., 
electrical engineers and manufacturers, made an appeal for 
exemption on business grounds. The applicant said he was 
appealing personally, as his employers would not make any 
appeals on patriotic grounds. The Clerk: ‘ It is impossible 
for an applicant to say that he is indispensable if his em- 
ployers do not appeal." The Chairman said there was no 
case made out, as the applicant claimed on business grounds, 
and his employers would not appeal, The clainy would be 
disallowed. A claim on domestic grounds was made by 
Mr. H. C. Rodgers, also in the employ of the British 
Thomson-Houston Co., and the matter was referred to the 
applicant’s local Tribunal. 

At Rochdale, temporary exemption for one month was 
granted to Joseph Holroyd (33), armature winder and 
general electrical worker for the Sutcliffe Electric Company, 
with a view to enabling him to get work which would 
justify the authorities in giving him a badge. 

At the City of London Tribunal, last week, an appeal for 
exemption was made on behalf of D. R. F. Dobson (35), 
an electrical fitter, and married, by Messrs. Walter Mossop 
and Co., electrical contractors. А partner of the firm said 
that they were supplving electrical fittings to firms occupied 
with war work. Dobson was specially experienced in the 
arrangement and control of dvnamos, and was at present, 
and would be for the next three months, employed at a 
factory which was making munitions for the French 
Government. The firm did not know how they would be 
able to replace him. He was the only man of military age. 
The Chairman said that the man was included in the list 
of certified occupations as it now stood and came under 
the heading of ‘‘ Electricians and electrical fitters,” but, of 
course, the firm ran the risk of losing him if the list was 
alteret. 

At the Middlesbro’ Tribunal, the electrician of the Grand 
Opera House was granted exemption on condition that he 
undertook work of national importance. 

On the appeal of the Town Clerk, Mr. W. H. Wakefield 
(38). chief clerk at the Bexhill-on-Sea Electricity Works, 
has been conditionally exempted for three months. 

Before the Axbridge Rural Tribunal, Mr. J. Winter 
Bobbett, Chairman of the Winscombe Electricity and Power 
Co., Ltd., applied for exemption for an engine-driver at the 
supply station named Hill, who is 41 in September. He 
stated that their customers numbered 130, and Hill had 
sole charge of the engine. Conditional exemption was 


iven. 

ў At the Keighley Tribunal, the Corporation claimed that 
a railless-car repairer was indispensable, and the question 
was adjourned jor further consideration. 

At the Southwark Tribunal, Hotton and Hodgson, elec- 
trical and lighting engineers, applied for the exemption o 
Mr. Fred Hotton, son of one of the principals, described as 
an engineer, and for an electrical fitter and engineer. Mr. 
Hotton, senr., stated that the firm had undertaken a con- 
tract from the War Office on the distinct understanding 
that they would get badges for their men, but they had not 
её received them. Conditional exemption was granted in 
oth cases on joining the Volunteer Training Corps. 

Before the East Kent Appeal Court, ten employés were 
appealed for by the Chatham Light Railways Co. A month 
ago the cases were adjourned for a conference with the mili- 
tary; 26 cases were settled by arrangement, and the military 
did not oppose conditional exemption for the ten men before 
the Tribunal. The Chairman said that the men would be 
exempted until October 31st only, and leave to £o before the 
Central Tribunal was asked for, on the ground that the 
arrangement entered into should be confirmed. Leave to 
appeal was refused. 

At Grantham, application was made by the Electric Co. 
for the exemption of the sole manager, Mr. John Е. 


Vo. 79. No. 2019, Avevsr 4, 1916] THE ELECTRICAL REVIEW. 


123 


Edmundson (37), who also manages the works at Stamford 
and is visiting engineer at Cromer. 
was granted. 

Carlisle Tribunal, on the application of the military repre- 
sentative, has sanctioned the calling-up of Thos. Young, 
electrician at the works of Messrs. Carr, who said that they 
were increasing their electrical installation, and needed the 
man’s services. 

At Hitchin, application was made for exemption for Mr. 
pou (40), manager of the Alexandra Electrical 

ngineering Co., Ltd., of Letchworth, who stated that all 

the employés had gone, and that he was carrying on the 
business with the aid of his two eldest daughters. Condi- 
tional exemption was granted. 
- Before the East Kent Appeal Court, on Julv 26th, the 
military representative appealed against the decision of the 
Whitstable Tribunal allowing conditional exemption to Mr. 
Arthur Stewart (32), engineer to the Whitstable Electrical 
Co, Ltd. After hearing the facts the appeal was dismissed, 
and the exemption confirmed. 

At Lewisham, S.E., on July 21st, Mr. Hanson, electri- 
cian, appealed, and stated that he was wilfing to enter the 
Army for his profession, or in the Air Service, so that his 
wife could have larger means. He had, however, failed to 
get into the Royal Naval Air Service. No exemption was 


given. 

Before the Redruth Rural Tribunal, on July 22nd, exemp- 
tion was claimed for the cost clerk and the cashier of the 
Cornwall Electric Supply Co. The former has been with 
the company for five years and the latter, who is also in 
charge of the tramcar depót, for 13 years. Mr. Smith stated 
that they had. lost a lot of their technical staff, and had to 
keep the concern going. As the company’s employés had 
been previously dealt with, the military representative 
objected to the applications, the men not having been in- 
cluded in the previous list. Mr. Peter: ‘* You can't pick up 
a cost clerk in ten minutes." The Tribunal allowed the cost 
clerk six months, but refused the other application. 

The East Sussex Appeal Court has refused exemption to 

the electrician of the Eastbourne Pier Co., aged 30, stated 
to be the only capable man employed. 
. Maidenhead Tribunal, on July 25th, gave Mr. Arundell, 
clectrical engineer, leave to renew an appeal for Walter 
Siblev, the only man applied for, and who is engaged on 
power work and on occasional Government contracts. 

At East Grinstead, an electrical fitter in business at Forest 
Row, who has work at four military hospitals, was given 
one month's exemption without leave to applv again. 

Extended exemption has been refused at Brighton to an 

electrician with a local firm, who pleaded that they had 
had to refuse work owing to their depleted staff. The man 
has already had three months’ exemption. 
_ At Folkestone, Mr. E. Morgan, electrician, appealed, and 
it transpired that he had offered his premises to the 
Minister of Munitions, who, however, could offer him no 
work. Conditional exemption was allowed, with the stipu- 
lation that.appellant joins the Volunteer Training Corps. 

At Buxton, on July 27th, a firm of electrical engineers 
appealed for their foreman fitter, who assists at the elec- 
tricity works. Exemption was allowed until January 28th. 


BUSINESS NOTES. 


Empire Contracts : An Australian Criticism.—In a recent 
editorial, entitled “How Not to Treat British Tenderers,” the 
Australian Statesman and Mining Standard writes as follows :— 

That something should be done to prevent large orders going 
out of the Empire, when they can perfectly well be executed within 
the Empire, has long been obvious. We are not going to say that 
an order must be placed within the Empire under any circumstances 
that may arise, but, where work can be fulfilled by an Empire firm 
at no greater cost than by an alien firm, the Empire firm should 
certainly have the preference. That is not the feeling, apparently, 
of the City Electric Light Co., Ltd., Brisbane. This company issued 
specifications, which closed in September of last year, for rotary 
converters, transformers, &c. The value of the business in round 
figures was something between. £12,000 and £15,000. Several 
British manufacturers tendered, and so did the Australian General 

eric Co., which put forward apparatus manufactured by its 
Principal. the General Electric Co., of New York. The British 
п were unsatisfactory in only.one respect: though the manu- 
acturerg thought they would be able to carry out the work in a 
oe time, they were not willing, in view of the war condi- 
1008 prevailing, to accept penalties for late delivery. This 
ee of delivery was used as the main excuse for placing the 
er with the Australian General Electric Co. for the American 
Pparatus, with the result that, at a time when money is of 
ian Importance to the Empire, a sum of something like 
it “М goes outside it when it might reasonably be spent within 
ole recently the same company called tenders for further 
red MUR consisting of a large turbo-alternator unit, the tenders 
е 2 аташе March Ist. Although the conditions were just 
ey were before, the British firms were again invited to 

ı And did во, and representatives of some of these companies 


Conditional exemption 


were later invited to meet the manager of the company to discuss 
their tenders. When these interviews took place, the demand for 
guaranteed delivery under penalty was made once again, with the 
result that an order for a plant worth something like £30,000 has 
been placed with the Australian General Electric Co., to be passed 
on to the British Thomson-Houston Co., the turbine to be provided 
by the British Thomson-Houston Co., the alternator to be built by 
the General Electric Co., of America, and the condensing plant to 
be made by W.IH. Allen, Sons & Co., Ltd. The Australian General 
Electric Co. appears to have accepted the penalty for delivery, so 
that the plant may be operating under steam, in Brisbane. on May 
Ist, 1917, though it is obvious that the British Thomson-Houston 
Co. is in precisely the same position as all other British manu- 
facturing companies in the matter of delivery." 

Our contemporary goes on to suggest that, inasmuch as the 
Brisbane Electric Light Co. will probably have to issue new shares 
in order to pay for this plant, the Treasury should refuse leave to 
call up the money, if it should appear that the money is to bespent 
in America. “The flow of money to America for munitions is 
sufficiently large at the present moment to make exchange a 
difficult enough matter, without having orders placed in the United 
States for apparatus which can, and ought to. be bought within the 
Empire. The prices offered by the English makers are understood 
to be at least as good as the American prices, and the failure to 
accept the penalty for failure to deliver by a specified time should 
not, in present circumstances, be regarded as sufficient excuse for 
spending this money outside the Empire." 


U.S. Electrical Exports.— The American Electrical Review 
and Western Electrician states that the U.S. electrical exports for 
the month of April, 1916, were valued at about 28 per cent. more 
than in the corresponding month of 1915, although somewhat less 
than the high values of last February and March.. The volume or 
quantity of the export trade has probably not materially increased 
over last year, the increase in total value being due almost entirely 
to the high prevailing prices. Quantities are given in the official 
reports for only four classes of electrical shipments, which in April 
compared as follows :— 

—Numbers exported in— 


Articles. April, 1916. April, 1915. 

Electric fans 3,419 4.523 

Arc lamps ... T ©з 22 35 

Carbon-filament lamps ... 45.818 218.338 

Metal-filament lamps  ... 740,657 196,725 

The values are as under :— 
Articles. April, 1916. April, 1915. 

Batteries s S $168,142 ° $88,372 

Dynamos or generators ... 151,727 127,071 

Fans sud isi es 45,528 61,926 

Insulated wire and cable A 386,239 354,344 

Interior wiring supplies, &c. (in- 
cluding fixtures) ase es 44,805 67,605 

Lamps— 

Arc... sis РА РРА - 639 554 
Carbon-filament 5,410 27,665 
Metal-filament ... ses i 128,734 36,936 

Meters and other measuring in- 
struments x TT oe 52,255 69,835 

Motors... aug vis ; 272,261 193,802 

Telegraph instruments (includ- 
ing wireless apparatus) 7,965 14,377 

Telephones "T 52,064 89,730 

Transformers 68.889 47.703 
All others 1,245,511 875,395 

Total ...  .. .. $2,630,169 —— $2,055,375 


For the first 10 months of the last three fiscal years, ended on 
April 30th in each case, the electrical export totals were as 
follows :— 


Ten months of fiscal year. Electrical Exports. 


1913-14 — so we $21,569,687 
1914-15 T 15,922,467 
1915-16 23,666,267 


These totals do not include electric locomotives, which for these 
three 10-month periods totalled as follows :—1 13-14, $272,387 ; 
1914-15, $249,096 ; 1915-16, $422,310. During last April five such 
locomotives, valued at $26,964, were exported. 


Prohibited Swedish Exports.—The Swedish Govern- 


ment has prohibited the exportation from the country during the 
war of “mountings for incandescent lamps, with or without 
switches, with coverings or inner parts of other metal than iron.” 


Japanese Government Subsidy for Electrical Exports. 
—From a statement quoted in the Hochi, it seems that the 
Japanese Government is going to subsidise the export of electrical 
apparatus. The Tokyo paper, which is regarded as the organ of 
the Government, credits an authority in the Department of Agri- 
culture and Commerce with the following statement :—" Japan’s 
electrical industry has recently undergone a marked development. 
Efforts should be made to further national interests by promoting 
the export of the various products of the industry. The Govern- 
ment is therefore considering means to encourage the export of 
electrical apparatus to China, India, and other accessible places. А 
new item of expenditure is to be provided in the next Budget for 
the purpose of subsidising the export. The scheme, however, has 
not yet been considered by the Cabinet in detail.— astern 
Engineering. 
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Catalogues and Lists.—IGcRanic ELECTRIC Co., LTD., 
147, Queen Victoria Street. London, E.C.— Illustrated leaflet No. 
1,621, containing full descriptive particulars and tabulated ratings 
-of magnetic couplings, clutches, and brakes. | 

MR. GEORGE ELLISON, Victoria Works. Warstone Lane, Bir- 
mingham.—New list, No. 327 (34 pages), dealing with totally- 
enclosed brake solenoids. Most exhaustive information—descrip- 
tive, tabular, and diagrammatic—is given regarding this type of 
gear, the contents being the result of many months’ careful 
calculation and research. Some typical specifications are given, 
which have been found absolutely necessary owing to the fact that 
more than 50 per cent. of the inquiries received do not give 
sufficient particulars. 

THE MACINTOSH CABLE Co. LTb.. 176. Rice Lane. Walton. 
Liverpool.—Pamphlet describing the Bowden-Thompson patent 
&ystem for the protection of electric cables. 

THE METALLIC SEAMLESS TUBE Co.. LTD. Wiggin Street, 
Birmingham.—64-page catalogue, giving illustrations, particulars, 
and clearly-arranged prices of " Metallic" steel conduits and 
fittings, enamelled iid. galvanised respectively. Copies may be 
had by the trade on application. | 

THE ELECTRIC SUCTION CLEANER Co., 56. Victoria Street, 
London, S.W.—A 12-page pocket pamphlet, entitled "The New 
Maid," tells a story—and a very attractive one, too—of war-time 
Comestic difficulties, and how electricity solved them by the aid of 
а "Clarissa" electric housemaid, otherwise a " Premier" suction 
cleaner. . 


Board of Trade Inquiries.—The B. of T. Commercial 
Intelligence Branch has received applications from Home firms for 
the names of manufacturers and producers of electrolytic plant 
for the manufacture of caustic soda; also for machines for 
cutting and pressing peat for fuel. i 


Electric Light Switching.—As the result of a recent 
supplementary competition and examination on this subject. held 
by Messrs. A. P. Lundberg & Sons, 9 Advanced, 30 Intermediate. 
and 36 Preliminary Certificates have been awarded. the foremost 
place being gained by Mr. H.F. Ware, of Macclesfield. Though the 
number of competitors is small compared with those in the recent 
record examination, it is really good. considering the present 
circumstances. . ` 


For Sale.— The Postmaster-General is offering for sale 
certain plant and machinery at the Post Office Parcels Depot, 
Dublin. i io 

The Receiver for the debenture-holders of the London Electron 
Works Co., Ltd., is inviting offers for the sale by tender of the 
land, factory. plant, &c., at Regent's Dock, E. 

Messrs. Wheatley Kirk, Price & Co. will offer for sale by auction, 
on August 22nd, the plant of the Holloway Electric Supply Co., 
Ltd. Particulars appear in our advertisement pages to-day. 


Book Notices.—The Swedish Chamber of Commerce for 
the United Kingdom (5, Lloyd's Avenue, London. E.C.) has issued 
a Year Book of the Chamber for 1915. It contains a eopy of the 
annual report, and articles on Swedish shipping.during the war, 
Swedish oversea steamship lines (with map), the Swedish route to 
Russia (with map and plan), statistics of trade between the United 
Kingdom and Sweden during 1914, &c. There are a number of trade 
reports’ treating with the principal markets fcr Swedish staple 
articles in the United Kingdom from an individual point of view. 
Innumerable charts are given. many of them &howing the imports 
and exports of the United Kingdom for different classes of elec- 
а manufactures during five or six years prior to the outbreak 
of war, . i | " | | 

" Lektrik Schémas de Lumière.” is the title of a French trans- 
lation. of their " Lektrik Lighting Connections.” which Messrs. 
A. P. Lundberg & Sons, with characteristic enterprise, have just 
issued (price 1 fr.). The contents, which have been adapted by 
M. R. Drilhon, one of the firm's advanced-grade certificate-holders. 
are in substance identical with those of the English edition ; the 
total number printed, including the French edition, is now no less 
than 37,000 copies, a fact which speaks for itself. | | 

The July issue of the Jaurnal of the Tramways and Light. Rail- 
ways Association contains. а full. report. of the proceedings at the 
recent annual congress of the Association. 

,, Post. Office Electrical Engineers’ Journa/. Vol. IX. Part IL 
July, 1916. London: H. Alabaster. Gatehouse & Co. Price Is. 
net. P - : , 

" Programme for the Session 1916-17 " of the City and Guilds of 
London Institute. Department of Technology." London: John 
-Murtay. Price 9d. net. t | | О 
г i The Slide’ Rule." Ву C.N. Pickworth. Manchester : Emmott 
гапа Co. · Price 2s. net. pu | p 


The British-Italian Corporation.—In the House of 
Commons, on Monday, according to the Financial Times, Sir 
Archíbald Williamson asked the Chancellor of the Exchequer if he 
was in à роо to give any information with regard to the for- 
mation.of a company ta promote the joint economic interests of 
this country and Italy. and if he could state what financial assist- 
ance, if eny, was being provided by the British Government, 

Mr. McKenna, in reply, gave particulars of the British-Italian 


. Corporation, Ltd. concerning which we gave details in our last 


issue. Не added that the British Government agreed to contribute 


‘to the company, by way of subsidy, during each of the first 10 


years after its incorporation, an annual sum of £50,000. or the 
equivalent of 5 per cent. upon its paid-up capital if less than 


. £1.000,000. In consideration of the subsidy, the company agreed 


to pay to the Government amounts equal to any dividend above a 
cumulative dividend of 5 per cent. per annum which.the directors 


might distribute to the shareholders in any year after making | 
such provision as the directors might think desirable for bad and 
doubtful debts and the establishment of a reserve fund, until by 
such means the Government had been repaid (without interest) the 
amount so received by the company by way of subsidy. He pro- 
posed to ask Parliament to give covering authority for the subsidy 
in the next Government War Obligations Bill. A company under 
the style of the Compagnia Italo-Britannica would forthwith be 
formed under Italian law, with a capital of 10,000,000 lire 
(£400,000), one-half of which is to be taken by the British 
Italian Corporation and the other half by the Credito Italiano.and 
its friends. Out of the nine directors of the Italian company three 
would be British. The two companies would work together in 
close collaboration, and arrangements had been made by which 
their interests would be as far as possible identified, except that 
the subsidy of the British Government would naturally remain for 
the benefit of the British company exclusively. The primary object 
of the two companies is the development of economic relations 
between the British Empire and Italy and the promotion of undertak- 
ings in thecommercial and industrial fields in Italy. They would carry 
out banking and financial operations which did not necessarily 
fall within the strict definition of banking as understood in thin 
country. S | Ж 
The questioner also asked Mr. McKenna whether he was pre: 
pared to consider similar arrangements with respect to Russia, 
and, according to the Morning Post, he was understood to assent. 


New Building and Engineering Work.—1n connection 
with the new Order in Council restricting building and engineering 
work above a certain value, without licence from the Ministry of 
Munitions, it is explained that work which was in progress before 
July 20th need not be stopped pending the granting of a licence. 
Any building commenced before that date should be continued 
until such time as a licence should be definitely refused. There 
is no desire to restrict building unless а national purpose can 
thereby be served. The principal purpese of the Ministry is to 
limit the use of structural steel. A further purpose is to assist the 
Ministry of Munitions in obtaining such building labour as is 
urgently required upon munition factories. 


Trade Announcement.—Mrssrs. Warp. & GOLDSTONE 
desire to remind the trade that their London address is Albion 
House. 59-61, New Oxford Street, W.C. ; Telephone No.: ‘ Museum 
2958." | : 


Dissolutions and Liquidations.—ADNIL ELECTRIC Co., 
Lrp.— August 16th is the last day for creditors to prove their 
debts or claims. Mr. J. Н. Stephens, 6, Clements Lane, E.C., 
liquidator. : 

Т. W. TuoMPsoN & Co., electrical engineers, Endyne Works, 
Blissett Street, Green wich.— Messrs. T. W. De Lasaux and Е. J. V. 
Pucknell have dissolved partership. Mr. De Lasaux, 39, London 
Street, Greenwich. will attend to debts. &c. — | 


LIGHTING AND POWER NOTES. - 


Australia.— A scheme for the electric lighting of 
Murwillumbah (N.S.W.) has been approved by the Municipal 
Council. Application will be made to the Government for per- 
mission to borrow £7,480 for carrying out the scheme if the consent 
of the ratepayers is obtained. 

Two of the six 15-ton high-speed electric cranes to be installed 
on the new wharf at Newcastle (N.S.W.) have been tested in posi- 
tion. These are for coal shipping purposes, and the tests showed 
a hoisting speed of 98 ft, per min., a slewing speed at 55 ft. radius 
of 433 ft. per min. and a travelling speed of 134 ft. per min. 
The cranes were manufactured by Messrs. Cowans, Sheldon: & Co. 
Carlisle, to the designs of Mr. Percy Allan, Assistant Director- 
General of Public Works. 

A fire occurred recently at the Adelaide (S. Aust.) Corporation 
electricity works at Jamestown ; the power house was completely 
destroyed. also much of the plant. | 

In connection with the installation of an electrical pumping 
plant at Bendigo (Victoria), for the drainage of certain portions of 
the goldfields. arrangements have been made with the Electric 
Supply Co.. of Victoria. for the supply of the necessary power.— 
Tenders. | | i 

With a view to testing the value of mountain streams for gene- 
rating electric power, the N.S.W. Government has in hand a small 
scheme at Jenolan Caves. The work has been proceeding for some 
time, and is now almost completed. The scheme is to provide lighting 
for the Caves House, the caves and the various buildings, and to 
provide power for heating and other purposes. . | 


Aldershot.— YEaR’s WonkrNG.— There was a deficit of 
£201 on the working of the electricity undertaking for the year 
ended March 31st last. partly attributed to heavy law costs. 
which had been met out of revenue. The total revenue for the 
twelve months amounted to £8,128, as against an expenditure of 


£6,153, leaving a gross balance of £1,975. The unita generated 


totalled 676,220, an increase of 58,384. 


Argentina.— The “ Inspeccion General de Rentas" has 
been authorised to make arrangements with the Luz y Fuerza 
and Anglo-Argentina Companies for the supply of electric 
light at the port and dependencies of Paraná and Concepcion del 


Uruguay respectively.— Heriew of the River Plate; с 
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Barrow.—PRoPoskp Loans.—The T.C. is to apply for 
sanction to borrow £10,300 for electrical extensions in Walney 
Island ; tenders are to be obtained for an electric lorry. 


Bridlington YEAR'S WonkiNG.— The annual report 
of Mr. Е. Ffrench, the deputy electrical engineer, for 1915-16, 
shows a gross revenue of £5.766, as against £7,606 ; gross expendi- 
tue amounting to £2.989, compared with £3.811: and a gross 
profit of £2.776.as againat £3,764. Interest and repayment charges 
amounted to £1.077, leaving a deficit of £1.321. which will be 
taken from reserve. During the year. the works have generated 
200.000) units less than in 1913. and 150,000 less than in the previous 
vear ; the plant was closed down 15 times owing to war conditions. 


Brighton. — YEAR'S Workrnc.—The detailed figures of 
the Corporation electricity undertaking for 1915-16 show that a 
deficit of €3.990 resulted on the year, as against a deficit of £1,354 
in 1914-15. The total revenue amounted to £93,397, which was in 
excess of the previous two years’ revenues, and obtained on 
9,336,639 units sold, as against 10,214,436 units sold in 1914-15. 
À considerable increase occurred in expenditure, and the gross 
profit of £40,315. represented a drop of over £2.000 on the year. 
Interest amounted to £17.760 and sinking fund to £21,908, leaving 
the balance as shown. The coal bill increased by £9,000 to a total 
of £25,760 (average cost now 32s. per ton). despite decreased 
output and increased efficiency (3°83 lb. per unit sold as against 
397 lb. in 1914-15). The deficiency is charged to the reserve fund. 
Owing to the extinction of the public lamps, the ratepayers saved 
some £7.000 during the year on that account, although the under- 
taking had to meet capital charges on plant as usual. 


Bary St. Edmunds.—Yrar’s Workinc.—Mr. 5. E. Day, 
the borough electrical engineer. in his report for the past year, 
states that there has been a decrease in the units sold of 27 per 
cnt. and that the demand for electricity for power purposes 
exceeded that for lighting, being an increase of 17 per cent. over 
1914-15. The cost of production was £3.089, and the income 
£4,696, leaving a gross profit of £1,608. Mr. Day points out the 
necessity for replacing either, or both, of the 60 KW. generating 
sets by a larger and more efficient unit. The new storage battery 
has heen working satisfactorily, and the reduction during the past 
year of 406 tons of coal consumed is almost entirely due to its use. 
The " free wiring scheme " inaugurated two years ago has been the 
means of introducing electric light into premises which otherwise 
would not have been secured, owing to the installation difficulty. 


Chelmsford.— STREET LiGHTING.—On condition that the 
Electric Supply Co. withdraws opposition to the Council's applica- 
tion to extend for a year the option to purchase the undertaking, 
the T.C. has decided to enter into a new four years’ contract for 
public lighting from April Ist, 1916. For such time as the lamps 
are not used there is to be a yearly payment of £150, and there are 
to be 14 500-watt " half-watt " lamps, instead of arc lamps, at £20 
per annum each, 44 double lamps for street corners, and 190 single 
lampe, at £3 15s. each. From June Ist, 1915, to March 31st, 1916, 
when no lamps were used. a payment of £275 is to be made. The 
contract price for that period was £1.375. 


Continental.—5PA1N.— Evidence of the progress in the 
production and consumption of electricity in Spain is furnished by 
the report of the Sociedad Hidroelectrica Espanola, for the year 
1315, which shows that supply for lighting has undergone an 
enormous increase. The company supplies Cartagena, Alicante, 
Alcoy, Valencia and Madrid, and the output in 1915 was 103,254,203 
units, contrasted with 96,707,616 units in the previous year. With 
the object of increasing the hydroelectric production, a new intake 
of water has been made on the River Guadazaon. a feeder of the 
Cabriel, which will make it possible to regulate the production at 
the Villorastation. The available profits were 2,003,250 pesetas, the 
dividend being 8 per cent.. and the carry over, 83.284 pesetas, after 
allowing sums to sinking fund, reserve, and employés compensation, 


Darlington.—The Electricity and Light Railways Com- 
mittee has under consideration the question as to whether the price 
of electricity should be increased still further to meet the increase 
in the cost of coal. The Committee has decided to make a trial of 
seats for lady conductors on the tramway cars. 


Ealing.— PRICE INCREASE.— The Corporation has decided 
to raise the charges for electricity by 334 per cent. in September 
next ; already the charge has been increased by 20 per cent. 


French Indo-China.—AÀn American Consular Report 
mentions that only the important cities of Saigon, Cholon and 
Pnompenh in the south, and Hanoi and Haiphong in the north, are 
adequately supplied with electricity. The work is practically in 
the hands of La Campagnie des Eaux et Electricité de l'Indochine, 
a company with about 6,000,000 fr. capital. A plant of 5,000 Н.Р. 

uan supplies both Saigon and Cholon, and includes a 
2.000-н.р. turbine and high-speed engines. Small plants exist at 
Mytho, Battambong, Kompong-Cham. Kratie and Ventiane ; the 

mpenh plant is of 615 Kw. The Hanoi plant is of 1.000 Kw., 
and the Haiphong plant of 1,200 H.P. There are a number of 
Private installations in use, and the Wolfram Co., of Tonkin. is 
installing а ],000-H. p. hydro-electric plant at its mine. 


LU leywod,—Y zAn's WoRkiING.—The report of Mr. R. B. 
wee in Corporation's electrical engineer, for the year ended 
£7191; st last, states that the total income was £8,565, against 

"^ ш the previous year, There was a debit balance of £940, 


plus £112 disallowed by the L.G.B. inspector at the last inquiry 
against a debit balance of £927 in 1914-15. The cost of energy 
purchased from the Bury Corporation was £1.711; and the units 
purchased were 105,077 for lighting and power. and 392,805 for 
traction, making, with the energy generated by the Council's plant. 
a total of 1.776.497 units. The engineer estimated that. except for 
the operation Of the bulk supply scheme, the loss on the under- 
taking would have exceeded £3,000.— Bury. Guardian. 


liford.—REruse DresrRucroR.—The U.D.C. has in- 
structed the engineer to prepare specifications for a H.T. alternating 
plant. with a view to utilising the steam at the refuse destructor. 
The cost is stated to be about £ 7,000. 

The Electricity Committee proposes to discontinue the discount 
of 5 per cent. at present allowed on accounts in cases of prompt 
payment. The electrical engineer has been instructed to communi- 
cate with certain authorities regarding the B. of T.'s circular rr coal 
economy and inter-working. 


India.—As expert opinion from the Tata Electric 
Works has been obtained to the effect that the city of Hyderabad 
is very favourably situated for an electrical installation to be 
worked by water power. the scheme wil! now be proceeded with. 

The Darjeeling municipality proposes working out Mr. Stone- 
bridge's hydro-electric scheme initiated by the late Mr. Robertson, 
at a cost of more than 4 lakhs : the power station will be established 
at Singla. from where current will be supplied to Darjeeling town, 
the neighbouring tea gardens and Kurseong.— /ndian Engineering. 


The Government of Bengal has appointed a Committee 


to inquire into the rates charged for electric current in 
Calcutta. and the general question of supply. It is composed of 
the Hon. Mr. Y. Donald (president) and Mr. J. W. Meares, Electrical 
Adviser to the Government of India: Mr. A. K. Taylor. Electrical 


Inspector. Bengal: and Mr. Hales. Registrar of Public Companies, ` 


Bengal.— /ndian Tertile Journal, . 


Keighley. — YEAR'S WORKING. 
Webber. the borough electrical engineer, contains as usual much 
interesting information regarding the last years working of the 
electricity undertaking. which continues to make substantial pro- 
gress. The bare figures show revenue amounting to £24.253 as 
against £18,391 in 1914-15; a gross profitof £8.68! against £8,013, 
and a net profit of £759 against £1.025 in 1914-15, this despite 
increased coal cost and financial charges. The total output sold was 
6.769.612 units, of which power absorbed over 6,000,000 units ; 
the previous years total was 1.942,350 units. Lighting units fell 
from 311.182 to 280.513, and Mr. Webber mentions that lighting 
supply has only increased about 168,000 units in 10 years, while 
power units have increased by 5.900,000 units during the same 
time. The tramway supply. however. increased from 311,710 to 
121,393 units. due to the railless trolley system being in full opera- 


tion. Some 8.852 Н.Р. of motors (exclusive of tramways) are con- 
nected, and we note that 22 H.T. and 35 L.T. large power consumers 
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KEIGHLEY LOAD CURVES, 1910, 1914, 1915 AND 1916. 


now have 5 or 10-year agreements with the department. The generat- 
ing plant capacity was 4.750 KW.. but preparations are advanced for 
installing a further 5,000-KW. turbo-alternator, which will have the 
effect of reducing the present low capital cost per KW. of plant 
installed, of £22 to £18. The maximum load was 3,148 KW., and 
we note that the plant has been running night and day with pram 


The report of Mr. 
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tically nointerruptions. The works and management cost amounted 
to ‘65d. per unit (an increase of 05d.) and the " all-in " cost to 
'83d. per unit ; the average price obtained for supply was 'R6d. per 
unit, and private supply (which, in this case. practically means 
power supply) gave an average revenue of ‘7d. per unit. Mr. 
Webber advises the installation of an induced draught plant to 
enable the five big boilers to give their full output ; he also men- 
tions that negotiations are probable with the Yorkshire Power Co.. 
with a view to а linking-up scheme. We reproduce a set of load 
curves for various years, which show concisely the excellent pro- 
gress made by this undertaking, 


Keadby.— ELECTRICALLY-OPERATED BRIDGE.—AÀ recent 
issue of the Railway Gazette briefly describes the new Keudby 
electrically-operated bridge, of the Scherzer rolling lift type. 
which was brought into use by the Great Central Railway Co. in 
May last. The lifting span weighs about 3.000 tons. and is said 
to be the heaviest bridge of the type constructed in Europe. The 
bridge carries both a railway and roadway, and is provided with 
& generating plant and battery houses on either side of the river. 
one for working the bridge mechanism and one for supplying 
the signal circuits which are interlocked with the latter. 


Kendal.— YEar’s WorkINc.—There was a gross profit 
of £880 and net loss of £390 on the working of the electricity 
undertaking for the twelve months ending March 31st last. The 
units generated amounted to 167.298, and 139.403 were sold. 
Notwithstanding the increased price of fuel, the cost per unit 
generated was reduced from 2'12d. to 2°37d. 


Liverpool.—The City Council has approved the recom- 
mendation of the Electricity Committee that the provisions as to 
minimum supply in Messrs. Lewis's agreement be waived until 
12 months after the termination of the war. subject to the agree- 
ment being extended for а corresponding period from that date. 
Similar concessions have been made to the railway companies. 


London.— BETHNAL GREEN.—The Borough Council's 
electric supply scheme is now nearing completion ; as a matter of 
urgency, and informally, the supply of electricity was commenced 
to a limited extent on June 19th.— Kast London Advertiser. 

FULHAM.—The B.C. has received the sanction of the L.C.C. to the 
borrowing of £2,500 for electricity purposes. 

L.C.C.—The Finance Committee recommends the Council's sanc- 
tion to the borrowing of £3,728 by the Battersea B.C. for electricity 
purposes, and £650 by the Hammersmith B.C. for the purchase of 
& site for electricity purposes. 


Мапсһев{егт.— КАТЕ RELIEF AND. INcoyE-Tax. — The 
large contributions of certain of the municipal trading depart- 
ments to the relief of the rates are to form the subject of consider- 
ation, notice having been given of a motion that. in view of the 
present high rate of income-tax, &c., a Special Committee be 
appointed to review the basis on which the Gas. Electricity. 
Tramways and Markets Committees have hitherto contributed to 
rate relief. 


- Merthyr Tydfil.—SrREET LiGHTiNG.—O wing to the 
increased cost of fuel, &c.. the Traction and Lighting Co. has 
informed the T.C. that the price of energy for public lighting 
will be increased by id. per unit on the contract price. 


New Zealand.—WaTER Powrrs.—<According to an 
article in the Commonwealth Engineer, there are available in 
New Zealand water powers of a total of 3,800,000 H.P., of 
which 3.305.000 H.P. is in the South Island. Among the most 
noteworthy powers in the latter may be mentioned Lakes 
Te Anau (750,000 H.P.) and Manapouri (120.000 H.P.) both 
on the seaboard ; Wakatipu Lake (500,000 H.P.), 140 miles 
from Dunedin: Tekapo Lake (400,000 H.P.) 40 miles from 
Timaru, and Ohau Lake (250.000 H.P.) 52 miles from the same 
town. There are also possible developments of 100,000 H.P. within 
50 and 88 miles respectively of: Invercargill and Christchurch. 


Rickmansworth and Chorley Wood.—The B. of T. 


_has extended the provisional order for one year. 


Rotherham.—PuanNT ExtTensions.—The T.C. is recom- 
mended to extend the generating plant at the electricity works, at 
&n estimated cost of over £ 50.000. 


Rowley Regis.— Price INcREASE.—The U.D.C. has been 
informed by the Midland Electric Corporation for Power Distri- 
bution, Ltd.. that the charges for energy will be advanced by 
10 per cent., a total increase of 20 per cent. since the war started. 
The clerk is to advise the Council on the company's powers to make 
the increase. 


Salford.—An additional supply of energy is to be 
given to the works of the Broughton Copper Co. The Electricity 
Committee has given instructions that the two remaining recipro- 
cating engine sets at the generating station shall be sold. and 
the money realised credited to the depreciation and renewals fund, 
The Committee has accepted the offer of Mr. J. Heaton to supply 
2,000 tons of Tyldesley slack at 17s. 11d. per ton. 


Sevenoaks.— The Electricity Co. has applied to tlie 
U.D.C. for permission to run wiring for the supply of current to 
small dwellings on the “fixed-price " system, and the Council has 
decided to obtain information from Wimbledon, where a similar 
plan has been adopted. 


Shipley. — Lix&ING-UP  PRoPosAL. — The Electricity 
Committee reported, with regard to the proposed linking-up with the 
Bradford electricity undertaking. that from particulars submitted 
it was thought that at present there was very little to be gained 
by interconnection ; definite figures had not been submitted. and 
the Committee has deferred consideration pending its engineer's 
report. 


Watford.—Price IxcnEASE.— The Council has decided 
to raise the flat rate for lighting to 534. as from the commencement 
of the September quarter until December 31st. when the matter 
will be reconsidered. 


Willesden.— YEAR'S Workinc.—The working of the 
Councils electricity undertaking for the year ended March 3let 
last. showed a gross revenue of £37.646, and expenditure amounting 
to £26.63, leaving a gross profit of £11.182. Loan and other 
charges amounted to £12,900, and the result was a deficit of 
£1,276, as compared with the previous year's deficit of £3,094. 
The output sold amounted to 4.829,979 units, or over 800,000 unita 
in excess of 1914-15. The engineer estimates a surplus of £1,618 
on the year ending March 31st next. 


Wimbledon.— The chairman апа vice-chairman of the 
Electricity Committee. with the town clerk and the borough elec- 
trical engineer, are to interview the L.G.B. respecting the Board's 
refusal to sanction loans for mains. house-services. meters. and trans- 
formers since March 31st, 1915. The question of increasing the 
price of electricity to ordinary consumers has been referred to the 
Standing Sub-Committee for consideration. 


Worthing.—The T.C. has decided to have a Diesel engine 


at the electricity works fitted for the use of tar oil as well | аз 
petroleum residue. The cost is placed at £269. 


TRAMWAY and RAILWAY NOTES. 


Australia.—NonTH SHORE RAILWAY ELECTRIFICATION. 
--The Deputy Chief Commissioner of Railways in New South 
Wales, in replying to a deputation, foreshadowed an early start in 
connection with the electrification of the Bankstown and Milson’s 
Point-Hornsby lines. The Commissioner considered that funds 
would be available shortly for a start to be made, and stated that 
the Railway Department desired that а fair mileage of line might 
be in operation electrically before the opening of the City Railway, 
so that it might -serve as a training ground for the staff which 
would be required for operating the more complex system within 
the city.—Sydney Daily Telegraph. 

VICTORIAN SUBURBAN RAILWAY ELECTRIFICATION.—Owing to 
thedifficulty over the fulfilment of the electrification contracts, 
some of which are under negotiation for transference, and in 
view of the magnitude of the interests, the Government has 
authorised Mr. E. B. Jones. one of the Commissioners, to proceed 
to London to interview the Agent-General, Mr. Merz, and the 
contractors with a view to deciding on the course of action to be 
followed in the best interests of the State and of the electrification 
scheme. Any course of action recommended by Mr. Jones will 
be subject to the concurrence of the Government. 


Bradford. —ELECTRIC VEHICLES.—The Corporation is 
applying for permission to borrow £3,700 for the purchase of three 
electric tipping wagons. 


Continental.—FRaNcE.—A new electric tramway line 
from Neuilly to Suresnes, rid Puteaux. in the department of the 
Seine. has just secured official approval as a work of "public 
utility." 

HOoLLAND.—-Àn American Consular report says that an electric 
railway is proposed from Amsterdam through the " Zaanstreek,” а 
district traversed by the River Zaan. Fourteen towns will be 
joined by this new electric road. Its length and other particulars 
are not yet definitely settled. 

Another new electric line is projected in the Provinces of 
Groningen and Drenthe, extending from the city of Groningen 
some 20 miles southward and touching several prosperous towns. 
As at present planned, the project will cost about £100,000. Both 
freight and passenger cars will be operated. 

SWITZERLAND.—-An electric railway lately opened at Lenkerbad, 
in Canton Valars, was begun in 1912. The line is 124 km. in length, 


` and is constructed on the rack system. 


Halifax.—LoAN SawcrioN.— The Tramways Committee 
has received a letter from the Treasury agreeing to the borrowing 
of £2.700 for extensions at the tramcar depot, Skircoat Road. 


India.—Works are to be carried out on Chamundi Hill, 
Mysore. for a sanatorium. In this connection an electric tramway 
to the top of Chamundi is to be put in hand. The project is to be 
on similar lines to the Hong-Kong tramway. electrical power being 
used. so that before long this will be one of the most delightful 
attractions of Mysore City. It will represent a rapid climb of 
1.000 ft. in roomy cars on the same principle as the line over the 
bluff at the Sivasamudram Falls.—Jndian Engineering. 
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Ногі. — HALFPENNY Fares.— The manager of the 
tramways undertaking has reported in favour of the abolition of 
the halfpenny fare: he points out that the receipts have not 
increased in proportion to the expenditure; the reserve fund is 
totally inadequate for future needs, and a loss is made on every 
bsifpenny passenger carried. The manager is also of opinion that 
the undertaking has nothing to fear from the ‘bus company con- 
tining halfpenny fares; their schedule, the manager points out, 
vill be ruined, and their long-distance passengers crowded out, 
therefore they will be bound to follow the Council's lead. 


london, — L.C.C. TRAMWAYS AND WAR SERVICE.— 
The Highways Committee has reported on the services rendered by 
the Council's tramways in oonnection with the war: the redistri- 
buon of the services has been of the greatest assistance to the 
laye numbers of workers engaged in certain industries of national 
importance. More than 11} millions of passengers are being 
arid weekly by the Councils cars, the majority of whom use 
the tramears in connection with the industry and commerce of 
London, and for travelling to factories in various parts of the area. 
Inthe Woolwich section in July, 1914, before the war, the maxi- 
mum number of cars arriving at a certain point during the busiest 
half-hour was 41; this number has now been increased to 86, an 
sidition of 110 per cent. The number of cars arriving at the same 
pintemeh day before the war was 975, the number is now 1,595, 
ш incremse- of over 63 per cent. During the busiest hour to-day 
sommodation is provided for 13,688 people, compared with 4,094 
before the war, an increase of over 234 per cent. The accom- 
modatian provided by motor-omnibuses in this district. compared 
with that provided before the war, shows only a slight increase. 
To meet the present additional services the tramways sub-station 
at Woolwich has been enlarged. and additional cables installed ; 
one section of the tramway track has been doubled, and at three 
additional points further doublings are in progress. 

Today 1,072 women conductors are employed on the Council's 
ears: the services of officers and employés have been lent to the 
Government for national work ; substantial allowances have been 
made to the men enlisting involving a charge of over £168.70), 
which will be increased to over £260,000 by the end of the current 
financial year, if the war continues until March 31st. 1917. 

The Highways Committee has recently received a report from its 
consulting engineers pointing out that to supply the new turbine 
pant it will be necessary to fit 10 boilers at the power station 
with larger grates. This will also enable a cheaper class of fuel to 
be used. and the Committee considers that an experimental instal- 
lation should be made on four boilers immediately. The cost of 
the complete scheme is estimated at £5,000. which, it is expected. 
vill be justified by the saving in cheaper fuel. 


HALFPENNY FARES.— The Highways Committee has been in com- 
munication with the Leyton and West Ham Councils on the 
question of halfpenny fares, which these Councils wish to 
atolish, The Committee has agreed to negotiate on the matter, 
which affects through running arrangements. 

The Highways Committee recommends that application be made 
tothe B. of T. for an extension of the time allowed for the con- 
Fraction of tramways authorised. and which have not been 
commenced. the powers for which will expire in August. 1917. 


Woo.wicu.—-The L.C.C. is to be informed that the Council is 
prepared to re-open negotiations for the laying of a double line of 
tramway track between Beresford Square and Parry Place. Plum- 
stead. provided the County Council agrees to carry out the neces- 
‘ary street widenings within one year of the conclusfon of peace. 


Middles brough.— Tramway PuRcHasE INQUIRY. —The 
General Purposes Committee of the Corporation has had under 
consideration the position with regard to the local tramway-—the 
powers of the Imperial Tramways Co. expiring іп 1918-—and has 


‘pointed a Sub-Committee to go into the whole question, and 


"Port to the Council as to the advisability of giving the company ` 


ИТ months’ notice of its intention to acquire the undertaking. 


В Newcastle. Waces.—The Tramways Committee, last 
oi refused to grant its employés an advance of 28. per week, on 

eround that the change suggested would interfere with the 
so ent ratified by the Committee on Production. The tram- 
Pred Za have accordingly decided to apply to the Committee on 
ae 100 for an increase of wages of 58. per week for all grades 
эю у, for by skilled workmen's organisations. and also for 

to be placed on the same wage basis as men. 


arth London Railway Electrification.—Further success- 

the No I have been made over the recently electrified section of 

Richmond London Railway Co.'s system between Broad Street and 

and to save electric trains are to commence running on October Ist, 
ve 15 minutes on the old time table. 


E “tsmouth,—YEAR’s Prorit.—The Corporation tram- 
eO fey aking secured a net profit of over £21,000 during the 
March last ; £13,000 is to be given towards rate relief. 


a, MlYerhampton, —Y EAR’S WonkKiNG.—The accounts of 
À Eros proi, undertaking for the year ended March 31st last show 
£1459 ор ш £24893. To this has been added the balance of 
£25,333 whi E motor char-à-bane account, making a total of 
ineome-tay С | has been disposed of as follows :—Interest, £6.666 ; 
additions © *518; loans, £25.346 ; renewals account, £5,141; 
(work Improvements, £1,685: cost of repair work in 
i in suspended during 1915-16, amount carried forward), 

aid of borough rate, £4,018. The number of 


Мв; 
42477 ; 


passengers carried during the twelve months shows an increase 
of just over a million, although the number of milea run shows a 
falling off of 21,718. 

Wallasey.—W AGEs.—The proposed increases to the tram. 
way drivers and conductors were confirmed at a meeting of the T.C., 
on July 27th. and an amendment that the women conductors should 
also share in the higher rates was defeated by a large majority. 


TELEGRAPH and TELEPHONE NOTES. 


Bolivia. — Radiotelegraphic communication has been 
experimentally established between Belem (Brazil) and Riberalta 
(Bolivia).—Journal T?legraphique. 

Canada.— Four new cables have been laid in the Bays 
of Passamaquoddy and Fundy, from Eastport (Maine) to the 
Canadian Isles of Deer, Grand Manan, and Campobello.— 7. and T. 
Age. 

German Wireless Communications. — Wireless traffic 
between the United States and Germany, which has been inter- 
rupted during the past month owing to atmospheric disturbances, 
has been reopened. 


Russia.—In the Government's Budget for the current 
year, provision is made for the expenditure of a sum of 5,140,000 
roubles on the erection and repair of telegraph lines, as against 
4.116.000 roubles in 1915. Similarly, the provision for the erection 
and repair of telephone lines has been increased from 2,890,000 
roubles to 3,325,000 roubles. 


Telegraph Construction Bill.—The first clause of the 
Telegraph Bill recently introduced into the House of Commons 


gives the Postmaster-General increased power to erect poles on, and . 


carry lines over, private property. and the London County Council. 
considering that its rights as an owner of property would be 
seriously prejudiced, has decided to oppose the passage of the Bill. 
The Bill passed its second reading on Wednesday. 


Time Signals.—The United States Naval Observatory 
states that the difference in the time signal between the Isthmus 
of Panama and the Arlington station is about ‘U2 second, and there 
is a lay of 0727 second between the Isthmus and Key West. the 
latter being due to the various relays used in the commercial 
telecraph lines over which the signal comes from the Observatory. 
The error in the time signal sent from the radio stations is usually 
less than 0`1 second.— 7. and T. Age. 


Trans-Pacific Wireless.—With the satisfactory conclu- 
sion of the official tests between the high-power wireless stations at 
Funabashi, Japan. and Honolulu, the trans-Pacific scheme of 
Wireless intercommunication is now complete. This service, 
stretching across some 6.300 miles of ocean, will be conducted 
between Funabashi and San Francisco, the station at Honolulu 
acting as a relay. The service between San Francisco and Honolulu 
has been in operation for some months. The Honolulu-Funabashi 
section, which has just received official approval, spans an interval 
hundreds of miles greater than the distance between Berlin and 
New York. 


. Wireless Direction-Finder.—According to the Electrical 
World, the U.S.A. Bureau of Standards has developed a simple 
apparatus for determining the direction of origin of wireless 
signals, of great sensitiveness, and less affected than ordinary 
apparatus by atmospheric conditions and by waves emanating from 
other stations. The device is used indoors and has no antenna. no 
earth connection. and nocommunication with the exterior. Besides 
its use on board ship for determining the direction of a lighthouse 
or lightship equipped with wireless apparatus, it is suitable for 
military purposes as a receiver. being perfectly portable, and can 
be used for determining the position of amateur wireless stations 
which fail to observe the regulations, and thus interfere with 
official messages. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. —SYDNEY.—August 24th. P.M.G. Апо- 
matic switchboard and apparatus for North Sydney Exchange. 
Schedule No. 511.* 

September 20th. N.S.W. Government Railways. One 50-ton 
electrically-operated overhead travelling crane for Zara Street 
power house. Newcastle. October llth. One motor-driven air 
compressor for Zara Street power house. Electrical Engineer, 61, 
Hunter Street. 

PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 


Barking. — August 15th. Electricity and Tramways 
Committee. Cables, switchgear, ani transformers. See “Official 
Notices " July 28th, 
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Castlebar. — August Sth, U.D.C..— Street lighting by 
electricity. Clerk to the Council. 


France.—August 18th. The State Railway authorities 


in Paris require an electric transporter for locomotives at Vaugirard 
depot. 


Glasgow.—The Clyde Navi ig ation trustees have decided 
to invite tenders for three 10-ton electric cranes and rrabs. 


London.—L.C.C.—The Highways Committee recommends 
that tenders be invited for the provision of additional switchgear 
required in connection with the third new turbo-generator at the 
Greenwich generating station. and that the chairman and vice- 
chairman be severally authorised duriny the summer recess, 1916, to 
open any tenders that may be received for the work. 


New Zealand. — INVERCARGILL. — September — 28th. 
Borough Council. Steam turbo-alternator, condensing plant, and 
es Specifications from the Tramway Office. Contract 
No. 40. 

DUNEDIN.- September 6th. City Council. Oil filtering and 
drying plant. Plans and particulars from City Electrieal Engineer. 
— New Zealand Shipping and Commerce. 


Rochdale.— August 9th. Electricity Committee. Меат 
coal. Mr. C. C. Atchison, Engineer and Manager, Dane Street. 


St. Asaph. — August 16th. Guardians of St. Asaph 


Union. Renewal of accumulators. See " Official Notices " to-day. 


Spain.— August 29th. Municipal authorities of Porzuna 
(Province of Ciudad Real). Concession for the electric liv hting of 
the town for 30 years. | 

September Ist. The Departmento de Fomento and the Man- 
comunidad de Cataluna, at the Palacio de la Generalidad. Barcelona. 
Establishment of interurban telephone lines between Granollera 
and Vich, and also between Igualada, Santa Coloma and Vallfotrona. 

Tenders are also about to be invited for the establishment of inter- 
urban telephone lines between Crida, Balaguer, Tremp and Sort, 
and between Manresa. Cardona and Solnoma. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


= | CLOSED. 


Australia. — The following tenders have been accepted :— 
P.M.G.'s Department. Queensland :— 


One Gardner oil engine and generator; Phrenix dynamo, £237; power 
board, £145; 330 Chloride accuinulators, 65 a.h. capacity, £415. — United 
Electric Light Co., Ltd. 

P.M.G.'s Department. South Australia :— 

Two motor-driven Wheatstone transmitters, £99 105, ~ шаш: Rubber, 
Gutta-Percha & Telegraph Works Co., Ltd. 

One common battery multiple куйе hboard. — Western Елес tric Со. 
(Australia), Ltd., £5,449. 

P.M.G.'s Department. West Australia :- 

Twelve miles twisted pair O.S. dicti pas wire, £281. Western Electric 

Co. (Australia), Ltd. 
P.M.G.'s Department, Victoria :— 
Four tons Wheatstone tape, £164.-- Creed, Bille & Co., Ltd. 


Victoria. State Coal Mine :— 
Bienne lamps, half-watt 6:6 amp., 10s. each.—Australian General Electric 
0. 
Metropolitan Board of Water Supply and Sewerage. Sydney :- 


Electric motor for. Prospect & Sherwood pumping plant, 4550.— 
N. Guthridge, Ltd.—TJ'endere. 


Barrow-in-Furness.— Accepted tenders :— 
Bwitchgear.—Ferranti, Ltd., £185. 
cars switchgear.-—British Thomson-Houston Co., Ltd., £470 and 


Rotary converter.-—British Westinghouse Co., Ltd., £735. 
Overhead crane.—Herbert Morris, Ltd., £68 
Sub-station at Walney Island.— Mr. J. Neal, £530. 


Bolton. — Tramways Committee. Hadtields, Ltd., for 


points and crossings. 


Bradford, — Tramways Committee. Messrs. Clay and 
Atkinson are to continue to supply phosphor bronze castings until 


December’ 3ist next, at an increase of iat per lb. on the schedule 
price. - 


China. — According to the North China Daily News, 
Mesars. Anderson Meyer & Co., Ltd., have received an order to 
supply a complete lighting plant for Urga, the capital of Outer 
Mongolia. The engines are to be delivered by the British firm, 
Messrs. Reader & Co.. while the boilers are to be supplied by Messrs. 
Babcock & Wilcox, of the United States. and the electrical equipment 
by the General Electric Co., of the United States. 


Kendal.— Electricity Committee : — 


Wigan Coal & Iron Co.—Twelve months’ supply of not more than 150 tons 
of best Arley nuts, at 24s. 6d. und 24s. 6d. per ton according to the place 
of delivery; the rest to be John washed nuts, at 22s. 7d. und 23s. 7d. per 
ton. 


London.—FvLHax.— The B.C. is recommended to accept 
the offer of Messrs. Cory Bros.. to supply 2.500 tons of small Welsh 
Dyllas coal, at 268. 9d. per ton for the Electricity Department. 


Manchester. — The following tenders for stores, &c., 
required by the Electricity Committee during the ensuing 12 montha, 
have been accepted :— 


Asbestos sheeting.—Bell’s United Asbestos Co., Ltd. 

Rubber insulated cables. —W. T. Glover & Co., Ltd. 

Paper insulated cables.— Western Electric Co., Ltd. 

Earthenware bridges.—Doulton & Co., Ltd. 

Electrical accessories.—General Electric Co., Ltd. 

Incandescent and radiator luinps.— British Thomson-Houston Co., Ltd. 

Radiator lamps.— Dowsing Radiant Heat Co., Ltd. 

Cable protectors.—Doulton & Co., Ltd. 

Tape.—L. Andrew & Co., Ltd. 

Paper sleeves tape.— W. T. Glover & Co., Ltd. 

Bitumen tape and linen tape.— W. T. Henley" 5 Telegraph Works, Co., Ltd. 

Rubber strip.—C. Macintosh & Co., Ltd. 

Service hoxcs.— Hardy & Padmore, Ltd. 

'lransformers.— British Electric Transformer Co., Ltd. 

Trifurcating boxes.—W. Lucy & Co., Ltd.: British Insulated & Helsby 
Cables, Ltd. 

Rubber-covered wire.--Liverpool Electric Cable Co., Ltd. 

Flexible cables.—C. Macintosh & Co., Ltd. 

Copper binding wire and fuse wire.—A. F. Goodwin & Co., Lid. 

Tin fuse wire.—British Insulated & Helsby Cables, Ltd. 

Tubing and accessories.—Brotherton Tubes & Conduit, Ltd. 

Recorder paper.— Elco Recording Press. 

Stoker links.--Babeock & Wilcox (three months only). 

Hollesen cells.—A. H. Hunt. 

Varnish.—Pinehin, Johnson & Co. 

Nickel-chrome wire and strip.— H. Wiggins & Co., Ltd, 

Armature wire. —W. N. Brunton & Son. 

Fnamelled wire.--Connolly Bros., 14а. 

Box compound und bettite tape. —Callender's Cable & Construction Co., Ltd. 

Boiler tubes.— British Mannesmann Co., Ltd. 

Cable troughing.—Coalbrookdale Co., Ltd. 

Léon jointing and packing.—J. W alker & Co., Ltd. 

Air-cooled transforiners.— British Electric Transformer Co., Ltd. 

Cable.--British Insuluted & Helsby Cables, Ltd. ; C. Macintosh & Co., Ltd. 

950. w. and 500-kw. transformers.— Ferranti, Ltd. 

Five 1,000-Kw. transfonners.— Ferranti, Ltd. 

Coal unloading plant.--Hydraulic Engineering Co., Chester, with licence to 
sublet turntable to Dick, Kerr & Co., Ltd. 

Valves.—J. Hopkinson & Co., Ltd. 

Low-pressure circulating water pipes. Айор & Co., Ltd. 


Oswestry.— For electrical installation at the new Arcade 
Theatre. W. Н. Kay. Blackpool (accepted). 


Salford.— The following tenders have been accepted by 
the Electricity Committee for the supply of materials during the 
period ending March 31st, next : — 


J. Heaton.—92000 tons of Tyldesley slack. 

Le Carbone. —Motor carbon brushes, £100. 

Reason Manufacturing Co., Ltd.--Maximum demand indicators, £40. 

DL. Andrew & €o.—Cable accessories, £76. 

Dussek Bitunen C€o.--Joint box compound, £16. 

North British Rubber Co.— Rubber overshoes and rubber caps for cables. 
Baxendale & Co., Ltd.-- Steam tubes and fittings. 

Job Holland & Co. —Engine oil, £36. 

J. Cookson, Ltd.— Waste, sponge cloths, &c., £90. 


The offer of the British Westinghouse Co. to supply a 1,000-Kw. 
rotary converter and transformer. has also been accepted. 

The Tramways Committee has accepted the tender of Messrs. J. 
Russell and Sons, Ltd., for 10 tramway poles. at £12 17s. 2d. per 
pole. 


Wolverhampton.— Electricity Committee :— 
Н. Morris, Ltd.—Forty-ton travelling crane, £1,450. 
J. E. Perry & Son.—5tec! chimney at the electricity works, £540. 


PURO EVENTS. 


North of England Institute of Mining and Mechanical Engineers.— 
Saturday, Áugnst 4th. At 2p.m. At the Wood Memorial Hall, Newcastle- 
on-Tsne. Annual general meeting. 


NOTES. 


Electrolytic Iron.—In a paper read before the AMERICAN 
ELECTROCHEMICAL SOCIETY. Mr. O. W. Storey states that electrolytic 
iron. when deposited by the usual methods, is brittle, due to the 
hydrogen present. In this form it can be easily broken into small 
pieces. and even ground into a powder. By heating the iron to a 
red heat the hydrogen is driven off. and the iron becomes ductile. 
the ductility increasing with the temperature of annealing. 

Brittle electrolytic iron. as deposited, is highly soluble in acids, 
heing much more readily soluble than zinc. Annealing the iron 
makes it become more resistant to acid attack than ordinary irons 
and steels. This property of the brittle iron has resulted in the 
suggestion that it can be used for the manufacture of hydrogen by 
acid attack. їр place of zinc, and other forms of iron. 

The brittleness of the iron and its purity make it an ideal 
material for melting in crucibles. the hydrogen content having the 
additional virtue of forming а reducing atmosphere. The brittle- 
ness also allows it to be readily broken into small pieces for 
introduction into the crucible. 

The high purity of the iron makes it possible for it to be used in 
competition with Swedish iron, and at approximately the same 
cost. It may also be used for pharmaceutical purposes as a base 
for compounds. of which iron is a constituent. Here again its 
purity is of value. 

The much-suggested use of electro-deposited iron. for electro- 
magnetic purposes appears to be becoming of commercial import- 
ance. While the magnetic qualities of electrolytic iron seem to be 
superior to those of the commercial silicon irors, its high 
electrical conductivity counteracts this favourable property. 


et. 
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Electrolytic iron is used as a basis for scientific experimental 
work on the various properties of iron where the purest available 
iron is needed to secure the most accurate data. It is also used as а 
basis for " pure iron " alloys. 

The materiala that. have been produced. and which seem to give 
the most promise for direct production without further mechanical 
working. are sheets and tubes. By producing these directly by 
deposition in such a manner as not to require further operations, it 
would be possible to make thin sheets and tubes of great uniformity. 
In tubes having thin walls, made by mechanical processes. these 
often vary in thickness, and it is hoped that this defect will be 
overcome by making them electrolytically. 

The.cost of producing electrolytic iron on a large scale, according 
to Mr. C. Е. Burgess, the plant being of 1,000-Kw. capacity, with an 
output of 8,640 tons per vear of 360 days, would be about $10 per 
ton of refined iron. This is believed to be a liberal estimate. The 
operating ooste, however, do not inelude interest on investment. 

The cost of raw material is taken at $20 per ton, thus making 
the cost of the electrolytic iron approximately $30. 


Electricity in. Agriculture (Californian Data).—A recent 
issue of the Journal of Electricity, Power and Gas recorded some 
data regarding the. agricultural use of. power, supplied by the Mt. 
Whitney Power and Electric Co., California. This shows that of 
+ total of. 2.505 motors of 17,500 H.P., some 1,666 motors of 
14,316 H.P. were used for agricultural purposes, and in view of the 
fact that the domestic use was largely on farms, and that the 
industrial use was mainly for packing and canning factories, over 
90 per cent. of the load was directly connected with agriculture. 
A total area of 67,481 acres was irrigated by pumps. . In 1914. 54 per 
cent. of the load. was supplied under a flat rate of $50 per H.P. per 
year; 18 per cent. on a meter rent with a minimum of $21 per H.P. 
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per year. and 14°5 per cent. on a meter rate with a minimum 
monthly charge of $1 per H.P. of installed capacity. 

Parmers usually install as small а plant as possible for continuous 
operation, in order to reduce the bill. which depends on the 
maximum rate of use; the ratio of the average demand to the 
rated capacity of pumping motors is 94'3 per cent., and the average 
consumption per н.р. installed is 8,595 Kw.-hrs, per year. repre- 
senting a price of 1.39 cents per KW.-hr.to the farmer. It may 
be noted that in the cases of Citrus and Alfalfa, from four to six 
acrea per H.P. were irrigated, and the average farm bill per year 
was $340 to $539. | 

The flat (or fixed) rate charge secures the company's revenue in 

“i years. There is an average of two consumers per mile of dis- 
tribution line, which line costs the company $300 per consumer. 
Not more than. one mile of extension is made to secure a 7}-H.P. 
motor, and this rule has resulted in a service density of 13 H.P. per 
mile of primary distribution line. | 


Thin-Plate Batteries for Reserve Service.—With the 

* of large generators and boilers, the capacity of which can 

be greatly moreased by forced-draught, the necessity for battery dis- 

arge on the peak loads has diminished, so that now storage bat- 

teries аге usually employed only for emergency reserve. At the 

present time- the use of the long-lived. and comparatively small- 

capacity batteries formerly.employed has been discontinued, and a 

та lived and higher-capacity type has been adopted by the New 

Edison Co. The first experimental battery of this type was 
Rel ù in the Thirty-ninth Street station in 1908. 

i M ir to adopt 14/64 in. and 12/64 in. as the standard 

т emergency-service positive plates and. negative 

га еа The capacity of the 14]64 in. positive plate. 

8 15 in. wide and 31 in. long, is 150 amp. for one hour. ` 


By adopting these plate thicknesses for central-station service 
a distinct gain is made in the amount of battery capacity that 
can be installed in a given space. since at the emergency rate of 
discharge, the capacity obtainable with a pasted-plate battery is as 
much as three times as great as from a Manchester-Box type battery 
occupying the same space. Another advantage accruing from the 
adoption of the pasted-plate battery is that interruption of electric 
service is made a more remote possibility. 

The batteries installed on the New York Edison Co.'s system will 
carry the yearly peak load of the direct-current system for about 
seven minutes. which would ordinarily be long enough to correct 
any trouble which might happen to all the generating stations. 
As the yearly peak load exists for only a tew hours. the ratio of 
battery capacity to load is much larger than stated during the. 
greater part of the year. 

The regulating or end-cell switches are located in a separate 
room immediately in front of the battery room, copper bars being 
run from the end cells to contacts on the switches. Four end-cell 
switches are provided with each battery. two for each side of the 
three-wire system. so that if one switch should fail to operate. the 
battery would not be disabled. The two switches on each polarity 
are normally operated in parallel. | 

A booster set is used in conjunction with each battery fo 
charging purposes ; each booster is connected in series with the 
station bus to produce a voltage high enough to charge the battery. 
Extending over all the cells is à special bus to which leads may be 
clamped for charging the individual cells. Whenever the battery 
is being charged, ventilating apparatus is employed to change all 
the air in the battery room once every ten minutes. The 
apparatus consists of a motor-driven exhaust fan and acid elimi- 
nator. The acid eliminator neutralises the acid fumes before dis- 
charging them intothe atmosphere. 


CAPACITY OF BATTERIES EMPLOYED BY NEW YORK EDISON Co. 
TO ENSURE RELIABLE SERVICE. 


Total ampere-hours ,.. is i oe 373,800 
JT E ` Waterside No. 1 and No. 2 ... 4 
Batteries in service at present Sub: stationd “a. ee U yu 
Total ... .. 48 


Total ampere rating of sub-station batteries for onechour 357,800 
seven min. 1.311.200 


ay es at 5 


The practice of holding all batteries in reserve for emergencies 
is universal throughout the system. With the exception of weekly 
charges and test discharges which are made at intervals of three 
months on each battery, all batteries float on the system con- 
tinuously in readiness to take any load that may be thrown upon 
them. Incidentally, the batteries regulate the voltage and assist 
the balancer to furnish some of the unbalanced current in the 
three-wire system. especially at times of short-circuits on one side 
of the system. The weekly charging and test discharging are per- 
formed from 12 o'clock midnight to 8 a.m., when the load is 
lightest, or at a time when the battery to be charged or tested may 
be taken off the system without lessening the protection to the 
consumer. | О 

The weekly charging of each battery is of about one hour's 
duration, and is for the purpose of determining the state of charge 
of the battery generally and giving the inspector opportunity for 
examining each cell for trouble, such as a low condition of charge 
due to internal or external short-circuits.- Philip Torchio, in the 
Electrical World (abstract). 


Iron and Zinc in German Electrical Work.—A little 
light on the cost of the metals used in Germany in substitution 
for copper was recently shed by W. Weehinann in the course of a 
paper read before the Association of German Mechanical Engineers. 
As is well known, the electrical engineers in that country have 
had recourse to iron and zinc. owing to the comparative scarcity of 
copper for industrial purposes. and rules for the useof these metals, 
were approved some time ago by the Union of Electrical Engineers. 
as previously mentioned in this journal. The author of the paper 
in question points out that in consequence of the greater cross 
section of the iron which is needed. the cost of an iron conductor 
is 20 per cent. greater than that of a copper conductor in order to 
obtain the same conductance for short distances. whilat in the case 
of long distances. where the cross section is so thick that the iron 
conductor has to be made in the form of a stranded cable, the 
difference in the price is- much greater. This comparison relates 
not to existing conditions, but to the normal prices which prevail 
in peace periods. Special precautions have to be taken to prevent 
the rusting of the conductors, and soldering. of the wire has 
strictly to be avoided. joints and branches being effected by means 
of clamps. In the case of zinc conductors, particular measures 
have had to be adopted in the rolling and drawing of the wirex, 
the jointing of which has also to be carried out with clamps 
instead. of with solder: but the wires cannot be used in exposed 
positions—that is, in the open air. As compared with prices 
in times of peace, the cost of zinc conductors ів stated to be about 
equal to that of copper conductors of the same cross section. But 
as the conductivity of zinc is about 30 per cent. of that of copper, 
the zinc conductors are considerably dearer. | 1 

The question of electrical machinery was also discussed by the 
author, who remarked that zinc conductors could be utilised in 
machinery, especially in magnet coils. Motors which have a zinc 
winding, however, have an efficiency of only 60 to 70 per cent. of 
that of machines having copper coils, although it is claimed 
that the output of the latter can be reached by increasing the 
speed of the zinc coil machine by 10 per cent. Transformers 
have а yield from 50 to 60 per cent. of that of transformers pro- 
vided with copper coils. From the rules laid down by the 
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Union it would appear that machines up to a fairly large size 
can be made with zinc windings. A further matter in con- 
nection with the comparative scarcity of copper is the fact that 
machines which were constructed some 15 or 20 years ago 
contained substantially more copper than those which were 
being built immediately before the war. The recognition of 
this circumstance has led to the idea of substituting new machines 
for old, with the object of recovering a large quantity of the 
copper. One large firm. for instance. is reported to have obtained 
6 to 7 tons of copper in this way from the dismantling of 66 
transformers which were constructed 15 years ago: and a large 
quantity of copper can also be derived from switchboard installa- 
tions. Not only so, but the reorganisation of a complete instal- 
lation is capable of yielding copper. as has been shown by the con- 
version of that at the Lehrte railway station from the two-wire 100- 
volt direct-current system to the three-wire three-phase system. 

The problem whether the use of the present metal substitutes 
will be continued after the conclusion of the war has already been 
answered by the comparisons of cost previously given, which are 
wholly in favour of copper. At the same time, it is considered 
that iron and zinc will remain in use for high-pressure branch 
conductors which carry a light load, while thequestion whether zinc 
would offer advantages for the manufacture of cables for very high 
pressures has yet to be investigated, similarly to the inquiry which 
formerly led to the use of aluminium for this purpose. 


Inquiry.— The electrical engineer of Fleetwood, Mr. W. Н. 
Miller, would like to hear from other station engineers of a good 
serviceable lock for slot meters. The address of the maker of the 


: ""Tourtel " lock would also be useful. 


Institution and Lecture Notes.— The Institution of 
Electrical Engineers.— A conference has taken place between the 
Electricity Supply Committee of the LE.E. and the Joint Com- 
mittee of the I.M.E.A. and the Incorporated Association of Electric 
Power Companies. with regard to co-operation between the 
Committees. These Committees are constituted as follows :— 


“Т.Г. Е. Committee : 


R. А. Chattock (Chairman). С. W. Partridge, 
C. P. Sparks (President I.E.E.), Т. Roles. 


C. H. Merz, S. L. Pearce, W- B. Woodhouse, 

Joint Committee of the I.M. E.A. and T.A. E.P.(. 
I.M.E.A. I.A.E.P.C. 

J. Н. Bowden. W. A. Chamen (Chairman), 

R. A. Chattock. J. S. Highfield. 

W. W. Lackie, C. H. Merz. 

S. L. Pearce, - D. A. Starr. 

H. Faraday Proctor A. D. Turckheim 
(ex officio), (ex officio). 

T. Roles, W. B. Woodhouse. 


In order to avoid overlapping and to ensure co-operation and 
co-ordination. two members common to both Committees have been 
delegated as intermediaries, so that the two committees will be in 
continuous touch with each other's work. 


It has been agreed that the I.E.E. Committee will devote its . 


attention to the question of Electricity Supply from the point of 


.view of the requirements of the country as a whole, and will deal 


with the engineering aspect of the matter.avhile the Joint Com- 
mittee will go into more immediate questions of organisation and 
linking-up of existing undertakings. &c. 


It will be seen from the above that the work of both Committees 


is of national importance. 

Natal Engineers’ Assoclation.—Mr. John Roberts, the first 
chairman of the Engineering Section of the Natal Society for the 
Advancement of Science and Art, in his inaugural address dealt 
with “The Engineer in his Relation to Business," and referring to 
the saying that a man might be a good engineer, but was no busi- 
ness man, said that an engineer without "business" capacity was 
an engineer in name only, and could never achieve success. The 
business man was generally in control, and would claim that he 
was called upon to exercise powers of organisation ; but that was 
the very first essential of the engineer—organisation was the indis- 
pensable factor to success in his work. The lay-out of the plant, 
the processes of manufacture. &c., all required organisation. The 
reason why the engineer occupied a position of inferiority was 
because he was the lineal descendant of the artisan, but he must 


struggle to secure control as well as responsibility. 


Canadian Electrical Association.—The annual meeting of the 
Canadian Electrical Association was held on the steamship Toronto 
Canada Steamship Lines. on June 21st and 22nd, and was very well 
attended. The arrangement made permitted the Western members 
to take the boat to Toronto, and proceed thence to Prescott, where 
they were joined by representatives of the Eastern part of the 
country. In the absence of Col. D. R. Street, the president, who 
had just left on active service, the chair was taken by D. H. 
McDougall, vice-president. who was elected president for the 
ensuing year.—Hlectrical World. 

Physical Society of London.— At the meeting held on June 30th, 
а paper, entitled " А Sensitive Magnetometer," by Dr. P. E. Shaw 
and Mr. C. Hayes. was read by the former. A torsion balance of 
extreme delicacy carries a pair of pure silver balls, each of З gym. 
weight. A solenoid with its horizontal axis passing through one of 
the silver balls is brought close to the balance. On exciting the 
solenoid, divergent fields of known strengths are obtained in the 
region of the ball. The resulting attraction of the ball to the 
solenoid is shown by a mirror reflecting a distant scale to a 
telescope. The couple on the torsion beam required to produce 
1 mm. scale deflection is 45 х 1077 dyne-cm., and this torsion 


balance is 106 times as sensitive as any known to have been used 
previously in this kind of work. 

The magnetic properties of the silver have been ascertained even 
for weak fields of 1 — 10 gauss. The silver has a pronounced reten- 
tivity : this effect is presumably due to the small trace of iron 
impurity. 

The relation of the susceptibility of silver to the field used has 
also been found. The susceptibility of each of the constituent 
materials (и) pure silver, (^) residual pure iron. appears to be greatly 
modified by the presence of the other material. : 

"Some Experiments on the Thermoelectric Properties of Fused 
Metals" were shown by Mr. Chas. R. Darling. The experiments 
related to observations made during the progress of a research, 
having for its object the production of a thermoelectric pyrometer 
with a liquid element. If such a pyrometer could be made of 
suitable materials— such as graphite and molten copper—it might 
be possible to extend the useful range of base-metal pyrometers up 
to or beyond the melting point of platinum, as the boiling point of 
copper is 2.310? C. 

It was noted that when tin was partnered by iron, nickel, copper. 
constantan. or graphite, no abrupt change occurred at fusion, the 
E.M.F.-temperature curves showing no break. 

On substituting lead, zinc, and bismuth in turn for tin, and using 
a variety of wires, it was again found that the change of state 
caused no alteration in thermoelectric properties. In the case of 
bismuth, however. three instances of thermoelectric “ halt’ were 
noticed, the E.M.F. attaining a maximum and then remaining 
unchanged over a considerable range of temperature. An iron- 
bismuth couple reaches а maximum of about 18 millivolts at 
about 250° C. (M. Pt. of Bi = 269), which remains constant to 
within 3 per cent. up to 550°, beyond which it has not been investi- 
gated. Copper and bismuth behave in the same manner, the E.M.F. 
being practically the same as in the former case ; whilst aluminium 


- and bismuth furnish a third example, the E.M.F. (about 15 milli- 


volts) being remarkably constant over a range of 300° This 
steady E.M.F. might also be uted in work for which a constant, low 
E.M.F. was required. 

American Institute of Electrical Engineers.—The annual con- 
vention of the Institute was held at Cleveland, Ohio, at the end of 
June. The President, Mr. J. J. Carty, read an address on " The 
Relation of Pure Science to Industrial Research.” He showed that 
out of the stupendous upheaval of the European War, with ite 
startling agencies of destruction. arose a growing appreciation of 
the importance of industrial research, not only as an aid to military 
defence, but as an essential factor in the development of every 
industry in time of peace. While many concerns in America had 
well-organised industrial research laboratories, particularly those 
engaged in metallurgy, and dependent upon chemical processes, the 
manufacturers of the country. as a whole, had not yet learned of 
the benefits of industrial research, and how to avail themselves 
of it. He considered it the high duty of the Institute to impress 
upon the manufacturers of the United States the wonderful possi- 
bilities of economies in their processes and improvements in their 
products, which were opened up by the discoveries of science, 
through the medium of industrial research conducted in accordance 
with scientific principles. : 

“Once it is made clear to our manufacturers that industrial 
research pays, they will be sure to call to their aid men of scientific 
training to investigate their technical problems, and to improve 
their processes. Those who are first to avail themselves of the 
benefits of industrial research will obtain such a great lead over 
their competitors that we are warranted in looking forward to the 
time when the advantages of industrial research will be recbgnised 
by all." ; 

d distinguishing between industrial research and purely scientific 
research, President Carty likened the investigator in pure science 
to the explorer of new lands, and the investigator in industrial 
research to the pioneer who surveys the newly-discovered territory 
to locate its resources. and in other ways prepares for the peaceful 
and profitable occupation of the new territory. 

" Industrial research supports itself or it fails of its purpose. and, 
therefore, it will not lack for generous encouragement and gupport. 
Scientific research, on the other hand, must have encouragement 
and financial support." 

Mr. C. le Maistre, general segretary of the International Electro- 
technical Commission, read a brief paper, in which he outlined the 
development of engineering standards in Great Britain, and show! | 
how order and system are essential to modern production.— £: ectriat 
World. : 

We are informed that the SOCIETY OF ENGINEERS is experiencing 
considerable difficulty this year in arranging its usual visits to 
engineering works during thesummer. Recently, however. ME 
Johnson & Phillips were able to show the members a portion 0 
their works at Charlton including a large plant for the е 
facture of telephone cables capable of dealing with cables ар, 
1.000 pairs of small wires for local lines, and also trunk cables 
consisting of fewer, but heavier wires. 


Enemy Firms Winding Up.—The issue of the Bourd of 


Trade Journal for August 3rd contains a consolidated list of enemy 


firms which have been ordered by the Board of Trade to be won 


up. The list comprises the names of 279 firms, and ів complete ҮР 
to the Orders issued on July 31st. The date of the Order, an AR 
name and address of the Controller appointed in each uen is 
also included in the list, to which an alphabetical index 
appended. 


| lias 
Patents and Alien Enemies.—The Board of Te 
granted licences to Messrs. Watson & Sons (Electromedical), £ mens 
respect of Patents Nos. 9499/12 and 13903/13, granted to sie 
and Halske A.-G. | 
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Fatality.—The Daily Chronicle says that, throngh falling 
down a lift shaft at 22, Golden Square, London, an electrician 
named Galpin lost his life. 


The Metric System.—At a meeting of the National 
Federation of Building Trades Employers at Brighton. last week, 
reported in the (vxtract Journal, the following resolution was 
proposed on behalf of the London Master Builders’ Associa- 
tion :—" That this meeting, considers that the present is an oppor- 
tune time to revise our system of money, weights and measures, зо 
as to bring them into harmony with the metrical system prevailing 
among the rest of the Allied nations, in order to facilitate trade 
relations between them and us after the war, and requests the 
Administrative Committee to make representations on behalf of the 
Federation to the Government accordingly. co-operating. if prac- 
ticsble, with other bodies which are moving in this direction.” 
Several s ers urged that the adoption of the system would 
greatly tend to simplify quantities, and it was pointed out that the 
building trade had a system of measurements which was practically 
unknown in the schools of the country. The resolution was 
carried. 

Educational Notes. — THe  SovurTH-WEsTERN  Porr- 
TECHNIC (Manresa Road, Chelsea) will re-open on September 25th, 
for day and evening classes. The Engineering courses include 
lectures in electrical and mechanical enyineering, physics, 
chemistry. and mathematics, and practical instruction in the 
laboratories. Students are prepared by recognised teachers of the 
University of London for the B.Sc. degree in Engineering. for the 
examinations at the engineering institutions, and those of the City 
and Guilds of London Institute. The evening courses also include 
classes in electrical wiring and other trade subjects. In the 
Electric Wiring Department an advanced course has been arranged 
for the preparation of candidates for the Final Wiremen's Examina- 
tion of the City and Guilds of London Institute. Arrangements 
have been made for placing students who have passed satisfactorily 
through the three years’ day course in positions with large 
engineering firms, and hitherto such firms have offered more 
vacancies than the Institute has been able to fill with its students. 
The prospectus may be obtained on application to the Secretary. 

NORTHAMPTON POLYTECHNIC INSTITUTE.—-Particulurs of the 
Engineering day classes and courses in Technical Optics for the 
next session appear in our “ Official Notices " to-day. 


Parliamentary.—ELEcTRICITY SUPPLY  INTERCONNEC- 
TION SCHEMES.—In the House of Commons, Mr. Healy asked the 
Secretary of the Board of Trade whether a circular had been 
issued by his department urging an arrangement to merge electrical 
supplies, with a view to saving coal: had he considered that new 
cables and other expense might be necessary to enable such plans 
to be carried out, involving capital expenditure: and would 
enabling legislation be introduced to render possible the desirable 
economies which the Board of Trade wished to etfect in cases 
where statutory authority would be required? Mr. Harcourt 
replied that the answer to the first two questions was in the 
affirmative. In issuing the circular, the Board of Trade had not 
in mind any large schemes of interconnection involving heavy 
capital expenditure and a large use of material, but rather con- 
templated arrangementa between undertakers whose areas of supply 
adjoined. or nearly so. He did not think that legislation for the 
purpose was necessary, but should the necessity for it appear to 
arise. he would give the matter full consideration. 


Engineering Research on the North-East Coast.— 
The North-East Coast Institution of Engineers and Shipbuilders 
recently appointed a Research Committee, which has already made 
astart with its work by acceding to the request of a well-known 
firm in the North to carry out exhaustive tests of apparatus having 
for its object the more economical production of power by marine 
steam engines. The Institution claims to be the first of its kind 
actively to promote the progress of the industries with which its 
members are associated, by officially making and recording tests of 
hew apparatus developed by them. Such work has been repeatedly 
called for of late, notably by the Council for Organising British 
Engineering Industry, and by the Scientific and Industrial Research 
Committee appointed by the Government. and we congratulate the 
North-East Coast Institution on its decision, which will certainly 
prove of great assistance in achieving the desired end. 


Lifting-Magnets for Loading Pig-Iron.—In the Electrical 
Reriew and Western Electrician some particulars are given of the 
use of electromagnets for handling pig-iron on the American lakes. 
The freighter ('соа, the first ship to carry its own equipment of 
magnets, can load up with a cargo of 4,000,000 lb. of pig-iron, at а 
cost of £20, as compared with £100 to £120 for manual labour. 
Three 36-in. Cutler-Hammer circular magnets are provided, each 
controlled by one man, with one attendant for the generator. The 
three magnets, working simultaneously, lift 4,500 lb. of pig-iron. 


. Engineering Standards Committee.— At a special meet- 
ug of the Main Committee (Sir John Wolfe Barry. K.C.B.. chair- 
man). held on July 27th last, Mr. Charles le Maistre, A.M.Inst.C.E., 
M Inst.E. É.. who has been in charge of the work of the Electrical 
Section since 1903, was appointed secretary to the Committee in 
succession to the late Mr. Leslie S. Robertson. M.Inst.C.E.. who was 
lost with Lord Kitchener in the disaster to H.M.S. /umpxhire 
Whilst on an important Government mission. We congratulate 
Mr. le Maistre on his appointment, which, we are sure, will be 
regarded with approval by all who are interested in the work 
of the Committee. 


ENGINEER VOLUN- 
Orders for 


Volunteer Notes.— 1st Lonpon 
TEERS.— Headquarters, Chester House, Eccleston Place. 
Aurust by Lieut.-Col. C. B. Clay. V.D., Commanding. 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will. be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10. The Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. 

Sunday Entrenching Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office. 8.45 a.m. 

MACLEOD YEARSLEY, Adjutant, 


3RD Batt. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt. W. Ridd (Sub-Commandant), 
Thursday, August 3rd, 1916 :— 


Week-End |. Parades,—Saturday.—The Battalion will Parade at 
Liverpool Street Station (Low-Level entrance. G.E.R.). at 8.40 a.m.. 
for entrenching duties. Those who cannot take the early train will 
parade at 1.20 p.m. 


Sunday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.). at 9.30 a.m., for entrenching duties. 


Muxketry.—The Holland Cup Competition. —This competition was 
closed on Sunday. July 30th. The following is the result : — 
Ist Prize G. S. Burge .. 93 T. R. Renfree a .. 90 
2nd . S.T. Hanmer... 92 A. G. Howell — we 88 
H. Locke ... .. 901 FE. W. Vincent aie .. 88 
Highest score possible —100 points. 
Range— 200 yards. 
Target—Figure class marking. 


There will be no shooting at Bisley on Saturday and Sunday next 
5th and 6th inst. 

Recruits will Parade at Lord's Cricket Ground on Saturday at 
3 p.m., and on Sunday at 11 a.m., for recruit drill. 


Wembley Park.—There will be no week-end parade at Wembley 
Park. 
CLARENCE T. CoGGIn, Acting Adjutant. 


Appointments Vacant.—A technical assistant is required 
for the sub-station of a large supply undertaking : fitter for power 
station in the West Riding ; junior shift engineer for Erith: shift 
engineer for a West of England municipal works; charge 
engineer for the Llandilo U.D.C. : man for X-ray work and male 
nursing ( £2) for the Royal Berkshire Hospital, Reading ; station 
superintendent for Barking Town U.D.C. Electricity Department. 
See our advertisement pages to-day. 


Manchester Corporation Tube Contracts. — The chairman 
of the Manchester Corporation Electricity Committee, on Wednesday, 
mentioned to the City Council an awkward dilemma in which the 
Committee are placed. Their minutes contained a recommendation 
that a tender for the supply of boiler tubes should be accepted from 
& certain firm. 9! per cent. of whose capital, the chairman said, was 
German. The difficulty was that the firm in question were the 
only manufacturers of these tubes. which were essential to the 
carrying on of the electricity department. The Committee, there- 
fore. asked the Council to say what was to be done in the matter. 
The Envlish works of the company were a controlled establishment 
under the Munitions of War Act. Alderman Kay, chairman of the 
Gas Committee, said the gas department were in exactly the same 
difficultv. all due to the lack of backbone of the Government in 
not taking the works over lock, stock and barrel. The Council, in 
the exceptional circumstances, suspended the Standing Orders, 
which would have prevented the acceptance of the tender, and 
agreed to accept it.— -Morning Post, ' 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electrie tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—Mr. S. Н. 
Fowl Les, chief assistant electrical engineer to the Aylesbury 
U.D.C., has been appointed resident electrical engineer to the 
Leek Urban District Council, on the advice of Prof. Watkin- 
son, of Liverpool University. 

The Wimbledon Borough Council is recommended to make 
the following payments in respect of special services rendered 
ia connection. with the laying of mains and services and 
wiring installations, viz., to Mr. H. TOMLINSON LFF, borough 
electrical engineer, £75; to the assistant electrical engineer, 
Mr. W. J. OSWALD, £45; and £20 to Mr. В. A. LaRNEY, clerk 
t; the haraugh electrical engineer. 

The Wolverhampton Corporation is recommended to grant 
increases in salaries to the following employés in the Elec- 
tricity Department: Mr. E. Ѕтоввз, chief assistant, from £225 
to £250 a year; Mr. E. FORDER, engine-room superintendent, 
and Mr. С. BELLHOUSE, boiler-house superintendent, both from 
£165 to £180; Mr. J. H. RoTHWELL, chief clerk, from £185 to 


£200. 
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The salary of Mr. Е. ScHorieLp, commercial manager to the 
Stalybridge, Hyde, Mossley and Dukinfield Joint Tramways 
and Electricity Board, is to be increased to £400 per annum, 
with two further annual increments of £25 to £450. Mr. 


Jagger, accountant to the Board, has resigned on receiving 


another appointment. 

In answer to an inquiry from the Ministry of Munitions, 
asking whether Mr. J. W. Foster, permanent-way engineer 
to the Bradford Tramways Committee, could be spared to take 
up а post under the Ministry of Munitions, the Committee 
replied that it was essential that Mr. Foster should be retained 
in his present employment. 


General.—The Bulletin Militaire states that Signor Marcont 
has been promoted from lieutenant to captain for exceptional 
services.—Times. 

A young electrician, named Henry Howe.n, dived into the 
Thames between Westminster and Charing Cross on July 27th 
and rescued two drowning children. 

Mr. GEORGE VERITY, chairman of Verity s, Ltd., was married 
on Wednesday, at the Broinpton Oratory, to Ada Hamilton 
Walter, of Hyde Park Gate, S.W. Congratulations! | 


Roll of Honour.—Lieutenant A. E. Heap, of the North- 
umberland Fusiliers, who added to their fame in storming the 
German trenches on July Ist, has been ‘ reported missing, 
believed killed." The deceased officer was 98 years of age. He 
served as a private in a Territorial battalion of the North- 
umberland Fusiliers, and subsequently was appointed to com- 
missioned rank in a Tyneside Scottish battalion, in which he 
early got his second star for proficiency in scientific examina- 
tions relating to telephony, signalling and bombing, and at 
the front was given command of the Brigade Bombing school. 
He was the son of Mr. W. J. Head, manager of the India- 
го and Gutta-Percha and Telegraph Works Co., at New- 
castle. 

The Times states that Lieutenant Тномл5 CHALLONER, R.E., 
who died of wounds on July 25th, a short time ago did most 
excellent work, for which he was awarded the Military Cross. 
He was a highly popular officer, and was well-known in Cardiff 
as an electrical engineer. | 

Signaller ЈАМЕЅ OLIVER, of the Manchester Regiment, ап 
employé of Messrs. W. T. Glover and Co., Ltd., cable manu- 
facturers, Trafford Park, has been killed in action, aged 28 
rears. 

: Captain R. C. MATHER, of the Manchester “ Pals," who is 
connected with the firm of Messrs. Mather and Platt, I.td., 
has been wounded and 1s in hospital in London. | 

Private Harry WALDRON, who has died of wounds, and Sig- 
naller ALEXANDER SMITH, killed in action, were serving in the 


' Manchester '' Pals," and prior to the war were both employed 


by Messrs. Baxendale and Co., Ltd. 

Private J. BRADsHAW, reported missing, was an employé at 
the British Westinghouse works, Trafford Park, as was also 
Private H. D. SrRACHAN, reported wounded and missing. 

Private Е. Ricnanps, of the Border Regiment, who was em- 
ployed at the cable works of Messrs. Rickard, of Derby, has 


been missing since July 1st. 


Private А. L. CasrtEg, of the Birmingham City Battalion, 
Royal Warwickshire Regiment, who was engaged as an elec- 
trical engineer at Hetchford, fell in action on July 21st. 
` Signaller W. Н. Harris, of the West Yorkshire Regiment, 
who was on the York. Corporation Tramway staff, has been 
killed in the advance in France. | 

Lieutenant WALTER KELL, late of the Barnsley Corporation 
Electricity Department, has been seriously wounded in 
France, and has lost a leg. | | 

Sergeant ALBERT HoLLINS, of the Somerset Jaght Infantry, 
who was with Messrs. Siemens, of Stafford, has been killed 
in action. He was in the battle of Loos, gaining promotion 
there for gallantry. | 

Private W. PEMBLE, of the 8th Leicestershire Royal En- 
gineers, an electrical engineer, has been wounded in action 
at Bezantine le Petit, and is in hospital at Liverpool. 

Private Harry Lancaster, of the 6th Battalion, North- 
umberland Fusiliers, who has died of wounds received in 
action in France, was an electrician, aged 27. When war 
broke out he held an appointment at Gibraltar. He returned 
to England and joined his regiment over a year ago. 

Private Н. RoBiNsoN, of the Scots Guards, who has, died 


‘Of wounds received in action in France, was on the Preston 


Corporation tramway staff. 

Rifleman EnNEsT. Scorton, of the Rifle Brigade, who has 
fallen in action in France, was, prior to the war, engaged in 
the production department at the Rugby works of the British 
Thomson-Houston Co., Ltd. | 

Trumpeter F. W. Hymers, Royal Field Artillery, who has 
died from disease in India whilst on active service, was before 


. the war engaged with Mr. Edmund Dunn, electrical engineer, 


of Broadstairs and Ramsgate. E 

Private EDWARD CoManR, formerly employed at the British 
Westinghouse Works, Trafford Park, has been killed while 
serving with the Cheshire Regiment. 

Private Нлкогр ТОРНАМ, formerly employed at the Middle- 
ton electricity works, has been killed in action. 

Private SyDNEY CrawsHaw, of the Royal Scots, killed in 
action, aged 20, was formerly employed on the clerical staff 
of the manager of the Oldham Corporation Tram ways. 

Lance-Corporal RosERT Lyon, Royal Scots, who is wounded, 
was employed as an electrician in Edinburgh. 


The Times records the death, on July 30th, at the age of 
23, from wounds, of Second-Lieutenant KENNETH RICHMOND 
Соок, Black Watch, eldest son of Mr. David Cook, 
M.Inst.C.E., of Richmond and Westminster. 

Corporal Grorck Banks, of the King’s Own Shropshire 
Light Infantry, who has been wounded in action, was em- 
ployed at Darwen Electricity Works. | ; 

Private CHARLES Pare, of the Bradford '' Pals,” killed in the 
advance on July Ist, was an employé at the Bradford tram- 
way headquarters. І ' омы, 

Private W. С. Ness, of the King's Liverpool Regiment, 
wounded and now in hospital at Devonport, was employed 
before the war by Messrs. Drake and Gorham, at Manchester. 

Sergeant JOHN W. Abams, 9nd Border Regiment, employed 
by Messrs. F. Thornton and Co., electricians, of Burnley, has 
been recommended for the D.C.M. | e 

Lance-Corporal Н. Mercy, of the King's Own Royal T.an- 
caster Regiment, an employé of the Lancashire Dynamo and 
Motor Co., Trafford Park, has been wounded in. France. 

Sergeant Harky Branston, of the Manchester “ Pals,” - 
formerly employed by Messrs. Baxendale and Co., Ltd., has 
been killed, along with his brother, Private W. BRANSTON. 

Captain CHARLES SKAIPE WOLSTENHOLME, òf the. Durham 


, Light Infantry, who was killed on July 17th, was the assistant 


superintendent engineer at the Leeds Post Office Telephone 
Departinent. He was 43 years of age, and had һай а long 
connection with the Territorial Force before the war. 

A large number of our readers, particularly those in the 
Tondon district, will learn, as we do, with very deep regret, 
that Company Sergeant-Major E. C. LAUGHTON, who for nine 
years was associated with the Lamp and Fittings Depart- 
ment of Messrs. Siemens Bros. Dynamo Works, Ltd., has 
been killed in action. He joined H.M. Forces in Sep 
tember, 1914, and sailed for France early in May, .1915; 
he had. therefore over 14 months’ active service to his 
credit. Commencing as an ordinary Private, he gained 
promotion to Corporal before leaving for France, the remain- 
ing steps having been attained while on Foreign service. No 
details are available regarding the circumstances of his death, 
official notification of which was made last week, although 
the records show that he was mortally wounded in the verv 
early stages of the Great Offensive. He was serving with 
the 8th East Surrey Regiment, which, according to newspaper 
reports, suffered heavily in the attack on the Fricourt section 
of the line. He was intimately known to many members of 
the electrical industry, who will deplore the loss of а valued 
friend and colleague. К 5 
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NEW COMPANIES REGISTERED. 


Phillips’ Magnetos, Ltd. (144,456).—This company was 
registered оп July 26th, with a capital of £1,250 in £1 shares, to adopt an 
agreement, dated June 24th, 1916, with I. Phillips, for the purchase of the 
business of a manufacturer of magnetos and all parts thereof carried on by 
him at Birchett Road, Aldershot. The subscribers (with one share each) are: 
l. Phillips, Falmouth House, Aldershot, cycle manufacturer; C. Melton, 30. 
Queen's Road, Aldershot, accountant. Private company. Table “A” mainly 
applies. Solicitor: N. Clinton, Aldershot. Secretary (pro tem.): C. Melton, 
Registered. office. 10, Birchett Road, Aldershot. S 

ew Peto and Radford Accumulator Co., Ltd, (144,436). 
—This company was registered on July 24th, with a capital of £30,000 in £1 
shares (12,500 10 per cent. preference), to carry on in the United Kingdom 


. and elsewhere the business of electricians, accumulator. manufacturers, 


founders, manufacturers of mining, agricultural and other machinery, elec- 
trical and water supply engincers, manufacturers of and dealers in electric 
meters and other electrical instruments, ctc., and to adopt three agreements, 
the parties to which are not named. The subscribers (with one share each) 
are: W. Peto, 12, Heddon Street, W., electrical engineer; C. В. N. Minchin, 
149 Banbury Road, Oxford, engineer. Private company. The number of 
directors is not to be less than two or more than seven; the subscribers are 
іо appoint. the first. Remuneration (except managing director or other 
salaried official), £105 cach per annum. Solicitors: Мауо,. Elder and: Co., 
10, Drapers Gardens, E.C. : , agin ae cud E 
Carbic Italiano, Ltd. (144,400).—This company was regis- 
tered on July 28th, with a capital of £30,000 in £1 shares, to take over from 
Carbic, Ltd., the business which that company carries оп or 'is- authorised 
to carry on in Italy and in Italian Colonies, together with the Italian. patents 
and trademarks connected therewith, to adopt an agreement with the said 
company and Н. Fonseca, and to carry on in Italy, its colonies or elsewhere 
the business of manufacturers and producers of and dealers “in” acetylene, 


carbide of calcium, and oxide of calcium, and chemical and: electro-chemical 


productions of all kinds, mechanical, electrical and general engineers, elec- 
tricians, metallurgists, motor manufacturers, suppliers of light, heat and 
power, manufacturers of and dealers in accumulators, generators, installations, 
lamps, apparatus, appliances and fittings, ete. The subscribers (with one 
share each) are: Н, Fonseca, Geneva, engineer; A. Jackson, 51, Halborn 
Viaduct, E.C., secretary. Private company. The number.of directors is not 
їо be less than two or more than five; the first are Н. Fonseca and another 
to be nominated and appointed by Carbic, Ftd. The said company has the 
right. while a member of the company, to nominate and appoint a director. 
Solicitors : Bristows, Cooke and Carpmael, 1, Copthall Buildings, Е.С 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. Ж 


= ma ante Ne, 


Troup, Curtis and Co., Ltd.—Particulars of £3,000 de- 
bentures, created July 5th, 1916, filed pursuant to Section 93 (3) of the Com- 
anies (Consolidation) Act, 1905, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees, 

Vaughan Engineering Works, Ltd.—A mortgage dated 
July 19th, 1916, to secure £1, and £500 as compounded interest, «charged 
оп moneys to be received under а War Office contract, has been registered. 
Holder: J. Gee, Carlton House, Regent Street, W. | 
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Highfield Co., Ltd.—Particulars of £750 second deben- 
tures, created June 27th, 1916, filed pursuant to Section. 93 (3) of the 
Cumpanies (Consolidation) Act, 1908, the whole amount being now issued. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital. No trustees. 

A debenture dated July 19th, 1916, to secure not more than £500. charged 
on the above-mentioned property, has also been registered. Holder: J. H. 
Bland, 25, Stirling Road, Edgbaston, Birmingham. 

A memorandum of satisfaction in full on July 19th, 1918, of a debenture 
dated December 4th, 1914, securing £300, has also been notified. 


Parsons and Hodges, Ltd.—Particulars of £600 deben- 
tures, created June 30th, 1916, fi'ed pursuant to Section 93. (3) of the Com- 
woies (Consolidation) Act, 1908, the whole amount being now issued. 
roperty charged: The company's undertaking and property, present and 
future, including. uncalled and unpaid capital. No trustees, 


Rushmore Lamps, Ltd.—A memorandum of satisfaction 
in full on June 27th, 1916, of a charge dated May 27th, 1914, securing £2,000 
has been filed. 


Elliott Brothers (London), Ltd.—Particulars of £380,000 
debentures, created June 28th, 1916, filed pursuant to Section. 83 (3) of the 
Companies (Consolidation) Act, 1908, the whole amount being now issued, 
Property charged: The company’s undertakings and property, present. and 
future, including uncalled capital. No trustees, 


CITY NOTES. 


German Electrical Companies. 


The Nitrit Fabrik, A.G., of Kopenick reports net profits of 
£38,800 for 1915, as compared with a loss of £7,000 in the 
previous year. It is proposed to pay a dividend of 4 per cent. 
on: the share capital of £75,000. 

The C. Lorenz A.G. of Berlin (telephone and telegraph 
works) has just issued new capital amounting to £75,000, aud 
thus increased the ordinary shares to £225,000. The additional 
capital is destined for the development of the undertaking. 

The Fabrik fur Isolierter Drahte A.G. (Vogel Telegraph 
Works), which recently declared a dividend of 15 per cent. 
for 1915, has now secured the sanction of the shareholders to 
an increase іп the share capital to £262,000 by the issue of 
new shares for £87,000, which have been taken over by a 
banking syndicate at the price of 130 per cent., and are to be 
offered at 138 per cent. The new capital is intended for the 
extension of the works, and particularly for the establishment 
of a lead-covered cable factory. 

The Continentale Gesellschaft fur Elcklrische Unternehmun- 
gen, of Nuremburg, which is the financial trust of the Nurem- 
burg Schuckert Co., and owns or is otherwise interested in 
tramways and lighting undertakings, states that the working 
results of its concerns did not experience any improvement 
in 1915, the tramways in particular having suffered from exist- 
ing circumstances. As net profits the accounts indicate the 
sum of £44,000, as compared with £60,000 in 1914, and a 
dividend has been declared at the rate of 24 per cent. on the 
preference capital of £1,556,000, as compared with 34 per cent. 
and 6 per cent. in 1914 and 1913 respectively. The report 
states that no direct information is available concerning the 
company’s French and Russian interests. 

The report of the Wolfram Lampen. A.G.. of Augsburg, 
which relates to the financial year ended with March 315%, 
1816, states that it was. possible to maintain working not- 
withstanding the scarcity of labour and of raw materials, and 
sufficient orders were on hand for the ensuing months within 
the existing possibilities of manufacturing. The accounts 
show net profits of £7,100, as compared with £800 in 1914-15, 
and the available surplus permits of the payment of the arrears 
on the preference shares, the ordinary capital again receiving 
no distribution. It is added that the Court.of Appeal has not 
yet decided the patent action in relation to the manufacture 
of the tungsten drawn-wire filament. 


Mr. J. G. B. Stone, presiding at the 

Electric Supply annual meeting held last Friday, said that 
Corporation. Ltd. the increase in the number of lamp con- 
nections had much exceeded the average 

growth, the advance being from 214,715 to 254,700 during the 
year, About 75 per cent. of this was due to demands for power 
in Dunbarton, leaving to their other towns approximately 
their usual growth, which in these times was not unsatisfac- 
tory. The Hendon Co., in which they were the largest share- 
holders, had increased its dividend bv 2 per cent., whilst the 
Dumbarton Tramways Co. again paid them a small dividend 
of l} per cent. Apart from the normal capital expenditure, 
Which had been chiefly on mains, they had had to provide 
£5.185 for Dumbarton, mainly on account of the converter 
lant necessary in connection with bulk-supply arrangements. 
e war had increased the demand for power but reduced that 
for lighting, particularly street lighting. The latter was especi- 
y the case at Chelmsford, but under the terms of their 
contract with the town, and in view of a recent decision in 
the Appeal Court, they understood that they were entitled to 
recover the full amount of the contract, and that had been 
included-in the accounts. The contract concluded last March, 
and they were now negotiating with the Town Council for a 
renewal on the basis of their making that body a considerable 
allowance in regard to the payment due for 1915. when the 
lighting was so very much restricted. They raised prices 
generally for the last half of the year, and this year a further 
increase had been made to meet the heavier costs The net 


result in the revenue account was that Chelmsford, Exmouth, 
and Falmouth showed increased profits; Hitchin, St. Andrews 
and Totnes were practically the same as last vear; while Dal- 
keith, Dollar, Dumbarton, Jedburgh and Melrose showed a 
decrease. At Dumbarton the decrease was nearly £700, due 
to the costs being exceptionally heavy during the transfer of 
the load from their plant to that of the Power Company, they 
having to use both. The change over was now completed, and 
they would therefore only have one set of costs in future. 
The coal market was a very difficult one, and the effect of 
the Coal Prices [imitation Act left much to be desired. At 
Dumbarton, though they had a bulk supply, the price paid by 
them varied according to the price of coal. The new Summer 
Time was making serious inroads into their revenue this 
summer, but they were not yet in a position to say to what 
extent the yearly revenue might suffer. They proposed to pay 2 
per cent. dividend, as against 24 per cent. last year, their policy 
being to let the year's dividend bear part of the reduction in 
profit, and their carry-forward bear the balance. The Chair- 
man referred to the excellent services rendered by the staff 
under war conditions. 


STOCKS AND SHARES. 


TUESDAY EVENING. 

This week two years ago was the first of the long series 
through which the Stock Exchange remained closed. — Its 
doors were shut by the Committee that governs the House, 
not by the Government. The Committee's action was un- 
doubtedly influenced by an appeal from the late Lord 
Rothschild urging this course. Since those far-off days new 
history has been woven in a thousand directions. So far as 
this particular column is concerned, the Stock Exchange has 
emerged from а precarious position on the slopes of panic- 


‘stricken bankruptcy to a condition of safety and stability by 


comparison with what might well have been expected as the 
result of European war upon a scale so unique. 

Electric-lighting shares and Home Railway stocks are still 
for the most part standing at prices lower than those pre- 
valing upon the outbreak of war. The electric-lighting in- 
dustry has suffered blow after blow during the war. Home 
Railway stocks have come down because of the influences 
undermining all securities that lean upon the money market. 
But Underground Electric Railway Income Bonds are two 
or three points higher. "Telegraph issues are better on the 
whole, though Indo-Europeans -form an exception. The 
Eastern group stands substantially better. Marconis also have 
risen. Mexican descriptions are very much lower, and so are 
the British Columbia Electric Railway stocks. 

During the past week the markets have taken on a summer- 
like condition. that all the excellent news from the various 
fronts has failed to energise. Probably the weather plays 
some part in the listlessness; it is hard to arouse enthusiasm - 
over investments what time the thermometer stands 13 points 
above Consols—taking the reading of both in the shade. Live- 
liness characterises the Shipping market, a full-dress gamble 
having sprung up in certain favoured shares. All shipping 
stocks are strong, however, and the speculation might well 
receive a little friendly attention from the Treasury. 

Several more interim dividends are announced by the supply 
companies. The Metropolitan repeats its previous per- 
formance of 2 per cent., and the Chelsea declares 3 per cent. 
against 4 per cent. a year ago. Both the City of London and 
the County of London, it may be recalled, pay the same 
rates of 6 per cent. and 5 per cent. respectively, as they did 
this time last year. County ordinary continue to improve, 
and have gained another 8s. ба. London Electrics also are 
firmer, a rise of 1/16 making them 13. St. James’ and Pall 
Mall are ex their dividend. 

Electric Constructions put on their regular threepence per 
week. Edison and Swan drooped to 9s., but recovered to their 
former price of 9s. 6d. British Westinghouse preference have 
receded 1s. to 50s. 6d. 

The Home Railway market is disposed to droop. Most of 
the Steam stocks are lower. and their example has been fol- 
lowed by those of the Undergrounds. Metropolitans are a 
point down. Districts lost 1, and the Underground Electric 
group is à shade easier, except as regards the shilling shares. 
For this dulness there is no further reason than that afforded 
by the decline in the price of Consols, which is having its 
effect upon all stocks and shares influenced largely by con- 
siderations of the money market. 

The interim dividends are out, and can fairly be regarded 
as satisfactory in every case. They matched anticipation too 
closely, however, for them to bring about, by themselves, 
any particular improvement; and, with nobody anxious to 
deal, quotations have sagged in sympathy with Consols. Even 
the revival of the Channel Tunnel scheme has failed to save 
Southern passenger stocks from pursuing the same track as 
the rest. 

Brazil Tractions are again better at 624, the fraction mark- 
ing the extent of the rise on the week. The Rio exchange 
keeps steadily above 1s. per milreis. Argentines, on the other 
hand, are slightly easier; and Anglo-Argentine Tramways 
second preference shares have lost another 9з. 6d., the price 
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being lowered to 3. As the interim dividend was postponed 
in respect of the last half-year, we have taken out temporarily 
from our columns the yield on the shares. 

_ British Columbia Railway stocks are a little better, follow- 
ing upon the advance of last week; but most of the issues 
connected with Mexico have a very dull appearance, and the 
5 per cent. bonds of the Mexico Trams and the Mexican Light 
and Power Companies are both lower at 40. New York being 
in the midst of a heat wave apparently more severe than our 
own, the Wall Street operators have ceased to take any 
interest in this group, with the result that some of the shares 
in the Latin-Canadian electricity companies have gently 
sagged in price. 

The telegraph list is.a little irregular. Cuba Submarines 
are 15s. up, thanks to a small demand, but otherwise what 
changes have occurred are mostly in the downward direction. 
The Eastern group has gone back a trifle. Great Northerns 
are 10s. lower, Westerns lost &, and West India and Panamas 
1/16, while Anglo-American stocks keep steady. Marconis 
at 34 are easier, but Marconi Marines have risen to 24 on the 
Board of Trade order that all ships over 3,000 tons shall be 
fitted with wireless apparatus. Americans are firm at 18s., 
and Canadians at 118. British Insulated Wires at 12 are 5s. 
higher, repeating their rise of last week. Henleys gained 10s. 
at 16, but India-Rubbers, on the other hand, reacted to 12. 
Callenders preference at 41 are a little easier. 

The Rubber market continues quiet, with business unexcit- 
ing. Another drop in rubber took the price to 2s. 2d. per 1b., 
which is not conducive to immediate bullishness. The shares 
in the group of chemical companies keep exceedingly firm, 
and there has been a fair rally in some of the copper issues, 
ene to another substantial recovery in the price of the 
metal. 


SHARE LIST OF ELEOTRICAL COMPANIES, 


Home Exveorricrry COMPANIES. 

Dividend Price 

— Aug.l, Riseor fall Yield 
1914, 1915. 1916. this week, р.с. 


Charing Cross Ordinary zs 5 6 РА — 618 0 
Chelsea ee ee ee ee б 4 8 = 6 18 4 
City of London .. мА МА 9 8 123 == 6 8 0 
do. do. 6percent. Pref. 6 6 104 — 5 14 8 
County оѓ London FEE ke 1 1 14 +3 6 8 9 
do. 6 per cent. Pret. 6 6 n — 614 8 
Kensington Ordinary .. $m 9 1 — 616 7 
London Electric ..  .. ... 4 8 18 + £5 619 6 
do. do. 6 per cent. Pref. 6 6 af — 618 4 
Metropolitan sk $e ъа 4 8 — 6 6 4 
do. 44 per cent. Pref. 44 8 — ‚ 110 0 
В+. James’ and Pall Mall .. 10 8 5?xd — 619 4 
Bouth London ee oe ee 5 6 ii === 8 18 10 
South Metropolitan Pref, sx 1 1 1 — 6 4 Б 
Westminster Ordinary .. . 9 1 64 — 614 8 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am. 'T'el. Pref. oe ее 6 6 104 ==, 16 5 
до. Def. ee ee 80/- 88/6 23 -— 1 10 9 
Chile Telephone .. гә i 8 8 63xd — 618 5 
Cuba Вор. Ота. .. E Q0 6 6 +? 6 18 
Eastern Extension vs s q 8 1 — * 18 
Eastern Tel. Ord. ee . 4 8 148 —1 *6 7 9 
Globe Tel. and Т. Ord. .. 6° 7 12 — *b 8 8 
Great Northern Tel, .. 92 22 57 — } 617 4 
Indo-European ee ee ee 18 18 48 — 8 13 8 
Marconi  .. oe ee - 10 1) Bà — dh з 4 0 
New York Tel. 44 sts à 44 4 991 — 410 3 
Oriental Telephone Ord. .. 10 10 + А 6 0 0 
United R. Plate Tel. .. ; 8 8 6 - *518 6 
West India and Рап, .. 24 1 — 1 = = 
Home RAILS, 
Central London, Ord. Assented 4 4 14 — 5681 
Metropolitan ee ee ee 1 1 254 —1 8 18 6 
Underground Electric Ordinary Nil Nil " } иф Nil 
ndergroun ectrio Ordinary N = il 
do. do, "A" ., Nil Nil ei t t Nil 
do. do. Income 6 6 90à — à *6 12 10 
Foreian Trams, &oc. 
дасы Вар. брег сезе Era : 6 a — е ; 0 
Anglo-Arg. Trams, First А — 
до. 2nd Рге!.... af Н, 8 — i — 
do. 5 Deb... 5 5 7% — 6 9 0 
Brazil Tractions .. m æ. 4 4 624 + 6 8 0 
Bombay Electric Pref. .. xe 6 6 1Cixd — 614 8 
do. do. Preferred — Nil 42 +3 Nil 
do. ' do. Deferred — Nil 41 +1 Nil 
Mexico Trams 5 per cent. Bonds — 'Ni 40 —1 Nil 
о. 6 percent. Bonds — Nil Bi — Nil 
Mexican Light Common Es Nil Nil 90 - Nil 
do. Pref. ee ee Nil Nu 88 = Nil 
MANUFACTURING COMPANIES, 
Babcock & Wilcox ree ( See |) 8 = 6 0 0 
British Aluminium Ord. Фә б 1 26/- — 65 7 8 
British Insulated Ord. .. . 15 E 13 4^1 7 510 
British Westinghouse Pref. .. 7) #7 50/6 —M- 518 0 
Callenders ee ee ео ое 15 20 19 ваа 8 0 0 
do. 6 Pref. ee ee b 6 -—- i 6 17 8 
Castner-Kellner .. "n - 0 — — 6 6 8 
Edison & Swan, rid pad Qo Ni — 9/6 — Nil 
do. do. fullypaid .. Nil = 13 — Nil 
do. do. 5 percent. Deb. 5 5 67 == 815 8 
Electric Construction .. s 6 Th 16/9 + 8d. 819 9 
Gen. Elec. Pref, ese ee ee 6 6 94 —$ 6 1 6 
Henley ee ee eo ee 90 95 16 — 8 1 8 
do. 43 Pret. ee ee ee 44 4$ 4 — 6 19 6 
India-Rubber ...  ..  .. 10 10 12 -i 8 6 8 
Telegraph Con. ee ee oe 20 90 80 — 23 4 0 


е Dividends paid free of іпсоше. юх, 


MARKET QUOTATIONS. 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, August 2nd. 


f Latest Fortnight's 
CHEM ICALS, &c. Price. Inc. or Deo, 
es ee = 
a Acid, Oxalic .. ee . ee per Ib. 1/8 ee 
a Ammoniac Sal jd es .. рег ton £75 we 
a Ammonia, Muriate (large crystal) Ys £54 eo 
a Bisulphide of Carbon  .. d i £38 Я 
а Borex.. БА a De 45 a £81 £1 iac. 
a Copper Sulphate .. 2 m M Fil T 
а Potash, Chlorate ..  ..  .. рег1Ь. 2/0 
a sd Perchlorate А CHE РЕ 9/- 
a Shellac МЕ E 54 S рег сиё. 98/. - 
a Sulphate of Magnesia... .. per ton £18 EN 
a Sulphur, Sublimed Flowers... А £16 T 
a i Lump... m M S #4212 10 - £1 inc. 
a Soda, Chlorate ..  ..  .. perlb. Ul . | 34. dec. 
a » Crystals ы es „ per ton 120/- T 
a Sodium ichromate, casks ee per lb. ee ee 
METALS, &c. 

с Brass (rolled metal 2 to 12" basis) per lb. 1/23 to 1/8 s 
c 5, Tubes (solid drawn) ET ys 1/23 to 1/8 P» 
c ,», Wire basis ..  ..  .. » 1/8 to mi e. 
c Copper Tubes (solid drawn)  .. j 1/53 to сЕ 
g  » Bars (best selected) .. рег ton £146 T 
g » Sheet ee oe ee Т) £116 К 
Г + „э Rod oe ee oe se ээ £119 me 
а » (Electrolytic) Bars РА 5 #195 £2 inc. 
d » 55 Sheets .. n £143 £1 inc. 
d , НА Rods oe n" £182 £2 inc. 
d ? ” H.C, Wire per lb. 1/84 ad. ine, 
f Ebonite Rod ee ee oe ee »" 8/- ee 
Ё » Sheet ee ee ee » 2/6 ` oe 
n German Silver Wire  .. $e үз 2/8 .. 
А Gutta-percha, fine.. s Ve a 6/10 Р 
А India-rubber, Para fine .. ga ii 2/10 1d. dec. 
i Iron Pig (Cleveland warrants) .. рег оп ` Nom, А 

» Wire, galv. No. 8, P.O. qual. " £86 ig 
g Lead, English Pig .. ae js „ £29 10 5/- ino. 
g Mercury Р - ag .. per bot. £11 16 as 
e Mica (in original cases) small .. per Ib. 64. to 8/- бе 
е » » medium ” 8/6 to 6/- oe 
e SA. » QUÀ large ee »9 16 to 14/- & up. eo 
d Silicium Bronze Wire .. .. per Ib. 1/84 vs 
г Steel, Magnet, in bars .. .. per ton ss 
g Tin, Block (English) ais a » £171 £1to £5 ine, 
n », Wire, Nos. 1 to16 .. es per lb. 2/0 | - 


Quotations supplied by— 


g James & Shakespeare. 
A Edward Till & Co, 


a G. Boor & Co. 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. i Bolling & Lowe. 
e F. Wiggins & Sons. i Richard Johnson & Nephew, Ltd. 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons. 

Telegraph Works Co., Ltd. г W. Е, Dennis & Co, 


Charing Cross, West End and City Electricity Supply Co.. 
I.td.—Interim dividend on the ordinary shares of the West 
End undertakings for the half-year ended June 30th, 1916, at 
the rate of 4 per cent. per annum. "This is the same rate as 
а year ago. 


Blackpool and Fleetwood Tramroad Co.—Interim divi- 
dend at the rate of 4 per cent. per annum (4s. per share), 
free of income tax, on the ordinary shares for the past half- 
year. 


City of London Electric Lighting Co., Ltd.—Interim divi- 
dend at the rate of 6 per cent. per annum (6s. per share), 
less income tax, on the ordinary shares for the past half-year. 
This is the same rate as а year ago. 


Bristol Tramways and Carriage Co., Ltd.—Interim divi- 
dend at the rate of 5 per cent. per annum on the ordinary 
shares for the half-year ended June 30th, 1916. For the cor- 
responding period last year the rate was 4 per cent. 


Cordoba Light, Power and Traction Co., Ltd.—According 
to the Financial Times, the payment of the dividend on the 
preference shares will be postponed for the present. 


Westminster Electric Supply Corporation, Ltd.—Interim 
dividend at the rate of 5 per cent. per annum, less income tax, 
for the half-year to June 30th. 


Chelsea Electricity Supply Co., Ltd.—Interim dividend at 
the rate of 3 per cent. per annum, less tax, on the ordinary 
shares, as compared with 4 per cent. declared at this time last 
year. 


National Boiler and General Insurance Co., Ltd.—Interim 
dividend of 12s. per share, less tax, payable September 1st. 


Vickers, Ltd.—Interim dividend ls. per share, free of 
income tax, on the ordinary shares. 
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METAL MARKET. 


Fluctuations in July. 
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S.A. Institute of Electrical Engineers.—In his valedictory 
address as retiring President, Mr. Bernard Price said that the most 
ambitious undertaking upon which the ‘Institute had yet embarked 
was an investigation of the possible development by electrical 
means of the natural resources of the country. Consideration of 
the establishment of new industries had recently received an added 
stimulus : the war and its effects upon the importation of manu- 
factored articles and commodities to the country had naturally 


directed attention to increased utilisation of local resources, and the . 


Government had appointed an influential Committee to consider the 
whole matter. The formation of the Government Munitions and 
Industries Committee had therefore provided the necessary 
machinery for the assimilation and utilisation of the data and 
information that had been worked up by the Institute's Committee, 
and it was hoped that the report on electrochemical industries, 
which had just been completed and which was already in the hands 
of the Government Committee, would be the means of accelerating 
the establishment, of such industries in the country. The present 
time was particularly opportune, and there was no time to be lost. 
If the British Empire and her Allies were to consolidate the victory 
which they would surely gain over their enemies, at terrible cost, 
it жал imperative that they should organise industry on new lines. 
One most important factor in the problem was the education and 
training of engineers, because the efficiency of the industrial and 
commercial machine must ultimately depend to a very large extent 
upon the skill of those who controlled it. He was very optimistic 

м to the future prosperity of the Institute. Africa was a young 

pne possessing almost infinite possibilities, and electricity had 

m ay an important part in the development of those possibilities. 

must surely be only a matter of time before rapid strides would 

їз балы in the opening up of the vast resources now lying 


PROSPECTS IN SOUTH AFRICA. 


By R. TURNBULL MAWDESLEY. 


JOHANNESBURG, June 23rd, 1916. 
THE following brief article is prompted by the appearance 
in your columns (issue dated May 19th) of an inquiry from 
a correspondent of Dutch nationality regarding the present 
prospects in South Africa for electrical men. Your issue of 
May 19th has only just arrived, and I fear that any informa- 
tion I am able to tender can hardly reach you in time to be of 
any service to your correspondent. However, others may be 
interested in the prevailing conditions along the Reef, and 
in South Africa generally ; and I am giving some general 
information with reference to the prospects for newcomers. 

I ventured to remark in these columns as emphatically as 
possible, some three years ago—at the time of the great 
strike in Johannesburg—that on no account should electrical 
men come to South Africa on speculation, and since that 
period things have not changed. | 

It is to be feared that matters, from the point of view 
of employment, have got rather worse since the outbreak 
of the war. It should be said at once that, although a 
great many men connected with electrical affairs have gone 
to German East Africa with General Smuts, there are 
positively no appointments vacant in consequence. The 
reason for this is not far to seek. No construction work is 
at present going on—partly because of the difficulty in 
getting material from home, and for other reasons equally 
obvious. Even if the sanction of the Minister of Munitions 
is obtained to proceed with work other than munition work, 
it is not to say that, in consequence, Colonial orders сап Бе 
filled with any degree of speed by the manufacturers. It 
will be appreciated, therefore, that where drawing and 
designing office staffs were depleted by men “ joining up” 
no attempt has been made—nor has it been necessary—to 
fill up the openings thus caused. Again, apart from con- 
struction .work, where maintenance and operating staffs 
have been depleted, it has always been possible to fill up 
such vacancies locally so far. 

. The branch offices of the big manufacturers are prac- 
tically at а standstill through the stoppage of all construc- 
tion work, and therefore new-coming engineers, whether 
they be trained commercially, technically, or practically, 
have little chance of securing what I may term a staff 
appointment. There are at present many certificated 
men of undoubted ability working, practically, оп the 
mines at an artisan’s wage : and thm is not an alluring 
prospect for any one who knows what a Rand mine 
electrician, or fitter, is called upon to do. 

In any notes upon electrical matters in South Africa, 
one is forced to keep the Rand in his mind's eye. "This 
is unquestionably the area concerned, as, apart from Cape- 
town, Durban, and one or two other comparatively small 
towns where the municipalities have electric supply under- . 
takings, there is no electrical work at all, if we except the 
small * 'dorps " which possess tiny suction-gas plants with 
a staff of, probably, two white men. South Africans are keen . 
upon saying that there must he a complete abandonment. of 
the foolish and singularly short-sighted attitude in which 
the Rand is regarded as a milch cow for the rest of South 
Africa; but that attitude cannot be abandoned from an 


- electrical view-point. 


If we consider the diamond mines at Kimberley, the gold 
mines on the Reef, and one or two outlying coal mines, we 
have all the industries at once where electricity is applied 
on any great scale. | 

There are no great factories in South Africa which take 
power in bulk, and it follows that the Rand is, to all intents 
and purposes, South Africa, when we speak of electrical 
matters. | 

Now the Victoria Falls and Transvaal Power Co. has a 
recognised &ystem of promotion from the junior ranks, which 
is rigidly adhered to when any opening occurs at the top. 
This forms an undoubted encouragement to the juniors, 
though distinctly hard on a newcomer; and although a 
* new chum” might be fortunate enough to strike a billet, 
either with this great company, or elsewhere, it is to be 
regretted that his chances are distinctly small. "There is, 
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too, a School of Mines and Technology in Johannesburg, 
where students are well grounded, and where encouragement 
is given by the mining houses to Afrikanders to train 
technically and practically in the mining and engineering 
professions. 

All resident engineers on mines must possess the Govern- 
ment certificate of proficiency before they can take absolute 
control. There are two classes of certificate, one for elec- 
trical, and one for mechanical engineers—though either is 


-sufficient. The examination is somewhat similar to that 


for the Associate Membership of the I.E.E. ; but when one 


has grown rusty, it offers some difficulties. An honorary · 
certificate is given to engineers who have been in executive 


positions for a period of not less than three years. 

The Johannesburg municipality has taken steps to pre- 
vent further members of its power-station staff from going 
either overseas, or to G.E.A., and, consequently, there is 
nothing doing in this direction—the present staff having 
grown comparatively old in its service. 

Regarding the actual practical side of the question, it 
should be said that there are no electricians, fitters, or 
mechanics at present unemployed here. The mines offer a 
wide field for practical men, especially armature winders. 
The pay of a mine electrician varies from 18s. 4d. to 25s. 
per day, according to his experience, but the average is 20s. 
per day, with a 48-hour week. 

These figures, when compared with British rates, are 


distinctly misleading. Notwithstanding the improvements | 


in transportation and railways, Johannesburg, and the 
Witwatersrand generally, are still among the most expen- 
sive places in the world in which to live—and this quite 
apart from the more recent increase in the price of com- 
modities owing to the war. It must be remembered that 
Johannesburg (the actual centre of the Reef) is roughly 
1,000 miles from Capetown and 600 from Durban, and 


situated at the top of a mountain range, where it is 


tropically hot in the summer months (October to March) 
and bitingly cold in winter (April to September) ; so that, 
although £6 per week seems a high standard of pay, it is 
not worth more than 50s. per week in Great Britain—in 
fact, a man with 56s. per week at Home is in much the 
better position. — - й 

If, therefore, a man is practical, and satisfied with an 
electrician’s job in the meantime, it might not be a bad 


. * spec " to come to the Rand ; but the cost of living is the 


chief item to be considered. Clothes are very expensive, 
100s. to 200s. being the cost of a suit ; boots are 20s. to 45s., 


and all food and raiment is on an equally high scale. Also - 


house rents are abnormally high, the merest “cottage ” 
being rented at £5 or £6 per month. Railway fares are 
the only cheap thing, and this is necessary owing to the 
long distances between towns in S.A. (the Rand excluded). 
The Witwatersrand Reef, where all the big gold mines are 
situated, runs east and west about 50 miles, from Springs to 
Randfontein, with Johannesburg in the centre; and along 
this Reef are situated a number of towns of more or less 
importance. Of these, Johannesburg, Krugersdorp, and 


. Randfontein (a suburb of Krugersdorp) each have their own 


municipal plant, but the remaining towns are supplied for 
lighting, &c., from the V.F.P. Co. 

In conclusion, it is far front my intention to cast a wet 
blanket on the enthusiasm of any electrical man who 
intends coming here; but, in common fairness, it is 
desirable to say that neither general ability in languages nor 
profession can procure one employment’of a suitable kind 
where none exista. 


THE EMPLOYMENT OF DISABLED SAILORS 


AND SOLDIERS. 
EARLY in the war, the fact that many men who had suffered 
permanent injury in the service of their country would 
return to civil life maimed and unfitted to resume their 
former avocations, and would need assistance to enable 
them to find new occupations, was appreciated by the 
Council of the Institution of Electrical Engineers, which 
accordingly invited employers in the electrical industries 


to take such cases into consideration (Erkc. Rev., June: 


- 25th, 1915). At that time, however, it was found that 


there were very few candidates for employment, the demand 
for them apparently exceeding the supply. І 
Obviously, this happy state of things could not be 
expected to last, and, with a view to forestalling the future, 
a small Committee was formed of members of the Council, 
who took the matter in hand, and accumulated a guarantee 
fund to cover expenses (mainly out of their own pockets), 
The most obvious opening for partially-disabled men in 
electrical work was as switchboard and sub-station 
attendants ; certain physical disabilities, such as the loss 
of an arm or a leg, or one eye, would not seriously diminish 
the efficiency of the men for these purposes, though such 
cases as loss of nerve through shock, &c., were evidently 
unsuitable. The necessity of at least a smattering of 
technical knowledge for the adequate fulfilment of the 
duties of such posts, however, presented a serious obstacle. 
The Committee therefore approached, in the first instance, 
the Education Committee of the London County Council, 
as the Education Authority for London, which suggested 
that the work should be undertaken by the Northampton 
Polytechnic Institute. The co-operation of Dr. К, 
Mullinenx Walmsley, ‘the Principal, was invited, and 


: he undertook, withs. the assistance of the Committee, 


to prepare a scheme for putting the men through à 
short course of training at the Institute; at а meet- 
ing held at the Institution of Electricgl Engineers, on 


SOLDIERS IN THE POWER HOUSE. 


April 7th, at which Dr. Walmsley met the representatives 
of the Councils, it was decided that the work should be put 
in hand. In the first instance the classes were to be of afi 
experimental order, and if successful results were attained, 
the scope of the operations was to be enlarged, and the 
system eventually extended to provincial centres. No fees 
were to be charged for the tuition, but, on the other hand, 


wages were not to be paid to the men during their course, 
the guarantee fund being intended to cover the cost of 


training only, and not to provide for maintenance. 

Mr. F. M. Denton, Associate Head of the Department of 
Electrical Engineering and Applied Physics at the Nor- 
thampton Polytechnic Institute, was present with Dr. 
Walmsley, and the nature of the training to be given 
was outlined. At a meeting on April 27th the matter 
was further discussed, and it was agreed to proceed with 
the organisation of training classes. | 

Accordingly, Dr. Walmsley obtained introductions from 
Sir Alfred Keogh, K.C.B., Director-General of the Army 
Medical Service, to the officers in command of six military 
hospitals in the metropolitan area, and, with Mr. Denton, 
visited the hospitals with a view to obtaining pupils ; but at 
this stage a remarkable series of difficulties arose, differing 
in character at each hospital, for some readily afforded facili- 
ties which others could not accord, and vice versa. Hu 
came about that though all was ready at the Institute іп Apt", 
a start could not be made with the first contingent of men 
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until June 26th. One great difficulty, which might have 
been fatal to the scheme, was that of providing for the 
maintenance and travelling expenses of the men during their 
course of training ; this was only overcome by the aid of 
the Disabled Soldiers’ Aid Committee, of 40, Ebury Street, 
S.W., whose work has been beyond praise. The Committee 


undertook to defray the travelling expenses and the cost ` 


of dinners for those men whom it had been instrumental in 
sending to the classes. The first class numbered 14, of 
whom only 5 were derived from the hospitals, the D.S.A. 
Committee sending the rest. Accommodation was provided 
by the Institute for 20 men. The personal services of 
Mr. G. R. Buckley and Mr. R. Cunliffe are described by 
Dr. Walmsley as invaluable, and Mr. Buckley further 
encouraged the men by offering substantial prizes for com- 
petition to the first class, which closed in July, and to 
the second, which is now in training. 

Perhaps the most serious difficulty met with in forming 
the classes was one to which we wish to draw particular 
attention, a8 to our mind it reflects the greatest discredit upon 
the Government department which is charged with the duty 
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pensation in a Court of Law. Surely a man who has 
voluntarily risked his life and lost a limb has a far higher 
claim for compensation than one who has merely met with 
an accident! Fortunately, this subject has been vigorously 
taken up in the daily Press, with the redoubtable assistance of 
Sir Frederick Milner (whose health unfortunately has broken 
down completely under the strain of his arduous labours), 
and we hope that public opinion will soon compel the 
Government to abandon the paltry policy of chaffering and 
cheeseparing with the nation’s defenders. 

"The course is laid out for a period of four weeks’ training, 
from 9 to 12 and 1 to 4 daily, five days a week, making a 
total of 120 hours. The first class, attended from June 
26th to July 21st, numbered 14 ; three men failed to come 
up to the standard tentatively set up, but 11 were passed 
as eligible for employment. The men were found to be, as 
a rule, excellent learners, interested in the work and readily 
picking up the novel ideas that were put before them. 
More applications were received from supply authorities 
than could be filled ; the County of London Co. asked for 
two and took four, who were not able to leave London, and 
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DISABLED SOLDIERS AT WORK IN THE LABORATORY OF THE NORTHAMPTON POLYTECHNIC INSTITUTE. 


of allocating pensions to our disabled heroes—men whom 
it should be our pride and boast to protect from injustice 


and oppression, and to compensate with generosity, and by 


every Means in our power, for the voluntary sacrifice which 
they had made for their Motherland. Far from adopting 
this view, it is the practice of the Government to hale each 
man before a Medical Board, which appraises the net value 
of his earning power, and deducts it from his pension. For 
example, it is reported that a man who had lost a limb, and was 
receiving a pension of 25s. a week, was held to be capable 
of earning about 158. a week, and his pension was reduced 
V 10s. 6d. a week. Could anything be more monstrous 
than this iniquitous procedure, by which men are provided 
with direct, incentives to malingering and idleness? The 
fac that a man, though partially crippled, is likely to be 
able to earn wages does not in the least affect his undoubted 


Tight to the fullest possible compensation for the injury . 


suffered in the service of his country, and in this connection 
ме may point out that a workman injured in the course of 
в employment is entitled to recover substantial com- 


` 


inquiries were received from Edinburgh, Manchester, New- 
castle (3), Nottingham, South Wales (4), Cleveland and 
Durham (3), and a private firm. The Institute recommends 
the men for a month's probation, with wages, on the jobs 
where they will be employed, and urges that the full normal 
rate of wages shall be paid to a man who performs the whole 
of the duties usually attached to his post. 

The second course started on July 17th with 20 men, and 
applications for men have been received from the L. & N. W. 
Ry. Co. and from Salford, Tynemouth, Liverpool, Leeds, 
Birmingham, Blackburn, Woking, &c.~ The Committee has 
decided that after the second course has been completed, 
the scheme shall be suspended for a month or two, to see how 
the first two squads of men get on in their jobs ; a meeting 
will be held in September at which the whole position will 
be reviewed, and if the results are found satisfactory, arrange- 
ments will be made to resume the courses in October at the 
Northampton Institute, and, if possible, to start provincial 
courses. 

The system of training to be adopted presented an entirely 
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new problem, as regards both the subjects and the objects of 
the training, but Mr. Denton has laid out a course of in- 
struction, approved by the Committee, which appears to be 
admirably adapted to its purpose. The course includes a 
series of five or six lectures, or, rather, demonstrations, lasting 
about one-and-a-half hours each, on elementary facts regard- 
ing electro-technology. "The men are required to make notes 
(quite the most difficult part of the system to them, but soon 
mastered) and are encouraged to ask questions, and after 
each lecture they write out their notes, whilst the instructor 
discusses and explains the various points to them indi- 
vidually. Practical laboratory work with simple apparatus 
follows, bearing as far as possible upon the future occu- 
pations of the men; for this purpose they are paired off 
in groups, with an eye to the desirability of -associating а 
man who has a right arm with a mate who has a left—a 
consideration that touches one's heart, but which ће men, 
fortunately, regard as a matter for jocularity. 

Simple experiments on heat and thermometry are carried 
out, and the men make a buzzer, wind a model D.C. and 
А.С. armature, and make up an elementary transformer—all 
actually working models, most ingeniously contrived to 
exhibit with the least expenditure of labour and material 
the utilisation of the great fundamental principles. 

To familiarise the pupils with electrical machinery, they 
are divided into"groups of not more than four, each of 


which is provided with a demonstrator, and spends. say, au. 


hour in examining a motor or switchboard, the demonstrator 
answering questions and explaining the use and purpose of 
each part of the apparatus. Actual workshop practice is 
also taught as far as possible in the time available, such 
operations as soldering, jointing wire and cable, vice work, 
and the use of simple hand-tools being dealt with. 
Elementary testing is included in the course. No better 
choice of a ‘teaching institution could be made, for the 
Northampton Polytechnic Iustitute is specially equipped 
for training men in station work ; we have described and 
illustrated the excellent modern plant installed in the elec- 
trical engineering department (ELEC. Rev., October 21st, 
1910, p. 665), which includes p.c. and А.С. generating and 
transforming plant, switchgear of the flat-board and cellular 
types, with remote-control and bench-control boards, &c., 
expressly laid out.to represent current practice. Thus the 
pupils are enabled to handle apparatüs of type similar to 
that which they will meet with later, and are taught some- 
thing of the methods of synchronising and paralleling 
machines, regulating the voltage, &c. If the system of in- 
struction that is under trial does not prove successful at this 
Institute, it is safe to say that it will not succeed anywhere. 
Lastly, through the kindness of the County of London Elec- 
tric Supply Co., the men are allowed to visit the company’s 
City Road generating station and certain sub-stations : in 
this part of the work. Mr. Dallas has rendered invaluable 
assistance by making the necessary arrangements. On the 
occasion of these visits the station staffs carry out various 
routine and; special operations for the instruction of the men. 
As а mark of the high esteem, in which the work is held, 
we may mention that H.H. Princess Marie Louise, who is 
the president of the Disabled Soldiers’ Aid Committee, is 
abont to visit the Institute, to see the scheme in operation. 
In conclusion, we wish to thank Mr. С. P. Sparks, 
chairman of the I.E. E. Committee, Dr. Walmsley, and Mr. 
Denton, for affording us facilities to describe the. working 
of this excellent project. The energy and enthusiasm with 
which they have devoted themselves to perfecting the organ- 
isation and carrying it into practice, command our admira- 


. tion, and, we hope, will compel success.. We may add 


that one factor necessary to success, which is beyond the 
control of these gentlemen, is the central-station manager's 
goodwill; without this, the system could not be given a 
fair trial. But we are certain, and indeed the proofs are 
already forthcoming, that this factor will not be lacking ; 
and we are sure that engineers and managers will afford the 
men thus partially trained every opportunity to acquire 
further knowledge and skill in carrying out their duties, 
even though at first their patience may be tried by the un- 
avoidable inexperience of their new hands. For have not 
these men risked their lives on our behalf ? ^** Greater love 
hath no man than this"—let us show them that we are 
indeed their friends. 


THE CHOICE OF CONTINUOUS-CURRENT 
MOTOR-CONTROL APPARATUS. 


By W. PERREN MAYCOCK, M.I.E.E. 


WHEN first investigated, there would appear to be a needless and 
somewhat bewildering variety of apparatus for the control of 
motors. but this impression is dispelled when we approach the ` 
subject from “ outside," so to speak, and consider, first, what the 
motor has to do; and, secondly, what is the most desirable method 
of operating it. 

If, starting on this plan, we take the simplest cases and lowest 
powers first, and proceed step by step to the more complicated cases, 
it will be found that the methods and apparatus sort themselves out 
into more or less definite groups. "OS. 

The consideration of matters from this point of view could 
obviously be detailed at some length, particularly as regards the 
various tests to be undergone, and the details of construction and 
mounting ; but we must certainly leave these unconsidered, and 
other omissions must be excused. 

When any given elertrie drive is to be considered, the Motor 
comes first. the Method of Control next, and the Control Apparatus 
last. Thus the type of motor and method of control lead up to the 
choice of control apparatus, but cost often determines the method. 
and very frequently the actual make of apparatus also. | 

« The points to be considered may be tabulated as follows ;:— 


^ MUTOR. - 


(Tsh)  Shunt. 
Type (T) l (Tse) Series. 
(Te) Compound. 
(BD ЕЕ (say up to 1 H.P.). 
] Low (say up to 10 H.P.). 
Power (P) (Pm) Medium (say up to 100 Н.Р.). 
(Ph) High (say above 100 H.P.). 


METHOD OF CONTROL. 


f (Ms) Starting only (&). 
| (Msr) Starting (s) and speed regulating (r). 
Motion (М) + (Msv) Starting (s) and reversing (v). 
|(Msrv) Starting (s), speed-regulatihg (r) and 
1 reversing (v). B 
Inching (i) can be combined with any of 
the above. cO 


[ (Oh) By hand simply. 
, (Ohd). By hand, with one ог more 
i | distant stop-buttons. 
(Ohs) By hand, with slow-motion 
Hand (h) or slow-acting gear. 
Y (Ohsd) By hand, with slow-motion 
^ or:slow-acting gear, and 
with one or more stop- 
Operation (О) 1 \ buttons. 
(Osab) By pressing one or more 
eek ? (0 yB ооа aater 
DE . samc) By operating a T- 
х matic (ка). я | 


(Osar) Ву pulling a rope or chain. 
(Oaf) Float operation. | 
Automatic (а) | (Oal) Lever operation. 
(Oap) Pressure operation. 
- (DP) Fuses. 


Devices (D) | (Deb) Circuit-breaker. 
for | (Dnv)  No-voltage release. 
protection, | (Dnvol) No-voltaye and overload release. 
&c. ‚ (Db) Braking. 
| (Dss) | Speed-setting (for machine tools, &c.). 


The above tabulation may be used in two ways, first, for indi- 
cating the whole requirements of a given motor application ; and, 
secondly, for showing the character of a given control apparatus 
only. 
га an example of the first use, let us suppose that the motor is 
to be series-wound., that it is of 50 H.P., that it is to be regulable as 
regards speed and reversible, that it is to be operated by a master 
controller. and that the control apparatus is to have a no-voltage 
and overload release. 

These various requirements may then be summed up as :— 

Tse, Pm, Msrv, Osame, Dnvol. M 

This gives, in a very concise form, the main information ш 
respect of type (T), power (P), motion (M), operation (О), and 
devices for protection, &c. (D). | ] 

In using the tabulation in the second way mentioned above, VIz., 
for indicating the character of a given control, it is clearly not 
always necessary to give the T and P descriptions. : 

It is conceivable that some such tabulation would be useful 1D 
practice when all sorts of motor work have repeatedly to be dealt 
with. 


a 
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Map of Russia.— Messrs. R. Martens & Co., Ltd., of 


` 149, Leadenhall Street. E.C., shippers and mercantile engineers, 


who have branches in seven principal cities of Russia, have 1850 

a large economic map of Russia which should prove useful to 
traders who are interested in the cultivation of closer trading 
relations between this country and Russia. 
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SOUTH AFRICAN MUNICIPAL ELECTRIC SUPPLY STATISTICS. 


Tag following data relating to South African municipal electricity supply undertakings appeared in а recent issue of the South African 
Mining Journal :— 


: eS 
oF И є. = д PR ЕА È 
to : a bo 
$ | 8 5р M: T КЕ НЕ: 35 БВ | SE 
Town. t 5 E E а 52 ё в Е 3. | 38 
BE 25 Е Tr j 5 ocx:3 0 42] d 8j | 3i 
g = 5 92 STE E s 84 аы зЁ 
ё | 8 Eg ЁЗ TE Я as | 38 5 zi | 28 
i North .. | Water -— 480—510 230 & 160 | D.C. | Under M 65 60,000 80 250 
nds j ©$% ^. | Bulk — 3,000 200& 346 | A.C. 25 ' Both 450 350 -— 259 924. 
Bloemfontein e. | Steam | Yes |7 2,000 347 & 200 | А.С. 50 Both 1,700 | ^ 458 1,430,000 471. 1.400 
Boksbarg . | Bulk — 2.100 230 | A.C Both 400 400 370,000 450 740 
WAYO coo eee — — — — — | -—- == = = F s 
pa Town "S | Steam | Yes | 475 & 2,200 | 440&220 | А.С. & D.C. ` Both 2.6025 | 1.984 5.031,716 | 1,675 | 2,772 
Ceres ... xus ... Water — 110 110 | D.C Over 35 30 4,200 100 75 
JDundee ... oo. , Steam | No 220 210—-200 ' D.C. ; Both 100 60 — 47 200 
| 600, 2,750 | 55 k | 4.05 2 13,752,000 | 2.162 | 6,487 
Durban iss .. | Steam | Yes 6,600, 2,750 550, 100, & | А.С. & D.C. | Both 8,050 4,200 , ’ ғ , 
| & 550 200 A.C., | 
i 500 D.C. " _ 
East London .. | Steam | Yes 2.200 & 550 110 & 550 | А.С. 50 & D.C. | Both 950 1,000 1,355,627 246 1,475 
iston es eee Bulk жш RES T Е co m Р ч. Ed == 
ни .. ee | Steam | No 220 200 | D.C. Over 136 55 48,000 72 143 
Harrismith ... — ... | Steam | No 2.100 200 | A.C. 50 Under 185 70 102,975 98 | 298 
Heilbron = ... e. | Steam | No 250 230 | D.C. Over 50 25 56,821 50 130 
& Gas | 
Johannesburg e. | Steam | Yes 500— -600 200 & 400 | D.C. & А.С. 50| Both 13.750 9.700 | 20,551,894 7,000 | 12,300 
460—480 500—600 i 
{ 3,000—3,300 |  460-—480 | 
Kalk Bay eeo eee | Steam | Yes 3,300 190—110 | A.c. 50 Both 300 200 — 284 203 
dKimberley ... . | Bulk -— 0,000 220 | a.c. 50 Both -—— — 838,742 191 1,078 
King William's Town | Steam | Yes 2,200 220—225 | А.С. 50 Both 200 101 135,374 286 502 
Klerksdorp ... “vee | Gas — 500 23a & 160 | D.C. Over 70 БО 84,000 104 200 
Kroonstad ... e. | Steam | No 250 230 | D.C. Both 180 120 394,500 115 413 
Krugeradorp ..| Steam | Yes 180 460 ! D.C. Both 150 340 7 55,340 315 825 
Ledysmith ... ... | Steam | No 220 220 | D.C. | Over 250 | 600 amp 269,597 162 210 
dNewcastle ... eo. | Steam | No 550 250 | D.C Over 78 65 2,000 300 175 
Oudtshoorn ... А Oil — 440—480 220—210 | D.C | Both 180 280 127,127 258 414 
Parys... — e. | Water — 460 230 | D.C. Over 30 | 40 amp — 100 57 
Pietermaritzburg ... | Steam | Yes | 2,0506 550 | 20046550 1р.С.& А.С. 100! Both 1,550 700 1,492,981 470 | 1,720 
Port Elizabeth see | Steam | Yes 250 250 & 500 | D.C Both 1,200 812 -— 715 | 1,688 
Potchefstroom vee | Steam | Yes 250 & 500 240 &480 | D.C Over 150 65 108,596 120 304 
Pretoria — «ws — .. | Steam | Yes 550 |  250&500 | D.C ' Both 3,300 | 2,000 | 4,273,000 | 1,470 | 3,500 
Queenstown ... .. | Oil = 230 & 460 220 & 410 | D.C. Both 110 230 80,000 |, 240 364 
eRoodepoort... - | Bulk 3,300 400 & 230 | A.c. 50 | Over | 180 150 96,000 400 479 
Salisbury .... .. ; Oil — 460 220& 140 | D.C: ' Both 200 | 100 — 103 300 
Springs "S i | Bulk — — — — | ay | "e к ы | -— e= 
fStanderton... ^ ... | Steam | No 240 230 | D.C | Over 75 50 -— 150 144 
Uitenhage ... ... | Gas = 140 220 | D.C Both 270| — = 296 | 180 
Wynberg |... .. | Buik ass 3,000 220 | A.C. 50 | Both | 250 150 = се 318 


a Combined electric and water schemes. 
ò Current purchased in bulk from De Beers Consolidated Mines. 
¢ Electric light and water supplied by Bulawayo Waterworks 


Co., Ltd. 


d Supplied by Messrs, E. H. Gellender & Co., Ltd. . 
e Current supplied by Victoria Falls & Transvaal Power Co., Ltd. 
f Plant installed in March, 1413. ; 


g Current supplied by South African Railways. 


А REPORT on the tradin 
Commissioner has just 


(Cd. 8,270. 


Price 3d. Wyman & Sons). 


TRADE OF CANADA. 


position in Canada by H.M. Trade 
een issued by the Board of Trade 
An extract is given 


below of such portions of the report as will be of interest to 
the electrical and allied trades :— : 

Encouraging Outlook.—Since December, 1914, orders from 
the Allies to Canadian manufacturers have continually in- 
creased, and, as reflected in the trade returns, there resulted 
a trading balance of exports over imports of over $200,000,000 


To 


in favour of the Dominion for the calendar year 1915. 
realise the full meaning of this balance, one must remember 
that, until 1915, Canada had not experienced for many 
years a balance in her favour on a complete year's trading. 

Apart, however, from their intrinsic value, the orders for 
munitions and equipment have been of great educative value 
to the Dominion, and now she has a very considerable body 
of persons skilled in the use of machinery and in the manu- 
facture of many articles which, but for the war, might never 
have been manufactured in Canada at all. The result, from 
this point of view alone, bids fair to be of the greatest value 
to the country in its future industrial development. 

For the coming year, 1916, Canada offers an exceptionally 
stong and temptin market to those firms who are in a 
Position to offer and supply commodities which she is pre- 
Pared to purchase. In short, as a consequence of greatly 
mereg returns from agriculture, mining, fisheries and in- 
dustries in 1915, she is now a buyer of greater potential 
&rength than she has been for years past. It is, therefore, 
all the more regrettable tbat British manufacturers, who 
have experienced poor trade during recent years, will be less 
able than ever to secure a share of her increased orders on 
acount of inability to make deliveries. 

оротів of manufactures of metal and machinery from the 
United Kingdom fell very seriously in 1915. The British posi- 
tion has been weak owing to the competition from the United 
States, and, for the period under review, as a result of the 


demands made at home on the United Kingdom manufac- 
turer, a substantial decrease could hardly be avoided. The 
percentage of imports from the United Kingdom in 1915 (7.7) 
showed a relative loss of position of 50 per cent. in com- 
parison with 1913 (15.3 per cent.). 

Many municipalities will ask their ratepayers early in 1916 
to vote upon the question as to whether they will take part 
in the proposed scheme of electric radio railways in Ontario. 
The municipalities agreeing to do so will. operate the 
railways and the Ontario Hydro-Electric Commission will 
supply the power. The coming year should witness some- 
thing definite in regard to this scheme. 

The Ontario Hydro-Electric Commission will probably be 
for some time to come one of the largest purchasers in this 
market for motors, copper wire, insulators, sluice gates, 
generators, and power plant generally, and it would be advis- 


. able for the Canadian representatives of United Kingdom 


РА 


firms to keep in close touch with the Commissioner’s offices. 

Preference and its Effect.—The preferential duties accorded 
to United Kingdom goods. entering Canada may be taken as 
an expression of the desire of the Canadian Government and 

cople to give some assistance to the United Kingdom manu- 
acturer, and they have actually been of some service in the 
desired direction. In practice, however, it has been found 
that the preference has not operated to an extent nearly as 
much as was anticipated at the time of its introduction. 

In the quinquennial period 1901-1905, the average amount 
o: duty per centum on dutiable goods coming from the 
United Kingdom was less than that on dutiable goods coming 
from the United States, but for the later periods the Unite 
Kingdom goods have paid the greater percentage duty. The 
explanation is that lower duties are payable on entry into 
Canada on the articles which form the staple trade of the 
United States with Canada, than on those articles which 
form the staple trade of the Unjted Kingdom with the Domi- 
nion. For example, the average ad val. rate of duty paid on 
manufactures of iron and steel is about 21: per cent., whereas 
the average ad val. rate of duty paid on manufactures of. 
wool is about 29 per cent. 


Ра 
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The operation of the Duinping Clause in the Canadian Tariff 
js not in sympathy with the preferential duties granted to 
United Kingdom goods. The Special Duty under this Clause 
protects only the Canadian home manufacturer. 

United Kingdom trade umo little from the preferential 
rate of duty on the vdlue of packages or coverings, as United 
States traders rail goods cheaply crated and, on_ occasion, 
without any crate or case whatever. It gains nothing from 
the provision, under the Customs Act, that duties: generally 
shall not be charged on less than the invoice value in the 
case of goods sold to persons in Canada prior to their importa- 
tion into Canada. Probably the larger proportion of United 
Kingdom goods are sold under these conditions. But, while 
Canadian firms with capital are able to purchase and import 
direct as purchasers (although the goods may actually be 
sold prior to shipment), and can thus pass the goods through 
the Customs on ' domestic value " without question, when- 
ever a firm acts as " an agent " and sells on commission, the 
price to the Canadian buyer necessarily includes the “ agent’ S 
commission," on which duty is also levied. 

Branches from the Stales.—The opening of branch works by 


the United States manufacturer across the border is a notice- : 


able feature in the industrial life of Canada. The importance 
of the operations carried on by these branches naturallv 
enough varies considerably, for while some branches are en- 

gaged largely in assembling plant, others carry on a genuine 
шапшып business, and many manufacture a portion of 
an atticle in their Canadian works, and utilise imported parts 
for completing the article. The latest particulars indicate 
that the number of United States branch works established, 
and in operation, in Canada is about 409, of which 329 are 
situated m Ontario. 

The ease with which a branch of a United States works 
can be established, maintained, and controlled from the parent 
works is, no doubt, one of the reasons for so many Беше 
established in Canada, and avoiding, by so doing, many {аги 
and transportation problems. It has been advocated that 
British concerns should act in the same manner, and though 
one or two have done so, the difficulties are so considerable 
that it is unlikely that тапу United Kingdom firms will 
endeavour to establish branch works in the Dominion. The 
expenses incidental to (1) ascertaining the probable success 
of the venture, (2) acquiring a suitable site for a factory, and 
(3) selecting inachinery and equipment suitable to local power 
conditions and the class of labour available, are infinitely 
greater to a British concern than to an American; whilst the 
system used, the class of mnanufacture, the labour to be ‘em- 
ployed, and even the management, are all foreign to British 
ideas and methods. 
so simple and easy to those who have not given close con- 
sideration to it, bristles with difficulties. 

German Penetration —German methods of investigating ` 
market challenge comparison. with British methods, and the 
comparison appears to indicate that the science of. conimercial 
penetration has not received in the past the same attention 
in the United Kingdom as m Germany. 

One is perfectly familiar with reiterated advice to the 
British manufacturer to send travellers, and vet more travel- 
lers, into the Canadian market, and to publish catalogues 
in the currency of Canada, but it is clear that such advice 
is of little service unless accompanied with the necessar; 
information as to the particular articles required by the 
market, and the communication of this information to those 
British 1nanufacturers who are in a position to satisfy such 
requirements. In some such way only is it possible for 
British firms to judge whether an adequate return for the 
expense of sending travellers, and compiling catalogues iti 
accordance with Canadian requirements, would ensue 

The German manufacturer appears to have had this advice 
and has attained a measure of success, as judged by the trade 
returns. It is clear that the considerable and carefully- 
trained German Consular service in Canada. coupled with a 
scientifically-conducted іле опе system in Germany itself, 
are responsible for the high average results which have been 
secured by those German manufacturers who have decided 
to establish export trade relations with the’ Dominion. 

An actual ease of the working of the German system will 
illustrate its efficacy. Two voung Germans came to Montreal 
in the fall of -1912 to introduce a line of goods, and took a 
small office: neither had been to Canada before, but they had 
received advice that there would be a market for certain 
classes of articles. They worked hard for eighteen months. 
and at the end of that time had built up a considerable and 
profitable connection. When asked as to the reason of their 
suecess, they explained that they had come to Montreal 
equipped with information as to:— 

Likely buyers in Montreal, Toronto, and other towns in 
the neighbourhood. | 

2. The financial standing of such firms, and the names of 
men employed by these firms upon whom it was advisable 
to call. . 

З. The articles of Canadian or оге manufacture that 
tbey would have to meet in competition, and the prices of 
such articles. And, ‘ 

4. The customary terms of credit: prevailing. . 

AM this information Had ween available to them in Ger- 
тапу before they set out for Canada. Moreover, they were 
guaranteed sufficient living and office expenses, they knew 
that the principals whom they represented were well poste ‘das 
to the details cof todo, such as the preparing of invoices, 


The whole subject, which is apparently ` 


declarations, &c., 
requirements. 
There are no ums whatever for believing that the aver- 


dn accordance with the Canadian Customs 


.age German manufacturer is more intelligently active in 


obtaining information as to the overseas prospects for his 
goods than the average British manufacturer, and one is 
forced to the conclusion that the German Governinent had a 
highly efficient organisation for conveying this information 
to such firms as could turn it to the best advantage. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED). 


Cen piled expressly for this journal by Messrs. .W. P. Trompson & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1916. 


10,008. 
July 17th. 

10,016. “ Interrupters or Pd break devices for magneto ignidon in 
internal-combustion engines.’ . Rosso. July ]?th. 

10,029. ** Electric же R lamps." J. hé Mrek. July 17th, 

10.036. “ Electrically-driven vibratory apparatus," F. б. Bett X Sreruins 
TELEPHONE AND Ecectric Co., Lro. July 17th. Y 


* Method of producing high-frequency oscillations." T. CHORTIK. 


10,047. *'' Mirror reflector to be applied to electrical generating apparatus 
for inspection purposes." W. E. Line. July ЈКП. 
10,070. *'* Electric-cable junction or terminal boxes or apparatus." Britis 


July 18th. 
July 18th. А 
Franks, А. E. Reao 5 


INSULATED AND Hetspy Castes, Lrp., & C. VENTER. 
10,072, “ Electric fuses or cut-outs.” L. Newitr. 
10,088. “ Electric switches." М. Brooks, J. E. 

WansatL Harpware МАХСБАСТСВІХС Co. July 18th, 
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THE DEVELOPMENT OF A 
NATIONAL POLICY. 


BRITISH educa has every reason to be satisfied 
with the House of Commons discussion on the reso- 
lutions of the Paris Economic Conference of the 
Allies. The Prime Minister asked the House and 
the nation to “ envisage the new conditions 
of a. world-wide problem ” and to take part in secur- 
ing for the future true, well-grounded, and lasting 
economic independence, as well as protection 
against the possibility of military domination. We 
need hardly urge those who are interested in future 
trade and industrial policy to read the full reports 
of the debate from beginning to end; they will 
probably have done that already. The Premier ex- 


' plained that three of the most important resolutions 


were drafted by Mr. Runciman, the President of 


.the Board of Trade, were approved by Mr. Bonar - 


Law, the Colonial Secretary, and were heartily 
agreed to by the Australian and Canadian states- 
men who attended the Conference. Together with 
the other resolutions in the series, they were unani- 
mously and unhesitatingly accepted by the whole 
of the Allied representatives, and finally they have 
been formally and publicly adopted by both the 
French and the British Governments. Credit should 
be given ungrudgingly to Mr. Runciman for reflect- 
ing in those three resolutions our determination 
to refuse to grant most-favoured-nation treatment 
to any of the Enemy Powers for a term of years, 
thus ensuring the freedom of the Allies to make 
such commercial agreements between them, or with 
neutrals, as they may please; our determination to 
protect ourselves against dumping or unfair compe- 
tition; and our intention to adopt measures to 
render the Allies independent of enemy countries 
as regards essential industries. But while credit 
should be accorded to Mr. Runciman, we would not 


: be slow to acknowledge the very definite progress 


made by the Premier himself. His historic speeches 
delivered on great occasions since the outbreak of 
war have left no room for doubt as to the Allies’ 


intention to crush the power of Prussian militar- 


ism. In his Economic speech of August 2nd, 1916, 
he was equally plain in expressing the fixed deter- 
mination of the Allies, and therefore of the British 
Government, to guarantee our industries and trade 
against the penetrative machinations of Germany, 
and to work out a policy of common action which 
will ensure the stability of our industry and finance. 
From the intentions expressed in this speech there, 
can be no turning back—nor will there be any such 
desire, for the great body of national opiniom is 
behind the Coalition Government in this matter, 
and those who elect to parade under the banner of 
Simon, Snowden, and company will have many spec- 
tators but few followers. Our accepted epithets in 
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regard to the enemy become stronger as each suc- 
cessive act of inhumanity puts him further beyond 
the pale of Christian civilisation. ‘‘ Barbarian ” 
was good enough for most of us a short time ago; 
now we are unhesitatingly agreeing that. ‘‘ Beast ”’ 
is the more appropriate. Whining by the Beast 
itself, or solicitations on its behalf, will not avail; 


no quarter can be allowed if the Freedom of the - 


People is to be preserved. Mr. Asquith seems to 
have received convincing information respecting the 
preparations that the enemy is making for impeding 
the industrial and commercial recovery of the 
Allies, for attacking Allied markets, and for a 
vigorous and, if possible, victorious competition in 
neutral markets. In possession of this informa- 
tion, and backed by the strong convictions of his 
colleagues and those of the nation generally, John 
Bull throws back his shoulders, clenches his teeth, 
and is unalterably determined that Яп as far as it is 
possible for him to prepare against all this he will 
be ready. His strong hand is ready to enter into 
action; we have to see to it betimes that the weapon 
is there, else it may be too late. This is how we 
interpret the attitude of mind to which the Govern- 
ment has arrived. But the debate was not only 
acceptable because it contained the Premier's defi- 
nite interpretation of the Cabinet view. It is im- 
portant because it drew from all sides of the House 
confessions, if we may use the word, that ‘‘ the war 
had altered everything,” and that they were '' pre- 
pared to alter their opinions and methods "; that 
Shibboleths which were useful and even sincere 
before the war were among the '' everything " thus 
inevitably altered. As we have suggested already 
on several occasions, the old fiscal controversy 
should be considered buried; we shall all live in an 
altered world, and through a long period of recon- 
‘struction, rehabilitation, and strengthening opera- 
‘tions, and in those years of regulation of inter- 
Allied economic relationships, pettifogging discus. 
sions as to Free Trade v. Protection must be re- 
garded as more or less pre-historic. The Allies 
have got to protect themselves against their 
enemies, We have recorded during the past two 
years all the various measures that have been taken 
to deal with enemy trading, and to clear out as far 
as practicable the very roots of Teutonic influence 
where it has cumbered British ground; also the 
efforts of the Board of Trade and the. appointments 
of committees relating to the utilisation of Empire 
resources, to scientific and industrial research, to 
finance, and so forth. All of these matters were 
briefly reviewed by the Prime Minister in his sum- 
mary of the steps leading up to the Economic Con- 
ference and the Governmental approval of its policy. 
There are to follow the efforts of the Conference, 
and of all these committees and Government de- 
partments, conferences at which the representatives 


of the Dominions and India will go into the whole . 


question of the Empire's trade policy considered in 
the light of the Paris resolutions. Mr. Bonar Law, 
in the course of his gentle handling of Sir J. Simon, 
gave it as his belief that the probable effect of. a 
tariff on the future position was greatly exaggerated 
by both parties in fiscal controversies, and we be- 
lieve that most of our readers who endeavour to 
‘envisage . 
wide problem," and who remember the vast num- 
ber of questions that there are involved in this great 
problem, will be strongly inclined to agree with him 
that the whole matter ''is really a question of 
organisation more than of the method by which 
you are to carry out that organisation." 

Ever since, owing to the stoppage of German 
supplies by our blockade, the importance of our 
manufacturers launching out upon new. industries 
became recognised, there has been something akin 
to nervousness among our firms and financiers as 
to whether capital laid out upon such industrial 


the new conditions of а world- - 


developments during the war would have to be 
sacrificed after the cessation of hostilities-owing to 
weak policy of the Government of the day. Mr. 
Asquith, by his latest declaration, is a determined 
anti-dumper, and will brook no unfair competition 
from the enemy. Here then, unless he should even- 
tually let the manufacturer down in a most unworthy 
manner—which we do not think he would do if he 
could, nor could he if he would against so strong a 
national feeling—is something in the nature of an 
assurance such as industry hes asked for for two 
years. We endorse the opinion of Sir J. Randles 
that Mr. Asquith's statement would assure those 
engaged in British industries that they could with 
safety undertake developments and prepare for an 
increased production of goods for sale abroad. We 
hear many things, about which we are not permitted 
to write, proving that in a number of departments 
of electrical and allied activity our manufacturers 
are by no means neglecting the present opportunity, 
but we may be pretty sure that as the feeling of 
future security grows upon our industrial authorities 
they will be encouraged to take in hand many new 
lines, previously regarded as enemy preserves, and 
to complete their schemes and organisations for 
increased productivity for both home and export 
consumption. | 


RATHER more interest has been 
centred on-the position of pig lead 
lately, while the market, after some 
further weakening, has experienced a remewed up- 
ward movement. Prices fluctuated ‘considerably 
within the last few weeks. Towards the end of last 
month the tendency was affected by the efforts made 
by the authorities to keep down prices, although 
the sales of controlled lead were of an intermittent 
character. Offers from that quarter having for a 
time practically subsided, the general tendency im- 
proved with decidedly more interest displayed by 
consumers in all positions. The improvement from 
the lowest represents about 20s. to 30s. a ton. 
Prices dropped at one period to about £27 Ios. for 
early shipment, recovering to about £29. The dis- 
count on forward metal, which had increased up to 
fully £2 a ton when the price for that position fell 
to about £26, has been latterly reduced to roughly 
Ios. a ton. Тһе position of the market remains 
entirely under Government control, but the fact is 
worth mentioning that the very liberal extent to 
which buyers were met in the open market in recent 
weeks from controlled sources would appear to have 
reduced the available supplies to dimensions which 
eventually prompted the authorities to re-purchase 
some of the lead sold recently. This feature is 
rather interesting, and may possibly be due to de- 
layed arrivals combined with the filling of addi- 
tional requirements for munitions. As it is, how- 
ever, the statistical position is more obscure than 
ever in the absence of complete returns of arrivals. 
It is estimated that in the course of last month 


Lead. 


roughly 3,500 tons of Government metal were scat- 


tered on the open market, so that the latter has 
shown rather more resistance than generally antici- 
pated. Consumers were evidently very short of 
stock, and although they have now been fairly well 
filled for the time being, the demand still seems to 
be pretty good. Export business has remained 
practically at a standstill since licences are virtually 
unobtainable, which, of course, compels some con- 
suming countries to draw supplies direct from else- 
where. Inthe case of Russia, however, it is under- 
stood that a fair tonnage was recently diverted from 
here to that country via Vladivostock, in accord- 
ance with the special arrangements in force between 
the British and Russian Governments. France con- 
tinues to import heavy quantities, her takings from 
Spain for the first five months of this year being 
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well over 27,000 tons, or ah excess of, roughly, 
10,000 tons and 21,000 tons respectively as compared 
with the same period for the two previous years. 
For the time being, there is certainly no excess of 
supplies on this side over current needs, and unless 
the arrivals again increase, the chances are that the 
market may improve further. There are still freight 
difficulties to contend with, so that no reliance can 
be placed on regular arrivals. The fuel scarcity in 
Spain still tends to impede the progress of the out- 
put, but judging from the fact that the exports from 
that country so far this year are considerably more 
than last year, operations have proceeded as well 
as could have been expected, in spite of the tem- 
porary labour disturbances. There has not been 
much alteration in the American position, where 
prices, though weaker, are still well above shipping 
parity, so far as the London market is concerned. 
Prices are now not a long way below the highest 
point recorded in the past vear, although showing a 
big fall from the extreme highest touched some 
months ago, after the enforcement of the Defence 
of the Realm Act. 


WE are glad to see that in the 

Signalling further investigations conducted by 

in Mines. Dr. R. V. Wheeler into the ques- 
tion of electric bell signalling with 

bare wires in mines, he has had as collaborator 
Prof. W. M. Thornton, whose knowledge of the 
subject -of ignition of inflammable gases in mines is 
of unique extent and authority. The joint report, 
of which we give an abstract in this issue, contains 
additional particulars regarding the characteristics 
of the bells at present in use, which suggest that 
practice in bell design is very diversified; the same 
remark applies to relays, which have also been 
tested.. In the case of the latter, the sensibility of 
the apparatus appears to be much in excess of the 
requirements, with the result that the self-induction 
of most of the relays is greater than that of the 
bells, and consequently the break-flash is more 
dangerous. Fortunately, both bells and relays can 
easily be made perfectly safe by simple means, such 
as the provision of a short-circuited winding or a 


copper sleeve on the electromagnets, the addition of - 


non-inductive resistance to the circuit, or shunting 
the magnet coils with a high resistance. The 
authors conclude, therefore, that there is no need 
to reduce the battery power at present permitted, 
and that there is no difficulty in constructing bells 
and relays incapable of causing the ignition even of 
the most inflammable mixture of air and methane. 

An interesting fact has been revealed by their in- 
vestigations—namely, that the iron cores of mining 


bells and relays are generally small, and are- 


liable to be saturated. With reference to this and 
other details, they discuss the components of the 
bells om mathematical lines, which are hardly con- 
vincing; apparently they adopt as a criterion of the 


combined efficiency and safety of the bell the ratio ` 


of the sounding-power to the minimum igniting cur- 
rent, and would make this ratio as great as pos- 
- sible. But the greater the minimum igniting cur- 
rent, with a given voltage, the safer is the bell, a 
condition directly opposed to the authors’ view, and 
it would be interesting to know why they adopted 
this peculiar standard. 


Very little change in the position 

The of the leading wire manufacturing 
Wire-drawing firms in this country appears to 
Industries. have taken place during the past 
few weeks, with the exception, per- 

haps, of the increased slackness in the shipping sec- 
tion, which has been subjected for some time past 
to increasing restrictions from the War Trade De- 
partment. The uncertainty caused’ by fluctuations 


in the price of copper has necessitated increased 
caution among buyers of the metal in both the raw 
and the manufactured states. The requirements for 
war material continued to be good, and there is 
not, apparently, much reason for anticipating a 
serious diminution of orders in this section for some 
time to come. From America the information is 
to hand that several of the leading German wire 
manufacturing firms have recently displayed some 
important concern as to the possibility of failure 
to recapture the trade previously done with this 
ccuntry in copper wire, strip, &c., which, in 1912, 
exceeded £317,000. The success or otherwise of 
this future effort of the German firms will depend 
very largely upon the solidarity of principle and 
uniformity. of purpose with which the British wire 
manufacturers view the question in the meantime. 


— —— 


IT is now a matter of recent his- 
Long-distance tory that the Berlin Electricity 
Transmission Works Co., which possessed a prac- 
. in Germany,  tical monopoly of the supply of 
energy for lighting and power pur- 
poses in the German capital, intended to overcome 
the difficulties incidental to increasing the output 
so as to cope with the growing demand, by the 
erection of a huge generating station at the lignite 
mines of Golpa-Jessnitz, near Bitterfeld, which the 
company acquired for this and other purposes, and 
the projected transmission of energy to the works 
in Berlin for conversion and distribution among con- 
sumers. But the recent purchase of the company's 
undertaking by the Berlin Municipal Council for 
over £6,000,000, which sum is now stated to have 
been paid over, caused the transmission scheme to 
be abandoned in so far as the company was con- 
cerned. The transfer of the undertaking to muni- 
cipal ownership, however, has not prevented the 
establishment of generating plant at the lignite 
mines in question, although the power there pro- 
duced has been requisitioned by the Government for 
the Imperial nitrate works for the extraction of 
nitrogen from the atmosphere, concerning which no 
information has been allowed to be placed at the 
service of the public. On the other hand, the Berlin 
Municipal Council is now confronted with precisely 
the same difficulty as that which applied to its com- 
pany predecessor, and hopes were entertained that 
it might be surmounted by obtaining an additional 
supply from the great power station which the Prus- 
sian State Railway authorities are erecting, also in 
the vicinity of the Bitterfeld lignite district, for the 
transmission of energy to Berlin in connection with 
the decision to convert to electric traction the metro- 
politan and circle railways in the capital, which was 
sanctioned by the Prussian Parliament a few years 
ago. Itis, however, to be feared that this idea will 
be scarcely capable of realisation, as the authorities 
of the province of Brandenburg, who have just 
acquired the Mark electricity works -from. the 
A.E.G., have already concluded a contract with the 
State Railway Administration for a large bulk 
supply of energy to be furnished by the State works 
at Bitterfeld to the province for the scheme of 
development in Brandenburg in connection with the 
Mark works. Under the circumstances, the Berlin 
Municipal Council proposes to acquire a colliery in 
Westphalia in order to assure itself of coal for the 
municipal gas works, and lignite mines for the 
supply of fuel for a projected generating station in 
one of the lignite districts. As the former is distant 
* from Berlin by 235 miles, it would scarcely come 
into consideration in a transmission scheme, quite 
apart from the question of obtaining wayleaves, 
whilst only about 80 miles separate Bitterfeld from 
Berlin in a straight line. It is understood that offers 
of mines in both districts have already been made 
and are now engaging the attention of the Muni- 
cipal Council. 


/ 


144 


THE ELECTRICAL REVIEW. [vol 79. No. 2,020, Avaver 11, 1916. 


THE L. & N.W. SUBURBAN RAILWAY 
ELECTRIFICATION. 


~ 


For some considerable time the electrification of the 
suburban routes operated and controlled by the London and 
North-Western Railway Co. in the London area has been 
quietly proceeding, and the work has now reached a stage 
when some indication of the present position may be of 
interest to our readers. As far back as December, 1912, 
we briefly described the proposed features of the scheme, 
which originated with the Parliamentary powers obtained 
by the company in 1907, authorising the constructidn of a 
new line from Euston to Watford running alongside the 
main line. This scheme was subsequently amplified, and 


| Тик L. & N.W.R. Co.’s STONEBRIDGE PARK POWER STATION. 


now embraces the electrification of the North London 
Railway from Broad Street terminus to Chalk Farm, and 
the North-Western’s line from Camden Town 117 Hamp- 
stead to Willesden (high-level station), together. with the 
connecting portions of the West London and District lines 
to Earl's Court; also the route from Willesden to Kew 
Bridge and Richmond, over the North and South-Western 
Junction and South-Western Co.’s lines. j 

A physical connection has also been made at Queen’s 
Park Station with the. Baker Street and Waterloo tube 
railway, with a view eventually to providing through 


NEW гаро 


leset 


RUNMIND 
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travelling, facilities between Watford and the Elephant and 


Castle—a busy traffic centre in South London. 

As many of our readers are aware, the ** Bakerloo ” tube 
railway connection has been in operation for a considerable 
time, the trains running as far as Willesden ; this also 
applies to the Earl’s Court—Willesden section, which was 
the first one to be completed, and now, trial trains having 

iven satisfaction on the North London's Broad Street — 


Willesden—Richmond section, it will be only a matter of a 
few weeks before this route is electrically operated. ‘The 
remaining portion of the scheme, t.e., the original Euston— 
Watford line, has involved many serious engineering 
problems, including the construction of entirely new per- 
manent way for the electrical service over the whole of the 
route, with new tunnels at Kensal: Green and Primrose 
Hill, the former of. which have been in use for the 
* Bakerloo " trains running to Willesden while the Primrose 
Hill tunnels, nearly a mile in length, are still under 
construction. , | 

These tunnels are the largest yet constructed by the 
shield method, being 16 ft. 4 in. in internal diameter, each 
accommodating a single track. Contemporarily with this 
work the permanent way at Chalk Farm, nearer to Euston, 


7 


filer Rev 


First L. & N.W. EIÆCTRIC TRAIN IN RICHMOND STATION. 


has been reconstructed, under the direction of Mr. E. F. C. 
Trench, chief engineer to the company. 

New lines are being provided at three different levels, 
and all the existing permanent way, with the exception of 
the down fast track, has required alteration. 

Provision had to be made for the existing slow lines 
between Euston and Chalk Farm to be used by electric 
trains as well as steam trains. - 

Under the scheme adopted, the down electric line is 


carried in tunnel from a point south of the old Primrose | 


Hill tunnels under all the existing lines to Loudoun Road ; 
the up electric line passes through a 


tunnel from Loudoun Road to the junc-. 


tion at Chalk Farm with the existing 
up slow line. The up fast line is carried 
over the slow lines on а fly-over bridge, 
and an underground junction is pro- 
vided with the electrified North London 
line at à point north of the junction 
of the new electric lines with the ex- 
istiag slow steam tracks.. Much heavy 
engineering work has been necessary to 
obtain the desired end, and it is ex- 
pected that not only will it be possible 
to run a 10-minutes’ electric service 
between Euston and Watford, but «hat 
greater freedom will be allowed for slow 
steam traffic north of Chalk Farm. — 

The whole of the electrical equipment 
in connection with the scheme is being 
carried out under the superintendence 
of the company’s chief electrical en- 
gineer, Lieutenant-Colonel F. A.Contez- 
Leigh; the greater part of this work 
has been completed. — . 

The generating station is situated at. Stonebridge Park, 
on а 17-acre site, and has an initial capacity of 25,000 KW. ; 
adjoining it are the main repair shops for the electric roll- 
ing stock. The general arrángement of the power station 


follows on usually accepted designs ; the boiler house, with 


‘a central firing floor and overhead bunkers, contains 20 
Babcock and Wilcox boilers, equipped with drop-link auto- 
matic stokers and "coal-weighing machines, and designed to 
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evaporate 25,000 lb. of water each per hour, and supply 
steam at 200 lb. pressure, superheated 200° Е. ; the gases dis- 
charge through Green economisers to two 240-ft. chimneys. 

Coal is delivered in wagons from adjacent sidings to two 
elevated coal roads, the wagons discharging their contents 
into hoppers underneath, which feed two tray conveyors, 
these in turn delivering the fuel into two bucket conveyors 
which pass up the end of the building and over the boiler- 
house bunkers, returning at practically the same level, as 
the ashes are removed by a separate pneumatic discharge 
plant in the basement delivering to the two outside storage 
bins shown in our view. 


Ф 


STANDARD І. & N.W. ELECTRIC TRAIN WITH OERLIKON 
7 EQUIPMENT. 


A portion of the fuel discharged from the elevated coal 


roads is stacked, provision being made, we understand, for 


storing 20,000 tons outside. : 
J- The whole of the water required for the plant is obtained 
from two artesian wells, with compressed air lifts; this 
water is delivered to a large reservoir, over part of which a 
battery of eight Balcke cooling towers, has been erected. 
The same water is used for boiler-feed purposes after being 
passed through a softening plant. 

t The engine house contains five 5,000-Kw. Westinghouse- 
Siemens three-phase turbo-alternators delivering current at 
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BOILER HOUSE UNDER CONSTRUCTION, STONEBRIDGE PARK POWER STATION. 


11,000 volts and 25 cycles. An auxiliary low-voltage set 
is installed for driving auxiliary machinery and for lighting 
purposes ; this consists of a tandem set, including a 500- 
KW. 440-volt alternator and exciter, and a 120-xw. 220- 
volt direct-current.machine. In the ordinary way the 
, auxiliary A.C. station motors will be supplied through trans- 
formers from the main bus-bars, but, when the large units 
are shut down, the small set can be utilised for this pur- 


pose, or for supplying through step-up transformers to the 


sub-stations. 


There are 11 of the latter, situated at Stonebridge Park, 
Bushey, Headstone Lane, Kenton, Willesden, Queen's Park, 
West End Lane, Dalston, Broad Street, Acton, and Chalk 
Farm. A standard equipment is provided, consisting in 


: each case of three rotary converters, of either. 750 or 


1,000-Kw. capacity, nine single-phase static transformers of 
the Berry oil-cooled type, a storage battery and automatic 
reversible booster of the Entz type. 

The Chalk Farm sub-station is the old gas-engine power 
station reconstructed; this plant has for some years 


WATFORD RUNNING SHED FOR ELECTRICAL STOCK. 
d | 


supplied energy for lighting purposes to Euston Station, for 
which service three rotary converters are now employed, while 
for traction purposes three large rotary converters are also 
installed at Chalk Farm. It is intended that the small gener- 
ating unit at the main power station shall supply the current 
forlighting through this sub-station when the big unite 
are shut down and the electric trains not running. The 
rotary converter equipment, including six 1,000-Kw. and 25 
750-KW. rotary converters of the self-synchronising type, has 
been supplied by the British Thomson-Houston Co., who also 

supplied the main н.т. switchgear at the power house. 
The н.т. feeder cables, of the three- 
. core, paper-insulated, lead-covered and 
: armoured type, were. supplied by the 
British Insulated and Helsby Cables, 
Ltd. The electrical equipment of the 
tracks naturally conforms to that of the 
various connecting electric railways over 
which running powers are exercised. 
Outside positive conductor rails are em- 
ployed, at about 600 volts pressure, to 
supply the collecting shoes on the 
trains ; a negative rail is provided be- 
tween the running rails, and the latter. 
may be used for track circuiting and auto- 
matic signalling, The conductor rails, 
of special low carbon steel, having 
about 64 times the specific resistance 
of copper, weigh 105 lb. per yard, and 
are mounted on Doulton porcelain in- 
sulators, attached tp the sleepers by 
malleable iron clips, while special anchor 
insulators are provided at intervals to 
prevent creeping of the rails. Each 
rail joint is bonded by four flexible 
strip bonds having a copper area of 1°4 

sq. in. | 

The trailing ramps are of cast iron, 
and the leading ramps on through 


lines are of forged steel, and in some cases, as on sidings, 


of special cast steel. -The jumper cables are laid solid 
in bitumenised-fibre troughing, and fitted with, the Cortez- 
Leigh patent sealing terminal. 

Three coach train units, consisting of a motor coach, 
trailer, and control trailer, have been adopted, either one or 
more units forming a train, according to traffic require- 
ments. The motor cars are equipped with four^250-H.P. 
motors, two to each bogie truck, and the usual multiple unit 
control equipment is provided. ` 
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The first trains used on the Willesden-Earl’s Court sec- 
tion were supplied by the Metropolitan Carriage, Wagon 
and Finance Co., and had Siemens equipments ; 
Metropolitan Carriage Co. is also building the new standard 
motor-coaches, while the remainder of the electric rolling 


TURBINE PLANT, STONEBRIDGE PARK Power STATION. 


stock is being constructed at the London 
and North-Western Co.’s works at 
Wolverton. 

Certain - improvements have been 
incorporated in design, and the electrical 
equipments, while generally similar, are 
being supplied by the Oerlikon.Co. Our 
views show a recently-constructed three- 
coach train, also the arrival of the first 
North-Western electrical train at Rich- 
mond station recently ; other views give 
a good idea of the power station and 


sub-station equipment, which is, how- - 


ever, now practically completed. 

In conclusion, we are indebted to 
Lieutenant-Colonel Cortez-Leigh and the 
electrical engineer's department of"the 
company for the information and views 
here reproduced. 


Tungsten Lamp Patent Upheld.— 
"The United States Court of Appeals has 
affirmed the decision of Judge Mayer of the 
United States District Court for the Southern 
Division of New York on the Just and Han- 
naman patent No. 1,108,502 for “incandescent 
bodies for incandescent lamps." The кпн 


was won by the General Electric Co. against the Laco-Phillips Co.. 
which imports all of its lamps from Holland. Both the squirted 
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CHALK FARM SUB-STATION, SHOWING TRACTION ROTARY CONVERTER, &C. 


and drawn-w re filament lamp imported by the defendant were 
held to infringe the patent.— Electrical World. 


ELECTRIC SIGNALLING IN MINES, 


Last week a further report on electric signalling with bare 
wires, with regard to the danger of ignition of inflammable 


gaseous mixtures by the break-flash at 
the signal-wires, was issued by the 
Home Office. The report is signed by 
Dr. R. V. Wheeler, of the Home Office 
experimental station at Eskmeals, and 
Prof. W. M. Thornton, of Armstrong 
College, Newcastle-on-Tyne, who has 
collaborated with Dr. Wheeler in the 
investigation. Particulars of the pre- 
vious report were published in our 
issues of June llth, 18th, and 25th, 
1915 ; it was then shown that the break- 
flash could readily ignite inflammable 
gases, and must be regarded as “ open 
sparking," but that the flash could be 
rendered harmless. The present report 
defines the precautions necessary to 
attain this result. 

‘The conclusions of the former report 
have been amply confirmed by further 
experiments, and a large number of bells 
have been tested, some of which were 
found dangerous with a voltage as low 
as 4°5 volts, whilst others were safe at 
25 volts. The resistances of the wind- 
ings of 15 bells varied from 9 to 52 
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the minimum ringing current ranged from 
0°05 to 0°29 ampere, with little relation to the resist- 


ance, and the self-induction from 
0:37 to 2:43 henries. The minimum 
igniting current at 25 volts, 0°08 
ampere, was obtained with the most 
inductive bell, and the maximum, 
0:23, with one of the least induc- 
tive. "The greatest resistance that could 
be inserted. in the bell circuit without 
preventing the bell from ringing, a 
quantity which has been given the in- 
appropriate title of “ battery efficiency,” 
was determined for 25 and 15 De 
with dry and wet Leclanché cells ; 

was somewhat greater with the dry Шш 
with the wet cells, and varied erratically 
with the make of bell. At 25 volts, 
with dry cells, the lowest inserted resist- 
ance was 72 ohms with a coil of 11 ohms, 


whilst 170 ohms could be put in series with a coil of 
9 ohms, and another of 11 ohms; yet a bell of 25 ohms 
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could not ring through more than 95 ohms added resist-  mable mixtures is dependent on the product Li, ignition 


ance, Whilst one of 28°9 ohms attained the record of 
400 ohms. 

One of these 15 bells (that of 25 ohms, mentioned above) 
had а parallel short-circuited winding to absorb the electro- 
magnetic energy stored in the coil, and with this no ignition 
could bé obtained below 1:14 amperes at 41 volts. Another 
bell, wound to 106°8 ohms and provided with a copper 
sleeve for the same purpose, gave no ignition below 
O35 ampere at 41 volts; and one which was wound with 
brass wire of 1205 ohms resistance gave ignition with 
(rl17.ampere at 22 volts. The last three bells required 
minimum ringing currents of 0:20, 0:07, and 0'06 amp. 
respectively, and two of them (those provided with a short- 
circuited winding or copper sleeve) were clearly safe. The 
mixture of inflammable gases used for the test consisted of 
R per cent. natural methane in air. 

In many cases, the minimum igniting current (at 25 
volts) was but little greater than the minimum ringing cur- 
rent: in some cases it was even less, and most of the bells 
would give dangerous break- flashes on the Wires, except at 
distances from the bell so considerable that the resistance of 
the line reduced the current below the igniting value. 

The use of wet cells is recommended, to keep down the 
maximum value. of the current, and as this is already 
almost universal practice, no difficulty should be met with 
in making it compulsory; but it is not thought advisable 
t» reduce the maximum voltage allowable below 25- volts. 
some types of bell at present in use are unsafe even with 
three or four volts, whereas bells provided with anti-spark- 
ing devices are safe at 25 volts. 

Experiments were also carried out with relays, on the 
same lines. Nine types, with resistances ranging from 9:8 
to 250 ohms, produced ignition at the signal wires with 
from 2 to 10 wet cells in circuit, and minimum igniting 
currents from 0°05 to 0°20 amp. at 15 volts. Their induct- 
ances ranged from 0°52 to 2°50 henries, and the minimum 
working currents from 0:005 to 0:042 amp., whilst the 
resistance that could be inserted in circuit with 15 volts 
ranged between 240 and 1,880 ohms, quite erratically. 
Two other relays had parallel short-circuited windings, 
and no ignition сопа be obtained with a batter y of dry cells 
at 25 volts. These relays, which were obviously safe, had 
respectively resistances of 510 and 515 ohms, and minimum 
working currents 0°006 and 0'015 ampere, and could work 
with 1,100 and 240 ohms in circuit at 15 volts. In most 
cases 10 volts was ample to ensure the operation of the 
relays, but the higher inductances brought about the result 
that in general the minimum igniting currents were less 
than those of bells. 

The report proceeds to explain the general theory regard- 
ing the working of bells, and an oscillogram is given 
showing that the voltage across the trembler contacts of an 
ordinary bell may reach nearly 150 volts. When the circuit 
voltage is low and the inductance high, as in a bell-signalling 
system, the minimum igniting-current for the break-flash 
is inversely proportional to the inductance, so that the 
product L? is practically constant ; the mechanical rate of 
breaking being maintained constant, the value of didt is 
proportional to 7, and hence the inductance voltage, Ldi dt, 
is also constant. The authors conclude that “ignition by 
а rapid break-flash at a low circuit voltage depends on the 
inductance voltage at which the flash is formed, and the 
iguiting power of the flash is proportional to the product L/. 
When the break of circuit is made slowly, the iguiting 
power of the flash has been found to depend upon its energy, 
) LS. There are thus two limiting conditions for the 
igniting power of the flash ; at the one the induct tance volt- 
age is of importance, at the other the energy." Between 
these limits the igniting power of the flash may he 
proportional to some intermediate function of 2, and the 


authors instance the results quoted in the previous report, 


in which L@* was constant; we drew attention to this 
point in eur issue of July 16th last year. - 

= “The inductance voltage К, = Lif dt = k Li, where р 
I a constant. -Since i= E/r, therefore E, = Kk LE[r. 
Thé inductance voltage is thus inversely proportional to the 
resistance of the circuit when, as can be considered roughly 
the case in practice,-the. battery. voltage and. indmetanee are 
constant. -In so -far, therefore; as the ignition of inflani- 


can be prevented by the use of high-resistance windings and 
high-resistauwe batteries. The energy of the break-flash, 
b Li? or 5 LET[/?, is even more dependent on the eire uit 
resistance, being inversely proportional to its square.’ 

A series of experiments on the efficiency of bells was car- 
ried ont, from which it was concluded that the minimum 
ringing current was obtained with a low tension on the 
spring which controlled the armature ; the rate of ringing 
for a given current was practically independent of the ten- 
sion on the spring and the length of the air-gap; of the 
ringing force the same could be said, this being most 
affected by the distance of the hammer from the gong. 
Hence it is advisable to use as light a spring as will 
suffice to maintain good contact at the trembler, and to 
return the armature to its first position after the ringing 
blow has been given. With regard to the elec trical 
efficiency, the magnetic pull of the core upon the armature 

‘aries as the effective area of the core face and the square 
of the mean flux density in the air-gap: when the 
reluctance of the gap is large compared with that of 
the iron in the magnetic circuit, so that the flux density is 
roughly proportional to the ampere-turns, the pull is pro- 
portional to the square of the ampere-turns, and therefore 
inversely to the square of the resistance of the windiug, 
with а given voltage. The number of blows per second 
upon the gong depends upon the duration of the current at 
each make of circuit ; actual records from a number of 
bells give an average period (with ten wet cells) of 3 Li”, во 
that the number of blows per second is 27/0. The product 
of the pull and the number of blows. per second may be | 
taken as the total mechanical energy expended per second 
of continuous ringing, and .is therefore seen to vary 
inversely as the resistance of the circuit. 

On theoretical grounds, the authors conclude that when 
the igniting power of the break-tlash is proportional to 
Li, Ше more turns of wire the magnet coils have, the 
greater is the ringing power of the hell per igniting- 
current ampere ; the same holds good when the igniting- 
power of the flash is determined by its energy, $L, the 
voltage aud resistance of the circuit being constant. This 
gives the *safest-efficient " bell, apart from the use of 
special devices. This conclusion was put to the test, and 
it was found that for every bell and size of winding wire 
there was a definite number of turns at which the efficiency 
of the bell combined with “safety” of the self-induction 
break-flash reached a maximum. Mining bells and relays 
have iron cores of such small cross-section that the iron 
becomes saturated at quite low currents, and, contrary to 
expectation, their inductance is controlled by this factor and 
not by the reluctance of the air-gap. Further experiments 
led to the conclusion that the most efficient mining bells 
should have bobbins wound with from 25 to 30 layers of 
fine wire, and that the diameter of the core should be 
between 0*4 and 075 that of the bobbin. 

To make bells and relays safe, it is not essential to employ 
special devices ; the resistance of the winding can be so 
proportioned that the maximum current obtainable on short- 
circuit does not exceed the minimum igniting current for 
the system. This can be accomplished either by including 
a non-inductive resistance in the circuit, or by winding the 
coils with a wire of high resistance ; as already stated, a 
bell wound with brass wire, having а resistiv itv six times 
that of copper, could not ignite the most sensitive mixture 
with the Du mU current. obtainable from a battery of 
wet cells at 25 volts. 

To lessen the break-flash voltage by retarding the 
change of magnetism on breaking the circuit, either a 
parallel short-circuited winding, copper sleeves, a shunt 
resistance, or layers of tinfoil can be employed, with satis- 
factory results. 

After detailing various sources of current for the signal- 
ling system, showing preference for the wet Leclanché 
primary battery on the score of sufetv, the authors etate 
the followiug conclusions : — 

1. As a result of our investigations, we are satisfied that. the 
bare-wire system of electric signalling. as commonly employed, can 
be rendered quite secure from. any danger of the ignition of 
inflammable gases by-the break-flash at the ЗЕЕ wires ог at the 


contacts of the signalling instruments. 
2, In order to procure safety it is necessary, in the first place, ‘to 


D 
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limit the battery power that is to be employed on any one circuit ; 
and, in the second place, to ensure that the signalling instrument, 
whether bell or relay, shall comply with certain requirements. 

3. The present statutory voltage, 25, sets a reasonable limit to the 
battery power provided that wet Leclanché cells be used. Systems 
in which the battery used consists of dry primary cells or of 
.secondary cells, or in which continuous or alternating current 
generators are employed, could be rendered safe if. in addition to 
the use of "anti-sparking " devices embodied in the signalling 
instruments, sufficient non-inductive resistance were permanently 

included in the bell circuit. 

4. The signalling instruments, bells or relays, should have flame- 
tight covers, and must be so constructed that, when included in a 
circuit with a battery at 25 volts, the break-flash produced, when 
bare signal-wires are separated after giving а signal, is incapable of 
igniting an 8 per cent. methane-air mixture. There is no difficulty 
in constructing either bells or relays to conform with these 
requirements. | 


NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. a 


The Fuller **Sparta" Battery. 


On previous occasions we have described the " Block" accumu- 
lators introduced by the FULLER ACCUMULATOR Co., LTD., of Grove 
Road, Chadwell Heath, E., which combine the advantages of 
primary cells with those of ordinary accumulators, whilst avoiding 
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Fig 1.—TERMINAL 
OF "SPARTA " 
CELL. 


Fia. 2.—SEcTIONATL VIEW OF A 
7-POSITIVE-PLATE CELL. 


Fic. 3.—" SPARTA " 6-VOLT BATTERY FOR STUDEBAKER CAR. 


gome of the drawbacks of the latter. The makers have now 


turned their attention to the requirements of electric starting for 


motor-cars, which imposes an extremely arduous duty upon the 
battery, necessitating very low internal resistance, to enable a 
large current to be developed without excessive drop in voltage: 
rapid recuperative power, to allow of repeated starts being made 


with certainty ; and robust construction to withstand the dis- 
integrating effect of the heavy discharges without injury. To 


“meet these conditions, the “ Sparta” battery has been devised, and 


some particulars of its construction are given below. 

The elements are of the pasted type, with heavy positives using 
a specially porous oxide, which enables the battery to give a heavy 
discharge and quickly recover; the elements are of large area, 
placed close together; to give low resistance, with fluted separators 


" between the plates to allow free circulation of the electrolyte ; no 


celluloid is used, so that acid of high density can be safely em- 

ployed. The connections are massive and of ample area, specially 

designed to radiate heat rapidly and thus keep down the resistance ; 

ы terminals are also very substantial, of the type illustrated in 
g. 1. : 

The construction of the cell is. shown in fig. 2, part of the 
ebonite container being broken away to show the plates ; the cells 
are fitted into outer cases of teak, and are made up in batteries of 
6 and 12 volts, with capacities from 70 to 145 a.H. and from 35 to 
90 A.H. respectively, for English cars. | 

Standard batteries are also made up for.use on various American 
types of car, of which one is illustrated in fig. 3, having & capacity 
of 100 amperes at 6 volts, as well as batteries up to 24 volts, for 
every type of lighting and starting set on the market. 

A "Sparta" battery rated at 6 volts, 93 A.H., gave the following 
results on test :— 

69 amps.for 30 mins. 


Р . 45 45 , 60 M 
Normal discharge 69 . 10 hours 
525 ж e 49.35 


А А 140 amps. for 12 mins. 
Maximum discharges 210 d to S aniHs: 


The weight of this “battery, without acid, was 49 lb. We have 


,?* э 


‘inspected a number of these batteries and plates, which appear to 


bear out the makers’ claims fully with regard to substantial 
construction and high quality of workmanship. 


“ Quead ” Fires. 


We recently referred to the issue of the 1916-17 catalogue of 
electric fires by MESSRS. QUEAD, LTD.. of 47-57, Marylebone Lane, 
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Fig 5.—" REGENT" PATTERN CASE, WITH INTERIOR REMOVED. 


W. The Quead fire is built up of special elements, standardised at 
1 KW. each, and consisting of a heating spiral wound оп а special 
composite fireclay support carried on a steel rod. The күш 
spiral is sunk in grooves which protect the wire and add to the 
heating effect of the fireclay support ; these elements are guppli 

under a three years’ guarantee, and the required number fitted on 
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aspecial interior, which also carries all the switches, wiring, &c.. 


udis detachable from, and interchangeable with, particular patterns 
of coses. Figs. 4 and б show an interior and case, while fig. 6 shows 


the same fire complete and ready for use. Quead fires are con- 
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па. 6.—REGENT PATTERN "QuEAD " ELECTRIC FIRE. 


sroctedl in а variety of designs and finishes for standard loadings 
upto¢ KW. Two and three-heat regulation is provided according 


to type mnd the switches are of the sunk rotary snap pattern. The 
hesters give а red heat іп a few seconds, 


New Telegraphic Apparatus. 


Under this title, in our issue of June 30th, we described some 
of the inventions of Mr. Alban Roberts ; these were based on two 
main elements—the self-exciting vibration of a receiver and trans- 
miter electrically coupled together and to a battery ; and the 


employment of a tube and plunger to provide resonance and enable 


tuning to be effected. Since then Mr. Roberts has further 
developed his inventions, and has applied them to the evolution of 


anew kind of multiple telegraphy on a single line wire. 


The transmitter in this system consists of a tunable buzzer 


embodying the principles above mentioned (described in the pre- 
ceding article) provided with adjustments, regulating rheostats, 


Fia. 7.—THE ROBERTS TUNED TRANSMITTER. 


m of milliamperemeter, as shown in fig. 1: this gives rise to 
Pipe " at oscillations which can be tuned by means of the " pitch- 
telephone aed to the back of the receiver, and can be heard in a 
high ite celer at the receiving station as a musical note of 
illustrated | on the Morse system. The receiver, however, which is 
of the в eye fig. 2, has been greatly improved by the combination 
detector al m employed in the transmitter with the pneumatic 
Office s 50 described in previous article, and with a relay of Post 
td switeh rd pattern, together with a milliamperemeter, rheostat, 
the former The Teceiver is seen at the back of the figure; as in 
through he It is excited by the incoming vibratory current 
Socket on һы ёш» of a watch-type receiver. which fits into a 
кош Cylindrical body of the device. At one end of the 
receiver mo Xrophone transmitter. and at the other a watch-type 
the length "hted on the end of a draw-tube, by means of which 
Can be t ‘4nd therefore the natural pitch of the column of air, 
the transmit, ommespond with the pitch of the note emitted by 
T ег at the sending station 
resonator th Е à р "t 

together with ты. а formed is connected in a local battery circuit 
the regulating resistance, ammeter and relay, and 


the adjustments are so made that the resonator is on the verge of 
setting up a musical note. which can be started by a tap on the 
box, or by singing or whistling a note of the correct pitch. So 
sensitive is the resonator that the faintest whistle from the far 
end of the room, of the right pitch, causes it to "sing ``; in use, 
this stimulus is supplied by the vibrations of the receiver set on 
the body of the resonator. and even when a resistance of 400,000 
ohms is inserted in the line circuit, the current is sufficient to 
start it. Once set in operation, the resonator would continue to 
sing were it not for the relay, which, being in the local circuit. is 
actuated by the change in the current which takes place when 
singing begins, and is so connected that it instantly stops the 
singing action by short-circuiting the resonating receiver ; this, 
of course, restores the normal conditions, and the relay contact is 
again opened, but if the incoming vibrations persist, as when a 
"dash" is being received, the singing is at once set up and the 
relay again operates, the cycle being repeated as long as the line 
current is maintained. The effect is to substitute for the con- 
tinuous note a series of rapidly interrupted notes, of duration 
corresponding to the lengths of the successive signals. 

Two very important objects are thus attained : exceedingly weak 
incoming currents are enabled to produce strong audible signals, or 
even to actuate a local recorder or ring a call bell; and the 
receiving apparatus is accurately and sharply tuned with the trans- 
mitting apparatus, so that a large number of such apparatus can 
be operated over a single line, each transmitter actuating only the 
receiver that is tuned to the same pitch, without having the 
slightest effect on those not so tuned. 

The great value of these two properties needs no emphasis. An 
apparatus so sensitive as to enable weak wireless signals to actuate 
a call bell or a recorder has long been sought for, and Mr. Roberts’s 
device appears to fill that want ; while the economic possibilities 
of so simple an apparatus for multiplying the carrying capacity of 
a line conductor are obviously very great. We hope to see results 
of the first importance arising out of this extremely ingenious 
invention. 

Another application of the device is to the control of any 
number of railway trains up to 20, with one transmitter at a 
central station and one telephone wire beside the railway line ; it 
would be possible to stop the train, blow the whistle, or actuate 
any other type of signalling device on the locomotive on this 
system, without affecting any train except the one in question at 
the moment. Mr. Roberts has also applied the system to the 
control of an "aerial torpedo" by the sound of a siren. At his 
office he has equipped a model airship “ chassis" with two motor- 
driven propellers for horizontal propulsion, one propeller for 
raising or lowering, and a bomb-dropping device, all controlled by 
one of his relay resonators. Each of these apparatus can- be 
brought into action in turn by a musical note or whistle of a 
definite pitch. In actual practice, each motor would have a 
resonator. tuned to a different pitch, so that any or all of the 
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motions could be controlled. separately or together. As sound 
travels upwards freely, the inventor, who is himself a skilled 
airman, states that his torpedo could be controlled at any distance 
at which it could be seen. 

Mr. Roberts's address is the Bedford Hotel, Southampton 
Row, W.C. 


pes тт 


Australia (Таѕтапіа), — Тһе Sydney Office of Н.М. 
Trade Commissioner in Australia reports, under date June 9th, that 
a company has been registered in the Commonwealth, with & 
capital of £1,000,000, for the production of zine by the electrolytic 
process and for the manufacture of high-grade spelter. The com- 
pany proposes to erect works in Tasmania. and negotiations are in 
hand for the supply of power from the Tasmanian Government's 
lately completed hydro-electric plant at Great Lake. The articles 
of association of this company provide for its remaining entirely 
under British control.— Board of Trade Journal, 
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An exhaustive report on the trade of Australia for 1915, cover- 
ing over 50. pages, has been compiled by Mr. G. T. Milne 
XH.M. Trade Commissioner in Australia) and issued. by the 
Board. of Trade.* An attempt is made. below to present the 
festures of Mr. Milne’s report which are of more immediate 
interest to readers of the ExvectricaL Review. For the rest, 
they are recommended to purchase the report itself, 

. PREFERENCE AND ITS ÍNCIDENCE.— While the cessation of Ger- 


Jnan competition affected the import trade for practically the: 


whole of the trading year 1914-15, the increase in the amount, 
4s well as tbe extended application of the tariff preference 
$^ the United Kingdom, atiected it for seven months only, 
seeing that the new tariff was not introduced until December 
3rd, 1914. Comparing the respective positions of the United 
Kingdom and the United States in 1914-16 and in 1913, it 
ja noted that while our share in the competitive trade de- 
creased in value by over 63 millions sterling out of a total 
falling-off in imports of this class amounting to nearly 
£11,700,000, the American position improved by over £300,000. 

The value of the imports in 1914-15 in respect of which the 

United Ringdom and Possessions meet with competition from 
foreign countries was £45,567,011, this sum representing about 
75 per cent. of the total imports, after deducting specie, bul- 
Лоп, live animals, and values representing goods, such as 
tiniber, oils, tea, tobacco, rice, fruit, vegetables, and other 
items which are either not produced in the United Kingdom 
gr are produced of such values and in such quantities as to 
be negligible. With the exception of goods of the value of 
.£3,004,419, the whole of the sum mentioned represented mer- 
chandise of a class on which a measure of preference varying 
from 5 per cent, to 10 per cent. ad valorem has been conceded 
o goods when of United Kingdom origin by the Customs 
Tariff of the Commonwealth. Тһе principle of preference, 
therefore, affected over 93 per cent. of the imports which 
-have been classified by the Trade Commissioner as competi- 
tive merchandise. | : 

As showing the extent to which the principle of preference 
is now operative in the tariff, it ау be mentioned that, 
"while considerably over two-thirds of the imports of a class 
-subject to preference regarded as competitive are embraced 
im the classification of metals and machinery, textiles, and 
‘apparel, only a small proportion in these groups are of a class 
excluded from preferential treatment. The following figures 
will make this clear :— 

EE | "Values of Imports of Metals. 
- (Pig and ingot, bars, rods, blooms, machinery, and other 

hr ee manufactures, «c.) 

Metal manufactures and machinery, &17,325.59. 


Of a class subject to preferential tariff 17,290,550 


Of a class not subject to preferential tariff ... 35,042 
Value of imports of textiles, £11,186,969. 

Of a class subject to preferential tariff 11,129,111 

Of a class not subject to preferential tariff ... 1,503 
Value of imports of apparel, £4,614,108. 

Of a class subject to preferential tariff 4,577,311 

Of a class not subject to preferential tariff ... 36,797 


. Mr. Milne gives separate figures showing the imports of 
competitive merchandise into Australia during the twelve 
months ended June 30th, 1915, but we have already fully 
dealt with thes» matters in the ELecrricaAL Review for May 
12th, 1916, p. 536. | | 
POSITION OF THE United Kincpom.—Notwithstanding the 
decline in the value of the imports in 1914-15, and the handi- 
cap to which British manufacturers were, and are still, sub- 
ject owing to shortage of labour and raw material, difficulties 
in connection with shipping arising from shortage of tonnage 
and congestion at the seaports, and other factors incidental 
to the war, it is satisfactory to be able to record that in the 
year under review the percentage proportion of the United 
Kingdom in the trade in competitive imports (64.90 per cent.) 
has never stood so high since the tables dealing with this 
class of trade were first compiled. | 
The pre-occupation of the manufacturers of the United 
Kingdom with war orders, as well as the handicaps to which 
they have been subjected in many wavs, added to the absence 
‘of German -competition, have afforded American manufac- 
‘turers an opportunity of which they have taken full advantage. 
- UNITED STATES ComPeETITION.—Reviewing the figures for last 
year as а whole, in the metal and machinery group the value 
.of the imports from the United States were over £214,000 in 
excess of those for the year 1913, although the total value of 
the imports in this group were £6,139,000 less than in the 
year cited. The most notable advance in the American posi- 
tion in this group was in machinery, for although the tota] 
imports of this class of merchandise declined from £4,632,100 
ji» 1913 to £3,806,100 in 1914-15. the share of the United 
States increased from £1,397,098 (29.8 per cent.) in the former 
-year to £1,446.744 (37.9 per cent.) in the latter, while the 
-share of the United Kingdom declined from £2,546,937 (54:4 
рег cent.) to :£1,9088.409 (52.2 per cent.) during the same 
zperiod. Notwithstanding a general falling off in the value of 
.&gricultural machinery imported, the share of the United 
ro te 
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States in this trade has not suffered diminution to the same 
extent as that of Canada and the United Kingdom. In oil 
and gas engines, dynamos, electrical starting and controlling 
apparatus, mining machinery, such as coal cutters (in whieh 
United States manufacturers: have’ practically the monopoly 
of the somewhat limited market), rotary and percussion drills, 
machine tools, printing presses, sewing machines, typewriting 
machines, and other machinery not specifically described, the 
American manufacturer secures a larger share: of the trade 
year by year while that of the British manufactyrer declines. 
The adverse position of our home manufactürers in the 
Australian market for machinery is not one created by the 
war, although doubtless greatly accentuated by it; there has 
been а progressive decline in the proportional share of the 
United Kingdom of this valuable trade for some years, accom- 
panied by a corresponding increase in that of the United 
States. The rapid growth of American competition in а 
British Dominion in relation to one of the staple industries 
of the United Kingdom, merits the fullest investigation by 
those qualified to undertake it, particularly in view of the 
expansion of the engineering industry in Australia itself. 

Imports of telephones, switchboards, and kindred appli- 
ances increased by about £10,000 to over £183,000 dunng 
1914-15, and it is very satisfactory to note that the share of 
the United Kingdom. which has been declining since 1911 
until it only amounted to about 27 per cent. in 1913, amounted 
to over 53 per cent. last year. Imports of tools declined con- 
siderably during 1914-15, over half of the trade representing 
imports from the United States. 

ENuIBITIONS.—There has been a good deal of activity of 
an unoflicial kind during the past vear, having in view the 
capture of enemy trade and the elimination of German in- 
fluence from the Australian market. The most important 
movement of the kind was that initiated by the Sydney 
Chamber of Commerce, which organised three separate exhi- 
bitions for the purpose of promoting trade within the Empire 
and with the Allies. In the first of these, held. in July. in 
the Chamber of Commerce offices, only samples of goods of 
German and Austrian manufacture, which had been collected 
from importers in Sydney, were displayed, and such informa- 
tion as was available regarding the value of the imports of each 
class was stated on cards. This somewhat limited display 
included cutlery, tools, gas and electrical appliancés, besides 
The exhibition was. followed 
in September by another on a larger scale of goods manufac- 
tured in the United Kingdom, Australia, and in. the Allied 


Countries. Between 25.000 and 30,000 persons attended this 
“fair °” or exhibition during the eighteen days it was open. 


Early in January the third and largest exhibition was held in 
Sydney Town Hall as a Trade Fair, and during the week it 
was open was visited by about 45,000 persons. 

The Sydney Chamber of Commerce contemplate holding 
another fair on a more ambitious scale in September, 1916, 
and they hope that the British firms may be induced to 
exhibit more extensively than in the previous “fair.” 

TASMANIAN GOVERNMENT Hypno-Errcrnic ScHEME.—[In anti- 
cipation of the termination of the work of installation, the 
hydro-electric departinent of the Government have, as already 
stated, initiated an active campaign of publicity in order to 
bring before prospective users of power the prices at which it 
will be sold. Mr. Milne sets out in his report the proposed 
rates for power. | 

An important contract has been arranged with the Hydro- 
Electric Power and Metallurgical Co., Ltd., under which they 
will take 3,500 н.р. with provision for further blocks up to 
10,000 н.р. It is understood that this company propose manu- 
facturing carbide of caleium. Negotiations are stated to have 
heen in progress with the Australian Woollen Mills of Sydney 
with regard to the establishment of a large woollen mill close 
to Hobart, and a quotation for power has been submitted by 
the Department, while a British firm has also made inquiries 
with the view of establishing woollen mills. The electrolytic 
treatment of zinc lead ore, and the manufacture of nitrates from 
the atmosphere, are mentioned as possible developments. The 
undertaking may have a far-reaching effect on the develop- 
ment of Tasmania and of Australian industry generally. The 
Chief Engineer of the Hydro-Electric Department informed 
the Trade Commissioner in December last that, in his opinion, 
there would be an increased market in Tasmania for electrical 
fittings and appliances, and he urged that British manufac- 
turers should endeavour to secure the trade by investigating 
the possibilities without delay. 


Lamp Factories in Holland.— We read in the U.S. Daily 
Commerce Reports that a publication recently issued by the N. V. 
Philips Gloeilampen Fabrieken. of Eindhoven. the Netherlands. 
giving the history of its plant, and elaborately illustrated descrip- 
tive material relating to its present equipment. has been forwarded 
from The Hague by American Commercial Attaché Erwin W. 
Thompson. It is explained by Mr. Thompson that before the war 
most of the electric lamps used in the Netherlands were imported. 
but that since the war started this importation has almost stopped. 
and that there haa been a rapid development of the few factories 
in the country that were able to produce incandescent lamps. : The | 
Philips corporation is among those that have shared in the 
prosperity. . | | 
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German Finance and German Plant: The Victoria Falls 
Co.’s Experiences.—Mr. Bernard Price delivered a most 
interesting inaugural address before the South African Insti- 
tution of Engineers at Johannesburg last month. He dealt 
most exhaustively with the history and activities of the Vic- 
toria Falls Power Co. and its experiences in dealing with 
certain German firms. The matter is so important that we 
punt im extenso the report just to hand in the Cape Times :— 
"Mr. Price said he did not think a better example could be 
cited of the methods which our enemies had diligently pur- 
sued in their attempt to attain supremacy in the industrial 
world. 'The Victoria Falls and Transvaal Power Co. was 
promoted by British interests, and every effort was made to 
obtain the necessary capital in Britain. Unfortunately these 
efforts failed, and in the end certain German industrial banks 
took up debentures, on condition that the main contracts 
were placed in the hands of German manufacturing concerns 
with which they were allied. As the result, the A.E.G. ob- 
tained important contracts on favourable terms. The whole 
arrangement was the direct result of the German system of 
industrial banks, under which financial assistance rendered to 
an industrial undertaking, such as a power company, became 
the means of assisting German manufacturing firms. Neeu- 
less to say, this initial arrangement was not continued: and 
а: the power scheme grew and proved its worth, capital was 
mised in London at the rate of no less than a million per 
annum, and quite independently of German banks. The 
A.E.G. then became faced with competition, but this did not 
deter them in their effort to secure contracts for the addi- 
tonal plant required. On the contrary, they at once reverted 
to the policy of dumping their goods at a low price. 

"^ When, in 1912, certain large and important contracts had 
^^ be placed, the power companies spared no pains to induce 
Bntish manufacturers to oust their German competitors; but 
it became clear that the A.E.G. were prepared to accept the 
«me guarantee as British firms to undercut their competi- 
tors’ bedrock prices and to give better deliveries. 

"It must be remembered that, although the feelings of 
sentiment to-day ran high, no purchaser in 1912 would have 
heen prepared to sacrifice large sums of shareholders’ money 


in order to avert the dumping of German goods. In the еп: 


the Germans secured most of the contracts at prices largelv 
below those offered by their British competitors. А. contract 
for three largé compressors for Rosherville Station was finally 
settled with that firm at a price of little more than 
one-half that at which it had first tendered, but the boiler 
plant at each station was of British make and had given 
every satisfaction. | 

“Mr. Price explained the system that had enabled the 
A.E.G. to dump its surplus production in foreign countries, 
and said he felt that powerful weapons would be required 
to prevent a repetition of such dumping after the war. It 
was no use to talk of boycotting German products. In the 
long run British firms must compete on price if they were 
to secure the market, and this would not be easy. Standardi- 
sation of product had been an important factor in the success 
ol large German factories. The history of motor-car manu- 
facture was an excellent example. Mr. Price could not avoid 
the conclusion that in the electrical plant industry German 
ecimpetition would not successfully be combated until British 
інтав -Ѓоппа a means for co-operation or amalgamation оп 
га basis which would materially reduce the cost of рго- 
duction. 

" Mr. Price went on to say that the Power Co.'s experience 
of two leading German electrical firms was that they made 
"any mistakes, and had to acquire much knowledge at the 
erpense of their customers. Не gave nearly a dozen er- 
amples, and said that, while he was ready to admit the 
ment of much German workmanship, design, and organising 
power, he did not think that the A.E.G. or their German sub- 
contractors had reason unduly to be proud of the record of 
he plant which they had installed at the Victoria Falls Power 
Co. with such a flourish of trumpets.’ 

The G.E.C, Cadet Corps.—On Saturday last an inspec- 
hon of this Corps, which 1s formally known as the 1st Cadet 
Battalion Sussex Yeomanry, “G” London Company, was 
held on Hampstead Heath. The Corps was under the com- 
mand of Capt. E. A. Joyce, and gave an excellent displav of 
company drill апа. field manœuvres, culminating in an envelop- 
ing movement which was ‘carried out with a high degree of 
skill and intelligence. After the manceuvres, the Corps 
marched to ‘‘ Springmead,”’ the residence of the chairman of 
the General Electric Co., Ltd., where they were entertained 
to lunch and tea. The afternoon was spent in a variety of 
sports, including several boxing matches, which were keenly 
enjoyed by а number of wounded soldiers who had also been 
invited. The band of the 19th Battalion King’s Roval Rifles 
was in attendance. The weather was perfect, and the mem- 
bers thoroughly enjoyed themselves, 

The South African Siemens Company.—The following 
report appears in a South African newspaper just received 
‘rom our Cape Town correspondent:—A novel application 
was made to Judge-President De Villiers m the Rand Division 
of the Supreme Court on July 18th, when the directors of 
Siemens, Ltd., sought an order for the liquidation of the 
company at Johannesburg. It appeared from the supporting 


affidavits that the directors were not prepared to continue thé 
responsibility of office seeing that all the shares of the com- 
pany were really registered in the names of enemy: share- 
holders, or were in the possession of the Deutsche’ Bank: 
Furthermore, Siemens, Ltd., found that under present cir- 
cumstances it was impossible to carry on the business of the 
company. Therefore they had resolved on liquidation. . The 
application was made to the Court on the ground that it wag 
jus& and equitable that the company should be wound up: 
Mr. MacWilliam, for the applicants, stated that although 
there was no necessity, the directors had notified the Treasurv 
of the application, and the Treasury had replied that it had 
no objection to the course proposed, subject, of course, to all 
monevs realised belonging to enemy shareholders being paid 
over to the Treasurv. The Court granted a provisional order 
for liquidation, but in view of the fact that the nature of the 
application was without precedent, his lordship thought that 
he should make a fairly lengthy return date—October 26th. 


Unemployment Insurance.—The Board of Trade has 
issued notices regarding the extension of Unemplovment In- 
surance to workpeople engaged in a number of trades, which 
comes into force as from Monday, Septernber 4th. Two of 
the classes referred to are:—The manufacture of metals and 
the manufacture or repair of metal goods; the manufacture of 
rubber and goods made therefrom. Emplovers are urged to at 
once ascertain which of their workpeople are insurable under 
the Act, and to see that insurable persons obtain unemploy- 
ment books as soon as possible. | 


German Trade After the War.—A Reuter dispatch from 
Amsterdam states that by & decree of the German Federal 
Council an Imperial Commissioner will be appointed. -as 
director of the official board, whose task it will be to supply 
and distribute the raw materials which will be needed bv 
German industry, agriculture, &c., for the transition period 
from war to peace. The Commissioner will be assisted by 
experts in all branches. О э 

New Zealand Tariff.—Sir Thomas Mackenzie, High 
Commissioner for New Zealand, speaking at a meeting at 
Clasgow the other day. said that most of New Zealand's trade 
in the past had been done with Great Britain, and they were 
now taking steps to conserve the trade of the Empire within 
the Empire bv placing я 50 per cent. tax upon all enemy 
manufactured goods entering New Zenland. "oy 

Badges for Returned Employés.—The Salford Tramwavs 
Committee, on the recommendation of Mr. G. W. Holford 
(manager) has issued badges to employés who have received 
their discharge from the Forces.- The badges, marked 
“D.S.” in white on a red background. are to be returned 
when the Government badges are issued. rS 

Further Enemy Lists.—The London Gazette for August 
Sth contains further lists of persons and bodies in Brazil, 
Spain, Chile, Greece, Liberia, Netherlands. Sweden, and other 
countries with whom trading is prohibited. | 

Exemption Applications.—4t Oldham, exemption until 
October Ist was granted to an electrician employed at Messrs. 
Platt Bros’. works, and exemption until November Ist was 
allowed to an electrician and wireman employed by another 
firm. In the first case the appeal was personal, and in the 
second there were appeals on both personal and business 
grcunds, the employers stating that they were engaged on 
important experimental work. | " 

At Warrington, а firm of seed experts, who appealed for 
their only electrician and mechanic, said it was an absolute 
impossibilitv to get an electrician in these days. This man 
was 28 years of age and single. He was responsible for the 
upkeep of the whole of the plant, which included an elec- 
trically driven elevator. The latter required special attention; 
it ran through seven floors, and saved the firm from three to 
five men in the busy season. In granting two months’ exemp- 
tion, the Deputy-Mavor said the Tribunal did not say that that 
was a final exemption, but they were very much inclined that 
wav. The man’s age and the ony that he was single were the 
strong points against the appeal. | 1, 

At Шоо an electrician, married, aged 29, and in 
business on his own account, whose only brother is serving, 
and whose wife has five brothers serving, and who has him- 
self done 18 months’ service in the Volunteer Training Corps, 
had his claim for exemption disallowed, but was given two 

s’ grace. : ee 
попа, тах Appeal Tribunal. Harry Smith, an electrician’s 
wireman, appealed against the decision of the Brighouse 
Tribunal that he was a British subject. he having been four 
vears in the States prior to one year in Great Britain. Не 
was informed that, though he had the papers for naturalisa- 
tion as an American subject, he had not remained .in the 
States long enough to complete, the time required being буе 
е Bermondsey Tribunal, Leonard Abel, commercial 
electrical engineer, of Southwark Park Road, applied for 
exemption. Пе explained that he had been in businesa .11 
years as a consulting electrical engineer, and. that he. also 
supported his father, 73 years old, and his mother, 67. -who 
lived with him. He was granted six months’ extension. ~: 

Before the Bucks Appeal Court, the Military appealed 
against two months’ temporary exemption allowed locally to 
Mr. В. G. Bridger. electrical engineer, engaged with Mr. 
Nach. of Beaconsfield. On the latter's behalf, it was stated 
that at the London branch there were only four skilled engi. 
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neers, but none of them was able to manage the business at 
Beaconsfield, which had been established four years. Mr. 
Bridger also looked after a branch at Gerrards Cross, and in 
Beaconsfield there were 180 customers, including Lord Burn- 
ham, whose electrician had joined the Army. The exemption 
was confirmed, but endorsed '' final." 

Before the Exeter Tribunal, Messrs. Hucklebridge & Son 
appealed for the retention of W. Smith, electrician, the only 

igible man left out of a staff of eight. Postponement was 
given until the end of the yeur. 

At Chester-le-Street (Co. Durham), an electrical engineer 
(33 and single), doing work for various firms, had his appea! 
for exemption rejected; and a wireless telegraphy student 
was given until the end of August to enable him to pass his 
final examination. 

At Lincoln, appeals were made by Mr. E. White for his 
electrician, B. C. Roe, who, he said, had entire charge of the 
installation at the 4th Northern General Hospital. The 
Tribunal allowed three months. 

Mr. G. H. Baker, of Bexhill-on-Sea, appealed for his elec- 
trician, Е. W. Climpson (37), the only man left. Mr. Baker 
said that if Climpson went he would have to close down the 
business, as his own son was liable to be called up at any 
EE for service in the Navy. Three months were con- 
ceded. 

The East Ham Tribunal has refused exemption to R. F. 
Sitzler (33), electrician, whose mother is a native of Hanover. 

At Bath, on August 3rd, the Bath Electric Tramways, Ltd., 
appealed for seven employés. The engineer and manager, Mr. 
W. E. Hardy, said that since the war started 184 men had 
joined the Forces, and the staff had been modified from 280 
men and 30 boys and women, to 137 and 91 respectively. Six 
of the men were each allowed three months, and the other, 
a motor lorry driver, one month, with no further appeal with- 
out leave. 

Exemption until October Ist has been granted to Charles 
Homewood (28), electrician at Heath Lodge, Ullenball. near 
Stratford-on-Avon, employed by Lieutenant Crosland, of the 
Grenadier Guards. l 

On the appeal of Mr. G. Sommerville, borough electrical 
engineer, the Faversham Tribunal has given a month's ex- 
emption to Wallis Stanley Coe (19), a member of the staff, 
in order that another man might be prepared to take his 


place. 

Before the East Kent Appeal Court, Mr. R. McStevens (25), 
electrician, of Deal, who is a conscientious objector, and was 
granted exemption from combatant service by the Local Tri- 
bunal, claimed total exemption, and said that he could not 
undertake any service whatever. He added that because of 
his conviction he refused a good appointment at ‘Sheerness 
Dockyard. The appeal was refused. | 

The Berks Appeal Court has refused extended exemption 
to F. H. G. Pocock, electrician to Mr. Cain, at Wargrave 
Manor. | 

Having been medically rejected from military service, Mr. 
R. C. Walker, electrical engineer, of Reading, has been given 
total exemption by the Berks Appeal Court. 

A Northampton electrician appealed for his three sons, aged 
respectively 25, 28, and 32, each being engaged in the busi- 
ness, they being the only members of the staff left. It was 
stated that if more than one was taken the business would 
have to stop. The eldest son, who is single, was given a 
month; the youngest в final two months, and the other three 
ed on condition that he joins the Volunteer Training 

‘orps. 

.Watford Tribunal has dismissed the appeal of H. E. Ber- 
ridge (31), electric light attendant with the London & North- 
Western Railway Co. 

Before the Westmorland Appeal Court. Mr. E. C. Thorn- 
borough (28), electrical engineer, of Windermere, appealed 
against exemption until the end of August granted locally. 
It transpired that appellant's two brothers had been tem- 
porarily exempted, and the Chairman, saying that one would 
certainly have to go, said the appeal would be respited for a 
month to see if either of the other two brothers joined up. 

Wrexham Rural Tribunal has refused exemption to Teonard 
G. Pickering (23), electrician with Mr. Summers, of Shotton. 

At Worthing, Mr. Porter, borough electrical engineer, 
appealed for several of his staff, but the Military representa- 
tive (Colonel Browne) objected to two switchboard attendants, 
aged respéctively 21 and 23, on the ground that they were too 
young to be retained in civil life, and that their work was 
not skilled.. Mr. Porter replied that a steady hand and some 
training’ was necessary, and he pointed out that under the 
Factory Acts he was not allowed to put on lads vounger than 
18. -The younger of the two was allowed one month. and 
three months were granted in each of the other cases. 

. Broadstairs Tribunal, on August Ist, refused further exemp- 
tion to:sn electrician, aged 36, previously. given one month, 
on the ground that there was no financial hardship in the 
case. 

Bury St. Edmunds Tribunal has granted a certificate of 
conditional exemption to з member of the engineering staff, 
aged 26, at the Corporation electricity works. 

Twelve tramcar drivers were appealed for at Southend-on- 
Sea on July 31st by-the Corporation, it being urged that it 
was impossible to find substitutes, and that the maintenance 
of the service was & public need. Mr. Birkett, for the Cor- 
poration, said that it was not in the interests of the public 


that women should act as drivers. Colonel Newitt expressed 
the opinion that the men should be retained during the 
season, and each was given until November Ist, with the 
proviso that they were to drill once a week; leave to appeal 
again, if necessary, was conceded. | 

Оп the appeal of Mr. W. E. Kidner, electrical engineer {о 
the Barking U.D.C.. two months’ exemption has been allowed 
to J. White, motor-man, engaged on the Beckton Light 
Railway. | 

At Canterbury. Mr. Н. Е. Philpot, electrical engineer, 
appealed for E. G. Langford (36), and G. H. Fowler (98), his 
manager. Each was granted two months. 


r 


NEW BOARD OF TRADE REGULATIONS. 


THE following new Regulations have been prescribed by the Board 
of Trade, under Section Four of the Electric Lighting Act, 1888, 
in respect of electricity supply undertakings which are working 
without statutory powers : — 


General, 


(10) (2) The Owner on receipt of these Regulations shall fo 
with serve upon the Postmaster-General a statement containing 
full particulars of every electric line used for the supply of energy. 
together with a plan showing the mode and position in which such 
electric line is laid. 

(16) Where alternating current at a pressure exceeding 125 volta 
between any two conductors is used, the middle point of the wind- 
ing of the transformer on the consumer's side in the case of single- 
phase supply, or the neutral point in the case of two or three-phase 
supply. shall be connected with earth. 

(17) Where a medium pressure continuous-current supply or 
where alternating-current supply at a pressure exceeding 125 volts 
between any conductor and earth is used, one conductor consisting 
of one or two continuous earthed neutral wires shall be carried 
from pole to pole. The other conductor or conductors shall be 
arranged in such a manner that in the event of breakage of one of 
them, it must make contact with the earthed conductor or with 
wires connected thereto. 


і 
Connection of Alternating Current Circuits with Eurth. 


(26) Alternating current circuits shall be connected with earth 
in accordance with the following conditions :— 


I. -GENERAL. 


(a) The connection with earth shall be made only where energy 
ік delivered to each circuit. that is to say. at a generating station, 
sub-station or transformer, and shall be made at a neutral point. in 
the circuit and in such а manner as will ensure at all times an 
immediate and safe discharge of energy. 

(b) The connection with earth shall be efficiently maintained. 
except when it is interrupted by means of a switch or link for the 
purpose of periodical tests for ascertaining whether any current is 
passing by means of the connection with earth, 

(c) The insulation of the mains shall be efficiently maintained at 
all other parts. . 

(d) Tests shall be periodically made to ascertain whether any 
currrent is passing by means of the connection with earth, and if 
at any time the current so passing exceeds one-thousandth part of 
the maximum supply eurrent of the circuit, steps &hall be imme- 
diately taken to improve the insulation. 


Connection of Concentric Mains with Earth. 


(27) Concentric mains used either for continuous or for alter- 
nating current shall be connected with earth by means of the 
external conductor in accordance with the following conditions :- — 

(a) The connection with earth shall be made by means of the 
external conductor. 

(>) The connection with earth shall be made only at the point 
or points where energy is given to each distinct circuit, namely, at 
а renerating station, sub-station. or transformer. 

(c) The insulation of the external conductor shall be efficiently 
maintained at all other parts. . Я 

(4) The external conductor shall form a complete metal sheath- 
ing round the inner conductor. 

(e) The connection with earth shall be efficiently maintained 
except when it is interrupted by means of a switch or link for the 
purpose of periodical tests for ascertaining whether any current is 
passing by means of the connection with earth. 

(f) Tests shall be periodically made to ascertain whether any 
current is passing by means of the connection with earth, and if 
at any time the current passing by means of the connection with 
carth exceeds one-thousandth part of the maximum supply current 
of the circuit. steps shall be immediately taken to improve the 
insulation. : 


Patent Restoration.—Application for restoration of 
Patent No. 13,719, of 1908, for “ Improvements in or relating to 
squirrel-cage rotors for induction motors and alternators,” has been 
made by J. C. B. Ingleby. 
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GERMAN PREPARATIONS FOR PEACE. 


WHETHER Peace comes this year, next year or 
later, it will probably consist simply in exchanging 
one method of warfare for another—in laying 
down the weapons of the field and taking up 
those of industry. Germany was better pre- 
pared than we for the war in the field, and, with 
characteristic thoroughness, she is now organising 
every branch and phase of her industrial and 
economic system for the struggle to come. Acting 
vigorously-on the policy that union is strength, Ger- 
man municipal, commercial, and industrial interests 
are welding themselves into a number of unions 
with definite aims and undeniable potentialities. 
The cases cited below may be taken as typical, and, 
in the light of the past two years’ experience, it 
would be futile to assume that the details of the 
organisations are weak or ill-considered. 

Conferences took place in Vienna during Easter 
week between representatives of the Verband 
Deutscher Diplom. Ingenieure and the Oesterrei- 
chischen Ingenieur u. Archtitekten Verein, with a 
view to establishing a Central European enduring 
and influential union of university-trained technolo- 
gists. Complete agreement was reached as to the 
aims of the Union, and a working committee has 
been established to deal with scientific and profes- 
sional questions. Steps have already been taken to 
secure the co-operation of academic engineering 
associations in other States allied with the Central 
Powers. How much a similar Union with the 
academic interests of our Colonies, to say nothing 
of our Allies, would mean to all the contracting 
parties ! 

The vast technical production which the war has 
demanded. and which will not decrease after Peace 
is declared, has led the great technical and scientific 
associations, to which Germany owes so much, to 
appreciate the new problems which await them and 
to combine for their solution. A Union of Tech- 
nical and Scientific Associations (Deutschen Ver- 
tand Technisch-wissenschaftlichen Vereine) has 
been formed with a view to serving the nation to a 
yet higher degree than in the past with the whole 
technical power of all branches of industry, and to 
securing to the various branches of engineering, to 
chemistry, and to architecture, the position to which 
they are entitled in the scheme of economic and 
State organisation and policy. Affiliated to the new 
Union are the Verein Deutscher Ingenieure, Ver- 
band Deutscher Architekten u. Ingenieur Vereine, 
Verein Deutscher Eisenhüttenleute, Verein Deuts- 
cher Chemiker, Verband Deutscher Elektrotech- 
nker, and the Schiffbautechnische Gesellschaft. 
Prof. C. Busley has been elected president, Herr 
Baurat Taaks vice-president, and Dr. Th. Diehl 
business manager. It would be unwise to under- 
estimate the possibilities of this great Union, which 
represents about 60,000 members of the Associa- 
tions concerned, and constitutes a powerful organi- 
sation exerting influence all over Germany. The 
Union has amongst its aims the safeguarding of 
industrial ‘interests as affected by existing or new 
laws, and the improveméut and unification of tech- 
wical codes and technical education. The Union 
will be at the disposal of State, municipal, and other 
bodies in all matters relating to technical problems, 
sub-committees of suitable composition being 
appointed to deal with individual problems. As 
might be expected, the Union does not propose to 
confine its activities within the borders of Germany. 
It will establish close relations with technical and 
Industrial organisations in countries now allied to 
Germany, and, “with the support of the authori- 
tes, it will demonstrate by its actions that the 
representatives of technics are ready to work in 


unison with the representatives of other callings to 
solve the problems which will arise after the war.” 
There is a certain amount of bombast in these sweep- 
ing claims, but one has not far to turn to find ex- 
amples of German “ penetration," the number and 
extent of which has only been fully appreciated since 
the outbreak of war. The long experience of the 
above Associations, each in its own sphere, places 
the new Union in a position to deal effectively witli 
the most diverse problems, and makes it an organi- 
sation which must be reckoned with seriously. 

Germany is counting a great deal—doubtless far 
too much—on her relative immunity from war losses 
of merchant vessels. From German shipping jour- 
nals reaching this country, it is clear that elaborate 
plans have been made to utilise interned shipping 
the moment Peace is declared. Even such details 
as the best way to advise captains im remote ports 
of changes in navigation marks have been dis- 
cussed! Naturally, in all this Germany is reckon- 
ing without her hosts, but the point is that organi- 
sátions have been constituted and plans laid so that 
German recovery from the war may be as rapid as 
possible, and so that full advantage may be taken 
of any laxity on weakness on the part of the Allies. 

Another phase of German activity lies in advising 
all interested parties in Germany of the measures 
that are being taken by the Allies for the present 
elimination of enemy trading and the future limita- 
tion of German influence. This work 15 being car- 
ried out by every Chamber of Commerce and 
Verein—each in its own sphere—and the distribu- 
tion of this information naturally facilitates thc 
arrangement of future policies and forms the step- 
ping-stone to retaliatory measures. To cite only a 
few examples, the Institute for Sea Commerce and 
World Economics (of the Kiel University) informs 
applicants gratis whether the Board of Trade has 
sanctioned the working of specified German patents 
by English firms, or whether an application is 
under consideration or rejected. Wide publicity is 
given to the fact that we have now followed Aus- 
tralia’s lead on the matter of quashing contracts 
made by German smelters in the Broken Hill and 
other mines, so as to free the Australian zinc and 
lead industry from the German control under which 
it has hitherto existed. Again, a list 15 being kept 
at the offices of the '' Nachrichten fur Handel, In- 
dustrie u. Landwirtschaft ’’ (Berlin) of the names of 
enemy firms compulsorily wound up under our 
"trading with the enemy” regulations. Imme- 
diately following this announcement is one.to the 
effect that the British-owned electricity station at 
Usingen has been placed under ewangsverwaltung 
(compulsory administration). . 

Under present conditions, and owing to the care 
with which details of plans are concealed by the 
enemy, it is impossible to give a comprehensive sur- 
vey of German plans for after the war. It would be 
futile to believe that those plans are ill-considered. 
or even that they are not based on a recognition of 
the very difficult position in which Germany will 
find herself. The leaders of German industry and 
conimerce are under no illusions as to the military. 
situation. Their plans are not likely to presume 
victory in the field, but, rather to provide for'a 
stern uphill fight, first to recuperation, later to an- 
other bid for supremacy. Perhaps it is not necessary 
that we should know the details of the enemy's plans. 
Their general aim is clear enough, and every manu- 
facturer, financier, and trader should know how, in 
his own particular field, that aim could best be 
realised. That being determined, we may safely 
assume that that way will be the one which the 
enemy will endeavour to follow. Our policy must 
be to dam the percolating streams of enemy trading | 
so that they never again sweep through our fac- 
tories and markets or float the stranded wreck of 
Prussianism. For the rest, we need a strong con- 
structive policy of co-operative development, the 
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energy and guidance for which must come first from 
within our industries, so that they may then compel 
adequate assistance from without. 


——————————M— Hn 


AMERICAN ELECTRIC COOKING NOTES. 


RECENT issues of the American papers have contained many 
references to electrical cooking matters, indicating the extreme 
interest which is being taken in this class of business. The 
Electric Range Cominittee of the N.E.L.A. in its convention 
report predicted that the companies on the Pacific Coast and 
adjoining areas would sell 10,000 electric ranges this year, and 
great efforts are being made to justify this forecast. In a 
paper dealing with the development of the electric range load, 
Mr. P. L. Miles, of the Globe Stove Co., classified 2,854 
American towns according to the rates charged, and it would 
appear that more than half the number have rates of 4 to 5 
cents per KW.-hr., while only $35 have adopted a rate as low 
as 3 cents or less—which the author hints must contain a 
proni margin, as it is scarcely likely that all these managers 
ave miscalculated their rates. | | 

It must be admitted that the bulk of the rates mentioned 
appear prohibitive to English eyes, but then, as we have pre- 
viously pointed out, American conditions are widely different 
from our own. Mr. Miles’s firm was called on to investigate 
the attitude of consumers towards electric cooking, апі can- 
vaesed the views of housewives in 20 cities and towns with this 
object in view. The following data was obtained: 26 per cent. 
had considered buying electric stoves; 11 per cent. were willing 
to pay 100 per cent. more than at present; 27 per cent. were 
willing to pay 50 per cent. more. Mr. Miles takes this as an 
indication of willingness of the American housewife to pay 
more for electric cooking. Аз to the proved advantages of 
electric cooking, it was found that 37 per cent. of those can- 
vassed knew electric cooking was cleanly, but only 1 per cent. 
knew that it would save on the meat bills; 24 per cent. knew 
it was more convenient; 6 per cent. that it was cooler, and 3 
per cent. that 16 wae safer than gas. Whether the data col- 
ected is of а really reliable nature is open to question, but 
we admire the enterprise of our American friends in this mat- 
ter, and their evident determination to leave no stone unturned 
in the endeavour to obtain new business. 

Mr. Miles, however, argues at some length on the question 
of the comparative costliness of the electrical stove—which he 
says is about twice as expensive as a gas range in the States— 
With a view to proving that not reduced first cost but efficient 
salesmanship is the necessary factor for securing the more ex- 
tended use of electric cooking appliances—this, notwithstand- 
ing that, as he admits, the bulk of the central-station commer- 
cial men hold an opposite view on the price question. At the 
same time his remarke on the rate question seem to indicate 
that he would have these same central-station men reduce their 
rates to the 3 cent level. 

Mr. George Hughes, tha well-known American electric stove 
manufacturer, expresses the opinion that the cost of the electric 
cooking range always will be higher than that of its gas proto- 
type, because of superior construction and higher etticiency — 
according to Mr. Hughes, 85 per cent. as against 15 per cent. 
for the gas range—but that increased production will naturally 
result in diminished cost. He also explained that electric 
ranges were being sold in face of the competition of cheap 
natural gas, and laid stress on the point that electricity was 
being sold on a quality, not a price basis—all of which indi- 
cates that money is much more plentiful, and the business 
instincts of the gas undertakings much less keen, in America 
than in this country. 

Whatever may be the American conditions, in this country, 
at any rate, electric cooking will only come into its own through 
the agency of general hiring-oub arrangements; the great 
majonty of domestic users do not wish to be saddled with the 
pd of costly apparatus, which may require to be moved 
rom one eupply area to another where supply conditions 
differ; the habit of obtaining domestic cooking '' service '' from 
the local supplier for a rental charge is ingrained, and it has 
many advantages. 

The Electrical World, in discussing recently the question of 
using electricity in bakeries, pointed out the exceptional value 
of this load, which comes on at midnight, to the central 
etation. d 
"Our contemporary says:;—'' Experience an the Western 
Coast indicates also that the initial cost of the electric equip- 
ment is lower than that of brick ovens now usually applied, 
and it is claimed that the cost for current is not prohibitive. 
Operating. costs depend, as is often the case, on the intelligent 
use of the electric oven by the operator. One bake oven in- 
stalled at Portland. made the first baking with a coneumption 
af 43 KW .-hours. This was disappointingly high. On the second 
day the baker regulated the heat more carefully and the baking 
was equally well done with a consuinption of 35 Kw.-hours. 
Oven beats on the third day were regulated according to the 
more intimate knowledge of the manufacturers! representative 
who was present. The consumption for the same baking on 
the third day was 94 Kw.-hours. If the consumption had been 
8 xw.-hours lower than this minimun: the current cost would 
have just equylled the cost of the wood formerly used in the 


same shop. In point of revenue the bake oven is one of the 
most, if not the most, desirable kind of load that has yet 
appeared in the Western field. One bake oven installed on 
the Pacific Coast increased the power company’s current in- 
come in the ratio of $3,000 per year. Not the least important 
factor in the development of this business, aside from the en- 
gineering and cost questions involved, is the advertising value 
to the baker of electricity for baking and other purposes. 
Cleanliness and certainty of temperature control are factors 
which can be suitably advertised to the public. With elec- 
trically-driven mixing machinery and electric delivery wagons 
the baker has a basis for a striking advertising campaign of 
his own.” 

It is astonishing that so little progress has, to appearance, 
been made in this country in bakery supply, apart from motor 
applications, although under the conditions prevailing in Lon- 
don and other large English cities, where space is valuable and 
labour dear, there would appear to be every incentive to push 
this particular class of business quite apart from hygienic con- 
siderations. Electrically baked bread, turned out on a small 
&cale, has proved a most satisfactory product, and we do not 
doubt that specialisation in the larger field would lead to 
equally satisfactory results. An electrical cooking equipment 
has been installed at a restaurant in Sacremento, Cal., to pro- 
vide 20,000 meals & month. Electrical heat is used for all 
purposes, including water heating, and the total loading for 
cooking purposes amounts to 105 Kw. An average of .623 unit 
per meal is required, costing 1.2 cents per person served, and 
an actual saving of 9) dollars per month in the restaurant's 
meat bill has been effected through the lessened shrinkage of 
meat while cooking, as compared with oil and gas cooking. 
Amongst new American range designs is a somewhat novel 
combination gas and electric stove which has been developed 
by the Westinghouse Co. (U.S.A.). This is equipped with gas 
burners on the top and an electric oven, it being claimed to 
be particularly adapted to localities where the cost of energy 
is high, and therefore stove top heating, requiring continuous 
application of heat, is rather expensive with electricity. Тһе 
oven is equipped with an automatic time switch for turning 
on current and thermostatic temperature control, and it will 
be eeen that the design is dictated bv price rather than the 
quality consideration emphasised by Mr. Hughes. 

The conclusions arrived at by the Electric Range Com- 
mittee of the National Electric Light Association regard- 
ing American practice in tariffs for electric cooking, etc., 
were that no definite form of rate could be recommended for 
general use since local conditions exercise such a great in- 
fluence on the business. The Committee did not believe that 
electric cooking in the average sized home could be secured on 
a three cent rate, while a lower rate would be necessary for 
hotels and large installations. A combination rate should be 
either a load factor rate or some modification, such as a room 
rate, so as to protect present lighting earnings, and should 
have a minimum monthly bill of two dollars or more. 

Information was obtained from companies supplying some 
three million consumers in various parts of the country, and 
these reported only 21 per cent. as many electric water heaters 
in use as electric ranges. It was found that 1f a water heater 
was used as well as a cooking stove, the average monthly energy 
consumption of the latter fell from 100 units to 80 units, show- 
ing that the range without a separate water heater is used for 
heating water sufficiently to increase the monthly energy con- 
sumption by 25 per cent. The majority of companies supply- 
ing water heating use a double-throw switch, and find the 
maximum energy consumption per month for a range, allow- 
ing a satisfactory water heating flat rate service for an average 
family to be :—600-watt water heater, 125 units on range; 750- 
watt water heater, 150 units on range; 1,000-watt water heater, 
200 units on range. With the double-throw switch arrange- 
ment, either the water heater or the range is on the system 
peak, and a long-hour range user does not obtain as much hot 
water from a flat-rate water heater as does a short-hour range 
user, although he probably wants more. A 

One concern estimates that a water-heating flat rate of three 
dollars per Kw. month, with the double-throw switch arrange- 
ment, so that the heater is not on with the range, is equivalent 
to a price of 4 cent per unit. 

While the advantages of a combination rate for domestic 
service are appreciated (as in this country) it is, pointed out 
that during the development stage it is sometimes better 
to have separate bills for different services; an "objection 
mentioned is the difficulty of securing proper registration of 
lighting Toads on a meter large enough to handle the .electric 
range. The Southern California Edison Co. has adopted a com- 
bination lighting and heating rate in which there is a. primary 
charge per unit, on a certain number of units depending on 
the active rooms in the house and a secondary charge for 
excess consumption. The Pacific Gas and Electric Co:, at San 
Francisco, has a heating and power rate based on the active 
connected load, with а primary unit charge for initial energy 
consumption and a.low secondary rate for excess units. . Active 
load consists of the first 2 KW. installed and half of any excess 
load. Minimum charges of 2-23 dollars per month are imposed 
with both these rates. The Wilmington and Philadelphia 
Traction Co. adopts а fixed rate for beating of 14 dollars per 
month per KW. of prearranged demand, plus a charge of б с. 
per unit for energy used if this demand ‘1s exceeded. ‘Thus 
the consumer can make unlimited use of his apparatus at a 
fixed price, providing the prearranged demand is not ex- 
ceeded: he can also fix his own demand in accordance with 
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domestic reqúirements, the company being safeguarded by the 
excess charge. It is found in practice that a 3.6 KW. range 
rarely exceeds a demand of 2 Kw. One advantage of such a 
rate is the incentive to long-hour use, with corresponding im- 
provement in load factor; the company із also'secure of a cer- 
iain income in advance, a consideration which has met with 
appreciation on this side. Any discussion of electric water 
heating in this country usually raises the bath-water bogey; 
but it would appear that there 19 scope for water heating on 
a small scale for cooking purposes in conjunction with the 
electric stove, using the throw-over switch arrangement, so 
that the water heater or the stove is always connected to the 
supply; if in addition the limited KW. demand and excess 
charge system adopted by the Wilmington and Philadelphia 
Co., or its equivalent, could be incorporated, it is possible that 
the long-hour load resulting would justify a low average price 
per unit. 


LEGAL. | 
STEALING ELECTRICAL GOODS. 


AT the Mansion House Police Court, on the 28th ult. Stanley 
Arthur Keeley, 26, clerk and stock-keeper, and Wm. John Dupoy. 
42. carman, were charged before Mr. Alderman Moore with stealing 
and receiving, on July 20th, from 16, Queenhithe, Upper Thames 
Street. a quantity of electrical appliances, value £7 10s., the 
propertyof the General Electric Co., Ltd. Keeley was charged further 
with stealing an electrical table cloth and plugs. and an electric 
standard and other articles, value * 110. In consequence of com- 
plaints of the loss of electrical appliances from the company’s 
premises, observation was kept by the police, and on the 20th ult. 
the defendant Dupoy was stopped as he was in the act of driving 
away in а van in which а number of stolen articles had been placed 
by Keeley, who had been three years in the employ of the company. 
Both men were arrested. At Keeley's address the police found a 
number of electrical appliances, including an electric table cover 
and an electric standard lamp. When shown the property. Keeley 
said, " These are articles I have stolen, and Dupoy has taken them 
away for me." | 

Jous Мм. Jones, storekeeper to the General Electric Co., 
7L Queen Victoria Street. said the articles contained in the list 
produced by the poliee were the property of the company, ‘and 
were of the value of £110 17s. 9d. Keeley admitted that he had 
stolen the articles during the past 18 months, 

Mr. SAMUELSON, on behalf of the firm, said though these 
robberies were a serious matter, having regard to their previous 


горі characters, they did not wish to press the case unduly against 


the men. = 


Keeley was sentenced to three months’ hard labour, and Dupoy to 


one month’s hard labour. 


BUSINESS NOTES. 


Trade Openings in Italy.— From the British Chamber of 
tommeree for Italy, at Genoa, we have received further lists of 
‘irms who formerly did business with German and Austrian houses, 
and are now seeking British connections. We select the 
following :— v 

No. 1,075. Representative at Genoa can place belting, industrial 


oils, high-speed steel, machinery, packings for engines. motors, 


electrotechnical materials, pumps, tubes, measuring apparatus, 
swa kc. (S.G. & A.S.) | 

No. 1.085. Agents at Turin require engineering articles. machine 
tódl&, metals. tools, hardware, lights. (T,E.O. & C.). 

‚Хб. 1.088. Engineer, with office аё Cagliari and Rome, would -act 
as agent for electrical, scientific, and telephonic apparatus. 

No. 1.708. Merchant at. Cómo would buy glassware, porcelains, 
oO articles for electric, gas and petroleum illumination. 
(C.C.E.) | 


Trade Tour in Spain.—A movement to. improve -our 
trade with Spain has.been started by the Foreign Offiee. In Spain | 
there is probably a good opportunity of replacing many German by: 
British products, and arrangements are being made for representa- - 
tives of British industries to speñd-a month visiting the: principal | 
commercial. towns of Spain... The Foreign Office suggests that the - 
party should not be too large, that it should-as far ах possible con- : 
‘ist of actual partners. of large firms, and that the trades concerned 
"юш agree upon a joint representative rather than send a member 
ofeach firm. The object would be rather to lay the foundations of | 
oter relations and to discuss the questions applicable to à whole | 
"sur bague esu tO. ! Mr. Gonzales y... 
"onion. а Spanish subject, who is strongly- recommended. to the . 


trade than actually to secure immediate orders. 


Department. will assist in making arrangements. and possibly wilk 

ACCOMPANY the party. | і 

Trudi Supplem. nt, | | 

E d with the above we may he permitted to draw our 

= d r pris & leading article in. the ELECTRICAL REVIEW 

M, ts we ERU on British Electrical.Enterprisé in Spain." 
quoted with approval the suggestion of Vice-Consul 


Jac Wr s MMC 
ackson that the "Institution of Electrical Engineers, or some : 


The tour will be unofficial.— Zhe Times 


other representative combination of British manufacturers,” should 
take steps to investigate the Spanish market, We proposed that 
the Electrical Manufacturers’ Association should take action. May 
it not come to that even after eight years ? { 


Book Notices.—‘< Polyglot Rubber Trade Directory o 
the U.S.A. and Canada." 1916. New York: 7ле India Rubber 
World. Price 33.50. 

“ Science Abstracts, ^ А and В.” Vol. XIX. Part 7. July25th, 
1916. London: E. & F. N. Spon, Ltd. Price 1s. 6d. each net. 

" Alternating Currents.” Vol. П. By A. Russell Price 15a. 
net. Cambridge University Press. 

The Telegraph and Telephone Journal. Vol. П. Хо. 23. 
August. 1916. The Editing Committee : G.P.O. North. 

" Proceedings of the American Institute of Electrical Engineers." 
Vol. XXXV. No. 7. July, 1916. New York: The Institute. 

“The Air Supply to Boiler Rooms of Modem Ships of War." 
By R. W. Allen. Bedford: From the Author. 


Bankruptcy Proceedings.— BR. E. CoNNoLD, electrician, 
Canterbury.—A first dividend of 3s. 4d. in the £ is payable August 
23rd, at the offices of Corfield and Cripwell, 119, Finsbury Pave- 
ment. E.C. i 


Catalogues and Lists.—FOSTER ENGINEERING Co., 
LTD., Wimbledon, S.W.—Several new illustrated price-lists dealing 
with various manufactures, as follows:—No. 101A : Half-watt 
lamp cases for positions where ornamentation or decoration is of 
consequence ; Хо. 101B: Foster half-watt lamp cases for industrial 
lighting. munition factories, yards, &c.; No. 102A: The " Wim- 
ble?on" half-watt lamp case, solid copper, oxidised. for either 
outdoor or indoor service; No. 141: Foster drawn-wire metal 
filament lamps for motor-car lighting. pocket lamps, hand lamps, 
&c. ; No. 140 : Foster drawn-wire lamps of various shapes, styles, Kc. 

Messrs. JOHNSON & PHILLIPS, LTD.. Charlton, S.E.—Three new 
illustrated lists, giving detailed drawings and particulars, as fol- 
low:—JB 1. dealing with sealing ends of British white-glazed 
porcelain for use with and without rubber ends ; J B 2, relating to 
colliery boxes. and cable accessories for mining work ; and JB 3,. 
showing inverted pole-type trifurcating boxes. à ЖО 

Messrs. DYER & YOUNG, Stansted, Essex.—A catalogue, which 
takes an unusual form, has been issued. It consists of eight large. 
sheets with metal top and bottom edging. the whole caught together 
at the top. so as toform a roll. Each sheet shows a number of clear 
drawings of standard tramway controller fingers of different types, 
including B.T.H., W.H., Brush, D.K. and others, also segments, &c. 


For Sale. —Messrs. WHEATLEY KIRK, Price & Co., 
the agents for the Controller appointed by the B. of T.. invite 
tenders by August 28th, for the stock of electric lamps. acceasories,. 
office furniture, &c., of Krupka & Jacoby, Ltd. У 

By order of the Controller appointed by the В. of Т.. Mr. Е. 
Owers will offer for sale by auction on the premises on August 30th, 
the stock-in-trade, office furniture, &c., of Isaria, Ltd., 208, Tower 
Bridge Road. Particulars appear in our advertisement pages 
to-day. E el 

Dissolutions and  Liquidations. — ANGLO - COLONIAL 
ENGINEERING Co.. LTD.—This company is winding up voluntarily, . 
with Mr. б. E. Corfield, Balfour House, E.C., as liquidator, А 
meeting of creditors was held on August 7th. ' | | 

MILLER ANTI-FRICTION METAL Co, Ltp.—This company is 
winding up voluntarily, with Mr. A. Hennings; of 3, Gore Street, 
Manchester, as liquidator. Creditors must send particulars of their. 
debts. &c.. by September 8th. A meeting of creditors. is called for. 
August 15th. 

INSTITUTE OF INDUSTRY. (OF GREAT BRITAIN AND IRELAND), 
Ltp.—This company is winding up voluntarily; with Mr. L. W. 
Hawkins. Basildon House. E.C.. as liquidator. | of 

BIDDLE AUTOMATIC SIGNAL, LTD.—A meeting is called for: 
September 8th, at 25, Victoria Street, S.W.. to hear an account of: 
the winding-up from the liquidator, Mr. W. Braby. | ; 


Copper Prices.— Messrs. F, Smith & Co. and Messrs.. 
James & Shakespeare report: August 2nd.—No changes in prices, 
quoted last week. | Е 


LIGHTING AND POWER NOTES. - 


Abercarn.— The В. -of. Т. has extended the period under: 
the Extension Order of 1915.(Abercarn Electric Lighting Order; : 
1914), of ‘the South Wales Electrical Power Distribution Co. by: 
one year. | "n 

Aberdeen.—NEw Puant.—The Electricity Committee - 


recommends that a new turbo-generating set for the electricity - - 


station be purchased from Messrs. Parsons. The Committee reports ` 
that the units venerated in June showed an increase of 213,620 
compared with the same month last year. ` | 


Агбеп{їпа.—ЁгЕ, Storrace.—The town of Bahia: 
Blanea is threatened with the cutting off of the electric light, . 
owing to the lack of coal. The local company endeavoured to 
obtain petroleum from the Minister of Apriculture, offering to pay 
current official prices, but without success ; the trials made with 
wood fuel have not proved satisfactory. The stock of fuel was 
expected to last up to the 16th of last month. when the service | 
would have to be suspended.— екеш of the Нат. Plate, ` E 
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Atherton.—LiNKING-UP Proposau.—The Electricity 
Committee has had under consideration the proposed linking-up 
with the Lancashire Electric Power Co.'s system for the extra supply 
of electricity required for the district, which it is estimated will 
involve an expenditure of about £800, and has decided that the 
Council should agree with the South Lancashire Tramways Co. to 
pay half the cost of carrying out the work, with the amount 
stated as the maximum. 


Barking.— Revisep CHARGES.—The U.D.C. has amended 
the charges for cnrrent for power and heating to 14d. per unit for 
8,001 to 80,000 units per month, plus a war increase of 5 per cent. 
80.001 to 200.000 to 144. ; beyond, Id. Subject to a loan being 
sanctioned, power is to be supplied to the works of the Cape 
Asbestos Co. for the term of three years. 


Belfast.—YrEaAR's WonkiNG.— The Tramways and Elec- 
tricity Committee reports a profit of £17,492 on the electricity 
department on last year, partly due to the sale of a million 
additional units. It is proposed to give the usual £5,000 to 
the relief of rates. The tramway accounts show a profit for the 
year of £7,860. 


: Canada. — The Hydro-Electric Power Commission has 
completed arrangements with the Pine River Light and Power Co. 
whereby all of the transmission lines, sub-station equipments and 
a portion of the apparatus at the development at Hornings Mills 
will be taken over and utilised as a portion of the Eugenia system. 
These lines will be used to serve Shelburne. Orangeville and Horn- 
ings Mills, and these municipalities are already being supplied with 
hydro power by the amalgamation of the two systems, and pre- 
parations are being made to serve the municipalities of Grand 
Valley and Arthur by using the portion of the line purchased from 
the Pine River Light and Power Co.. and by constructing approxi- 
mately 12 miles of new line.— (Canadian Electrical News. 

The Thomson-Porter Cataract Co. is reported to have submitted 
plans to the Canadian Government. for a 2.000,000-H.P. hydro-elec- 
tric development below Niagara, which will not disturb the Hbrse- 
shoe and American falls, and will cost $100,000.000. А charter 
has been asked for to construct in the rapide below the falls an 
international dam to raise the water 100 ft.; half the power 
would belong to Ontario and half to New York.— Elec. World. 

According to the Canadian Electrical News. work has been 
started on the Bay of Fundy tide power project at Cape Split, 
N.B.. by the Cape Split Development Co. We referred recently to 
the demonstration of an experimental tide motor which it is pro- 
posed to employ on this site. 


Chesterfield. — PRoPosEp Works EXTENSIONS. — The 
proposal to transfer the electricity works from Brampton to a larger 
site has been considered by the T.C. Mr. S. L. Pearce. of Man- 
chester, advised that it would be better to remain on the present 
site, and application has been made to the L.G.B. for authority to 
carry out the proposed extensions: in the event of this being 
obtained, the scheme for extensions will be submitted to the full 
Council for approval. 


Darlington.— At a Council meeting last week, the elec. 
trical engineer reported an increase of 33°96 per cent. in the 
number of units generated during the three months ended April 1st 


Dawlish.—PRicE IxcREaSE.— The Electricity Co. has 
applied to the U.D.C.. for permission to increase its charges for 
current to private consumers by 10 per cent., until such times as 
prices of stores again become normal. The Council has agreed 
t» the request. 


Dewsbury.—A Sub-Committee is to consider the pro- 
posed agreement with the Yorkshire Electric Power Co. for the 
supply of electricity to Ravensthorpe. A special tariff is to be pro- 
vided for those consumers who are not eligible for the rateable 
value system :—Lighting at the usual rates. and heating or cooking 
to be on a flat rate of 1d. per unit (plus the increased percentage in 
force), and such consumers must guarantee à minimum of at least 
£2 per half-year for heating and cooking, and adhere to this system 
for at least 12 months. 


Elland.—Price IxcREAsE.— The Electricity Committee 
has decided to advance the price of current from 44d. to 5d. per 
unit, and the rate for power by 7} per cent. 


Exeter.— YFAR’s WorkK1NG.—The report of the city electri- 
cal engineer, Mr.H. D. Munro, en the working:iof the electricity under- 
taking for the year ended March 31st. shows that the total revenue 
was £20,472 ; expenditure amounted to £12,753. leaving a gross sur- 
plus of £7,719; sinking fund and income-tax charges absorbed 
£ 7,597, leaving a net surplus of £122. Theincreased price of coal and 
the loss in revenue of £524 due to lighting restrictions, and the 
increased charges for income-tax, interest, and sinking fund, 
absorbed nearly the whole of the gross surplus. Owing to. the 
economical working of the new steam turbo-alternator during 
nine months. there was & decrease of 368 tons in coal consumptior, 
although 49,000 additional units were generated, also a saving 
of £120 in the costs of oil and water. The consumers. increased 
by 100, and the power demand by over 240 H.P. £2,474, the 
costs for mains extensions, ahd #785 for accessories for the new 
turbine, were paid out of the reserve and renewal funds, as the 
Т.С, was not permitted to draw on the loans sanctioned for 


these purposes. 
Frome.—STREET LIGHTING.—On account of restricted 


lighting the public lighting account of the U.D.C. has been reduced 
by, £250 by Messrs. Edmundson, the contractors, · 


Gelligaer.—The Board of Trade has extended the time 


by one year under the Gelligaer (Bedlinog and Fochriw) E.L. order 
1914. 


Hale. 


by the 


. Farnham R.D.C. with the Gas and Electricity Co., with reference 


to a supply of electricity for Hale, owing to the restrictions 
imposed by the Treasury upon expenditure, making it impossible 
for the mains to be extended whilst the war lasts. ij 


Hereford.—On account of the diminished consumption of 
current, due to the operation of the Summer Time Act, the T.C. 
has decided to levy a minimum charge of 10s. per quarter in cases 
where not more than 20 units are used. 


India.—The Madura Municipal Council held a special 
meeting recently, at which Mr. K. T. B. Tressler, the Director of 
Industries, Madras, explained the attitude of the Government on 
the subject of introducing electric lighting into the municipality. 
At present it would not be possible for the Government to take up 
the Periyar scheme, and it was necessary that the Council should 
have its own scheme. The total cost would be nearly a lakh of 
rupees, and would provide for 2,500 25-c.p. lights and 200 fans. 
Mr. Tressler is to advise the Council how to proceed with regard to 
the matter.—Jndian Engineering. 

It is stated that the Tata Co. is engaged on a further 40,000-H.P. 
hydro-electric scheme, the head works of which will be 10 miles 
from thoseof the existing hydro-electric scheme. The company under- 
took to supply 40,000 H.P. to Bombay from the latter, and 30,000 H.P. 
is already being delivered, while, were all the mills electrified, it is 
considered that Bombay could absorb 100,000 H.P.— Financier. 


Leigh.—CoLnLiERYv SuppLy.—The Westleigh Colliery Co. 
is to be informed that the Corporation is not prepared to allow the 
Lancashire Electric Power Co. to supply it with electricity, but 
that the Corporation is prepared to give a supplf on terms to be 
agreed upon between the company and itself, and, failing such 
agreement, on terms to be fixed by the B. of T. 


London. — HAMMERSMITH. — YEAR’S WORKING. — The 
annual report of Mr. G. G. Bell, the borough electrical engineer, for the 
year ended March 31st, points out that the undertaking is one of the 
few where the rates charged for electricity are still maintained. at 
pre-war figures, and that a net profit of nearly £600 was earned. 
Owing to the lighting restrictions, and the disappearance of units 
purchased and resold, the total sales, 11,178,294 units, show an 
increase of only 1,461,042 units, compared with the previous year ; 
but the units sold from the Hammersmith generating station show 
an increase of 2,000,018, entirely due to the power load. The most 
important item in the accounts, with the exception of the capital 
charge, is fuel, the cost of which has increased in two ways: first, 
by the increased initial cost; and, second. owing to large con- 
signments being carted to the generating station from railway 
sidings instead of being delivered at Chancellor's Wharf. | 

The cost of pumping coal from Chancellor's Wharf by means of 
coal-pumping plant, and handling same, is only 4' 57d. per ton. 
The saving that would have been éffected 1 the whole of the coal 
delivered at the sidings (11,390 tons) had been pumped, would have 
been £391. Тһе cost of cartage from sidings being £1,054, and 
the cost of pumping 11,390 tons at 4'57d. per ton, plus 9d. per ton 
for delivery by barge, would have been £663. The total cost of 
cartage would have been further increased if the coal-pumping 
plant (which is now in successful operation) had not been installed : 
6.872 tons of coal were pumped during the year at a eest to the 
department of £57 for electrical energy used by the plant. With 
the coal tanks in use no trouble was experienced, as in previous 
years, from the coal stock catching fire. | 

The total units generated were 13,271,640; only 1.161 units were 
purchased. The maximum demand was 5,980 Kw., and 971 motors 
of 9,126 H.P. are connected to the mains. The total revenue was 
£64,117; works cost and special expenditure amounted to £39,488, 
and gross profit to £24,629; while the net profit was £596, as 
compared with £3,717 in the previous year. | 

MARYLEBONE.—Àt the meeting of the B.C., on July 27th, the 
report on the working of the electricity undertaking for the year 
ended March 31st last was presented. During this period 16,069,870 
units were sold, as compared with 15,926,167 units in the previous 
year, decreased lighting consumption being more than counter- . 
balanced by increased requirements for heating and cooking. The 
total income amounted to £182,772. an increase of £13,555 ; after 
meeting working expenses, &c.. the net revenue balance - was 
£122,192, from which the usual loan charges were: met, leaving a 
net profit of 22.371, as against a deficit of £7.057 in the 
previous year. Ald.. Duncan Watson, chairman of the Elec- 
tricity Committee, explained the figures in detail, pointing 
out that generation costs had increased by 27 рег cent. 
but distribution and management costs had decreased by 22 and 
20 per cent. respectively, while taxes, &c., were up 6 per cent. 
The Sales and Publicity Department showed a credit balanee of £479. 
A satisfactory linking-up arrangement with thé Central Electric 
Supply Co. had been entered into; he had himself handled the 
matter of the quinquennial assessment, and the Comniittee came 
out “оп top.” He concluded by intimating that, owing to- his 
private position, it had become necessary for him to ‘resign the 
chairmanship of the Committee, an announcement which was - 
received with general expressions of regret by the Council. 


Maidstone.— The T.C. has decided to supply the works 
of Messrs. Amies & Son, at an estimated cost for mains of £120, 
and to apply for the electricity works to be declared a controlled 
factory. | | | 
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Oldham. — Two-RATE CONSUMERS AND “ SUMMER" 


ТІмЕ.—І was mentioned at a meeting of the T.C. that the Elec- . 


tricity Committee had over 2,000 clocks in use in connection 
with meters, the hands of which had not been advanced on the 
adoption of summer time, Councillor Dixon eaid there was dis- 
satisfaction among electricity consumers who were on the two-rate 
system as they were charged two different scales. and complained 
that they had been “done out" of an hour at the lower rate. 
Councilor Hardman (chairman of the E.C.), said they could not 
possibly. in the limited time allowed, alter the 2.000 clocks. If 
the new system were permanent something would have to be done, 
and some means would have to be found of dealing with the 
matter. 


Perth—Price INcREASE.— From the estimates of the 
electricity department it appears the rate of charge for ordinary 
consumers will be increased by 15 per cent., the trade rate by 
i} рег cent., and the tramway rate by 7} per cent. 


Shrewsbury.—PRicE INcREASE.—O wing to increased 
costs in connection with the electricity undertaking. it has been 
necessary to increase the charges to consumers by 20 per cent. 

YEAR'S WORKING.—The annual report of the electricity under- 
taking for the year ended March 315 last shows a total income of 
29.136, working expenses amounting to £6,519, and a gross profit 
of 42,616. After {payment of interest and sinking fund charges, 
there was & deficit for the year of £972. which was taken from the 
reserve fund. The total capital expenditure is £60,733, and the 
outstanding debt, less sinking fund, £24,594. 


Skelton and Brotton.— The Council has decided not to 
accede to a request by the Cleveland and Durham Electric Power Co. to 
pay a higher price for the current auppied to the Council for its 
eletric supply undertaking. 


South Africa.—The Somerset West, (Cape Province) 
installation was formally inaugurated recently by the switching on 
of thesupply at the transformer kiosk. near the railway station. the 
Mayor performing the ceremony. The supply is derived from De 
Beers' explosive works at Somerset Strand, about three miles from 
the village of Somerset West. 'The consulting engineer for the 
«heme is Mr. Charles G. Trevett, who is at present with the Motor 
Transport Corps in East Africa, and the contractors are Mesars. 
Herbert Davies & Co. 

The new electric light installation nt Worcester (Cape Province) 
was recently completed, and formally opened. The consulting 
engineer for the installation is Prof. Bohle, of the South African 
College. and the contractors Messrs. Siemens, Ltd. 

The Boksburg (Transvaal) Council has decided to dispose of its 
generating plant, and has accepted the offer of ‘the British South 
оа Explosive Со. of £7,500 for the same. excluding two pumps 

motors. 


Stalybridge. — EXTENDED SUPPLY AREA.—At a special 
meeting of the Stalybridge Joint Electricity Board, consideration 
was given to the question of granting supplies of current to pros- 
fective customers outside the present area of supply, and it was 
decided to empower the Generating Station Committee to proceed 


with the work for the supply of current in the extended area des- 


cribed in Clause 37 of the Board's Act of 1915. 


Stockport.—PRoPosED Loan.—Subject to B. of T. 
consent and "L.G.B. sanction to a loan, the Electricity Committee 
Proposes to buy certain premises for £2,700, and to use the land for 
an electricity generating station. An alteration in the proposed 
minimum charge for current has been made to 30s. per annum, 
payable 7s. 6d. per quarter, and where the units consumed in any 
quarter do not. amount to 7s. 6d., the unconsumed units are to be 
carried forward to the following quarter. but not beyond a complete 
year. It is believed that this will meet the complaint of those who 
ње very little current in the summer. 


Stockton-on-Tees.—BUuLK SuPPLv.—At a meeting of 
the T.C. last week (August Ist), it was stated that a portion of the 
Present steam plant at the electricity works was to be shut down 
until November next, consequent upon an agreement having been 
entered into with the Cleveland and Durham Power Co. with 
regard to the supply of electricity. Under the agreement with the 
“ompany, the Corporation is bound to pay for a minimum of 
1.000.000 units рег annum, with a reduced charge on all energy in 
excess of 1.750.000 units, providing that the maximum demand 
does not exceed 1,000 Kw., and 500 Kw. during certain restricted 
hours. Under the new arrangement the Council's generating plant 
will be under steam for only 782 hours per annum, as against 
1.500 bours formerly. 


Stoke-on-Trent. — EXTENSIONS APPROVED.—The Council 
has approved of the proposals of the Electricity Supply Committee 
to carry out extensions of plant at the central power house, in 
pee of which a loan of £12,000 has been sanctioned by the 


Thirsk.—STREET LiGHTING.— Thé Electricity Co. has 
written to the P.C. with reference to the lighting contract for next 
won. offering to keep the necessary plant ready to supply require- 
mente providing the oost, about £115, is met by the Council. and 
£l s year paid for each lamp used. The matter is to be placed 
before the ratepayers. 


Terquay.—" Ѕ0ммев-Тімв ” Еғғёств. — The deputy 
engineer has reported that before the passing of the 


Summer Time Act the daily demand was 350 Kw., with an output 
of 2.520 units, now the daily demand was 275 Kw.. with a daily 
output of 2.010 units. The engineer stated that new connections 
were making good the losses due to the Act and public lighting 
restrictions. 


Trowbridge.—PRicE IxcREAsE.— The U.D.C. has con- 
sented to the charges for current supplied by the Electric Supply 
Co. being increased by 10 per cent. for the duration of the war. 


Turton (near Bolton).—YEan's WonkiNG.— Reporting 
on the past years working of the electricity undertaking, the 


electrical engineer states that units sold to private consumers 


numbered 27.011. "The total revenue from private consumers was 
£339, compared with £305. "The total number of units purchased 
was 13,397, compared with 58,133 in the previous year. the 
decrease being due to the reduction of public lighting. There 
were now 67 consumers connected, 23 new ones having been added 
during the year.’ 


Warrington.—PRicE INcREAsE.— The Т.С. has agreed 
to the price of electric current (except where otherwise provided) 
being increased 5 per cent. as and from August lst, 1916, on the 
existing scales of charges. 


Weybridge and Walton.—PRickE NEGOTIATION.—Às an 
outcome of the recent negotiations, the U.D.C.'s have sealed agree- 
ments with the Electric Supply Co. by which, for the duration of 
the war, the price of current will be 7d. per unit on a flat rate ; six 
months after the war ends, if the circumstsnces do not render it 
absolutely impossible, the price is to be reduced to 64. 


TRAMWAY and RAILWAY NOTES. 


Blackburn.— The tramway manager reports a profit of 
£1.479 on the Corporation tramways for the quarters working 
ended June 30th. 


Chile.— The electrification of the Valparaiso and Santiago 
Railway is being considered, and a law authorising the Government 
to invite tenders has been passed by the Senate. 


Gateshead-on-Tyne.— The Town Improvement Com- 
mittee recommends the T.C. to rescind its consent to the proposal 
of the Gateshead and District Tramways Co. to double the track 
on the Bensham route. The Committee also recommends the 
appointment of a Committee to confer with the Newcastle Corpora- 
tion Committee with regard to running cars across the High Level 
Bridge between Gateshead and Newcastle. There was some discussion 
as to the desirability of entering into negotiations with Newcastle- 
on-Tyne on the subject, but eventually the report was adopted. 


Glasgow. — WacEs.—The Tramways Committee has 
decided not to recommend the granting of a war bonus of 6s. per 
week to motormen and conductors, but has agreed that employés 
could have the option of working six extra hours per week over- 
time at time-and-a-half rates. 


Keighley.— The period for the completion of the overhead 
equipment of railless trolley route (C), under the Keighley Cor- . 
poration Act, 1912, has been extended by one year. 


London.— L.C.C.— The week ending August 2nd was a 
record one for the Councils tramway undertaking. the traffic 
revenue amounting to £52.300 ; during the week 729,177 children 
travelled at reduced fares. 


Manchester.— Alderman Bowes (chairman of the Tram- 
ways Committee) stated at a recent meeting of the City Council 
that the military hospital authorities did not favour anything in 
the way of a general grant of free travelling facilities on the cars 
for wounded soldiers. The department therefore issued tokens, and 
these entitled the wounded soldiers to whom they were handed to 
travel free of charge. 


Oldham.—The Tramways Committee’s recommendation 
of revised charges for the carriage and delivery of parcels by car 
was referred back at the T.C. meeting last week, so that full details 
of the charges proposed may be supplied to the Council. Arrange- 
ments are contemplated to allow wounded and convalescent 
soldiers wearing distinctive hospital suits to use the cars free. 
The Tramways Committee has disposed of some chilled steel car 


` wheels at £1 per wheel more than it gave for them. 


Tilbury and Southend Railway Electrification. — The 
Midland Railway Co. is applying to the B. of T., under the exten- 
sion of Time Act, to extend until the session of 1917 the time within 
which it must submit a scheme for railway electrification between 
Fenchurch Street and Southend to Parliament.— Railway Gazette. 


United States.—A strike affecting the tramways in New 
York commenced on Saturday last. The subways and elevated 
railways were not affected at the time of writing, though cases are 
reported of tramway cars being attacked. 
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TELEGRAPH and TELEPHONE NOTES. 


Canada. —Mr. Philip E. Edelman, of St. Paul, Minnesota, 
has been engaged by the Canadian Government as electrical engi- 
neer. to prepare plans for wireless telephone and telegraph installa- 
tions in the 7,000 square miles embraced by the Dominion Parks of 
Western Canada. The object of the installation is to prevent forest 
fires апа game trespassing, by affording -an instant means of com- 
munication for reporting, and calling for aid. in territory where 
ordinary means of communication are out of the question. 


France.—A special department has lately been established 
by the French Post and Telegraph authorities in Paris, to conduct 
experiments in connection with telegraphy and telephony. ә 


. Telegraph (Construction) Bill.—In the Committee stave 
on this Bill. on Monday last. Mr. Pease agreed to substitute three 
months for one month as the period within which consent should 
be signified by the owner, lessee, or occupier of any land or building 
affected by the placing of a telegraph line. anda provision was added 
that the tribunal to which a difference is referred shall not. give its 
consent to the placing of a telegraph line unless satisfied that the 
refusal or failure of the owner, lessee. or occupier to consent is 
contrary to the public interest. The Committee stage was con- 
cluded, and the Bill was read a third time. 


The Channel Tunnel and Telephonic Communication 
with the Continent.—The following interesting letter from Prof. 
J. A. Fleming appeared in the Zimes a few days ago :—-" One of 
the possible utilities of a Franco-British Channel tunnel, which 
has not yet, I believe, been mentioned, is the increased facility 
it would afford for direct telephonic communication between 
Great Britain, France. Switzerland, and Italy. There are at present 
two English Channel telephone cables, each with twin circuits, 
which, by the method of usage called phantomising. can be made 
equivalent to three circuits each. These cables are. of course. 
subject to the possibility of injury.like all submarine cables. and 
repairs might be costly and take time. If, however. the Channel 
tunnel were constructed with proper provision for it. а large 
number of telephonic and telegraphic cables of a certain type 
could be laid in it which would afford greatly increased means of 
intercommunication at a less cost than by equivalent submarine 
cab es. If these were extended by suitable coil-londed aerial lines, 
telephonic communication could be established between the 
principal cities in Great Britain and those in France, and possibly 
Italy. Having regard to the far closer commercial relations which 
will exist between the Allies in the post-war period, this improved 
intercommunication will be of the greatest advantage. I submit, 
‘therefore, that in any plans for such a tunnel. ample provision 
should be made for telephonic and telegraphic cables of the latest, 
e for long-distance working. ш 


‘CONTRACTS OPEN and CLOSED. 
OPEN. Е 


йа se: — September 20th. N.S.W. 
ment Railways. Опе 50-ton electncally-operated 
travelling crane for Zara Street power house. Newcastle. October 
llth: One motor-driven air compressor for Zara Street ' power 
house. Electrical Engineer, 61, Hunter Street. 

PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 


Barking. — August 15th. Electricity and Tramways 


Committee. Cables, switchgear, and transformers. See " Official 
Notices " July 28th. mE 


Blackburn,—August 12th. Steam coal for electricity 


department for. 12 months. Mr. P. P. Wheelwright, Engineer aud 
Mahager | 


‘New Zealand. — - INVERCARGILL. — September 
Borough Council. 


Govern- 
overhead 


28th. 
Steam turbo-alternator, condensing plant, and 


switchgear., Specifications from the Tramway Office. Contract 

No. 40. mE 
St. Asaph. — August 16th. , Guardians of St. .Asaph 

Union. REDEN of accumulators., | See ' Юша Notices" August 


иһ... 


: “South Africa. — Jo OHANNENBULC (s. Septenih er dth. Mmi: 
cipal Council. 10,000 drawn-wire metallic-filament traction lamps ; 
to miles of 19/14. di Underwriters’ wire " (lightly insulated wire for 
outdoor use). Contract No.151.* > ' 

September 21st. Municipal Conner, 
No. 153.* | 


“Specifications for Wn items me can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


Tramear spares. Contract 


CLOSED. 


Aberdeen. — Electricity Committee. C. 
Co ^ Ltd, 5.000-kw. turbine-alternator 
auxiliaries, £18,858. 


А. Pursors 


with 


and 
condenser and 


Batley. — Accepted tender : Brush Electr ical Engineering 


Co. : spare armature and spare condenser tubes. 


Sheffield.— The contract with the British Electric 
Transformer Co., Ltd., for transformers. and series gear is to be 
extended for a further period of two years, in accordance with a 
revised schedule of prices. | 

Tramways Committee. Peckham Truck and Engineering Co... 
15 Peckham trucks, at €92 10s. each. 


Sunderland.— Electricity Committee :— 
B.I. & Helsby Cables, Ltd., cables; Steel & Co., mild steel shoots, 


NOTES. | 
The Metric System in the U.S.A.—Generations of 


effort by earnest advocates have not served to advance the cause of 
the metric system in the United States and in some other countries 
as have the world-war conditions of the last two vears. American 
factories that knew only inches and feet 24 months ago, are turn- 
ing out millions of shells. rifles. guns, and other war materials 
entirely in metric dimensions. Scores of railway locomotives are 
being manufactured by American plants in metres and millimetres, 
and in entire factories and sections of factories not a single gauge, 
scale. or other measuring device cau be found bearing the compli- 
cated Anglo-American measures of length. 

The orders in metric terms that are flowing into American 
factories are not alone for what might betermed primary war materials. 
In addition to locomotives already mentioned, orders for rails, 
bridge members, machinery, tools, and even fabrics and wearing 
apparel, are accompanied by metric specifications. Practically 
without exception. American manufacturers have adapted them- 
selves to the new requirement. 

The experience has been a revelation to many manufacturers. 
who considered the metric system complicated because they had 
had no experience with it. Many practical workers have insiste 
that in spite of the handicap of unfamiliarity it is, in a very short 
time. a simpler matter to apply the metric system to their work 
than to use the foot and inch system, with its unwieldy fractions. 

The war is helping the cause of the metric system in other ways 
as well. It has shut off South America and other consumers of 
manufactured goods from their usual sources of supplies in Europe. 
aud has awakened in American merchants the desire to supply these 
markets, not only temporarily. but permanently. Practically 
every one of these possible markets, however, is in a country usiny 
only the metric system. to the people of which price-lists in pounds 
and tons. yards and inches. dozens and grosses, are hopelessly con- 
fusing. Furthermore. many of the South American countries 
require that goods ke marked in metric measures before they may 
pass the Custom houses. 

The result of this is that exporter after exporter has recognised 
the need of making use of the metric system. and has quietly 
begun turning out two classes of products if he fills both domestic 
and foreign orders—goods measured and marked in customary 
units, and others sized and marked metrically. Complicated as 
such a procedure might appear at first sight, it has proved dis- 
tiuetly profitable in practically all cases in which it has been 
tried, thus confuting the contention of opponents of the metric 
system that its introduction would, prove expensive.—Se/enfi/r 
И Mmerican. ! 


Our Consular Service.—In the August issue of the Times 
Trade Supplement Mr. De F. Pennefather, M.P., has an informing 
and suggestive article on the Past,-Present and Future of the British 
Consular Service. He holds that in this department the necessities 
and outlook are greatly altered by the war, and after giving the 
history of the development of the Consular Service ovey a lengthy 
period, and of the investigations of. and reports made upon, it ш 
ditferent times, he concludes as follows :— 

“There should be little difficulty in obtaining all the men 
required to strengthen our Consular Service. Thousands of men of 
business experience and proved ability have voluntarily given up 
good positions. both at home and abroad, in order to join the Army. 
Many of these must possess all the necessary qualifications – 
including knowledge of languages— and if they are unable to pick 
up their former careers at the point they laid them down, may 
be seeking for new openings. A short training would render such 
men efficient, and no cast-iron ‘regulations’ or ‘red tape’ should 
be allow ed to atand in their way. 

" [t is obvious that a great deal of consideration will have to be 
given to the whole question of our Consular Services in the light o! 
recent happenings and -future _ probabilities, and much spade “work 
will have to be done in order to investigate thoroughly many matters 
in regard to many places, countries, and trades, and to ascertain 
what our Consuls .can most usefully do, and how and where they 
can best do it. 

"The Foreign. Office or: the Board of | 
during the war, and yet if the work.is only begun when the war 15 
over, our competitors may reap great advantages. 

" [t therefore seems only natural and proper that our € ambe rs 
of Commerce, which have for so many years taken an active and 


intellizent interest. in- the matter. should collect through ёе 


30,000 members, the resulta of experiences in all parts of the Globe. 
and thus furnish material which will'help the Government to build 
up a Consular Service which will not only provide "betur 
facilities for the maintenance and expansion of the trade of the 
Empire, but also carry out generally the objects aimed at by the 
Allies, ns stated in their Е at the recent Economic Conference 
in Puris." | 


Trade. cannat do-all this 


ee: ie ene ee eee el. 
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Educational, — UNIVERSITY OF MANCHESTER.—We have 
received the prospectus of the University courses in the Municipal 
School of Technology for the coming Session, which opens on 
October Sth. Prof, Miles-Walker occupies the chair of Electrical 
Engineering. CLE и a eG | 


The Electrical Trade Position in the United States.— 
Our contemporary. the Electrical Wartd., says that few.large orders 
are being booked for electrical goods. . The high cost of construc- 
tion materials is holding back a large volume of buying. The 
writer says :— " One of the outstanding features of the present 
market for electrical goods has been the absence of numerous orders 
for large quantities of material. То be sure, there have been some 
large orders, but these have been principally brought on by the 
boom in metals. Iron and steel rolling mills have bought larve 
quantities of electrical goods in single orders, but they were practi- 
cally forced to it. But the large development projects scheduled 
for erection about this time have been held up, wherever possible, 
antil more favourable times. Those plants that are in the course 
of construction undoubtedly have either been absolute necessities, 
owing to the condition of the load and the load expected. or else 
were projected, and orders placed previous to this general advance 
in prices. All construction costs have advanced many per cent. 
Labour. besides being more expensive, is very scarce. Copper wire 
ior transmission lines has alvanced to an almost prohibitive price, 
owing to the demand for copper by the warring nations. Practi- 
tally all electrical equipment, including the necessary steam and 
hydro machinery, costs considerably more to-day than before the 
war, Although orders of large volume have been infrequent, 
there have been many inquiries for quantities of goods that would 
пш into millions of dollars. All of these inquiries. it is more than 
likely, will develop into Рола fide orders as кооп as the price is satis- 
factory. It is well known that, there is a vast amount of railroad 
electrification awaiting lower prices. One of the larve eastern roads 
has laid plans for extending its electrified zone, but is hesitating to 
do anything definite at the present time, because of the abnormally 
high prices. It is significant that the greater part of the buying 
of electrical goods during the recent months has been by industrial 
concerns, factories, mills, &c. There is therefore to be expected. it 
is believed, as soon as prices warrant, a buying movement from the 
other large purchasers, the central stations and railroads.” 


Lamp Voltage Standardisation in the U.S.A.— Although in 
the early years of incandescent lamp manufacture it was impossible 
accurately to predict before the lamp was manufactured at what 
voltage it would operate most efficiently. with the introduction of 
the drawn-wire filament, it became possible to foretell accurately at 
jat what voltage any and all of the output should be rated. 
Lamp manufacturers, therefore, are now 1n a position to standardise 
their ontput and to bring about economies in the manufacture, 
distribution, and utilisation of lamps. Among the many benefits 
which it is expected will accrue from this standardisation of 
incandescent lamp voltages there are others besides those of manu- 
facture. With a smaller number of sizes, dealers with the same 
investment naturally will be able to carry lamps for a greater 
variety of services. Also there will no longer be any necessity on 
the part of central stations to maintain domestic-service voltages 
at other odd pressures, | 

All of the affiliated lamp manufacturers have co-operated in this 
movement, it is understood, although. but one company, the 
National Lamp Works, will try it out. Should the results justify, 
it is understood that all of the manufacturers are prepared to 
adopt the same voltages which, after & careful analysis of the 
9 output, were placed at 110, 115, 120 volts.-— Electrical 

orta, 


Foreign Trade.—THe Juty FievREs.— The official 


returns of imports and exports during last month contain the 
following electrical and machinery figures :— mE 


July, Ine. or . Seren months, 1916. 
IMPORTS :— 1916. dec. Ine. or dec. 


Electrical goods, ke. £128,978 + £30,730 ° + £395,303 


Machinery ... 684,293  — 212217 = 191.321 

- Exports :— RE з JI 

. Electrical goods 9,007. +. 87.916’ 630041 ' 
Machinery ... , 1,761,054 “+ 45,820 #— ' 348,913 


Electric Vehicle Committee.—At а meeting of the 
Electric Vehicle Committee, held in London on J uly 28th, it was 
announced that the Royal ‘Automobile Club had nominated as 
their representative upon the Committee, Mr. W. Worby Beaumont. 
Correspondence has taken place between the B. of. T. and the 
Electric Vehicle Committee on "Import Restrictions," and the 
Committee has been informed that, providing a statutory declara- 
tion is made to the effect that the chassis which it is desired to 
import are to be used solely for commercial purposes, the matter of 
their importation will have consideration: : 

Correspondence with the Car.and General Insurance Corporation. 
Ltd., was submitted, from which it: appeared that the corporation 
were willing to come into line with the suggestions previous y made 
by the Committee that their Standard Electric Vehicle Policy 
sheuid be altered so-&s to include the risk.on: the battery while the 
vehicle is in transit by road, rail, or ship. Subject to this altera- 
hon, the Committee decided to give their-approval to it. : 

The Committee regretted the decision. of the Rugby U.D.C. not 
to provide charging facilities ; the British Thomson-Houston Co. 
ate however, prepared, on certain conditions,.to charge electric 


- 7 . 


AXéhicles passing through Rugby. 


е, ++ 


The secretary reported the action he had taken in connection 
with the report made by the borough engineer of Southwark to 
the Works Committee of the Council, and his action in this matter 
was approved. | 


Scottish Engineering Organisation.—A large meeting 
of Scottish engineering employers, held in Glasgow on August th, 
Mr. Rowan Thomson presiding. passed the’ following resolution :— 

“That in view of the unprecedented situation created’ by the 
war and the uncertainty of the future this meeting is of opinion 
that all envineerine firms in England and Scotland should come 
together under a strong central orvanisation, capable of dealing 
with important questions that will certainly arise in the near 
future : that the existing organisations connected with engineering 
should also receive whole-hearted suppurt in order that they may 
be strong to achieve the objects for which they were created.” 

A committee was appointed to carry the proposal into effect. 


Appointments Vacant.—Shift engineer, for the Woking 
Electric Supply Co.. Ltd. ; engineer-in-charre. £2. for the Bexley 
U.D.C. ; shift engineer. 35s.. for the Neath R.D.C. ; charge engineer, 
42s.. for the Corporation of Wakefield Electricity Department. See 
our advertisement pages to-day. 


A Good Use for Old Tracing Cloth.—One of the minor 


directions in which engineers can help the war is by collecting all 
their old cloth tracings or unused tracing cloth and sending them 
to Lieut. R. D. T. Jones. R.E.. Ministry of Munitions, Explosives 
Department. Storey's Gate. Westminster. The cloth. when boiled, 
washed, and sterilised. makes excellent bandaves, pillow cases, &c.. 
for the wounded—things that are still badly needed. Engineers 
need have no fear that their designs will be copied, because all the 
tracings are handed to a responsible person to be treated. Many 
firms have already helped in this way, and it is hoped that. many 
more will do so. 

There are few works that do not destroy dozens of yards of 
tracing linen a year, and now that this excellent use for the waste 
material is pointed out to them we feel sure that they will respond 
to Lieut. Jones's request. m | 


Volunteer Notes, — 1st LoxpoN ENGINEER.. VOLUN- 
TEERS.—Headquarters, Chester House, Eccleston Place. Orders for 
August by Lieut.-Col. C. B. Clay, V.D., Commanding. 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10. The Camp at Otford will be available 
until August 3lst. Members wishing to attend should enter their 
names at Headquarters. 

Sunday Entrenching Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office, 8.45 a.m. 


` MACLEOD YEARSLEY, Adjutant. 


3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Capt. W. Ridd (Sub-Commandant), 
Thursday. August lOth, 1916 :— 

Week-End Parades.—Saturday.—The Battalion will Parade at 
Liverpool Street Station (Low-Level entrance, G.E.R.), at 8.40 a.m., 
and proceed by train for entrenching duties. Members will make 
their own arrangements for lunch. Those who wish to return to 
town will reach Liverpool Street Station about 6 p.m. Those who 
cannot take the early train will parade at Liverpool Street Station 
(Low-Level entrance. G. E.R.). at 1.20 p.m. 

Sunday.—'The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 9.30 a.m., and proceed by train for 
Entrenching duties. Members will carry their own lunch, and the 
Quartermaster will make arrangements for light liquid refresh- 
ments. The Battalion will return to town about 6 p.m. 

Musketry.—Members who have sent in their names to shoot at 
Bisley on Saturday, 12th inst., will report. in Uniform, to Sergt. 
J. W. S. Burmester, at 12.45 p.m., at No. 8 Platform, Waterloo 
Station. ' Е 

Recruits will Parade at Lord's Cricket, Ground on Saturday at 
3 p.m., and on Sunday at 11 a.m., for Recruit Drill. 

Wembley Park.—There will be no week-end Parade at Wembley 
Park. CLARENCE T. CoGGIN, Acting Adjutant, 


Registration of Business Names  Bill.—This Bill 
passed its third reading in the House of Lords on Wednesday. 
Lord Southwark informed the House that under the provisions 
included in the Bill. the commercial community would be able to 
tell whether any firms included aliens. Amendments were 
approved providing that nationalities as well as names should be 
registered. and altering the date for the Bill to come into force 
from October, 1916, to January Ist. 1917, . | 


The Fall of the Levitated. — Notices appear in the 
London Gazette of Tuesday last to the effect that the following. 
four companies cannot by reason of their liabilities. continue their 
businesses, and are to be wound up voluntarily, with Sir W. B. 
Peat as liquidator :— 78. 

Bachelet Levitated Railway Syndicate. Ltd. _ di 

;.. Bachelet Shipbuilding. Engineering and Ordnance Co., Ltd. 

|^ British Bachelet Flying Train. Syndicate, ТШ. °° 5 ш 
—. . Bachelet Shuttle & Loom Co., Ltd. ^^ >) 


: Board of Trade Inquiry.—The Board of Trade Com- 
mercial Intelligence Branch has received an application for names 
of manufacturers, or producers. of plated metal fronts and reflectors 
for portable electric hand-lamps. -` - dx dE ve 3 
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The State and Ѕсіепое, — The British Science Guild 


has prepared à memorandum on the relations which should exist 
in future between the State and science. The memorandum proposes 
that a national statutory Board of Science and Industry, the 
permanent staff of which should consist inainly of persons of wide 
scientific Enowledge and business experience, should be established, 
among other objects to :— 

Promote the co-ordination of industrial effort. 

Secure co-operation between manufacturers and all available 
laboratories of research. 

Institute a number of paid advisory committees consisting of 
men of wide scientific knowledge, assisted by expert investigators 
and technologists, who should receive reasonable fees for their 
gervices. 

Organise scientific effort on the manufacturing side and in com- 
mercial relations with other countries. 

Encourage investigation and, where necessary. give financial aid 
towards the synthesis and artificial production of natural products 
and for other researches. 

The memorandum also urges that the courses at the public 
schools and at Oxford and Cambridye should be revised ; that more 
attention should be given to scientifie method and to educational 
handiwork in elementary and secondary schools; and that a know- 
ledge of science should be essential for certain appointments in the 
public service.. The Timea. 


Sixteen Years’ American Electrical Sales. — During 
the last 16 years the aggregate sales billed by the three largest 
distributors of electrical goods in the United States has amounted 
to $2,191,937,000, or an average of approximately #137.000,000 
annually. The total for the General Electric Co. was $963,899,000 ; 
Western Electric Co., #792.500,000 ; Westinghouse Electric and 
Manufacturing Co., $135.238.000. The accompanying curves, 
which are reproduced from the American Electrical World. show 
graphically the annual variation in the sales of these three com- 
panies starting with 1900. 

о It will be noticed that while the general tendency has been 
upward, the curve for each company contains more than one 
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SALES OF THE THREE LARGEST AMERICAN ELECTRICAL 
MANUFACTURERS. 


inflection. Furthermore, in each case it will be noticed that the 
slump in sales billed followed a particularly good 12 months. In 
1907 the sales of the General Electric Co. were the largest on 
record, but in the following year the sales were almost on a level 
‘with those for 1905. Again, the 1913 sales took a jump to 
$106.477,000. which was almost $20.000.000 greater than any 
previous year. In 1914 but $90,468,000 worth of electrical goods 
were ‘sold. 

The same condition is true to a different degree of the other two 
companies except that the Western Electric Co. had a record year 
in 1906 and a slump in 1907. The 1906 Western Electric 
sales billed were $69,000,000, and the 1907 sales billed were 
$53,000,000. The 1913 sales billed were $77,500,000 and 
the 1914 sales billed amounted to $66,400,000. Sales billed by the 
Westinghouse Co. in 1907 were $30,325,000, and in the following 

ear $18,216,000. In 1913 they were $40,741,000, and in 1914 but 
81,208,000, 


In 1911 both the General Electric and Westinghouse Companies 
billed smaller sales than in 1910, but the Western Electric Co.'s 
sales increased by $3,000,000. The 1910 sales of the General Elec- 
tric Co. were $71,479,000 and of Westinghouse $35,622,000. The 
1911 sales of these two companies were $70,384,000 and $31 223.000 
respectively. 

The largest year in the history of the three corporations was 
1913. In that year the sales billed by the three companies were as 
follows: General Electric Co., $106,477.000 ; Western Electric Co.. 
$71,.500.000; Westinghouse Electric and Manufacturing Co. 
$40,711,000 ; a total of approximately $225,000,000. 

Both the 1908 and 1914 slumps were attendant upon inter- 
national financial depressions. The year 1907 opened with a 
liquidating movement following a year of extraordinarily good 
business. Before the year was ended affairs had reached such a 
point that credit was suspended, and in America a panic broke 
out. In this latest depression, says the Electrical World, it is not 
difficult to understand why business should fall off when with the 
greater part of the civilised world at war and intermetional com- 
merce practically suspended, financial operations were suspended 
and money was both expensive and hard to obtain. 


Women's Working Capacity.—Dr. Carpenter, the chair- 
man of the South Metropolitan Gas Co., told the shareholders, on 
Wednesday, that the amount of work a woman turned out was 
about two-thirds that of a man.:and, therefore, they paid them 
two-thirds of the rate paid to men.— Daily Chronicle. 


OUR PERSONAL COLUMN, 


The Editors incite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials.to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—The Oldham Cor. 
poration has decided to grant an honorarium of £10 to the 
tramways traffic superintendent for his extra services for 
three months following the retirement of Mr. Dugdale from 
the managership, and an increase of salary has also been 
granted to him. The works manager has likewise received an 
advance. 

Mr. В. B. Leaca, electrical engineer and tramways manager 
of the Heywood Corporation, has been appointed electrical 
engineer and manager of the Loughborough Corporation at 
a salary of £300 per annum. There were 95 applicants for the 
position. 

According to a Dublin newspaper, the Dublin Electricity 
Committee recommends an increase in remuneration to the 
shift engineers and switchboard attendants. The Committee 
recommends granting the men the difference between their 
present salaries and the maximum to which they become en- 
titled according to their respective positions in a few years. 

The salary of Mr. 8. D. Jones, electrical engineer to the 
Batley Corporation, has been increased by £15 a year, and 
that of Mr. OARTER, assistant engineer, by £10 a year. 

The Malvern U.D.C. is increasing the salary of the gas and 
electrical engineer, Mr. S. TRow Ѕмттн, by £50 per annum. 

General.—The directors of the St. James’s and Pall Mall 
Electric Light Co., Ltd., have appointed Sir ALEXANDER B. W. 
KENNEDY, F.R.S., chief engineer in the place of the late Mr. 
S. T. Dobson, M.Inst.C.E. 

Mr. NonMAN Н. Woop has left the submarine department 
of Messrs. John Brown & Co., Ltd., Clydebank, to take up a 
commission in the R.N.A.S. as Sub-Lieutenant, R.N.V.R. 


Roll of Honour.—The Times states that Captain Frank К. 
Jessup, Border Regiment, killed in action, was born in 1887 
and educated at Brentwood and Gordon's College, Aberdeen. 
On leaving Gordon's he entered the service of the Eastern 
Telegraph Co., and at the end of 1908 resigned to join his 
elder brother in Vancouver, B.C. He was engaged in the 
engineering department of the Pacific Great Eastern Co. when 
war broke out. | . 

The Times states that Captain A. E. STONE, who was killed 
ia action on July 2th, had been connected with Messrs. 
George White & Co., of Bristol, for about 90 years, and he 
rehdered valuable services on the formation of the London 
United Tramways Co. He was Sir George White’s private 
secretary for many years. ' 

Private Francis Stack, of the Sherwood Foresters, who 
joined at the outbreak of war whilst engaged at the Derby 
Corporation electric light station, has died at Edmonton Mili- 
tary Hospital, of wounds received in action. Before gomg 
to France he served in Gallipoli for three months. . . 

Sergeant ALEXANDER Ross, of the Public Schools and Uni- 
versity Battalion Royal Fusiliers, killed in action in France 
on July 20th, at the аре of 23 years, studied electrical engi- 
neering at the Faculty of Technology, Manchester, and re- 
ceived the degree of B.Sc. (Technical) in June, 1914. 

Private Ernest Harris, formerly with the South Metro- 
politan Electric Lighting Co., was killed in action in France 
on July 19th. І 

Lance Corporal CHARLES Jones, an employé of the Chloride 
Electrical Storage Works, Clifton, near Manchester, 18 un- 
officially ры. to have been killed in action, aged 9]. " 

Driver THoMas Finniaan, of the Canadian Artillery, who 
has died in a casualty clearing station, was a Bolton man. 
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emigrated to Canada five years ago with his brother, Edward, 
and the two were in business in the Dominion as electricians. 
They enlisted together, and Edward is now in the Canadian 
Record Office in this country. | d 

Private JAMES Crompton, Lancashire Fusiliers, who is 
missing, was employed in the overhead equipment depart- 
ment of the Salford Corporation tramways. 


Private J. J. Hinton, of the Lancashire Fusiliers, who has. 


been killed in action, aged 32, was an employé in the elec- 
trical department of Messrs. Mather & Platt, Ltd. 

Sergeant P. J. Harris, of the Royal Warwicks, of Seedley, 
near Manchester, who was employed by the General Electric 
Co., Ltd., has died in France from wounds, aged 26. 

Sergeant FRANK Dawson, of the Manchester Regiment, 
killed in action, aged 39, was employed by the British West- 
inghouse Co., at Trafford Park. 

ivate CHARLES J. PARRY, of Manchester, an employé of 
Messrs. Iu. Andrew & Co., Manchester, has been killed in 
action, aged 30. | 

Private STANLEY SUMMERSCALES, of the Leeds “ Pala" Batta- 
lion, 18 reported missing. He was in the employ of Messrs. 
Veritvs, Ltd. 

Sergeant А. E. Wriacat, of the Royal Field Artillery, who 
is an electrician, of East Ham, has been awarded the Mili- 
tary Medal for bravery and devotion to duty. 

Rifleman JoHN LAMBOURNE, of the Rifle Brigade, who was 
an employé at the Rugby works of the British. Thoinson- 
Houston Co., Ltd., has died of wounds received in action in 


ce. 

Lance-Corporal Мохтлас Pearson, of the South Staffs Regi- 
ment, reported killed in action in France, was emploved at the 
British Thomson-Houston Co.’s works at Rugby. He was 23 
years of age, and a year ago was wounded in Gallipoli. 

Two employés of the Leyton Municipal tramways depart- 
ment, Messrs. С. Davies and H. J. Н. McPuerson, have 
fallen in action in France. 

Private THoMas LovELADY Woop, of the King's Liverpool 
Regiment, who has died at Rouen of wounds received in 
action, was on the staff at the Formby electric power station. 

Corporal A. RicHARDS, Royal Warwickshire Regiment, was 
killed in action on July 14th. | 

Second-Lieutenant J. H. C. CHANDLER, 94th Battalion R.E., 
who, before joining up in January, 1915, was chief tester at 
Messrs. Mather & Platt’s Park Works, Manchester, was re- 
cently wounded in France, and is in hospital at Osborne, Isle 
of Wight. 

Lieutenant J. Н. PALMER, who has been killed in action, 
was educated in France and at the Manchester Municipal 
School of Technology, and took his degree in electrical engi- 
neering at the Manchester University. Не was later for 
several years with the firm of Messrs. Connolly Bros., Ltd., 
able inanufacturers. 

Driver LEONARD Mortis, who was an employé of the British 
Westinghouse Co., Trafford Park, has died in hospital in 
Mesopotamia. He was 22 years old. | 

Rifleman CHarurs G. J. Betts, of the London Rifle. Bri- 
gade, who is officially reported missing since the great offen- 
aive, was formerly in the showrooms of Messrs. Cunninghain, 
144., London. x 

Driver W. Н. Owens, R.F.A., accidentally killed on active 
service, was formerly employed by Messrs. Downes & Davies, 
wholesale electrical merchants, Liverpool. |. 

Private BEN Terky, of the King's Own Royal Lancasters, 
an employé of Messrs. Connolly Bros., Ltd., cable manufac- 
turers, Blackley Vale, has died from shell shock. 

Private ARTHUR BarEMAN, Manchester Regiment, killed in 
action, was an employé of the British Westinghouse Co. 

Private Joun Haley, who was employed by the Morley 
Electrical Engineering Co., Stanningley, before the war, is 
reported killed in action in France. 


Obituary.—Mn. R. I. Lonaricc.—Mr. Robert T. Longrigg 
(34), electrical engineer, of Hoole, Chester, died at the Sea- 
combe Ferry Hotel, being found in his room with a gunshot 
wound in the mouth. At the inquest it was stated that de- 
ceased had been hard-worked and was on the verge of a 
nervous breakdown, and a verdict was returned to the effect 
that deceased committed suicide, there being no evidence as 
to the state of his mind. 

Мв. C. W. Curtis.—In the Times ‘‘ Deaths" column it is 
snnounced that Mr. Chas. Wm. Curtis, Principal Medical 
(сег of the Eastern Telegraph and Allied Companies, passed 
away on August 6th at Ashford, Middlesex. 


Will.—The late Prof. Srvawus Prits Tompson left 


NEW COMPANIES REGISTERED. 


Griayer & Co., Ltd. (144,531).—This company was regis- 
tered on August 4th with a capital of £5,000 in £1 shares, to take over the 
of electrical and mechanical engineers formerly carried on as Grinyer 
& Co., at Wakeling Street, Stepney, E. The subscribers (with one share 
tach) are: J. McLaren, 9, Tillotson Road, Ilford, engineer; W. R. Germain, 
3, Wakelin Street, Stepney, E., engineer. Private company. The number of 
is not to be less than two or more than five; the first are J. 
McLaren (permanent chairman) and W. R. Germain. ualification, one 
ware. Solicitor: Е. Budd, Devonshire Chambers, 146, Bishopsgate, Е.С. 
ed office: 146, Bishopsgate, E.C. | 


British Revival Manufacturing Co., Ltd. (144,501).—This 


company was registered on August Ist, with а capital of £1,500 in 1.000 
preferred shares of £1 each and 10,000 deferred shares of Is. each, to manu- 
facture electrical accessories previously made and supplied by enemy countries, 
and to carry on business in connection therewith. Whe subscribers (with one 
preferred share each) are: P. Н. Robinson, 72, Shaftesbury Road, Crouch : 
Hill, N., clerk; W. Н. Belleine, 120, Clarence Road, Lower Clapton, N.E., 
jewellei's assistant. Private company. The number of directors is not to be 
less than. two or more than five; the subscribers are to appoint the firsr. 
Qualification, 300 shares. Remuneration, £100 cach per annum (chairman 
£150). Secretary (pro tem): P. H. Robinson, Registered office: 160, High 
Road, Chiswick. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 


Mander & Co., Ltd.—A first mortgage debenture dated 
July 24th, 1916, to secure not more than £300, charged on the company’s 
undertaking and property, present and future, including uncalled capital, has 
been registered, Holder: J. E. Bendell, 20, Greenhill Road, Moseley. 


Small Electric Motors, Ltd.—Particulars of £3,000 deben- 
tures, created July 19th, 1916, filed pursuant to Ѕебіоп 93 (3) of the Com- 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged : The company's undertaking and property, present and future, 
including uncalled capital. No trustees. 


Pitter’s Ventilating & Engineering Co., Ltd.—Debenture 
dated July 20th, 1916, to secure £5,000, charged on the company's undertaking 
and property, present and future, including uncalled capital. Holder: H.M. 
Minister of Munitions, Armament Buildings, Whitehall, S.W. 


Compania de Electricidad de la Provincia de Buenos Aires, 
Ltd.—A trust deed dated July 19th, 1916, supplemental to a trust deed dated 
November 24th, 1911, to secure an increased rate of interest payable on the 
amount secured by rhe principal deed (£900,000). charged on the power dis- 
tributing and transforming stations in the Argentine Republic and tlie com- 
pany's undertaking and property, present and future, including uncalled 
capital, and all existing and future concessions and contracts, has been regis- 
tered. Trustees: City Safe Deposit & Agency Co., Lid. 


T. F. Braine & Co., Ltd.—A memorandum of satisfac- 
tion in full on July 24th, 1916, >f mortgage dated March Ist, 1910, securing 
£2,000, has been filed. 


.CITY NOTES. 


The report for the year ended Septem. 


North Mel. ber 30th, 1915, just issued, shows that the 
bourne Electric gross receipts were £33,462, as against 
Tramways £30,438 in the previous year. The ex- 
and Lighting penses were £21,730, against £19,721. The 
Co., Ltd. net revenue was £11,732, as against 


£10,717. The tramways department car- 
пей 3,138,327 passengers (against 2,874,021), and 475,017 саг 
miles were run (against 463,293). New lighting consumers 
connected numbered 316, making the total 1,805. During the 
year the capital expended was £3,692. The scheme submitted 
to the debenture-holders and shareholders in June and July, 
1916, was adopted, and, the necessary adjustments consequent 
thereupon are incorporated in the present accounts. The 
amounts written off in exchange for income certificates (issued 
with the sanction of the Treasury) were £37,575 in respect of 
arrears of debenture interest, and £16,525 m respect of bills 
payable, and a further £5,438 has been written off for interest 
waived by the holders of the bills. The total amount written 
off is £59,533, out of which the directors have applied £23,000 
for depreciation of the company's undertaking, and the ba!. 
ance in extinguishing the debit to profit, and Joss. The direc- 
tors have agreed to waive the arrears of their fees amounting 
to £300. They again express their appreciation of the excel- 
lent services of the manager, Mr. Murdoch, and the staff. 
"Annual meeting: London, to-day. E 


Western Canada Power Co.—The First Mortgage Bond- 
holders’ Committee of this company announces that it has 
approved an agreement of reorganisation formulated by the 
protective comuuittee for noteholders of Western Canada 
Public Utilities, Ltd.—Financial Times. / 

Elmore’s German and Austro:Hungarian Metal Co., Ltd. 
~The report for the year ended December 31st shows that, 
after charging debenture interest, &c., there was a loss of 
£4,815, thus increasing a debit balance of £21,517 brought 
down to £26,332.—Financial Times. ` ` 

Oldham, Ashton & Hyde Electric Tramways Co., Ltd.—- 
Interim dividend at the rate of 5 per cent. per annum (64. 
per share), less income-tax, on the ordinary shares for the 
half-year. | 

Nairobi Electric Power & Lighting Co., Ltd.—Final divi- 
dend at the rate of 4 per cent. per annum, less income-tax, on 
the preference and ordinary shares for the year ended 
December, 1915. 

Kensington & Knightsbridge Electric Lighting Co., Ltd. 
—Interim dividend on the ordinary shares for the half-year 
ended June 30th, 1916, at the rate of 5 per cent. per annum. 

Paisley District Tramways Co.—Interim dividend at the 
full rate of 5 per cent. per annum on the preference shares 
for the half-year to June 30th | 

Walter Scott, Ltd.—A further dividend of 10 per cent. 19 
recommended, making 15 per cent. for the year. 
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STOCKS AND SHARES. 
TUESDAY EVENING. 

Stock Exchange markets have dropped into the placid 
quietude so usually associated with August. Though the 
Bank Holiday was cancelled, it seems likely, judged from the 
appearance of the Stock Exchange, that a good many mem- 
bers started what holidays they are able to get this year so 
as to include the Monday; and apparently, from the number 
of orders received this week, many of their clients have done 
the same thing. There is little animation anywhere. Electric 
Lighting shares are steady, the telegraph market is as firm 
as ever, British Columbia Railway issues are better, and there 
is a fair amount of activity in the area of war stocks, this 
embracing iron and steel companies as well as those con- 
cerned with munitions, transport, catering, shipping and the 
like. The shipping market in particular stands out promi- 
nently; and the shake-out which followed the mad upward 
movement has been succeeded by a swift recovery. 

It is a little surprising that the electricity supply section 
should maintain so noticeable a degree of strength. St. 
James’ shares and Westminsters are both wanted. In fact, 
the prices for the West End shares are all decidedly good, 
and there are more buyers than sellers. Counties and Cities 
remain firm. Although there are no quotable changes in the 
list, prices are better than they look. The Kensington and 
Knightsbridge Co. announce an interim dividend of 5 per 
cent., as against 6 per cent. a year ago. 

The Stock Exchange Committee wil re-institute next week 
the system of double quotations where such are practicable. 
We have already indicated a few of the pros and cons of this 
endeavour to bring back to pre-war conditions some, at any 
rate, of the hundreds of securities quoted in the Official List. 
Whatever may be thought of the scheme—and there are a 
good many people who doubt its wisdom or utility—the experi- 
ment will be an interesting one to watch; and its institution 
in the dog days will enable it to get into reasonably good 


running order by the time that Stock Exchange business 
revives, which it ought to do, in the nature of things, about 
the middle of September. The immediate nigger in the hedge 
is the possibility of a further rise in the Bank Rate, which is 
а in many quarters, just as a month ago the idea of 
the minimum rising to its present 6 per cent. was received 
with scoffing and ridicule. 

The Home Railway market is moving extremely slowly, and 
when changes occur, they are mostly in the retrograde direc- 
tion. This is because there is nothing of interest to sustain 
prices. There are no traftics, reports, meetings to galvanise 
the position; and though ingenious commentators work out 
what is going to happen after the war, the future is so 
obscurely wrapped that it is impossible to accept the esti- 
mates as likely to prove reliable, except by chance. i 

The Undergrounds are firrner than the rest, despite the 
severe restrictions applied to the use of petrol pressing upon 
the London General Omnibus services, which, of course, are 


the really paying part of the Underground group: and the 


curtailment of omnibus facilities in London affects more 
harshly the hard-working portion of the community than 
would the abolition of those monstrosities which tear about 
the seaside and some of the country districts, packed with 
rubber-necks. If the authorities were to turn their attention 
to: unessential motor conveyances on land and water, it 
might force people to use their natural means of perambula- 
tion a little more, but, at the same time, it would save petrol 
for services of more serious import at the present time. . 

In the telegraph market, Anglo-American preferred has 
fallen a point, but the deferred is 3 higher. Great Northerns 
have recovered their loss of last week, and West India and 
Panama shares are a little better at 14. There is а fair 
amount of animation in Marconis, and buyers have come 
along at 3$, while the Marines keep good at 23. Telephone 
shares are steadv, but without alteration. 

British Columbia Electric issues are good, with rises of 2 
points in the preference and deferred stocks, while the pre- 
ferred at 45 is 3 up. The financial position in Canada steadily 
improves, and British Columbia companies are sharing in the 
increasing prosperity of the Dominion. Just as a little while 
ago it was not easy to sell the stocks, so now at the present 
time 16 1s just as difficult to buy them. Brazil Tractions are 
a dull market at 62, although the Rio exchange keeps very 
steady. The Argentine group is neglected. 

Amongst the manufacturing shares, British Westinghouse 
preference have partially recovered their decline of last week; 
and Electric Constructions are again 3d. to the good.. British 
Insulated are a strong market at 19, Babcock & Wilcox have 
gone back.a trifle. The chemical group is good, and rumour 
once more toys with the names of individual companies which 


are said to be looking towards one another with the idea of. 


amalgamation or working agreement. 
In the armament division, Sheffield has been something of 


з seller, without, however, Producing any quotable change, 


except in the case of Projectiles, which have gone back & 


little. 


reat firmness characterises the rubber share market. 


The price of the raw material shows a hardening tendency, 
and so far as shares of the good companies are concerned, 


1 is once more easier to «ell than it is to buy them. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Home ELECTRICITY COMPANIES, 


Dividend Price 
Aug. 8, Rise ог fall Yield 
1914. 1915, 1916. this week, _ p.c. 
Brompton Ordinary is .. 10 10 63 — £718 9 
Charing Cross Ordinary sè 5 5 Bi — 618 0 
do. до, do, 44 Pref.. 44 44 i — 681] 
Chelsea e a M b 4 B -~ 618 4 
City of London .. m ns 9 8 123 — 6 80 
do. do. 6 per cent. Pref. 6 6 104 — 514 8 
County of London e = 7 7 102 — 689 
do. 6 per cent. Pref. 6 6 104 — 514 8 
Kensington Ordinary s 9 7 бА — 616 7 
London Electric .. - т 4 8 18 — 6 10 6 
do. do. 6 per cent. Pref. 6 6 2 _ 6 19 4 
Metropolitan id 796 P pi 8 2 — 6 6 4 
do. 43 per cent. Pref. 4 44 B — 710 0 
8t. James’ and Pall Mali 10 8 bixd — 619 4 
South London  .. ка 5 5 2i — 8 18 10 
South Metropolitan Pref. 7 1 14 — 6 4 6 
Westminster Ordinary .. T 9 7 61 -- 5 14 8 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. è 6 6 108 —1 616 5 
do. Def. . . 80/- 83/6 231 +1 78 9 
Chile Telephone .. a i 8 8 6ixd — B18 5 
Cuba Sub. Ord. .. М é 6 5 d — 8 138 
Eastern Extension " т 8 li — i © 86 
Eastern Tel. Ord. see я 1 8 1484 - *6- 7 V 
Globe Tel. and T. Ord. .. . 6 7 12i — *%5 BB 
do. . Pret. à 6 6 10g — 510 4 
Great Northern Tel. .. . 28 22 BH +1 615 9 
Indo-European a . 18 13 48 — 612 8 
Marconi  .. РР ж . 10 1) 83 —- 8 4 0 
New York Tel. 44 be . 44 44 993 — 410 3 
Oriental Telephone Ord. . 10 10 244 — 5.00 
United R. Plate Tel. .. Я 8 8 61 — *5 18 6 
West India and Pan. .. " 1 — if t $a — 
Western Telegraph га 7 8 14 — © 78 
Номе RAILS, 
Central London, Ord. Assented . 4 4 75 +1 5 6 8 
Metropolitan - - ае 1} 1 25 — 4 818 6 
do. Distric 9 .. Ni Nil 19 -- Nil 
Underground Electric Ordinary Nil Nil 134 -- Nil 
до. do. "A" ., Nil Nil 6; E Nil 
do. do. Income 6 6 90} + 1 *60 12 8 
FonkEiaw Trams, &0, 
Adelaide Sup. 6 per cent. Pref. 6 6 b — 6 00 
Anglo-Arg. Trams, Firs Pref. БА d 4 — 795 
о 2nd Pref. .. 564 5 8 — — 
do. 5 Deb. .. Б 5 77% — 6 9 0 
Brazil Tractions . - . 4 4 62 —4 6 9 1 
Bombay Electric Pref, .. - 6 6 104ха — 614 3 
British Columbia Elec. Rly. Pfce. 6 5 62 +2 814 
do. do. Preferred — Nil 45 +8 Nil 
do, do. Deferred — Nil 43 +2 Nil 
do. do. Deb. 4 4 65 — 6 10 9 
Mexico Trams 5 per cent. Bonds — Ni 40 — Nil 
о. 6 percent. Bonds — Nil Bí — Nil 
Mexican Light Common Nil Nil 20 — Nil 
do. Pref. .. Nil Ni B8 — Nil 
do. lst Bonds Nil Nil 40 — — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox E . 14 15 914 — р; 6 2 0 
British Aluminium Ord. - b 7 25/- — 5-7" В 
British Insulated Ord. .. «« 15 174 12 — 7 510 
British Westinghouse Pref. .. 71 1} 51/- —84. 5 17 8 
Callenders.. вш ae 15 20 124 — воо 
do. 5 Pref, А б 5 4 — 5117 8 
Castner-Kellner .. A . D — 8 —- Б 6 B 
Edison & Swan, £8 paid Nil — 9/6 — Nil 
do. do. fullypaid .. Nil — 12 — Nil 
do. do. 6 percent. Deb. b 5 57 — 815 8 
Electric Construction .., - 6 7h 17/- 4 8d. 818 6 
Gen. Elec. Pref... . нЕ 6 6 9i — 616 
Henley os ee ee ee 20 | 95 16 -—— 8 1 8 
do. 43 Pref, ee e? ee 43 44 4 аш Б 12 6 
India-Rubber  .. oe .. 10 10 12 — *8 6 8 
Telegraph Con. ee ee ee 20 90 B9 annii *6 4 0 


* Dividends paid free of income tax, 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


. Month | Receipts for |5 5 | 
Locality. ended the 6 9| Total t» date, 
(4 wks.)| month  '"Zg 
4 4 8 £ 
Pisca ge iesta Jaly 22 | 5,235 |+ 677 || 29| 17,764 | + 1,508 
Bristol (Trams) .. » 28 | 21,018 | +1,581 || 80 | 142,730 | + 8,715 
Cork .. аа - „ 27 | 8,827 |+ 184 || 30 | 14,746 |— 81 
Dublin Pr we » 28 | 27,753 | +2,420 | 80 | 178,427 |— 6,829 
Hastings .. T" » 28) 4,883|+ 538! 89| 47,212 |+ | 853 
Lancashire United | „ 26| 7,871/+ 86 | 80| 59,278 |+ 1,700 
Llandudno-Col. Bay » 28 | 9,0741 80 | 314 9,993 |& 213 
Anglo-Argentine ee ” 20,882 +8,409 | 80 1,5 89 = 8,228 
Auckland .. .. |June 3) 816 |+ 68 | 52 | 274, + 7,515 
Oaloutta .. .. | July 29 | 18479 |+ 836 1..1  .. |+ 6,12 
oe W.A. .. | May 2,921 .. | 91] 19,437 dae 
dras —..  ..|July81| 4,451 |+ 279 | 8) |. 29,140 |+ 3,119 
Montevideo .. | July | 25,220/+ 69 | 80 | 266,288 | - 14,435 
Dublin-Lucan Rly. | July 28 752 |+ 95 4 
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THE ELECTRICAL EQUIPMENT OF rent for these is taken from a special distribution 


box placed just overhead, and connected to the 
A MODERN FOREIGN SUBMARINE BOAT. plates through flexible portable leads. 


Four portable electric radiators of 1,500 watts 
consumption, with three heats each, are carried to 
warm the officers’ quarters and crew space in cold 
weather and special watertight р.р. sockets are fitted 
in these compartments to feed theni. To ventilate 
these quarters in warm weather, two I2-in. noise- 
less fans with three speeds and trunnion movement 
are provided. | 


By NORMAN H. WOOD. 


(Concluded from page 117.) 
The main fuses for the auxiliary circuit are en- 
closed in the same box, which is located very close 
to the battery tank to ensure the main battery leads 


being extremely short. The cut-outs are mounted 
side by side in an explosion-proof steel case; with 
the operating handles brought through the sides. 
The overload and time-limit relays are mounted on 


the front cover and set to operate at 1,300 amps. in: 


about two to three seconds. They are, therefore, 
non-operative whilst starting-up, but open should 
^ overload last for more than the time limit stated 

ove. 
switch which opens with the cut-outs and releases 
the relays from electric pressure. 

Each electrical circuit im the vessel is indepen- 
dently arranged with its fuses directly connected to 
the main battery leads, which ensures that in the 
event of any one set of fuses blowing no other cir- 


In series with the solenoids is a small 
tion, or at the tube itself. 


The vessel is equipped with one stern and two 


bow torpedo tubes firing 450-mm. Whitehead tor- 


pedoes by means of compressed air. Firing can be 
effected by hand or electrically. In the latter case, 


the firing valve lever is released by an electric sole- 
noid energised from the lighting circuits through 


platinum-tipped push buttons, which are distributed 
in the boat in such a manner as will allow any tube 
to be fired from the conning tower, the central sta- 
In each case, when not 
in use these buttons are secured with a padlock, the 
key of which is always in the possession of the Com- 
mander, to prevent the wilful firing of any tube. 
A complete submarine bell signalling plant is in- . 
stalled, with an effective range of 12 miles; fitted 


cit or circuits will be disturbed. The auxiliary power ' with this equipment, the submarine can maintain 


dreüits are fed from the full battery pressure, whilst 
al lighting circuits are taken off the half battery 
pressure through double-pole change-over switches, 
to enable either half battery to be discharged at will, 
and double-pole switches to cut out the complete 
circuit. The general, instrument, and navigation 
circuits are provided with regulating resistances to 
mamtain a constant pressure of 55 volts at any bat- 
tery pressure. To prevent the boat being plunged 
into complete darkness, in the event of the general 
lighting fuses blowing, safety or police lamps 
are installed and fed from a separate circuit, but 
as no rheostat is provided in this particular circuit, 


the lamps are switched off during such time as the - 


battery is on charge. Each lighting circuit is con- 
trolled from a special watertight gunmetal distri- 
bution box enclosing 6 р.р. fuses and 6 s.r. switches, 
and has cast on the underside three watertight 
sockets for portable connections; the spindles for 
operating the switches are brought through the 
front cover, which also carries a small hinged in- 


| Spection flap for fuse renewals, &c. 


, The navigation lights comprise a masthead steam- 
ing light secured portable to the forward periscope, 
Stern and stem anchor lights clipped to the hand- 
rails, a masthead flashing lamp secured portable to 
the after periscope, and the bow and stern lights. 
The last three lamps are fixtures built into the 
Superstructure round about the conning tower, and 
fed directly from the navigation distribution box in 
the central station, whilst all portable navigation 
lamps are plugged on to'the special box in the com- 
munication hatch behind the conning tower, to 
which is also connected the portable Morse key and 
condenser for the flashing lamp and the light in the 
Portable compass which! is used when steering from 
the bridge. | 

The general lighting consists of 16-с.р. metal-fila- 
Vies lamps enclosed in gunmetal guarded brackets 
E ed to the frames in the most efficient positions 
о other internal gear, and controlled from 
EC ribution boxes in the engine room, central sta- 
‚ЭП, Crew space, and officers’ quarters; four addi- 


tional 5-атр. р.р, watertight plugs are fitted in the . 


үү: room for portable lamps or small tools. Two 
шышы еа portable magazine hand lamps, with 
seis е resistance to enable them to be charged 
Hon 55-volt circuit, are carried in the central sta- 
res °C electric hotplates of 750 watts capacity and 
stalled Sud E each, builb into one frame, are in- 

€ Crew space for cooking purposes; cur- 


the forward 26-H.P. 


communication with another submerged boat or simi- 
lar plant on shore. .Transmitting is performed by a 
large bronze bell placed mouth upwards in the for- 
ward superstructure, and supported by a special 
mechanism so arranged that the bell can be stowed 
below the plating when not in use, or quickly raised 
from the inside of the boat, clear of the superstruc- 
ture, to permit the sound waves to travel out in all 


directions. The bell tongue is connected to a pneu- 


matic cylinder, the slide valve of which is operated 
by a Morse key in conjunction with a condenser, 
the supply current bemg taken from the distribution 
box in the officers! quarters. The receiving plant 
has two special submarine microphones placed port 
and starboard іп the lower forward part of the boat, | 
well below the waterline. On the face of the micro- 
phone case is a circular machined groove lined with 
a thick rubber packing, which forms a perfectly 
watertight job when pressed on to the hull, through 


.which a small hole is drilled to ensure the dia- 


phragms always making good connection with the 
seawater. Two telephone receivers mounted on the 
same instrument box are used to collect the signals 
in conjunction with a 4-volt primary battery and 
small-change-over switch to enable either micro- 
phone to be placed in circuit. The key, condenser, 
and telephone receivers are conveniently mounted 
in the officers’ quarters just above the starter for 
bilge pump motor, which 
arrangement allows signals to be transmitted and 


received very efficiently. Should the vessel acci- 
dentally sink in shallow water, the crew inside the 


submarine can release the safety mechanism known 
as the telephone buoy, by. which the position of the 
sunken submarine can be located and telephonic 
communication set up between the boat and surface. 


The: buoy itself consists of a wooden structure 
: covered with 1/16 in. galvanised steel sheeting, and 


is secured to the superstructure by a screw releasing- 
mechanism operated by the crew inside the sub- 
marine. On top, the buoy'has a hinged cover carry- | 
ing a special watertight flashing lamp; on opening 
the cover, access is given to a portable microtele- 
phone and pushbutton. In the boat is a second 


‘microtelephone with alarm bell and 4-volt primary 


battery enclosed in a light steel case, and a Morse 
key to flash the lamp оп the buoy cover. Electrical 
communication is maintained through a 60-metre 
long 4-core cab-tire covered cable (two cores for the 
telephone and two for the lamp), which enters the 
boat and buoy through bronze stuffing glands or 
deck tubes. Current for the flashing lamp is taken 
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from the distribution box in the crew space. When . 


not in use, the 4-córe cable is coiled up in a special 
cable locker just aft of the buoy. 

The three electrically-driven pumps used for 
diving, emerging, trimming, &c., are arranged to 
pump from any tank of bilge through the main and 
auxiliary water service, or to pump out any torpedo 
tube through the auxiliary connections. By means 
of change-over cocks the small auxiliary pump can 
either draw from or discharge to any tank or bilge. 
For salvage purposes, pipes are fitted from the main 
and torpedo bilges to the top of the vessel to permit 
water inside the submarine to be blown out from 


the outside. The two large pumps placed fore and ` 


aft are of the high-speed double-rotor centrifugal 
type, capable of delivering 2,000 litres per minute 
against a head of 30 metres with the rotors in 
parallel, or 1,000 litres per minute against a head 
of 60 metres with the rotors in series at a speed of 
2,000 R.P.M. The changing over of rotors from 
series to parallel or vice versa is performed by the 
manipulation of a single cock. These two pumps 
are directly connected to 26-H.P. shunt-wound semi- 
enclosed electric motors with a speed variation of 
1,700 to 2,000 R.P.M. at 115 volts, the slower speed 
being necessary to prevent the motors being over- 


loaded when the pumps are working against no: 


head; for example, when the submarine.is running 
on the surface. A temperature .rise of 30 deg. C. 
at the six-hour rate was specified to the motor 
makers with a permissible total weight of 610 kg. 
per motor. 

The auxiliary pump is of the piston type, geared 
to an 8-н.в. shunt-wound totally-enclosed motor 
with a speed variation of 500 to 1,600 R.P.M. at II5 
volts, and a temperature rise of 35 deg. C. after 
one hour's run at full load. This pump delivers 300 
` litres per minute against a head of бо metres with 
a speed of 400 R.P.M. The motor, which is sus- 
pended from the frames,' weighs 415 kg., and has 


its starter placed just overhead on the watertight: 


bulkhead; the weight of this starter is 53 kg. 

"The motor coupled to the after bilge pump also 
drives, through a reduction gear box, the high- 
pressure air compressor and auxiliary manceuvring 
propeller; interlocked couplings are provided to 


prevent both units being driven at the same time . 


with a heavy resultant overlóading of the motor. 
The auxiliary propeller, situated right aft in the 
superstructure, is intended to aim the boat when a 
torpedo is to be fired, and to facilitate manoeuvring 
when the submarine is in harbour. The starter for 
the forward pump motor is placed in, the officers' 
quarters on the port side, directly opposite the 
motor itself, and weighs 65 kg. | | 
To enable the auxiliary propeller to be started 
and stopped from a position near the periscopes, 


and thereby directly under the supervision of the ` 


officer in charge, the controller for the after pump 
is housed in the central station, immediately under 
the main motor cut-outs. This controller, which 
weighs 140 kg., allows three speeds in either direc- 
tion at the 1-hour rate with its resistance enclosed 
in the casing, and is fitted with a separate inter- 
locked lever to reverse the current in the armature 
when a change in the direction of rotation is de- 
sired. The capstan motor is of the series-wound 
totally-enclosed type, with an output of 2 B.H.P. at 
1,600 R.P.M. and 115 volts for 15 minutes without the 


armature temperature rise exceeding 50 deg. C., and . 


has a net weight of 115 kg. It is situated in the 
forward portion of the vessel, just under the tor- 
pedo tubes, and drives the anchor-winch and warp- 
ine-bollard through worm and cog gearing, but, as 
the output of the motor is too small to allow these 
two. units to be driven at the same time, the vertical 


driving shaft carrying the small driving wheel is' 


fitted to allow an upward or downward movement 
along its axial length. This movement is controlled 


by a lever and hand-wheel, operated by hand power, 
placed close to the motor; when raised, the driving 
wheel engages the warping bollard; in the centre 
position it runs empty, and when lowered it drives 
the anchor winch. A friction clutch is inserted in 
the drive to prevent the motor being pulled up 
quickly or brought to a standstill when the sub- 
marine is being docked or the anchor housed. 
Despite the fact that the anchor winch is fitted with 
a tell-tale, experience has proved that such a clutch 
is very necessary, as the motor is too often left 
running after the anchor has been housed. The 
controller for this motor is secured to the frames 
on. the port side of the officers’ quarters, with its 
operating shaft extended through the shell into the 
superstructure to allow the motor to be started and 
stopped from the deck as well as the interior of the 
boat. Three speeds in either direction are allowed 
for, with the resistances and a small overload re- 
lease enclosed in the controller casing. The net 
weight of this controller in running order is 52kg. 

The semi-enclosed steering motor suspended from 
the upper frames on the starboard side of the crew 
space is of the flapper brake type, designed to give 
I B.H.P. at 1,200 R.P.M. with 115 volts, continuously 
with a net weight of 275 kg. It drives the rudder- 
actuating shaft through worm gearing, on which a 
double clutch is fitted to enable the electrical driving 
gear to be cut out and steering performed by hand 
in the usual way. The motor is controlled by two 


automatic contactors operated electrically, either 


by a small controller or portable push-buttons. The 
controller is of the follow-up type, with the two 
outer rings connected to the hand steering wheel, 
and the inner quick-breaking switch coupled to the 
rudder-actuating shaft through a small chain. The 
sailor turning on the handwheel in either direction 
causes contact to be made by one of the outer rings 
in the controller with the inner quick-breaking 
switch by sliding over the same when a current is 
caused to pass through one or other of the соп. 
tactors, and the motor at once starts without any 
resistance in circuit. The motor turning the rudder- 
actuating shaft causes the inner switch to revolve 
in the same direction as was taken by the outer 
rings until the zero position is reached, when it 
quickly snaps out, and the motor is brought to a 
standstill by the flapper brake. | 
Mechanical limits are provided on .the rudder 
shafting to prevent the sailor overturning the con- 
troller, and platinum-tipped limit switches to pro- 
tect the motor and gear when the push-buttons are 
in use. | | 
The contactors аге of the usual vertical type, 
mounted side by side in a light watertight steel case 
and fitted with magnetic blow-outs and ‘renewable 
sparking pieces; further, a mechanical device pre- 
vents them being operated together. In parallel 
with each contactor is a 24-c.P. signal lamp, coloured 


-red or green, to indicate whether tne rudder is 


being swung to port or starboard. The controller 
is only called upon to deal with the current passing 
through the coil and lamp, about 0.55 amps., which 
is so small that practically no arcing takes place in- 
side the same when in use. 

The two push-buttons, mounted in а small 
portable bronze box, have their tops enamelled red 
and green, and, in common with the controller are 
connected to the mains by three pin watertight 


plugs and sockets, with the pins of varying sizes - 


to prevent wrong” connecting up. Such a socket 
is fitted on the bridge, in the conning tower, and 
in the crew space, close to the steering motor, to 
permit the submarine to be steered electrically from 
either of these positions. A very small portable 
motor-driven dessicating gear is carried to dry out 
the periscope tubes and lenses, which, when in use, 
is plugged on to one of the lighting distribution 
boxes. All fixed cables throughout the vessel are 


\ 
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ef н.с. copper insulated with pure para rubber, 
taped, lead-covered, and armoured with interwoven 
flexible steel wires impregnated with red-lead paint. 
They are secured to the frames with brass clips and 
screws in the most suitable positions to avoid other 
internal gear. Cables passing through the shell 
are encased in copper pipes, with a stuffing-box 
at the lower end inside the boat, and a union con- 
nection to the fixture they are feeding. This 
arrangement entirely prevents ingress of seawater, 
and im the event of the tubes being pierced no water 
can percolate into the submarine. Wherever cables 
pass through а. watertight bulkhead they are led 
through double-ended stuffing-boxes. 

Owing to the excessive amount of moisture which 
is always prevalent in a vessel of this class, the Navy 
to whose order the boat was built specified that, as 
far as possible, the complete electrical gear was to 
be of the watertight type, and in those cases where, 
owing to restricted weight and space, it was found 
necessary to install splash waterproof gear, that, 
in the event of water reaching these units, their 
protecting fuses were to blow and isolate the cir- 
cuits. These stipulations were rigidly enforced and 
carried out, so that should the boat sink in shallow 
water and fill, the battery would be immediately 
isolated electrically from such circuits and, provided 
the rubber cover over the battery tank received no 
damage, the cells could not come in contact with 
seawater and liberate chlorine gas. 

The only switchboard in the vessel is the auxi- 
liary, on which are mounted the switches and fuses 
for all motors, heating, and cooking circuits, also 
the change-over and double-pole switches, fuses, 
&c., for the various lighting circuits. The board is 
of the watertight type, with the switch handles taken 
through the cover, which also carries small inspec- 
tion doors for fuse, renewals, &c. Above the board 
are an ammeter for the auxiliary circuits, and a 
combined ammeter and voltmeter for the general 
lighting circuits, whilst at the after end are the 
ampere-hour-meters for the above circuits and regu- 
lating rheostats for the general and navigation 
light circuits. The projector compass, housed be- 
hind the conning tower, is provided with a drying 
lamp and two 6-volt interchangeable lamps to illu- 
minate the compass card, the voltage forthese being 
shunted from a resistance. 

The greatest difficulty confronting an electrical 
engineer in a submarine of this size is the very 
limited amount of space and weight allowed. As, 
when running submerged, the boat depends entirely 
on its metacentric heights for stability, it follows 


that all weights must be reduced to the smallest : 


possible limit, and that all heavy gear has to be 


placed as low as possible in the vessel to keep down © 


the position of the boat's centre of gravity, and 
thus help to increase the metacentric: heights. With 
this object in view, the electrical gear installed was 
of the very lightest possible type; wherever pos- 
sible, very light steel cases were substituted for 
those of cast gunmetal (aluminium was not allowed 
owing to the corrosive effect of seawater), and the 


cables loaded to the utmost, particularly those feed- 


ing the main motor, where 2 amps. per mm.’ was 
allowed as. a safe working standard. All motors 
have cast steel yokes and end brackets to reduce 
weight and bulk, and in all cases (except the main 
propelling motor) are supplied with ball bearings. 
The total weight of electrical gear in the submarine 
is about 49,600 kg. 


English Electrical Man Imprisoned in Mexico. —A 
Washington dispatch to the Daily Mail says that the British 
Embassy has entered a vigorous protest at the State Department 
against the imprisonment of a British subject, Mr. Fuller. the 
president of the Electric Light Co. of Mexico City. It is reported 
that the Carranza Government imprisoned Mr. Fuller because he 
refused the demands of his employés, who are on strike. 


-been provided for fast boiling. 


; х | РРА 
for heating is 3d. per unit. 


ELECTRICITY FOR SMALL HOUSES. 


REFERRING to our abstract of a recent paper on ‘ The 
Economy of Electricity in Small Houses,” we subjoin some 
figures relating to the use of electricity in a small house in . 
an industrial town in Scotland. The house consists of 
three principal apartments—a sitting-room, a dining-room 


. (formerly a kitchen), and a bedroom—with scullery, bath- 


room, &c., and forms one of six dwellings in a tenement. 
The rent of the house is £32, which includes rates and 
taxes. "The occupants comprise two adults and one child. 

During the past three years, electricity was used for 
lighting, cooking, and occasional heating, while coal was 
used in the kitchen for hot water and heating the kitchen, 
and also for the heating of the sitting-room and bedroom. 
The annual cost of electricity and coal averaged :— 


Electricity . £6 4 1l 
Coal — ... vss з... 618 6 
Total £12 18 5 


which is equal to 4s. 11d. per week, on the average. 

Early in May of this year, the experiment was com- 
menced of burning coal in the dining-room once a week for 
heating water for hot baths, all other heating being done exclu- 
sively by electricity. The results, as shown by the following 
statement of costs, have been quite successful. 

The electrical equipment is as follows :—Besides the 
usual lighting installation, there are electric fires in each of 
the apartments—a 3-Kw. ** Carron " radiator in the sitting- 
room, a 14-kw. * Magnet" fire in the bedroom, and a 2-Kw. 
“Belling” fire in the kitchen (which is now the dining- 
room). These are fed on one circuit of 7,21 s.w.G. cable, 
the vóltage being 250. In the dining room a small 
“Carron” cooker is in use of a capacity of about 4 KW., 
with oven, grill, and two hot-plates. As an adjunct to the 
cooker, a 2-pint kettle (700 watts) with self-contained 
element, and a radiant-heat “ Belling” boiling ring have 
In the scullery a 2-Kw. 
* Jackson " water boiler, with ball-cock valve, has been fitted 
to the water supply. The cooker and hot-water heater are 
connected to a second circuit wired with 7/21 S.w.G. cable. 
All the cooking appliances have been in daily use for all 
meals since they were installed, but the radiators have 
only been put on at intervals when heat was required on 
cold days. The lighting rate is 3d. per unit, and the charge 
On May 24th a separate meter 
was fixed on the heating circuit to register the energy used 
for this purpose, as distinct from the more regular consump- 
tion by the cooking appliances. "The units used for cooking, 
heating, and lighting respectively, commencing from May 
24th, 1916, were as tabulated below :— 


| ч ; | E 8 x | 3+ og 
| 4 | i | E] Б д 2 | x3 
= 3 3 2 = | - 
i © à D ao э ‹ w7 
GE II | Pe) Fl Z| gi és 
б. # P3 $ 5 5 | ÈR 

‚ = «| 
| a $ | » m d AG Aue 
| | E 
May 28th 4 рат 54; 51 | 02 | 270 | 67 
May 30th 2 120 ! 60 | o2 | 124 62 
June l4th === MAE QNO — = M Же 
June 18th 1 231.5 PR | 6 04 307] | T$ 
June 25th 7 | 374! 53 11] o3 388; 55 
July 2nd 7 | 281! 40 1] 01,283! 41 
July 9th 1 38°3 | 55 | 5 (3 39] | 56 
July 16th 7 | 449) 64 | 106 | 05 | 600 | 86 
Total ... | 38 |2055 54 | 242 | 20 |2357 | 62 

NoTE.— House closed during first part of June. 

For the whole period the total costa were therefore :— 
Cooking, 205°5 units at-łd. = 12s. 1044. = 2s. 4ld. per week 
Heating, 2412 „ at id. = Is. 61d. | | 
Lighting, 20 „ at 3d. = Оз. 6d. 

| ges на —— 

Total electricity (38 days) = 14s. 1034. = 2s. 34. per week. 
Coal used during,the same 
с period, 14 cwt.. at 1s. 7d. 

per cwt. bus .. = 3s. 244 

Total cost! for coal and 

electricity (38 days) = 188. Id. з 3s. 44. per week. 
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The average weekly cost of heating, cooking, and lighting 
thus has been only 3s. 4d. Prior to the commencement of 
the experiment, the average weekly coal consumption for 
the summer months was 2 cwt. at ls. 6d. = 3s., to which 
must be added the previous cost of electric cooking only, 
namely, 18. 11d. рег week—a total. of 4s. 11d. рег week. 
The saving effected, therefore, by the new arrangement 
(allowing 2d. per week for electric lighting) amounts to 
ls. 5d. per week. In addition to this, there is the further 
saving in the wages of a charwoman, who previously was 
engaged for four hours each week at a 
cost of 2s., and whose services are now 
required for four hours each fortnight. , 
It is right also to point out that the 
electric water heater, while mainly used 
for the heating of water for washing up, 
has also been utilised for the washing 
of clothes not sent to the laundry. The - 
consumption of energy for cooking also 
includes the energy taken by an electric 
iron of 550 watts, which is in use every 
day for about half an hour. It is esti- 
mated that for the summer six months 
a total saving of between £1 10s. and 
£2 will be made, and experience has 
already shown that the housework has 
undoubtedly been very considerably re- 
duced. 
` During the winter months the inten- 
tion is to revert to the old arrangement 
of burning coal for heating rooms and 
providing hot water, as the increased 
 eonsumption of electrical energy for the — À 
heating of rooms in the winter would Е 
be prohibitive in cost. Electric cooking aud occasional 
electric heating will, as before, be continued throughout 
the whole year. Excepting the kettle and iron, the 
apparatus has been obtained on hire from the local supply 
authority, the rental for the whole of the hired appliances 
totalling 8s. per quarter. 


———M 


A NOVEL ELECTRIC-CLUTCH GEAR FOR 
| MOTOR-CARS. 


AN interesting new form of power transmission fof petrol motor- 
cars, known as a centrifugal electric generating clutch, has recently 
been brought out by the Vesta Accumulator Co., of Chicago, U.S.A. 
The device, which may be described as a combination of.the 


magnetic-drag principle and the friction contact as obtained in the. 


ordinary form of clutch, replaces not only the clutch, but. also the 


| FIG. 1.—INTERIOR OF CLUTCH. 


change-speed gear box and electric generator and engine starter 
which at present form part of what may be termed the standard 
design of petrol cars. It also eliminates the use of the clutch 
pedal, the emergency-brake lever, and the change-speed lever, all 
controls in the new arrangement being by push-buttons on the 
steering column, and the brake pedal. 

The device consists of two main parts: the armature and the 
fields, Unlike the average motor or dynamo, the fields are on the 


` FiG. 3.—MAGNETS AND BRUSHES 
or CLUTCH. 


Fie. 2. COMPLETE CLUTCH. 


\ = . 
inside and the armature on the outside. The armature, in fact, 
forms the engine flywheel, and is bolted direct to the flange on the 
rear end of the crankshaft. The armature is in the shape of a 
drum, in which are mounted the armature laminations and form 
windings, which are connected to an internal commutator fastened 
to the outer edge of the armature drum, as shown in fig. 1. The 
fields, fig. 3, are attached to the propeller shaft, which conveys the 
power to the rear axle of the car ; they are mounted inside thearma- 
ture on the crankshaft extension, and rotate freely on roller bearings. 

The brushes, which are part of the field unit, press outwardly 
against the face of the internal commutator. The brushes are 


` mounted in such a way that the centrifugal force of their rotation 


= 


VES 


Tes 
Fig. 4.—VIEW SHOWING COLLECTOR- 
RING BRUSHES. 


increases the force with which they press against the commutator. 
When the engine of the car is at rest, the pressure is very light ; 
but when it is running, and as the speed of the car increases, the 
pressure of the brushes against the commutator also increases, 
until, when the car attains a speed of 15 miles per hour and over, 
on level roads, the friction (carbon against copper) is sufficiently 
great to prevent any slip between the fields and the armature. 
That little wear takes place on the brushes is evidenced by the fact 
that tests made with brushes 23 in. long showed only r in. wear 
on a car that had covered a distance of 12,000 miles. At lower 
speeds, and particularly in starting, the transmission of power is 
through the electromagnetic drag between the armature and 
fields; there is therefore no mechanical connection between the 
engine and the propeller shaft until the car speed reaches a pre- 
determined maximum, which may be altered to suit different 
conditions. | | em 

By means of the new clutch, the makers claim that great 
flexibility can be obtained in starting the car or in “ picking up” 
after a slow-down in traffic, and as the speed of the car increases, 
the greater the centrifugal force and the less chance of slip. The 
slip that does occur in starting is not wasted, the energy generated 
being utilised to keep the battery, used for engine starting and 
lighting purposes. in a fully-charged condition. For this purpose 
the field is provided with four slip rings with 
which brushes make contact. The battery con- 
sists of four sections of six volts each,of a total 
capacity of 200 ampere-hours, while the con- 
troller comprises a number of switches operated 
by push-buttons through a solenoid, and arranged 
to work automatically in conjunction with the 
engine throttle lever and accelerator pedal. 

The pushing of the engine-starter button 
operates the series side of the controller, causing 
the battery to be coupled up in series in & 
24-volt, 50-amp.-hour connection. The operation 
of the engine throttle or accelerator automatically 
causes the other, or multiple, side of the con- 


hour connection. The controller is so arrang 
that it is impossible to close both series and 
parallel circuits at the same time. 

The operation of a car fitted with the system 
is claimed to be exceedingly simple. The vehicle 
goes through all ranges of speed, from zero to 
the maximum, by the'simple opening of the 
engine throttle, the electrical and centrifugal 
action being entirely automatic. To start the 
engine, all that is necessary is to open the throttle 


and push in the starter-button ; the fields are then | 


held stationary by an automatic locking arrangement, and the fly- 
wheel armature is revolved about them. The automatic docking 
device renders it unnecessary to apply the brakes to hold the fields 
stationary in the starting operation, and prevents any chance of 
the car running backwards. The operation of the throttle lever 
or accelerator automatically makes an electrical connection between 
the battery fields and armature, so that, when the throttle is further 
opened, the internal fields immediately try to catch up with the 


troller to parallel the battery to а 6-volt, 200-amp.- . 
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revolving armature through the magnetic pull, assisted by the 
ever-increasing centrifugal force. 

Assuming that the car is approaching а hill requiring greater 
clutching effort, the gradient will cause a greater load against the 
movement of the car, consequently causing the fields to run slower 
than the armature which is connected to the engine, this difference 
of slip causing current to be generated. The current will com- 
mence to flow through the fields until the field coils have received 
somewhat more than their normal amount, this small excess 
amount being due to the fact that the cut-out is made to cut in 
when the voltage is higher than 8 volts. | 
'o When a still greater clutching effort is required above that which 
is produced by the current flowing in the fields, the current will flow 
through the battery, making up for the difference required in the 
clutching effort, since this greater amount of clutching effort will 
have caused the cut-out to cut the battery into circuit. When the 
hill has been mounted, the centrifugal clutch will cause the current 
to cease flowing as before, and will recommence doing the work of 
driving the car. 

\‹ It will be seen that the centrifugal, clutch can do all the work 
without the aid of any electrical circuit after it has once cut in, 
but no current would then be available for engine starting and car 


Fig. 5.—CLUTCH COMPLETE WITH COVER. 


lighting. The centrifugal action is consequently so arranged 
relative to the electric generating effect as to furnish the current 
for the charging of the battery with as little waste as possible. 
When the car is slowed down or is to be stopped, it is only neces- 
sary to close the trottle, tlfis breaking all the electrical connections, 


the car then “coasting ” until it stops by itself or by the applica- 


tion of the brákes. 

For reversing the car, as well as for emergency purposes in very 
hilly districts, a small gear-box providing a reverse motion and a 
low forward speed is included in the transmission, this being 
operated electrically by push-buttons on the steering column. 


CORRESPONDENCE. 


Le:ters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession. 


" Twenty-Two Deaths from Heat Stroke." 


After seeing the following paragraph in two evening papers and 
one morning paper, I begin to think its incredible and disgraceful 
story has some truth in it :— - 

The Secretary of State for India announces the recei f 
un dpa the Mora of pi :— poe EA N 

n recent voyage o ship Dongola, from Basra to Bombay, th 
hot оек d gp te ~~ e se British sick and wounded сеа ana iT 
e e occurred among troo d 

WI were probably — by heat. " кек TUR Men 

Uowing wind nece sitated ship being turned round e our houra for first 
36 hours of voyage, so that wards could be ventilated, соул was une оле 
E^ ng ym down Р. 
Тї gola is a P. and О er of 8,056 tons, built in 1905 specially for the 
Indian Troop Service, in which she was em loyed i fl va 
out, when she was converted into a hospital AE. ЧР РОЮ 


About nine years ago, as your records will show, I brought an 
action against a steamship company trading with South Africa for 
falsely representing it had electric ventilation, with the result that 
many hundreds of electric fans were immediately sold to shipowners, 
but how it comes about that d P. & O. liner specially built for 
Indian troop service, sailing in its own waters, and acting as a 
hospital ship, should lack proper ventilation is inexplicable. 

This seems on all fours with the Indian troop train incident, 
where our brave men were allowed to suffer intolerable agonies-and 
death due to the scandalous neglect of persons in authority, too 
ignorant to understand, and too callous to attend to, most obvious 

jWrements. 

stern wind of a speed equal to that of the boat is no novelty, 
and із a concomitant of almost every mail steamer on its home- 
ward journey from Capetown. 


Fic. 6, —CoNTROL SWITCHES, 


This has been called an engineer’s war, but he has not yet been 
fully appreciated and used in very many directions, of which the 
above is one more instance. 

| Justus Eck. 
London, S.E., August 8th, 1916. 


Induction Motors on Circuits of Different Frequencies. 


The following information regarding the behaviour of induction 
motors on different frequencies may be of use to your correspondent 

Practice " :— 

In making changes of the kind suggested, the main point to 
watch is to keep the flux density in the iron the same as before 
the change. By so doing, the stator and rotor currents will remain 
unchanged when working against the same torque. To keep this 
density the same, however, necessitates a variation of the impressed 
voltage with the frequency. 

The first effect of reducing the frequency is to reduce the speed ; 
for instance, a 60-cycle motor will run at only $ of its normal 
speed if connected to a 50-cycle circuit. To keep the stator and 


rotor currents the same as they were before the change, the torque 
must be kept the same. Owing to the reduced 

' speed, therefore, the horse-power of the motor 
will be less than normal--the decrease being 
about 4 the rated horse-power. 


ev 
e Vot "M g It is often undesirable to alter the voltage 


in proportion to the change in frequency, 

and 60-cycle motors are often run on 50-cycle 

circuits of the same voltage. In such a case 
the magnetic densities in the iron will be į of 
the normal densities. The iron losses will, 
therefore, be increased, and a warmer running 
motor is the result. The poorer ventilation 
at the lower speed tends to aggravate this 
heating. The efficiency of the motor will be 
slightly decreased on account of the increased 
iron losses, the actual loss in any motor 
being dependent on the degree of saturation 
of the iron at normal frequency. The higher 

' flux density will increase the magnetising 
current required, and the power factor may 
therefore be lowered. If the voltage is 
corrected for the lower frequency, the power 
factor may be slightly increased, though this 
is by no means generally the case. 

м In running a 50-cycle motor on a 60-cycle 
circuit the chief consideration is generally the ability of the 
machine to withstand the extra stresses due to the 20 per cent. 
increase in speed. If the voltage remains the same, the flux density 
will be only $ of the normal. The iron losses will therefore be 
decreased, though the rise in frequency reduces this decrease 
somewhat. Since the increased speed gives better ventilation, the 
rated horse-power may generally be maintained, and in some cases 
exceeded, if mechanical considerations permit. The slip will be 
increased, and on this account the power factor may be lowered 
slightly. | 2. 

Whether the machine is run on a higher or lower frequency 
than that for which it is designed, the actual performance depends 
to such an extent on the magnetic and electrical designs, that it 
is difficult to generalise. Two motors of equal voltage, frequency 
and output may behave quite differently as regards heating, 
efficiency, and power factor when run on a higher or lower fre- 
quency circuit. The writer hopes, however, that from the above, 
* Practice” will be able to form an idea as te what to expect when 
running motors under the suggested conditions. oe 


4 


From the Front. 


I am again writing a line of thanks to you for the weekly copy 
of the REVIEW, which still reaches me regularly. I wish it were 
possible to read it under pre-war conditions once more—with the 
sing of the turbine in the ear and everything comfortably loaded. 
I'm afraid that shift work will prove somewhat irksome to a good 
many when the time comes to “take over” again. But perhaps 
when that happy time arrives we shall find log-books, load curves 
and all the rest of it under the spell of the eternal feminine! 

I need not add that the REVIEW is still appreciated. It is 
distressing to read the long list each week in the “Personal 
Column " of good men who have gone under. Now that we are 
"at the peak," may the end be not too far ahead. 


J. H. Pembry, A.S.C., M.T. 
British Expeditionary Force, August 3rd, 1916. | 


[ 


Automatic Train Control.—^ccording to the Electric 
Railway Journal, the New Haven Railroad, which is investigating 


the question of automatic train control, has examined over 1,000 


plans of automatic stops, and tested two trial installations during 
the past four years. As a result, the officials are convinced that 
automatic train control has not reached the degree of development 
that would eliminate the introduction of other and greater hazards, 
and warrant either universal or limited adoption by the New Haven 
line. The company has, however, appointed an engineer to give 
his whole time to the study of the problem. 


-— 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


EGYPT.—Revised Tariff Valuations for use in assessing 
duties on iron and steel manufactures imported into Egypt 
have been issued, with effect from June 16th to August l5th. 
Duty is leviable on the Valuations at the rate of 8 per cent. 


BRITISH INDIA.—The information contained in the 
oficial Supplement to the Board of Trade Journal, July 18th, 
respecting prohibitions is modified by a later announcement 
that the export of sickle-dressed block clear ruby and slightly- 
Stained ruby mica of sizes Nos. 8, 4, 5, and 6 Bengal stan- 
dard, is prohibited to all destinations; and all other descrip- 
tions of mica are prohibited to destinations other than the 
United Kingdom and British Possessions. These prohibi- 
tions apply unless a permit, signed by the Chief Customs 
Officer, 18 produced to the Customs Collector at the port of 
export, and the mica shipped in accordance with the terms 
of the permit. 

ST. LUCIA.—An Ordinance has been issued providing for 
the amended Customs Tariff—vide the Review of July 30th, 
1915—to continue in operation until June 30th, 1917. Under 
the amended Tariff, telegraphic, telephonic, and electrical 
apparatus, and appliances of all kinds for communication 
or illumination, are free of import duties. All other electrical 
machinery and electric dental appliances of all kinds are 
dutiable at the rate (including the 10 per cent. surcharge) of 
13.2 per cent. ad. val. under the British Preferential Tariff, 
and at the rate of 16.5 per cent. ad val. under the General 


Tariff. All other electrical apparatus is dutiable at the flat 


rate (including surcharge) of 16.5 per cent. ad val. 

GREECE.—A Bill was introduced on June 14th providing 
for a general increase of the Greek Tariff rates of duty by 10 
per cent.—the additional duty to be colleeted from the date 
of introduction of the Bill—and also making provision for 
certain other alterations in the Greek Customs régime. 
According to information received at the Foreign Office from 
His Majesty’s Minister at Athens, the proposed increase has 
now been suppressed, and the sums already paid to the Greek 
Government 1n respect of this increase will be refunded. The 
other modifications proposed will also not take effect. 


UNITED STATES OF AMERICA.—The Treasury Depart- 
ment has issued, under date June 3rd, the following Circular 
regarding the решо. of merchandise in respect of 
which a notice of change in value has been received :— 

‘It appears from э discussion at the appraisers’ conference 
that there is a lack of uniformity in appraising merchandise 
of which notice of a change in value has been received. 
Scme appraising officers apply the new price on all ship- 
ments made after the change of price, and others wait until 
they have evidence of deliveries at the new price either in 
the country of exportation or the United States. 

“ It further appears that there are two classes of merchan- 
dise, viz., опе which may be termed stock goods which are 
ready for delivers at all times, and the other goods which 
are manufactured on orders for future delivery. 

Ав to the first class, the Department is of the opinion that 
the new price should be put into effect on all purchases 
made after the date on which the new price is to take effect, 
but that as to purchases made before that date and not 
shipped untíl after the new price becomes effective the new 

rice should not be applied unless there is evidence that sales 
love been made at the new price. 

" With respect to the second class, the new price should 
be applied to old contracts only when there is evidence that 
deliveries have begun at the new price. When the appraie- 
iny officer has no information as to whether sales have been 
made or delivery begun at a changed price, he should with- 
hold appraisement until he can secure information on the 
subject.” 


A decision respecting the. application of the United States 
Tariff Act of 1913 has recently been given by the Court of 
Oustoms Appeals, that flaming arc-lamp carbons composed of 
lamp black or retort carbon, with or without a core impreg- 
nated with chemical salts, are dutiable under paragraph 82 
of the Tariff at the rate of 40 cents (about 1s. 8d.) per 100 ft. 


Variation of Friction Losses with Temperature.— 
According to W. Peukert in the £.7.Z. as the results of testa 
carried out on a D.C. motor of 11°5 KW., the losses due to friction 
of the journals, brushes, and air-churning diminish with rising 
temperature. These losses were at 18° C. 421 watts, at 40° C. 
308 -watts, and at 54° C. 208 watts, the corresponding efficiencies 
being respectively 86°68, 87°47, and 88°35 per cent. The armature 
losses remained constant, the resistance of the winding increasing 
with the temperature, whilst that of the brush contacts dimin- 
ished. The magnitude of the change in the friction losses is sur- 
prising, and evidently the subject deserves further attention. The 
temperature of the room in each case was artificially regulated so 
that all parta of the machine were equally heated, and the instru- 
ments were installed in a neighbouring room unaffected by the 
temperature variations. 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED) — 
Sem pileo expressly for this journal by Messrs. W. P. Trompson & Co. 


lectrical Patent Agents, 285, High Holborn, 


Liverpool and Bradíord. 


London, W.C., and at 


10,386. '' Electrical connectors or junction pieces." G. H. Сошімѕ & Н. Е. 


Сошлхѕ. July 24th. 


Ы 


_ 10,402. '* Interrupter arrangements for electric circuits, chiefly for use with 
internal-combustion engines." Н. R. Wricut. July 24th. 


see * Supports for accumulators.” С. G. Вемметт & Н. Garpe. July 
24th. 


10,428. “ Electrical and automatic laying of anti-aircraft guns.” M. A. V. 


VAN DEN EYNDE. July 24th. 


10,458. ‘* Electric lamp 
REvNoLps. July 25th. 


10,491. “ Electrical driving for motor-vehicles, etc." 


25th. (France, May 9th.) 


10,519. ** Electric motors 
Topman. July 26th. 


shades, 


and dynamos." 


reflectors, etc." 


A. Lyon AND WRENCH & J. С. 


10,535. ‘* Electric resistances for compensating, etc." J. E. 
Anon. des. Etablissements L. Bleriot). July 


10,554. *" Electric cable j 


26 
10,561. ‘* Circuit control 


oint boxes." С, 


lers.” IGRANIC 


Manufacturing Co.). July 26th. 


10,563. *'' Galleries for gas and electric fitments."’ 
26th. 

10,573. '' Rotatable contact-breakers for magnetos, ete.” 
July 26th. 


26th. 


A. RzvNoLbs & Е. A. 


Н. Crocnat. July 


Potiak (Soc. 


VERNIER. July 26th. 


10,558. *'' System of electric signalling." L. Conen & С. О. Squier. July 
th. à 


Evecrric Co. (Cutler-Hammer 


10,576. ‘* Wireless telegraphy and telephony." J. Betnenop & 
July 26th. (France, August JUth, 1915.) 


10,588. *'*' Attachment of 


DrLEBECQUE & WaLsatL ELECTRICAL Co. 
10,589. ‘*‘ Ammeters and voltmeters.” 


Co. July 27th. 


ammeters and 


T. CRackNELL. July 


E. J. PILBLAD. 


E. GIRARDEAU. 


voltmeters to supports.” V. 


July 27th. 
V. DrLEBECQUE & WaALSALL ELECTRICAL 


10,611. “ Automatic telephone call distributing systems." 
Co. July 27th. (United States, December 19th, 1914.) 
10,627. *' Electrical transmitting apparatus." Н. К. Harris. 
10,640. ‘t Controllers for electric motor circuits." — IGRANIC* 
(Cutler-Hammer Manufacturing Co.). July 27th. 
10,077. ** Controllers for clectric motors, etc.” 


/& О. ELLEFsEN. July 28th. 


10,705. ‘* Magneto-ignition devices.” 


С. R. Sart. July 28th. 


July 27th. 
ELectric Co. 


Ecectric CONTROL, Lro., 


10,713. “ Valves for receiving or producing wireless current.” Е. R. 
CLARKE, EDISON AND Swan Unnep ELectRiC Licut Co., & S. 


July 28th. 


10,720. “ Combined starter and lighting dynamos.”’ 


VANDERVELL. July 28th. 


10,721. *'* Magnetos, ete.’ 


W. О. KENNINGTON. July 28th. 


10,722. “ Method for producing high-frequency oscillations." 


July 28th. 


MULLARD. 


A. Н. Mipcizv & C. A. 


I. CHORTIX. 


` 
10,734. “ Field magnets for electric dynamos and motors." Lyon & WRENCH 
AND L. Murpuy. July 29th. | 


10,745. ** Anodes for electro-plating." С. 


10,750. “ Time meter for alternating current." ALLGEMEINE 
Ges. July 29th. (Germany, April 26th, 1915.) 


Jones. July 29th. 


a 


ELEKTRICITATS- 


PUBLISHED SPECIFICATIONS. 


26,934. TRANSFORMATION 


(November 22nd, 1912.) 


1913. 


ОР тне FREQUENCY OF HIGH-FREQUENCY ALTER- 
NATING CURRENTS FOX WIRELESS TELEGRAPHY AND TELEPHONY BY MEANS OF 
DvNaMO-ELECTRIC MacuiNES.. Soc. Marius Latour et Cie. November 28nd. 


1915. 


~. 


9.859. IMPULSE TRANSMITTERS FOR TELEPHONE SYSTEMS AND THE LIKE. Relay 
Automatic Telephone Co., and L. C. Bygrave. July 6th. 


9,921. EvectricaL TRANSFORMERS. 


G. Harlow. July 7th. 


9.934. SwaLL ок Роскет Execrric FrasH Lamps, Е. О. Trautmann. July 


8th. (Cognate application 
9,964. ELECTRIC JoiNr. 
9,981. ELECTRIC CLOCK. 


10,067. ELectric Time S 
Co. July 10th. 


12,377 /15.) 
G. H. Scholes. 


4 


July 8th. 


F. O. Read. July 8th. 
wircugs. E. H. Horstmann and Horstmann Gear 


10,121. INcaANDEsCENT ELECTRIC Lamps AND HOLDERS THEREFOR. 


July 12th. 


10,242. Swarr : PACKINGS. 
Co.) July 14th. 


T. P. Casotti. 


British Thomson-Houston Co. (General Electric 


10,453. ELECTRICAL DRIVING OF SPINDLES FOR SPINNING, TWISTING AND LIKE 


MACHINES. Siemens-Schuckertwerke Ges. 


July 19th. 


(July 20th, 1914.) 


10,454. , X-ray Tuses. British Thomson-Houston Co. (General Electric Co.). 


July 19th. 


10,938. Exvecrrica. SwrrcH ConTROLLING Devices. 


A. W. House. July 28th. 


11,201. MOUNTING OF SWITCHES AND OTHER ELECTRICAL APPARATUS IN WALL. 
Boxes. C. H. Burt. August 3rd. 
11,322. Corp Grirs ror EuLrcrRiCAL Purposes. К. G. Stripp. August 5tb. 
11,776. ТапЕСКАРН!С TRANSMITTING APPARATUS. Е. В. Dahl. 


11,831. TRANSMITTERS FOR WIRELESS TELEPHONY. 


graph Co. and S. O. E. T. Trost. August 16th. 
19,976. ATTACHMENT OP INSULATOR-CARRYING ARMS TO TELECRAPH AND LIER 
Poues. . Bullers, Ltd., and Н. C. К. Dagnall. August 26th. 
Laurs. С. A. Bellamy. September 28th. 
13,943. METHOD оғ MANUFACTURING THE CAPS FOR ELECTRIC INCANDESCENT 
Lamps. C. E. Hunter. October Ist. 
14,382. Contact Breakers OF INDUCTION COILS. M. A. Codd. October 11th. 
14,496. FīıLLING WITH INSULATING ComrounD OF ELECTRIC. Caste JUNCTION. 
Boxes. W. T. Henley's Telegraph Works Co. and F. Harris. 


13,807. Miners’ ELECTRIC 


14,783. Exectric STOVES. 


15,459. Execrric Lamp Но1рЕк5. 


J. D. Crary. 


October 19th. 


Gencral Accessories Co. 


and C. Seymour, Transvaal.) November 2nd. 
16,797. CASINGS FOR PORTABLE ELECTRIC 


(Interstate Electric Novelty Co.). November 29th. 
17,328. ANODES FOR ELECTRO-PLATING. G. Jones. 


18,222. MetHop ror Co 


August 14th. 


Marconi’s Wireless Tele- 


October 13th. 


(L. Rosenthal 


FLasuuicnts. Е. C. R. Marke 


December 10th. 


NNECTING TOGETHER CARBON ELECTRODES USED fM 


ELECTRO-CHEMICAL AND ELECTRO-METALLURGICAL PROCESSES. R. 


Francaise des Electrodes). 


December 3lst. 


Haddan (Soc. 


WESTERN ELECTRIC . 
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No. 2,021. 


GERMAN FINANCIAL INTERESTS IN 


ELECTRICAL UNDERTAKINGS 
ABROAD. 


T is somewhat difficult to realise that for so long a 
period.as twenty years the tentacles of the German 
trading octopus have been extending throughout 
all parts of the world. Yet during at least the 
greater part of that period we have been keep- 


ing our readers informed as the movement has 


developed. In almost every seaport town or city 
of importance in every neutral country having a for- 
eign population, it has only required the presence 
of a few Germans for the elaboration of schemes 
for the establishment of agencies which have either 
developed into branch houses of firms in the Father- 
land, or which, in the course of time, have expanded 
into large importing houses on their own account; 
and which have been. quite wiling to accept the 
representation of such foreign manufacturers and 
non-manufacturing companies, until the time arrived | 
for the entire substitution of Teutonic for British 
articles, whilst the non-manufacturing representa- 
tion was continued for so long as it was available, or - 
for so long as it suited the purposes of the German 
agents concerned. In fact, nearly every German 
has served as an active agent for German propa- 
ganda in some form or other, and Teutonic banks 
have co-operated, commendably from the German 
point of view, but frequently reprehensibly and im- 
morally from the loftier points of view of inter- 
national commerce, in assisting in the work of 
propaganda. | 

The great extent of the Teutonic banking con- 
nections in overseas countries is shown by the 
existence. of thé Deutsch Ueberseeische Bank, 
which was formed in 1893 by the Deutsche Bank, 
and which has branches under the title of the Banco 
Aleman Transatlantico in various cities in Argen- 


tina, Bolivia, Chile, Peru, and Uruguay, as well 


as in Spain; and branches in Brazil under the name 
of the Banco Allemao Transatlantico. In addition, 
there are the Braziliensche Bank fur Deutschland 
and the Bank fur Chile und Deutschland, which 
were constituted by the Disconto Gesellschaft and 
the Norddeutsche Bank, of Hamburg; the Deutsch- 
Sudamerikanische Bank, the  Deutsch-Asiatische 
Bank of Shanghai, the Deutsch-Orient Bank for 
Turkey and the Balkans, and certain banks for 
Palestine, East Africa, West Africa, and Africa in 
general. These great promoters of German inter- 
ests, assisted by the parent banking institutions in 
the Fatherland, have actively furthered Teutonic 


aims and trading affairs in the parts of the world 
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where they have been established, and they have 
greatly facilitated the expansion overseas of the 
German electrical manufacturing industry, which, 
in turn, has been helped by the cable companies and 
their associated interests, the former comprising the 
Deutsch-Atlantische Telegrafen Gesellschaft, and 
the Deutsch Sud-Amerikanische Telegrafen Gesell- 
schaft. Indeed, every German undertaking abroad 
has been an actual or potential promoter of Teu- 
tonic business. 

The greatest German oversea undertaking is 
represented by the Deutsch-Ueberseeische Elektrizi- 
tats Gesellschaft, of Berlin, whose combined share 
and loan capital amounts to the formidable total of 
£11,800,000. The chief centre of this supply com- 
pany’s activity is located at Buenos Aires, where 
the company has endeavoured to secure a monopoly. 
Some years ago the company succeeded in inducing 
the shareholders in the Primitiva Gas and Electric 
Lighting Co., Ltd., to dispose of their electricity 
works in Buenos Aires, but a fresh competitor has 
recently arisen in that great city in the rorm of the 
Italo-Argentina Electricity Co., and thus the mono- 
polistic policy of the German octopus has been 
checked. The company has also failed to obtain 
control of the Buenos Aires Tramways Co., in 
which, although an English undertaking, a Belgian 
tramway company holds very considerable financial 
interests. Yet the book value of the company’s 
undertakings in Buenos Aires at the end of 1915 
amounted to £10,600,000, apart from ordinary and 
preference shares in the Compania Argentina de 
Electricidad, of Buenos Aires. 
value of the company’s electricity works at Santiago 
(Chile) was entered at £771,000; the investments in 
the Valparaiso (Chile) Electric Tramway Co. com- 
prised £250,000; those in the Transatlantica Co., of 
Montevideo (Uruguay). were 1,690,000 dollars in 
ordinary shares; and those in the Empresa de Luz y 
Fuerza, of Mendoza (Argentina) were 835,000 dol- 
lars in shares and 138,000 dollars in 6 per cent. 
bonds. Ап important point in this connection is 
that the Ueberseeische Co. is actually returned as 
also holding £650,000 in ordinary shares and 
£404,000 in preference shares of the Chilean Elec- 
tric Tramway and Light Co., Ltd., and the total 
amount of the advances made by the former to the 
five companies in question is given at £3,669,000 
on December 31st, 1915. Although the total of 
these figures may not agree with the total capital 
of the Berlin company, it has to be borne in mind, 
as previously mentioned, that the figures refer to 
the estimated market value as entered in the com- 
pany's books at the end of last year. 

The enormous German shareholding in the 
Chilean Electric Tramway and Light Co., apart 
from the financial advances made to the latter, has 
not been unknown to those who have annually 
perused the reports of the Berlin company. In this 


connection, we observe from the report for 1915. 


that the Chilean company, in accordance with the 
instructions given by the English Government, ab- 
stained from paying any dividend on the preference 
shares for 1914, although the net profits of £48,500 
would have permitted of a distribution of 6 per cent. 
being made on the preference shares. But if the 
prohibition of the Government has prevented any 
allocation of profits to the preference shares, of 
which the German company holds the entire issue, 
it has not hampered the continuance of business 
relations between the two companies. The annual 


In addition, the. 


report for 1915 of the Berlin company, for example 
states that the hydro-electric works at Santiago were 
practically completed in 1915, and handed over to 
the Chilean Electric Tramway and Light Co., which 
is operating the works for its own account and has 
to pay to the Ueberseeische Co. the amount of the 
rental, which was fixed by contract. Apart from 
these interests, other German electrical investments 
or undertakings exist in certain other parts of South 
America, including the holding of the German 
South American Telegraph Co. in the Compania 
Telegrafico-Telefonica del Plata, of Buenos Aires, 
and the interest of the Berlin Gesellschaft fur Elek- 
trische Unternehmungen in the Société d'Electricité 
de Rosario (Argentina), which was formed by the 
Belgian Société Financiere des Transports, of 
Brussels. | 

We have drawn attention to the existence of the 
German element in the hope that means. may be 
adopted whereby it may be totally eliminated. The 
above facts should be brought to the notice of the 
Committee which is sitting upon the question of 
British Finance in its relation to After-the-War 
Trade, and the Electrical Trades Committee might 
also with advantage take due cognisance of them. 

Our allies in Russia and France have removed, 
or placed under Government control, under- 
takings of Teutonic formation; in Italy the extinc- 
tion of German interests is proceeding on private 
account; whilst at home the Board of Trade is con- 
tinuing.the practice of winding up enemy companies, 
and important ''black lists” of German concerns 
and individuals abroad are being issued. There 
is an old saying that ‘‘ trade follows the flag." As 
the result of the war sentiments of most of the world 
and the nauseous odour left by German immoralities 
and monstrous barbarities, perhaps that saying will 
be true again for a time. But a more modern say- 
ing, as was exemplified several years ago in the case 
of the Victoria Falls & Transvaal Power Co., is that 
trade follows finance; and the question now arises 
as to whether this has or has not been the case with 
the Chilean company in question. ' Some valuable 
light is thrown upon the experiences of the Vic- 
toria Falls Power Co. in its dealings with German 
finance and plant manufacturing in remarks made 
recently before a South African Engineering Society 
by Mr. Bernard Price, who is in a position to know 
the history of that company's operations. Mr. 
Price's comments were published in our ''War 
Items " last week; they form very profitable read- 
ing just now, not only for us at home, but for elec- 
trical buyers in other parts of the world where the 
failings of .German plant at Shanghai electricity 
works have already been made known. | 


———————H— 

Ir was with great astonishment 
" Penny Wise." that we read in the Times Trade 
Supplement for July that, in the 

interests of economy, the Government had resolv 
not to publish further reports by British Consuls 
during the remainder of the war. When the Re- 
trenchment Committee was looking out for direc 
tions in which to save money, we strongly advised 
against any hasty reforms being introduced in con- 
nection with the Board of Trade trade efforts. At 
such a time as this, when -our export trade must 
not be neglected any more than is really impera- 
tively necessary, and when other manufacturing 
nations are at liberty to gain a hold in our accus 
tomed markets, it seems to us to be false economy 
to shut off altogether the supply of information that 
our imperfect Consular service is able to give us. 
As we have said before, that service has, in our 
opinion, not been appreciated at its proper wort 
by British traders; much of the criticism has been 
amply justified, but there has been a tendency 
among the critics to describe as useless or worth- 
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less an improving service which they appeared to 
have given up using. Maybe some of that 
want of appreciation had led to Consular reports 
being regarded as a suitable thing to do with- 
out, or as a direction in which the great British 
nation might save a few hundred pounds per 
annum. Speaking for ourselves, we regret their 
temporary stoppage, and the more so because there 
is certainly no drop in efficiency in the American 
system of Commerce and Consular Reports. It 
was stated in our pages last week that the Foreign 
Ofhce was organising a British commercial tour in 
Spain. Ап excellent idea! | Would it be out of 
order to suggest that each member of the party 
make a study in advance of the valuable report of 
40 pages just prepared by American Consul-General 
Carl Bailey Hurst on the commerce and industries 
of the Barcelona district? We print certain parts of 
iton another page this week. It was published last 
month with appendices prepared by other American 
consular agencies in Bilbao, Corunna, Palamos, 
Mallorca, Tarragona, and Vigo. Mr. Hurst enters 
very fully into such matters as banking activities, 
local industries, the relative importance of different 
classes of industries, metallurgical industries, and 
the conference of Spanish metallurgical interests, 
chemical and paper manufactures, hydro-electric 
developments, and Spanish measures for commercial 
expansion, and he makes a variety of suggestions 
intended for American exporters, showing, among 
other things, the place which American skill and 
products (especially engineering in character) may 
fill. It is the best report on Spanish trade and the 
Spanish market that we have seen for a long time. 
Let us hope that the Foreign Office tour will bring 
benefit to British trade in due course, but right here 
the American already has 40 pages of material and 
advice, while we, in the interests of national 
economy, are compelled for the present to forego 
the luxury of a report prepared for us by a British 
authority. German influence in the Spanish market 
has been strong in the past, and Teutonic resolves 
are made respecting the future in that country. 
pu somebody here is '' penny wise and pound 
oolish.’’ : 


~ 


Rubber. 


WHILE the course of the crude 
rubber market has continued mostly 
| disappointing for some time past. 
prices having fluctuated persistently downward 
since February last, it is only natural that values 
have lately displayed more resistance after touching 
2s. 2d. per lb. for plantation No. І latex. It may be 
pointed out that this figure shows precisely a depre- 
cation of 100 per cent. from the topmost level re- 
corded in the earlier part of January. The fact is 
worth noting, too, that prices now stand pretty well 
where they were at about this time last year prior 
to the steady upward movement which reached its 
culminating point at 4s.^4d. It thus remains to be 
seen whether history will repegt itself within the 
next four or five months. This comparison, at any 
rate, is rather interesting, and the, chances are that 
the worst of the recent depression has spent itself, 
and that when preparations are made in earnest in 
connection with autumn requirements, prices will 
be once more on the up-grade. Of course, condi- 
tions are most abnormal, but it is considered that 
the current price is intrinsically low, and that, given 
a more active and sustained American demand, the 
market will soon feel the effect of this. There is no 
doubt that periods of low prices tend to stimulate 
the use of rubber in various new branches of in- 
dustry where the product was years ago not utilised 
at all, so that the persistent growth of the planta- 
tion output does not contain, after all, that element 
of danger which has been surmised by some people 


within the last few years. America will probably 


continue by far the biggest world's consumer of 


~ 


rubber, although her takings for some months past 
disclosed an important falling off as compared with 
the early months of this year. 

At the current relatively low prices, all the rubber 
being produced appears to be absorbed in spite of 
temporary accumulations of stocks and the inevit- 
able recurrence of trade slackness incidental to the 
dead season. The development of the plantation 
output in recent years has been truly phenomenal. 
Back in 1905, the world’s output of native rubber of 
the Para grade was a little over 60,000 tons. In 
1914 the world’s output of this grade was rather 
under that amount. Within the same period, the 
cultivated or plantation rubber industry had its 
birth and development, with its output reaching 
64,000 tons in 1914, thus for the first time eclipsing 
that of Para grades. In recent years, the produc- 
tion of wild rubber has been steadily declining, and 
the Brazilian?output this season may not exceed 
35,000 tons, whereas it is estimated that the produc- 
tion of plantation rubber may in the course of next 
year run into not far short of 150,000 tons. Ameri- 
can manufacturers seem very hopeful that the use 
of rubber for new purposes will be further consider- 
ably increased as time goes оп. It is suggested that 
rubber will be utilised in increasing quantities for the 
making of shoes and belting, while the output of 
leather is declining. The London market has 
developed a somewhat better tone over the last 
week-end, and prices for plantation grades show a 
fair rally from the recent lowest point recorded, 
and the freer arrivals have been conducive to a 
more active demand. Fine hard Para has improved 
in sympathy, and still commands a good premium 
owing to the limited supply available. 


THE enormous ramifications of 
German financial interests in Italy 
prior to the war are shown by the 
fact that out of 600 companies, no 
; fewer than 327 have been found to 
have been fed by Teutonic capital. Indeed, the iron 
and steel industries, the electrical industry, and the 
mechanical engineering industry are declared to 
have been dominated by a financial group who acted 
through the intermediary of a well-known Italian 
bank, which formerly had large German interests 
and several German directors, apart from a large 
Teutonic staff. According to the: statements of an 
Italian publicist, the native electrical industry repre- 
sented a nervous system whose brain was to be 
found at Berlin, through the indirect path of Swit- 
zerland. Now, however, a beginning has been made 
in the direction of the elimination of the German 
element by the formation of an investment com- 
pany with the initial share capital of £400,000, and 
under the title of the Società Nazionale per Imprese 
Elettriche, of Milan, for the acquisition of Teutonic 
holdings in Italian electrical companies. The first 
transactions aim at the absorption of all the interests 
of the РИ Company for Electrical Under- 
takings, of Nuremberg, which include the Societa 
Toscana per Imprese Elettriche, of Florence, the 
Palermo (Sicily) Tramway, the Societa Industriale 
Elettro-Chimica di Pont St. Martin, of Milan, and 
the Societa Torinese di Tramways e Ferrovie, of 
Turin. It is said that these and other undertakings 
have passed under the control of Swiss banks since 
the commencement of the war. In order, however, 
not to enrich the Germans by simple purchases, an 
Italian newspaper suggests that the Government 
should intervene in order to authorise an Italian 
group to manage German undertakings in Italy 
until the end of the war, according to the precedent 
set by Austria in transferring the Austrian rights of 
a Milan company to a group of Hungarian finan- 
ciers, and to that of Germany, which has empowered 
German banks to treat Italians as citizens of an 
enemy State. 


The German 
Element 
in Italy. 
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30,000-KW. STEAM TURBO-GENERATOR 
TESTS, 


WE referred, in our issue of June llth, 1915, to the 
reconstruction of the generating plant of the Interborough 
Rapid Transit Co., of New York, where three of the new 
30,000-Kw. turbine sets are now in operation. These sets 
occupy the same space as the three 7,500-Kw. engine sets 
which they replaced, and are operated from the same boilers, 
in which, however, the pressure has been raised from 175 Ib. 
to 205 lb. per sq. in., while superheaters to give 200° 
superheat, and underfeed stokers have been added, so that 
_ three times the rated output is being obtained. 
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Fig. 1.—ОхЕ or THREE 30,000-kw. TURBINE SETS AT THE INTERBOROUGH CoO.’s 


The original engines, generators and condensers repre- 
sented an expenditure of $40 per Kw., while the new plant 
has cost only $9 per Kw. It may be remembered that each 
of the new sets—one of which we illustrate—consists of a 
high-pressure and a low-pressure turbine, each coupled to its 
own generator ; the former is of the single-cylinder reaction 
type, running at 1,500 в.р.м., and the latter, a double-flow 
turbine. with a speed of 750 R.P.M. 

The surface condenser consists of two cylindrical shells, 
each of 25,000 sq. ft. surface, connected directly to the 
turbine outlets, with turbine-driven circulating pumps, and 
hot well and rotary dry vacuum pumps 

The results of a series of tests on these turbines have 
now been published, showing that at the most efficient load 
of 26,740 KW., 11-25 lb. of steam per Kw.-hour are re- 
quired. ‘ 

The performance curves shown in fig. 2 summarise the 
results of 25 tests under certain standard conditions, and it 
is noted that they are unusually flat and conducive to high 
plant efficiency. The peculiar dip in the curve between 
22,000 Kw. and 26,000 Kw. was checked by repeated tests ; 
to investigate its cause, special tests were made of the 
relative action of the receiver between the two cylinders as a 
separator, and the velocities of the steam passing through 
it, with the idea that this might, have some direct bearing 
on the dip, but no definite result was obtained. 

In regard to the turning up of the efficiency curve 


between 30,000 Kw. and 32,000 Kw., the designer points - 


out that this turbine was designed. for high hydraulic 
efficiency, thus approaching the crest of the efficiency 


curve; the overload capacity is small—the amount 


the turbine is by-passed when the secondary valve 


opens is small, and the velocity ratio, therefore, is very 
little lower when full steam pressure is applied to the 
secondary inlet than when such pressure is applied to the. 
primary inlet. Further, the hydraulic efficiency is nearly 
the same, so that the Rankine cycle at 32,000 Kw. should 
not be more than 1 per cent. lower than at the point of best . 
efficiency, namely, 26,000 kw. The efficiency at the inter- . 
mediate overload, say, 30,000 Kw.,is somewhat worse than 
this, for while the blading and hydraulic efficiencies remain as 
high, there is a loss due to a certain portion of the steam. 
expanding through the secondary valve to a lower pressure. 
without doing work. 
Tests were also made on the condensers and auxiliaries,. 
with the turbine carrying practically the required load ; 
operating conditions approximated to those guaranteed, with 
the exception of high air leakage. This leakage has since 
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GENERATING STATION, NEW YORK. 


been eliminated, and a permanent gasometer installed] in 
connection with edch unit, in order to observe air leakage at 
regular intervals. We gather that the performance of both 
кише and condenser has shown higher efficiencies Шап 
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* — Fia. 2.—EFFICIENCY AND WATER RATE CURVES, 


were guaranteed, and that the installation ` has proved 
thoroughly satisfactory in every particular. | 

We аге indebted to the Blecirical World for our figures ; 
full details of the tests were recently presented to the 


. American Society of Mechanical н һу мин. 


Н. G. Stott and W. S. Finley. 
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-ELECTRIC VEHICLE NOTES. 


J 


Iv our last issue we referred briefly to thé action 
‚ taken by the Electric Vehicle Committee in view of 
the possible restriction of the importation of elec- 
E unen following the Proclamation of June 
The letter which Mr. Frank Ayton, the hon. secre- 
tary of the E.V.C., forwarded to the Board of 
Trade is such a concise and able statement of the 
case for the more extended use of the electric 
vehicle that it deserves the widest, publicity at the 
present time, and is reprinted below: — 


My Committee ask that electric-battery vehicle chassis in- 
tended for commercial uses 
under the licensing arrangements which have come into 
force, following the Proclamation of June 27th. The grounds 
upon which we make this application are as follows :— 

l. Before the war the adoption of the electric-battery 
vehicle for commercial purposes was beginning to make good 
headway by reason of the economy, reliability, and simplicity 
of this system of motor transport. Since the war, however, 
the scarcity of horses, the high price of fodder, the continu- 
ously incressing cost of petrol, and the dearth of supplies of 
the latter have all tended greatly to enhance the advantages 
of the electric vehicle, and have led to its increased use. 
Thus it is that at the present time some of the leading busi- 
nes houses in this country are adopting, or have already 
adopted, the electric van for town and suburban delivery work 
in preference,to other types of motor vehicles, and the supply 
of electric vehicles is not equal to the demand. The reason 
for this is the more readily appreciated when it is stated that 
the usual cost of power for operating such vehicles compares 
with the cost of petrol for a petrol-driven vehicle only when 
tha& commodity 1s priced at, approximately, 6d. per gallon. 

2. Since the electric vehicle depends for its power upon 
electricity supplied (in almost every instance) from the 
pepe. electric supply undertakings of the country, and, there- 

ore, is produce 
assisting in resolving one of the difficulties the Government 
are at present having to contend with, i.e., the conservation 
of petrol supplies: in order to provide adequately for the 
require-ments in this particular direction of the transport ser- 
vices for the Forces. 

3. As the electric energy required for replenishing the bat- 
teries of electric vehicles is in practically every instance taken 
during night hours, when the demands of other electrical 
consumers are either very small or non-existent, the produc- 
ton of such electric energy employs plant that would other- 
wise be idle, and takes steam from boilers that, in the absence 
of such demand, would be standing with banked fires, radia- 
tion losses continuing the while. Thus it is that the produc- 
tion of such supply needs but a comparatively infinitesimal 
quantity of coal for its generation, and necessitates no addi- 
tional capital outlay in extending the plant. That these 
factors are of no chimerical character is evidenced by the 
very low price for electric energy included in the Standard 
Tariff for Charging Electric Vehicles recommended by, this 
Committee. This tariff has now been adopted by the majority 
of the public electric supply undertakings of the country. 

4. Another feature connected with the use of the electric 
vehicle, which comes distinctly into line with the aim of the 
Government in the matter of freeing men of military age for 
service in the Forces, is the ease and simplicity of operation, 
making it possible for a. woman or an elderly man, possessing 
no previous experience, to become proficient in driving after 
but a few hours' tuition. | 

5. One of the items in regard to which the electric vehicle 
shows a marked reduction in operating cost is that which is 
connected with repairs. Its simplicity and sturdy construc- 
tion make repairs but. a small item in the whole expense 
of running. At the present time, when every mechanic is 
urgently required for munitions work, distinct encourage- 
ment should be given to the use of a vehicle that by compari- 
son so seldom needs his services. 

6. Were ‘it possible to obtain electric vehicles of British 
mannfacture at the present time, there would be, of course, 
no justification in putting forward this application. In point 
of fact, however, the majority of the vehicles now in use, or 
on order, are of American manufacture. There is at the 
present time but one British firm making the heavy type of 
commercial electric vehicle in this country, and it is under- 
stood that they are quite unable to cope with all the orders 
that flow to them, as they have but recently taken up this 
line of manufacture, and are heavily involved in the produc- 
tion of munitions of war. | 

7. In the opinion of my Committee, the indirect effect in 
th» all-round cheapening of electric supply for power pur- 
poses that will result from the general use of electric vehicles 
should not be lost ment of. The employment of plant in our 
power stations for the production of electricity in charging 
such vehicles, at times when otherwise it would be idle, is 
bound very appreciably to improve the load factor of the 
plant, as it has already done in the great power stations of 
Chicago and New York. Load factor and coal cost may be 


‘turers to regain the position of world 


shall be most favourably treated ' 


from coal, its extended use is distinctly © 


. be, а “joy riding ”’ machine. 


said to be the deciding factors in the framing of power-supply 
tariffs; improvement in one or other will benefit all con- 
sumers, assisting our manufacturers in the direction of more 
economical production, enhancing the amenities of town and 
city life by the gradual elimination of factory chimneys and 
the domestic grate by the increasing use, in years to come, 
of electricity for power and heat; and lastly, but by no means 
the least important feature, assisting our electrical manufac- 
pre-eminence which 
they once‘held, by reason of the increased home demand for 
electrical machinery that must inevitably follow from cheap 
electricity. | | 

8. The free importation at the present time of American- 
built commercial electric vehicle chassis will assist in the 
direction named, and will create such an increased demand 
for this type that there will be some incentive and a great 
opportunity, after the war, for British manufacturers to 
establish the building of such vehicles as one of the staple 
industries of the country. : es 

Should you desire farther information upon this matter, we 
hold ourselves willingly at your service, and «should be pleased 
to attend an interview if that were thought necessary. You 
will note the representative constitution of this Committee 
from the names appearing on the heading of this letter, but I 
may mention that recently representatives from the Society 
of Motor Manufacturers and Traders, Ltd., and the Royal 
Automobile Club have been added. 


The letter, the educational value of which we 
hope has not been: wasted in official quarters. 
brought a sympathetic reply, the tenor of which 
seems to indicate that commercial electric chassis | 
will be allowed to enter this country; as we have 
said, it deserves the widest publicity, for in these 
days of petrol scarcity, and shortage of male labour, 
it ought to be thoroughly impressed upon the 
vehicle-using public that the cost of electricity for. 
operating the electric vehicle is, roughly. equivalent 
to the use of petrol costing only 6d. per gallon; 
moreover, its simplicity is such that a woman can 
safely be allowed to drive the “‘ electric.” 

It is astonishing in how'many cases the London 
business man’s knowledge of the electric vehicle 1s 
limited to a faint recollection of some financially un- 


. sound electric cab or electric "bus venture which came 


to grief in years gone by—this despite the fact that 
London is the stronghold of electric vehicle busi- 
ness and, indeed, offers greater scope for its 
development than probably any other business 
centre, especially at the present time. It is evident 
that an early effort must be made to remedy this 
state. of affairs—we require a system.of intensive 
publicity which will aim at nothing less than every 
commercial motor user in the London area; the 


. business portion of the city is honeycombed with: 


storage cellars, mostly dependent on manual labour 
for the transfer of merchandise into vehicles in the 
street, and this is an additional argument for the 
use of the electric truck, which can so easily be 
equipped with an electrical haulage winch, and, 
furthermore, can provide electric light on the spot 
when required. Manual labour is a luxury at the 


. present day, if it can be profitably replaced by power 


driven appliances, as in the case in point. — . 

It is a sign of the times that even our ultra- 
petrol " contemporary, The Motor, has a few words 
to say on behalf of the electric vehicle. Although 
we cannot altogether agree with its interpretation 
of the electrical position, it is satisfactory to find 
that it is being driven to seriously recognise the 
fact that there is a field for the employment of 
a vehicle which is not, and has never pretended to 
Our contemporary 


says:— 


Now that we are face to face with a calamity, with a hope 
but no definite assurance that it may be only temporary, we 
have no alternative prime mover that we can turn to. Steam 
has been offered, but turned down in favour of an engine 
that uses a fuel which is, and always must be, a failing quan- 
tity when the long view is taken. Electric power 18 un- . 
developed, so far as this country 1s concerned, and even if 
we could turn to America to supply us in this direction in 
any other circumstances, in those which face us it does not 
help us at all, since imports are prohibited. The war condi- 
tions, as they exist at present, and as they must be expected 
t; continue for some time, prevent any development here 
in the way of electric power as applied to motor vehicles ; 
yet, it seems to us, it is in this direction that the efforts of 
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constructors must turn in the near future. All the eggs must 
never again be placed in one internal-combustion basket. We 
are as confident as ever we were, and we have more than 
once expressed the opinion in our columns that the elec- 
trically-propelled vehicle must eventually. receive that con- 
sideration which is its due. It is obvious that if serious efforts 
had been made in this country to develop the electric road 
vehicle as an alternative to the internal-combustion engined 
car, our position to-day would have been much less serious 
than it is, dependent as we are upon a vehicle that relies 


upon а fuel the use of which is now being so seriously . 


restricted. 


Curiously enough, our contemporary appears to 
have discovered the ''obvious" at the eleventh 
hour. 

The growing use of the electric vehicle for muni- 
cipal purposes has often been referred to in our 


Views or EDIson TipPING WAGON AT SOUTHAMPTON. 


pages; we illustrate this week a two-ton Edison 
tipping wagon used by the Southampton Corpora- 
tion tramways department: for- permanent-way and 
general carting work. | 


ELECTRICALLY CONVERTED AMERICAN FIRE ENGINE, SHOWING 
ACTION OF SWIVELLING MECHANISM. 


Mr. W. T. Robson, the manager, has on previous 
occasions shown his partiality for the all-electric 
vehicle, and we understand that the wagon illus- 


· -extensions to the plant and feeders, and 


trated and the electric tower wagon, which is also 
in use, have replaced five horses, with an appreci- 
able saving in cost to the department. 

In this connection, with lighting, tramways, and 
sanitary departments, as well as municipal fire bri- 
gades, and ambulances, seriously considering, and 
in many cases using, electric vehicles, the question 
of introducing a ''transport" department as a 
feature of municipal organisation should be worth 
consideration. 

The electric vehicle lends itself to maximum effici- 
ency if used with discrimination, and there is no 
doubt that were.a properly qualified official made 
responsible for supplying the transport requirements 
of all departments from one electric vehicle depot, 
and suitable interchangeable bodies, batteries, &c., 
provided, that less spare vehicles would be required, 
and more efficient operation would result—the 
municipal electrical undertakings benefiting at the 
same time. It may be argued that the idea is equally . 
applicable to any type of self-propelled vehicle, биё 
e shows that any other type would in- 
volve more spare vehicles and more depot labour, 
and therefore be fnore expensive in the long run. 


* 


MODERNISING AN ELECTRIC SUPPLY 
UNDERTAKING. 


IN a paper read before the Liverpool Engineering Society, 
Mr. E. M. HoLLiNGSWORTH, manager of the St. Helens 
(Lancs.) Corporation electricity undertaking, recently dee- 
cribed the modernisation of hie undertaking, which, in 
common with many others, was faced with the necessity of 
meeting the demands of ihdustry for energy at compara 
tively low prices. We reproduce his remarks in abstract, as 
follows :— 

Seven years ago, owing to the increasing demand for 
energy, it was found necessary to апу out considerable 

the opportunity was 

taken of installing plant of a more efficient type. There was 
room for extensions en the present site, with good railway 
accommodation, and facilities for dealing with the ashes. 

Before the alterations were carried out, the plant consisted 
of four Lancashire boilers, two small water-tube boilers and 
seven engine-driven continuous-current generators at 460-550 
volts, aggregating 1,700 xw., the capital cost including build- 
ings, but not land, being £40 per kw. At that time, 2,750,000 
units were sold per annum, and the load factor was 26.5 per 
cent. | 

The capacity of the station is now 7,200 xw., of which 
6,000 kw. (.8 power factor) is modern plant, installed at a cost 
per KW. as follows :— 


£ s. d. 

Extensions to buildings т Е . 011 0 
Boiler plant (rated at 4,500 Kw.), including eleva- 

tors and conveyors, water-softener, founda- | 

_tions, and steam pipes ... 6 i .. 210 0 
Generating plant, including turbo-alternators, con- 

. densers, and foundations ... Eo 53, .. 310 0 
Cooling towers for 3,000 KW. ... ....  .. . 100 
Switchgear. for generators and for four E.H.T. 

feeders weal” divas а 066 
] 717 6 

Converting plant with . switchgear, rated at. 
2000 K.W. ..  .. s 5. i 800 


Total cost per KW., including converting plant ... 210 17 6 


At the present time, 6,250,000 units are sold per annum, and 
the load factor is 98 per cent. 

The present boiler plant consists of four Lancashire boilers 
and economisers in No. 1 house, and four water-tube boilers 
in No. 2 house, generating steam at a pressure of 170 lb. per 
sq. in., superheated to 535 deg. F. | 

A single main steam pipe connects the two boiler houses, 
and all the branch pipes are of wrought steel, including the 
expansion pieces; all the valve bodies, tee pieces, and water 
pockets are of cast steel. _ | = 

Fuel is received on а siding and distributed by elevator 
and conveying plant to the bunkers. The fuel used is mostly 
Lancashire fine slack, having an average heating value of 
11,000 B.TH.U. as fired, with 16 per cent. ash and 6 per cent. 
moisture. 

The Lancashire boilers are now used for stand-by purposes 
only, and will be replaced in the near future with others of 
the water-tube type. 

Four water-tube boilers, two of 18,000 1b. and two of 25,000 
lb. steam rating, with superheaters and ' E” type under- 
feed stokers have been installed. ' 

At the normal rating of the boilers, the stokers burn 890 Ib: 
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of fuel per sq. ft. of grate area, and for short periods the rate 
can be increased to 40 lb. At this high rate of combustion 
the heat is too intense for brick arches, and they have been 
dispensed with. The side walls of the furnaces are not sub- 
jected to the extreme heat, and therefore the brickwork 
reguires little attention. 

orced draught is used, and there are three motor-driven 
direct coupled fans connected to the main air duct. The in- 
take of the fans is connected to the engine room, aud warm 
air is thus supplied to the boilers. 

The author has had eight years’ experience with this com- 
bination of boiler and stoker, and considers the results 
satisfactory. From a number of tests, the combined efficiency 
of boiler and superheater averages 76 per cent. With the 
1950 and 2,500 k.v.a. turbo-alternators, later referred to, and 
using fuel of the quality above specified, the lowest monthly 
average is 2.56 lb. of fuel per unit generated. This figure 
cannot be maintained, however, owing to the necessity of 
still having to use one or other of the engine-driven genera- 
tors, but with the 3,760 k.v.4. turbo-alternator in commis- 
sion, it is anticipsted that the average figure for the twelve 
months will not exceed 2.5 lb. 

The whole of the water used is taken from the town supply, 
and has a hardness of 14 degrees, but as all the * make ир” 
з supplied to the cooling towers, the admixture with the 
water returned from the condensers (jet type) gives a com- 
bined hardness of 10 degrees. The water for boiler feed pur- 
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Fic. 1.—Jgr CONDENSING PLANT, ST. HELENS ELECTRICITY 
WORES. 


poses is further reduced to 5 degrees by treatment in a lime 
soda softening plant. 'The inclusive cost of treating the water 
is 114. per 1-000 gallons. | 

As water of a still lower degree of hardness 1в desirable for 
the sealing glands of the turbines, the author has under con- 
sideration the question of using а small '' Permutit ” filter in 
conjunction with the lime soda plant for this purpose. 

The feed pumps, of the direct acting type, exhaust into a 
feed-water heater to which are also connected the exhaust 
pipes of the underfeed stokers. 

Adjacent to the power station, there is a large disused clay- 
it of about 100,000 cu. yd. capacity, to which the ashes are 
eing carted, at an inclusive cost for handling, carting, and 
tipping of 1s. 4d. per ton. : 

When first it was necessary to increase the capacity of the 
station, the merits of gas engines and producer plant were 
considered, but it was лану ecided to continue with stearn. 

The present generating plant includes three of the old 
engine-driven generators, one rated at 500 xw. and two each 
at 350 kw., with surface condensers. 

The modern generators comprise three high-pressure tur- 
bines of the impulse type, with velocity wheel, operating with 
steam at 170 Ib. pressure, superheated to 590 deg. F., and 
X in. vacuum, and coupled to alternators generating 6, 
volt three-phase current at 50 periods, with a speed of 3,000 
R.P.M. EET | 


No. 1 combined set, installed in 1910, has a rated output 
of 1,250 K.v.a., with a steam consumption of 15.6 lb. per unit 
at full load, and 18.5 lb. at half load. 

No. 2 combined set, installed in 1912, has a rated output 
of 2,500 к.у.А., with a steam consumption of 15.2 lb. at full 
load, and 17.2 lb. at half load. i 

No. 3 combined set (just being completed) has a rated 
output of 3,750 K.V.a., with a guaranteed steam consumption 
of 13.9 lb. at its оозе economical output, i.e., 75 per cent. of 
the rated output of the generator. 

Each generator has an exciter mounted on the shaft, and 
the voltage is controlled by an automatic pressure regulator, 
that of the large set being also arranged to control each of the 
other generators, and all three when operating in parallel. 
The generators are protected only by time limit, reverse 
relays, and the author has under consideration the advis- 
ability of fitting each generator with ын apparatus to 
automatically trip the main switch, and open the field circuit 
switch in the event of a failure occurring between phases or 
between any phase and earth. The system is operated with 
unearthed neutral, but with the adoption of protective 
apparatus it will be advisable to earth the neutral through 
a limiting resistance. 

Two of the turbo-generators are of the self ventilating type; 
the other has an external fan and cloth air filter, but a rotary 
wet filter is being installed. The turbine condensers are of 
the low level jet type, the discharge being pumped over 
natural draught chimney cooling towers. The condenser 
arrangement is shown in fig. 1; the pumps are electrically 
driven by a single motor, the extraction pump being direct 
coupled and the air pumps gear driven. Direct-current motors 
are employed, which in case of an emergency shut-down 
would be supplied from a battery, with the lighting. The 
extraction pump is designed to work against a vacuum resist- 
ance and discharge against a total head of 52 ft. 

The primary reason for adopting the jet plant was the 
trouble experienced with the tubes of the surface condensers 
installed with the engine-driven generators. The capital cost 
of surface plant for the 3,750 K.v.a. set would be 75 per cent. 
greater, not including for the extra cooling plant which would 
be required to deal with approximately 40 per cent. more 
water. As a set-off to this, however, the power taken by the 
pumps would be 20 per cent. less; the condensate would not 
require to be treated, and the condenser could be connected 
to the turbine without intermediate pipes, thus increasing 
the vacuum by .25 in., and reducing the space occupied. 

The whole of the continuous current supply is at present 
trausmitted from the power station, and for this purpose there 
are three converter equipments of 550 Kw., 700 Kw., and 800 
d each with a three-phase oil insulated, self-cooling trans- 
ormer. 

The 550-kw. rotary has an exciter and booster in addition 
to the starting motor, and can therefore be used for power 
factor correction, and also for running inverted. It ran in 
this way for some months under very severe conditions, the 
load including a rolling mill and colliery haulage plant. 

The 800 and 700-KW. equipments are of more recent design, 
the latter being of the self synchronising type. These 
machines are fitted with a starting motor only, and are there- 
fore not reversible, and have not the ability te improve the 
power factor to the same extent as when fitted with a booster. 

The overall efficiency of the 700-kW. equipment, the last to 
he installed, when working level compounded, is as follows :— 


Full load. Three-quarter load. Half load. Quarter load. 
93.5 ie 92.5 M 90.25... 84.5 


At one time, ffash-over troubles were experienced when the 
rotaries were on traction supply, but by re-arranging some 
of the short feeders, these troubles have been eliminated. 

The continuous current switchboard is placed on a gallery 
at the old end of the station, and the E.8.T. control panels on 
the floor level of the new portion of the building, opposite the 
turbo-alternators. . 

The в.н.т. switchgear is of the mechanically remote con- 
trolled type, with the oil break switches and other FE.H.T. 
details, enclosed in brick cubicles, built in chambers directly, 
under the control panels. E 

Most of the energy supplied for lighting and power 1s trans- 
mitted to switch chambers placed at three points of the dis- 
tribution system, and these chambers have interconnecting 
feeders. 

Three-phase current at 6,000 volts, 50 periods, is trans- 
mitted to static sub-stations in one district, where it is trans- 
formed to 400 volts for power, and 930 volts for lighting pur- 
poses. All the transformers are wound "''delta" on the 
primary side, and ‘‘ star" on the secondary, with the neutral 
point of the “star” winding earthed. | 

There аге ten sub-stations with outputs ranging from 125 
t> 1,000 x.v.a., with the switchgear placed in brick cubicles. 
The switchgear is of the same type as that installed in the 
power station, and the transformers are of the oil-insulated, 
self-cooling type. | 

When the power load of a consumer exceeds 100 KW., а 
supply at 6,000 volts is given to a sub-station on the pre- 
mises. In several cases, owing to the close proximity of 
Post Office wires, it was not permissible to use bare wires for 
extra high-pressure transmission. The consent of the Board of 
Trade was therefore obtained to suspend insulated cables from 
the existing poles. The cables are three-core, .05 sq. in., paper 
insulated, covered with lead containing 2 per cent. tin, taped 
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and. compounded. They are suspended by means of steel 
suspenders and wrought-iron clamps from catenary wire 
connected to short wrought-iron brackets fixed to the poles. 
The lead sheathing of the cables is connected to the catenary 
wire at each end, and at every 400 yards, and the catenary 
wire is earthed at intervals of 200 yards; there are two miles 
of such cables in use. 


THE ECONOMICAL PRODUCTION OF POWER 
FROM COKE-OVEN GAS. 


(Abstract. of paper. by G, DRARLE, aud discussion before the YORK- 
SHIRE LocAL SECTION OF THE INSTITUTION OF ELECTRICAL 
ENGINEERS. ) 


In the case of the revenerative type of coke oven the volume of 
gas available for the production of power is much greater than in 
the older pattern of waste-heat oven, and it is partly for this reason 
that the majority of new coke-oven installations during the past 
few years have been of the regenerative type. 

The advantage of regenerative ovens is that the whole of the 
surplus heat in the coal is produced in the form of a combustible 
gas. instead of merely аз а waste-heat product. This combustible 
pas can be used to much greater advantage than the waste-heat 
product. for by utilising it in was engines it is possible to develop 
three to four times the power that can be obtained from the use of 
waste heat under boilers. There is also an advantage in being able 
to convey the gas any distance without deterioration, which is not 
possible in the case of the waste heat where the boilers must be 
installed quite close to the coke ovens. 

The principal objections raised by opponents of sras-driven po wer 
plant are :—- 

. 1l. The unsteady turning moment. 

2. The difficulty of starting the engine. 

3. The yeneral absence of reliability in operation. 

i. High cost of maintenance. 

In this paper the author hopes to show. from his personal ex peri- 
ence, that such objections are without foundation. 

. The installation consists of three 500-B.H.P. vertical tandem gas 
engines direct-coupled to three-phase alternators, generating 
current at кше of 140 volts, and a frequency of 50 cycles 
per..second. 

The gas engines-are of the single- acting type. operating on the 
4-eycle principle, the cylinders being arranged in tandem. On the 
up-stroke the inertia of the moving parts is absorbed by the com- 
pression of either the top or the bottom cylinder. and part of the 
inertia is absorbed on the downward stroke by a buffer cylinder 
formed under the upper piston. . 

; In.the case of the four-crank, eight-cylinder engines under con- 
Bid doi. running at 300 R.P.M., with cranks at 90°, the shaft 
receives four impulses per revolution or.1.200 impulses per minute. 
so that. with a comparatively light tly-wheel the cyclic variation 
is less than one-third of 1 per cent., which is sufficiently even for the 
paralleling of the alternators without the slightest ditliculty. : 

. The upper eylinders are 1 in. larger diameter than the lower 
ones. so that the whole line of pistons may be removed torether. 
By this arrangement. the dismantling of the engine for cleaning 
purposes becomes very simple, and the time usually taken. for the 
removal of a line of pistons and the cleaning and replacement of 
these is from six to to ten hours, but if the engine is urgently 
needed, this work can be carried out. im three to four hours. А 


considerable raving d time is effected by having э spare line of 


pistons. 

The lubrication of the engine 1з ‚ effected by means of plunger 
pumps working from an eccentric on the erank-shaft, these pumps 
drawing the oil from the well of the crank-case through strainers. 
The oil passes from the pumps through coolers, and so to the 
various bearings of the engine; the whole of the circulating 
water -for the engine first passes through these. coolers.: The 
normal oil temperature at the inlet of the cooler is 74° C.. and the 
temperature at the return to the crank-case is 45? C.. The oil is 
pumped to the main bearings of the crank-shaft. and then through 
passages drilled in the crank-shaft to the crank-pins. From the 
crank-pin the oil is again led up to the gudgeon pin. The bear- 
ings of the cam-shaft are under forced lubrication. and the valve 
tappets, rollers. and pins are also fed from the same system. The 
top cylinders and piston rods are lubricated by means of a separate 
sight-feed lubricator mounted on the erank-case and driven from 
the cam-shaft. А separate pump to each point renders this i 
cation absolutely certain. 

The ignition is obtained by means of a magneto and TE 
coil. The sparking plugs are of a very heavy design and mica 
insulated. A stand-by ignition is provided in the shape of an 
accumulator which is switched on to the coil by means of a change- 
over switch. but this is only used for testing the ignition, as no 
trouble has been found in starting direct from the magneto. 

The engine is started by means of compressed air. which is 
stored at a pressure of 300 lb. per sq. in. in six storage tanks, 
each capable of giving five starts. The air is compressed by means 
of two-stage compressors.and these are arranged in duplicate. one 
being driven by a motor and the second by a small gas engine 
drawing its supply of gas from the same main which feeds the 
larger engines. 

The cooling water from the engine is pumped over a double- 
drip natural-draught cooling tower by & Rees Roturbo pump deliver- 


ing 12.000 gallons per hour against a head of 52 ft. This pump is 
driven by a 15-н р. squirrel-caye motor. Stand-by sets are 
provided in the form of a separate 3-in. pump to each engine, each 
pump being driven by an 8-H.P. squirrel-cage motor running at 
1,400 R.P.M. 

It is. of course, essential that the water used should be reason- 
ably free from impurities, and not exceed, say. 15 per cent. of hard- 
ness, and it is also important that the tank of the cooling tower 
be kept free from grease and oil. 

A certain amount of coal dust is always present in the circulating 
water of a colliery power station, but the application of a powerful 
hose to the hand holds of the jackets about every three months is 
suflicient to keep down this trouble, provided that the jackets аге 
designed, as they should be, to facilitate flushing. 

. The ventilation of the crank-vases of the engines is effected by 
means of 3-in. pipes coupled to the top of each crank-case, and 
carried outside the engine-house terminating at the top of the 
exhaust pipe above the silencers. By placing the outlet of this 
ventilation pipe concentric with the outlet of the exhaust, an 
ejector action takes place, which effectually scavenges the crank- 
cases and prevents any accumulation of yas or oil vapour süch as 
would be likely to cause an explosion in the crank-case. 

The ventilation of the engine-house is effected by а 30-in. motor- 
driven fan, and though this somewhat aggravates the coal-dust 
nuisance, it is of great service in keeping down the sulphur fumes, 
and thus protecting the exciter, commutators, xc. 

The gas supply is obtained rom a battery of 110 Otto ovens : 60 
of these ате waste-heat ovens, and 50 are of the regenerative type. 
From the former about 15 per cent. of the total vas is available, 
and from the latter about 40 per cent. 

After all the by-products are removed-—that is, after the gas 
has passed the benzole serubbers —the gas is drawn to the engines 
by means of a steam-driven exhauster of 60,000 cb. ft. per hour 
capacity. This exhauster is governed by a diaphragm governor 
controlled by the pressure of the yas in the main at the engine 
stop-valves. An electrically-driven exhauster is installed as a 
stand-by. and this is controlled from the power-house switchboard, 
and is capable of dealing with 30,000 cb. ft. per hour. This 
exhauster is driven from a 10-H.P. motor by means of a silent 
chain-drive. A further steam-driven exhauster is, however, to be 
installed, as the electric exhauster is found to be scarcely large 
enough for the work during peak loads. 

The quantity of gas passing to the engines is measured by means 
of a rotary meter. and the yas pressure at the stop-val ve is registered 
on an illuminated-dial pressure-yauge in the power house. The 
average was pressure is approximately 10 in. 

When the gas leaves the benzole scrubbers it contains about 900 , 
grains of sulphuretted hydrogen in every 100 cb. ft. If this 
sulphur were allowed to go through the engines, it would form 
sulphurous acid. which would, of course, attack the inside of the 
cylinders and the exhaust valves. 

A further effect is that the presence of sulphur appears to cause 
acertain amount of pre-ignition. or spontaneous ignition, of the 
charge during the compression stroke. A possible reason for this 
is that the presence of a small portion of the sulphuretted 
hydrogen acts as an igniter. this sulphuretted hydrogen being more 
liable than the rest of the yas to spontaneous combustion under 
compression. 

The vas is therefore purified by oxide of iron in a set of four 
purifiers of the Wilbourne type. each 20 ft. square by 5 ft. deep. 
The boxes hold about 30 tons of oxide in two tiers on ordinary 
grids. Two classes of oxide—" Lux” and "Bog "are used. 
These boxes are worked on what is known as the “ backward 
rotation" principle. Air to the extent of 2) or 3 per cent. is 
drawn in at the exhauster. and this air supply plays a very im- 
portant. part in the revivifying of the oxide in the purifiers. 

In order to check the amount of air flowing into the exhauster, 
it is passed through a small rotary meter. The spent oxide after 
being taken from the boxes is revivitied by being spread out and 
exposed to the air. When this oxide is no longer capable of taking 
up any further sulphur, a ready market is found for it, the present 
value of oxide containing 50 per cent. of sulphur being £2 per ton, 
and the revenue thus obtained pays for the oxide and the cost of 
labour on the purifiers. 

After the yas has passed through the purifiers, it-is taken to the 

engines.  ]ts average composition is : СО», 30 per cent. ; Cniin. 
2'6 per cent. : CO, 76 per cent. ; О, 03 per eent. ;. H, 502 per 
cent. ; CH4. 301 per Set №. 5'6 per cent. 
The calorific value of this gas varies between 500 and 550 B.TH.U., 
the average value being 520 B.TH.U. The total sulphur contained 
in the gas after passing the purifiers 1s less than 50 grains per 
100 cb. ft., and a further advantage of the purifiers is. that they 
absolutely eliminate the last traces of any tar which may be left 
in the gas after passing the benzole scrubbers. This freedom from 
tar is of considerable benefit to the engine, as trouble from valve 
sticking is absolutely unknown. and not the slightest trace of tar 
has ever been found in the engine. 

The current from the generators is delivered to а 13- panel 
switchboard, consisting of one voltare-regulating panel, three 
generator panels, one summarising panel, and seven outgoing 
feeder panels. А testing panel is also included in the power-house 
equipment: and suitable means for testing motors up to ful] load 
are provided by means of a " Walker” air-brake dynamometer. 

The motors connected to the mains aggregate approximately 
1.700 H.P.. and operate the whole of the coke-oven machinery. the 
fans, haulayes, belts, shakers. fitting shops.. saw-mills. &c. The 
lighting load connected averages about 70 KW. The daily load on 
the station reaches peaks of 1.050 KW., and the average load during 
the 24 hours would approximate озо KW. The station is running 
continuously, seven days per week. 
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During the initial running of the plant, some trouble was 
experienced due to the difficulty of obtaining satisfactory mixing 
of the very rich раз and air. The main gas-pipe to each engine 
was reduced for a distance of about 10 ft. to an internal diameter 
of 2] in, and on reaching the engine was led into the mixing 
chamber for a distance of about 6 in. Entering the mixing 
chamber at right angles to this pipe, and about 3 in. above its end, 
was an auxiliary air supply, controlled by a diaphragm governor. 
The gas admitted to the mixing chamber was then diluted here by 
a certain quantity of air. A further air supply, controlled by a 
hind-lever from the driving platform, was led direct into the 
chamber of the governor valve, where the diluted gas and air met. 
After passing through the chamber of the governor valve the 
mixture Was given a rotatory motion by means of а set of vanes, 
and was also very thoroughly mixed by being passed through a set 
of perforated plates. With this device no overheating or pre- 
ignition is noticed, and the engines can be run up to and above 
their rated capacity without trouble. 

The exhaust gases are analysed at stated times, or as the need 
arises, and the percentage of carbon monoxide is noted. The result 
aimed at in the analysis of the exhaust gases is to obtain an excess 
of air, consistent with the engine giving its full power. 

In conjunction with the chemist, and by regular analysis of the 
exhaust gases, combined with instructions to the drivers to drive 
by the pressure gauge, the gas consumption was reduced to 124 
million eb. ft. per month in May,1914. During the next six months 
the consumption was again reduced, the load during this time 
remaining approximately at the, same value. This goes to prove 
the important part which exhaust-gas analysis plays in the 
successful and economical running of these engines. The average 
of good working results shows :- 


Carbon dioxide кау 9s per cent. 
Ürrgen ^^ za ids ns eae 2'2 


ui LE *3 
Carbon monoxide е gay T Nil. 


The present consumption is approximately 39 eb. ft. per 
KW.-hour, 

The wearing quality of the engines in particularly good, and the 
repairs needed. have been very small. The total cost of repairs. 
including wages and spare parts used, for 12 months, із 00374. pei 
uuit generated, which cannot be called excessive. 

The most tried part of a gas engine of the type under discussion 
isthe exhaust valve, and the material which has been found to be 
the best for the work is nickel steel. 

With regard to the ignition, the low-tension magneto and coil 
transformer are most reliable, and no failure whatever of these 
parts has occurred. Sparking-plugs, on the whole, appear to vive 
very little trouble, the most frequent cause of failure of a plug 
being the widening of the gap, due to the burning of the points. 
and (less frequently) short-circuiting due to fouling by oil. 

The engines can be got away on the magneto, from cold. in eight 
seconds, This has been done many times, and with a vood man 
on the switchboard, a machine can be paralleled in 25 seconds 
This assumes that two men are available for the operation. With 
only one man to do the running-up and paralleling, one minute 
would very easily suftice. With such results it surely cannot be 
said that the modern vas engine is difficult to start. 

The plant now described has no stand-by for 104 hours out of 
the 24, and during that 104 hours is run up to, or very little below, 
its full capacity. These conditions have prevailed for the past 12 
months without one involuntary stop. 

Finally, as to the cost of maintenance : during the 12 months 
ended June 30th, 1915, 3,278,440 units were venerated at ап 
average cost of 0132d. per unit. The capital cost of the plant was 
£12,247, and it had been in operation two years at the commence- 
ment of July, 1914. The costs include all charges except interest 
on capital, depreciation, and раз used. The items are as follows :— 


Management (portion allocated to power house)... 0`0094. 
Drivers’ wages : és » 070314. 
Cleaners’ wages ; ; 070234. 
Dil, water. waste, &c. T" ew. 070022d. 
Sundry stores... uim dada à . ww. 00024. 
Repairs, including labour — "T . 00374. 
Purifiers, including labour and oxide — ,.. — ... 020%. 

0°132d. 


The power- house staff consists of nine men: a fore:nan driver, 
four drivers, and four cleaners, The shifts are of eight: hours’ 
duration, | 
‚А vital question in the running of this type of plant is lubrica- 
tion. As far as possible the lightest oil should be selected. 
c Enn maker of gas engines recommends one drop per 
р e Er inch of cylinder diameter. The plant under discussion 
Desc: at one drop per minute per 3 in. of cylinder diameter. 
npa E манн run of one week with an average load. of 
ie eh e oil consumption for the whole of the engine, including 
n case make-up, was 121 gallons. 
б урн опале ск oil has been found to remain in good condition 
S URDU 8 before requiring removal. The amount of the oil 
Rue “Case is about 90 gallons, and about 50 per cent. of this 
чл эй Te Meaty good condition after filtration to use as 
the pa quae or the crank-case. It is advisable to make a test of 
condition, S€ Oil at least once in six months to determine its 
The average c 
84. in., but they 
at this compressi 
Pre-ignition. [t 
* engine rung 


ompression of the engines із about,.105 lb. per 

have been run with it as high as 120 1b.. though 
on very skilful driving was necessary to prevent 
„15 usual to find that the compression increases as 
in, Anengine put to work at 100-10. compression 


will, if kept in good order. go up to 105 Ib. or 108 lb. at the end of 
12 months’ running. | 

In the discussion, Mr. Wm. Selvey stated that the efficiency of the 
latest type of this engine was exceedingly hish, as һе һаа found in 
a test, from which the following results were obtained :— - 


Heat consumption 


B.H.L. 
B.TH.U. (referred to lower 


in mean 


Thermal efficiency, 


Load and B.H.P. . calorific value of gas), per cent. 
Full load (60973) 8,130 31°3 
3 load (15971) 9,225 | 2160 
4 load (305) 10.500 23°5 
Overload (6685) 8,320 3u'6 


In a case in which he had been interested he found that violent 
pre-ignition was accompanied by very high sulphuretted-hydrogen 
contents in the gas. He searched contemporary records as reyards 
the explosibility of sulphuretted hydrogen, but could find nothing. 
It was very curious that the bog ore purifiers appeared to remove 
tar as well as sulphuretted hydrogen.  Pre-ignition had often 
been attributed to "tar fog " causing deposits in the cylinder, but 
he had found pre-ignition to be violent where, although “tar fog" was 
undoubtedly present, the deposit in the cylinder was quite wet 
and oily. 

Mr. W. B. WoobHoUsE said that if the surplus heat froin coke 
ovens was to be used for the production of steam. there was no 
doubt that the waste-heat oven would give the bigger surplus. 
The advantages of the regenerative oven in other directions were. 
however, so considerable that the present-day tendency was 
altogether in favour of their use, The authors claim that by 
using surplus heat from ovens in pas engines it was possible to 
develop three to four times the power that could be obtained from 
the use of waste-heat under boilers, was & serious over-statement of 
the case. The initial or no-load consumption of a gas engine was 
some 30 to 40 per cent.-of the full-load consumption, whereas that 
of a steam turbine was from 10 to 20 por cent. This being so, the 
relative consumption on cominercial loads with load factors of 
between 25 and 50 per cent. was increased over that required at 
full load, much more in the case of the gas engine than in the case 
of the steam turbine. "The engines that the author dealt with 
were not large gas engines, and could not be economically used in 
large power stations. Further objections to yas engines were the 
high capital cost of the plant and the high initial fuel consumption 
and relative inefliciency at light loads. There were a number of 
motors driving auxiliary machinery necessary for the gas-enrine 
plant ; the power required for these purposes was internal to the 
generating plant, aud in making a statement of costs should 
have been deducted from the total output. The addition of capital 
charges would, of course, considerably inerease the figure stated. 
The author was using a very small proportion of the total gas from the 
ovens. If his generating station were linked up to a power-supply 
system such as they had in Yorkshire, the whole of the gas could 
be utilised for the production of electricity, and benefit would 
accrue to the colliery owner in finding a market for the surplus, 
and to the power company in obtaining a source of cheap fuel. 
The future utilisation of its fuel resources was a matter of vital 
importance to the country, and one in which the public supply of 
electricity must take a large und important part. 

Mr. W. E. BURNAND said the engines could hardly be called 
large раз engines, since the use of eight cylinders to produce 500 Н.Р. 
represented a power-producing unit of only 62} H.P., so that many 
conditions which had occurred with really large sets were avoided 
in these machines. With large cylinders most troubles were 
traceable to the piston head and combustion-chamber walls 
receiving many more heat units per square inch of surface than in 
the case of a small cylinder. When large cylinders were put to 
work, it was found that the surfaces received very much more 
heat than in the smaller sizes, thus showing conclusively that a 
great deal of the heat which had to be conducted away by the 
cylinder and combustion-chamber walls was due to radiation from 
the body of the yas. Two possible ways of dealing with it were 
to get as near as possible to flameless non-radiant combustion of 
the gases inside the cylinders, either by perfect mixture of the air 
and gas before ignition or by a modification of the gas giving a 
less radiant flame, and by creating inside the cylinder, and pre- 
ferably ad'acent to the wall of the combustion chamber, а sort of 
fog impervious to the radiant energy, thus preventing this energy 
reaching the cylinder walls, and confining it mainly to the body of 
the ignited gases. | 

Мк. 8. SIMPSON said there was still a surplus of 50 per cent, of 
gas which by co-operation with the electricity supply authorities 
would have a definite market value, and could be entirely utilised 
if local conditions permitted. The author said the present pas 
consumption was 39 cb. ft. per KW.-hour., but the consumption during 
1913-14 apparently was 53°5 cb. ft. per KW.-hour. Low consump- 
tion figures were dependent entirey upon full-load conditions, which 
were not realised continuously in actual working. 

In the United Kingdom, during 1914, some 12 million tons of 
coke were produced in coke ovens. and if these were all of the 
by-product recovery type, the surplus gas available for power pro- 
duction would yield 1,000 million units per annum, or a steady 
output of 115,000 Kw. Further, considering blast furnaces. 
8°92 million tons of pig-iron were produced during the year, and 
the surplus gas available for power production would yield 1,785 
million units per annum, or a steady output of 200.000 Kw. These 
two economies would supply at least 50 per cent. of the total 
colliery power requirements of the country, and in view of the fact 
that 6 to 8 per cent. of the coal tonnaye output was used by col- 
lieries for their own requirements, some 9 to 10 million tons of 
coal per annum would thus be saved, and set free for other 
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industrial requirements. With regard to the working costs, he 
submitted the following amendments to the statement of the 
total generation costs: —- 

3,378,440 units generated. and, say, 3,210,000 units bo the colliery 
circuits. 


Pence per Pence per unit 
unit (gross (net, t.e., to the 
Itém. generated). colliery). 
Management, wages, oil, waste, 
. water, stores, repairs and purifiers 0132 0:139 
Interest at 5 per cent. and deprecia- 
tion at 74 per cent. on £12,217 ("109 0:115 
Gas, 165 million cb. ft. at 3d. per 
1,000 cb. ft. n vis - 0147 0:155 
Total, with no spare plant 0388 07409 
' Interest and depreciation for fourth 
set (spare), say, 124 per cent. of 
£4,000... $us si es 0:035 0:037 
Total costs «es 0'423 0446 


The above results were undoubtedly very good, but he was sure 
that the author would find many supply authorities who would 
only have been too glad, if they were within reach of him, to take 
on this colliery load at, say, 110 per cent. of his cost per unit. 
Were this possible, it would certainly have paid the colliery com- 
pany, and saved them a capital outlay of £12,000 on what was (so 
far as they were concerned) unproductive plant. This would have 
paid for 12 additional regenerative coke ovens. with the result that 
a corresponding increase in the profits would be obtained from the 
coking and by-products, owing to the improved efficiency of 
working and increased yields from the larger installation. At the 
same time, the supply authority would have been a most likely 
customer for all the surplus gas. The most economical means for 
the production of electrical power from coke-oven gas must depend 
upon the party with whom the choice lay. If with the colliery 
company, then for a relatively small installation, where sets not 
exceeding 300 KW. each could be conveniently used, gas engines would 
show probably 20 per cent. better economy over the year's working, 
though capital and repair charges would be higher. There was no 
question that for 1,500-Kw. capacity and over, the gas-fired boiler, 
in conjunctiou with a steam turbo-generator installation, was the 
soundest commercial practice, and as regards economy of operation, 
it was now possible, with the improved efficiency of gas-fired 
boilers and turbine planta, to obtain consumption efficiencies under 
working conditions practically equal to the gas-engine perform- 
ance. The difference was certainly not worth the extra capital and 
repair charges. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Novel Cooking Device. 


Tue Ruvio ELECTRIC Co, of 50, Broad Street, New York, 
U.S.A., has recently developed a heating device principally for egg 
cooking, warming small quantities of food, &c. The food is 
cooked or warmed by steam generated by the passing of current 
through a small quantity of water, between two carbon electrodes. 
It is claimed that the amount of water may be adjusted, so that it 
will be entirely converted to steam at the end of a definite period, 
thus automatically shutting off the current and preventing over- 


Fig. l.—ELECTRICAL EGG-COOKER. 


cooking. The device consists of a base B, in which rests a porce- 
lain dish A, with a cover F;a small well c contains the water. 
The groove G, in which the cover rests is of sufficient capacity to 
hold as much water as the well, and catches the condensation from 
the cover thus limiting the time of operation of the device. The 
eggs are carried on a perforated plate. The carbon electrodes are 
impregnated with salts which the water absorbs thus lowering 
its resistance ; it is claimed that one and a-half teaspoonfuls of 
water will cook four eggs. 

It will be noted that the device is an electrolytic one. and no 
doubt is designed to avoid the possible formation of an explosive 
mixture of gases. 


“ Fluvent" Fuses. 


Notable improvements have been made in the construction of 
the " Fluvent" fuses developed by MESSRS. PARMITER, HOPE AND 
SUGDEN, LTD.. of Hulme Electrical Works, Manchester, and they 
are now supplied combined with switches, and in many other 
forms ; large feeder switchboards of the totally-enclosed ironclad 
type. built up on the firm's patent unit system and equipped with 
Fluvent fuses, are being made, and large numbers of them have 
been supplied to the Government in connection with new factories. 
The Fluvent fuse as now standardised is of the handle type, with 


Fig. 2.—" FLUVENT " FUSE, 


the fuse wire placed diagonally across a tube in the handle; the 
contacts are at the sides instead of the ends of the tube. and the 
wire passes from the contacts into the interior through small 
holes in the porcelain, which prevent any tendency te arc from 
contact to contact. Moreover, the oblique position of the fuse wire 
in the tube tends to blow the arc away from the contacts instead 
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Fig. 3.—UNDER SIDE or " FLUvENT" FUSE. 


of towards them. Hence it is possible to have a fuse with a very 
short break, reducing the watts lost and the mass of metal 
involved to the minimum. Asthe customary tables of fusing currents 
obviously do not apply under these conditions, a suitable table for 


Fic. 4.—Row or BASES AND COVER PLATES, FROM THE REAR. 


copper wire is printed on the bottom of the fuse plug. The holes 
through which the wire is threaded prevent the insertion of wires 
much too large for the capacity of the fuse. An incident 

advantage of the arrangement is that while in air copper fuse 
wire reaches dull red heat at about 75 per cent. р! its blowing 
current, in the Fluvent fuse this takes place only at 39 per cent. , 
thus the principal drawback to the use of copper wire is practically 
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eliminated, and numbers of these fuses. grouped together. can be 
run sufficiently near their blowing currents to satisfy almost any 
requirement. In withdrawing a live fuse carrier. the china base 
below the contacts wipes the contacts and chills the arc. blotting 
it out suddenly and without danger; and the arrangement of the 
side contacts and the fuse wire enables full advantage to be taken 
of the magnetic field due to the contacts to blow out the arc when 
the fuse is blown. Every part of the device is made accurately to 
gauge, and any of the fuse bridges will always fit any Fluvent 
base 


The system has been subjected to very severe tests by the testing 
department of the Manchester Corporation electricity works, 
some of which we have recorded. А D.C.. l5U0-Kw.. 440-volt 
motor-generator has been repeatedly short-circuited through a 
couple of the fnses in series, similar experiments have been made 
with the current gradually raised to the fusing value, with in- 
ductance in circuit, and more recently a single Fluvent fuse of 
standard type has been short-circuited across a 100-volt motor- 
generator—in every case without damage to the fuse and base. 

The firm has recently opened an office in Westminster, where 
sample fuses can be seen. 


CORRESPONDENCE. 


Lettera received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Corresponde n'a should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Employment of Disabled Sailors and Soldiers. 


I have read your excellent. account іп the REVIEW, of August 4th, 
of the training at the Northampton Institute. I think electrical 
engineers would be interested to know that there is also a school 
in connection with the Queen Mary's Auxiliary Hospital, at 
Roehampton, which gives preliminary training during the time 
the men are waiting to be fitted with artificial limbs. Those who 
show ability in the electrical shop. when discharged, can have 
further instruction at the Polytechnic, Regent Street, and a large 
number of men have obtained suitable employment, and firms 
wanting men to look after private installations, motors, &c., should 
apply to Mr. Dudley B. Myers, Hon. Secretary of the Employment 
Bureau, Roehampton House, S.W., who tells me that the training 
&cheme has proved a great success, and that the applications from 
the public have exceeded the number of men available. Instruction 
is also given in motor driving and other trades.  . 

The question of deduction of pension, which you rightly term 
"an incentive to idleness," should be settled at once, as the dis- 
abled men will probably in some cases lose their jobs when the 
large number of mechanics now in the Army return to work, and 
it would be more consistent to put aside the amount deducted from 
the pension, while the man is at work, and let him have it later, 
if through no fault of his own he is unemployed. i 


Killingworth Hedges, 


Member of the Committtee of the Т.Е. Е. for the Employment of 
| Disabled Sailors and Soldiers, 


Avqust 10th, 1916. 


Dry Battery Manufacture. 


We notice an advertisement in your current issue inquiring for 
Swies and Dutch dry batteries. 

If possible we should very much like to know if the advertiser 
has no faith in British manufactures, ог is it merely а case of buy- 
ing in the cheapest market ? 


British Battery Manufacturer. 


Tar as Fuel. 


Will you kindly favour me with some information, through the 
num of your valuable paper, relating to the use of " tar" as a 
iquid fuel for Babcock & Wilcox boilers ? 

H. C. C. 


Pernambuco, Brazil, Ju/y 10th, 1916. 


Whither Are We Drifting ? 


As each strenuous week draws to a close, it is usually one's 
са to turn to the weekly papers for light mental refresh- 
Yo and your issue this week is of more than ordinary interest. 
that Pr eader on the Paris Conference concludes with the hope 
and Totection may be the outcome, with security to our industry 
ben In our business ; if Protection comes, will the result 
sheltering © way satisfactory, or shall we fall asleep behind the 
Truth (rg Tariff Wall? An equally able article in this week's 

e P- 220) gives the other side. 
and E Interesting item is contained on page 143 of your issue, 
din um the electrical undertakings in Berlin. Notwith- 
all the ds € war, famine in food and metals, financial stress, and 
er disadvantages that we all hope are existing there, here 


is : 
Mi evidence of brains working and achievements accomplished 
rman people. 


үеге the results achieved in Berlin with those of London їп. 


matter of electrical supply. In London, Committees have sat 


for years, evidence has been collected. and. things remain as they 
were, except that a few of the smaller undertakings are considering 
linking up. 

Near Berlin, within 12 months of the outbreak of war. a station 
of 180.000 Kw. was erected and working for the production of 
nitrates -a station equal in capacity to that of the combined 
stations in London ! 

In the article on the Victoria Falls Co. (page 151) the strong power 
of German finance stands out ; when shall we be in a position to 
command financial aid in like manner? In the article, a powerful 
weapon against German electrical trade lies to hand unused. In a 
few lines Mr. Price draws attention to the defects of German plant ; 
why are these defects not set out in detail? А few of them are 
known to me from first-hand evidence, and even they form a record 
of disasters which cannot be equalled in any British station fitted 
with British plant. That this is not an isolated case the experience 
at Shanghai bears out. "The facts should be set out in detail as & 
warning to the cheap buyer of narrow views (there are still plenty 
left). and as a guide to our own designers. The article on German 
Preparations for Peace (page 153). is worthy of careful considera- 
tion ; again there is evidence of brains, energy and action. 

Well, what are we doing? Notices of various Committees are 
geen in the Press, but the names of prominent business men with 
weight and financial power are not in evidence. What will be the 
result of the labours of all the Committees —useful and strong 
action or only the preparation of masterly minutes ? 

With a knowledge of nearly every large electrical engineering 
factory in Europe, I know the need for action is great on the part 
of the British electrical industry. Is education necessary? See 
the salaries offered to attract teachers--in many cases they do not 
exceed those earned by an industrious tradesman with no education 
at all! The municipality of Portsmouth is now advertising for 
“The head of mechanical and civil engineering department ` of 
the technical school at £225 per annum. 

After this war we should possess everything that makes a great 
nation. Reputation for honesty, credit, and power. What shall we 
make of it? 

When our businesses were small. individual and personal atten- 
tion made them successful ; now the world's businesses are large 
we appear to lack the means of conducting them. If we are to 
remain a great nation. even of shopkeepers. let us get behind the 
counter without delay and put the shop in order. 


J. Shepherd. 
Leeds, August 1475, 1916. 


WAR ITEMS. 


South American Black List.—Lord R. Cecil, replving to 
8 question in Parliament the other day, said that there were 
443 names on the statutory lists of enemy traders in South 
America, the majority being German firms or persons. 


Export Prohibitions —A number of headings previously 
included in the list of exportation prohibitions are now to be 
removed, according to a notice appearing in the London 
EU for August 15th. A number of new headings are 
added. 


Picnic for Dependents.—Bolton Corporation tramwav 
employés, on August 10th, provided a picnic for the wives 
and children of their comrades now with the Forces. Cars 
were lent by the Tramways Committee, and toys and prizes 
were given by members of the Corporation. 


Liebknecht and A.E.G. Employés.—The Rotterdam cor- 
respondent of the Daily Chronicle quotes a German paper as 
saying that ''after the conviction of Liebknecht, disorders 
were the order of the day. The people were furious over his 
conviction. Amongst others, all the workmen of the General 
Electricity Co. (? A.E.G.) struck work. The following morn- 
ing 2,000 of them were sent to the Front.” 


Patents in War-time.—In the House of Commons, last 
week. Mr. Peto asked the President of the Board of Trade 
whether he intended to introduce a Bill to amend the Patent 
Law so as to give further period for working patents the 
operation of which had been interfered with by the war; and, 
if so, whether such legislation would be introduced before 
the adjournment of the House. In reply, it was stated that 
the President of the Board of Trade would not be in a posi- 
tion to introduce legislation amending the Patents and Designs 
Act before the adjournment. 


Italy and Enemy Traders.—Reuter's Rome correspondent 
says that a Government Decree has been published prohibiting 
Italian citizens, including those residing abroad, and all 
persons living in Italy or her Colonies, from trading, first, 
with persons, institutions, or companies established in enemy 
territory, or territory occupied by the enerhies of Italy, or the 
allies of enemy States; second, with subjects of the above- 
mentioned States, wherever they may reside; third, with per- 
sons, commercial firms, or companies whose names appear 
on 8 special list. 

Another Decree places under the control of the Government 
for their eventual liquidation all commercial enterprises exist- 
ing in the kingdom whose managers or chief shareholders are 
subjects of States enemies of Italy, or allies of enemy States.— 
Daily Telegraph. 
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Australian Zinc and Spelter.—According to an announce- 
ment made by Mr. Hughes, the Prime Minister of Australia, 
at Melbourne last week, the Imperial Government has agreed 
to take a large proportion of the output of Australian zinc 
concentrates during the war and 100.000 tons vearly for ten 
years after the war. The Imperial Government has also 
agreed to advance £500,000 on War Loan terms for the erec- 
tion of plants in Australia and to take 45,000 tons per annum 
of Australian spelter. Negotiations are proceeding with 
France and Belgium to take the remainder of the concen- 
trates produced in the Common wealth. 


Canada and Germany.—Mr. J. W. Woods, president of 
the Canadian Trade Commission, now on a visit to this 
country, said the other day that he did not think that Canada 
would want to have anything to do with Germany after the 
war. ''We are going to cut them out entirely." Mr. Faith- 
full Begg, speaking at the same function, said that he had 
made up his mind to have nothing to do with anvthing that 
was German. He would not shut the door upon Germany 
for all time, but until she had the opportunity of demonstrat- 
ing that her present attitude of mind had passed, and that 
she had ceased to be literally a criminal lunatic in politics and 
diplomacy. 

The Commissioners are this week making a tour of the 
manufacturing centres of the United Kingdom. 


Japan and the Economic Conference.—According to a 
Reuter dispatch in the Financier, a joint meeting of the 
Chambers of Commerce of Japan, attended by the presidents 
of the Chambers of Commerce of every city in the country, 
was held there last week. A resolution was passed unani- 
mously agreeing to support the decisions of the Allies’ 
Economic Conference in Paris as regards measures to be 
adopted both during and after the war. Mr. Nakano, presi- 
dent of the Tokio Chamber of Commerce, addressed the 


meeting, dwelling on the advantages of the Russo-Japanese 
agreement. , 


German Preparations Abroad.—The “ Times " special 
correspondent at Amsterdam quotes the following note from 
'" Die. Post," Berlin :— 

" German merchants, principals and employés, unable to 
return home from overseas, have settled in American ports, 
where they are making themselves as useful as possible. 
. China, the United States, and South America are the prin- 
cipal fields of their new commercial activities. They have 

succeeded with remarkable skill in adapting themselves to 
their new conditions. German firms in South America, after 
the cessation of the arrival of German goods, are working for 
native firms or for account of neutral firme. England's 
attempts to prevent this have been mostly ineffectivc. The 
organisation of German trade overseas stands as firmly as 
ever, and the German business world abroad looks with all 
confidence to the period after the war.” | 

The Daily Telegraph New York correspondent quotes the 
Wall Street Journal as claiming to have good authority for 
the statement that Germany and Austria are endeavouring to 
effect record-breaking purchases of copper in the States. 
Negotiations, it is asserted, are under way for buying 
250,000,000 to 500,000,000 Ib. of the metal, or all the copper 
available for export in 1917. The metal is to be stored until 
after the war, but then shipped to Germany, Austria, and 
Turkey. “ Тһе efforts of the Daily Telegraph's correspondent 
to obtain confirmation of this seemingly rather wild statement 
were unsuccessful up to the time of cabling.” 

It will be remembered that somewhat similar reports gained 
сша pA 8 сои earlier stage of the war. . | 

о be Woun p.—Further lists of companies 
by the Board of Trade to be wound up andes the Trading 


with the Enemy Amendment Act, 1916, include the follow- | 


ing :— 
Bohler Bros. & Co., Sheffield, steel manufacturers. 
troller: G. C. Webster, 6, Orchard Street, Sheffield. 
' S. Reich & Co., 15, Clerkenwell Road, E.C., glass manufac- 
turers. Controller: W. A. Slade, 9, Old Jewry Chambers, E.C. 
Simon Menzel, 15, Seething Lane, London, E.C., iron mer- 
chant. Soe : hee оо at Ironmonger Lane, E.C. 
vy oicher, 15, Seething Lane, E.C., iron merc . 
Controller : С. Bostock, ая above. - он 
Duron Co., .Ltd., 1, Manchester Road, Bradford, manufac- 
turers and dealers: in oils, fats, and chemicals. Controller : 
. W. E. Harding, Central Bank Chambers, Leeds. 
C. P. Goerz Optical Works, Ltd., 4/5, Holborn Circus, E.C., 
opticians. Controller: C. Field, Broad Street Avenue, E.C. 
Grimme Natalis & Co., Ltd., 46, Cannon - Street, E.C. 
agents for the sale of calculating machines. Controller: І, I, 
Samuels, 7, Norfolk Street, Manchester. 
‚ International Metal Co.. Ltd.. 1 & 2, Bucklersbury, Lon- 
don, E.O., metal merchants. Controller: W. H. King, 13, 
Basinghall Street, E.C. 


Westinghouse War Fund.—We have received a copy of 
the balance sheet of the British Westinghouse Employés’ War 
Relief Fund for the period ended June 30th, 1916. A meeting 
of the delegates is to be beld to-day, Mr. J. H. Tearle pre- 
siding. The number of employés who have joined the Forces 
is 2,100. The total receipts from August, 1914, to June, 1916, 
have amounted to £27,966. of which £18,942 has been con- 
tributed by employés and £8,791 by the company. The pay- 
-ments to dependents have been £15,648; Christmas gifts re- 
quired £585, donations to local and national funds have been 


Con- 


£780, there has been transferred to Disablement and Depen- 
dents’ Fund £6,090, and a balance of £4,390 is in hand. The 
last two of these sums, amounting together to £10,480, are 
invested as to £8,783 in Treasury Bills and £1,697 is at the 
bank. The statement is signed by Mr. W. C. Mann as hon. 
secretary to the fund, and by Messrs. W. Bryden and J. 
Longden, the hon. auditors. 

Report on Disabled Soldiers as Drivers.—We read in the 
Times that the Committee appointed by the Home Secretary 
last January to consider how far disabled soldiers could be 
entployed in the driving of motor-cabs, motor-omnibuses or 
tramcars has issued an adverse, but definite and unanimous, 
report. Having regard to the normal conditions of traffic in 
the Metropolis, 16 holds that the logical outcome of lowering 
the physical standard would be to increase the street casual- 
ties. It is recommended that men who have lost an eye, a 
hand, au arm, a foot. or a leg, should not be granted licences. 
The case of men suffering from minor. disabilities do not, 
they think, require any hard-and-fast rule, but each should 
bs. considered on its merits, and a specialist called in to 
advise 1f necessary. 

The Committee points out that even under the present 
strict régime '' there is no inargin of safety to spare," and 
this consideration plainly underlies all the recommendations. 
More than once it is stated that ' the safety of the public is 
the first consideration." It is mentioned that over 7,000 
drivers of tram-cars, omnibuses, and cabs in London have 
Joined his Majesty's Forces. Assuming that the great majority 
of these are serving with the Mechanical Transport, where 
casualties are comparatively light, most of these men may he 
expected to return to their former employment. The infer- 
ence to be drawn is probably that it would be hard for these 
drivers to find their places filled by incapacitated men to 
whom licences had been granted bv misplaced sympathy in 
defiance of the requirements of public safety. 


U.S. Tariff Policy for After the War.—In June last, be- 
fore the National Gas Engine Association, at Chicago, Dr. 
F. R. Rutter, Assistant Chief of the U.S. Bureau of Foreign 
and Domestic Commerce, urged the necessitv for а settled 
American. tariff policy. He said that if the country was to 
hold its own in the bitter competition for trade that would 
follow the war, the Government must be piven the oppor- 
tunity to inake favourable commercial treaties with foreign 
countries. It must be borne in mind that concessions could 
nos be obtained in the tariffs of other countries if they were 
not willing to make concessions themselves. ''A fixed com- 


‘ mercial policy is particularly necessary at the present time. 


With rumours of trade agreements that will give preferential 
rates of duty between the allies, and with rumours of a 
Customs union to cover Germany and Austria-Hungary, we 
must be in a position to know definitely the effect on our 
industries of any proposed foreign action." Dr. Rutter re- 
garded the proposed tariff commission as a step in the right 
direction, as 16 was authorised to study commercial conditions 
and to advise regarding commercial policies and commercial 
treaties, and in this way would be of the greatest possible 
assistance in establishing a settled tariff policy. 


Exemption Applications.—Surrev Appeal Court has re- 
fused exemption to Mr. A. E. Chatworthy (39), electrician, 
who pleaded conscientious principles. 

Before the Warwickshire Tribunal, the Stratford-on-Avon 
Electric Light Co., Ltd., applied for exemption until August 
8th in favour of Mr. A. L. Smith (28). electrician, to be 
extended. It was stated that he was the only competent 
man- left, and a substitute could not be found. Exemption 
was allowed until October 31st. 

St. Albans Rural Tribunal granted a certificate of condi- 
tional exemption to Mr. D. T. Webb’ (39), electrician at the 
Herts County Asylum, Hill End. 

At the Buxton Tribunal, conditional exemption was ар- 
pealed for on behalf of a foreman fitter, 98 years of age, 
employed by a firm of electrical engineers, by his employer. 
Thelatter stated that the man was employed entirely on skilled 
work other than driving, and including the working repairs 
to 10 commercial cars. He also had the supervision of a shell- 
making department. The Gas Works and Electricity Works 
relied on this man in all cases of emergency. He also 
electrical work in connection with several of the local hos- 
pitals. He was married, with a wife and two children, and 
eame from a munition works to witness, and had been with 
him since some two or three months after war was declared. 
He had not done a stroke of work on pleasure cars for 
months. He was fairly represented as & mechanic retained 
for repairs of plant, machinery, and tools. Temporary exemp- 
tion granted for six months. until January 98th, 1917. 

A final month's exemption has been granted by the Merthyr 
Tydfil Tribunal to Albert John Davies (31), electrician at the 
Oddfellows’ Hall at Dowlais. | = 

Temporary exemption until October 1st has been granted 


t» J. E. Bearpark, electrician at the Queen's Theatre, Castle- 


ford (Yorks.). — | 

At Castleford (Yorks.), on August Sth, Mr. C.. J. Cox (32), 
electrical engineer, appealed for himself and his assistant, 
Е А. Aldridge (23), financial reasons being urged, together 
with the plea that the work done was of an indispensable 
character. Mr. Cox said that out of 19 men. two only were 
left; one had to go, and the other was Aldridge. ‘He had con- 
tracts to keep in order the electrical plant at works of 
national 1mportance, and the appeals were supported by letters 
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from local firms. Mr. Cox was given conditional exemption, 
but the appeal for Aldridge was refused. 

Before the Manx Appeal Tribunal, J. E. Gregun, electric 
mechanic, engaged with the Manx Electric Railway Co., ap- 
pealed against exemption until the end of July. The exemp- 
tion was extended until September 12th to carry him over 
the season. . | 

An Eastbourne electrician, who said that he would join 
up forthwith if he had anyone to carry on the business for 
him, bas been given 12 weeks’ exemption. 

At Maidstone, the Corporation Electricity Committee ap- 
pealed for six coal loaders, and, on the ground of public 
utility, they were conditionally exempted. 

Before the Hants Appeal Court, on August Rth, the Alder- 
shot District Traction Co. appealed for two fitters, who were 
claimed to be indispensable owing to the depletion of the 
staff. It was suggested that the men were in certified occu- 
pations, but this was not accepted by the Tribunal. The 
appeals were dismissed. 

At Aldershot, on August 8th, Messrs. Burch & Vertue ap- 
peeled to the Hants Tribunal against refusal of exemption 
to J. F. White (32), electric fitter and wireman, who assists 
to keep in repair 60 motors used for industrial purposes. and 
the contracts for the maintenance of fire alarms, military 
electric bells, and lighting installations. As all the other 
men appealed for by the firm had been exempted, the appeal 
was dismissed.. | 

At Hastings, Messrs. Adams & Jarrett asked for extended 
exemption for their. wireman, C. J. Perks (30). It was 
‘stated that Perks was the only man on the staff who could 
do their electrical work, and, in addition, they were keeping 
going the business of Mr. Skinner, electrician, while he was 
engaged in Government service at Woolwich Arsenal. All 
efforts to fill the place through the Labour Exchange and 
Electrical Association had failed. The Military opposed any 
further period, but the Tribunal gave unlimited conditional 
exemption. 

Bath Tribunal hag refused an appeal for exemption for 
A. B. Wills (33), on the clerical staff of the Bath Electric 
Tramways, Ltd. : 

An appeal by E. G. Reynolds (95), electrician, engaged at 
the Redhill Kinema Royal, was dismissed by the Reigate 
Tribunal, but he was given until September 1st. 

At Reigate, an appeal was made by Mr. H. G. Francis, 
electrical engineer, of Redhill, to the Surrey Tribunal, against 
refusal by the local tribunal of his claim as a conscientious 
objector. The facts have already been given in the ELECTRICAL, 
Review, and he was now supported by counsel, who also 
urged that Mr. Francis was indispensable in the business with 
which he was connected. The Chairman said that Mr. Francis 
must make some sacrifice, and he was given time to find 
work of national importance. 

At Maldon (Essex) Tribunal, exemption was refused to G. 
Vesty, electric wireman and fitter, engaged with Mr. Н.Р. 
Girling. 

A firm of electrical engineers at Eastbourne appealed to the 
East Sussex Tribunal for the retention of an apprentice, who 
has two years to serve under his indentures. The appeal was 
dismissed, but leave was given to take the case to the Central 
Tribunal. · у 

Before the: West Ham Triburial, Mr. Haynes, electrician, 
appealed, and stated that besides other duties he had to 
supervise 60 lights and 25 motors. His appeal was dismissed, 
and he was advised to go before the Army Medical Board 
and be examined ав ёо deafness. 

Appeals were made at Barnes by Mr. T. H. Hellyer, elec- 
trical engineer, and Mr. G. Harwood, electrical fitter. The 
former said that he was solely responsible for the business, 
which must close down if he had to serve. Mr. Harwood 
had been in the business for six and a half years, and acted 
a3 foreman. Mr. Hellyer, on joining the Volunteer Training 
Corps, was allowed three months, and Mr. Harwood until 
August 14th. 

On the appeal of Mr. J. H. Benyon, of Englefield (Berks), 


exemption until the end of the year has been granted to G.. 


Slyfield (33), his electrician. 

At Rochdale, last week, conditional exemption was allowed 
t) J. A. Shepherd, 36 years of age, a motor-man appealed for 
y the Corporation tramways department. 

At Accrington, last Friday, the Military Representative 
sought the cancellation of an exemption certificate granted 
> an assistant to the Borough Treasurer (27 years of age, and 
single). Mr. Beckett (borough treasurer) said this man was 
In charge of the electricity department finance, and it was 
absolute y necessary that revenue should be collected to keep 
the establishment going. There were 1,500 consumers, and 
1; was necessary that the services of а thoroughly competent 
man should be retained to have charge of the collection of 
revenue, They must have finance as well as engineering; in 

fact, there would be no engineering but for finance, added 
ху ett. Не was of opinion that по man was indispens- 
oe but this man was essential to the management of the 
Teasurer’s department. The Mayor (Coun. Barlow) said the 
dae had decided that there. should be no exemption in 

At Blackpool, on August 10th, appeals lodged by Mr. C. 
in i, (borough electrieal engineer) on behalf of certain 
us People were heard. One man was a semi-skilled fitter 
Moe another was the chief fitter engaged on the repair 

Maintenance of plant on- the tramway system: a third 


Y 


was the attendant at the transformer chambers .and electric 
lighting sub-stations: and a fourth was the only blacksmith. 
at the electricity works, engaged on general repairs and 
plant. Mr. Furness said he appealed with reluctance for two 
of the men who had not attested, but force of circumstances 
-compelled him to do so. The men were in certified occupa- 
tions, and if they left the Corporation they could go to their 
own work elsewhere. Two men were temporarily exempted 
until the end of September, and the other two were granted 
conditional exemption. Mr. Furness was granted leave to 
appeal for a further month's exemption for the foreman of 
the tramway track repairers. whose services were desired 
until the department got over the heavy loads of the summer. 
At Hyde, the Slack Mill Co. appealed for an electrical 
Wireman, who was granted conditional exeription. | 
The Denton Tribunal has granted exemption til! the end of 
September to Alfred Armitage, an accounting clerk employed 
by the Manchester Corporation tramways department. 
Appealing for a depót foreman, aged 23, the manager of 
the railless traction system at Ramsbottom said the man was 
in а reserved occupation. He was single. It was pointed 
out that he was not in a reserved trade on account of 
his age and the fact that he was single. The manager said 
the man was the only skilled workman at the depot, and had 
to do both the mechanical and the electrical work. ‘The cars 
would have to stop if the man went away. In granting tem- 
porary exemption until October 156, 16 was strongly urged that 
a man ineligible for Army service should be engaged. —  - 
Littleborough Tribunal last Friday refused an appeal by 
William Fletcher, of the National Rug Works, on behalf of 
Herbert Thomason (36), electrician. р ' 
At Bexhill-on-Sea, Messrs. J. L. French & Co., electrical 
engineers, appealed for F. C. Damm (29), electrical wireman, 
and H. E. Mullinger (40), works manager and electrical engi- 
neer, and responsible for the estimates for electrical work. 
Mr. French said that six out of the ten members of the elec- 
trical staff had been called up, and the other four were in- 
dispensable if the branch was to be carried on. Mullinger 
was given three months’ exemption, and Damm a fortnight. 
Grays Tribunal has given exemption until the New Year 


Ы ж, 


to two stokers at the U.D.C. electricity works. | 


BUSINESS NOTES. 


Colombia. — An American Consul quotes E/ Nuevo Diario, 
of Caracas, to the effect that certain Venezuelan capitalists, in 
co-operation with a Colombian firm, are seeking a concession from 
a city in Colombia for the erection of a factory for ginning, 
spinning, weaving. and knitting cotton. The proposed contract 
provides that modern machinery shall be used for all purposes. 


Russian Waterways.— The Journal of the  Russian- 
American Chamber of Commerce at Moscow states that the 
Russian Government has decided. to reconstruct the. Duke of 
Wurttemberg waterway system. connecting Archangel with. Petro- 
grad. so that it will accommodate vessels of large size. An effort 
‘will he made to complete the work by the first half of the naviga- 
iion season of 1917. E | 


American Consular Activity and European Economic 
Policy.—The Nationa] Foreign Trade Council, which maintains 
headquarters at New York, has prepared a report to be submitted 
to Congress. on the needs of the Diplomatic and Consular Service 
of the United States. It urges the passage of H.R. 13,383. with all 
appropriations, recommended by the State Department. including 
the appropriations of $355,000 for the purchase of buildings for the 
United States Consulate and other Government offices at Shanghai, 
China ; $100,000 for a legation building at Panama ; and $100,000 
for post allowances to offset the abnormal increased cost of living 
at certain posts due to the European war. In explanation of its 
position the Council says in part :— ^ 


* Whether the elaborate economic policies now advocated by 
many publicists in Europe are actually erected or are modified under 
pressure of the commercal interdependence of the warring powers, 
the interests of American foreign trade demand that our diplo- 
matic and Consular representatives throughout the world shoul be 
provided with greater facilities for anticipation and analysis of the 
new commercial policies of the Great Powers and. their colonies. 
Not only intelligence and experience are required in this duty, but 
all the support that national prestige can give our diplomats and 
Consuls in intercourse with the important foreign officials and 
business leaders. .An American minister discharging his function 


‘from poorly-located rented quarters is not an impressive unit in 


world diplomacy. The most diligent Consul is naturally discouraged 
if unprovided with sufficient clerical assistance. Many Consuls are 
now chained to clerical drudgery who should have the time to 
cultivate important sources of information.” | e 


Some time ago the Council submitted a repòrt to “Congress 
stating the needs of the Bureau of Foreign and Domestic Conimerce, 
and recommending adequate appropriations for the maintenance of 
its trade-promotion work.— U.S. Commerce Reports.: 
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Swiss Export Prohibitions.— Тһе Swiss Government has 
just prohibited the exportation of ‘carbons prepared for electric 
lighting," and also " electrodes. whether mounted or not." 


The Consett Iron Electrical Installation.— At а meet- 
ing of the Consett Iron Co., Ltd.. at Newcastle-on-Tyne. on 12th 
inst., Mr. Mark Fenwick said that their profit (£625.000) was the 
largest but one they had earned. Referring to the past years 
work, he said he regretted they had had to postpone certain con- 
templated electrical developments on account of the war, because 
it looked as though some of the wage increases. and other advances 
in cost, had come to stay, and the proposed developments would 
have made for economy. He mentioned that they had now one of 
the largest electrical installations in the country, which had 
enabled them to use coal-cutters and conveyors to work seams 
which it would otherwise have cost too much to work, and gene- 
rally to reduce costs, thus contributing to the financial stability 
of the company. 


Markets for Electric Fans.—Recent U.S. Consular and 
Trade Reports draw attention to the Danish West Indies and Porto 
Rico as promising markets for electric fans. In the case of Porto 
Rico it is stated that the electric fan is used to only a slight extent 
on the island at present. The field appears to be an attractive опе, 
however, and it is believed that an active selling campaign would 
produce good results. “ There is plenty of current available, but it 
is rather high in price, as compared with the prevailing cost in the 
United States. It is at present very hot here. and the humidity is 
great, and there appears to be no reason why a demand for electric 
fans could not be readily created.” 

In regard tothe Danish West Indies, it is remarked that the recent 
completion of the work of installing an electric lighting system in 
St. Thomas has opened up a new market for American electrical 
supplies. '' There should be an especially attractive field here for 
good, but moderately-priced, electric fans, which are almost 
unknown on the island. St. Thomas lies in the Tropics, and 
because of the location of its principal town (Charlotte Amalie) on 
the southern slope of a high ridge of mountains, where refreshing 
breezes are lacking most of the time, the employment of electric 
fans would be appreciated everywhere and for all the year round. 
At the cinema shows, which are given two or three times each 
week, a number of large hand-made fans are suspended from the 
ceiling, and are operated by cords pulled back and forth by small 
boys stationed back of the screens. In the hotels. business offices, 
and private houses, though, there are no such appliances, and it is 
believed that immediately after the first electric fan has been 
introduced it will become generally popular. 

“ The possibility of introducing electric fans was called to the 
attention of one of the leading commercial men of St. Thomas, 
who displayed a lively interest in the matter, and requested the 
Consulate to put him in touch with American manufacturera of 
electric fans and other similar articles. Correspondence with St. 
Thomas business people should be in the English language." 


Spanish Electrical Trade.—The French Vice-Consul 
at Alicante, forwards a report on Austro-German imports into that 
city, from which it appears that the two latter countries furnish 
the greater part of the electrical imports, France. which is also a 
contributor, supplying principally telegraph material. The Spanish 
industry is a producer of a certain quotaof electrical goods, to wit : 
Transformers, dynamos, motors. and measuring and protective 
instruments and apparatus for low power machines. Other classes 
are imported. As electric installations, flour mills, and water- 
raising installations are being frequently established, both in 
Alicante and throughout the province, the visits of German 
travellers are numerous. the Austro-German imports embracing 
electric cable and wire. lamps. carbons. dynamos, electro-motors and 
telegraph apparatus. The lamps may be of any origin. asa Spanish 
company which manufactures them is ready to affix any name 
asked for by the purchaser. As a result, the lamps оп sale 
bear a variety of names, each having only a limited sale in the 
region of the person giving the order. Exporters may, therefore. 
freely export a number of articles. making sure, however, to supply 
low-priced goods of pleasing appearance to catch the eye. With 
regard to articles difficult of importation, no hindrances exist pre- 
venting the establishment of local manufacturing branches in 
Spain, for which the war creates a favourable situation. 


The Norwegian Electrical Market.— According to U.S. 
Consul-General E. Haldeman Dennison, Christiania, owing to the 
large increase in the price of coal, which formerly cost $7.50 per 
ton and now sells for $23.50. an increasing number of households 
in Norway are turning to electricity for domestic purposes, and the 
sales of electrical cooking and heating Stoves. ranges, wash- 
ing machines, irons, rings, &c;, have never been so heavy as at 
present. " The demand for these articles is unprecedented and 
American, manufacturers, while deriving much benefit from the 
changing conditions, could, with little effort, improve their position 
in this market. It is generally supposed that electric current in 
Norway is cheaper than in any other part of the world. It is also 
thought that coal will be expensive for a long time to come, and 
perhaps never return to its former ,price, for Norway depends 
entirely upon outside sources for its supplies. In any event the 
sale of electrical appliances is bound to continue to expand, and 
when once they are installed and their many advantages recognised, 
few will care to return to the use of coal." 

This Consular office has recently been requested by one of the 
largest electrical dealers in Norway to furnish a list of American 
manufacturers of electrical appliances. and invites such firms to 
send catalogues, price lists, and full particulars as to goods. terms 
of credit. &c. 


Italy.—Aimong the new companies recently formed іп 
Milan are the Società Nazionali di Impresi Elettrichi, with a 
capital of £10,000. to develop electrical undertakings in Italy and 
abroad ; and the Consorzio per Elettro-trazione. capital £60,000, 
the object in this case being to encourage and take an interest in 
electric traction undertakings. 


The Westinghouse Supply Department at Manchester. 
—The Supply Department of the British Westinghouse Electric 
and Manufacturing Co.. Ltd.. has only been established in its present 
home for some three years, but it is already becoming generally 
well known, and is likely to become a “ landmark " by reason of 
the large public clock which has recently been erected over the 
entrance to the premises. This clock is of handsome appearance. 
and consists of a copper housing supported on wrought-iron 
supports, with the name Westinghouse sawpierced over the top of 
the dials at each side. the dial and backing to the sawpiercings 
being of white opal; the whole will, of course, be illuminated as 
soon as the lighting restrictions are removed. and will be seen from 
both ends of Long Millgate. This clock is one of four which are 
synchronised with. and receive half-minute impulses from, a master 
or controller clock situated in the showroom. This master clock, 
in its turn. will shortly receive the 10 a.m. time signal direct by wire 


WESTINGHOUSE SUPPLY DEPARTMENT, MANCHESTER. 


from Greenwich Observatory. The system has been supplied 
and fixed by Messrs. Synchronome, Ltd., of London. 

The illustration shows another feature of the shop window at 
Long Millgate. namely, a skeleton advertisement cut out from a 
"Cat" fan poster, and stuck on the inside of the glass. The 
window is set out with Westinghouse fans of different types and 
sizes. and incidentally with a novelty list and window card 
combined, making a good window display. The latter is a special 
catalogue designed and devised by the department, and takes 
the form of a Westinghouse fan, stamped out to correct shape. 
and printed in three colours to represent a fan; by means of 
& Rtrut attached to the bottom of the front cover, and fitting 
into a slot in the back cover, this will stand on its own base ав 
illustrated. This forms a novel advertisement for electrical 
contractors, to whom it has been distributed. 


Electrical Stores for Transvaal Mines. — American 
Consul E. N. Gunsaulus, in a report on the store purchases of 
Transvaal mines during the year 1915. gives very detailed parti- 
culars, from which we extract the following :—- 


Coal, 
diamond 
Gold and other 
mines. mines. Total. 
Electrical machinery .. . £202,742 £7,656 £210,398 
spares .. T 13,421 4.565 3,989 
Electric power ‘and light (purchased) 1,049,106 194 1,049,300 
Coal-cutting machines n — 3.598 3,598 
| spares 4,935 4,935 
Transformer oils . -- 2.498 35 2,533 
Machinery and tools ... Gas 272,995 55,366 328,361 
Rock drills б is 54.485 472 54.957 
" spares 195,189 866 196.055 
Machinery spares 231,531 13.492 245,023 . 


The total for electrical machinery given above (£210,398) is 
spread over the following articles :— 


Coal, 
diamond 
Gold and other 
mines. mines. Total. 
Electric generators and engines, driving 
same if directly driven .. £2401 £2,250 £4,651 
Electric hoists (including motors) 25.763 947 26,710 
Electric locomotives - 1474 — 1,474 
Electric motors driving pumps, including g i 
pumps if directly driven e. 27.865 487 28.352 
Electric motors not included above 25.621 022 26,519 
Power lines, transformers, &c. ... 55,533 1.125 56.658 
Electric bells, меро в and other fix- » 
tures ... . 21,009 372 21.381 
Miscellaneous machinery... se 43,069 1,553 44.602 
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A Wotan Monoplane.— Messrs. Siemens Brothers Dynamo 
Works. Ltd.. of 38-39, Upper Thames Street, E.C., are now issuing 
for trade distribution an ingenious advertising device. This is 
known as the Wotan monoplane model, and the accompanying 
illustration is an actual photograph of the made-up model in flight. 
It is accurately balanced, and whon launched in the manner of an 
ordinary glider, is capable of performing many of the evolutions of 
a power-driven aeroplane. By adjustment of the tail elevators 
it is posible to make the model loop the loop, or complete a spiral 
descent. The instructions give the various adjustments required 
for the different manceuvres. The component parts of the model 
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are printed in colours on a sheet of paper of special quality. These 
hare to he cut out as directed, and when bent and stuck together, 
can he easily assembled. The size of the completéd model is 101 
in. across the wing tip. and the length from nose to tail is a 
little over 9 in. ; 

Members of the trade who are interested in the sale of Wotan 
lamps should communicate early with Messrs. Siemens, as above. 
asking for a supply of these sheets for distribution amongst their 
lamp-purchasing customers. We understand that a number of 
complete made-up models are available for trade display. so that 
the actual model can be exhibited іп а contractor's window. These 
advertisements are supplied free. and, of course, must therefore not 
be aold. 


Private Arrangements.— ANG1.0-COLONIAL ENGINEERING 
Co.. LTD. electrical engineers and contractors, 13. City Road, 
london, E.C.—In pursuance of the provisions of the Companies 
(Consolidation) Act, a meeting of the creditors of the above was 
held on Monday last, at the offices of Messrs. Corfield & Cripwell, 
accountants and auditors, Balfour House, Finsbury Pavement, Е.С. 
The chair was occupied by Mr. G. E. Corfield. who said that the 
thareholders of the company had passed resolutions in favour of 
voluntary liquidation, and he was asked to accept the post of 
liquidator. He had prepared a statement of affairs, which showed 
liabilities to the trade of £4.247, while £810 was owing in respect 
of directors’ fees and salaries, and in addition £106 was due for 
preferential claims. The assets were only estimated to realise £38. 
The creditors passed a resolution confirming the voluntary liquida- 
ton id company, with Mr. Corfield as liquidator. The following 
are creditors -— 


м Electrical Engineering London Commercial Electrica 


. Е .. £181 Stores... - E .. £247 
Belford, J. F. .. .. _., 63 London Telephone Service .. 14 
British and Northern Shipping . Mya Foerenade Elecktriska 

бо... ue R^ S (Sweden)..  .. ... ... 210 
Booker Bros. 15 Payne, Blythe & Huxtable... 40 


General Seating Co. Ltd.  .. 621 


К Siemens Bros. Dynamo Works, 
remenesky & Co. (Austria) .. 2,759 


Ltd. ps T ss is 58 

Stokvis, W. J. (Holland) s 107 

Liquidations ASBESTOS MANUFACTURES, LTD.—This 

Company is winding up voluntarily, with Mr. W. C. Tyler, 107, 

ton House, S.W., as liquidator. 

liquidator of the four Bachelet companies, referred to on 

me 159 of our last issue, has called meetings of creditors of all 
€se companies for August 16th. at 11, Ironmonger Lane, E.C. 

HANICAL TRANSPORT, LTD.— This company is winding up 

H eu with Messre. W. H. Trewartha-James, G. W. Askew, 

- *- Philpott and Е. M. Sala. of Finsbury House, Blomfield 


Street, EC. i 1 1 1 1 
A 25, iquidators, A meeting of creditors is called for 


D.C. and А.с. „ : се aca 
Co Price ый net By A. Still. London: m Publishing 
. Oil. and Petrol Engines." Ву A. Garrard. London: 
ittake ев. у A. Garrard. London: 
Whittaker & Co. Price 5s. net. 


"S Pedes Papers of the Bureau of Standards." No. 282. 
nda k T and Magnetic Shielding Tests of a Thomson Galvano- 
s in Radiometry.” Washington: Department of 


June. me des Postes, Télégraphes et Téléphones." Vol. V, No. 2. 
" Canada - tale А. Dumas. Price 12 fr. 

of the natu i Country of the Twentieth Century."—A review 

mercial ае of Canada and its industrial and com- 

and Commerce - Онан T Watson Griffin. Department of Trade 


“ Ferodo ” Fabrics.—Ferodo fabrics, which were origi- 
nally designed and supplied by the HERBERT FRooD Co., LTD., of 
Chapel-en-le-Frith, for lining clutches and brakes, are adaptable 
for other purposes. For example, a large firm which is at present 
engaged on munitions, is using Ferodo fibre in a circular vice for 
holding the shells whilst screwing in the noses. Good results have 
attended this application, as the work is not marked, and a 
remarkable gripping power is exerted. 


Catalogues and Lists.——Messrs. К. A. LISTER & Co., 
LTD., 47, Victoria Street, Westminster, S. W.— Illustrated list des- 
cribing the S.O.S. type " Lister-Bruston " automatic auxiliary plant, 
which is claimed to be the only system fully complying with the 
requirements of the Merchants’ Shipping Act, 1914, Article 35. 
The equipment may be seen in operation at the above addresa. 

Messrs. T. W. BROADBENT, LTD., Victoria Electrical Works, 
Huddersfield.—Eight-page list (Catalogue No. 5, Leaflet No. 3), 
giving full specification, prices, shipping weights, &c., of "M" 
type continuous-current motors. Copies will be forwarded on 
application. 

MEssrs. BELLING & Co., Derby Road, Edmonton, N.— Illustrated 
leaflet giving particulars and prices of a rapid boiling-ring and a 
rapid griller-toaster. 


Fire.—Damage, estimated at £1,000, was caused on 
Monday night by a fire which broke out at the premises of MESSRS. 
F. J. JONES & Son, electrical engineers, Love Street, Chester. 


Ozonair Advances.—O wing to the rise in the cost of 
everything, MESSRS. OzoNAIR, LTD.. announce an increase of 15 
per cent. in all list prices and net estimate prices, as from 
August 20th. 


Millwall Battery Works Closed.—THE PRITCHETT AND 
GOLD AND ELECTRICAL POWER STORAGE Co., LTD., announce that 


_ owing to the completion of the extensions totheir works at Dagenham 


Dock. they have now closed the works at Millwall (formerly the 
works of the Electrical Power Storage Co., Ltd.. with which com- 
pany they amalgamated last year). All communications previously 
addressed to Millwall should now be addressed to the company at 
Dagenham Dock, Romford, Essex. The surplus plant and stock at 
Millwall is to be sold on September 5th next. Particulars 
appear amongst our advertisements to-day. Messrs. Fuller, 
Horsey, Sons & Cassell will conduct the sale.” It is interesting to 
recall that the Millwall Works were opened by the E.P.S. Co. in 
1881. and they have been continuously occupied in the manufacture 


of storage batteries during the last 35 years. 


Plant for Sale.— Bradford Corporation Electricity Com- 
mittee is advertising a Willans-Phcenix 300-Kw. set. also a battery 
of 260 Hart cells, for sale. See our advertisement pages for 
particulars. 


Trade Announcements.— Mrs. C. TETT, electrician, 
announces that she is giving up the retail portion of her business 
at 7, Queen Street, Weymouth. 

The late business of Chas. A. Muller, electrical accessories mer- 
chant, Bradford, which has been wound up by order of the Board 
of Trade. as already announced, has been taken over by Mr. L. W. 
Douthwaite. who has been in the employ of the firm for 15 years— 
for the last eight years as manager. The business is now entirely 
free from alien capital. influence and staff, and will be carried on 
as L. W. DOUTHWAITE & Co.. at the same address, 10, Arcade, West- 
zate, Bradford. 


LIGHTING AND POWER NOTES. 


Ashton-under-Lyne.— Having received a communication 
from the B. of T. as to economy in the consumption of coal, the 
Electricity Committee has deputed the chairman and engineer to 
consult the Ministry of Munitions as to whether an application for 
additional plant would be considered. 


Australia.—The Strathalbyn (South Australia) Council 
has decided to install electric light, and is endeavouring to make 
financial arrangements for carrying the scheme into effect. 

The Southport (Queensland) Council has been approached by a- 
company for authority to provide an electric supply, and proposes 
to discuss the matter at a special meeting.— Tenders. 

Arrangements are being made by the Sydney City Council for 
the erection of new workshops at Pyrmont, for the electric supply - 
department. 

The Mittagong (N S.W.) Municipal Council has decided to pro- 
ceed with an electric lighting scheme for the town, at a cost of 
£3,500. 


Barnes.—PRicE INCREASE. — The electrical engineer 
reported that Messrs. Watney, Coombe, Reid & Co. has consented to 
the addition of 10 per cent. to the contract price on the understanding 
that all rights under the contract are reserved, and that the increased 
price ig only to be charged until notice is given by the company 
that it desires to revert to the original price. 
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` Beckenham.—Linkine-Up.—The éngineer has reported 
to the Electricity Committee that interconnection with adjoining 
areas was impracticable at the present time owing to the expendi- 
ture involved. The engineer is to report further on the matter. 


Burton-on-Trent. — САВЕ ExTENSION.— Mains are to he 
laid. at an estimated cost of £4.000. to supply energy for power and 
lighting purposes to the India-Rubber, С.Р. & Telegraph Works 
Co.'s new factory аі Horninglow. 


= Callington. — Proprosep E.L. ScHEwE.—The Urban 
Council has been considering the purchase of Frog well Mills for a 
power station in connection with the installation of electric light 
in, the town. A meeting of the ratepayers has been called to 
discuss the question. 


- Continental. —Nonwav.—The AJS Traelandfos, Chris- 
tiania, is.extending its power plant. so as to supply 5,000 H.P. to a 
new carbide factory. The company produces mechanical wood 
pulp to the extent of about 15,000 to 16.000 tons per annum. 


Dewsbury.—YEan's WonkiNG.— The report of Mr. 
Campion, the borouch electrical engineer, on the working of the 
electricity undertaking for the year ended March, 1916. shows 
that the revenue amounted to £16,588. as compared with £14,950 
іп 1914-15; the gross profit was £7,286, as against £6.364. and 
after meeting debt charges, the net profit amounted to £2,000 
(constituting а record). as against £1.563 in the previous year. 
It is satisfactory to know that the greater part of the surplus 
has been placed to the depreciation fund. which amounts to £ 1.6066. 
During the year. 2.252.258 units were sold ax against 1.949.026 units 
in 1914-15 : the increased output was due wholly to power users, 
and of the total 1.212.255 units were sold for power. During the 
year 1,225 tons of coal were used at 12s. Xd. per ton. or 4°20 Ib. 
per unit sold, as against 3,933 tons at 9s. 2d. or 4°52 Jb. per unit 
sold: for the previous year; the coal cost рег unit sold 
increased from 22d. to 294., and the total costs from ‘916d. 
to '929d. per unit sold. As against this the price of electricity was 
increased during the vear, and brought an additional revenue of 
£1.136. The Ravensthorpe supply. which is purchased in bulk 
from the Yorkshire Power Co., resulted in а loss of £25; the 
agreement shortly expirea and increased charges are suggested. 


Dundee.— DAYLIGHT Savine.—It is reported that a 
decreased consumption of electricity for lighting. amounting to 
11 per cent.. has occurred as a result of the Daylight Saving Act. 
This is. however, partly counterbalauced by the increased output 
for power. 


Ealing. —The Chairman of the Electric Supply Committee, 
in calling attention to the electricity estimate for the ensuing year, at 
the Council meeting, said it showed what appeared on paper to be a 
deficit of nearly £5,000. The engineer's estimate. showing what 
would have been the income and expenditure on a pre-war hasis, 
showed a profit of £3,799. 


Greenock.— YEAR'S WonkixaG.—The financial result of 
the past year's working of the Corporation electricity department, 
was a total income of £85,650, an increase of £22.45 on the year 
before. Expenditure amounted to £52.12. leaving a gross profit 
of £33,037. and after meeting debt charges, the net profit was 
£6,998, The reserve fund now stands at 23.389, which. with the 
above surplus, is only £4,323 below the maximum required on the 
authorised borrowings. The units generated were 23,000,000, as 
compared with 17,000,000 in the year before. 


Hong-Kong.—The rapid development of Kowloon and 
the demands for power and light have caused the China Light and 
Power Co. to carry out a scheme of extension of its plant. The 
new generating plant consists of two high-pressure three-phase 
60-cycle B.T.H. turbo-alternators, each capable of maintaining an 
output of 1,170 K.v.A. for two hours, three Babcock & Wilcox 
boilers with chain-grate stokers, economisers. and condensing plant 
of the-surface type. with rotary-type motor-driven pumps capable 
of delivering water from the sea. to the condensers at the rate of 
1.200 gallons per minute through a double set of 14 in. suction 
mains, each 1.100 ft. long. The distribution mains cover about 
16,000 yd., and an extension to Old Kowloon City is contemplated. 
The Hong-Kong Electric Co., in Hong-Kong proper. is constructing 
a new plant at North Point, which will contain two 1,500-Kw. 
-B.T.H. turbo-alternatora and three Babcock & Wilcox boilers. 
The frequency of the new plant will be 50 cycles instead of 75. as 
in the present plant. The new station is not expected to be com- 
pleted for*e year or 18 months.— U.S. Commerce Reports. 


Hove.—YkaAn's ‘WorkiInc.—The report of Mr. C. B. 


Smith, the engineer and manager of the Council's electricity under- 
taking. for the year ended March last. shows that the revenue 
amounted to £22.326 ; the working costs to £11,505: and the 
gross profit to £10.821. After payment of interest, sinking fund; 
and other charges amounting to £11.053, less £371 income-tax 
refunded, there was a net profit of £139, as compared with £3,024 
in the previous year. The output sold was 1.024.031 units, as 
‘against 1,115,168 units in 1914-15. During the December and 
-March quarters, the increased charge of 20 per cent. was operative 
and resulted in a slightly increased revenue, on a decreased output. 
The. Electricity Committee's recommendation that a minimum 
charge of 108. per quarter be made in respect of each individual 
consumer was withdrawn, with a view to consideration by the 
"General Purposes Committee. 

On the Aldrington undertaking there was a deficit of £252: 
‘94,700 units were purchased from the Brighton Corporation, and 
84,000 units sold. 2s 


Iceland, — According to а report in the Tpkniske 
Ugeblad. the municipal authorities of Reykjavik had entrusted the 
Norwegian De Forenede Inveniorkontorer, of Christiania, with the 
task of drawing up plans for a complete electric installation for 
the capital of Iceland. Тһе work comprises not only the search 
for the site for. and establishment of. a water-power station, but 
also the erection of the distribution mains, &c. 


Kearsley.— At a meeting of the D.C. held on August 10th, 
the question of the supply of electricity in the district was under 
discussion, and the clerk was instructed to inquire from the 
Lancashire Electric Power Co.. as to its arrangements for comply- 
ing with the provisions of the Electric Lighting Act. 


London.— FUEL Suppiy.—Speaking at the half-yearly 
meeting of the South Metropolitan Gas Co.. on Wednesday, last 
week, the chairman expressed the opinion that there was little 
doubt that the gas undertakings would be the fuel suppliers of the 
future---not only gaseous but solid. After extracting the valnable 
residuals the solid fuel would be passed on to the steam raiser. 
He could not believe that the Government would allow the present 
&ystem of burning large quantities of raw coal to go on unchecked. 
It might well be considered whether the policy adopted by Parlia- 
ment. of putting the suppliers of gaseous and electric energy into 
competition had not had its day. He could not imagine that they 
would put up a power station to produce electrical energy and 
another to produce gaseous energy; he asked why these steps 
should be taken separately. and whether the work should not be 
joined up. 

BERMONDSEY.---BULK SvPPLY.—The Electricity Committee has 
had under consideration the necessity of increasing-its plant or 
taking a bulk supply. in connection with which it has been in 
communication with the Southwark B.C.. the County of Loudon 
Electric Supply Co. and the London Electric Supply Corporation. 

The Council has now agreed to accept the offer of the latter 
company to lay duplicate mains and erect switchgear free of 
charye, the Council to provide transforming apparatus, for a three 
years’ contact, based on a minimum consumption of 1} million 
units a year at £3 15s. per KW. of maximum demand plus ‘3d. per 
unit consumed, with а coal clause. It was decided that nothing 
further could be done at present in regard to linking-up with 
Southwark. 


Malvern.— YEAR'S WonkiNG.— There was a profit of 
£698 on the electricity works during the year ended March 318 
last. 


Newcastle-on-Tyne.—Fire.—On Thursday, last week. a 
fire occurred at the electric power station off City Road, which 
apparently damaged the roof. | 


Newcastle-under-Lyme. — Year's Workine.—In his 
annual report on the electricity undertaking for the year ended March 
318% last. Mr. A. J.C. de Renzi. the borough electrical engineer, 
mentions that the units sold increased from 200.064 in 1914-15 to 
257.216 last year, the increase being due entirely to power supplies. 
which now exceed lighting requirements. The total revenue 
amounted to £3,475, and the gross profit to £1,553, and after 
meeting the usual financial charges, & deficit of £116 remained. 
which is attributed to restricted lighting. It should, however. be 
mentioned that no advance has been made in the price of electricity 
since the commencement of the war; and, further, that £300 extra 
loan charges, and £80 revenue expenditure on switchgear, has been 
met during the year. The maximum load reached 210 KW.. and 
the fuel cost was '33d per unit. 

Mr. de Renzi proposes to meet the increasing cost of fuel by 
adapting the Diesel engines for the use of tar oil ; we congratulate 
him on having been able to “ carry on" with only one skill 
engineer assistant. 


New Zealand.— The Hampstead Town Board, Ashburton, 
has been granted a licence to erect and maintain within the 
town limits overhead wires for electric lighting. power, and heat- 
ing purposes. — Board of Trade Journal. | . 

"The details of the years working of the Auckland City 
Council electricity undertaking for the year ended к i 
31st last show that 6,203,478 units were sold, as against UN 
in the previous year; the income was £55,582, as compared WE 
£51,120; working expenses were £21,711, as against £22,: j 
and gross profit £33.871. as against £28,804. The number 
consumers was 2.123, as against 1,818 in the previous year. 


Philippine Islands.—According to the U.S. aa 
Reports. nothing is at present being done to develop any 0 ine 
hydro-electric projects and water-power sites in the Philipp 
Islands : several concessions have: been made, but apparently m 
favourable conditions are awaited. | 


Queenstown.— STREET Тиснтіхс.— The Urban San 
‘having applied to the electric lighting company for в rebate 1n P a 
lighting charges owing to savings under the Daylight isi was 
the company has refused. on the ground that any saving uns 


completely swamped by the increased price paid for coal. 


ix he 
Sheffield —YEAR’s WonkiNG.—The operation ES ae 
Corporation electricity undertaking for the last finance atl 
shows that the income from electric supply amounted to ` m B 
and from installation and motors to £36,857, a total of £31. 
works charges amounted to £181,027, leaving а gross nd other 
£133,109, and after deducting interest, sinking fund. в ae 
charges, amounting to £100,114, there was a net surp 
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£33,295, which, with £6,982 brought forward from 1915. made a 
total surplus of £10,277. It is proposed that €39.777 shall be 
placed to the renewals and special expenditure fund. and €500 to 
the motors-for-hire fund. The sinking fund now stands at 
£353,885. The number of units sold—roughly 78 millions—-was 
greater by 32,994,685, or 73 per cent., than the number sold during 
1914-15, and the net revenue increased from £184,668 to £277.580, 
an increase of 50 per cent. The whole of the increased output 
being for power and traction purposes at low rates, the increase 
in revenue was not in the same proportion, the total average price 
per unit having fallen from ‘97d. to ‘85d. Тһе percentage of 
working expenses to total revenue was 53, as compared with 43 for 
the previous year, the increase beiny due to the higher cost of 
coal, all other items of generation and distribution costs showing 
a reduction. The average price obtained during the last five years 
was as follows :— 
1916. 1915. 1914. 1913. 1912. 
Light and heat ... 217d. 234d. 27544. » 7. 2 90d. 
Power a. e. 71d. ‘72d. стза. ства. 778d. 
Total average price 85а. — '97d. Y13d. 17714. 1304. 


The annual eonsumption of coal during the past five years is 
shown below :— 
1912 eee eee - 33,912 tons 
1913 ә ase wee 37,013. ,, 
1914 ace eee — 414.187. ,, 
191... 0. 70540 „ 
1916 sve — e. 131,23. 


Large extensions to the buildings and machinery and plant at 
Neepsend have been put in hand during the year, and 28.000 Kw. 
of additional generating plant is now under construction or com- 
pleted. The total number of consumers is 7.318, an increase of 
109 during the year, and the total connections amount to 
R3834 KW., an increase of 17,691 KW., or 266 per cent. Applica- 
tions in hand now awaiting connection amount to 18.000 Kw. 
The turnover of the ingallation and motor department during the 
year amounted to £36,837, 1.048 Н.Р. of motors having been 
installed, as compared with 3,339 Н.Р. in the previous vear. The 
number of females employed on the staff and in the generating 
stations totals 49. and 105 employés аге on active service. Warallow- 
ances during the year amounted to £2,246. "The capital expendi- 
ture on the undertaking to date is £ 1.513,000. 

The City Council, after considerable discussion, has agreed to an 
increase in the price of electricity by 10 per cent. where the 
present. price is more than 2d. per unit. and by 20 per cent. where 


it is 2d. per unit or less ; the increase in price will apply to the tram- ` 


ways undertaking. At present the tramways are supplied under 
agreement at ‘Sd. per unit, and it was stated that the cost of pro- 
duction for the year ended March last at the Kelham Island 
tramways power station (now taken over by the electric supply 
department) had been “856d. per unit. It was also stated that the 
increased cost of coal, which has more than doubled in price, 
represents £87,000 extra cost to the electricity undertaking this 
year. 

Mains are to be extended, at a total estimated cost of £1,019, to 
supply current to new consumers. 


Stafford.—PnoroskD Loaw.— The T.C. has decided, 
owing to the greatly inereased demand for current at the north 
end of the town, to extend the mains, at the cost of £1.000, and 
to apply, if necessary, to the L.G.B., for sanction to a loan. — 


Straits Settlements.— The annual report of Mr. О. V. 
Thomas, the chief engineer, on the working of the George Town 
(Penang) municipal electrical undertaking during 1915. shows that 
1.601.980 units were sold, being an increase of 9 per cent. on 1914. 
The total revenue amounted to $304,193, while total costs were 
$126,351, representing a decrease of $2,411 (due to the installation 
of economiser plant), despite the increased output. The gross 
balance, $179,811, represents 18°22 per cent. on capital. and. after 
meeting financial charges, including $46,000 to depreciation and 
renewals, the net balance of $76,914 represents nearly 8 per cent. 
on the average capital in use. We note that the gradual elimina- 
tion of the original vulcanised bitumen sheathed cable has resulted 
in a satisfactory decrease in the number of cable faults, of which 
there were 21 in the previous year. In the matter of publie 
lighting, owing to the carbon shortage, 42 arc lamps have been 
replaced by 1,000 c.P. half-watt lamps. run nine in series on the 
original are circuits, with suitable automatic cut-outs and substi- 
tutional resistances added. 


Swansea.—At the annua] meeting of Messrs. Weaver 
and Co., of the Swansea Flour. Mills. the chairman stated that 
owing to the present elevating and discharging plant being out of 
date. the company was erecting an electrically-driven suction 
elevating plant, capable of discharging an average of 100 tons of 
grain per hour. | 


Tasmania,— The State hydro-electric department has 
concluded a contract with the Amalgamated Zinc (De Bavays),. 
Ltd., and the company has already ordered the plant for the first 
anit of its works fer treatment by electro-metallurgical processes 
of complex zinciferous ores from Broken Hill. The works are to 
be started аё Risdon, near Hobart ; the first unit will involve the 
use of 4,000 H.P.. and under agreement 30.000 H.P. is eventually 
to be made available for use in metallurgical works and in kindred 
indnstries which the company intends to establish. 

The Oatlands Municipal Council is considering the question of 
introducing electric light. | 


Representatives of the Launceston and Longford Councils have 
conferred with respect to the increased hydro-electric power, which 
can be obtained from the waters at the head of the Lake River, or 
the outlet from Arthurs Lake.— Tenders. 


Yarmouth. YEAR's Workinc.—The year's working of 
the electricity department shows a gross profit of £2,353, but after 
payment of interest and sinking fund charges there is an adverse 
balance of €6,219 to be carried forward. The Electricity Com- 
mittee recommended that the price of electricity be increased by 
ld. per unit for lighting and 10 per cent. for power. 


TRAMWAY and RAILWAY NOTES. 


Aldershot.—The U.D.C., on August 9th, deferred for six 
months the question of an electric traction scheme between the 
town and Farnborough and Farnham. A Light Railway Order was 
obtained privately some years hack, but it lapsed six years ago. 

The clerk reported on the matter, pointing out that the heavy 
traffic on the roads round Aldershot was against the adoption of 
any system of traction without permanent way, while tramway 
construction in the Aldershot area should be inexpensive, because a 
great portion of it could he of sleeper construction on the road 
margin, thus avoiding road maintenance. A great amount of 
pick-up traffic would be available between Aldershot and Farn- 
borough. but the extension to Farnham would be of a different 
character, and it might be best to defer that till later. 


Australiaa—Sypney (City RarLway.— The Premier 
stated recently that the preparatory work on the city railway 
is progressing favourably, and the actual work of construction will 
be in operation about the end of this month. The work will be 
started simultaneously at three points : between Eddy Avenue and 
Goulburn Street; from Macquarie Street towards St. James's 
Station ; aud from Harrington Street towards Wynyard Square 
Station. Half the city railway (14.400 yd.) will be above ground, 
and the other half (14.200 vd.) below : starting from a station to 
he erected on the Illawarra platform side of the central station, the 
city railway will be above ground as far as the Oddfellows' Hall 
near Goulburn Street, where it will pass below the surface. The 
total length of the sections to be commenced is 9,600 yd. The 
total lenyth of tunnelling will be 17.000 yd., the difference 
between that and the 14.200 yd. mentioned above being due to the 
eastern suburbs junction. which will be put in hand at the same 
time. The railway will leave the tunnel at Harrington Street, 
cross Circular Quay at high level, and re-enter the ground on the 
western side of Macquarie Street. and continue underground until 
it emerges at the southern side of Goulburn Street. The eastern 


suburbs junction will be situated under the Botanic Gardens and 


Inner Domain, and will also be put in hand. and the tunnelling and 
excavation on the eastern side of the city from Macquarie Street 
to Liverpool Street should be well in hand before the end of the 
year.— Sydney Daily Telegraph. 

The Doncaster (Victoria) Council has appointed a Committee to 
inquire into a proposal to extend the electric tramways from 
Kew to Doncaster. Templestone and Warrandyte. 

The Tramway Board which was appointed by the Government 
to take temporary control of the cable system of the Melbourne 
Tramways Trust has issued a statement covering its work during 
five months. It is expected that arbitration proceedings will shortly 
take place on the assessment of compensation payable to the company 
for its properties and the appeal of the company against the Board's 
demand for compensation for non-fulfilment of the covenants of 
its leases. The Board has paid the outstanding balance of the 
Melbourne Tramways Trust's indebtedness, viz, £351,200. The 
Board has recently made a successful trial of a Stone train-pattern 
lighting set on a car and trailer. 


Birmingham.—The total number of passengers carried on 
the Corporation cars on the first Monday in August was 
610.000 ; the receipts amounted to £3,000, these figures comparing 
with 474.000 and £€2.368 for the corresponding Monday (Bank 
Holiday) in the previous year. 


‘Liverpool.—The heavy rainfall on Monday morning 
was the cause of traffic being held upon the Southport to Liverpool 
electric railway. Arrangements were made for steam locomotives 
to haul the electric coaches. | 


London.—Evectric VEHICLES.—According to the Pall 
Mall Gazette, the Trocadero management has arranged for a fleet 
of private electric broughams to be in attendance in the evenings, 
after 11 p.m., for the benefit of clients, at charges a little in excess 
of ordinary taxi fares. 

The Metropolitan electric train service was interrupted on Tuesday 
morning, owing to the breaking of an axle of one of the coaches as 
it entered Bishop's Road Station. = 

A small fire occurred on Tuesday morning in connection with 
electrical plant at the Russell Square station of the Piccadilly and 
Brompton Tube Railway. and was extinguished by the Fire 
Brigade. 


Manchester. —PLATFORM FARE / CoLLECTION.—Nolices 
have been posted in the cars asking passengers intending to travel 
on the upper deck to hand the exact amount of the fare to the 
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guard on the platform, excepting at busy loading stations. This 
deviation from the department's rules is to minimise the labour of 
the women conductors. А correspondent has written to the local 
Press suggesting the risk of accident to passengers, and asking if 
the Tramways Committee will accept liability in case of accident. 
Spring flap seats have been affixed near the foot of the stairways 
on the cars, so that the women guards may rest when opportunity 
offers. 


Rugby.— ELECTRIC VEHICLE CaarGcinc.—The Electric 
VehicleCommittee informs us that the British Thomson-Houston Co. 
and Messrs. Willans & Robinson have arranged to charge electric 
vehicle batteries, at 2d. per unit. between Monday 7.30 a.m. and 
Saturday noon. Week-ends, additional fee 2s. per hour. No 
arrangements can he made for holiday periods, and notice should 
be given to the firms in advance. 


Salford.—Conpuctors’ SEATS.— Experiments are being 
made with various types of seats for the use of conductors on the 
tramway cars. 


South Lancashire.—1In consequence of the increased 
running expenses, the South Lancashire Tramways Co. has 
increased the cost of return tickets on certain sections of its 
system from 3d. to 34d. The revision came into operation on 
August 10th. 


Straits Settlements.—The working of the George Town 
(Penang) municipal tramway undertaking during 1915 resulted in 
a deficit of $5,672, after allowing roughly $27.000 for depreciation 
and renewals in addition to debt charges. The system covers 114 
miles of single track, and 5.177.874 passengers were carried, a 
decrease of 74 per cent. compared with 1914. The revenue also 
fell off by 7 per cent., while operating costs increased by $3.000, 
leaving a gross surplus of $46,136, as compared with $60,397 in the 
previous year. The report mentions the difficulty of obtaining 
materials for maintenance, and that, axles have been made locally. 
The ordinary fares average out at a little over id. per mile, and 
the manager, Mr. Thomas, considers that the finances could be 
improved by a slight increase in fares, without inflicting any hard- 
ship on the public. 


TELEGRAPH and TELEPHONE NOTES. 


Australasian Time Signals.— According to the Australian 
papers. the Government astronomer has submitted a proposal to 
the Premier, as acting head of the Education Department, for 
fixing the longitude of islands in the Pacific by means of astro- 
nomical observations combined with wireless time signals. Тһе 
Premier is reported to have said that Prof. Cook proposed to 
compare Sydney with either Suva or Apia by means of wireless 


apparatus at Awanui, in New Zealand. and then to compare Suva. 


with the Lick Observatory through Honolulu. This would be 
equivalent to a direct cable interchange between Lick and Sydney. 
and should result in a determination of the greatest accuracy. 
When this work was complete, Prof. Cook proposed to establish the 
accurate positions of a number of spots in the Pacific, which would 
enable a more accurate charting of the Paoific islands to be made, 
and would establish fundamental guide posts from which the 
accurate longitude of temporary astronomical stations could be 
determined. Above all. it would make possible the completion of a 
chain of wireless time signals round the world for navigators. At 
present this failed just in that part of the ocean where it was most 
urgently required. Prof. Cook thought that with more accurate 
charting and proper standard time signals the chances of wreck 
among the islands would be minimised. They were now in com- 
munication with the authorities at the various places it was 
necessary to link up by means of the wireless signals, and the work 
would be put in hand right away. 

A Wellington report mentions that the New Zealand Government 
astronomer has been working on the same lines, and that recently 
the first direct time signal was experimentally sent to Tahiti from 
Wellington ‘Observatory, with the co-operation of the Telegraph 
Department. 


Society Islands.—AÀ  radio-telegraph tariff has been 
issued of 12 cents a word (10 cents wireless charge, and 2 cents 
telegraphic charge from Papute to the station at Mahina). An 
additional charge of 24 cents a word is made for relaying, via 
the wireless stations at Apia, Samoa, and Awanui, New Zealand. 
Tariff rates are also provided between the colony and vessels at 
sea. All messages must pass through New Zealand to Tahiti, and 
are subject to war restrictions. 


Telegraph (Construction) Bill.—This Bill passed its 
second reading in the House of Lords on the lOth inst. Viscount 
Middleton stated that it might be necessary, on the report stage, 
for him to move an amendment which would prevent tele- 
graph works ruining important amenities or agricultural advan- 
tages. The Bill later passed through Committee, with an amend- 
ment inserted which specifically mentioned the carrying of lines 
underground as a stipulation which the tribunal might make. 


The Channel Tunnel and Telephonic Communication 
with the Continent. —With reference to Dr. Fleming's suggestion 
reproduced in our last issue, Messrs. Sir Douglas Fox & Partners 
have written to the Timex as follows: — Prof. J. A. Fleming. of 
University College, London. very properly points out that this 
tunnel could be utilised for telegraphic and telephonic cables, This 


matter has already received the attention of the company. and, 
doubtless, the Postal authorities and public companies would. as. 
for example, in the case of the Mersey Tunnel between Liverpool 
and Birkenhead, avail themselves of this excellent means of com- 
munication. Obvious advantages would be in the avoidance of 
damage to cables by ships anchors and sea corrosion, the greater 
conductivity of cables, and their accessibility for repairs. and . 
economy in laying." 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—September 6th. Powell-Duffryn Steam Coal 
Co. Electrical goods. Forms from Stores Manager, Aberaman 
Offices, near Aberdare. 


Australia.—SyDNEY.—September 20th. N.S.W. Govern- 
ment Railways. One 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle. October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street. 

P.M.G.s Department. —Telephone material (Schedule 428). See 
^ Official Notices " to-day. 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones, tele- 
phone material. instruments and parts. Schedule Nos. 429 to 137. 

PERTH.---October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 

MELBOURNE.—November 18. Victorian Railways. 50,000 flame 
arc carbons. Chief Storekeeper. Railway Offices, Spencer Street. 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30,343.* 


Dublin.— August 29th. Electricity Committee. S.P. and 
three-phase meters for a year. See “ Official Notices ` to-day. 


Manchester. — August 22nd. Tramways Committee. 
Hard-drawn copper trolley wire. Mr. J. M. McElroy, Manager, 
55, Piccadilly. 

August 22nd. Electricity Committee. Ash hopper at the Bloom 
Street station. Particulars from Mr. S. L. Pearce, Chief Electrical 
Engineer, Dickinson Street. 

August 25th. Electricity Committee. High and low-pressure 
steam and feed pipes at Stuart Street Station, Specifications, 21s. 
(returnable), from Mr. F. E. Hughes, Secretary, Electricity Depart- 
ment, Town Hall. 

August 30th. Guardians. Refuse destructor furnace for the 
Institution, Nell Lane. Didsbury. Specifications from Mr. Jas. 
Macdonald. Clerk, Union Offices, All Saints, Manchester. 


New Zealand. — INVERCARGILL.— September 28th. 
Borough Council. Steam turbo-alternator, condensing plant, and 
switchgear. Specifications from the Tramway Office. Contract 
No. 40.* 


Portsmouth. — August 29th. Tramways Committee. 
Tramway stores. insulating materials, lamps, &c., for six months. 
See “ Official Notices ` to-day. 


Rochdale. — No date. Electricity Committee. Static 
transformers for 12 months. Mr. C. C. Atchison, Electricity Works, 
Dane Street, Rochdale (Contract A 117). 


South Africa.—JOoHANNESBURG.— September 4th. Muni- 
cipal Council. 10, 000 drawn-wire metallic- filament traction lampe ; 
10 miles of 19/14 ‘ ‘ Underwriters’ wire " (lightly insulated wire for 
outdoor use). Contract No. 151.* 

September 21st. СЕЕ Council. 
No. 153.* 


Spain.—Municipal authorities of. Duenas (Province of 
Palencia). Concession for the electric lighting of the town during 
a period of 10 years. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


Tramcar spares. Contract 


CLOSED. 
Australia.—The Sydney Municipal Council has been 


recommended by the Electricity Committee to accept the following 
tenders :— 


Submarine cable for laying across Darling Harbour.—W. T. Henley's 
Telegraph Works Co., Ltd., £4,124 (based on copper at £85 per ton and 
lead at £22 10s. per ton). 

20 a A disconnecting switches and fuses.—W. G. Watson & Co 

t 

12 three- ‘pole, S.T., 10,000-volt, 50-amp. oil switches, 12 expulsion fuses.— 
Aust. General Electric Co., £560. 

Two 1,000-k.v.a., 5,000 to 1, 000- volt transformers.—Aust. General Electiic 
Co. ., £1,680 


Owing to the difficulty in obtaining consumers' meters from the 
firms under contract, the City Council Electricity Committee recom- 
mends that the City Electrical Engineer be authorised to negotiate 
with the British Westinghouse Co. and the Australian General 
Electric Co. for the supply in the shortest time of from 3,000 to 
3,500 consumers’ meters at a cost of from £5,000 to £6,000.— 
Tenders. 


Ge TE TL a SE ETO TEL EO EIT EIT IED ENE IC LOE EDIE BEET IE Еура О ONE LIES IED TEE IIIT S 


Vol. 79. No. 2,021, Avavsr 18, 1916] THE ELECTRICAL REVIEW. 


187 


The Melbourne City Council has accepted the following tenders : 
Metal-filament lamps.—Edison & Swan U.E.L. Co., Ltd., £642. 
Meters.—British Westinghouse Electric & Mfg. Co., Ltd., £305; Reason 

Mig. Co., Ltd., £1,272. 
Carbons.— Beacon Carbons, Ltd., £2,040. 

N.S.W. Public Works Department :— 

Installation of electric light at Albury Hospital.—Globe Electrical 
Co., £895. 

W. Aust. Tender Board :-— 

12 miles twisted-pair insulated wire, £231. 


Cape Town. — Tenders for wiring the Camps Вау 
Pavilion and Tea Rooms, for the Corporation of Cape Town :— 
Cunningham & Gearing m - (accepted) £238 
Electric Utility Со... x ee - ys "m .. 242 
Edward A. Shaw & Co. .. s T i МЕ e 0244 
Clyde Engineering Works А i» А E .. 290 


Tenders for wiring new premises for Mitchell, Cotts & Co., 
Exchange Place, Cape Town :— 


— Tenders. 


Edward A. Shaw & Co. SN 2 (accepted) £256 
Electric Utility Co. .. vs es is v 2 .. 270 
К. G. Jack & Son ees oe ee ee ee ee ee 279 
Woods, Westerton & Co. .. s T M" ne .. 319 
Kitson (Cape) Lighting Co. - ре TEMP SU 


Leek,— Lighting Committee. Accepted tenders for plant 
for the electricity works :— 
Crossley Bros.—'* G ” type gas producer, with motor-driven exhausting fan 
for starting the producer, £468 ; '* S E 223" engine, with the accessories, 
£1,997; a Mather dynamo, £713; indicator gear of special type, £16. 


. NOTES. 


Australian Income-tax and British Industry.— The 
Morning Рок states that on August lOth a deputation representing 
the Manufacturers’ Section of the London Chamber of Commerce 
and a number of provincial Chambers of Commerce waited 
upon the High Commissioner for Australia (Mr. Andrew 
Fisher) for the purpose of presenting a protest against certain 
sections of the Commonwealth Income-tax Act, the incidence of 
which, it was thought, would prejudicially affect trade between 
the United Kingdom and Australia. 

Mr. Fisher, in reply, s&id that this was a matter of policy upon 
which he could not express an opinion or make any promise of 
amendment, but he would undertake to forward the representations 
of the deputation to the Common wealth Government and ask them 
to give the matter their early and serious consideration. 


The Board of Scientific Societies.—Onu the initiative 
of the Royal Society a Board of Scientific Societies has now been 
established for the furtherance of the following objects :— 

Promoting the co-operation of those interested in pure or applied 

&cience ; supplying а means by which the scientific opinion of the 
country may, on matters relating to science. industry and educa- 
tiou. find effective expression ; taking such action as may be neces- 
sary to promote the application of science to our industries and to 
the service of the nation ; and discussing scientific questions in 
Which international co-operation seems advisable. 
_ The Board at present consists of representatives of 27 scientific. 
including technical, societies. The regulations vive power to add 
to this number and to appoint as members of Sub-Coimittees 
Individuals who are not necessarily connected with any of the con- 
stituent societies. 

An Executive Committee has been appointed consisting of the 
following members :—Sir Joseph Thomson, O.M., P.R.S. (chair- 
man); Dr. Dugald Clerk, F.R.S.; Sir Robert Hadfield. F.R.S.; 
Mr. A.D. Hall, F.R.S. : Prof. Herbert Jackson (hon. secretary); 
Sir Alfred Keogh. K.C.B.; Sir Вау Lankester, K.C.B.. F.R.S.; 
Prof. A. Schuster, Sec. R.S. ; Sir John Snell ; Prof. E. Н. Starling, 
F.R.S. ; Lord Sydenham, G.C.S.L, F.R.S. ; Mr. R. Threlfall, F.R.S. 
_ The first meeting of the Board was held on July 20th, when 
important questions relating to scientific, educational and indus- 
trial matters were under consideration. with a view to taking 
effective steps for co-ordinating the work carried out at present by 
à number of independent bodies. or initiating action in the case of 
other matters of national importance. 


Aeronautics Advisory Committee Report.— The report of 
із Committee, of which Lord Rayleigh is chairman, for the year 
1915-16, contains a lengthy record of work done in connection with 
ying equipment for war purposes. Amongst other matters, a 
study of the conditions affecting the aeroplane compass, with a 
View to its improvement, was undertaken by Dr. Keith Lucas. 
‘RS. and а special type of instrument, the R.A.F.. Mark II 
mpass, was ultimately produced and standardised, being now 
by contract in large numbers. 
е report also states that two wireless telegraph sets, of very 
weight, have been designed and tested. and progress has been 
к i the evolution of optical systems for convenient observation 
um mb dropping from aeroplanes. The bulk of the report deals 
the investigations carried out with a view to perfecting the 
áne as a flying machine. 


À Manchester Contract.—Last week, according to a 
peter paper, Mr. Joynson Hicks gave notice to ask the Home 
the tary whether his attention had been called to the fact that 

ectricity Committee of the Manchester City Council had 
90 a tender for boiler tubes from a firm whose capital was 

АЙ жын German, and would he say why the works had not 

of this en over by some munition department to prevent business 
d being retained for German benefit. 


light 


Cable and Wire Manufacture in Australia,—According 
to the Sydney Daily Telegraph, Mr. Webster (Postmaster-General) 
announced last month that he had in hand a scheme for the 
establishment of a Federal works for the manufacture of cables, 
steel ropes, und wire of various kinds for use in the various Com- 
monwealth Governinent departments. ^" Prior to his departure for 
England," said Mr. Webster, " the Prime Minister conveyed to me 
his desire to see that everything which could be made in Australia 
was made here. But, having in mind the interest which Mr. 
Hughes had taken in the metal question, I. necessarily must await 
his return to confer with him as to his decision, based upon his 
riper judgment arising out of his contact with experts in other 
parts of the world. In the meantime, however, I am having 
investigations made by experts, во as to have something tangible 
ready when the time comes. During 1913," continued the Post- 
master-General, " we imported into Australia copper wire to the 
value of £212,937, cable and insulated wires to the value of 
£637,426, and iron and steel ropes to the value of £131.063, ог а 
total value of £981.426. It is estimated that, taking the English 
costs as against Australian production, the Commonwealth can 
save in the neighbourhood of £90.000 a year. Then, of course, 
with a factory of this kind, instead of having to scrap cable, as at 
present, we will be able so to treat it as to make it equal to one of 
new manufacture. What the saving in this connection will be I 
cannot say, but it will certainly be considerable, as we scrap no 
small amount of cable each year." Mr. Webster said that he was 
unable to say just now what the probable cost of the proposed 
factory would be, but he believed that employinent would be given 
to about 1.000 men. 

The Metal Manufacturers, Ltd..a company formed for the pur- 
pose of manufacturing copper wire and other goods, has made a 
start to drain an area of land on the site of the old Australian 
Smelting Corporation, Ltd., Port Kembla, and upon this it is 
intended to erect an up-to-date plant. 

The new industry may be regarded as a direct result of the war. 
Formerly the bulk of the copper produced at the Electrolytic 
R. aud S. Co.'s works was forwarded to Germany, where it was 
mauufactured into copper wire, electrical parts, domestic utensils, 
and munitions of war. Most of this copper now goes to England, 
but the plant is being added to, and there will be an ample supply 
to foster the new industry when the plant is ready.—Syduney 
Erening News. 


Inspection of Theatre Fittings — The question of the 
inspection of alterations to the electrical stage fittings of the 
theatres in Edinburgh was considered at a meeting of Edinburgh 
magistrates on July 3lst. Hitherto the engineer of the Electric 
Lighting Committee of the Corporation has undertaken the inspec- 
tion of such fittings where alterations have been made. No 
performance is allowed to take place until such an inspection 
has been carried through. The Committee are now putting 
forward a claim for payment for this service. The mayistrates 
delayed the matter. in order that a report might be made as to 
the practice in other towns,—Scufsman, 


Educational Note.—UNIVeERSITY CoLLEGE.—The Gold- 
smid Engineering Entrance Scholarship, of the value of £30 a year, 
tenable for three vears, will be competed for at University College 
in September. Full particulars of the scholarship examination can 
be obtained from the Secretary of the Collere, to whom application 
should be made before September Ist. 


The Slackers.— Ге Leeds Munitions Tribunal, on 


Monday, imposed small fines on 18 apprentices engayed in a con- 
trolled establishment on winding for electric motors. who had 
absented themselves from work. some on the August Bank Holiday, 
and others both then and on Whit Monday. The excuse most 
commonly offered was that the boy was one of a pair, and as the 
other party did not intend to work, it was no use him coming. 
The penalty was 2s. 6d. for one Bank Holiday absence, and 5s. for 
two. 


City and Guilds of London Institute.—On the report 
of the Delezacy of the City and Guilds (Engineering) College, the 
Council of the City and Guilds of London Institute have awarded 
the diploma of " Associate of the Institute" to the following 
matriculated third-year students who have completed a full course 
of instruction as preseribed by the Council :— 

dn Ciril and Mechanical Engineering.—Ailloud y Péon, А.Н; 
Augier, E. Н. N. ; Bateman, Н. (Henrici Medal): Caldéron y Flores, 
А.Х. A.; Dyson, Е. (Bramwell Medal) ; Finch. Н. E. R.: McCann, 
G. M.: Marsden, E.: Müller. K. V. ; Rajada. M. C.: Ratner. L. ; 
Siennicki, K.; Swann. F. A.; Swayne y Pro. J.; Watson, D. ; 
Winter, A. G. A. 

Ln Electrical Engineering.—Arana у Bengoechea, Е. D. ; Beer, 
C. À.: Calheiros e Menezes. A. L. de: Chayaloff, C. ; Greenwood, 
W.: Messer, W. G. ; Hamaswami, E. К. : Rogers, A. Н. E. ; Tapsell. 
H. J. 


Electrolytic Zinc in Australia.— The Mount Lyell Co. 
directors intend to install electrolytic reduction works upon the 
Site now occupied by the Tasmanian smelting organisation at 
Zeehan. and to concentrate treatment operations at this point. 
The system for the electrolytic deposition of the zinc and the 
recovery of the lead, silver and gold in the ore will be similar to 
that so successfully operated by the Anaconda and other American 
companies.—. Melbourne Age. 


Registration of Firms Bill.—In the House of Commons 
on the 10th inst, Mr. Asquith informed Mr. Rendall (R. Thorn- 
bury) that the Government were considering whether any steps 
could be taken to facilitate the passage of this Bill. It was hoped 
& decision would be arrived at very soon, 
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Volunteer Notes. — 1st Lonpon ENGINEER VOLUN- 
TEERS.—Headquarters, Chester House, Eccleston Place. Orders for 
August by Lieut.-Col. C. B. Clay, V.D., Commanding. 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as naual 
for Platoons Nos. 9 and 10. Тһе Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. 

Sunday Entrenching Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office, 8.15 a.m. 


MACLEOD YEARSLEY, Adjutant, 


3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Capt. W. Ridd (Sub-Commandant) 
Thursday, August 17th, 1916 :— 

Inspection ћу Brig.-General the Hon. Е. С. Bridgeman. at 
Wembley Park, at 3 o'clock. Saturday, 19th inst. It is of the 
utmost importance that all members should attend this Parade. 

- Week-End Parades.—Saturday.—Owiny to the Inspection. there 
will be no Entrenching duty, nor will sleeping accommodation be 
provided at the “ Blacksmith's Arms," Thornwood. 

SNunday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.). at 9.30 a.m., and proceed by train for 
Entrenching duties. Members will carry their o vn lunch. and the 
Quartermaster will make arrangements for light liquid refresh- 
ments. The Battalion will return to town about 6 p.m. 

Closure of Camp.—1t із proposed to hold a farewell supper in 
Camp after Saturday's Parade. Officers and men intending to stay 
will kindly telephone 207 Wembley. on Friday. as otherwise the 
Quartermaster will be unable to make the necessary arrangements, 

Musketry.—Holland Cup Competition.—Al competitors for the 
above are requested to attend at Wembley Park at 3 oclock on 


Saturday next, 19th inst., when the presentation Of ithe Cupsi will - 


take place. 

There will be no shooting at Bisley on Saturday or Sunday next. 

The Miniature Range at Lords’ is open on week-daya from 3 to 
5 p.m. | 

Hecruits will Parade at Lord's Cricket Ground on Saturday at 
З p.m., and on Sunday at 11 a.m., for Recruit Drill. 


G. H. F. Duncan, Acting Adjutant. 


- Appointments Vacant.—Charge engineer, for Chelten- 
ham (35s.); telegraph engineer assistant (£350). for the Govern- 
ment Posts and Telegraphs Department, Gold Coast ; electrical 
engineer (£200) for the Corporation of Heywood Electricity De- 
partment ; teacher of Electrical Engineering for the Dalziel School 
Board, Motherwell. See "Official Notices " to-day. 


Fatalities.—At ап inquest into the death of a boy, 
aged 11, who was killed by climbing up a stay rod of one of the 
high-tension cable standards of the Powell-Dutfryn Co., and receiv- 
ing a shock from the wires, the jury returned a verdict of " Death 
from midadventure. They recommended that in future the 
Powell-Duffryn Co., should exercise yreater precautions in the 
protection of these supports. 

The Globe ‘states that Bishop William Perry Eveland, an 

American Methodist Missionary Bishop for Southern Asia, was 
killed while fishing near Carlisle, Pennsylvania, his steel 
fishing-rod coming into contact with a poorly insulated hivh- 
tension electric wire, carrvihg 20.000 volts, which hangs 
about 8 ft. above the fishing stream. One of the Bishop's hands 
was scorched, and death was apparently instantaneous. 
. The Times states that 12 miners have been killed by an explosion 
at Michel. British Columbia. It is supposed that lightning struck 
the exposed signal wires by which current was eon lucted into the 
mine. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 

technical or the eommercial side of the profession and industry, 
also electric tramway and railway officials, tv keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


. Central Station and Tramway Officials.—In the annual 
report of the electricity and tramway departments of the 
Municipality of George Town, Penang, it is mentioned that 
Mr. E. S. HasLAM, assistant electrical engineer, who was on 
leave in England at the outbreak of war, was one of the first 
to volunteer, and he-was in France on active service. Mr. 
C. C. RoGERS, mains superintendent, has acted as chief assis- 
tant engineer in addition to his other duties. 

The marriage took place at Kensington, on August 5th, of 
Mr. Jabez Smita, J.P., electrical engineer, of Faversham and 
Sittingbourne, and Miss Ethel Marv Harnden, of Canterbury. 

At Blackpool, on August 10th, Private J. Н. Downina, of 
the A.S.C., formerly employed at the electricity works, was 
married to Miss H. Caldwell. of Marton. 

The Sydney City Council has now, by the casting vote of 
the Lord Mayor, confirmed the appointment of Mr. S. P. 
Marang, of Melbourne, as deputy-manager of the electric 
light department. The opponents favoured Mr. T. P. Davies, 
from Canada. - 

The Loughborough Corporation has agreed to release Mr. 
W. H. ALLEN as and from August 81st. During the period 
that elapses before Mr. R. B. LracH, the new engineer, takes 
up the duties, Mr. J. H. Dent, the present chief assistant, 
will be in full control, and a special honorarium will be paid 
for the services rendered. 


Malvern U.D.C. has increased the salary of Mr. S. Trow 
SMITH, electrical engineer, by £50 a year. 

General.—The wedding recently took place, at Burnley, of 
Mr. RONALD VICTOR CAWTHORNE, electrical engineering inspec- 
tor of telephones in the Government engineering departinent, 
Burnley, and Miss Jullie McVilty, of Lazonby, Cumberland. 

Mr. Epwin B. Roscog, A.M.Inst.E.E., electrical engineer 
to the Buenos Aires Western Railway, has arrived. in London. 
His address 18: c/o Cocoa Tree Club, St. James's, London. 

Roll of Honour.—Corporal J. E. RussELL, Royal Engineers, 
formerly employed by the British Westinghouse Co., Trafford 
Park, Manchester, bas been killed in action, aged 35. 

Private A. E. Осрем, of the Manchester '' Pals," an em- 
ployé at Manchester Corporation electricity works, has died 
of wounds, aged 24 years. 

Private RoLAND. CLAYTON, formerly employed in Burnley 
electricity department, has died of wounds. 

Flight-Sergeant EDWAkD MEYvNELL, member of the firm of 
Messrs. Н. Meynell & Co., machinery exporters and engi- 
neers, of Accrington, who was an assistant tramway manager 
in the South of England up to a few years ago, has been 
awarded the D.C.M. for gallant conduct with the Royal 
Flying Corps in Egypt. 

Private R. F. Morton, of the Royal Tusiliers (Public 
Schools’ Battalion), killed in action аё. е age of 26 wears, 
was formerly employed by Messrs. Dick, Kerr & Co., Ltd., 
London. 

Sergeant G. Н. Rastaut, Royal Lancaster Regiment, an 
employé in the Manchester Corporation tramways depart- 
ment, has been killed in action. He had won the D.C.M., 
and had also been awarded the Russian Order of St. George 
(Fourth Class). 

Private С. W. WHALEN, of the Manchester '' Pals," who has 
been wounded, was employed by Messrs. Connolly Bros., Ltd., 
Blackley Vale. 

Sergeant J. D. Nixon, Canadian Field Ambulance, Mechani- 
cal Transport, formerly an electrical engineer at Crewe, 
has been awarded the Military Medal. When war broke out 
he was in America, and he made his way to Canada and 
enlisted. 

Private WirtiaM Moss, of the Border Regiment, killed ir 
action, was emploved by the National Electric Supply Co., 
Preston. He was 2Y years of age. 

Lance-Corporal THOMAS QUIGLEY, Lancashire Fusiliers, who 
has been wounded, was formerly employed at the British 
Westinghouse Works, Trafford Park. Private C. L. DARLOW 
(22), of the Manchester '" Pals," formerly employed at the 
same works, has been killed in action. 

Corporal GEORGE Victor Pyne, of the Ist Canadian Batta- 
lion Field. Foree, who belonged to Reading, and was, when 
he enlisted, engaged at Chatham, Ontarip, with the Bell 
Telephone Co., has been killed in action in France. 

Private T. R. Rocers, of the North Eastern Railway Batta- 
lion, Northumberland Fusiliers, who was on the railway com- 
pany’s electrical staff at York when he enlisted, has died ol 
wounds. 

Pnvate ARTHUR HirwELL, of the Leicestershire Regiment, 
and Corporal RicHarps, of the Royal Welsh Fusiliers, whc 
have fallen in action in France, were engaged with the British 
Thomson-Houston Co., Ltd., of Rugby, the former in the 
turbine department, and the latter was a draughtsman in the 
drawing office. 

Private Frank HiNpE. Hayes, of the Signal Department, 
Roval Warwickshire Regiment, killed in France, was for- 
inerly an employe of the British Thoiison-Houston Co., Ltd., 
of Rugby. 

Second-Lieutenant Basi, WHITBREAD, of the Royal War- 
wickshire Regiment, formerly on the staff of the British 
Thomson-Houston Co., Ltd., of Rugby, is reported missing 
and believed killed. | 

Private Harry SrANGEY Lant, of the North Staffs. Regi- 
ment, reported wounded and missing, was on the staff of 
Messrs. Siemens, Ltd., of Stafford. | 

Private Junius Сшшчонү, electrical engineer, of Romiley 
(Cheshire), who was in the Royal Fusiliers (Public Schools’ 
Battalion), has fallen in action in France. 

Private Скокан Mooney, of the Shropshire Light Infantry, 
a Wireman with the Great Western Railway Co. at Shrews- 
bury, has died of wounds. 

The Military Medal, for conspicuous bravery in the field, 
has been awarded to Sapper D. F. ALLEN, who was, when he 
joined, engaged as en electrical engineer at Coventry. 

Lieutenant Dan Hugues, of the Gordon Highlanders, who 
is reported wounded and missing, was an assistant electrical 
engineer at Llandudno. e 

Second-Lieutenant С. C. ManriN, Royal Dublin Fusiliers 
reported killed, aged 24, had entered the Eastern Telegraph 
Co.'s Training School for Submarine Telegraphy, which he 
left to join the Forces. AE | 

Lieutenant J. R. Hopen, R.E., reported killed, aged 32. 
had been employed at the Leigh Cable Works, and subse- 
quently at Hornsey electricity works. . 

Captain Cartton Сомлхотоор, South Lancashire Regi- 
ment, reported killed, aged 27, served his engineering appren- 
ticeship with Armstrong-Whitworths, at Manchester, and 
subsequently became assistant manager of the Vulcan. Foun- 
dry Co., Newton-le-Willows. 

Will.—It is announced that the amount of the net per- 
sonalty of Lapy Kevin's will was £204,041. 
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NEW COMPANIES REGISTERED. 


Ascog Metal Products (Glasgow), Ltd, (9,651).—This 
eepany was registered in Edinburgh on August 9th, with a capital of 
21180 in £l shares (250 five per cent, cum. pref. and 750 ord.), to carry оп 
ve business Of electrica! engineers and dealers іп electrical goods as carried 
а by А. Schonfield & Co., 57, Hope Street, Glasgow. The subscribers (with 
Ж pref. shares each) are: Н. Schonfield, 57, Hope Street, Ulasgow, mer- 
don; С. Samuel, 57, Hope Street, Glasgow, merchant, Private com- 
so The number of directors is not to be less than two,or more than seven; 
» fist are Herman Schonfield, J. C. Samuel, E Samuel, G. Samuel, and 
W samuel, Qualification, 50 pref. or ord. shares. Solicitor: T. H. Paterson. 
Gugew, Secretary: Н. Schonfield. Registered. office: 57, Hope Street, 
Glasgow. 


Association for the Protection of -British -Capital. and 
Property in Enemy Countries, Ltd. (144,578).—This company was registered 
o: August lth, as a company limited by guarantee, with an unlimited 
number of members, each liable for £100 in the event of winding up, to 
hisa and assist members and others by all lawful means (a) in protecting 
od recovering the proceeds of the sale of any business or of the sale of any 
Aures or interests іп any company incorporated or trading in enemy terri- 
ory, or in protecting and recovering loans made to any company or individual 
ia such territory, and (b) in protecting, recovering, realising or obtaining 
compensation for the loss of or injury to property, rights or interests of any 
how] whatever and wheresoever situate, domiciled or enforceable, including 
sick of, and shares in, companies, capital in partnership concerns, bills of 
eschange, promissory notes, mortgages and securities, trade marks and patent 
пом» belonging to or vested in any member or members (either solely or 
кишу with others, and either absolutely or às trustees, mortgagees, incum- 
малеча or otherwise), or in subsidiary companies of which the member or 
members is ог are the majority shareholder, which has been. seized, attached, 
reguisinoned, appropriated, made use of, forfeited, destroved, lost, or injured 
by or at the instigation, or with the connivance or neglect of апу enemy 
country or State, or by any public body or authority, military or otherwise, 
situale in, or acting or purporting to act by the authority or in the- пато of 
an) such country or State, or by апу firm, company ‘or person domiciled, 
established, trading or residing in any enemy country or in a country invaded 
ог occupied by the military forces of an enemy country, or being а citizen or 
citizens thereof; to organise joint action by all or any members for the pur- 
pes aforesaid, to collect information and draw up and present petitions and 
pardeulars of claims, and furnish information to British, Indian, Colonial, 
enis or neutral Governments, &c. It is expressly provided that. nothing 
tal be deemed to authorise or empower the Association to do anything in 
antravention of the Solicitors Acts, 1563 and 1874, or which cannot be legally 
transacted or performed except by a solicitor. The management is vested in 
a council, the first members of which are: Sir Arthur P. du Cros, Bart., 
MP, H, Regent Street, S.W.; the Rt. Hon. Thos. R. Ferens, M.P., Holder- 
ness House, Hull, director of Reckitt & Sons, Ltd.; Joseph Hood, West- 
mioster House, 7, Millbank, S.W., solicitor, director of British-Amieric:an 
Горассо Co, Ltd.; Sir Charles J. Jessel, 21, Austin. Friars, EC., chairman 
of Imperial Continental Gas Association; М, Нинве Lever and John Mce- 
Dowell, both of Port Sunlight, Cheshire, and directors of Lever Bros., Ltd.; 
ond Sie Wiliam E. B. Priestley, M.P.. Rosemount House, Bradford. The 
"onginal members ™ and all British subjects, companies, and firms who shall 
be duly nominated and elected to membership shall be members until death, 
dissolution or retirement, subject to the provisions of the Articles of Associa- 
tuo. No fixed annual subscription is payable, but the expenses are (о be 
wore by members for the time being in such proportion as (in. the absence 
ol espress agreement) the Council may decide, The "original members ” 
are the British-Ameriean "Tobacco Co., Ltd., London; the Dunlop Rubber 
Co, Ltd, London; Lever Bros., Ltd., Port Sunlight; Reckitt & Sons, Lid., 
Hull; the Imperial Continental Gas Association, London; and the above- 
named frst members of the Council. Sir William A. B. Priestley, M.P., 
represents the Bradford Chamber of Commerce. Solicitors: Simpson, North, 
Harley & Co., Liverpool. No notice of situation of registered office was filed 


Ж 


һ the original papers. ` 


CITY NOTES. 


The Compagnie Edison realised net 


French profits amounting to £20,500 in 1915, as 
Electrical compared with £14,000 ın the preceding 
Companies. year. A dividend at the rate of I6s. per 


| - share has been declared, this result con- 
trasting with no distribution for 1914. 

The Société Blectro-Metallurgique Francaise (Froges) re- 
Ports a considerable increase in the value of the turnover in 
15, and gross profits of £252,000, as compared with £64,000 
in WM. After placing £130,000 to the depreciation fund, the 
ni profits permit of the payment of a dividend of £3 per 
care, 

The Compagnie Universelle d’Acetylene et d'Electro-Metal- 
lurgique earned gross profits of £42,000 in 1915. After appro- 
рпайпд £25,000 for depreciation, and making provision for 
doubtful debts, the balance of net profits allows of the pay- 
ment of a dividend of £1 2s. per share. | 

Le Société des Accumulateurs Tudor is about to raise a 
loan in the form of an application which has been addressed 
to the shareholders to make an advance to the company of the 
equivalent to £4 per share. The Compagnie Générale d'Elec- 
tots, which is largely interested in the foriner company, 
has guaranteed the success of the proposed loan, which is to 
^" тера after the war either in cash of by the issue of new 
‘ares at par value. 


(Official, Announcements re Companies.—The following 
will be struck off the register within three months unless 


cause 13 shown to the contrary :— 
Acton Lamp Co. | 


pa ad Electro-Thermal Baths, 
FI Laval Igniter Co. 
98 Transmission Gears. 
es Calculating Machine Co. 
а лейег Exhibition Со. 
x. comal Fuel, Oil & General Trust. 

ew Motive Power Co. 

M Automatic & Mechanical Advertising Syndicate. 
Reet Nut Manufacturing Co. 
heo Haste Engineering Co. | 
Test: Steam Engine & Generator Syndicate. 
Warner | Duplicating Recorder Co. 

j nternational & Overscas Engineering Co. 
W one Syndicate. 
use Steel Casing Co. 


- passed by almost unnoticed. 


Tyneside Tramways & Tramroads Co.—The report states 
that the surplus of receipts over expenses is £4,129. Includ- 
ing balance brought forward, the total to the credit of profit 
and loss account is £41,755. After deducting interest on deben- 
tures, loans, &c., amounting to £1,013, the available balance 
is £4,742. After paying the dividend on the preference shares 
at the rate of 5 per cent. per annum (less income-tax), £601, 
and a dividend on the ordinary shares at 11 per cent. рег 
annum (less income-tax), £1,172, there is placed to reserve 
for renewals, depreciation, and other contingencies £939, in- 
creasing the fund to £23,036; there is set aside for reduction 
of registration and formation expenses, &c., £330, leaving to 
carry forward £700. The traffic receipts show a decrease of 
£1,018 on the corresponding period of 1915. 


STOCKS AND SHARES. 


TUESDAY EvENING. 

The Government have made another excursion into the 
mobilisation business, and this week have published. the 
names of a number of stocks and shares which they are pre- 
pared to accept on loan, but not for purchase, from the 
holders., The terms offered are, on balance, tempting and 
generous. There w ll probably be a rush to take advantage 
of the Treasury's offer; and no particular surprise will be 
felt in the City if the lists are closed pretty soon. 

The effect upon otber investiment stocks has been a 
strengthening. one. ‘The news, too, is excellent, especially 
that from the Russian and Italian fronts. Optimism once 
more begins to raise а confident head. Prices in most mar- 
kets are firm. The 6 per cent. Bank Rate no longer troubles 
or perplexes. The public are bent on buying кіоск. The 
railwaymen’s demand of 10s. a week extra, which in ordi- 
nary days would have collapsed. Моше Railway stocks, is 
What does it matter, investors 
ask, seeing that the railways are being run by the Govern- 
ment” 

Affairs in Mexico and in Brazil seem to be shaping healthily. 
President Carranza has been at pains to explain that when he 
demanded from foreign shareholders in Mexican corporations 
that they should waive their right to appeal to their own 
Governments for the protection of their interests, he intended 
this decree to apply only to shareholders in new corporations, 
and not, as previously reported, to those in established con- 
cerns. There 15 a rising tendeney in the rubber share market, 
the more noteworthy from the fact that the price of the raw 
material is «пу on the down grade. 

Underground Railway stocks do not flourish in the dog 
days. No doubt the London General Omnibus Co. is doing 
well, but this does not prevent a little selling of Districts. 
and of Metropolitans as well. The prices of both are dull; and 
Central London assented ordinary lost the small improvement 
picked up last week. Underground incomes are better at 
913, a rise of 3, on buying in advance of the £3 net dividend 
due on September lst. The steam stocks, on the whole, are a 
good market, influenced by the provement in Consols and 
the expectation that there may be a further development of 
the Government scheme of inobilisation in the direction of 
purchase of foreign stocks, in which case home securities 
could scarcely fail to benefit. 

Substantial improvements in British Columbia Electric Rail- 
way stocks are the feature in their particular market. For 
the last fortnight, it may be recalled, the stocks have been 
steadilv rising; and this week another 4 points gain has lifted 
the preference stock to 66. The preferred and the deferred 
are both 2 points higher; the 44 per cent. debenture at 66 is 
1 up. Apparently the company is overcoming the competi- 
tion of the ‘buses or char-à-bancs which threatened it a little 
while ago; while, of course, there is, besides, the increasing 
prosperity of the Colony as a whole. The financial vear ended 
on June 30th. Maybe American buyers have gleaned intelli- 
gent anticipation of what the report may be likely to show. 

Fear of competition, incidentally, is something of a worry 
to holders of Anglo-Argentine Tramway issues; and the com- 
pany's 5 per cent. debenture stock has fallen 3 to 763, there 
being several sellers in the field. It is dificult over here to 
judge conditions prevailing in Buenos Aires, but the investor 
ол this side will probably trust the Anglo-Argentine Tram- 
ways Board to see to it that whatever competition із threat- 
ened in the capital of the Argentine, effective steps are taken 
to meet it. For the first seven months of the year, the 
acgregate earnings caine to just over 14 million pounds gross, 
showing a decrease of £3,200, as compared with the same 
period in 1915. The Brazilian Traction takings for June came 
to nearly 7 million milreis, an increase of 370,000 milreis above 
those of the corresponding month last year; but expenditure 
in material—especially coal—proved much higher, and, on 
balance, the month's net earnings showed a decrease of 32,770 
milreis. 

Several rises have taken place in electrical supply shares. 
Kensingtons are $ up at 54, which is a remarkable sequel to 
the ‘reduction of 1 per cent. in the interim dividend. Bt. 
James's are } higher, and so are the preference shares of the 
Charing Cross and the Metropolitan Companies. Manifestly 
the buyers are looking forward to the end of the war, dis- 
regarding the immediate conditions, which, as we have ven- 
tured to point out all along, is the sensible thing to do. 
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Telegraph stocks are steady, with a rise of £1 in Great 
Northerns and of 10s. in Anglo-American preferred. The East- 
ern group is firm, without any change. Marconis remain at 
33. The cable manufacturing shares are quiet. A few Cal- 
lenders have come in, and, on this, the price receded to 12}. 

The Mexican utilities are more healthy. There has not 
been so much difficulty as usual in placing the bonds by 
sellers who happen to come along. Mexican Light & Power 
preferred has risen a point to 34. The company's second 
mortgage bonds changed hands this week at 293 and 80. A 
little attention is being paid to the 5 per cent. first mortgage 
bonds of the Pachuca Co., which stand about 30; they are 
guaranteed by the Mexican Light & Power Co., and would 
appear to be aa promising as any in the Mexican group. 

A number of improvements have taken place in the 
Canadian-American power issues. Canadian Generals are 2 
points higher at 121, the preference stock being a point or 
two lower than this. Kaministiquia has risen to 126. Shawi- 
nigan Water is firm at 135, with very little stock about. In 
another continent, the second mortgage debentures of the 
Victoria Falls Co. have hardened to 1003, which is, of course, 
ex the recently-paid interest. The preference shares keep 
about 18s., and, at the price, do not appear to be over-valued. 

Edison & Swan debenture stock is З points up at 60. Elec- 
tric Constructions have a rise of 6d. to their credit this week. 
Babcock & Wilcox are a firm spot at 59s. Further strength is 
shown by the chemical group. In the rubber share market, 
the commodity has gone back without disturbing the firmness 
of share prices. It is a little surprising to notice how con- 
sistent the daily buying is of good-class rubber shares. Base 
metal shares are also good. substantial recoveries in copper 
and tin ane the prices. For August, there is a fair amount 
of business doing round the Stock Exchange, and the pre- 
vailing tendency is firm and optimistic. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Номе ELECTRICITY COMPANIES, 


Dividend Price 
HX Aug.16, Rise or fall Yield 
1914. 1916, 1916. this week, — p.c. 
Charing Cross Ordinary © 6 b — 618 0 
do. do. do. 44 Рге, 44 44 8 +3 6 4 9 
Chelsea .. а E XR 5 4 8 - 618 4 
City of London .. ee vs 9 8 194 = 6 8 0 
do. do. 6 per cent. Pref. 6 6 104 — 614 8 
County of London es x 1 1 li — 8 9 
do. 6 per cent. Pref. : hi ~ А H E : 
ensington Ordinary .. ys t 
London Electric .. aie - 4 8 13 = 610 6 
do. do. 6 per cent. Pref. 6 6 ^ = 618 4 
Metropolitan x is x a 8 9 — 6 6 4 
do. 44 per cent. Pref. 4 t 4 і 740 
St. James’ and Pall Mall . 10 8 Баха + 616 4 
South London  .. "m - Б б — 8 18 10 
South Metropolitan Pref. xs 7 1 1 — 6 4 6 
Westminster Ordinary .. .. 9 7 — 614 8 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. ы» 6 6 1084 +4 616 0 
do. Def. .. .. 90]. 88/6 284 — 789 
Chile Telephone .. Vs “з 8 8 61xd — 518 65 
Cuba Sub. Ord. .. RE vu 6 5 — 618 
Eastern Extension - АР 1 8 ls — *% 8 6 
Eastern Tel. Ord. E т 1 8 148 — (67 9 
Globe Tel. and T. Ord. .. - 6 7 12 — % 8 8 
do. Pref. is 6 6 10j — 510 4 
Great Northern Tel, .. -- 22 7 89 + 1 612 9 
Indo-European... ux .. 18 18 48 = 6 12 8 
Marconi... T «c 10 1) Bj — 8 4 0 
New York Tel. 44 Bs . 44 43 99} — 410 3 
Oriental Telephone Ord. . 10 10 23h — 5 0 0 
United R. Plate Tel, .. - 8 8 61 - *518 6 
West India and Рап, .. sis 1 — 1 — — 
. Home Raita, 
Central London, Ord. Assented 4 4 74 —1 6 8 1 
Metropolitan Ae > "e 1 1 96 — 818 6 
Underground Electric Ordinary Ми Ni {н b = Nil 
ndergroun ectric Ordinary = 
З do. do, "A" .. NI Nil ed — Nil 
do. do. Income 6 6 91à + ? 6 11 2 
Кокан Trams, &c, 
Adelaide Sup. 6 per cent. Pref. 6 6 6 — воо 
Anglo-Arg. Trams, First Pref. 8i => 130 
do. 2nd Pref. .. 8 — — 
до. 5 Deb. ее Б б ai — 6 10 4 
Brazil Tractions .. vus T 4 4 61 — 610 0 
Bombay Electric Pref. .. ,.. 8 6 104ха == 614 8 
British Columbia Elec. Rly. Pfce. 6 6 66 +4 711 6 
do. do. Preferred — Nil 41 +2 Nil 
do. do. Deferred — Nil 45 +9 Nil 
do. do. Deb. 44 4 66 +1 6 8 9 
Mexico Trams 6 per cent. Bonds — МІ 40 — Nil 
о. 6 per cent. Bonds — ¿ Nil B1 — Nil 
Mexican Light Common 25 Nil Nil 90 == Nil 
do. Pref. .. " Nil Na 84 41 Nil 
do. 1st Bonds BE Nil Nil 40 — — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox E . 14 16 tá + 6 2 0 
British Aluminium Ord. ace b 1 26/- = 698 
British Insulated Ord. .. .. 15 nt 19 — 7 510 
British Westinghouse Pref. .. 7À 1 Б1/- — 517 8 
Callenders .. v Vs .. 16 2 1 — 1i 8 8 4 
do. b Pref. oe ee 5 6 =» 5 17 8 
Castner-Kellner .. s . 20 — — 6 6 8 
Edison & Swan, £8 paid Ni — 9 = Nil 
do. do. fully paid .. Nil — 1 — Nil 
do. do, 6 per cent. Deb. b 6 60 48 8 6 8 
Electric Construction .. E 6 74 17:6 4 ва. 811 6 
Gen. Elec. Pref. es ве ee 6 6 9i — 6 1 6 
Henley ee ee ee oe 20 25 16 -— 8 1 8 
do. 43 Pref, ee ee ee 43 4$ 4 = 6 19 6 
India-Rabber ee ee ee 10 10 13 ==> 08 6 8 
Telegraph Con. ee ee ee 20 20 89 — re 4 0 


* Dividends paid tree of income-taz, 


MARKET QUOTATIONS, 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, August 16th. 


: Latest Fortnight's 
CHEMICALS, &c. Price, бн 
a Acid, Oxalíc oe ee oe ee per lb. 1/8 ae 
a Ammoniac Sal эз és -. рег ton £75 KA 
a Ammonia, Muriate (large crystal) б £54 | - 
a Bisulphide of Carbon... s A £23 es 
a Borax.. ee oe on oe » £34 
a Copper Sulphate .. a m ʻi £51 
a Potash, Ch orate ee ee ee per Ib. 2/6 
a , Perchlorate ‘ee ee ” 2/- 
a Shellac Sa x eg .. рег смі. 98/ 
a Sulphate of Magnesia  .. .. рег ton &18 : 
a Sulphur, Sublimed Flowers  .. T £15 
a эт Lump .. E t "n £12 10 
a Soda, Chlorate oe ee per Ib. 1 
a T к le - m .. per ton 120/ : 
a Sodium Bichromate, cask .. per lb. | 
METALS, &c. 
c Brass (rolled metal 2" to 12" basis) per lb. 1/22 to 1/3 T 
c ,» Tubes (solid drawn) s " 1/3 to 1/34 |id.toàd.ia. 
c » Wire, basis .. f eu уз 1/3 to 1/8} . 
c Copper Tubes (solid drawn i vi 1/6 to 1/64 id. inc. 
g » Bars (best selected) .. per ton £146 e 
g [T] Sheet oe es oe ” £146 
g Rod .. ie T xs e £116 
d ›, (Electrolytic) Bars es » #125 
а 99 11 Sheets oe ve £143 
d 4 ” Rods am ” £182 
d , » H.C. Wire per Ib. 1/34 а 
f Ebonite Rod.. ee oe oe » 3/- | ee 
f » Sheet ee ee ees 99 2/6 = 
n German Silver Wire ..  .. "n. 2/8 e 
A Gutta-percha, fine.. се ee " 6/10 T 
A India-rubber, Para fine .. T уз 2114 114. inc. 
i Iron Pig (Cleveland warrants) .. рег ton Nom. či 
[1] Wire, galv. No. 8, P.O. qual. ” 496 oe 
g Lead, English Pig.. .. .. » £31 80/- inc. 
g Mercury t E oy .. per bot. 1217 12 6 to £17 16 . 
e Mica (in original cases) small .. per lb. ба. to Bj- ks 
€ » " » medium ” . 


8/6 to 6/- . 
M. , QM . 1/6 to 14/- & up. oe 
d Silicium Bronze Wire .. .. per ib. 1 


г Steel, Magnet, in bars .. .. per ton 7 
g Tin, Block (English  ..  .. £175 to £173 |£4to £8 ine. 
n » Wire, Nos.1 016 .. .. per lb. 9/10 ЖО? 


Set pe date А os оз орн ые ут EXE TERT 
Quotations supplied by— 


g James & Shakespeare. 

A Edward Till & Co. 

i Bolling & Lowe. 

| Richard Johnson & Nephew, Ltd. 
п P. Ormiston & Sons, 

г W. F. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co, 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd, 


Calcutta Electric Supply Corporation, Ltd.—Units sold 
during five weeks ended June 30th, 9,354,014, compared with 
2,355,478 units in the corresponding five weeks of 1915. The 
slight reduction is owing to rains and cooler weather tbis 
year than last. 


W. T. Henley's Telegraph Works Co., Ltd.—Interim 


dividend on the preference shares at the rate of 44 per cent. 


per annum, less income-tax, and on the ordinary shares at 
the rate of 10 per cent. per annum, less income-tax, for the 
half-year ending June 30th. The interim dividends in 1915 
were at the same rates. à 


Electro Bleach & By-Products, Ltd.—The directors have 
declared an interim dividend in respect of the current year 
of 3} per cent. (less income-tax at 4s. in the £) on the pre 
ference shares. 


South Metropolitan Electric Light & Power Co., Ltd.— 
The transfer books are closed from August 18th to 3ist for 


- the preparation of warrants for dividends for the half-year on 


the 7 per cent. and 6 per cent. cum. pref. shares. 


Fairbairn, Lawson, Combe, Barbour, Ltd.—Owing to 
war conditions there will be no interim dividends on the pre- 
ference or ordinary shares. 


Metropolitan Electric Supply Co., Ltd.—Interim dividend 
of ls. per share (at the rate of 2 per cent. per annum) on the 
ordinary shares, less income-tax. 


Waste Heat & Gas Electrical Generating Stations, Ltd.— 
Interim dividend, 2} per cent., less tax. 


Montreal Tramways Co.—Quarterly dividend of 23 per 
cent., waking 10 per cent. for the year ended June 30th. 


Crossley Bros., Ltd.—Interim dividend, 5 per cent. рег 
annum on the ordinary shares. 


Stewarts & Lloyds, Ltd.—Interim dividend of 10 per cent. 
on the preferred ordinary shares. 
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THE CENTRALISATION OF ELECTRICITY 
SUPPLY. 


[COMMUNICATED.] 
2 «d СЕЗЕ СМ. 


LaTELy there has been ап epidemic of proposals 
for the centralisation of electricity supply. Some 
would nationalise it right off, while others, more 
cautious, would generate through semi-national 
authorities controlled by a board of representative 
men with large legal powers. In his Institution 
paper, Mr. Williams suggested that the Board 
should be made up of a president, six electrical 
engineers, one lawyer, one accountant, one financial 
member, and one parliamentary member. 

When one thinks over the proposal, one cannot 
but feel that Parliament may be in no mood to take 
half measures. Even now many influential parlia- 
mentarians advocate the immediate nationalisation 
of railways and other businesses, and if a Centralis- 
ing Bill were introduced into the House, Socialis- 
tically-inclined members would undoubtedly declare 
that it was a golden opportunity for the nation to 


take over the monopoly of electricity supply. Let 


us not forget the fate of the telephone. Мапу 
benehts were to accrue when the old company was 
taken over, but so far we have seen only heavier 
charges and the flight of the erstwhile liberal profits, 
For the same fate to befall the electrical industry 
would be a calamity so far-reaching that one would 
not wish to contemplate it. `. | 
Again, why centralise the control of electricity 
generation at all? 
the fact that their plan means that one set of minds 
will be set to do the work now carried out by a 
multitude? In other words, that tt means the 
sterilisation of the minds of our most capable men? 
It is easy to assume that a Controlling Board will 
be sympathetic towards new ideas. But who ever 
found a Board that was so? A little thought will 
show that it is unreasonable even to expect it. Men 
who rise to places of high authority under Govern- 
ment аге men who have-proved themselves safe, 
men who are good talkers, 
appeals to the kind of men who become members 
of Parhament, and, if: one may hint it, men who 
have influence behind them. The pioneer and the in- 
ventor do not appeal to committees of selection. 
Often the inventor is a shy man with a mixture of 
difidence and tactlessness that quickly rules him out 
of court. It was said once that Mr. Marconi spent 
his holidays putting kings and queens at their ease 
by his charming manners. If all pioneers were 


like him, the problem of centralisation would be , 


easier; but, unhappily, Mr. Marconi is the excep- 
tion. a 

Mr. Williams's Board of Control would be for all 
the world like the Council of the I.E.E. The presi- 


dent would be a gentleman of highly digrified. 


appearance with frreproachable manners, and the 


rest of the Board -would be just the kind of men ` 


that we see year by year at our arfnual meetings. 
Only there would be this difference: the Council 
of the I.E.E. 15 open to improvement to some 
degree, if the members will only take the trouble 
to vote in new blood, but the Board of Control 
would be appointed for life. It would, further, be 
walled in by laws and regulations, and not infre- 
quently would have to spend more time considering 
its terms of reference than in working out techni- 
calities. Тһе more active members of our industry 
might fret and fume at the slowness of progress, 
but the legal member of the Board would continue 
to draw up memoranda proving that the energetic 
ones were really ignoramuses who were not aware 
of the legal points in the said terms of reference, 
while the accountant would spend much time in pre- 
paring a flood of unnecessary forms to be filled up 
on every conceivablé topic, in the manner of the 


ments. 


Do those who demand it grasp' 


whose personality’ 


` ernment departments won't fil the ЫШ. 


War Office, so greatly admired (!) by our long- 
suffering officers. Some people may contend that 
there would be opportunity for progressive men to 
join the Board. This hope is a delusion and a snare. 
All councils and boards of control hang together, 
whether of institutions, associations, or golf clubs, 
and once a majority has passed a resolution, 
etiquette demands that all shall support it. The 
bigger the business controlled by the Board, the 
more unprogressive it must be, for the more severe 
wil be the criticisms of failure through haste to 
take up new ideas. Accidents and mistakes occur 
in small businesses, but after necessary changes 
have been made, they pass out of mind. But where 
there is a Board of Control, every untoward event 
is the subject of careful inquiry, which, in turn, 
results in an ever-multiplying variety of regulations 
which are distributed by headquarters to all depart- 
This is the origin of the red tape which 
strangles Government departments and destroys 
initiative in men, who, under different conditions, 
would take a high place in commerce. Life means 
continual adjustment to environment, continual 
change, and endless variety, and live businesses act. 
accordingly. The best practice of to-day will be 
obsolete to-morrow, and live engineer-managers 


‘make it their business to ensure that they will leave 


things in a different state from that in which they 
found them. But the ideal of a Government depart- 
ment is to formulate perfect regulations with which 
everyone must comply, and it is the insistent aim 
of governing heads of departments to frame such 
rules that no servant will ever require initiative. 
Following this hope, our legislators year after year 
sit in the House passing laws for the guidance of 
the country, with the result that the vast majority 
of the said laws fall into oblivion and are heard of 
no more in everyday life. Let us be thankful that 
it is so, for if the truth were known, most of us are 
infringing some of them every day of our lives. 

An industry which is growing at the speed of 
electricity supply requires freedom from unreason- 
able restraint, and not a growing accumulation of 
shackles and chains. It requires foresight and bold 
initiative, and not an eye riveted on musty prece- 
dent; it requires for captain the adventurous spirit 
who, Columbus-like, .will venture out on the great 
unknown ocean in frail inefficient craft, and not the 
entirely safe man who won't leave port until some- 
one else has built the large, comfortable liner. d | 

еу 
carry out everything in a niggling and obstructive 
spirit, with the idea of fulfilling to the uttermost all 
the Acts of Parliament under which they work. 
The raucous voice of the House of Commons 
gentleman who wants to know by what authority 
this or that official did this or that thing, for ever 
rings in their ears and deadens them to progress. 
-Anyone who is keen for the nationalisation of our 
industry would do well to read the evidence given 
before the Air Commission, bearing in mind that the 
urgency of the war might be expected to do some- 
thing towards bringing in a spirit of eager endea- 
vour to help our brave flying men; of whom so few 
can possibly come unscathed through the war. Yet 
even with the urge of military peril pressing too 
hard. on them, some of the evidence revealed а 
state of things which filled us with loathing, and 
the enemy with derision. 

A remark of one of the judges throws light 


on the difference between the methods of a 
Business Man and those of a Government 
Ctticial. The judge told a witness that very little 


of his evidence would have been accepted by a court 
of law. Now, the interesting point about this is 
that very little of tlie evidence on which a business 
man is in the habit of forming his conclusions would 
pass in a law court. Where a judge trusts to accu- 
mulated evidence, a business man trusts to .judg- 
ment, experience, and intuition. Had a competent 
{ 
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business man been sent to look into the aeroplane 
department, he would have held no inquiry in the 
manner of:the law courts. He would himself have 
gone to France. He would have visited factories. 
He would have talked privately with many men. 
Then hé would have dismissed some, promoted 
others, re-arranged things, and, more particularly, 


he would have encouraged the better men to do ` 


their best. There would have been no mass of 
written questions and answers, and perhaps not 


even any report to speak of, but everything would . 


have gone better, and output would by now be in- 
creasing with leaps and bounds. That is the differ- 
ence between Government and private control. Of 
course, private concerns often are badly managed, 
but these go into the Bankruptcy Court and meet 
an end more or less painful. Government concerns, 
when they fail in their duty, hang on to the nation 
and drag it down as a drowning man drags down 
his would-be rescuer. 

Lest it should be thought that I am exaggerating 
.the deficiencies of Government departments, I 
would remind readers of incidents which can be 
paralleled multitudinously by all who have experi- 
ence in that direction. Take our Patent Depart- 
ment. Only by continual pushing has it been com- 
pelled to give our manufacturers licences to use 
enemy patents. And when our own patentees ask 
that the duration of patents be extended to compen- 
sate them for non-manufacture of patented articles 
owing to the Government having requisitioned fac- 
tories for war material, the Board of Trade not 
only denies that it can do anything, but states that 
it does not even intend to ask Parliament to do any- 
thing. Fancy running a competitive electricity sup- 
ply business on these lines! 

Or may we recall the change made a few years 
ago by the Parcel Post Department? They used 
to send parcels by baskets, and breakage was almost 
negligible. Then someone thought that bags 
would be cheaper than baskets. So bags were used 
and, as might have been foreseen, the breakage of 
parcels was appalling. Anyone who sees the bags 
being thrown about at railway stations knows how 
it happens. But the Post Office would not rectify 
the error, and the breakage goes on year by year, to 
the great loss of the nation. A personal experi- 
ence will illustrate what happens to thousands of 
unfortunate people who send parcels by post. 
Some time ago I sent a carefully packed felt hat per 
post, which arrived a complete wreck. The local 
postmaster inspected the remains, and, with a smile, 
remarked that sometimes these things got through 
unbroken, but that there was no responsibility of the 
Post Office, as cardboard boxes should, according 
to rule, be protected by a crate. I suggested that 
the public could not know the rules, and that the 
Post Office girls should tell senders about them. 
The postmaster was horrified at this idea, and stated 
peremptorily that people who sent goods per post 
. Should first read the book of the regulations and 
comply with them! A friend in the Post Office 
summed the matter up thus:—Said he: ''It's like 
this. A lady sends a hat, someone else a rabbit, and 
another a bottle of medicine/ When they arrive 
here, the rabbit is mixed up with the hat and the 
medicine is running over them both." Again, one 
cannot but say, fancy running the electricity busi- 
ness like that! | 

One may recall one other experience, which, 
doubtless, ig familiar to many. Some time ago the 
. Telephone Department issued a batch of instruc- 
tions to the telephone girls, with this kind of 
result : — | 


Telephone User (calling Exchange): ‘‘ Three, 


please." | 

Operator (desperately): '' Will you kindly say 
‘Little Puddleton-on-the-Marshes, three’? " 

User: “ Why should I? You know quite well 
what I want." : 


Operator: ''It's the orders, and I cannot attend 
to you otherwise." 

User: “ Oh, all right. Here you are. Will you 
please get me Little Puddleton-on-the-Marshes, 
three? Will that do? " | 

Operator: ‘‘ Number engaged." 

This kind of thing went on for weeks in small 
towns where there was*Ao possible excuse, until the 
telephone girls were worn\out, users were in a per- 
petual state of bad — the working of the 


system was upset. . | 
One can only hope that our industry will not be 

put under the control of Parliament to be subject 

to this kind of thing. On July \e5th, Mr. Ashley 


. entertained (that is how the report fg the Press puts 


it) the House of Commons for nea an hour by 
telling them how money was wasted Ҹу the War 
Departments, at a time when every peiMiy counts. 
The War Office wanted 30,000 packages of tapioca.. 
Of these they bought 10,000 packages dire&t from a 
tapioca merchant, 10,000 at a higher price thyough a 
grocer, and a second 10,000, also coming frm the 
same firm, and also at a higher price, from an} !ron- 
monger. A master tailor in a regiment was\ paid 
£25 for keeping non-existent suits of clothes in 
order. Over £700,000 was spent in converting\ten 
oil-tank vessels into transports, and re-conver 
them again, quite uselessly, and so on. We ао, 
most of us, know of influential gentlemen who 
getting good pay in army departments during t 
war for doing mighty little. We also know of oth 
cases where pensions are withheld, and whe 
tradesmen are quite unable to get their bills paid 
Many of us also know of cases where money coul 
be saved by a little experimenting, if-only the top 
hatted, frock-coated man would listen to the fitter, 
but that is not the way in Government departments. 

By all means nationalise the liquor industry. We 
want to reduce the nation’s drink bill, and that will 
do it to admiration. But electricity supply ,has not 
yet come to that pitch, and something else is 
needed. | 

A word with regard to centralisation without 
Government control. This is not quite so bad as 
nationalisation, but it has many of the same vices. 
The president, who when appointed is full of push 
and go, settles into staidness and sobriety. One 
calls to mind the railway manager who would not 
allow a bogey carriage on his line, because he felt 
sure it would run off the rails, and they had to wait 
until he went to heaven before the improvement 
could be added. But our railways, while not active 
in making improvements in the way that we under- 
stand that word in the electrical industry, have this 
advantage, that they are not all under one board. 
When the North-Western, Midland, and other great 
lines have turned down a new idea, there is always | 
a chance that the inventor may have luck with one 
of the other companies. One would hardly care to 
think of what state our railways would have been in 
to-day if the whole lot of them had been controlled: | 
by one board for the past dozen years! Centralised. 
control would be wrong for our railways, at any 
rate in the present state of development of this 
nation, and it would be even more wrong for elec- 
tricky. If one of the provincial stations wanted to ~ 
use steam at 400 Ib. pressure, why should the Board 
have power to tell them to wait until some other 
nation had proved that it was satisfactory? And 


if the staff at some other station feel themselves 


totally at) variance with the policy of the Board of 
Control, why should they, in the name of etiquette, 
find themselves compelled to maintain a dire silence, 
when they feel that outspoken criticism would do a 
world of good? Boards of Control of all kinds are 
only too apt to become like Government depart- 
ments. Everyone treats the members with pro- 
found respect, as if, indeed, they were a bench of 
bishops, because it is the only way to keep in with 
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them. They, in turn, become portentous in de- 
meanour, and even come to believe that they know 
more about things than the men whom they control. 
Then the members spend so much of their time 
pottering about committee rooms, and that kind of 
thing, that they lose touch with the technical side 
of the industry, although, of course, no one dares 
to tell them so. Also, they acquire large salaries 
and titles of various kinds, and with these their 
women folk demand that they shall spend much time 
in attending social functions suited to their exalted 
rank. Now, it is the use that a man makes of his 
spare time that determines his real place in his 
profession, and no man can continue to do the 
highest work if he also strives to maintain a place 
in society. Of course, the private individual may 
try to do this, but he merely drops behind and takes 
a lower place. But where such a one holds high 
position officially, he is only too apt to hold back 
the whole industry. 

One may sum all this up by giving a type of 
standard letter which we may imagine has been sent 
to some pushful young fellow who, in his inexperi- 
ence, desires the Board to give special terms to a 
new consumer. The said consumer is willing to 
spend much money on plant to introduce a new 
electrochemical process, but wishes the electricity 
supply authority to give him special terms to make 
it worth his while to run the risk. The pushful 
manager writes a long letter, pointing out that the 
station happens to be in a position to do just what 
is needed, and that he feels sure that it will bring 
about an outlet for their energy which will speedily 
bring in fine profits. Well, one knows the reply to 
this kind of thing. It runs something like this: — 

" Sir,——I am directed by the Board of Control 
to acknowledge receipt of your letter. The Board 
of Control directs me to point out that, under the 
rues and regulations which govern the Board's 
actions, they have no power to depart from the stan- 
dard tariff.—I am, sir, your obedient servant, ——.”’ 

The first time a man gets this kind of thing he 
feels as if he had slipped on a banana skin and sat 
down in a puddle. After a time he loses interest in 
progressive work and becomes a true official, and, 
when grown old, he mày even take a delight in 
Jumping on the next generation of men who have 
come out of college and the workshop crammed full 
of ideas for helping humanity. 

But, it may be asked, what can be done to push 
the industry on? To reply to this would take up 
too much space for this article, but I will give a 
few heads on which there might be action. First 
of all, we might set up a Board drawn from the 
then Councils .of bodies such as the I.E.E., the 
I.M.E.A., the Civils, the Railway Companies, and 
other interested parties. A Board selected thus 
would keep in living touch with the industry, 
and not tend to lose touch with new ideas as 
would be the case with a permanent Board. 
Funds should be collected by legal levy from 
the departments concerned, and with these a 
permanent laboratory should be set up with trained 
staff. This might well be a branch of our admirable 
National Physical Laboratory. The laboratory 
would test materials, including metals, coal, oil, &c. 
It would undertake the testing of plant of all kinds 
from the working of 20,000-Kw. steam turbines to 
the performance of voltage regulators. Many of 
these tests would continue over long periods, and 
the staff would draw up reports on results obtained 
in actual working. One has only to think of Diesel 
engine and steam turbine experience to see how 
testing of this kind would help progress. Or take 
the experiments now going on with steam at 400 lb. 
pressure. We have reports that this is completely suc- 
cessful, and yet many men will continue to put down 
plant for 200 Ib. pressure until the 400 Ib. results 
have become common knowledge. With the re- 
sources of an expert staff to test and follow up 


results with the higher pressure, many years of 
waiting would be saved, while the results obtained 
in the pioneer stations would be at the service of 
the whole industry. | 

The laboratory would, further, index and classify 
faults which occurred in all kinds of plant, whicb 
would prevent the repetition of the same defect 
long after the causes and remedy had been found 
out. It would advise the Local Government Board 
on the duration of loans based on the actual life of 
plant. It would advise Government Committees as 
to the desirability of linking-up and bulk supply, 
and would thus help the amalgamation of supply 
authorities in large areas. The London question 
alone would occupy much of its time, and we alt 
know the vast possibilities that there are there for 
the elimination of waste. With the aid of a paid staff. 
the Board would draw up schemes by which all 
extensions would go to large efficient stations, while 
unnecessary stations would be wiped out as cheaply 
as possible. It would fix standard voltages and 
periodicities, and advise on ways and means for 
bringing everyone into line as far as possible. 

The Board would, further, grant diplomas to pro- 
perly educated electrical engineers, thereby raising 
the status of the profession to that of lawyers and 
dcctors. It would supervise and license wiring con- 
tractors and eliminate the nondescript man who 
goes into wiring because he has failed in everything 
else. It would, further, test apparatus and materials 
used in installation work, and grant certificates 
where the same were satisfactory. This, work is 
now carried out in some other countries, and is 
really required urgently here if we are to avoid a 
very unpleasant time in the near future, when much 
of the present bad wiring begins to yield to the 
stress of service for which it was never suitable. 

Doubtless additional opportunities would arise for 
useful work, but the above programme would do 
for a beginning. The proposals here set forth have 
the great advantage that, while they would make 
it harder for those engaged in the electrical industry 
to follow the wrong path, those who are doing good 
progressive work would be able to continue their 
efforts without the fear of unreasonable interference. 


! 


SPANISH INDUSTRIES AND TRADE. 
[INFLUENCES OF THE WAR.] 


IN an exhaustive report prepared by U.S. Consul-Generaf 
Carl Bailey Hurst it is stated that the commerce and industries 
of the Barcelona district underwent marked changes during * 
1915, and the resulting situation with its new problems was 
capably met by local merchants, manufacturers, and others, 
in spite of extraordinary difficulties. He says it may be 
conservatively stated that the value of the commerce of the 
district as compared to that of the whole country is 85 per 
cent. of the imports and 65 per cent. of the exports. Figures 
regarding the commerce of Barcelona are small as compared 
with those of other great mercantile centres of the world, ' 
but in reality this trade is of great importance, owing to the 
situation of the port between the Western Hemisphere and 
Europe. It is the confluence of the manufacturing activity 
of Catalonia, and the warehouses and depóts of Barcelona 
may be regarded as the storehouses of the entire country. 
The city, with its surrounding Provinces, may be said to have 
experienced an era of exceptional industrial activity in 1915, 
and in spite of the many hindrances to commerce from which 
it suffered, its importance in the world's trade has increased. 
-The imports from the U.S.A. during 1915 would have been 
far greater had not the lack of vessels and the freight rates 
interfered with the development of American trade through- 
out this district. Nevertheless, 1915 was by far the best 
year American merchandise has ever had in Barcelona; new 
lines of goods have been put upon this market with success 
that promises a lasting demand. The war does not seem to 
have had an altogether harmful influence on the banks of 
Barcelona and vicinity. The mercantile world and the public 
generally have adhered to their habits of saving and to con- 
servative business transactions. The tendency that has been 
noticed for. some years toward the absorption of banking 
negotiations by the Barcelona branch of the Bank of Spain 
has been accentuated. The personal wealth of the public is - 
not known, and it is accordingly impossible to fix exactly 
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the proportion of local capital invested in local commerce and 
industry. The confidence of local investors in home condi- 
tions is readily shown by the rapid absorption of new bond 
issues by the municipality or by the provincial Government. 


During 1915, 82 new joint stock companies were registered | 


in Catalonia with a total capital of £576,470, nearly 40 per 
cent. of the capital thus invested in the whole of Spain during 
the year. A notable peculiarity of these companies is that 
they represent entirely Spanish capital, no foreign capital 
having been invested in this way, as has been the case in 
previous years. Mr. Hurst reviews the exchange situation, 
and details the railroad construction that has been under 
taken. He next proceeds to discuss the local industries com- 
pared with those of the rest of Spain. In this connection he 
refers to five classes of tariff for taxation. ‘‘ The third tariff," 
he states, '" embraces manufacturing industries, including cot- 
ton, woollen, and silk textiles, drugs, chemicals, leather 
goods, metals, machinery, and others, with a total of 57,439 
ccntributors. There were 9,832 of these industries in. the 
Province of Barcelona, followed by Valencia, with 3,703. 
Other Provinces in the district contained large numbers of 
contributors under this classification, amounting altogether to 
50 per cent. of the whole number of contributors. In this 
district are centred the manufacturing interests of the coun- 
try. The woollen industries number 2,087, of which 660 are 
in the Province of Barcelona, 149 in Burgos, 116 in Gerona, 
and lesser numbers in other Provinces of this district, making 
a total of 75 per cent. of the whole woollen industries of Spain. 
The cotton industries have 1,520 establishments, of which 
1,155 are in the Province of Barcelona, 120 in Gerona, 31 in 
Tarragona, 34 in the Balearic Islands, and smaller numbers 
in other Provinces of the district, making 95 per cent. of the 
cotton industries of Spain. The silk industries number 9252, 
of which 50 per cent. are in this district, 101 being in the 
Province of Barcelona alone. Sixty per cent. of the mixed 
silk, woollen, linen, and cotton industries are in this consular 
district, over 50 per cent. being in the Province of Barcelona. 
Of other textile mills, numbering 1,938, 85 per cent. are in 
this district, 756 being in the Province of Barcelona. There 
are 8,821 different kinds of plants making machinery, of 
which 75 per cent. are in this district, 2,393 being in the 
Province of Barcelona.’ Out of 355 paper factories, 67 per 
pent Bre in this district, 147 being in the Province of Barce- 
ona. | 

Many of the Provinces of Spain have industries more or 
less peculiar to themselves, and their centralisation in various 
localities is frequently the result of natural causes. Catalonia 
is the greatest manufacturing part of Spain, and activity in 
this line has spread to some adjacent Provinces. The Viz- 
cayan Provinces are the seat of the principal blast furnaces 
and metallurgical industries, the Asturias are famous for 
their coal mines, and the Galician Provinces for their 
fisheries. б 

The effect of the war оп this district, wherein is centred 
s) much of the industrial life of Spain, has been at once 
favourable and harmful. It has created a demand in new 
markets for certain manufactured articles and, at the same 
time, it has encumbered with difficulties the means of secur- 
ing raw material for their production. Local manufacture 
depends primarily on coal, which is imported annually in 
large а to supply the industrial plants. The interrup- 
tion of regular imports threatened for a while to paralyse 
manufacture hereabouts, but the Government removed both 
customs duty and transport tax on imported coal in April, 
1915, and soon large shipments began to arrive from the 
United States. 

Although this district produces a great deal of iron, manu- 
factured articles of this metal have been imported exten- 
sively. Machinery and hardware of various classes were 
brought before the war from points with which traffic is 
now stopped, and some local industries have consequently 
suffered from the lack of machinery and parts while the raw 
material for their manufacture was at hand. The price of 
iron in Spain is nearly double that in other countries, while 
manufactured articles are admitted with a duty of approxi- 
mately 20 per cent. ad valorem, and this has apparently had 
the tendency to retard the development of local industries 
in this line. A similar condition is noticed in regard to copper, 
produeed here in large quantity, but almost all exported. 
The lack of sulphate of copper has been a menace to many 
industries. 


The textile interests of this district have suffered for want 


of colouring material, heretofore imported almost exclusively 
from Germany. and there has been а great demand for 
chemical products, aniline oils, varnishes, and other materials. 
While the requirements of the moment have been met, it 
has frequently been at great expense, and, although most of 
the mills and factories have been running, the net profits 
to the manufacturer have not been as great as might appear. 
Barcelona under normal circumstances ranks after Liver- 
pool, Bremen, and Havre as the fourth cotton port of Europe. 
There was increased activity of the Barcelona cotton market 
in the campaign year 1914-15. К 
The Spanish cotton industry employs over 2,100,000 spindles, 
of which 2,000,000 are located in Catalonia. The labourer 
employed in Barcelona and neighbourhood in the cotton in- 
dustry works about 3,000 hours annually, or 62 hourg a week, 
with 11 to 15 traditional and local holidays, besides the 52 
‘Sundays and 11 fixed holidays. In mountain villages he 


works 66 day hours and 48 night hours weekly, or a total of | 


kaw 


114 hours a week. The average weekly wage in this indu 

is from 3.60 dols. to 5.40 dols. for men, 2.70 dols. to 3.96 dols. 
for women, and 1.44 dols. to 2.16 dols. for children. The 
price of motor power is from 22.50 dols. to 27 dols. annually 
per H.P. in the river valleys and 0.009 dols. to 0.0144 dols. 


‚ per kilowatt-hour in the plains for not less than 3,000 hours 


a year. 

The cotton-textile industries of Spain, as classified for the 
collection of the industrial tax, comprise 365 machines for 
spinning and twisting yarn, of which 260 are in the Province 
of Barcelona and 73 in Gerona; and 46,175 looms, of which 
323,883 are in Barcelona and 3,799 in Gerona. 

The wool industry of this district is most intensive in the 
cities of Sabadell, Tarrasa, and Barcelona. In the mills of 
Sabadell there are 66,511 spindles for spinning wool, 64,131 
for twisting yarns, and 1,645 looms, employmg altogether 
9,000 hands and producing annually goods to the value of 
7,350,000 dols. In Tarrasa there are 37,800 spindles for 
spinning, 54,000 for twisting, and 1,300 looms, besides finish- 
ing establishments. The wool industry of Tarrasa employs 
5,000 hands and turns out finished products with an average 
annual value of 5,310,000 dols. Other towns in which this 
industry flourishes are Alcay, Bejar, Bocairente, and Ante- 
quera. 

At Tarrasa there are 136 combing machines employing 400 
hands, at Sabadell 30 such machines, and at Bejar and Ren- 
teria 14, making 180 machines in Spain, served altogether by 
530 operatives and consuming about 3,960 metric tons of wool 
per year. The number of spindles employéd in wool spinning 
are 46,800 at Sabadell, 43,000 at Tarrasa, 18,800 at Barcelona, 
and 10,400 at Badalona, Renteria, San Juan de las Abadesas, 
Puigcerdó, and Gerona, making a total of 119,000 spindles. 
This branch of the industry employs 2,000 hands. . 

The metallurgical plants at Sestao and Baracaldo, near 
Bilbao, have modern coke furnaces and rolling mills for 
making steel rails and sheet iron. They, with another plant 
called the '' Iberia,” formed in 1902 a combination known as 
the ‘‘ Altos Hornos de Vizcaya," the greatest metallurgical 
enterprise in Spain, and produce all kinds of iron and steel, 
machinery, and hardware. There are also important furnaces 
in the Asturias and the Government maintains a foundry at 
Trubia, in Asturias, for the produetion of steel for” cannon 
and projectiles. All of these establishments are fitted out with 
thoroughly modern appliances for an industry which is con- 
stantly assuming greater importance. 

The neighbouring Provinces of Leon, Palencia, and Gerona 
produce between 400,000 and 500,000 tons of coal annually, 


„the Provinces of Barcelona, Teruel, Guipuzcoa, the Balearic 


Islands, and Zaragoza produce about 275,000 tons of lignite, 
and at accessible distance from the furnaces much lead and 
iron are mined. The Province of Vizcaya produces about 
3,000,000 tons of iron ore annually and Santander and Teruel 
contribute as well to the domestic supply of iron. In the 
Provinces of Santander and Lerida zinc also is mined to con- 
siderable extent. From Bilbao alone 3,500,000 tons of iron 
are exported annually under normal circumstances, and takin 
into consideration that the ‘‘ Altos’ Hornos” handles 900, 
tons a year, it has been stated that if the amount exported 
could be retained for domestic consumption it would furnish 
material for 17 more such furnaces, employ 17 more villages 
of workmen, stimulate coal mining, and generally benefit 
the metallurgical interests of the whole country. During the 
year 1915 the exportation of iron, steel, and zinc in pigs an 
blocks was prohibited. This will have a noticeable effect on 
Statistics of exports from this district. 

In November, 1915, an assembly of the metallurgical indus- 


` 


trial interests was held at Barcelona. It was the first meeting. 


of the kind in Spain, and.the object was to decide on the 
course to be taken to remedy so far as possible the difficulties 
arising from a slack domestic market, high prices, and grow- 
ing scarcity of raw materials. The assembly adopted resolu- 
tions concerning Government aid, exportation of crude 
materials, some of which, although embargoed, found their 
way out of the country, and suggestions for classifying metal 
articles on a more technical basis in ensuing reforms of the 
Spanish Customs tariff. It was stated that the reduced activity 
affected over 100,000 operatives throughout Spain. 

Chemical industries in this district are greatly favourell by 
the fact that the country furnishes nearly all the necessary 
raw material, but they have not been sufficiently exploited, 
and at present a need of finished chemical products is felt. 
The greater part of the curburetted calcium is produced in 
Catalonia, and a large plant for its manufacture is being built 
in Gerona. There are factories producing relatively small 
quantities of sulphuric acid, carbonic acid, oxygen, &c., and 
there is a noticeable tendency for such industries to concen- 
trate in Barcelona. 

Among the chemical manufacturing companies one is at 
Cijón, in Asturias, making mineral fertilisers as well as explo- 
sives, and another at Besaya. A factory for carbonate of soda 
recently opened at. Torrelavega, near Santander, is easily 
capable of producing about 30,000 tons of this chemical a 
year. A company with a capital of 2,160,000 dols. is con- 
structing a plant near Lérida for obtaining nitrates from the 
air, endeavouring to render Spanish agriculture independent 
of imported nitrates, and to make, as a secondary product, 
nitric acid for scientific and industrial use. This plant is in 
the Pyrenees, where the immense water power that exists has 
influenced Catalan manufacture in a marked degree. The 
olive oil of the district has contributed: to the establishment 
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of a number of soap factories, which produce usually the 
ordinary grades, the finer qualities being largely imported. 

The extensive' paper industries of Spain are largely centred 
in Catalonia, where, established for centuries, they have 
developed, with the discovery of printing and modern methods 
' of paper-making, to their present flourishing condition. 

Since the beginning of 1915 hydro-electric development in 
this district has recovered from the check suffered in 1914, 
and works of great importance are being continued and com- 
pleted. Aside from the Scandinavian countries and those in 
proximity to the Alps, this part of Spain possesses perhaps 
the best facilities for hydro-electric enterprise on the Conti- 
nent. The rivers flowing from the Pyrenees and vicinity are 
capable of supplying power calculated at 1,350,000 н.р. For 
the exploitation of part of this great force there are three 
companies now operating. A hydro-electric plant has been 
constructed at Capadella which utilises the waterfall of Flami- 
sell, 2,739 ft. in height, [чш 52,000 H.P., said to be one 
of the greatest forces obtained from water power in Europe. 
One of these companies, after studying the waterfalls of the 
Pyrenees, chose three groups which seemed susceptible of 
profitable exploitation. These are the Essera, in the Province 
of Huesca, which feeds the Aragon and Catalan Canal; the 
Noguera-Ribagorzana, forming the boundary between the 
Provinces of Huesca and Lérida; and the Noguera-Pallaresa, 
in the Province of Lérida. From these three groups the 
energy to be obtained amounts to 300,000 н.Р. This vast 
enterprise is being finished in sections. During 1915 the 
works on the Run in the Essera were practically terminated, 
yielding 44,000 н.р. and having necessary apparatus so that 


it can be stepped up to 140,000 volts. The lines transporting - 


this force from the Central de Sierra to Barcelona are 140 
miles in length. This line, capable of transmitting 80,000 H.P., 
traverses, by the bridge of Montofiana and Tremp, the rivers 
of Noguera-Ribagorzana and Noguera-Pallaresa. All along 
this line there are numerous terminal stations distributing 
this force throughout Catalonia. 
Besides the three great companies referred to, there are 
others of lesser importance, and growing out of this develop- 
ment are dependent industries of which at Barcelona alone 
there are 34 factories for electrical material, machines, and 
accessories required in the utilisation of this natural force. 
The capital employed in hydro-electric enterprises in this 
district has increased greatly since 1910, the date of the 
latest official statistics under this head. The three great com- 
panies referred to have a total capital of 86,400,000 dols., and 
1 one considers that there are in this region 177 localities 


with electric light, and some using motor power as well, it is - 


safe to estimate the capital thus employed at 90,000,000 dols. 
The report proceéds to review the fishing industry, agricul- 

ture, vineyar 8 and wine. 2M 

(To be concluded.) 


TRADE STATISTICS OF SOUTH AFRICA. 


THE following statement, showing the imports of electrical 
and similar goods into the Union of South Africa during the 
year 1915, has been taken from the recently-issued official 
trade statistics. The figures for 1914 are added for purposes of 
comparison, and notes of any increases or decreases are given. 


| 1914. 1915. Inc. or dec. 
Asbestos manufacturcs.— £ £ £ 
From Great Britain ad 3,000 4,000 + 1,000 
» Other countries... 3,000 2,000* — 1,000 
Total s | 6,000 6,000 = 
' *Holland £1,000. 
Brass manufactures.— - RE 
From Great Britain ..  .96000 19,000 – 7,000 
» Germany  .. i 1,000 == E 1,000 
» Other countries >... 2,000 2,000* — 
Total .. .. 39900  2100-—- 8,000 
*India £2,000. 
Copper, plate and sheet.— 
From Great Britain " 3,000 4,000 + 1,000 
Copper manufactures.— 
om Great Britain A 4,000 3,000 - 1,000, 
Electrical cable and wire.— ' 
ш Great Britain .. 178,000 102,000 — 71,000 
» Germany E Р ‘ ,000 EN = 18,000 
» United States 3,000 8,000 + 5,000 
» Other countries s p ee 2,000 + 2,000 ` 
Total ... .. 194,000 112,000 - 82,000 
Electrical fittings, including posts.— | 
Great Britain .. 157,000 125,000 - 32,000 
” Germany EXE See 40,000 3, ea 37,000 
э». Holland iie E 3,000 11,000 T 8,000 
» United States TR 22,000 37,000 + 15,000 
» Other countries... 10,000 " 6,000* — 4,000 
Total day $a 232,000 182,000 т 50,000 


*Denmark £4,000. 


| 19M. 1915. .Inc. or dec. 
Lamps and lampware.— £. £ £ 


From Great Britain aks 16,000 15,000 — 1,000 
». Germany  .. M 11,000 1,000 — 10,000 
» United States uie 12,000 12,000 — 
„ Other countries... 2,000 4,000* + 2,000 

Total ... ies 41,000 32,000 ~ 9,000 


*Sweden £3,000. 


India-rubber manufactures, including tire rubber, 
but not rubber tires.— 


From Great Britain .. | 27,000 32,000 + 5,000 
» Germany  .. Ко 3,000 — — 3,000 
„ United States M 8,000 5,000 + > 2,000 
„ Other countries ... ` 1,000 2,000* 4- 1,000 

Total  ... - 34,000 39,000 + 5,000 
A *Spain £1,000. 

Machine bands and belting.— 

From Great Britain e 87,000 108,000 + 21,000 
»’ United States ie 34,000 38,000 + 4,000 
„ Other countries  ... 4,000 —, - 4,000 

Total ...  .. . 125,000 146,000 + 291,000 

Electrical machinery.— 

From Great Britain .. 3 178,00 10,000 — pee 
» Germany... '.. 168,000 4,000 — 164,000 
„ United States Кее 83,000 59,000 — 24,000 
„ Other countries  .. 5,000 5,000* — 

' Total  ... ... 434,000 178,000 — 256,000 
| | *Mainly Sweden. 

Cranes, elevators, and lifts.— 

From Great Britain "T 31,000 18,000 - 13,000 
» United States € 3,000 2,000 — 1,000 
,, Other countries... 1,000 — — 1,000 

Total a 35,000 20,000 — 15,000 

Mining machinery.— 

From Great Britain .. 460,000 368,000 - 92,000 
„ Germany  .. M 60,000 2,000 — 58,000 
» United States .. 155,000 20,000 + 85,000 
,, Other countries >... 28,000 3,000* — 25,000 

Total... .. 703,000 613,000 — 90,000 
*Sweden £2,000. 

Machinery not specially mentioned (other than | 
agricultural, manufacturing, &c.).— ° 
From Great Britain .. 328,000 201,000 - 127,000 

, Germany  .. те 23,000 5,000 — 18,000 . 

»» United States im 28,000 43,000 + ' 15,000 
,, Other countries... 10,000 6,000* — 4,000 . 
Total ...  .. -389,000 955,000 — 134,000 

"e *Canada £3,000. 

Telegraph and telephone material.— 4 

From Great Britain 9,000 8,000 — 1,000 
, Germany  .. e 1,000 — — © 4,000 
», Sweden aad ae 2,000 2,000 a — | 
„ United States l 1,000 1,000 o — 

| ^ , Other countries 2,000 — - 2,000 
Total  ... ins 15,000 11,000 — 4,000 

Tramway rails.— ~ 

From Great Britain 2,000 5,000 + 3,000 
„ Germany  .. 7,000 . — — : 7,000 
„ United States 4,000 2,000 — 2,000 
„ Other countries 1,000 — -= 1,000 

Total  ... s 14,000 7,000 — 7,000 

Tramway rolling-stock.— | | 

From Great Britain "a 19,000 21,000 2,000 
;, United States T 2,000 4,000 + 2,000 

Total  .. i 21,000 25,000 + 4,000 

Other tramway malerials.— . 

From Great Britain " 12,000 5,000 - 7,000 
,» Germany  .. ..  -^ 9,000 — — 2,000 
„ United States Bas 5,000 2,000 — 8,000 
, Other countries — 1,000 + 1,000 

Total  ... iss 19,000 8,000 — 11,000 


In addition to the above the following goods were imported 
as '' Government Stores ' :— 


Electric fittings.— 


From United Kingdom ... 6,000 14,000 +  . 8,000 
„ Germany  .. ids 500 — — 500 
;, Other countries... 1,000 1,000 = 

Total ... .. 750 15,000 + 700 


providing for the temporary increase of the import duties on 
certain articles. 

Among the articles which were formerly free of duty, but 
are now subject to a duty of 16% per cent. ad val., are: Loco- 
motives, railway rolling stock, and all materials and appli- 
ances to be used for construction and equipment of railways 


, and tramways; professional plans, specifications, and draw- 


ings. | | 

Motor-cars and motor-car parts and accessories now have 
to pay an additional tax of 20 per cent. on the former duty 
2 а рег cent. ad val., making а total duty of 20 per cent. 
ad val. 


RUSSIA.—According to а Customs Circular, dated May 
96th/June Sth, it has been decided that temporarily, for the 
duration of the war, certificates of origin will not be required 
in respect of samples of various materials and manufactures 
having neither the form nor the nature of articles of mer- 
chandise. Samples from allied or neutral countries entitled 
to most-favoured-nation treatment will be admitted free of 
ra duty in accordance with the provisions of Tariff No. 


= FRANCE AND ALGERIA.—A Presidential Decree, dated | 
July 18th, prohibits the importation into France and Algeria, 


except on behalf of the State, of certain metals from foreign 


eountries. | 


SUDAN-ERYTHRJEA.—The Customs Convention of Nov- 
ember 96th, 1901, between the Anglo-Egyptian Sudan and 
Erythrea was denounced on July 2nd last by the Italian Gov- 
ernment, and the Convention will accordingly lapse on Janu- 
ary 2nd, 1917. 


MOROCCO.—The General. Commanding in Chief in the 


- French Zone in Morocco has issued an Order prescribing that 


all goods destined for Fez and Mequinez, which were not 


landed at a port in the French Zone, shall on arrival at the 


two towns mentioned be deposited in special stores, whence : 


they shall not be withdrawn except on production by the con- 
signee of a certificate of origin as required by the regulations. 


CHILE.—The Board of Trade have received а copy of the 


new Tariff Law of Chile—vide the Review of May 12th—and 


of the general regulations for its application. The Board 


. propose to publish, ås soon as possible, a translation of the 


new Tariff, showing the former rates of duty for purposes of 


` comparison. 


A copy of the Tariff, together with an alphabetical index 
thereto (both in Spanish), may be inspected at the Commer- 


' aial Intelligence Branch. The Branch will also be prepared, 
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1914. 1915. Inc. or dec. in response to written applications from British traders 
Brassware.— £ £ £ furnish information as to the rates of duty prescribed by ‘the 
From United Kingdom ... 3,000 150 — 150 т n respect of any particular class or classes of 
Copper, plate and sheet.— | | 
| | a NICARAGUA.—Telegraphic information has been i 
From United Kingdon 14,000 14,000 at the Foreign Office from H.M. Consul at Mar S 
Electrical cable and wire.— effect that the Customs duties leviable on goods im 
From United Kingdom ДИ 49,000 18,000 ES 31,000 into Nicaragua have been increased by 38] per cent. 
9 nl ates 2 , + , ` І 
Total 49000 19,000 - 90,000 
India-rubber.— i 
From United Kingdom 6,000 — 100 – 500 NEW PATENTS APPLIED FOR, 1916 
Lampware.— | | | 
| i р от LISHE 
‘From United Kingdom 4000 1,00 - 3800 о OT кат  FUBLIPERDI 
| ompiled expressly for this journal by Messrs. W. P. Tuowrsow & Co, 
Cranes and elevators.— тне асе 285, High Holborn, London, W.C., and at 
From United Kingdom ... 14,000 8,00 — 6000 2 
: n pue Е 9.000 ; 300 — 6.000 July Slat. * Electrical telephones for field telegraphs, &c." С. M. MASTERS. 
i Other machinery.— ' i І ian suas “ Apparatus for testing electrical ignition plugs." С. T. Gazwrg. 
From United Kin gd om ... 38,000 20,000 om 18,000 10,783. “ Electric switches." М. Comprare & E. Pizzi. July 318. 
= Other countries 4,000 1,000* — 8,000 WA Peo fay Sie machines.” British THomson-Houston Co. 
Total . . 49,000 | 21,000 - 21,000 Ке ae cparking ae Sia. internal-combustion engines." B. E. Stacer 
! : * United States mainly. тое серое. ало кш dynamo-electric generators." J. Fır 
Telegraph and telephone material.— | ово E Electron. unda apparatus."  Barrisu Tuomson-Housron Co. 
А 5 E enera ectric .» U.S.A.). A t Ist 
From United Kingdom ... 108,000 30,000 73,000 10,855. “ Electric lighting and estis of railway, &c., vehicles.” 
;, Sweden ЕС г 36,000 . 5,000 — 31,000 VipaL. August Ist. ghting g y, &c., le." С. Н. 
js Other countries 1,000 1,000 = ао * Ammeter for alternating currents and electric oscillations." І. 
ILLIAMS. August 2nd. : 
` Total 140,000 36,000 EM 104,000 ceri A Meets NS. Ecectromotors, Lro., Е. GREEN- 
‹ . nd. 
| ge: *" Life-saving flectrical warmer." Н. О. GUNEWARDENE. August 
" е т есе ed systems." Витіѕн THomson-Housron Co. 
10,906. “ Governi ( essors sters.” Ватан 
| номон Носи Co. ата, ds USA Жол ind. j 
FOREIGN AND COLONIAL TARIFFS ON ^ а “ Sparking plugs." Е. Н. Coren & W. J. Matutnson. „August 
+ ай па. 
ELECTRICAL GOODS. 10,938. 4 Switch controls.” С. A. Екгтѕсн. August 2nd. 
most Polish Mau ea switches, controllers, &c."  NzwroN Bros. & F. 
EGYPT.—Revised Tariff valuations for use in assessing 10,950. “Electric switches." С. О. Donovan & W. Donovan. August 
duties on metals imported into Egypt have been issued with ib 979. “М icid T 
effect from July Ist to August Sit Datyieleviable on (hase. AG ушш has т нш T ETO UE 
valuations at the rate o per cent. 10,985. «А f itti d ivi through 
JAMAICA.—A new law, dated March 22nd, has been passed, ^ the ground." Ррагакца ог une ine et rd, (USA, October 7th, 1915.) 


10,999. “ Detectors for wireless telegraphy.” W. Cross. (Svenska Aktiebo- 
laget Gasaccumulator). August 9rd. 

11,001. “ Electrical means for locking railway, &c., caeviage doors." P. 
Davison. August 3rd. 

11,014. ‘*Electrical screening or jamming systems." R. A. Mack, G. H. 
NasH & Westers ELECTRIC Co. August 4th. А 

11,043. “ Electric motor control." BRITISH Тномѕом-Нооѕток Co. (General 
Electric Co., U.S.A.) August 4th. 

11,047. ‘‘Cut-out for electric circuits," Е. C. К. Marks (J. Kuntziger' 
August 4th. 

11,052. “ Electric signalling or indicating y rd for signalling orders 
and numerical data." E. A. GRAHAM. August 4th. 


11,055. “ Electric oscillating ос wireless systems and apparatus."  Lro- 
European TELEGRAPH Co. & А. H. Morse. August 4th. 
11,058. “ Electrical conducting cloths, &c." Н. Н. Coorgr. August 4th. 


11,083. “Contact breakers for magnetos, &c." J. Jecuzy & W. V. STELFO 
August 5th. ; 


PUBLISHED  SPECIFICATIONS. 


1915. 

10,752. ELrcrric Motor STARTERS AND CONTROLLERS. E. Schattner, T. G. 
Travis & J. R. Walton. July 24th. (Cognate application, 661/16.) 

10,785. RUMBLERS AND THE LIKE FOR ELECTROLYTIC Purroses. C. J. Lase 
and D. L. Honeyman. July 26th. 

11,172. MEANS FOR SUSPENDING AND ADJUSTING Ешкєсткїстү OVERHEAD COM- 
or British Insulated & Helsby Cables, Ltd., and J. W. Astley. August 
га. 

11,283. ELECTRICAL WINDINGS. 
tric Co., U.S.A.). August 4th. 
11,793. LAMPHOLDERS FOR Ecsctric Lamps. 

(January 915, 1915.) | 
12,666. RECTIFIERS For ELECTRIC CURRENTS. 
(General Electric Co., U.S.A.). September Srd. 
13,679. ELECTRO-MAGNETICALLY-OPERATED BRAKE OR OTHER MECHANISMS. 
Lewis. September 25th. 


British Thomson-Houston Co. (General Elec- 
E. F. Guth. August 19th. 
British Thomson-Houston Co. 
„ R.S 


1910. 


R. S. Woods. January 7th. Patent No. 


988. Exectric LIGHTING MEANS. 
100,879. 

469. ELECTROMAGNETIC THERAPEUTIC APPARATUS. 
Patent No. 100,800. ; 

1,643. ELgcrric Motor CONTROL SYSTEMS. 
Hammer Manufacturing Co., U.S.A.). February 3rd, 1916. 
100,872. | 

4,699: SWITCHING APPARATUS FOR 
ELEC1RO-MECHANICALLY-CONTROLLED SWITCHES. 
1914. (Addition to 28,502/18, and divided application on 2,530/14 
No. 100,859. 
6,302. POCKET AND OTHER ELECTRIC FLASHLIGHT Barrertss. J. W. Mander. 
Мау 3rd, 1916. (Addition to 7,079/14.) Patent No. 100,863. 


E. Bachelet. January 11. 


Igranic Electric Со. (Cutler- 
Patent NO. 
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SELF-HELP.  ' 


In all our discussion of trade affairs we have never 
belittled the importance of electrical exportation nor 
failed to observe the rate of its progress. Our 
object has been to show how much bigger it 
might and should have been, considering the 
growing service of electricity and the developing 
state of the world. We have to remember that the 
by no means discreditable results of the past have 
been secured in spite of the strength of Teutonic 
rivalry; fair and unfair—largely the latter. They 
have been largely the result of initiative by indivi- 
dual manufacturers, and in some measure the fruits 
of Britain’s reputation. To-day, when we have come 
to what is in many things the parting of the ways, we 
may be permitted to state that we hold that, what- 
ever happens, the future of our export trade pro- 
gress will continue to depend partly upon national 
and industrial reputation, but largely upon indivi- 
dual initiative, though, as we have often indicated, 
we look also for great things from co-operative 
or consolidated efforts by groups of manufacturers 
and traders and by means of Trade Associations. 
This opinion is subject to the important reservation 
that any consolidation which means that we go out 
as a solid body in search of new business contains 
an element of danger in that we may relax our 
personal specialised attention by putting our trust 
in organisations. By isolated action we may 
scatter our forces most wastefully, and, when 
against strong competition, more or less use- 
lessly; but unitedly we may go to the oppo- 
site extreme. Co-operative action may produce 
economy in the cost of trade expansion efforts; it 
may enable many an expedition or effort to be made 
that would not be undertaken by isolated parties; 
it may bring a united force up against a: competing 
united force from other countries, and the fight 
may be fairer than in the past, when a huge Ger- 
man trust was able to come up against a dozen 
British firms acting separately, competing severely | 
between themselves as well as with the said Ger- 
man trust. But it never can fill the entire needs 
of the situation. We would rather see many small 
groups and isolated enterprise on the part of strong 
manufacturers, even if some of those groups have 


to confer and agree as to geographical limitations 


to their activities. 

We have argued for national industrial organisa- 
tion, for organisation of Empire resources, and for 
the better organisation and utilisation of science 
and scientific training. All of these we are now in 
a fair way to secure, and we trust, and believe, that 
the results will be immensely beneficial. But we 
own to doubts when it is urged that we should carry 
our organisation efforts to such an extent that they 
become an idol or a fetish. After all, boards and 
councils will be successful in so far as they limit 
their activities to the matters coming legitimately 
within their scope, and deal with matters or prin- 
ciples or measures which are common in their appli- 
cation—common to national industry, common to 
the Empire interests, common to the national well- 
being. Let them render separate action in their 

special spheres of service, whether it be within their 
own ranks, or for the purpose of influencing 
the Government and the nation; but let them 
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cr a) 


198 3 


THE ELECTRICAL REVIEW. [Vol 79. No. 2,022, AUGUST 25, 1916. 


be reasonably co-ordinated in an ultimate sense. 
Organised science and industry, with scienti- 
heally organised and utilised resources, should 
produce excellent results. But the question is 
sometimes asked whether to follow up the efforts 
in these very essential directions there should not 
be one other great national.organisation of trades- 
men, salesmen, and commercial men. Now there 
may be very excellent reasons for. affording traders 
and commercial managers facilities for conference, 
discussion, and so forth, but while such facilities 
may promote a good deal of '' talking ’’ enterprise 
of the Across-the-Water type, they must inevitably 
be very general, and cannot well become definite 
organised business-getting schemes for a particular 
class of trade. They may be very good in a general 
sense, but the selling of corsets and stockings is one 
thing, and trading in electrical machinery and appa- 
ratus is another and very different thing. Further, 
even when men tell themselves off into groups, those 
eroups are composed of a number of commercial, 
perhaps-technico-commercial, men, all of whom 
have by the nature of their calling and experience 
particular interests and pursuits of their own, and 
have specialised knowledge of, and connections in, 
particular markets, which are their own and their 
employers' property. 

We recognise that in the three great movements 
mentioned there is no room for anything apper- 
taining to small commercial or trade detail, but we 
believe that all those local matters can be handled 
in a far better way by specialised trade associations 
and by individual firms acting in co-operative 
groups. If the Board of Trade is sooner or later 
to emerge in a re-organised form it will, no doubt, 
find considerable advantage from the existence of a 
number of these specialised trade organisations; 
but we are disidclined to favourably view the pro- 
posal which is elaborated at length by Mr. P. A. 
Reuss in-last week's Engineer. Twenty-eight 
objects he enumerates for a National Commercial 
Company—a limited company with directors and, 
of course, directors’ fees, with shares and dividends, 
with substantially-paid officials who would have a 
permanent career opened for them to exercise their 
personal abilities in furthering '' important patriotic 
. work of this nature.” 
pany or organisation, as it is variously termed, 
would be to carry out in a practical way, '' amongst 
others," the 28 suggestions so far as they relate to 
the hardware manufacturing, engineering, and 
allied industries. : - 

We cannot spare space to reprint all those sug- 
gestions, nor is it necessary, for they are far from 
being novel, nor can it be said that they are being 
grossly neglected by some of the leading associa- 
tions that are at work amongst us to-day. The 
proposals are most certainly ambitioiis. 
writer's idea seems to be to form an association, 
either of firms or individuals, “‘ to investigate funda- 
mentally, and to remedy, the absence of sale or 
decline in the sale of manufacturers’ products in 
overseas markets." As we study the suggestions. 
we find some overlapping, and '' 
words.” 

The Association will induce ‘‘ co-operation be- 
tween manufacturers in the production of different 
parts of one article "; will undertake a “ complete 
re-organisation of sales methods," whether we re- 
quire it or not; will solve the “ difficulties confront- 
ing manufacturers in extending their business over- 
seas." and will prevent ‘‘ further encroachment by 
foreign competition." It will ''establish," and, 
after having established, will “ nurse а demand for 
British goods in countries or markets at present in 
foreign hands." But, most desirable organisation 
—it will study the “ methods of our principal com- 


petitors, and particularly the commercial side of 


MP 


German enterprise." So far, we have hinted at but 
six out of the 28 or more offices that this Companv 


The raison d’être of the com- - 


The . 


words, words, ` 


т 


. and subscription," * 


will fulfil. As we proceed, we come to a lengthy 
omnibus resolution covering a hundred: useful pur- 
poses (insurance, freight, packing, ‘‘ information 

" “< chartering, import and export, 
catalogues, correspondence in foreign languages," 
and goodness knows what else). Later, we find 
that the said company will buy and sell goods—it 
must, we suppose, in order to pay directors' fees and. 
dividends—will represent groups of manufacturers 
abroad, will assist ''the smaller manufacturer to 
extend his business abroad," will bring the Overseas 
purchaser into touch with the most suitable supplier 
in this country (a member, of course!), will act as 
purchaser ''of articles where contributory manu- 
facture is necessary," will “© organise a continuity 
of business ” in certain cases, will organise the hold- 
ing of stocks abroad, will '' obtain early informa- 
tion" of contracts, will negotiate concessions for 
public works, will “ investigate the processes of 
manufacture adopted by competitors abroad in 
cases where under-selling 1s taking place." But we 
have now only arrived at No. 18. When we get to 
I9 and 20 and 21, and think of the assistance that is 
to be offered to certain trades where '' under-sell- 
ing is not warranted by cheaper production," and of 
the:information that is to supplement Consular re- 
ports, and of that vast catalogue of industry that 
is to be compiled, we have to pause to take fresh 
breath. And when, in 22, we contemplate this great 
company '''assisting manufacturers ’’—poor help- 
less creatures—''in the preparation of their own 
special catalogues," find it engaging competent 
men abroad in such a way as to save our manufac- 
turers' money, see it setting up a '' department for 
the expert, technical, and scientific study of com- 
petitors’ patterns, goods and processes of manufac- 


ture," and watch it facilitating '' the prices of. goods 


delivered,” &c., we are humbled to the dust with the 
terrible extent of our past inefficiencies which have 
enabled us to build up so fine an export trade, and 
overwhelmed with the vastness of the organisa- 


tion, staff, operations, and profits or losses, of the 


proposed company. But our blood runs cold, and 
our cover goes bluer than it ever was before, as we 
follow on to the bitter end and read the contents 
that it is proposed to publish in that '* trade paper " 
that it is proposed to "regularly " publish in dif- 
ferent languages '' with a scheme of advertisement 
for British manufacturers." If we were to say that 
there was '' nothing new under the sun," we should 
lay ourselves open to the charge of uttering a plati- 
tude; or if we referred, to the size of a given ser- 
vant's baby, or to the result of the throes of labour 
of a certain mountain, it might be wondered what 
we meant; but when we give the above brief sum- 
mary of the great organisation of Mr. Percy Reuss. 
we believe that, like the curate's egg, being good 
only in parts, it speaks for itself. Wherein it is 
good, we seem to have heard most of it before, but 
taking it as a whole it is fearfully and wonderfully 
made, terribly and unworkably overloaded and, if it 
is no reflection on the good intentions of the author, 
it is, on the whole, mere light fantastic. 

‚Тһе moral of all which is that, while up to a 
certain point trade organisations are most excellent 
things, they never can adequately do for the indi- 
vidual manufacturer a host of things that he' can, 
and should, do for himself. The individual manu- 
facturer may profitably confer with his competitors 
and friends in respect of many important matters, 
but conference of such kinds, and the setting up of 
companies to do parts of his business for him, never 
will—particularly in the times that are ahead of us— 


remove the necessity for him to take his own coat 


off and do things for himself. He will want an 
excellent export staff and organisatiom of his own, 
and will have to be prepared to spend money. It is 
useless pretending that the future course of business 
is going to remove that necessity or lessen it by 


one iota. 
è 


‘our duty and our delight. 
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' BLUSHING UNSEEN. 


Тнат we. have never failed to appreciate the im- 
portant place that efficient organisation occupies in 
connection with industrial affairs is well known to our 
regular readers. Without desiring to unduly belaud 
the system of the Teuton, we have made it our busi- 
ness to keep observers informed concerning its 
manifold aspects and activities, and our volumes 
upon the readers’ shelves contain an abundance of 
interesting material, which, in season and out of 
season, has been placed on permanent record. To 
many of our readers, therefore, much that has been 
appearing in the daily Press in ''special" article 
form, and in the reports of speeches by political 
and other leaders of thought, has been very familiar 
indeed. Even during the last few weeks we have 
observed in important newspapers  ''features " 
which have consisted of popular discussions of some 
electrical and other industrial matters to which the 


public should have given attention years ago. 


When legislators in their Parliamentary speeches 
confess the extent of their pre-war ignorance of 
German economic, financial, and industrial opera- 
tions and intentions, and admit their failure to see 
the trend of German scientific education and deve- 
lopment, they are but endorsing the criticisms 
that they have had their heads too much in the 
clouds and have given too little thought to common 
mundane affairs. They have, in other words, been 
so occupied with what mighb be called local and 
domestic matters that they have been blind to 
momentous international tendencies and move- 
ments. Stating the case bluntly, they have been 
more interested in heavy monthly reviews and the 
legal journals than in the Trade Press, and if we 
say that the Trade Press has latterly come into its 
own to a larger extent than previously in point of 
reputation and prestige with public men and public 
departments, let it not be imagined that we are 
unduly puffed up at having been able in war-time 
to render national service in a score of ways 
about which we cannot at present write, but 
that we appreciate the privilege, and recognise 
that we have done nothing more than has been 
What we some- 
tines wonder is whether, when the times of 
"piping peace" return, those days when matters 
of industry and trade will inevitably occupy a much 
larger place in all our national thought, we shall 
witness a relapse into indifference to the contents 
and counsel of the great and substantial organs 
which form the Trade and Technical Press of the 
United Kingdom. We believe that the revolution 
that has taken place in much of our thinking during 
the past two years will render us secure against any 
such relapse, for, unless we mistake the signs, party 
politics as we knew them іп; ће past will not return 
for a long time to come, and the nation will desire 
to be governed along ‘national lines: with a policy 
which shall involve a closer concern for business 
and industrial affairs, conserving the interests of the 
Empire, carefully reconciling the interests of the 


Empire and the Allies, adequately safeguarding - 


those of neutral countries, meting out justice to 
enemy trading communities, and securing as decent 
as possible a standard of employment and remunera- 
tion for our own people. All the problems of the 
Past two years, and those which appear to be open- 


ing out before us to-day calling for inquiry and solu- | 


tion, seem to'us to suggest that public men and 


public departments will in the future find the Trade: 


Press and Trade Associations of great utility. We 
gather from a recent speech by the Prime Minister 
that a scheme for the re-arrangement or. re-organi- 
sation of the Board of Trade is being elaborated. 

€ have heard of many such schemes before, but 
they have come to nought—this is one of those 
pieces of organisation work that the Trade Press 

as long been anxious-to see carried out—and we 


- 


Ц 


‘the case. 


lies before us. 


hope that the measures now to be taken will soon 
actually mature, and will be suited to the needs of 
By the co-operation of a re-organised 
Board of Trade, large and representative Trade 
Associations, and a substantial Trade Press, there 
would be made available for the service of the nation 
a co-ordination of effort which could render industry 
invaluable assistance in the important period that 


THERE has certainly been more 
. demand for copper from all con- 
suming centres within the last few 
weeks, though the great bulk of the business has 
been on behalf of big American consumers and belli- 
gerent countries. The fact is worth noting that, as 
regards the latter, the buying is more centralised, 
or organised in such a way as to eliminate competi- 
tive inquiries through various channels, which 
usually tempts sellers to raise prices unduly against 
buyers. There is, in fact, good reason for believing 
that there is an understanding between the Allies as 


Copper. 


- to the filling of their requirements for war purposes. 


Importations by Russia, too, are being made through 
the medium of the British authorities, as arranged 
with the Petrograd authorities. At any rate, the 
orders placed quite recently for Russia, which 
amounted to about 7,000 tons, went through the 
British authorities. A very large portion of this 
copper is being provided by Australian and Japanese 
producers apart from American. For one thing, 
these orders have not had any effect on the market. 
Obviously, the current high prices are found tempt- 
ing enough, and there is not much doubt that lead- 
ing American producers will be induced to make 
some concessions when the further big orders to be 
piaced by Allied countries come on the market. 

So far as can be gauged, current output across 
the Atlantic is so heavy as to leave a considerable 
surplus over. present actual requirements, although 
it is claimed by American authorities that the pro- 
gress of operations. at the refineries has been in 
some degree impeded in the last two months 
through the abnormally hot weather. Advices from 
that quarter are more optimistic as to future deve- 
lopments since buying has shown signs of reviving, - 
and with supplies, well under control, it is probable 
that attempts will be made to hold prices as long 
as possible, inasmuch as there is now a more general 
impression that the European struggle will be pro- 
longed well into next year. This, of course, means 
the continuation of a phenomenal: consumption for 
copper in connection with munitions. Prices in 
New York were lately again advanced with reports 


.of large orders being placed, though doubtless these 


have been exaggerated, as usual. The price of 
electrolytic on this side has risen again to about 
£130 c.1.f. for near shipment, but the run of ordinary 


business is still light, consumers fighting rather shy | 


of the extravagant prices while munition works are 
being accommodated by Government copper at 
some pounds a ton below the figures at which büsi- 
ness is possible in the open market.  Dealings in 
warrant copper have been a little more active, and 
prices have been lifted at one period up to £116 for 


.cash delivery in a sensitive market, due to the fact 


that there are but few sellers, while the'stocks of 
standard copper in home warehouses remain at a 
dangerously low point, as shown by the last statis-- 
tics. The European visible supply is now down to 
about 11,000 tons—a new low record—this compar- 
ing with 35,113 tons at the end of July last year, 
when the price of standard metal stood at £71 5s. 
a ton. The American refinery production was then 


‘somewhere in the neighbourhood of 65,000 tons a 


month, whereas it is now not much below 90,000 
tens a month. There is a fair amount of metal 
coming from various outside sources, including 
Australian, Japanese, and even African descrip- 
tions, but American control has still to be reckoned 
with so long as the war lasts. 
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THE CHICAGO, MILWAUKEE AND ST. PAUL 


RAILWAY ELECTRIFICATION.* 


WHILE many terminal and tunnel installations have been 
made in the past for the purpose of eliminating smoke, 
taking care of suburban traffic ‘or other local conditions, 


the Chicago, Milwaukee and St. Paul electrification is the | 


first project of the kind where electric locomotives were 
installed to operate over several engine divisions. 

Steam engines were first abandoned on the Three Forks- 
Deer Lodge Division, 115 miles long, aud crossing the maiu 
Continental Divide, - 
thus giving the 
electrical equipment - 
its initial tryout 
under the severest 
service conditions 
of the entire sys- 
tem. The first 
electric locomotives 
were placed in regu- 
lar service on 
December 9th, 1915, 
and during the 
month of April, 
1916, service was 
extended to Harlow- 
ton, making a total 
of 220 miles of 
electrically-operated . 
road. By Novem- 
ber Ist, 1916, it is 
expected that steam 
engines will be 
superseded over the 
entire distance of 440 miles from Harlowton, Montana, 
to Avery, Idaho. | 

In crossing the three mountain ranges included in the 
electric zone, there are several grades of 1 per cent. or more, 
the most difficult of which is the 21-mile 2 per cent. grade 
between Piedmont and Donald, and the longest: the 49-mile 
1 per cent. grade on the west slope of the Belt Mountains. 
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ELECTRIC FREIGHT LOCOMOTIVE AND 82-CAR TRAIN, WEIGHING 2,680 TONS. 


over a wile and a half in length, through the ridge of the 
Bitter Root Mountains. 

The passenger service consists of two all-steel finely 
equipped trans-Continental trains in each direction, the 
“Olympian” and “Columbian,” and а local passenger 
train in each direction daily between Deer Lodge and 
Harlowton. ME 

Freight traffic through the electric zone comprises from 
four to six trains daily in each direction. Westbound, the 
tonnage is made up of manufactured products and mer- 
chandise for Pacific Coast points and foreign shipment. 
Eastbound tonnage includes grain, lumber, products of the 

| mines and some live 
stock. 

As а large part 
of the traffic is 
through freight, 
trains are made up 
of an assortment of 
foreign cars, in- 
cluding box and flat 
cars, coal and ore 
hoppers, stock cars, 
refrigerators,  &c., 
varying in weight 
from 11 to 25 tons 
empty, ёо ав much 
as 70 tons loaded. 
These  сатв being 
owned by many 
different railway 
systems, are equip- 
ped with air brakes 
adjusted for differ- 
ent conditions of 
operation, and in 
accordance with different standards as to braking power 
and type of equipment, thus making the problem of holding 
the long trains on the heavy down grades by air brakes, 
a most difficult one. | | 

Electrification promises a material reduction in running 
time. It has been found, for example, that on the 21-mile 
2 per cent. grade from Piedmont to Donald, the electric 
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3,000-VOLT DIRECT-CURRENT LOCOMOTIVE AND 40-CAR TRAIN, CHICAGO. MILWAUKEE AND ST. PAUL RAILWAY. 


The curvature is necessarily heavy, the maximum being 
10°. There are also numerous tunnels in the electric zone, 
36 in all, of. which the longest is the St. Paul Pass tunnel, 


* Previous articles on this subject appeared in our issues of 
February 3rd and November 5th, 1915. 


locomotive can reduce the running time of passenger trains 
from an hour and five minutes to approximately 40 minutes. 
On the run from Deer Lodge to Butte, which, under the 
steam locomotive schedule, required an hour and 20 minutes, 
a saving of approximately 30 minutes can be made. 
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In the freight service it has been found that on the first 
division, where the steam locomotives have required 10 to 
12 hours to make 115 miles, electric locomotives can meet a 
schedule of from seven to eight hours for the same distance. 
The capabilities of the eleetric locomotives are in no way 
impaired by cold weather, or by inability to obtain fuel or 
water in case of snow blockades. During a series of record- 
breaking temperatures in December, 1915, Mallet engines 
were frozen up at different points on the system, and the 
new electric equipment was rapidly pressed into service to 
replace them.- On several occasions electric locomotives 


RAILWAY SUB-STATION SHOWING POWER Со.'8 TRANSMISSION LINE. 


hauled in disabled steam engines and trains which would 
otherwise have tied up the line. 

During initial operation on the Rocky Mountain 
Division, the capacity of the new locomotives has been 
thoroughly tested. Trains of 3,000 tons trailing have 
been hauled east and 2,800 tons west, using a helper on the 
heavy grades. From the operating data obtained on the 
fist division, it is evident that much heavier trains 
сап be hauled with the electric locomotives than with 
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OVERHEAD CONSTRUCTION ON CURVE, CHICAGO, MILWAUKEE 
AND ST. PAUL ELECTRIFICATION, 


steam engines, and all passing tracks are being lengthened 
to take advantage of longer trains, On some of the runs 
where the grades are less than 1 per cent., trains of as 
many as 130 cars and as heavy as 4,000 tons have been 
hauled with a single locomotive. | 
" dd four through passenger trains, * Olympian and 
К Кы, are taken across the two mountain ranges by 
p „Бе passenger locomotives These trains at present 
08181 of eight full-vestibuled steel coaches, weighing 
approximately 650 tons. Instead of changing ‘locomotives 


' | tal. a. 


at Three Forks, as has been the practice under steam 
operation, the same locomotive is run through the 220 miles 
from Deer Lodge to Harlowton, changing crews midway. 
Passenger trains will travel over the entire electrified 
division in approximately 15 hours, including all stops, and 
the tourist thus will have an opportunity of traversing by 
daylight some of the most beautiful scenic regions in the 
United States, and without suffering the annoyance of 
cinders and smoke incident to the use of steam locomotives. 
The local passenger train operating in the electric zone 
between Deer Lodge and Harlowton is handled by a half 
unit weighing about 150 tons. 
Regeneration furnishes a ready solution of the difficult 
braking problem on the long-sustained grades encountered 
in crossing the three mountain ranges, where great skill is 
required to handle either the heavy and varied freight or 
the high-speed passenger trains with the usual air brakes. 
With regenerative braking, the strain on draw bars and 
couplings is reduced to a minimum, since the entire train 
is bunched behind the locomotive and held to & uniform 
speed. The electric-braking mechanism automatically 
controls the speed by regulating the amount of energy fed 
back to the line. The smooth and easy descent is in 
marked contrast to the periodical slowing down and 
speeding up of a train controlled by air brakes.  : | 
The usual speed of the electrically-hauled freight train 
is 15 miles per hour ascehding and 17 miles per hour 
descending the maximum grade, but half these speeds 
can easily be maintained with series connections of the 
motors should conditions require it. 
Regenerated power not absorbed by other trains passes 
through the sub-station machinery into the distribution 
system connecting all sub-stations. The Power Co.’s 
lines are so extensive and the load of such a diversified 
character that any surplus power returned by regenerating 
locomotives can readily be absorbed by the system ; credit 
в giver for all energy returned. 
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100,000/2.300-VOLT TRANSFORMERS AND OIL SWITCHES, 
MOREL SUB-STATION. | 


The advantages of regenerative braking include elimina- 
tion of brake shoe and wheel wear, with resultant reduction 
in maintenance; reduced wear on tracks, especially on 
severe curves ; and a probable saving of approximately 15 
per cent. in the total power consumption. 

The scheme of electrification includes the generation of 
electricity from the several water-power plants of the 
Montana Power Co., developing, roughly, 160,000 H.P., 
transmission at 100,000 volts, three-phase, 60 cycles ; con- 
version in sub-stations to 3,000 volts direct current, and 
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distribution over catenary overhead construction to electric 
locomotives. 

The main line electric locomotives are constructed in two 
units permanently coupled together, the halves being dupli- 
cates, and each capable of independent operation. The 
modern Mallet steam locomotive, weighing 278 tons with 
tender, which has been released, has a tractive force of 
76,200 1b., while the electric locomotive, weighing 282 tons, 


SWITCHBOARD FOR MOTOR-GENERATOR SETS AND OUTGOING FEEDERS. 


MOREL SUB-STATION. 


has a running tractive force of 85,000 lb., or a starting 
tractive force of 136,000 Ib. 

There are 42 of these main line locomotives (30 freight 
and 12 passenger) and two switching locomotives. The 
passenger locomotives are equipped with a gear ratio per- 
mitting the operation of 800-ton trailing trains at speeds of 
approximately 60 miles per hour on tangent level track. 
The average passenger train weighs from, 650 to 700 tons, 
and is hauled over the 2 per cent. grade without a helper. 
The freight locomotives are designed to haul a 2,500-ton 
trailing train at approximately 16 miles per hour on all 
grades up to and including 1 per cent. 
On 2 per cent. grades the trailing load 
was "limited tó 1,250 tons, although this 
figure has been exceeded in actual 
operation. 

Each locomotive is equipped with 
eight 1,500-volt motors, insulated for 
3,000 volts to ground. The motor has 
a normal one-hour rating of 430 H.P. 
and a continuous rating of 375 H.P., so 
that the locomotive power plant has a 
normal one-hour rating of 3,440 H.P. 
and a continuous rating of 3,000 H.P. 
Each motor is twin-geared to its driving 
axle in the same manner as on the Butte, 
Anaconda and Pacific, the Detroit River 
Tunnel, and the Baltimore and Ohio 
locomotives, a pinion being mounted 
on each end of the armature shaft. Ad- 
ditional flexibility is obtained by the 
use of a spring gear and a spring nose 
suspension, which minimise the effect-of 
all shocks, and also reduce gear wear to 
a minimum. The motor is of the 
commutating pole type, and is con- 
structed with longitudinal ventilating | 
ducts in the armature for forced ventilation from a blower 
in the cab. | 

The control equipment is the well-known Sprague 
General Electric Type M arranged for multiple unit opera- 
tion. The main control switches are mounted in steel 
compartments inside the locomotive cab with convenient 
aisles for inspection and repairs. А motor-generator set 
in each half of the locomotive furmshes low-voltage current 
for the control circuits, headlights, cab lighting and for 


charging the storage batteries on the passenger coaches. 
Under steam operation the charging current for these bat- 
teries is furnished by a steam turbo-generator set located 
on the locomotive. The blower for ventilating the traction 
motors is also direct connected to one end of this set. 

The pantograph collectors, one of which is mounted on 
each half of the locomotive, are of the double pan type with 
a working range of from 17 ft. to 25 ft. above the rail. 

E" The contact elements are of the same 
metal as the trolley wire, so that cur- 
rent passes from copper to cdpper. 

The air brake equipment is practically 
the same as that used on steam loco- 
motives except that motor-driven air 
compressors are used to furnish com- 
pressed air. Aside from the air brakes, 
compressed air is also used for signals, 
whistles, bell-ringers, sanders, flange 
oilers, pantograph trolleys, part of the 
control equipment, and on the passenger 
locomotives for the, oil-fired steam 
boilers. 

The switching locomotives are of the 
swivel-truck type, weighing 70 tons 
each, and equipped with four geared 

. motors: a single pantograph is mounted 
on the cab. Тһе motors are of the 
commutating-pole, single-geared type, 
designed for 1,500 volts, with an insu- 
lation of 3,000 volts to the ground. 

Many of the switching locomotive parts 

are interchangeable with those used on 

the main-line locomotives ; for example, 
the air’ compressors, small switches, 
head lights, and cab heaters. 

The Montana Power Co.'s transmission lines are carried 
on steel towers or wooden poles, and tap the railway system 
at seven different points. | | 

A 500,000 cir. mil. feeder is installed the entire length 
of the electrification, and a supplementary feeder on heavy. 
grades. The feeder is tapped to the trolley wire at every 
seventh pole, or approximately every 1,000 ft. On top of 


.the poles is carried a supplementary 4/0 negative feeder, 


which is tapped to the. middle point of every second-react- 
ance bond. These bonds are used for insulating the 60-cycle 
signal circuits, and are installed at points averaging from . 


2,000-KW. 3,000-VOLT D.C.—2,300-VOLT A.C. SYNCHRONOUS MOTOR-GENERATORS, 
MOREL SUB-STATION. 


5,000 to 6,000 ft. apart. With this completely intercon- 
nected transmission system. each sub-station may be 
from either direction and also at the tie-in points from а 
third source of power. | | 

Fourteen sub-stations are distributed at average intervals 
of 32 miles. Each station contains step-down transformers, 


motor-generator sets, switchboard and the necessary Con- 


trolling and switehing equipment, the plant aggregating 
59,500 Kw. in 32 sets. The transformers receive the line 
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current at 100,000 volta and supply the synchronous motors 
at 2,300 volts. Each synchronous motor drives two 1,500- 
volt, direct-current generators connected permanently in 
series, thus supplying 3,000-volt current for the locomotives. 
The fields of both the synchronous motors and the direct- 
current generators are separately excited by small direct- 
current generators direct. connected to each end of the 
motor-generator shafts. 

The overhead construction is of the modified flexible cate- 
nary type designed by the General Electric Co. (U.S.A.), 
comprising two 4/0 copper wires flexibly suspended side by 
side from the same steel messenger by independent hangers 
alternately connected to each wire. Bracket construction 
is used wherever the track alignment will permit, and cross 
span construction on passing tracks and in the switching 
yards. All of this work is supported on 40-ft. wooden poles 
suitably guyed and spaced. | 

Electric locomotion has been undertaken with the expecta- 
tion of effecting a sufficient reduction in the cost of 
operation to return an attractive percentage on the invest- 
ment required ; about $12,000,000,00 will be expended, 
and with the work more than half completed there is every 
reason to believe that the cost of construction will come 
inide the estimates. 

A summary of the advantages which will be derived is as 
follows :— 


Marked reduction in cost of electricity as compared:with coat of 
oval. 

Reduction in maintenance cost of locomotives. 

Elimination of delays due to coaling, taking water, oil, ўс. 

Elimination of delays due to natural causes, such as freezing of 
locomotives, loss of steam in cold weather, bucking snow drifts. 

Elimination of non-revenue trains hauling coal and water for 
steam locomotives. 

Increased tonnage per train ; increased train speed on grades. 

Greater reliability and certainty of maintaining schedules. 

Reduction in train crew hours per ton-mile. 

Reduction in damage to rolling stock due to rough handling by 
steam engines. 

Greatly increased safety of operation on grades due to rengenera- 
tive braking. Saving in power and reduction in wheel and track 
wear by use of regenerative braking. 

Improvement of tunnel conditions, uniform speed and absence of 
grinding brake shoes on grades. 


In conclusion, we are indebted to the General Electric 
Co., of New York, and British Thomson-Houston Co. for the 
particulars and illustrations contained in the above article. 
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PREVENTION OF CONDENSER CORROSION, 


Ix а paper read by Mr. J. F. PETER, before the Institute of 

Marine Engineers, the author described the Cumberland 

electrolytic method of preventing corrosion in condensers, 
ers, &c.; an abstract of his remarks is as follows :— 

| most widely held present-day theory is that electro- 

chemical action is the cause of corrosion, and it is not a 


^, Motor 
1, two. 
positi 


" &tneratór; B, switchboard; с, ammeter; D, adjustable resistances; 
n" ау switches; ғ, double pole switches and fuses; с, fuse; н, wires from 

Pole to electrodes; j, wire from negative pole to tube-plate; K, surface 
condenser ; L, electrodes. 


Ко. 1. 


m P: . 
ed of surprise to learn that this theory embraces and 


is no Pe many others Ше put forth. Galvanic activity 
found to play the primary part in this deterioration of 


metallic structures; therefore, the author wishes to confine 
attention to the preservation of metals in contact with water 
and other corrosive liquids, and to briefly describe an effective 
method of eliminating this evil and, incidentally, keeping the 
protected surfaces free from deposit of any kind. 

.This action is not only existent in cases of distinctly dis- 
similar metals, as we generally regard them: iron and steel 
contain other elements, the presence of which imparts special 
properties fitting the iron and steel for specific purposes. It 
is found that these incorporated elements in conjunction with 
the surrounding fluid, cause corrosive action by forming micro- 
scopic galvanic cells. 

Galvanic action also occurs between the harder and softer 
portions of a similar metal comprising the structure. This is 
inet with in parts of boilers which have been flanged, caulked, 
hammered, or stressed in any way, either during manufac- 
ture, or by reason of unequal working strains. The harder 
or stressed portions are found to be electro-positive to the 
softer or unstressed portions, and this may account for the 
grooving and pitting met with in various types of steam 


Fia. 9.—GENERATOR AND SWITCHGEAR FOR CUMBERLAND Pro- 
| CESR INSTALLED AT BROOKLYN NAVY YARD, U.S.A.. 


boilers. It is also noticeable in the case of copper pipes where 
they form bends, and have been subjected to working and 
hammering in the course of manufacture, and may show up 
as pitting over certain areas, or grooving, according to the 
manner in which the material has been strained. 
Thermo-electric couples also exist, due to variations of tem- 
perature, and evidence of this is to be found on the water side 
of the furnaces of marine boilers, along the line of firebars. 
Much of the corrosion іп hot-water pipes, heating systems, 
&c., is due to electrolytic action between the hot and cold 


portions. 


The question of perfect non-ferrous alloys has been a sub- 
ject of much research, and it is found that mechanical mix- 
tures are often produced instead of the desired true alloy, or 
chemical compound. À s | 

The very prevalent corrosive action which causes the failure 
of condenser tubes manufactured from an alloy of copper and 
zinc produces minute pinholes extending right through the 
tubes, and in other instances patches of various dimensions 


become weakened and ultimately develop cracks and break 
D 
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away. On examination it is observed that the zinc has dis- 
appeared from the mixture, leaving the copper unsupported. 
This is generally known as ''dezincification," and when it 
occurs locally, the life of the tube is a very short one. . 

In view of the general acceptanco of the electrolytic theory, 
let us consider the reason why some methods which are adopted 
to check corrosion prove futile, while others are effective. The 
question resolves itself into preventing the corrosion cells from 
working. The essential parts to & complete cell are two 
electro-chemically dissimilar conductors in contact, and the 
presence of an electrolyte; therefore, if we eliminate one of 


these factors, or overpower it by some means, the action will 


Cease, І 

It will be recognised that all attempts to obtain a perfectly 
homogeneous metal are doomed to failure in a practical way, 
when we bear in mind that the dissimilarity which gives 
rise to the formation of electric couples may be physical or 
chemical, and that the operations necessary for manufac- 
turing the parts of most structures considerably affect the 
regular erystalline formation of the metal. 

The next method that suggests itself is raising the resist- 
ance of the electrolyte. By increasing the specific resistance 
of this part of the circuit, the current flowing in each cell 
will be restricted, and corrosion proportionately lessened. 

Since the days of Sir Humphrey Davy, slabs of pure zinc 
suspended in the liquid and in good metallic contact with the 
structures have been used to lessen corrosion, and this method 
is still observed and respected by many engineers. This 
method is only temporarily effective, the reason being that 


A, iron. electrode ; B, elec- 
trode support; c, tell-tale 
hole indicates when elec- 
trode needs renewing): р, 
condenser end; к, rubber 


jusulations ; Fr, insulating 
distanee bushes; 6, nut: 
н, coutact Jug; 4, lock nut. 


Ета. 3. 


SYREN 


the zine soon becomes coated with,the products of corrosion 
which are electro-negative to the structure. lt, therefore, 
rapidly loses its power to protect, and subsequently reversal 
of polarity occurs, and if the zines are not frequently renewed, 
the result will be accelerated corrosion of the structure, in- 
stead of protection. 

Mr. Elliott Cumberland has devised aud perfected а system 
whereby an unlimited supply of protective electrical force 
can be introduced to overcoine corrosive action. Тһе appa- 
ratus consists of a low-tension dynamo, generating a 6 to 
: 10-volt continuous current, and pieces of metal, preferably 
iron, suspended in the water contained in the vessel to be 
protected and suitably insulated from it. 

Figs. 1 and 4 show the Cumberland equipment fitted to a sur- 
face condenser of the usual type with the circulating water 
passing through the tubes. It will be noted that the iron elec- 
trodes or anodes p are supported by the steel stud B (fig. 3), 
and insulated from the condenser door. "These electrodes are 
connected through the adjustable resistance D and two-way 
switches E (fig. 1) to the positive terminal of the generator. 
The body of the condenser is connected as shown to the 
negative terminal. An amperemeter с is fitted on the switch- 
board, and the supply of current can be regulated to the 
anodes with the aid of the resistance coils Db. 


The common cause of failure of condenser tubes is galvanic 


action brought about in various ways, such as dissimilar 
metals in juxtaposition, the presence of carbonaceous matter 
in contact with the tubes, or difference of electrical potential 
due to variations of temperature, &c. ‘This action 13 rendered 
ineffective by introducing a superior E.M.F. from an external 
source and ensuring that the flow of current is from the 
inserted electrode through the liquid on to the surfaces to be 
preserved—the whole of the condenser surfaces in contact 
with water becoming the cathode of a strong artificial cell, 


with the inserted iron as anode. A similar arrangement is 
applied to boilers. | 

The Cumberland process has overcome most obstinate cases 
of corrosion, and it was also discovered that it had а remerk- 
able effect in decomposing and removing hard scale in boilers. 
It has been adopted on & large scale by shipping companies; 
the Union Steamship Co., of New Zealand, has all its boilers 
equipped, and а number of the White Star vessels have it 
fitted to their boilers and condensers; it has also received the 
approval of the Inventions and Research Committee and is 
being fitted to H.M.. ships. ` | " 

The apparatus as fitted to the average steamship consists 
of a compact type of rotary converter receiving its electric 
supply from the ship's mains and giving a continuous current 
of sufficient amperage at eight to ten volts. The switchboard 
may be fixed near to this machine, and the current supplied 
is distributed to the various units by electric cables suitably 
protected from injury. 

The amperemeter, mounted on the switchboard, is of the 
moving coil type, and so arranged that.the amount of current 
passing to each individual: unit can be measured; this amount 
may be regulated by the adjustable resistances fitted on a 
frame at the back of the board. | 

The amount of current found necessary to ensure protection 
from corrosion varies somewhat. In the case of surfaee con- 
densers, one ampere for 500 sq. ft. cooling surface is found 
in practice to afford complete protection. Take the case of a 
surface condenser containing 6,000 sq. ft. of cooling’ surface: 
the amount required will be 12 amp. at 8 volts, equal to 96 


4 ш m 
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watts at 1d. per kw.-hour. This would cost roughly £1 15s. 
per year runuing continuously. | 

The nuiuber of anodes fitted to a condenser of these dimen- 
sions would be six, each weighing 20 lb. As these would 
require renewing cach year, the amount of iron consumed 
would be less than 120 lb.. at the outside cost of 15s. to cover 
casting and drilling. Therefore, the total annual expense 
would work out at £2 109, for a condenser of these dimen- 
sions. | 

Where only the question of corrosion has to be dealt wit 
in boilers, it is found that considerably less current is required 
than 1 amp. per 300 sq. ft. 

One of Н.М. cruisers having 12 Yarrow water-tube boilers, 
with a total heating surface of 49,500 sq. ft., or 4,125 sq. tt. 
per boiler, was fitted with the process, and on the above 
basis it was decided to supply 14 amp. per boiler. Тһе engi- 
neers found in actual practice that all corrosion was arrested 
and heating surfaces kept clear of scale by using about 1 amp. 
for 300 sq. ft. of heating surface. The anodes in these boilers 
consisted of two 7-ft. lengths of 3 in. X 3 in. bar iron, fitted 
in the steam drums of each slightly below the water level, 
and their life will be considerably more than two years. 


[We may add that the process has been adopted by several 
electricity supply undertakings in connection with condensers, 
economisers, &c., and is in use on large land boiler installa- 


‘tions as well as on the vessels of many well-known shipping 


concerns.—Eps. Etec. Rev.] 


Japan's Electric Lamp Business.—According to the 
Acting British Consul-General at Odessa, electric lampe (bulbs) and 
appliances, formerly supplied by Germany to the Russian market. 
are now being supplied in large quantities by Japan. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name und address in our possession, 


Cab Whistles and Lamp Calls. 


Now that whistling for cabs is at last to be put down, to some 
extent in London at any rate, perhaps sign makers. contractors, 
and others will wake up to the fact that it is quite feasible to 
arrange over the portico or entrance of a building, a lamp signal 
which will give a silent call by day or night. 

All that is wanted is a neat double-faced sign-case of distinctive 
shape, with two or three coloured lamps in it, and adequate 
switching arrangements whereby one, two, or three of the lamps 
can be turned on from one or more points (with or without a repeat- 
ing lamp indicator) inside the building. The one, two, or three 
lamps would correspond with blasts on the whistle; and not so 
long ago would have signified taxi, hansom and growler. Nowadays 
possibly two lamps would suffice to signify taxi and private car, or 
perhaps one lamp only. Whatever the number of lamps, up-to-date 
methods of switching provide various convenient ways of turning 
the lights On and off from various points : and the use of indicating 
lamps prevents confusion. We published various methods some 
time ago, and a simple one for two lamps may be described briefly 
as follows :—A lamp indicator in the entrance and another in the 
осе (of the hotel or club, хе.) shows the condition of the sign. 
Às soon as & cab draws up, the man at the entrance switches off 
the call. Either he or the office can then start another сап. 
Before signalling a call, the office waits till its indicator shows 
bank. ——— 

There are various siinpler or more elaborate arrangements ; and 
a little reflection will show that the idea constitutes a notable 
addition to the numerous convenient minor applications of elec- 
tricity. Something of the kind is already in limited use we believe. 


A. P. Lundberg & Sons. 
London. N., August 18th, 1916. | : 


Induction Motors on Circuits of Different Frequencies. 


I should like to express my thanks to your eorrespondent. 
"A. B. J.," for his most interesting reply (published in your issue 
of August llth) to my previous letter dealing with the above 
subject. S 

It is apparent from his remarks that in order to make sure of 
the behaviour of each machine, running on different frequencies. 
the only satisfactory method is to place the motor on the test bed. 
unless records of the individual design are available. 

I should also judge that. as a rule, it is better to run a 50-period 
machine. say, of 200 volts on a 60-period supply. rather than rice 
tersá, providing the mechanical design be substantial— and. in fact. 
that one might safely take a 50-period machine of a reputable make, 
and have little to fear of the behaviour of same on a 60-period 
aupply of the same voltage, expecting. however, that the power 
factor might be slightly lowered. Presumably. in any case, 
machines of, say, 1 H.P. and under, can quite satisfactorily run 
under conditions specified. · 

I am told that it has been the practice with Continental mann- 
facturers to import into this country, machines designed for 50- 
period circuits, and sell for either 40, 50, or 60-period ditto. If 
this is the case, I presume from “А. B. J.s" explanation, that 
under guch circumstances it would be evident that special attention 
must be given to the mechanical desiyn, to allow of use on higher 
periodicity, with consequent higher speed, also that the saturation 
point of the iron is not exceeded, and that the ventilation is sufti- 
cient, even at the lower frequency. | 

To sum up, I deduce from “ A. B. J's“ kind explanation that it 
would be fairly satisfactory to vary the frequency and voltage on 
single-phase circuits, within reasonable limits, providing the 
machines were generously designed. | 

Practice. 


The Channel Tunnel and Telephone Cables. 


In view of the great importance of the subject, I venture to 
remark that, the letter of Sir Douglas Fox and Partners. which you 
quote from The Times, does not indicate a full appreciation of Dr. 

eming з suggestion that ample procisiva should be made for tele- 
phonte and telegraphic cables in any plans for such a tunnel. 

. ‘48 a conduit for telephone cables the tunnel has always been of 
interest to telephonists. Some years ago, when the prospects of its 
construction were by no means brilliant, Mr. F. R. Welles, who has 
an exceptional knowledge of Continental telephony, wrote me on 

e subject. If I remember rightly, he argued that the telephonic 
value 9f the tunnel might be an important factor in determining 
Ades construction. Now that there is greater prospect than 
m ais of its becoming an accomplished fact, it is well to 

P lse this importance, and to avoid the possibility of the 
mus ae completed without full inquiry as to the ample pro- 
я hs ch Dr. Fleming advocates. | 
raps it тау ре permissible for me to quote from my " Tele- 


р and Telephone Exchanges," which you reviewed on April 
м" ‘the following very brief statement of the principal 


the qg Phonically . Great Britain is not separated from Europe by 
“annel, Submarine cables as at present constructed limit 


the distance of speech ; but suppose that a dry-core cable suitable 
for submergence be evolved, or that the Channel Tunnel be com- 
pleted, the talking distance will be extended, the cost reduced, and 
the number of communications increased," (Page 410.) | 

. In. quoting Dr. Fleming above, I have italicised the words. 
"ample provision " and "in any plans,” because they are of the 
essence of his communication. Only expert telephone engineers 
familiar with tratic developments would be able to determine what 
is ample provision, and to indicate how the plans for the tunnel 
should be moditied to meet the requirementa. | 

In making such estimates, the engineers would take into account 
the larger area of the Continent which would be brought within 
speaking distance of Great Britain by reason of the improved 
transmission that would result from dry-core cables laid in the 
tunnel, and the probable growth of traffic which would be 
obtained within the period contemplated before u second tunnel 
would be built. 'The results of such estimates would have their 
intluence on the designs of the tunnel, and it would be unfortunate 
if they. were omitted to be made by those who are specially 
qualified. m 

The construction of the tunnel must, of course, be primarily 
determined by its profit-earning capacity as а means of physicul 
transit, but the money value of the facilities afforded for con- 
ductors of speech, and messages might eventually be found to be of 
material importance in estimating the Tunnel Co.'s net revenue. 

The estimates should be prepared in advance. and would have 
their effect upon the designs. It would be unfortunate if the very 
important question of telephonic communication were regarded as 
too much of a side issue, and dealt with in a haphazard way. 


J. E. Kingsbury. 
7. Serjeants’ Inn, Temple. London. E.C., 
August 2150, 1916. 


“ Whither are we Drifting?” 


After reading many articles and much correspondence in the 
technical and lay Press concerning the awakening of our national 
faculties towards scientific education and economic development. I, 
as à wage-earner, am wondering whether my class, so well verbally 
flogged for its inefficiency. will receive any encouragement for an 
increased technieal ability and skill when the great awakening shall 
arrive. | | 

- In pre-war days we were flooded with evening school prospectuses, 
and we were confronted each week with the advertisements of 
numerous correspondence schools, promising prodigious increases of 
earning power after their special treatment. Many men spent 
strenuous hours to improve a poor general education, and in getting 
а sound knowledge of their business. When this knowledge has 
shown itself, their superiors, or employers, often much less 
instructed, have dubbed the manifestations " Perkiness," and, with 
the usual snobbery of the lower middle classes, have barred the men 
from opportunities of further experience, the very food of efficiency. 
Nothing more calculated to make stationary a man's market value, 
can be practised, and the victims, not disgusted, but merely dis- 
appointed, pursue knowledge for its own sake. 

These generalisations do not apply to chiefs and leaders whose 
knowledge and ability is a lustre to their positions and a shining 
light to the profession. These men invariably encourage latent 
ability in their statf or workmen, but it is otherwise with those 
whose value is potential rather than intrinsic. 

Much must be done to enaure an open passage for the aspiring 
worker, and many years will pass before the profession can be 
cleared of the wretched limpets who, in a well-ordered community, 
would most probably be pushing a barrow. 

| Monk. 


LEGAL. 


MUNITIONS Court САВЕЗ. 


At the Monmouthshire Munitions Court, sitting at Newport 
on August loth, according to the South Wales Argus, Reginald 
V. Powell sutomoned the Newport Corporation, his em- 
ployers, for unreasonably refusing to issue а leaving certifi- 
cate. His complaint was that he objected to a man 
being made senior switchman attendant over him while he 
Was put.as switchboard assistant, which was a drop in his 
position. He gave a week's notice in writing. Не had been 
in this employ 18 months and objected to à young man who 
had only been employed there three weeks being made his 
scnior. If they would put hiin on the same footing he would 
remain. In reply to the Chairman, Powell said that he went 
аз а temporary switchboard attendant at 30s. a week, but had 
recently received an increase. Tf he had not seen, on the 
pay-sheet, the other man described as '' senior ’’ he would not 
have complained. Ile was told that that was a clerical error. 
but could not get any information. The man he complained 
of received the same wages as he. The defence was that both 
men were seniors. The application was refused. 

At tlie same Court, James Tutton was summoned for absent- 
ing himself from work on July Упа and 28rd, and leaving 
his employment on August Ist. Mr. Frank Quick, National 
Union of General Workers, defended. Mr. A. Nicholls Moore, 
borough electrical engineer, Newport, proved that defendant 
was absent without permission. He was assistant coal plant 
attendant. He had been employed there since September, 
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1915. They had a very small staff indeed, and the coal plant 
was one of the most important. There was no actual short- 
age in this case, another man having been obtained. Their 
allegation was that the reason of his absence was for the 
purpose of drinking. Their work was important to numerous 
factories engaged on war work. 

According to the report in the South Wales Argus, Mr. Quick 
pleaded guilty, but suggested that there were extenuating 
circumstances. The man was under the impression that he 
could leave when he liked, and did so because of certain 
anomalies in his position as compared with some of the other 
workmen. He was paid the standard rate of 31s. 6d. a week. 

The Chairman said men must realise that all rules as to 
leave had been suspended. They must realise the importance 
of the work they were engaged upon. Inasmuch as he had 
returned, he would only be fined £1, payable in four weekly 
instalments. 


At Newcastle-on-Tyne Munitions Court, on August 18th, 
Albert E. Pryke, an assistant engineer employed by an elec- 
trical company, applied for a leaving certificate. He stated 
that he was now a qualified electrical engineer, and he would 
have no difficulty in obtaining a berth at £2 10s. or £3 per 
week, whereas his present wage was only 30s. He had been 
told that if he left they would bring him back between two 
soldiers. At that time; he alleged, the firm was not controlled, 


and he had therefore been detained by deliberate and wilful - 


misrepresentations and threats.—Mr. Cusworth, the manager 
of the company, strongly objected to the terms '' deliberately 
and wilfully misled," but admitted having told Pryke that 
he could not leave. Pryke was the kind of young man who 
came to pick up all the information he could in order to 
better his position as an electrical engineer.—The application 
was refused. 


THEFT. 


At West Ham, last week, James Benjamin Phillips, West- 
minster, and Alfred Berry, East Ham, electricians, were 
charged on remand with stealing a quantity of wire and other 
electrical fittings, valued at £6 6s., the property of the Mid- 
land Railway Co. According to the Morning Advertiser, Mr. 
Swarbrick, who prosecuted, said that Philips was employed 
by the company as foreman in charge of the electrical depart- 
ment at Plaistow, and Berry was engaged under him. It 
appeared that at the beginning of July Phillips entered into 
a contract with a man, named Byers, to fit up a shop in 
High Street, Plaistow, and he had been working there, with 
Berry, during the hours they were employed by the company, 
and they had been using material which belonged to the com- 
peny.—Detective-Inspector Childe deposed to stopping Berry 
in High Street, Plaistow, carrying & roll of wire, and when he 
wa3 questioned he made a statement which showed that he 
was taking it to a shop, where he was working under the 
instructions of Phillips. When the shop was visited it was 
found that it had been almost completely installed with elec- 
trical fittings which belonged to the company.—Berry pleaded 
that he was innocent of any knowledge of the theft.—Berry 
was discharged, and Phillips was sentenced to six months’ 
hard labour. 


WAR ITEMS. 


Iron and Steel Trades and German Dumping.—Mr. John 
Hodge, M.P., addressing & meeting of iron and steel workers 
at Newport (Mon.), on Sunday, said that in 1898 he proposed 
a scheme to prevent the dumping of German and American 
Steel into this country. At present 10 or 15 millions of pounds 
sterling had been expended on new plant, and after the war 
n> German or American steel should be imported. Whether 
this result was achieved by means of a prohibitive tariff, 
subsidy, or bounty, he did not care, but we must keep the 
whole of the new plant erected going, for, if not, the money 
would be taken from the pockets of the British working men. 
When he contemplated the barbarities of the enemy he could 
never shake Germany's blood-stained hand after the war.— 
Morning Post. А 


Enemy Goods іп Australia.—A Reuter dispatch from Mel- 
bourne, dated August 19th, reports Mr. Hughes as stating 
that enemy goods imported before the war were still being 
sold. The Government had decided that wholesale houses 
must ‘not sell such goods after September 30th, nor retail 
houses after November 30th. 


The British Mannesman Tube Co.—In reply to a ques- 
tion in the House of Commons last week, it was stated, for 
Mr. Runciman, that the British Mannesman Tube Co., Ltd., 
was a controlled establishment under the Munitions of War 
Act. The right to transfer the shares belonging to enemies 
had been vested in the Public Trustee, who had now com- 
pleted negotiations for their sale. 


Australian Metals.—Mr. Hughes, Prime Minister of Aus- 
tralia, has announced his intention to issue a regulation as an 
additional safeguard against the metal industry falling into 
enemy hands, prohibiting any contract for the sale of mining 
or metallurgical business to any person other than a British 
subject.—Morning Post. 


handed over to a military escort. 


To be Wound Up.—The latest list of companies or 
to be wound up includes the followin li reed 
F. Turpitz & Co., 150 & 151, Bench 
E.C., iron and steel merchants. 
1, Leadenhall Street, E.C. 
Haberecht & Co., 75, Parade, Birmingham, export hard- 
ware merchants and factors. Controller: W. S. Aston, 45 
Newhall Street, Birmingham. i 


. Enemy Businesses Wound Up.—In reply to a question 
in Parliament, Mr. Pretyman stated that сава had been 
made under the Trading with the Enemy Act in respect of 
312 businesses belonging to enemy aliens, of which approxi- 
чу 50 were carrying on manufactures in the United King- 
om. | 


Export Prohibitions.—A special Supplement to the “Board 
of Trade Journal” for August 17th contains a detailed list 
of “ Prohibitions of Export in Force in the United Kingdom 
and in certain Allied and Neutral Countries." 


Export Trade Prohibitions.—In the '* London Gazette ” 
for August 22nd there appear further lists of persons and 
bodies in the following countries with whom or which trading 
1з prohibited :—Argentina and other South American States, 
Denmark, Netherlands, Norway, &c. 

Additions to the list of firms, &c., in China to whom exports 
may be consigned are also published in the same issue. 


Manchester War Charities.—The collections on the Man- 
chester Corporation tramcars, which were. started soon after 
the outbreak of war, to assist war charities, have now been 
suspended for a time. It is announced on the cars this week 
that the total amount collected for various war funds to date 
is £24,032. 

The Board of Trade.—In reply to a question in Parlia- 
ment by Sir E. Cornwall, Mr. Asquith said that active steps 
were being taken with a view to placing the Board of Trade 
lu & position to deal effectively with post-war economic and 
commercial problems, but he was not now in a position to — 
go into details. In regard to a Minister of Commerce, no 
5000 ‚е would be attained by the multiplication of 

inisters. 


Lighting Restrictions.—When Charles Beckett, a Black- 
pool Corporation tram-driver, was summoned at the local 
Police Court for a breach of the lighting regulations, it was 
explained that the conductor had charge of the car lighting 
regulations, and not the driver. This view was corroborated 
by the chief inspector, who said the conductor was solely in 
charge of the car’s arrangements. The Magistrates’ Clerk 
held that both were responsible, and he advised the Chief 
Constable to proceed against both on the next occasion. The 
driver was fined 20s. 


German Ordinance re Contraband.—In the ‘‘ London 
Gazette " for August 18th there is printed at length a trans 
lation of а new Ordinance signed by the German Emperor 
declaring various articles contraband of war. These articles 
include electrical supplies for use in war, submarine sound 
signalling apparatus, searchlights, lathes, machinery, alumi- 
nium, and many other manufactures, metals, &c. 


Absentee.—At Newcastle-on-Tyne Police Court, on Friday 
last, Ernest Raffield Freeman, electrical engineer, was charged 
under the Military Service Act with being an absentee.— 
Defendant said he did not know really whether he was an 
absentee or not, and asked for an adjournment in order that 
he might instruct a solicitor.—The Bench declined, and im- 
posed a fine of £1, at the same time ordering him to be 


urch Street, London, 
Controller : P. Woodthorpe, 


Exemption Applications.—Before the Bucks Appeal Court, 
Gen. Sir G. W. A. Higginson, of Marlow, answered an appeal 
by the Military against exemption granted to his electrician, 
Wm. Bridgen. The Military representative said it was а 
question whether the man was indispensable, but as he 
was over 40, and' was passed only for home service, he left 
the case to the Tribunal. Ultimately the appeal was with. 
drawn, with the consent of the Tribunal. | 

An appeal for the exemption of Mr. C. Wokey (37). assis- 
tant foreman at the generating station at the Aberdare U.D.C. 
electricity works, has been refused by the Local Tribunal. . 

Before the East Kent Appeal Court, on August lith, Mr. 
W. Marshall (25), electrician, of Brookland, Roniney Marsh, 
appealed on the grounds of domestic and financial hardship, 
but exemption was refused. 

Maidstone Tribunal, on August 15th, conceded conditional 
exemption to Mr. P. E. Graefe (24), secretary to the muni- 
cipal tramway service. 

The Farnham (Surrey) Tribunal, on August 17th, granted 
a final three months’ exemption to Mr. E. Banwell (33), 
electrical engineer, of Hindhead. m 

At the East Kent Appeal Court, Mr. W. H. Glendinning 
(39), electrician in charge of an installation at a private resi- 
dence at Broadstairs, appealed, and was given until Nov- 
ember . 

Before the Bucks Appeal Court, Sir J. Bell, of Stoke Poges, 
High Sheriff for the County, appealed for Frank Lavington 
(40), who attends to the electric light plant at his house. 
Exemption was allowed whilst Sir John 1s High Sheriff. 

At Bideford, on August 12th, Messrs. Stevens, Brain & Co. 
applied for exemption for Robert H. Grant, electrician. It 
was stated that the man had put his name down for muni- 
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tion work, but the firm protested, and, as a result, the 
Minister of Munitions decided not to take him away from his 
employment. Exemption was refused. 

Mr. Arundell, electrical engineer, of Maidenhead, appealed 
to the Local Tribunal, on August 15th, for Walter Sibley (30), 
electrician, the only man left capable of dealing with a parti- 
cular class of work in the erection of electrical machinery, and 
who will be engaged on work at Aldershot Camp. He was 
exempted until November Ist. 

On the Appeal of the Corporation electricity and tramway 
departments, Gloucester Tribunal has conditionally exempted 
a wireman and two tramway inspectors. 


The Llanfair Electric Light Committee appealed at Jilan- 
{уп for exemption for John Fred Arthur, who has been 
specially trained to look after the electric light system. It 
was stated that the Committee could not get another man 
to do the work. The Tribunal decided to put the case back 
for the Committee, who were not represented, to be per- 
sonally represented. 


Brighton Tribunal has granted six months’ exemption to 
an electrical engineer and contractor (36), all of whose men 
have been '' badged.”’ 

At Carshalton, Mr. S. J. Evans asked for the retention of 
his electrical fitter. aged 32, and said that he had been unable 
to fill the place of the man. who carried out work of national 
importance. His staff of five men was reduced to two. A 
final month was allowed. 


Mr. Furness, electrical engineer and tramway manager. 
Blackpool, asked for conditional exemption until the end of 
the season for 12 motormen. one track supervisor, and a 
killed mechanic in the electricity department. Не had the 
authority of a special resolution of his Committee to apnear. 
Twenty motormen were going from the department within 
the next 14 days, and if these men for whom. he asked were 
also taken it would mean withdrawing 15. or 18 cars from a 
service which it was taking the department all their time 
to maintain. If any motormen over age had been dismissed, 
it was because of serious irregularitv. which could not be 
condoned. Application allowed.—Application was also made 
at Blackpool on- behalf of a working foreman and electrical 
engineer. Conditional exemption was allowed to each, with 
the condition of joining the V.T.C. 

At Great Harwood Tribunal, on August 17th. Mr. P. 
Haworth applied on behalf of a doctor for his chauffeur and 
electrician, who looked after his electrical plant. He did not 
think a woman could do the work efficiently. Final exemp- 
tion to October 30th. | 

At Oldham, the Empires Theatre Co., Ltd., appealed for 
the head electrician of their five theatres—a married man 
of 40—and exemption until October let was granted, the firm 
to try to release him by that date. E: 

At Accrington Tribunal, on August 18th, Mr. Lupton 
appealed on behalf of an electrician, single, aged 24, who was 
the only armature winder available. It took several years 
to make a man competent to do this class of work. October 
815%, final. 

Mr. Pilling, manager of the Accrington tramway under- 
taking, appealed for two motormen and an electrician, all 
married. He said that motormen were necessary. and hoped 
that the Tribunal would release the men rather than, compel 

to employ women drivers. Conditional exemption was 
granted under the public utility instructions. 

The Daily Telegraph states that two officials of the Institu- 
tion of Electrical Engineers—the accountant and editorial 
assistant—have been granted four months’ exemption by the 
Westminster Tribunal. 

The Llandudno Tribunal has granted conditional exemp- 
on to George Sowter, assistant engineer at the electricity 
Works, the chief engineer having stated that his services were 
indispensable to the conduct of the undertaking. 

At Bermondsey, Benoit Lejeune, Ltd., electric welders. 
applied for the exefnption of an electric welder and factory 


c, American and Japanese Shipbuilding.—An American 
i anero report says that at present the U.S., for the first time 

„Over half a century, is not only building more merchant 
ls than any other country. but the American output for the 
а 916 will probably exceed that of all the rest of the 
fall The report also states that the shipyards of Japan are 
obliged Pied with work fór two years, and have reluctantly been 
роте, decline foreign orders in order to supply their own 


REVIEWS. 


Advanced Theory of Electricity and Magnetism. By W. 8. 
FRANKLIN and B. MacNutr. London: Macmillan and Co., 
Ltd. Price 8s. 6d. net. 


‘This work is described as a text-book for colleges and tech- 
nical schools, and it possesses several somewhat novel features. 
The authors have endeavoured to limit the purely mathe- 
matical aspects of the subject and to kcep physical things 
always clearly and vividly in mind; or, in the phraseology of 
the preface. ‘‘ The character of the treatment in this hook 
has been determined throughout by the desire to keep the 
student's mind jammed up tight against physical things." 
Accordingly we find that in discussing electromotive force, 
electric fields, electric oscillations and electric waves, and so 
on, mechanical analogies are freely used, arranged in parallel 
columns, so that the student who has already a knowledge of 
mechanics may find less difficulty than he otherwise would in 
bringing to his mind definite ideas of the more abstract elec- 
írical conceptions. For instance, in dealing with the electro- 
motive force required to make a current increase we find, set 
down in columns side by side, the following :— 

““ Imagine a boat moving without frictional opposition; then 
the propelling force would be used wholly to cause the velocity 
to increase (to produce acceleration) and we would have: 


Е = 1,414. 


where Е is the propelling force, L is the mass of the boat, and 
dijdt the rate of increase of the velocity. Ifdi/dtis negative it 
signifies decreasing velocity.” 

'" Imagine a circuit having no resistance; then an electro- 
motive force acting on the circuit would be used wholly to 
cause the current to increase, and we would have: 


E = Ld 1|df. 


where E is the electromotive force acting on the circuit (of 
zero resistance), L is the inductance of the circuit, and 41/df is 
the rate of increase of the current. If di/d? ie negative it signifies 
decreasing current." 

This sort of thing is largely used, and we must confess to 
a sneaking regard for it. For many students find little diffi- 
culty in obtaining accurate ideas of mass, acceleration, etc., 
who have much trouble in forming mental pictures of in- 
ductance, rate of cürrent increase, and so on. "The former 
lend themselves naturally to better mental conception than 
the latter. 

Another example may perhaps be mentioned as indicative 
of the method. The starting of a boat is compared to the 
growth of current in a circuit. In parallel columns we have: 

“ At a certain instant a constant force E begins to act on 
a boat, and it is reauired to find an algebraic expression for 
the increasing velocity i of the boat, on the assumption that 
the frictional drag of the water is exactly proportional to i, 
or equal to R !. | 

“At a certain instant a constant electromotive force в 
begins to act on а circuit, and it is required to find an- alge- 
hiaic expression for the growing current i. 

“If we subtract the force which is required to overcome 
the backward drag of the water (namelv, & i) from the total 
propelling force E, we get the portion of the propelling force 


which is used to cause the velocity of the boat to increase. 


Therefore we have: 
к= Ri = Ldildt. 


' Tf we subtract the voltage which is required to overcome 
the resistance of the circuit (namely. в i) from the total pro- 
pelling electromotive force Е, we get the portion of the 
propelling force E, which is used to cause the current to 
increase." Therefore we have: 


E— Ri = Ldildt. 


A chapter which the student will find interesting is that 
on electric oscillations and elecfific waves., It opens with а 
schedule comparing the equations of mechanics and electricity. 
the former for both translatory and rotatory motion. It 
then deals with the electric oscillator. the equation of а 
travelling curve, equation of motion of a stretched string, 
differential equations of electrical wave motion on a trans- 
mission line, the ribbon wave, superposition of waves, reflec- 
tion, transmission line surges which follow the switching on 
of a generator and when a circuit-breaker opens, impure and 
pure waves, immediate effects of wire resistance and poor 
insulation on а wave on з transmission line, wave distortion, 
electrical oscillation of a transmission line, moving wave trains, 
clock diagram of moving wave trains, and forced oscillations 
of a transmission line. Towards the end of the chapter there 
are a dozen pages of interesting matter on mechanical con- 
ceptions of magnetic and electric fields, in which Maxwell’s 
model of the ether is made use of. A photograph is given 
showing the shape of the electromagnetic wave which shoots 
out along a telephone line when the syllable high is spoken 
into the transmitter. This is really an extraordinary visual 
demonstration of the complexity and delicacy of such а wave. 
and when it is recognised that the reproduction of the original 
sound by the distant telephone receiver depends upon the 
delivery of this complicated wave, with all its fine detail, at 
the distant end of the line, the student has vividly brought 
to his mind the importance of such things as spreading and 
distortion. 
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The last chapter, also on the electron theory, gives very 
clearly some of the chief experimental results, the diagrams 
especially being really illustrative and unencumbered with 
detail. Altogether there are ten chapters and 300 pages. 

Most of the chapters have a number of questions (with 
answers) at their ends. Speaking generally, the book will be 
found most useful by advanced students who have already 
studied mechanics and have a good knowledge of mechanical 
laboratory work. One of its best features is the clearness and 
appositeness of the diagrams, of which there are more than 


two hundred. | 


The Year Book of Wireless Telegraphy and Telephony, 1916. 
London: The Wireless Press, Ltd. Price 3s. 6d. net. 


This truly remarkable annual is now in its fourth year of 
publication, and it is difficult to commend it sufficiently with- 
out going into extravagance of language which might defeat 
its own object, at any rate so far as concerns those unfortu- 
nates who have hitherto overlooked the existence of this 
werk. It is hardly necessary to say that this is the standard 
work of reference on all matters pertaining to wireless services 
and facilities. It is authoritative and surprisingly complete con- 
sidering that this is the second ‘‘ war number." It is remark- 
able value for money, and we trust its price will always 
remain as low, for, though it is a volume for which one might 
reasonably be asked half-a-guinea or more, it doubtless reaches 
a much wider public and does proportionately more service 
at its present price. Among the regular features of the year- 
book which are still retained and, when necessary, brought 
up-to-date, are the almanac and various calendars, the record 
of wireless development, the list of useful formule and equa- 
ticns, data and tables, the glossary and five-language dic- 
tionary of technical terms, and the reference and technical 
sections, and special contributions, concerning which more 
must be said. 

In regard to the International Radio-Telegraphic Conven- 
tion, the text of which is reprinted in the reference section, 
it may be remarked that Germany, who took a predominant 
part in the debates leading to the various regulations, syste- 
matically eluded the latter in time of peace, and has treated 
them on her usual international basis since the outbreak of 
war. A very valuable addition to the collection of laws and 
regulations peculiar to the various countries in which wire- 
less telegraphy has been developed is an ingenious and com- 
plete index, which immensely facilitates reference to this sec- 
tion. The well-known list of land and ship stations now 
occupies 273 pages, and is as complete as permitted by present 
circumstances. The tables specify the call signal, normal 
range, wave length, and service particulars of shore and ship 
stations, and there is also an alphabetical list of call letters. 
We would адап. suggest that technical particulars concerning 
the equipment of the stations be added wherever possible, 
and, personally, we should prefer the special notes now col- 
lected at the end of each table or list to be set as footnotes 
on the page concerned. | | 


Special contributions have always been a feature of this 


publication, and this year there is a very admirable collection 
(ali new and specially contributed), including a fascinating 
article by Prof. Fleming on photo-electric phenomena, which 
1з much more readable than its title might suggest. Mr. 
, Arch. Hurd's essay on intelligence in naval warfare deals 
well with the possibilities of the subject chosen by that well- 
kncwn expert, whilst Col. Maude's review of the Allies’ 
strategy in 1915 will be read with the keenest interest and 
appreciation from end to end, though it must be confessed 
it contains little of '' wireless’’ interest. A third article of 
interest to the general reader is an outline of radio-telegraphic 
progress under the title of ‘‘ Long Distance Services." Among 
the more highly technical contributions must be mentioned 
Dr. Eccles’s demonstration of the dictum that a knowledge of 
the wave lengths of an antenna is of greater practical and 
experimental importance than a knowledge of the electrostatic 
capacitance. This paper includes a number of original and 
instructive abacs. i 

There is a totally inadequate appreciation in this country of 
the remarkable progress which has lately been made in the field 
of radiotelephony. · Нох many electrical engineers, let alone 
laymen, realise that on September 28th last wireless tele- 
phonic communication was established across the American 
continent from Arlington to Hawaii, a distance of nearly 5,000 
‘miles, whilst on October 26th communication was effected by 
the same means between Arlington and the Eiffel Tower? 
Whatever may have been done in Europe during the past two 
years, the published record of wireless telephonic progress 
must. for the present be confined to the United States, and a 
. good statement of this progress is included in the year-book. 
Other technical matter included comprises the report of the 
B.A. Committee for Radiotelegraphic Investigations, a valu- 
able contribution by J. L. Hogan on the measurement of 
signal intensity, and an article by P. W. Harris on the prob- 
lems of interference. The latter article is particularly instruc- 
tive. and should be useful to student, operator and general 
reader alike. '' Wireless Waves in the World's War," by 
H: J. B. Ward, is an interesting collection of war incidents 
in which wireless telegraphv has realised and exceeded the 
expectations raised on its behalf by those who saw far ahead 
through the difficulties of earlier vears. 

Very. much more might be said in commendation of this 
book, but its size is such that we can only outline its scope 


and testify to its consistent excellence. Dr. Erskine Murray 
is to be congratulated on the arrangement and utility of the 
‘useful formule '' tabulated under 27 headings. The record 
of wireless patents, the particulars concerning wireless com- 
penies, the biographical notes, the bibliography of wireless 
literature, and the directory of wireless societies, are of the 
greatest possible value to all interested in radiotelegraphy. 
Finally, there is the folding wireless map of the world. The 
production of the work is as excellent as ever and reflects 
great credit on the editorial staff, who are, doubtless, pining 
for the day when the lifting of the war-cloud will permit the 
full tale and state of wireless progress to be told. 


Guerhead Electric Power Transmission; Principles and Calcu- 
lations. By ALFRED STILL, A.M.Inst.C.E., МІЕ.Е., &c., 
&c., Assistant Professor of Electrical Engineering, Purdue 
University. London: Hill Publishing Co. Price 12s. 6d. 
net. | 


The question of overhead electrical transmission has received - 
more attention in America than in this country and, E 
to its deceptively simple appearance it ів sometimes regarde 
as a comparatively easy and rather uninteresting subject. 

The eight chapters, 310 pages, 115 illustrations, and volu- 
minous appendix of Prof. Still's book prove by their existence 
that the building of the most economical line ів not so simple 
as it may at first sight appear. 

Like all the publications of this firm, the book is wel] 
printed, well bound, and contains only a few mistakes. On 
page 2 we notice ‘It is not . . . the cheapest . . . articles 
that wins in the long run." On page 53 occurs the word 
'' cornona,"' and on page 97 ‘‘ mutal." On pages 114 and 119 
the author seems doubtful as to whether ''arrestor'' or 


* “arrester” is correct, and a division of opinion between 


“impedence ” and ‘‘impedance’’ is noticeable on pages 33, 
65, 90, 114, 196, and 127, there being three cases of each 
spelling. On page 120 the word “‘intellingently’’ appears, 
aud on page 122 " breifly." On page 170 we read that '' Mr. 
H. J. Glaubitz as evolved an equation." Resistance 1s spelt 
" resistence °’ on page 118. On page 126 a parenthesis is left 
unclosed, and there are one or two other minor errors ‘In 
punctuation. | 

As a contribution to the literature on the subject the book 
has much value. It provides many useful tables of data, and 
goes thoroughly into the theoretical as well as the practical 
side of the problem. ‘The author gives reasons for his views, 
or for procedure that has been adopted in laying down sys- 
tems, and explains the method of arriving at results. We are 
not confronted, as is too often the case, with pages of intricate 
mathematics followed by the bland remark, “ This is a matter 
which must be largely left to the discretion of the individual 
engineer.” 

The economice side of the subject is never lost sight of, and 
the engineer is recommended not to try experiments, for in- 
stance, in voltages higher than may be justified by commer- 
cial considerations. At the same time, he is advised not to 
follow the fad of the dav, but to think for himself. 

The use of the unit “circular mils per ampere ’’ does not 
appear to be attended by any advantage at all commensurate 
with the labour of discovering exactly what it means, and we 
d» not see why Prof. Still is so fond of the horse-power. 
Surely we can shed this unit from purely electrical work,. if 
not from steam and gas engineering. On page 56 mention 18 
made of the cost of a generating station in dollars per horse- 
power, followed immediately by a table showing cost of 
details per. kilowatt. | 

The demonstration of the fact that line losses are inversely 
proportional to the square of the power factor of the load, as 
given on page 19, might be sunplified thus :— 


ule 1 = cos 6, 
I = wie cos б, 


18 r = u? rje? cos? Ө, 
where the symbols used have their customary meanings, 
and are those employed by Prof. Still. | 
The percentage drop in conductors 18 more often given in 
terms of the pressure at the generating, rather than at the 
receiving, end of the line, and we prefer this practice. 
Chapter VI, 14 pages in length, is devoted to a considera- 
tion of the Thury svstem of transmission of ehergy by con- 
tinuous currents, said by the author to hold its own in 
Europe. In spite of its adoption in 1911 by the Metropolitan 
Electric Supply Co., of London, and the existence of some 15 


installations on the Continent, we do not think we should go 


so far as to agree with him. Prof. Still gives a careful and 
impartial summing-up of the advantages and disadvantages 
of the system, and quotes (on page 146) an interesting para- 
graph from the Electrical World, of New, York :— 

‘“ Any engineer who wanders through one of the large 
Thury stations and then calls to mind the usual long concrete 
catacombs bristling with high-tension insulators and filled 
with dozens of oil switches, scores of disconnecting switches, 
webbed with hundreds of feet of high-tension leads and 
spatted with automatic cut-outs, will stop and think a bit 
before he complacently sniffs at high-tension direct-current 
transmission." | ; | 

With the exception of the word ''spatted,"" this fairly ex- 
presses the views we had formed on the matter. 
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Many more interesting points might be taken from the 
hook, such as the consideration of waves on the line; the 
mechanical testing of insulators by shooting at them with 
guns; the reference, surprisingly open, to the rigging of the 
metal market; the cost ab which line losses must be reckoned; 
the disadvantages of the two-phase three-wire system; the 
arguments for and against the use of protective devices and 
of appáratus for regulating the power factor of the system; 
skin effect and its diminution by coating conductors with a 
thin layer of high-resistance metal; the use of the earth as a 
return: and the effects of blizzards. Those interested can 
read of them for themselves. 

The hook should find a place on the shelves of all those 
whose work brings them in contact with the subject. 


BUSINESS NOTES. . 


American Electrical Industry. — The total value of 
products of the electrical machinery industry in the United 
States Increased practical 50 per cent. between 1909 and 
194. А summary of the census of manufactures for that 
industry in 1914 has been issued by the United States Bureau 
of the Census. The total number of establishments decreased 
by 30 in the five-year period, from 1,151 to 1,121; but, elimi- 
nating those which make electrical machinery as a subsidiary 
product, the total number engaged primarily in this industry 
increased by 21. i 

Of the 1,121 establishments reported for 1914, 234 were 
located in New York, 151 in Illinois, 129 in Ohio, 114 in Penn- 
wlvania, 100 in Massachusetts, 83 in New Jersey, 46 in Con- 
necticut, 46 in Indiana, 30 in California, 19 in Missouri, 18 
in Minnesota, 17 in Rhode Island, 8 in Colorado, 7 in Mary- 
land, 6 in New Hampshire, 5 in Iowa, 4 each in Delaware, 
North Carolina, Tennessee, Washington, and West Virginia. 
j in Kentucky, 2 each in District of Columbia, Louisiana, 
Nebraska. and Vermont, and 1 each in Alabama, Kansas, 
Oregon, South Carolina, Texas, and Virginia. 

The comparative statistics for 1914 and 1909 are sum- 
marised in the following statement of values of products :—. 


Products. 1909. 1914. 
Dynamos i T $17,281,504 $23,233,487 
Transformers .. 8,501,010 13,120,065 
Motors E T " ... 82,087,482 44,176,235 
Batteries, parts and supplies 10,612,470 23,402,455 
Carbons (including furnace, light- — — | 

ing, brushes, battery, Kc.) ... 1,934,864 3,002,741 
Arc lamps ee ae 2 1,706,959 742,142 
Searchlights, projectors, & focus- | 

ing lamps е 035,874 9,081,545 
Incandescent lamps " ... 15,714,809 17,350,385 
Sockets, receptacles, bases, &c. ... 4,591,799 5,512,609 
Electrie lighting fixtures ... 2,200,668 . 9,983,955 
Telegraph apparatus .  ... m 1,957,439 9,948,975 
l'elephone apparatus T .. 14,259,357 22,815,640 
Electric heating apparatus 1,954,119 4,034,436 
Electric measuring instruments 7,800,010 8,786,506 
Insulated wire and cables 51,694,731 69,505,573 
Other products 60,694,153 115,416,577 

Total ... "* ... $940,037,479  $359,412,676 


U.S. Commerce Reports. 


The Dominican Republic.—In a report on the Dominican 
Republic the American Vice-Consul at Santo Domingo says :— 
(his country is undeveloped and is said to have a great 
future. Many opportunities for American skill will offer them- 
selves in connection with the present programme of the Gov- 
ernment construction work. There are at present only a few 
roads and practically no bridges, and the few miles of railroad 
a often out of commission. Santo Domingo needs a new 
ciectric light plant, a street-car system, a new ice plant, and 
many munieipal improvements. Lack of funds is the main 
рүм of delay in carrying the plans into execution. А 
ес as some system із devised which will ensure а steady 
А nue from the many sources at present exempted from 
axes there will be sufficient money for all improvements." 
% е Consul at Puerta Plata says :—‘' The present tendency 15 
Unha rchase nearly everything except a few specialities ‘in’ the 
Marra States, as there are no regular direct steamship con- 
t5 ons with Europe. European goods have in most cases 
fret e high trans-Atlantic freight rates in addition to the 
Kum rom New. York, and are further subject to long 
M Germany, which formerly held the second place, 
тах during 1915, a negligible factor on account of the war, 
thal products have been in most cases replaced from 
4 ‘me States. 
"S ua charaeter of imports does not change greatly from 
Gak ra since the bulk of them consist of staple articles, 
M. е0 тае, In view of the practical monopoly now 
Man. 8; American exporters can hardly expect to secure a 
боп i Tid proportion of the business. Increased consump- 
sel ө future will be largely dependent upon the further 
."9pment of the resources of the country, which in turn 
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will be influenced by the investment of capital: А greater 
number of American salesmen have visited this territory dur- 
ing the past year than formerly. — Manulacturers should 
realise that such visits are the most effective way to 10augu- 
rate business, antl that the expenses of a trip to this country 
are moderate in view of its comparative nearness to the United 
States. Some small new industries were started, among 
which may be mentioned a match factory and one or two 
new ice plants. The company controlled by American capital, 
which has been furnishing electric light in Puerto Plata since 
1913, completed its: transmission line to Santiago. and com- 
menced the lighting of tbat city in December, 1915. The 
Royal Bank of Canada has established new branches in 
Santiago and Sanchez which will facilitate commereial trans 
actions. Exeept these instances, however, no new enter. 
prises by foreign capital have been inaugurated, The country 
needs the investment of capital and the work of skilled men 
to direct it.” 


Catalogues Wanted for China.-—H.M. Consnl-General 
at Yunnan-Fu says that the representative there of a British firm 
established in Hong-Kong wants British firms. catalogues and 
price-lists of water turbines of small power. high-speed steam- 
venerating sets direct-coupled to three-phasqalternators of 2.200 
volts. 50 to 500 R.P.: steam boilers for ditto. telephone exchanyes 
for 50 to 500 subscribers. and many other manufactures. of which 
particulars appear in the Board af Trade Journal for Angust 17th. 
Communications and catalogues should be sent to the Consulate- 
General, at Yunnan-Fu. 


Russian Customs Exemptions for Gold - Producing 
Machinery.—In the list of machinery. «&c.. connected with the 
gold-producing industry. particularly as regards dredges and exea- 
vators. which. according to decree of the Russian Minister of 
Finance and the Minister of Trade and Industry, under date June 
l5th-28th last. are now to be admitted free of duty into Russia, the 
following are the items that interest the electrical industry: - 
Dynamo machines, electromotors with cables, and wires and dis- 
tributing equipment, safety and measuring apparatus, transformers, 
likewise complete equipment for electric stations situated on the 
banks of rivers, marshes, &c.. or on harges for producing current to 
drive motors on dredges ; all steam engines, boilers, motors in the 
electric station, electric generators, wire, and everything that 18 
necessary to install such a station ; all electrical parts of dredges. 
Generally speaking, the same statement applies to excavators, 
the lists including electric locomotives, also all. manner of boring 
apparatus, including such. if electrically driven, and al! electrical 
apparatus connected therewith. - 

This list is specified in more detail in the Government (ratte, 
and it may be stated in explanation that the object of this. modi- 


-feation of the Customs list of the country is to enable the cold 


producers to obtain foreign-made dredges, and accompanying equip 
ment, cheaper than is: possible with the high protective duty that 
has been set up in order to bolater up the home dredge building 
and excavator construction industries: so that more sold may be 
produced, and the country's urgent requirement in regard to the 
metal may be better served than appeared economically possible 
when dredges and excavators had to pay enormous duties to be 
allowed into the country. The exemption applies whether the 
goods specitied ите imported with the dredges or excavators, ar 
separately consigned. 


Trade Conditions in China.— The Acting British Vice- 
Consul at Tientsin (Mr. D. B. Walker) writes that as the 1915 
harvests were good, and the last export season was very successtul, 
money should not be scarce in the Consular district during 1916. 
The chief difficulty as regards the British share in imports into 
Tien sin will be the high prices ruling in the United Kingdom for 
all lines of manufactured vroods. and the restricted output. Under 
present conditions it seems futile to bewail the comparatively small 
share which the United Kingdom takes in the import trade of 
Tientsin. The fact remains, however. that now is the time for 
British firms to endeavour to replace. as the Japanese have already 
taken steps to do. articles previously supplied by the factories of 
Central Europe. Unless the opportunity is grasped. and the posi- 
tion consolidated before a year after peace is declared, it will be lost 
altovether. On the conclusion of hostilities Germany will turn 
again to trade with redoubled activity ; her traders are not likely 
to be welcomed or encouraged to stay in the countries and posses- 
sions of he Allies; what better market than that of China will be 
open for Germany to operate in? Driven from Tsingtaun., and 
reluctant to return thither under new conditions. what port more 
suitable than Tientsin for the centre of their operations in the 
northern trade? United Kingdom manufacturers know whether 
the effort is possible, and they must decide immediately. Both the 
United States and Japan are ready to grasp the opportunity. Опе 
bright feature of existing conditions 18 that, owing to the enforced 
inaction of German importers. Chinese dealers are taking more 
kindly to the "cash on delivery " system, and some of them are 
now beginning to realise that this alone can prevent overtrading, 
which has always been the bane of the Tientsin market. Japan is 
reaping advantage from the disabilities under which the belligerents 
in Europe are labouring. Quick to grasp the opportunity, Japanese 
traders have taken steps to replace on the Tientsin market articles 
previously supplied by the Central European Powers. such as 
enamelled ware. tin and crockery ware. hardware. window glass, 
r hbons, needles; in fact. all classes of goods commonly known as 
"muck and truck." Efforts have been made by local British firms 
to make home manufacturers realise the present opportunity of 
capturing this trade, but little has as yet been done. 


be earn) 


210 


THE ELECTRICAL REVIEW. [Vol 79. No. 2,022, AUGUST 25, 1916. 


Trade Announcements.—Mr. WILLIAM HARPER, elec- 
trician and ironmonger, of 6. Kirkgate and Wharf Street, Shipley 
(Yorkshire), who has been called up for service is having the whole 
of his stock and fittings sold by auction and is giving vp the 
business. 

Mr. MICKELWRIGHT, of Mickelwright, Ltd., of Alperton, 
Wembley, has joined the R.N.A.S. The business of the firm will 
be continued as usual. 


Book Notices,—THE SECRETARIES’ ASSOCIATION, LTD., 
Bassishaw House, Basinghall Street, E.C., has issued (1s. net) a 
pamphlet containing a verbatim report of lectures delivered 
during the 1915-16 session. One of these lectures is on “The 
War: its Effect on Commerce and Finance," and others deal with 
“ Foreign Exchanges: the Part they Play in International Trade," 
"Curious Cases in Company Law," and “The Secretary and his 
Directors." 

“ Text Book of Applied Mechanics and Mechanical Engineering." 
By А. Jamieson. London: C. Griffin & Co.. Ltd. Price 6s. net. 

“Proceedings of the Physical Society of London." Vol. XXVIII, 
Part 5. August 15th, 1916. London: Electrician Printing, and 
Publishing Co.,Ltd. Price 4s. net. 

“ Welfare Work : Employers’ Experiments for Improving Work- 
ing Conditions in 9Factories." Ву E. Dorothea Proud, B.A. 

London : G. Bell & Sons, Ltd. 7s. 6d. net. 


Dissolutions and Liquidations.—H iGu-TrENsIoN Insvu- 
LATORS, LTD.—This company is winding up voluntarily with Mr. 
G. T. Broadbridge as liquidator. A meeting of creditors is called 
for August 28th, at 32, Sackville Street, W. 

FLEXIBLE WHEELS, LTD.— This company is winding up volun- 
tarily. with Mr. P. T. Hills, 65, Temple Chambers, London, as 
liquidator. Creditors’ meeting. August 28th. 

ADNIL ELECTRIC Co., LTp.—A first dividend of 10s. in the £ is 
payable August 30th, at 6, Clement's Lane, Е.С. 

BARKERS, builders and electricians, Dean Street, Oxford Street, 
W., and Artillery Lane, E.C.—Messrs. E. M. Harvey & W. J. 
Barker have dissolved partnership. Mr. Barker attends to debts, 
and continues the business. 


Catalogues and Lists.—Mkssns. Donovan & Co., 47, 
Cornwall Street, Birmingham.—A number of illustrated leaflets 
showing their insulated switch-holders, “ Safuses," motor-starting 
gear, &c. 

“When found, made a Note of," has been the case—or should 
have been— with all our gold coins since 1914, and we must there- 
fore have a receptacle for " Notes," to mind them in safety until 
we exchange them for war-saving certificates—or something else. 
Messrs. D. HARPER & Co. LTD.. of Holloway Road, N., have 
studied the convenience of the public by introducing a reversible 
Treasury Note case, which is suggested asa very suitable advertising 
medium for the trade. One of these—a two-fold real leather one— 
is before us. Its special feature is that it is, & patent one, and the 
10s. and 20s. notes can be kept separate. 


Belling Prices —Merssrs. BELLING & Co. announce that 
owing to increased cost of material and labour they have had to 
increase the advance on prices in their 1915-16 Fire catalogue (which 
still holds good for the coming season) from 10 per cent. to 20 per 
cent., as from September Ist, 1916. In view of. the difficulties of 
obtaining supplies of material in the iron industry, they ask the 
trade to advise them as early as possible of their requirements for 
Belling electric fires. 


Bankruptcy Proceedings;—TATTERSALL, J. ҮҮ. & T. W., 
electrical engineers, Willesden Lane, London.— Trustee released 
August 14th. 

Восит, JOHN, electrician, Liverpool and Chester.—-First and 
final dividend, 5s. in the £, payable September lith, at 2, Bixteth 
Street, Liverpool. 

Boutt, J. & J. H., electricians, trading as John Boult.— First and 
final dividend, 8s. in the £, payable September-11th, at 2, Bixteth 
Street, Liverpool. | 


New Russian Electrical Расќогу.— Гне ELECTRICAL EQUIP- 
MENT Co. has begun the construction of a large electrical factory in 
Moscow, where telegraph and telephone apparatus will be special- 
ised in, and orders therefor are already in hand to the value of 
3,500,000 roubles. The concern is subsidised by the Government 
with-1,500.000 roubles. 


Copper Prices.—The week’s changes.—Messrs. F. Smith 
and Со. report :—Wednesday, August 23га : Electrolytic bars rose 
from £125 to £127 ; ditto sheets, from £143 to £145 ; ditto rods, 
from £132 to £134; ditto m.c. wire, from 18. 3. to 1s. 44d. 
Messrs. James & Shakespeare report :— Wednesday, August 23rd : 
Copper bars, sheet, and rod (best selected) rose from £146 to £148. 


LIGHTING AND POWER NOTES. 


Aberdeen.— The output of the Corporation electricity 
works for the financial year ended July, 1915, was affected by the 
curtailment of lighting, public lighting being 77 per cent. down 
and private lighting practically 10 per cent. down compared with 
the previous year. Due. however, to the increase of power, 22 
per cent., and heating and cooking, 39 per cent, the total output 


for the year was 8 per cent. up. The year just finished, to 
July, 1916, shows a greater decrease for lighting purposes, but 
& marked increase for power, and the total output of the under- 
taking will show an increase of about 20 per cent. Over 2,000 Н.Р. 
of new motors has been coupled to the mains. 


Aldershot.—ExcEss  PRorrrs.— The Inland Revenue 
Commissioners have made a demand upon the U.D.C. for £ 73 excess 
profits duty on the electric undertaking. Inquiries are to be made, 
and an appeal is to follow if necessary. A recommendation not to 
entertain applications for the electric light to be connected to The 
Foleys, the hospital, and the premises of Mr. Charkham. of Arthur 
Street, has been referred back to the Lighting Committee for 
reconsideration. 


Alloa.—PrLaANT ExTENSION.—The Electricity Committee 
is installing а 700-B.H.P. National gas engine coupled to a generator 
by the British Electric Plant Co., consent having been obtained 
recently to the borrowing of £10,000 for plant extensions. The 
output of the station during the last financial year increased by 
about 45 per cent. 


Amesbury.— Negotiations are proceeding with a view toa 
private company distributing electricity in the district. The 
County Council is to be approached in regard to the use of over- 
head wires on main roads. 


Argentina.—At а meeting of the Rosario Municipal 
Council, the action of the Intendent in ordering the substitution of 
electric lighting for the gas lighting, in view of the Gas Co.'s 
suspension of the service. was approved. Also an expendi- 
ture of $25,000 m/n. on the necessary electrical material in 
Buenos Aires, was authorised. The Gas Co. was obliged to suspend 
its service owing to being unable to purchase coal, due to the 
Rosario Municipality not having paid the gas bill of about 
$350,000 m/n. 


Australia.—W ith regard to the proposal by the Strath- 
field municipality for the supply of electricity for street lighting 
by the Sydney City Council from March Ist, 1917, the City Council 
has suggested the advisability of the postponement for a further 12 
months, when the cost of materials may be more nearly normal. 

On the recommendation of Mr. B. E. Rushton, chief mechanical 


engineer to the South Australian Government, the Government 


workshops at Islington are to be reorganised, electric power is to 
be installed, and £4,000 is to be spent in providing additional 
furnaces and boilers for steel making. 

Owing to the Granville (N.S.W.) municipality deciding. not to 
give any undertaking to refuse permission for the erection of 
electricity mains by another company along a route on which the 
Sydney City Council has provided electricity supply mains, the 
City Council is recommended not to proceed further with the pro- 
posal to extend its mains in the neighbourhood to supply power to 
various firms. 


Bedford.— The B. of T. has consented to the T.C. 
supplying electricity to the new works of Messrs. W. H. Allen. Son 
and Co. Ltd. at Biddenham, which is outside the ‘area of the 
borough. 


Bingley.— The U.D.C. is recommended to reduce the 
minimum charge for electricity supplied to private consumers to 
10s. per half year, inclusive of the meter rent, after the termina- 
tion of the first two years of the supply. 


Bo'ness.—W OMEN NAVVIES.—According to the Daily 
Chronicle, women navvies are being employed in the laying of 
cables in connection with the electricity undertaking. 


Canada.— The Shawinigan Water and Power Co. is 
making extensions to its power house, in order to give a supply of 
2.000 H.P. to the Sherbrooke Railway and Power Co. The power 
will be transmitted over the Shawinigan transmission line between 
Victoriaville and Windsor Mills, and from the latter , point a new 
transmission line is being built to Sherbrooke. 

The Great Lakes Power Co. is extending its power house, and has . 
on order with the Canadian Westinghouse Co. for that purpose 20 
650-K.V.A., 25-cycle vertical generators, four 650-K.v.A., 60-cycle 
vertical generators, and one 660-H.P. motor-generator exciter set. 

Owing to the increased demand for power, the city of Sherbrooke 
has decided to improve the city plant; the present rock-filled crib 
dam on the Magog river will be replaced by a concrete structure 
225 ft. long and 49 ft. high. Three central-discharge turbines 
of 1,400 H.P. each will replace the present turbines, together with 
three new generators, each of 1,000 K.v.A., rating with the neces- 
sary additions to the switchboard equipment.— Canadian Electrical 


News. 


Continental, —RussiA.—With a view to ascertaining the 
amount of electric power available for new industries, and tosupply 
those displaced by the invading armies, the Electrotechnical Section 
of the Russian War Industries Central Committee has carried out 
a census of all the installations existing throughout Russia. Of 
the two inquiries made, 90 per cent. of the former, and 60 per cent. 
of the second, returned replies. They have come from 108 towns, 
93 of which are situated in European Russia, 12 in Siberia, 5 in the 
Caucasus, and 5 in Central Asia, or a total of 115 electric stations. 
The 93 stations in European Russia have a total of 79,553 Kw., of 
which 39,132 is continuous-current, 34,043 three-phase, and 6,378 
single-phase plant. The 12 Siberian stations have a total power of 
9,505 KW., 2,320 being continuous, 3,750 three-phase, and 3,435 
single-phase plant. The five stations in the Caucasus have a tota] 
power of 3,026 KW., 676 being continuous and 2,350 three-phase 
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plant. The five stations in Central Asia have a total power of 
679 kw. all of which is continuous-current plant. Of the plant 
specified some 30,000 H.P. is available for new undertakings 
requiring ап uninterrupted supply, and 60,000 Н.Р. for those able to 
use an interrupted supply.— Z' Industrie Electrique. 

NORWAY.— The Union Carbide Co., finding its works at Niagara 
insdequate, and after seeking in vain in North America for 
an additional site, has decided to establish a branch in Norway. 
It has set aside $2,000,000 for the purpose, and the works are now 
in course of construction at Sande. 
electroohemical and other concerns established at Niagara. the 
constant call for more room for extensions, the limitation of the 
power available, and the proximate increase in the price of electric 
current, are the motives for this departure. The migration of other 
American industries, under the pressure of similar requirements 
and considerations of a like nature, is said to be a matter of 
certainty in the near future. 


Dundee.—PROPosED  LoAN.— The Corporation Elec- 
tricity Committee has had under consideration the question of 
acquiring borrowing powers for £27.000. According to the 
treasurer the amount authorised to be borrowed is £4187.000, 
and the capital expenditure to May 15th of this year was £469,175, 
leaving a balance of £17,825. In reference to the sum of £17,825 
the T.C. is already committed to the expenditure of that amount, 
contracts having been placed for machinery. cables, &c. Mr. 
Richardson. the general manager, estimated that additional bor- 
towing powers would be required to cover the cost of works to the 
amount of £27.000. With reference to the application which had 
been received from the Caledon Shipbuilding Co., and taking into 
acount the power which would be required in the immediate 
пешу for King George Wharf and other large consumers, it was 
suggested that the best method would be to build a new sub-station 
on the spot. and so reduce the length of heavy cables to the 
minimum. The motion for applying for borrowing powers was 
adopted. | 


Harroate.— At the last meeting of the T.C. it was stated 
that the day-time use of electricity for domestic and power purposes 
now exceeded the load for lighting. 


Japan —At the annual meeting of the Tokio Electric 
Light Co. it was stated that the increased receipts were due princi- 
pally to the sum received for the temporary supply of power to the 
municipal electricity station when it was short of energy. owing to 
the breakdown of the Kinugawa Power Co.'s plant. Receipts from 
the sale of power amounted to 200.000 yen. There was an increase 
in the general demand for electric light in the city during the year, 


гуи 65.000 additional lamps had been installed.— 7S. Commerce 
eporte, RS 


London.— HAMMERSMITH.—The Electricity Committee 
has received an application from the Chiswick Electric Supply 
Corporation for a supply of electrical energy for a factory in its 
area, 

The borough electrical engineer reports that the estimated cost 
for cables and transformers, &c., will be £3,500, and he estimates 
the mininmum annual revenue at £3,500. 

The Committee recommends the Council to give the supply of 
electricity asked for, the minimum guaranteed payment to be 
42.000 per annum, the corporation or the proposed consumers to 
wivance to the B.C. the capital sum (£3.500) for laying on the 
supply, thee B.C. to pay 5 per cent. interest upon the sum advanced 

year the actual consumption of electricity exceeds & 2,000 in 
value. The cables and apparatus to remain the property of the 
Council, and to be taken over аё £2,000. 


Market Drayton.—SrREET LiaHTING.— The U.D.C. has 
аттеей to the offer of the E.L. and Power Co. to accept £50 in 
settlement of its account of £100 under the contract for public 
lighting for the six months ending June 30th. 


Newport (Mon.).—PRofosEp Loan:—The Council is 
h apply to the L.G.B. for sanction to borrow any necessary sums 


от cables, &c., to give a bulk supply to a new consumer. 


Perth.—Yrar’s WonkING.—During the last financial 
DM electricity department made a net profit of £284, of which 
eal has been placed to reserve, and £84 carried forward. The 
е Дры was £11.097. and expenditure amounted to £7,423, 
ц mi 8 gross profit of £3.674. The reserve fund now stands at 
The Cit 1$ per cent. of the total amount allowed. 

for lizh ity Council has decided to increase the electricity charges 

ting by 124 per cent.. and for power by 5 per cent.; an 


,INftuguese India.—The municipality of Goa has been 
une a to install an electric lighting system in the town of 
des of react for the work has been awarded toa Bombay 


: Journal, 


qo aVtenstall.— Loax SANCTION.— The L.G.B. has sanc- 

with the borrowing by the T.C. of £1,447 for mains in connection 

transforme, ey of electricity in bulk to Haslingden, £584 for 
*r. and £185 for other plant. 


co fate — Speaking at a meeting of the T.C., recently, 
the el URL mentioned the adverse conditions under which 
lighting o d pndertaking had been working, due to decreased 
vieldi Pipe pul. Heating units increased by 74 per cent., 

revenue of £101, und power output also increased by 


The increasing number of' 


47 per cent. The gross profit of £3.891 was £234 less than in the 
previous year, and it was decided that the net surplus of £33 be 
carried to reserve and renewals. | 


Rochdale.—PRoPoskED Loans.—At a meeting of the 
Electricity Committee. on August 16th. the borough electrical 
engineer recommended that the T.C. should apply for further 
borrowing powers for £50,000 for improvements and extensions at 
the electricity works. А scheme for spending £60,000 on the works 
was rejected in May by the T.C., but application for borrowing powers 
for £10,000 was made for the most urgent portion of the work—the 
provision of an additional chimney, induced draught plant. and 
additional economisers-- and sanction for this has been received. 
The recommendation made last week that powers be sought for the 
further £50,000 was made owing to the irregularities in the supply 
of energy this month, which have caused great inconvenience to 
local firms dependent upon the Corporation for power. The Com- 
mittee referred the recommendation to the Works Sub-Committee 
for consideration and report. In regard to the irregularities, & 
number of works were affected last week, and in the case of the 
cotton mills of Tyre Yarns. Ltd., and Fabric Weavers, Ltd., who 
are the largest consumers, it is stated that 75 per cent. of the 
machinery was idle owing to the difficulties referred to, and about 
500 workpeople employed by the firms were thrown on tothe funds 
of their Trade Unions. The Rushbearing Holidays are taking 
place this week (August 19th-26th), and the majority of local works 
and factories are shut down. It is hoped that necessary repairs 
will have been completed by the time the mills and workshope 
re-open on the 28th inst. 

The Electricity Committee has accepted tenders for 34,000 tons of 
coal at advanced prices. The dispute between the Committee and 
Tyre Yarns, Ltd., respecting the interpretation of clauses in the 
agreement for the supply of current to the firm's mills, has not yet 
been settled. 


Salford.—The House Committee of the B. of G. proposes 


to install a mechanical dough-mixer, to be driven by electricity. 


U.S.A.—A recent issue of the Journal of Electricity, 
Power and Gas mentions that the Hammond “ Delta Home,” in the 
San Joaquin Valley. Cal., is provided with electric heaters in 
every room. and instantaneous water heaters in the bathrooms. 
Electric cooking apparatus and an electric boiler are in use, also an 
automatic electric pumping set for the garden. It is stated that 
175 electric ranges are being used in_the San Joaquin Valley, and 
the number will be increased to 400 fy the end of the season. 


TRAMWAY and RAILWAY NOTES. 


Blackpool.—Last week the lifeguards on the cars pre- 
vented two accidents to children. who, in both cases, were picked up 
and escaped injury. 


Caucasus. — The Noroie Vremya says the question of 
constructing the trans-Causcasian electrical railway is approaching 
solution. 


Continental.—Spain.—The new electric tramway in the 
town of Palma de Mallorca, which has been constructed by the 
Sociedad General de Tranvia Electricos Interurbanos, has now been 
completed and opened for traffic. The electrical equipment was 
supplied by the Sociedad A.E.G. Thomson-Houston Iberica. | 


London.—P.O. Tuse Rarnway.— А recent Parlia- 
mentary communication by Mr. Asquith stated that the tunnel for 
the above line was nearly completed. It runs from Paddington, 
rid Mount Pleasant, the G.P.O. in Newgate Street, and Liverpool 
Street to Whitechapel, some 6j miles. at à depth of 28 ft. to 37 ft. 
below the surface. Normally. it is а .9-ft. diameter tunnel with 
two 2-ft. gauge tracks, and double tunnels at stations with space 
for lifts, shoots and control cabins, the trains being operated by 
distant control and capable of attaining .up to 35 miles an hour. 
The electrical system is that of the British and Colonial Pneu- 
matic Tube and Transport Co. 


New Zealand.—The Christchurch tramway plant was 


put through a final test last month, operating from the Lake 
Coleridge high-tension supply. the result being satisfactory in every 
respect.—.V.Z. Shipping and Commerce. 


Northampton.— YEaR’s Workinc.—The accounts of the 
Corporation tramway undertaking for the year ended March 31st 
last. show a total revenue of £24,130, and a gross surplus, including 
bank interest. &c., of £14,452 (as against £10411 in the previous 
year). Interest and sinking fund payments absorbed £10,200, and 
the net profit was £1.252. as compared with £1.581 in the previous 
year. Of the surplus £1,500 was transferred to the rates. and 
£2,600 to reserve. The track mileage amounts to 65 ; 770,000 car- 
miles were run and 9,936,774 passengers carried, ав compared with 
8,423,884 in 1914-15, when a section of horse tramway was still in 
use. 


Rochdale.—W AGEs.—The Tramways Committee has 
referred to the Works Sub-Committee an application of local tram- 
way employés for an advance of wages, | 
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TELEGRAPH and TELEPHONE NOTES. 


Arabian Telegraphs.— According to the Times, a Cairo 
telegram states that in addition to Jeddah and Mecca, telegraphic 
communication has now been established with Taif. п/а Wadi Halfa 
and Suakin., 


Brazil "Telephones.— There are at present in the federal 
district and immediate vicinity 12,000 telephones in service in Rio 
de Janeiro, 1,200 in Nictheroy (across the bay), 750 in Petropolis 
(the summer resort of Rio de Janeiro), 100 at Barra do Pirahy, 23 
at Barra Mansa, and 19 at Rezende. It is estimated that in this 
section of Brazil there is one telephone for each 100 inhabitants. 
Much of the wiring of the system is underground. In the State of 
Sao Paulo and the southern part of the State of Minas Geraes, the 
telephone systems are operated by the Companhia Telephoniea do 
Estado de Sao Paulo. with headquarters at Sao Paulo. Santos, and 
Campos, and the Companhia Rode Telephonica Bragantina. The 
first-named company has about 8,000 subscribers in the three cities 
just mentioned, and a number of rural lines. There are also con- 
nections with the lines of the second-named company, which has 
its headquarters at Sao Paulo city. The Companhia. Bragantina 
connects by ite lines 171 cities and towns in the States of Minas 
‘Geraes and Sao Paulo, serving 4,500 subscribers. Besides these 
two companies there are numerous smaller local companies in many 
cities and towns of those two. States, still further completing : the 
facilities for connections. Conversations mayibe carried on between 
Sao Paulo and Riberao Preto, 211 miles, or between Riberao Preto and 
Santos, 206 miles, or with Guaratingueta, a distance of 312 miles. 
Connection may be obtained from Sao Paulo to Guaratingueta and 
from Rio de Janeiro to Barra de Pirahy: and the intervening 
unconnected distance to. complete the telephone communication 
between the cities of Rio de Janeiro and Sao Paulo ів but 103 miles.— 
Telephon y- 


Cable Rates. — The “London Gazette announces that the 
rates for telegrams sent to the places named below are now : 

Albania, 43d. per word : Newfoundland, by cable 1s., айа: rid 
Marconi, 8d. ; Labrador, by cable 1s. 2d., and viä Marconi, 10а. 


Jamaica.—A severe hurricane passed over the island on 
August 15th, causing great damage in cultivated areas and com- 
pletely dislocating telegraphic communication. 


Multiplex Wireless.— Mr. Burr Y. Deitz has been granted 
a United States patent оп a "method of transmitting two or more 
messages, or signals, from one wireless aerial, and this with 
relatively high efficiency and without interference between the 
messages or signals. : 

Mr. Deitz has found that while the Т ТИЯ of а radio-trans- 
mitter occur as frequently as five hundred times a second, each 
single discharge occupies so small a part of a second that the dis- 
charges in the aggregate consume only a small fraction of the time 
elapsing during transmission. In the invention he utilises a part 
of the time heretofore. unused and existing in the intervals between 
discharges to transmit additional distinguishable messages or 
signals by applying additional transmitters whch are used with a 
single or common aerial system. The results obtained are similar 
to those of the multiplex system of wire telegraphy, in which 
‘several operators can use one line at the same time. 

Mr. Deitz states that the apparatus is comparatively simple, and 
possesses the great advantage of being reliable and durable, 
requiring -no sensitive or delicate adjustments and little or no 
attention.—7elegraph und Telephone Age. 


Telegraph Construction Bill.—This Bill passed its third 
reading in the House of Lords, on Monday ; the House of Conimons 
also agreed to the Lords’ amendments to the Bill (mentioned in our 
last issue), and on Wednesday it received Royal Assent. 


United States.— According to Telephony, the House of 
Representatives has passed a resolution providing for the formation 
of & joint Sub-Committee to investigate the subject of Government 
ownership of all public utilities, such as telegraph, telephone and 
other companies engaged in inter-State and foreign commerce ; and 
to report as to the efficiency of Government regulation and control 
as compared with Government ownership and operation.. The 
joint Sub-Committee is instructed to report to Congress on or before 
January, 1917. 


Venezuela Telephiones.— American Commerce Reporta 
mentions that the local company, Teléfonos de Maracaibo. which 
has.300 telephones on its system, is proposing to extend its exchange 
equipment to cope with new business. It is interesting to note 
that a ground return system is in use, and that calling is by name. 
not by number, no directory being issued. The Board of Trade 
Journal mentions that Senores Sardi Hermanos has received permis- 
sion to construct two telephone lines in Teronday district. 


Wireless in the West Indies.—A wireless installation is 
in operation at Nevassa Island. Light. Station, and. will be con- 
trolled by the U.S. Lighthouse Service. 


‘Wireless in Police Department. — Besides a station at 
Police Headquarters in New York, U.S.A., the department is 
planning tó establish 15 other wireless stations in the inspection 
districts of the five boroughs and on the police steamer Putrol. 
A school of wireless telegraphy for policemen is now being main- 
tained by the department, and has a class of 27 men, who were 
telegraphers before joining the department. Eight already have 
passed the Government test for wireless орогон, Ku dis and 
Telephone Age. 
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' CONTRACTS OPEN and CLOSED. 


г OPEN. 
. Aberdare.—September 6th. Powell-Duffryn Steam Coal 


Co. Electrical goods. Forms from Stores Manager, Aberaman 
Offices, near Aberdare. 


Australia. —SYDNEY. — September 20th. N.S,W. Govern- 
ment Railways. One 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle. October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street. 

P.M.G.'s в Department. — Telephone material (Schedule 428). Bee: 
* Official Notices " August 18th. 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones. tele- 
phone material. instruments and parts. Schedule Nos. 429 to 437.* 

PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 

MELBOURNE.—November Ist. Victorian Railways. 50,000 flame 
arc carbons. Chief Storekeeper, Railway Offices, Spencer Street. 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30,343." 


Dublin.— August 29th. Electricity Committee. S.P. and 
three-phase meters for a year. See ‘‘ Official Notices" August 18th. 


Manchester. — August 25th. Electricity Committee. 
High and low-pressure steam and feed pipes at Stuart Street 
station. Specifications (218., returnable) from Mr. Е. E. Hughes, 
Secretary, Electricity Department. Town Hall. 

August 28th. .. Electricity Committee. Motor-car of from 12 to 
26 H.P. 

September 12th. Tramways Committee. (a) Permanent- -Way 
special trackwork, and (5) permanent-way point tongues and 
crossings. Specifications, &c. (£1 1s., returnable), Mr. J. M. 
McElroy, General Manager. 


New Zealand. — INVERCARGILL. — September 
Borough Council. 
switchgear. 
No. 40.* 


Portsmouth. — August 29th. Tramways Committee. 
Tramway stores, insulating materials, lamps, &c., for six months. 
See "Official Notices " August 18th, | 


Rochdale.— No date. Electricity Committee. 500 K.v.a. 
static transformer. Mr.C.C. Atchison, Borough Electrical Engineer. 


South Africa.—JOHANNESBURG.—September 4th. Muni- 
cipal Council. 10. 000 drawn-wire metallic-filament traction lamps ; 
10 miles of 19/14 * ‘ Underwriters’ wire" (lightly insulated wire for 
outdoor use). Contract No. 151." 

September 21st. e Council. 
No. 153.* 


Spain.—The municipal authorities of Ji ІЈопа (Province 
of Alicante) have just invited tenders for the concession for the 
electric lighting of the town. 

MADRID.—October 7th and 11th. Direccion General de Obras 
Publicas, Ministerio de Fomento, Madrid. Electric tramway con- 
cessions in Barcelona and Madrid. Some particulars will be found 
in last week's Board of Trade Journal. 

September llth. . Telephone system connecting the towns of 
Lerida, Balaguer, Tremp, and Sort (£5,000). Tenders to Departa- 
ment? de Fomento de la Mancomunidad de Cataluiia, Barcelona. — 
Buard of Trade Journal. 

Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. | 


28th. 
Steam turbo-alternator, condensing plant, and 
Specifications from the Tramway Office. - Contract 


Tramcar spares. Contract 


CLOSED. 


TATE и MaRYLEBONE.—The Electricity Committee 
recommends the acceptance of the tender of Messrs. Babcock and 
Wilcox, Ltd.. at £141, for гер» to the coal elevator at the 
generating station. 


Government Contracts.— List of new contracts dicing 
July, 1916 :— 
. Inpra OFFIC STORE DEPARTMENT. | 
Carbon cups.— Peel- Conner Telephone Works. 
Cells.—General Electric Co., Ltd. 
Extension of switchboard. — Automatic Telephone Mfg. Co., Ltd. 


Post OFFICE, 

Telegraphic apparatus.—Automatic Telephone Mfg. Co., Ltd. 

Telephonic a [TU .— British L. M. Ericsson Mfg. Co., Ltd.; Western 
Electric 

Telegraph cable. —Craigpark Electric Cable Co., Ltd. ; W. T. Hen. 's 
Telegraph Works Co., Ltd.; I.R., G.P. & Telegraph Works Co., 
Telegraph Construction & Maintenance Co., Ltd. 

Telephone cable.—B.I. & Helsby Cables, Ltd. ; Fuller’ s Wire & Chble Co., 

utd.; London Electric Wire Co. & Smiths, Ltd. ; Siemens Bros. & Co., 

Ltd. ; Union Cable Co., Ltd. ; Western Electric Co. 4, Ltd. 

Porous cells. —I.R., G.P. & Telegraph Works Co., Ltd. 

Telephone cords. — London Electric Wire Co. & Smiths, Ltd. ; Peel-Conner 
Telephone Works, Ltd.; Phoenix Telephone & Кесе Works, Ltd. 
Galvanometers.—Edison Swan Electric Co. Ltd.; W. а. Pye & Co.; 

Record Electrical Co., Ltd. 
Tackle for cable-ship.—Telegraph Construction & Maintenance Co., Ltd. 
Telephones.—Western Electric Co., Ltd. 
Galvanised-iron wire.—Dorman, Long & Co., Ltd.; F. Smith & Co. 
it a exchange equipment extension, Leeds. Siemens Bros, and 
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War OFFICE. 


X-ray apparatus.—A. E. Dean. 

Electric cable.—Liverpoo] Electric Cable Co., Ltd.; Siemens Bros, and 
Co., Ltd. 

Lightning dischargers and parts.—British L. M. Ericsson Mfg. Co.; 
Siemens Bros. & Co., Ltd. 

Electric light and power sundries.—Genera! Electric Co., Ltd. 

Electric lighting sete. —Aster Engineering Co., Ltd. ; Day Motor Co., Ltd. ; 
wW. H. Dorman & Co., Ltd.; Fyfe, Wilson & Co., Ltd., Norris, Henty 
and Gardners, Ltd.; Petters, Ltd. 

Electric crane gantry.—Butters Bros. ê Co. 

Generating sets.—W. Н. Dorman & Co., Ltd. 

Electric generatore and motors and parts.—B.T.H. Co., Ltd.; City 
Electrical Co. 

Works services.—Rotary converter at Woolwich : General Electric Co., Ltd. 


NOTES. 


Electrical Power from Low-Grade Fuel.—It is now 
well established that hydro-electric power plants, though using no 
fuel, involve such high capital charges in comparison with modern 
coal-burning central stations, that the latter can sell electric power 
at a much lower. figure, in countries producing coal. It is also 
well known that refuse-destructor plants cannot produce electric 
power at a price to compete with coal-fired plants; and experi- 
ments in using coke breeze, of nominal value. as a substitute for 
slack coal, have failed for the same reasons. In countries where 
coal is very dear, the use of poor lignite is justifiable. provided it 
is mined in dry condition. Experiments with very wet fuels, how- 
ever cheaply obtained, seem doomed to failure. Such an experi- 
ment, in Prussian Saxony, was described in Engineering, of 
June 30th last. It appears that the Weisweiler central electric 
station, near Acken, was started two years ago. having two 
L300-K.V.A. turbo-generators, and six water-tube boilers, each of 
i50 sq. metres or 4,844 sq. ft. boiler heating surface, with super- 
heaters for 380° C. or 716° F.,and economisers. The fuel is raw 
wet lignite, only 2.700 B.TH.U. per lb.. and burnt direct on the 
hoiler-grates. Adjoining the power station is a briquetting factory. 
arranged to convert each 34 tons of raw lignite with 64 per cent. 
moisture, into 1 ton of dried briquettes of 9.000 B.TH.U. per lb.: such 
dried briquettes would give about two-thirds the steaming duty per 
biler as obtained with ordinary slack coal. <A syndicate fixed the 
sale price of such briquettes, prior to the war, at 7s. 6d. per ton : 
but it seems clear this was an unprofitable price. It is certain 
that the artificial drying. or evaporation of 25 tons water from 
35 tons of raw lignite, would take two-thirds of the product as 
fuel for the drying process, thus trebling the cost of the briquettes 
available for sale. 

The cost of converting 33 tons raw lignite into briquettes is 
stated to be at least 18d., plus 264d. for other expenses: 
the latter item is presumably labour cost for stacking the briquettes 
for sun-drying in summer. The cost of the raw material is 
assumed to be the difference between the sale price of 7s. 6d. per 
ton for the dried briquettes, viz., 45'6d. for 34 tons, or, say, 
i3d. per ton of the bulky raw lignite, for the various operations 
of obtaining it from surface deposits, transporting by chain haul- 
are, sorting and breaking and elevating it to overhead bunkers ; 
but no proof is given as to the possibility of this low figure in 
practice, Taking, however, this figure of 13d. per ton of raw 
lignite erushed and delivered to bunkers, and falling thence direct 
to boiler grates, it is evident that the steaming duty per boiler will 
not exceed one fifth of its normal output when burning coal. so 
that the capital outlay for boiler plant must be very high indeed. 

It is estimated that when the Weisweiler power station ія sufti- 
ciently enlarged to produce sixty million units yearly (average, 
say, 6.850 KW. hourly) from this raw, wet lignite, the thermal 
efficiency will be very high, viz., 4 kg., or 88 lb. х 2,700 = 23.760 
B.TH.U. in fuel per KW.-hour. But as a large percentage of the fuel 
heat must be lost in vaporising in the furnace, the 24 tons of 
water which aecompanies every ton of combustible, high thermal 
efficiency is improbable. For comparison. reference may be made 
to Appendix II of Mr. Lackie’s recent paper to the Municipal 
Electrical Association, showing that the actual result for 1915 at 
the Glasgow Corporation Port Dundas plant of similar output, 
61.078.693 units, involved 3°16 Ib. slack coal. of, вау, 11,500 B.TH.U., 
or 36,340 B.TH.U. per KW.-hour, with chain-grate stokers. Consider- 
ably better efficiency has been obtained in large plants with 
multiple-retort grateless underfeed stokers burning good coal. 

The Weisweiler estimate not only assumes a very high thermal 
efeieney with the wet lignite, but also abnormally low charges for 
other working costs (which must include wages, repairs and 
maintenance, rént, rates, taxes, and management, &c.): and 
wnoring the extra boilers necessary with poor fuel, it provides for 
the small sum of £11.550 per annum (60,000,000 Kw.-hours at 
104624.) for interest and depreciation, which would be very low 
for a coal-fired plant of same output, viz. :— 


Cost, ot raw lignite (4 kg., or 8'8 1b.) 0434 pfennig, viz., 0°05214d. 
Additional working costs ... e. 0180 " 0:0216d. 
Depreciation and interest ... wee 0'385 » 0'0462d. 


| 0:999 pfennig, viz..0°1199d. 
Total estimated cost, say, 1 pfennig, or 44. per unit delivered. 


, Assuming this improbably low cost of production of 3d. per unit, 
A "n proposed to sell half the output, viz., 30.000,000 Kw.-hours, 
e to chemical, electrolytic, and similar manufacturers. though 
E Чо not appear to exist yet at Weisweiler or at the neighbour- 

2 small town of Аскер in Prussian Saxony ; the other half isto be 


sold at 76 pfenni i i : 
, g. so as to obtain an average sale price of 1°8 
Pfennig, or (216d. per unit. i 


It is stated that a new electric station at Bitterfeld. another 
small town in Prussian Saxony, also using lignite, has sold current 
for large demands at one pfennig, or 4d. per unit; but the financial 
result of this "dumping " under cost is not stated. The bulky wet 
lignite might be used in destructor-type furnaces of large area ; 
hut it cannot be properly used on boiler-grates, owing to its very 
low steaming capacity. 

Assuming a good load factor. then a low capital cost is the most 
important factor for cheap power production ; and this involves a 
good fuel, capable, with a good mechanical stoker. of combining 
high thermal efficiency and high boiler duty at peak loads. 


Electric Hot-water Supply.—Tank-heaters are generally 
installed in outside piping. so that the ordinary range boiler may 
be used. as shown in the figure. Obviously both the tank and as 
much of the hot-water piping as possible should be well heat- 
insulated, in order to cut down radiation losses to a minimum. A 
further " kink " is to place a diaphragm in the piping. in order to 
restrict the free circulation of water from the heater. which other- 
wise would be quite rapid. Without restricted circulation, a large 
amount of water 18 heated a few degrees only, and after a large 
quantity of hot water has been drawn off 
from the tank, it is a matter of hours with 
a small-sized heater before the water again 
reaches & high temperature. But if, with a 
medium-sized heater of from 750-to 1,000 
watts, a diaphragm of copper leaf witha 
hole about j in. in diameter is inserted іп а 
navy union near the top of the tank, the 
circulation can be so restricted that water 
near the boiling temperature will accumulate 
at the top of the tank. and a small amount 
will be available within a short time after 
all of the hot water has been drawn off. 

А small heater, in this way. may be run 
at 100 per cent. load factor.storing very hot 
water between meals and over night. A 
heater as small as 500 watts, which may be 
attached to any lamp socket —requiring по 
special wiring—-has been found to furnish 
sufficient hot water for a family of four 
or five persons when installed in this way. 
After the household had become accustomed 
to frugal consumption of hot water, there 
was seldom any complaint over an insufficient supply. At the 
rates now being offered by many companies. electric water-heating 
is no longer a luxury, especially during the summer months. An 
electric heater may be installed for use in connection with an 
ordinary coal or wood range without disturbing the piping in any 
way.—A. R. HAYNES, in the Electrical World. - 


American Engineering Societies’ Joint Building.— Тһе 
August Journal of the American Society of Mechanical Engineers 
announces that the American Society of Civil Engineers has decided 
to accept the offer of the United Engineering Society to become an 
equal partner with the three Founder Societies (7.e., the Electricals, 
Mechanicals and Mining Engineers) in ownership, occupancy, and 
administration.of the Engineering Societies’ Building and all other 
activities which the societies may jointly undertake. Thus, the 
Journal remarks, the hope of Mr. Andrew Carnegie, the donor of 
the building. is fully realised—that the building should become the 
home and headquarters of the engineering profession in America. · 

Three storeys will be added to the top of the building for the-use 
of the Civil Engineers, at a cost of not more than $250.000, and the 
financial arrangements are such that all four societies enter upon 
the same basis, and share equally in all respects. The building 
represents an. investment of practically $2,000,000, the societies 
owninr it free of all encumberance, and having a reserve fund of 
over $70,000. 

Eighteen societies, including the original Founder Societies, now 
make the building their headquarters; each ie under its own 
management, and all live in independence and harmony. 

With the accession of the Civils, the total membership will be 
52.617, the resident societies being as follows :— 


American Society of Civil Engineers — ... -— e. 8,022 
American Institute of Electrical Engineers р eee 8,308 
American Institute of Mining Engineers sii e. 00097 
The American Society of Mechanical Engineers vee 7,149 


Aeronautical Society of America ... sas sa zis 200 
American Society of Heating and Ventilating Engineers 705 


American Gas Institute... isi m — .. 1,530 
Association of Edison Illuminating Companies... © 73 
American Institute of Aeronautical Engineers ... we 121 
Empire Gas and Electric Association — ... — sia 115 
Illuminating Engineering Society gate ‘soe .. 1,350 
Municipal Engineers of the City of New York... e. 600 
National Electric Light Association ТЯ - . 14,000 


National Association of Engine and Boat Manufacturers. 175- 
New York Electrical Society a - e" ie 705 
Society for Electrical Development - e woe 1:128 
Society of Naval Architects and Marine Engineers... · 900 
Society of Automobile Engineers... $us cee н 1970 
U.S. Naval Consulting Board $n sae "T iu 21 


The Joint Library contains over 62,500 volumes, accessions being 
made at the rate of 3,000 annually ; in future the valuable Civil 
Engineers’ Library will be consolidated with the above. There has 
lately been an increasing amount of co-operation between -the 
societies in matters affecting the welfare of the engineering 
profession and with the Government. | 
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Inquiries.—A correspondent asks the name of maker of 
“ Boley " electric drilling machines to drill 10,000/16,000 of an inch. 


American Views on Higher Steam Pressures.—Con- 
sidered purely from a thermodynamic viewpoint, an increase of 
pressure from 200 1b. at 200° superheat to 600 1Ь. at no superheat 
(giving the same steam temperature) will theoretically permit a 
32 per cent. increase in prime mover efficiency with atmospheric 
exhaust and 134 per cent. with a 29-in. vacuum. On the other 
hand, however, mechanical obstacles must be surmounted to permit 
using the higher pressure. 
Committee on Prime Movers, Robert Cramer pointed out that 
operating at higher pressures will probably require a complete 
revision in boiler design to withstand the increased pressure safely. 
Most boiler fittings, pipes and valves, as made at present, are of 
sufficient strength for 600 lb. pressure. but the latter may need 
slight modification to facilitate operation. The construction of 
engines and turbines may have to be strengthened. however. The 
greatest difficulty with regard to engine or turbine design will 
probably be to minimise friction and leakage. 

Since higher steam pressure will mean higher water temperature 
in the boilers, the efficiency of heat transmission at the boiler 
surfaces will be reduced, and the stack temperature consequently 
increased, The heat discharged up the chimney may be recovered 
in part, however, by economisers, but these. too, will have to be 
designed to withstand the high pressure. Higher steam pressures 
also mean larger temperature differences during expansion. This 
does not present a serious difficulty in turbines or in uniflow engines, 
but it may in some reciprocating engines due to condensation. 
Entrained moisture, which is very liable to exist in unsuperheated 
steam, may, however, corrode turbine blades. In one way entrained 
moisture is beneficial, since it reduces the amount of condenser 
surface required. With higher pressures larger bearing surfaces. or 
better lubrication, will be needed in contact with steam. but these 
do not constitute an obstacle, in view Of the conditions which are 
already satisfactorily handled in combustion engine operation. 
Leakage at pipe and fitting joints can probably be prevented by 
welding them. Mr. Cramer pointed out that, while it is hardly 
reasonable to expect the general introduction of pressures as high 
as 1,500 lb.,-pressures of 400, 500, and even 600 lb. seem to be in 
immediate prospect. As far as constructing boilers for operating 
at such pressures is concerned, one large manufacturing company 
has stated that if the demand is sufficient, it can turn them out in 
commercial] designs.—— Electrical World. 


Japanese Electrical Developments.—American Consul- 
General Scidmore. of Yokohama, in a report dated June, 1916, 
states as follows :— A few years prior to the outbreak of the war 
there was a boom in electrical enterprises in Japan, and the 
number of companies manufacturing electric wire increased 
remarkably as a result. Financial depression supervened, how- 
ever, and electrical enterprise suffered a setback, says the Japan 
Chronicle. The result was a falling off in the demand for electric 
wire &nd an over-production of these goods. 'The European war, 
however, has had the effect of increasing demands from China and 
India, and also from Russia. This has brought prosperity to the 
manufacturing companies. according to the Chronicle. While 
foreign orders have thus increased, the demand for domestic 
requirements has also developed, chiefly as a result of a revival 
of activity in general electrical enterprises and the Government 
extension of the telephone service. In addition to wire. electrical 
apparatus is being manufactured very largely. Since the war 
began it has been very difficult to import dynamos. and Japanese 
manufacturers have endeavoured to make the larger class of 


dynamos that were formerly imported. This ambition has now . 


been achieved.” 


American Consuls at Work.—The following extracts 
from recent issues of the U.S. Commerce Reports form a few illus- 
trations of the fruits that are being reaped by American traders 
owing to the timely co-operation of Government Consular agents :— 

“An American electrical supply firm has notified Vice-Consul 
Carl C. Hansen that, as the result of information supplied by him, 
& Bangkok company has placed an order with it for 22 meters, 
accompanied by an inquiry for 400 additional meters. 

" Through the activities of Mr. Joseph Heim, American Consular 
Agent at Penang, Straits Settlements, & Pennsylvania gas engine 
company has received $1,400 worth of business from that territory. 

“So satisfactory were the portable boat motors supplied by an 
American concern to à Bangkok firm, with which it got in touch 
through the ' Trade Opportunity ' service of the Bureau of Foreign 
and Domestic Commerce, that the Siamese company has ordered 36 
additional motors. 

" The district office of the Bureau of Foreign and Domestic Com- 
merce in New York City is informed by a South American business 
man that through connections he effected as a result of assistance 
given by the New York office during his recent visit to the United 
States, he has sold over $250,000 worth of American goods in the 
past five months. He further states he is convinced that he could 
have sold four times the amount if American manufacturers had 
been in position to make better and prompter deliveries, irrespective 
of the fact that South American importers were obliged to pay cash 
in New. York City before shipment of the goods, instead of long 
credits, to which they had been accustomed. The business man is 
now on a return visit to the United States with a view to placing 
orders and securing additional lines of goods for sale in South 
America. He states that there are good opportunities for the sale 
of American products in various South American Republics,” 


In the recent report of the N.E.L.A.. 


How Standard Time is Distributed in the U.S.A— 
Time is obtained aecurately by the astronomers at the United 
States Naval Observatory at Washington, D.C., observing the transit 
Of certain stars every clear night. which are due to cross the meri- 
dian at a known time. The exact iastant of their transit ia 
recorded electrically by means of a chronograph. which also records 
the seconds from a sidereal clock. The difference between the time 
the stars cross and the time of the sidereal clock, as recorded on 
the chronograph, shows the error of the clock. 

The time signals sent out each day are wholly automatic and 
consist of a series of short marks produced on an open telegraphic 
circuit by the beats of a transmitting clock located at the observa- 
tory. The signals are given the widest possible dissemination over 
the lines of the Western Union Telegraph Co. for an interval of 
three and five minutes immediately preceding noon, and ending at 
exactly noon of the 75th meridian, standard time. 

For the country east of the Rocky Mountains, the signals are 
sent from the observatory at Washington, D.C.; for the country 
west of the Rocky Mountains, the signals are sent from the United 
States Observatory at Mare Island Navy Yard, California. 

The electric connections of the transmitting clock sending these 
signals are such as to omit seconds of each minute. These breaks 
enable anyone who is listening to a telegraph instrument at any 
office that is cut into the circuit during the transmission of the 
signals to recognise the middle and beginning of each minute. At 
the 59th minute there is an interval of 10 seconds, which is fol- 
lowed by the final noon signal. During the last long interval, or 
10-second break, those who are in charge of time balls and of 
clocks that are connected electrically at noon throw their local 
lines into circuit so that the noon signal. drops the time balls and 
corrects the clocks. _ 

Two chronograph relays'are connected, опе іо the Washington 
time service circuit and the other to the Western Union grand 
master clock circuit, and are operated byelectric impulses from 
these sources. The operation of each relay is recorded on a tape. 
As the tape moves at the uniform rate of 2 in. a second, the longi- 
tudinal difference, if any, in the position of the two lines on the 
tape shows the error of the Western Union grand master clock. 

Time is transmitted daily from Washington to the Panama Canal 
for the purpose of correcting ships’ chronometers. Correct time 
is highly important for a vessel, because in making observations of 
heavenly bodies, & variation of 1 second means an error of about 
one-fourth of a nautical mile in location. The time signal is sent 
by wire from Washington to Key West, whence a relay, transmits 
it by wireless. The Darien wireless station in the Cana] Zone in 
turn transmits the signal by ordinary telegraph to the port captains 
offices. 

The signal is sent from Key West in a series of dots. Five 
minutes before noon the wireless begins counting off the seconds 
by dots. After the 28th second there is & pause, the 29th dot 
being omitted; similarly there is a pause from the 54th to the 
60th second. The count is resumed exactly on the minute. This 
procedure is kept up until 10 seconds before 12 o'clock, when there 
is a pause followed by a long dash at exactly 12 o'clock. The aerial 
transmission is recorded at Darien by & current too slight to permit 
ordinary relaying. Consequently an operator with а wireless 
receiver at his ears sends dots through an ordinary telegraph wire 
to the port captains. With practice he can strike the dots on his 
sending key in almost perfect synchronism with the dots received. 
The principal difficulty is in sending the final dash after a wait 
of 10 seconds. Here the tests show that the lag is between two- 
tenths and three-tenths of a second. By making allowance for 
this lag the chronometers in the Canal Zone can be adjusted to 
within about one-tenth of a second of the correct time. Arrange- 
ments are being made to install a clock at Darien which will trans- 
mit the time exactly'as received from Key West.— Telegraph and 
Telephone Age. 


The Municipal Tramways Association Meeting, 1916.— 
This years meeting of the M.T.A. will be held at the Surveyors’ 
Institution, Great George Street. S.W., on September 21st-22nd. 
The programme for the first day includes the Presidential address. 
by Mr. Peter Fisher (Dundee), and papers by Mr. J. M. McElroy 
(Manchester), on " Some Notes on Passenger Transportation in 
Large Cities." and Mesers. G. W. Holford (Salford), апа ` W. Clough 
(Bury). on " Utilisation of Tramways for Goods Traffic." On the 
second day the annual general meeting will take place. 

The headquarters will be the St. Ermin's Hotel; as last year. 
no social functions will take place. The hon. secretary is Mr. C. J. 
Spencer, 7, Hall Ings, Bradford, to whom communications should 
be addressed. | 


Austrian Patents.— According to the Times, the Austro- 
Hungarian Government has decided that patents and trade marks 
of subjects of France and Great Britain can, on request. be 
restricted or abolished in the public interest by the Minister of 
Public Works, or charged with royalties. The same regulation can 
be applied to Russian patents without regard to public interest. 
Applications for patents and trade marks by subjects of enemy 
States will be accepted. but not granted. 


Metal Workers’ Wages.—A meeting of delegates repre- 
senting the metal, wire, and tube workers in Birmingham and 
district, held on Saturday, passed the following resolution :—'' That 
this meeting of delegates hereby declare their earnings altogether 
too small to live on and to pay rent and clothing ; and, in order to 
help ив, our employers be requested forthwith to agree to pay an 
extra 5s. to day workers and 12} per cent. to pieceworkers, payable 
from the first week in July last." 
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Electric Furnaces at Salt Lake City, U.S.A.— The 
Mining and Engineering World mentions that the Utah Iron and 
Steel Co., of Salt Lake City, is considering the installation of a 
12 or 15-ton electric furnace for converting scrap material into soft 
steel for its rolling milla at Middale. The American Foundry and 
Machine Co., of the same city, is installing a 3-ton Rennerfelt 
electric furnace in connection with its foundry. 


Educational Notes, — SOUTH - WESTERN POLYTECHNIC 
INSTITUTE.—The next session commences on September 25th. 
Particulars of the electrical engineering day and evening courses 
are given in our advertisement pages to-day. 

RovAL TECHNICAL COLLEGE, Glasgow.—Session 1916-17 begins 
on September 26th. Particulars are given in our advertisement 
pages. 


The “ дпе-Мап ” Car in U.S.A.—In a paper recently 
read by Mr. J. B. Ervin, of the Westinghouse Co.. the author men- 
tioned that it was estimated that light-weight one-man cars were 
in use on 100 systems in the country. 

He suggested that lines of short head way and heavy traffic appeared 
at present to be beyond the field of usefulness of the one-man car. 
With large crowded cars one-man operation would increase the 
time-of stops to such an extent that schedules would be lenythened 
and street congestion made worse. Granting that there must be 
some limit to the traffic handling capacity of one-man cars, beyond 
which conditions would be uneconomic or intolerable, the question 
of their field of application became involved with considerations 
of headway, street congestion, schedules, character of traffic. xc. 

Although the one-man car is best fitted for light service, it is 
probable that the future will witness a gradual extension of ita 
field. There are some periods of the day on all except the very 
heaviest trunk lines when the big cars are run half empty or when 
headways are increased to the point where considerable revenue is 
sacrificed. At such times the smaller one-man cars could be used 
to advantage if there was some way to take care of the rush-hour 
traffic without congestion or sacrifice of economy. It has already 
been found feasible to use a second man for the rush hours only, 
and probably under certain conditions it will be found practicable 
to have the conductor ride the cars and collect fares in the down- 
town zone and transfer from outbound to inbound cars at certain 
pointa. 

A possible future method of taking care of the rush hottr may 
be to couple two smaller motor-cars together to be controlled by 
one man while the second man collects fares.— Electric Railway 
Journal. 


Institution and Lecture Notes.— South African Institu- 
tion of Engineers.—The inaugural address of Mr. Bernard Price, to 


a section of which we referred in our issue of Aug. 11 (p. 151), dealt. 


in its early stages with the position of the Institution, which Mr. 
Price considered was in danger of slipping downhill just at a time 
when it should be exerting itself tothe utmost. The establishment 
of new industries had been advocated for many years. but, apart 
from mining and agriculture, little headway had been made, and 
progress had been left almost entirely in the hands of private 
enterprise. Mr. Price reminded the members of the steps taken by 
local scientifie bodies in this connection leading to the formation of 
a representative Central Committee for Industrial Research ; he 
believed that the Committees recommendations, when they 
matured, would receive the sympathetic consideration of the 
Union Government. It was the desire of the Council of the Insti- 
tution that the whole question of industries and industrial research 
should be made & special feature of the Institution's procedure 
during the session: Mr. Price remarked on the poor attendance 
and steadily falling membership of the Institution, and appealed 
for more active interest in the work. He also briefly described the 
work of the power companies on the Rand, mentioning that the 
output was still increasing, and had reached 800 million units per 
annum. Thc companies were now consuming coal at the rate of 
over a million tons per annum. In his opinion, the Victoria Falls 
.was a most valuable potential asset of the country, and he looked 
forward to seeing the power developed in the future for industrial 
purposes within &n economical radius of the Falls themselves. 

iron and Steel Institute. —The annual meeting takes place at the 
Institution of Civil Engineers, London, on September 21st and 


Electric Cooking  Poster.—The Newcastle-upon-Tyne 
ElectricSupply Co., Ltd., which years ago distinguished itself by most 
enterprising publicity efforts, has almost surpassed in excellence all 
its earlier achievements by a poster which is both immense and 
magnificent. It will be sure to make an immediate and a lastiug 
impression on the minds of al] who see it on hoardings. Electric 
cooking is the theme, and the designer is Mr. W. S. Bagdatopulos, a 
well-known poster artist. In size itis 16 ft. double crown ; we had 
to spread it on the floor of our editorial sanctum in order to 
examine it, and at once ita brightness illumined the gloomy den. 


Plaut for Sale,— Тһе trustee in bankruptcy, Mr. W. 

„ has for sale by tender the engineering plant and machinery 

of the McKenzie Engineering Co., Borrowash, Derby. See our 
advertisement pages to-day. 


Beck Engineering Co., Ltd.—In the debenture-holders' 
action in re Beck Engifeering Co., Ltd.—Donne v. the Company, 
Mr. Justice Sargant, sitting as Vacation Judge, on Wednesday 
appointed a receiver and manager of the defendant company. 
Leave was given to the receiver to apply in Chambers for liberty to 
borrow for the purpose of meeting current wages. 


Change of Names.—The Edison and Swan United 
Electric Light Co., Ltd., has changed its title to the EDISON SWAN 
ELECTRIC Co., LTD. ; the Bastian Electric Heating Syndicate, Ltd., 
has changed its name to the BAsTIAN ELECTRIC Co., LTD. 


Volunteer Notes. — 1st LONDON ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House, Eccleston Place. Orders for 
August by Lieut.-Col. C. B. Clay, V.D., Commanding. 

The Headquarters will be closed during August except on 
Tuesday evenings. The range will be open on Thursday evenings 
only. Instruction Classes at Regency Street will be held as usual 
for Platoons Nos. 9 and 10. The Camp at Otford will be available 
until August 31st. Members wishing to attend should enter their 
names at Headquarters. 

Sunday Entrenching Parades. Parade in Uniform at Victoria 
Station (S.E. and C. Railway) Booking Office, 8.45 a.m. 


MACLEOD YEARSLEY, Adjutant, 


Wages on the C.P.R.—As a result of a conference 
between the management and the Unions, the machinists, boiler- 
makers. pipefitters, carmen, and electrical and sheet metal workers 
of the Canadian Pacific Railway have secured an increase in wayes 
of 80 per cent. and better working conditions, which they consider 
equal to 25 per cent. — Timex. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their morements. 


Central Station and Tramway Officials.—Mr. Н. PILCHER, 
who is severing his connection as inspector with the Dover 
Corporation tramway departinent, to take an appointment 
elsewhere, has been.presented by the staff with an inscribed 
half-hunter watch and a cigarette-holder and case. 

At the last meeting of the Huddersfield Council, Coun. T. 
Shires made courteous reference to the impending loss of 
Mr. Mountain as the manager of the electricity department, 
and stated that that gentleman, who had been with them 
since the inception of the department, had engineered the 
works in a way that could not have been surpassed. 


The marriage was solemnised at Marton, on August 17th, 
of Private Jos. Н. Downina, of the A.S.C., formerly em- 
ploved at the Blackpool Electricity Works, and Miss Helena 
Cardwell, of Marton. 

Mr. WM. FRASER, station superintendent at the Barking 
Urban Council's electricity works, has been appointed elec- 
trician-in-charge of important shell and projectile factories in 
the Midlands. He has been in the employ of the Barking 
Council for 17 years. i 

Mr. R. D. SHEPPARD has been appointed junior engineer-in- 
charge at the electricity works, Newport (Mon.), 

The salary of Mr. C. T. AsTBURY, resident electrical engi- 
neer to the Atherton District Council, is to be increased from 
£185 to £240 per annum. The allowance that he is now 
receiving as a war bonus, and for electricity used at his resi- 
dence, is to be discontinued. | 

Mr. GgonaE Lewis, traffic inspector in the Manchester Cor- 
poration tramways department, retires next week. From 
1876, until the old tramway system in Manchester was taken 
over by the Corporation, he was employed by the Manchester 
Carriage Co. 


General.—At Keighley, last week, the marriage took place 
of Mr. HERBERT WHITAKER, M.Sc., analytical chemist to the 
British Westinghouse Co., Ltd., of Manchester, and Miss 
Elsie Margaret Smith, second daughter of Ald. J. Smith, of 
Dalemoor, Keighley. 


Roll of Honour.—It is with the deepest regret that we 
record the’ death in France, on August Ist, from wounds 
received on July 30th, of Lieutenant HAROLD ASHCOMBE 
CHAMEN, Bedfordshire Regiment, aged 22, vounger son of Mr. 
W. A. Chainen, engineer and general manager of the South 
Wales Electrical Power Distribution Co. Lieutenant Chamen, 
before the war, was & student at Reading University College, 
in the agricultural departinent. On the proclamation of war, 


-he volunteered for service, and, after a month's special train- 


ing in camp at the Queen's University, Belfast, was gazetted 
to the South Wales Borderers as Second-Lieutenant. After 
two or three months, however, he decided to make the Army 
his permanent profession, and proceeded to the Royal Mili- 
tary College, Sandhurst, from which he was given а com- 
mission in the Bedfordshire Regiment. .He went out to 
France in May, 1915, and came home, accidentally wounded, 
at the end of July, 1915, but returned to France in raaua 
1916. He was in the heavy fighting at Trones Wood on July 
12th and 13th, and came through without injury, but in an 
attack on the German position south of Guillemont on July 
80th his battalion was heavily shelled, and young Chamen 


l-—  ——À———————————————————————————————— ' O Ó——————— ———— ("Jo 


216 THE ELECTRICAL REVIEW. [Vol. 79.. No. 2,022, AUGUST 25, 1916. 


———— ———— M—à€—————————Á————Á'"-——-————————d———————————eJÀí»———————————— A —ÀIPÁHHÁX 


was badly wounded by a shell. He died from his wounds on 
August Ist, and was buried at Corbie, near Amiens. His 
Commanding Officer, Lieut.-Col. H. S. Poyntz, in a letter 
to Lieut. Chamen's father, says: “Не was generally loved 
by all. A better officer never stepped. I cannot tell vou how 
we miss him, and I cannot speak too highly of his character 
and ability as а soldier.” 

Second-Lieutenant A. J. Pearson, Machine Gun Section, one 
of the telephone engineers of the Western ‘Electric Co., Ltd., 
has just been awarded the Military Cross. 

Sergeant H. Bryan, D.C.M.. who was, before the war, en- 
gaged with Messrs. W. Н. Allen, Son & Co., Ltd., Bedford, 
has fallen in action in France. He gained the D.C.M. in 
February, 1915, by bravely rescuing wounded comrades under 
heavy fire. 

Private Purton, of the Oxford and Bucks. Light Infantry, 
who has died of wounds, was on the Rugby staff of the British 
Thomson-Houston Co., Ltd. 

Private Bert BUNKER, of the Cheshire Regiment, killed in 
action in France, was formerly engaged at Stafford with 
Messrs. Siemens Bros. Dynamo Works, Ltd. 

Private James DUNKERLEY, of the R.A.M.C., killed in action, 
aged 20 years, was formerly employed by Messrs. S. H. liey- 
wood & Co., Ltd., electrical engineers, Reddish. 

Private HAnoLp Hour, of the King’s Own Royal Tancasters, 


who was employed at the British Westinghouse Works, Traf- 


ford Park, has been killed in action, aged 25 vears. 


Private Jous Wippur, of the Duke of Wellington’s Regi- 
ment, who has been killed, was an electrician in the employ 
. of the Craven and District Private Telephone & Electric Co., 
. at Skipton. 

Sergeant WM. Grace Duke, of the Oxford and Bucks Light 
Infantry, of Oxford, an electrical engineer, has been wounded 
in action. | 

Second-Lieutenant H. C. Davis, of the Lancashire Fusiliers, 
who was secretary for Messrs. Pearson’s (Electricians), Ltd., 
of Manchéster, has been killed in France, aged 98. 

» Private WiLLIAM TiTTINOTON, of the Manchester “Pals,” 
aged 19, employed at the British Westinghouse Works, Traf- 
ford Park, has been killed in action. 

Sergeant FRED Devry, of the Loyal North Lancashire Regi- 
ment, formerly an electrician with Messrs. Dick, Kerr & Co., 
Ltd., Preston, uged 20 vears, has died from wounds. Private 
Dante, Rouxb, of the Royal Fusiliers, reported missing, and 
Private P. Doyle, of the Loval North Lancashires, wounded, 
were also in the service of the same firm. 

Private JoserH Ноилкаѕ, of the Manchester Regiment, re- 
ported missing, was employed by ‘the British Westinghouse 
Co., Ltd., Trafford Park. Sergeant W. E. Jones, of the Loyal 
North Lancs. Regiment, aged 26, who has died of wounds, 
was also employed by the same firm. 

Private Epwanp Lyon, of the Manchester '' Pals," reported 
wounded, was employed by Messrs. Slater Bros., electrical 
engineers, Manchester. 

Second-Lieutenant Crem, GEonRaE SHaDvIcK, Dorsetshire 
Regiment, who was killed on August 8th, aged 23, entered 
the service of the Western Telegraph Co.. and, according to 
the Times, was home on sick leave from Cape Verde Islands 
at the outbreak of war. 

Sergeant F. Warme, West Yorkshire Regiment, who has 
been killed in action, was employed in the Harrogate Cor- 
poration electricity department. | 

Corporal J. Masor, of the King’s (Liverpool Regiment), 
wounded in action, was an electrical wireman on the Ianca- 
shire and Yorkshire Railway. 

The Times states that Second-Lieutenant S. IL. FarTHFULL, 
К.Е., who has been accidentally killed in action, aged 40, was 
a qualified electrical engineer. Ile served in the Boer War. 
In 1911 he was seleeted from 900 candidates to be Inspector of 
Electrical Plant of the Gold Mines on the Rand. 

Second-Lieutenant A. J. Brockman, King's Own (Roval 
Lancaster Regiment), who has been killed while leading his 
platoon, was the son of a director of F. Braby & Co., Ltd. 


He spent many years in the East with the Eastern Telegraph 
Co., Ltd 


Obituary.—-Mr. Навагр Brürg.— We regret to learn from 
the Times "Deaths" Column, that Mr. Harald Bille. M.L E.E., 
of Croydon, joint inannging director of Messrs. Creed, Bille 
and Co., Ltd., telegraph instrument makers, died on August 
19th, as the result of a railway accident. He was 37 years 
of age. 

Mr. GEORGE KrtTH.—We regret to read in the Financial 
Times of the death, which occurred on Tuesday, in London, 
of Mr. George Keith, chairman or director of a number of 
South American telegraph and telephone companies, includ 
ing the Cuba Submarine Telegraph Co., the United River 
Flate Telephone Co., Amazon Telegraph Co., and the Chile 
Telephone Co. 


Will.—The Times states that Mr. Harry MacDowarp GILL, 
aged 43, of Lowestoft, electrical engineer, who had recently 
been appointed Munition Engineer for Central Scotland, for- 


merly chief engineer at the Isle of Wight electrical works, 
left £14,370. 


NEW COMPANIES REGISTERED. 


East Kent Road Car Co., Ltd. (144,585).—Repisteray 
August 1lth, by Mowll & Mowll, Canterbury. Capital, £125,000 in £1 shares. 
Objects: To take over all or part of the businesses carried оп in East Kent 
by Thomas Tilling, Ltd., the British Automobile Traction Co, Ltd., the 
Margate, Canterbury and District Motor Services, Ltd., Wacher & Co., Ltd., 
and the Ramsgate Motor Coaches (Griggs), Ltd., or some of them, and to 
carry on in. the United. Kingdom and elsewhere (whether as owners, lessees 
or otherwise) the businesses of tramway, railway, light railway, pier, motor- 
car, omnibus, van, wagon, cab, and carriage proprietors, store and garage 
kerpers, carriers by land and зел, manufacturers of and dealers in motors, 
motor-ars, omnibuses, cycles, carriages, trucks, locomotives, vehicles, elec- 
trical engineers, бс. The signatories (with one share each) асе: Sidney Emile 
Garcke, Wye Lodge, Maidenhead, engineer; George Griggs, Rosebery Farm, 
Ramsgate, farmer; Frederick William Wacher, Pier Villa, Herne Bay, con- 
tractor; Thomas Wolsey, The Manse, Beech Road, Haslemere, director; 
Walter Wolsey, jun., Everley, Parklangley, Beckenham, director; Walter Е, 
French, 314, Hugh Road, Balham, S.W., engineer; Richard J. Howley, 1, 
Kingswas, W.C., M.LC.E. Miniinum cash subscription, seven shares. The 
first directors (to number not less than three or more than 12) are: Sidney 
Emile Garcke (chairman), George Gripes, Frederick. William Wacher, Thomas 
Wolsey (deputy-chairman), Walter Wolsey, jun., Walter F. French, Richard 
J. Howley, and Richard H. Grant. Any trust deed for securing debentures or 
debenture stock. may, if so arranged, provide for the appointment from time 
to time by the trustees of a person nominated by them to be a director, 
Qualification, 250 shares. Remuneration, £30 each per annum (chairman £30 
extra, and deputy-chairman £20 extra). Solicitors: Mowll & Мох, Canter- 
bury. Registered. office: 68, Castle Strect, Canterbury. 


British Aero Magneto Manufacturers’ Association, Ltd. 
(144,598). —This company was registered on August. 14th as а company 
limited by puarantee, with 20 members, each liable for £1 in the event of 
winding up, to promote and protect the interests of manufacturers of aero- 
plane and airship magnetos in the United. Kingdom, to promote the con- 
sideration and discussion of subjects. affecting such manufacturers, to con- 
duct and assist in experiments and researches for the purpose of improving 
aero magpnetos or of producing improved machines or contrivances capable of 
producing the electric spark in aero combustion engines, &c. The subscribers 
are: W. €. Lusk, 53, Cannon Street, E.C., director of British Thomson- 
Houston Co., Ltd.; D. K. Morris, Victoria Works, Coventry, director of the 
M. L. Magneto Syndicate, Ltd.; C. H. Kirby, 14, Soho Square, W., director 
of Nicole, Nielsen. & Со, Ltd.; B. Steeley, Arden. Works, Cheapside, Birm- 
ingham, director of Thomson-Bennett. Majnetos, Ltd. ; P. F. Bennett, Arden- 
cote, Four Oaks, manufacturer; E. Garton, Tralee, Kenilworth, engineer; 
C. A. Lister, Sneyd Park House, Sneyd Park, Bristol, manufacturer; К. B. 
North, Se. Wilfrid's, Hagden Lane, Watford, manufacturer. Members must 
be bona-fide British manufacturers of aero magnetos or their authorised 
representatives, The first members are the British Thomson-Houston Co., 
Ltd., the M. L. Magneto Syndicate, Ltd., Nicole, Nielsen & Co., Ltd., the 
Thomson-Bennett) Magnetos, Ltd., P. F. Bennett, E. Garton, C. А. Lister, 
and R. В. North. All other candidates are to be elected by the company. The 
subscription for the first year is £25 per member; afterwards as the company 
shall decide. Solicitor: A. R. Monks, 123, Cannon Street, E.C. 


Hill Bros. (Magnetos), Ltd. (144,612). — Registered 
August 15th by Waterlow & Sons, Ltd., London Wall, E.C. Capital, £50,000 
in £l shares (20,000 6 рег cent. cum. pref). Objects: To take over the 
business carried on by W. A. Hill at Phanix Works, Morley Road, Bed- 
minster, Bristol, as Hill Bros., and to carry on the business of manufacturers 
of and dealers in magnetos, engineers, electricians, machinists, fitters, manu- 
facturers of electrical or other machinery, founders, mill and wheelwrights, 
smiths, wire drawers, tube makers, metallurgists, &c. The subscribers (with 
onc share each) are: W. A. Hill, The Carlton, Portland Street, Southport, 
electrical engineer; W. Roberts, Park Avenue, Handsworth, Staffs., gentle- 
man? Private company, The first. directors. (to number not less than three 
or more than seven) ate to be appointed by the subscribers. Remuneration, 
£200 cach per annum, Solicitors: Forsyth, Bettinson & Co., 36, Cannon 
Street, Birmingham, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, - | 


D. P. Battery Co., Ltd. (44,054).— Capital, £10,000 in 
#1 shares (4,096 ‘А, 4,996 “В,” and eight. others). Return dated July 
91st, 1916. All shares taken up; £10,000 paid. Mortgages and charges: 


412,000. 

Brilliant Arc Lamp & Engineering Co., Ltd.—Memor- 
anda of satisfaction (a) in full on July 27th, 1916, of debentures dated June 
Ikth, 1915, securing £1,200, (b) to the extent of £50 on June 17th, 1916, of 


debenture dated June nd, 1916, securing £90, have been filed. 


S. Bilt & Co., Ltd.—Particulars of £600 debentures, 
created June 14th, 1916, filed pursuant to Section 93 (3) af the Companies 
(Consolidation) Act, 1908, the whole amount being now issued. Property 
charged: The company’s undertaking. and property, present and future, in- 
cluding uncalled capital. No trustees, 


A. Hirst & Son., Ltd. (57,889).—Capital, £5,000 in 100 
pref. and 400 ord. shares of £10 each. Return dated June 17th, 1916. All 
shares taken up; £2,000 paid on 100 pref. and 100 ord.; £3,000 considered аз 
paid on 300 ord. Mortgages and charges: £1,000. 

(77,202).— 


Lancashire Power Construction Co., Ltd. 
Capital, £300,000 in 18,000 “A” and 12,000 “B” shares of £10 cach. 
Return dated July 6th, 1916. 18,000 “А " and 11,836 "В shares taken up; 
£283,360 paid on 18,000 “A?” and 10,336 “ B "s £15,000 considered as puid 
on 1,500 ' B." Mortgages and charges: £300,000. 


New General Traction Co., Ltd, (47,321) .—Capital, 
£263,000 in £1 shares. Return dated June 28th, 1916. All shares taken ups 
£250,000 paid; £12,000 considered as paid. Mortgages and charges: £152,200. 

Barnsley & District Electric Traction Co., Ltd. (72,962). 
—Capital, £50,000 in 5,000 pref, and 5,000 ord, shares. of. £5 each. Rem 
dated. May 2nd, 1916. 4,400. pref. and 4,007 ord. shares taken up; £42,009 
paid Mortgages and. charges: £21,009. 


Venner Time Switches, Ltd.—‘A memorandum of satis- 
faction to the further extent of £550 on August 2nd, 1916, of debentures 
dated July 10th, 1911, securing £5,000, has been filed. (Amount outstanding : 
£2,950.) 

Hong-Kong Tramway Co., Ltd.—A memorandum of 
satisfaction to the further extent of £400 on July. Mth, 1916, of a trust decd 
dated July Ist, 1903, securing £195,000, has been filed. 


Barford Electric Su ply Co., Ltd.—A debenture dated 
August lth, 1916, to secure £700, charged on the company's undertaking 2 
property, present and future, includinp uncalled capital, has равои 
Holders: J. B. Carslake, 7, Cannon Street, Birmingham; Major о. MN. 
Richard, Withington Manor, Audoveisfoid; and H. D, Sinith-Ryland, Bar- 
ford Hill, Waawick. 


е е Е 

Shanghai Electric Construction Co., Ltd. (96,795).— 

Capital, £320,000 in £10 shares. Return dated June 2nd, 1916. All shares 

taken up; £317,000 paid; £5,000 considered as paid. Mortgages and charges: 
Nil 
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Pitter’s Ventilating and Engineering Co., Ltd.—Memor- 
anda of satisfaction In full on August 4th, 1916, of a Land Registry Charge, 
and Memorandum of Charge, both dated August 6th, 1915, securing moneys 
{гош} time to time owing to the London & Provincial Bank, Ltd., have been 
filed. i 

Siemens Bros, & Co., Ltd. (14,777).—Capital, £600,000 
in £5 shares. Return dated June 8th, 1916 All shares taken up; £600,000 
paid. Mortgages and charges: £150,000. А considerable number of the 
shares sre held in Berlin. George von Chauvin, of Bromley (one of the 
directors at the date of the return), has since changed his name. to George 
Chauvin, | 

Sheerness and District Electric Power & Traction Co., 
Ltd. (05,749).--Capital, £75,000 in 5,000 ord. and 2,500 pref. shares of £10 
tach, Return dated June 14th, 1916. 5.000 ord, and 2,473 pref. shares taken 
op, £74,730. paid, Mortgages and charges: £29,289, 


ME К 


CITY NOTES. 

The half-yearly meeting was held in 
Newcastle-on-Tyne on lóth inst. Dr. J. Т. 
Mekz, who presided, said the figures for 
the half-year showed a considerable differ- 
ence compared with the slow, but pretty 

certain, improvement on former occasions. For the first 
time they had to report a considerable decrease in revenue. 
The receipts were £1,018 less, and the costs were £267 more, 
than in the corresponding half-year, so that they had £1,285 
less to deal with. That amount could only be met from 
three sources: partly by reducing the dividends, partly by 
not increasing the reserve fund to the same extent as last 
year, and partly by reducing the amount carried forward. 
The reduction in the dividend from 3 to 12 per cent. meant 
£537, the reduction of the amount to the reserve meant £261, 
and the reduction in the carry-forward meant £291. In spite 
of reducing the amount to reserve, they had increased, in the 
course of the last twelve months, that fund from £20,666 to 
£006, a very considerable amount coming from the interest 
on investments and loans. They need not be discouraged by 
the reduction in the dividend, because it was largely explained 
he the fact that the holiday trafic, which in former years 
always showed up so well, had practically disappeared for the 
present. Jt was, he hoped, only a temporary incident. The 
ordinary traffic had been reduced by £645. There was a small 
increase on the workmen's trathce. For the second half of the 
vear, they had hoped some time ago they would get the 
holiday traffic, but at present it appeared as if there would 
b» no general holidays which would give them much wm 
holiday receipts; the week-end traffic was regular, and, 
especially in fine weather, was larger than last vear It was 
quite. possible that in the course of the second half-year there 
would be an increase on the receipts o! last year. To date 
the trafhe һаа increased. On the whole, unless things 
changed considerably, they might look forward to a better 
tune during the second half-year. 

The directors have issued the following 


Tyneside 
Tramways and 
Tramroads Co. 


Metropolitan statement of the company's accounts for 
Electric Supply the first six months of the years 1913, 
Co., Ltd. 1914, 1915, and 1916—being two pre-war 
| and two war periods respectively :— 
Inc. or Amount 
Ino. or i dec. on available 
dec. on Approx. previous Approx. for yeserye, 
previous gross year of net dividend on 
Six months No. of year of revenue Approx, revenue ord. shares 
ended ~units units from all gross for half- and carry 
June 30th. ^ sold. sold. sources. revenue. year. forward. 
1913 8,947,581 41,999,510 £111,688 4+2£10,813 £57,014 £36,470 
1914 9,638,755 +791,174 114,635 + 2,947 58,920 35,501 
1915 9,536,691 — 102,064 114,812 — 823 54,175 31,751 
1916 11,600,918 +2,064,227 132,960 418,648 55,611 35,868 


_ ‘The above table shows that, except for a slight decrease 
in the first six months of 1915, there has been a steady‘ ii- 
crease in the number of units sold in each succeeding half- 
year. Тһе increase is most marked in the last half-year (1916), 
notwithstanding the adverse effect produced upon the lighting 
load by the Daylight Saving Act and by the restrictive regula- 
tions under the Defence of the Realm Act. The directors con- 
sider the half-year's trading sat'sfactory, especially as the 
costs of production have largely increased owing ‘to the war, 
the price of coal, alone, being 50 per cent. higher than. in 
1914.” As announced last week, an interim dividend of 1s. 
per share (being at the rate of 2 per cent. per annum) on the 
ordinary shares has been declared, less incoine-tax. This will 
rip £10.00 and leave an unappropriated balance of 
0,3638, ; NE 
For. the year ended December, 1915, 


Guildford the gross receipts were £12,098. a de- 
Electricity crease of £259. There is a balance. qn 


Supply Co., Ltd. the revenue account'of £2,38) after pro- 
fee viding for renewal of distributing cables, 
*eders, and pilots in Portsmouth Road, conversion of boilers, 
renewal of stokers, and renewal of chimney, totalling £1,694. 
о help meet this special expenditure, which had to be car- 
dais out in order to maintain the supply efficiently, £1,000 
vidi transferred from reserve to revenue account. After TO- 
ang for debenture and loan interest, and preference :divi- 
ES for the half-year ended June, 1915, the het гетер 
ea of £222 is to be carried forward. The number of 
fa ctione increased from 1,195 to 1,285; the total revenue 
£7 409 1 £12,356 to £12,098: the total costs increased from 

^" to £9,024; and the gross profit fell from £4,947 to 


£3,074. The company suffered considerably owing to the 
greatly increased cost of production of electricity, also to a 
large extent by the enormous decrease in the sale of current 
for lighting purposes. This decrease has been partly made up 
by the increased sale of low-priced units for power purposes. 
Charges for current for all purposes were increased as from 
the end of September quarter, 1915. Mr. C. W. Dixon, who 
has been in France on Red Cross duty from the commence- 
iment of the war, ceased to be a director during the year. 


The Russian ё Halske Co. 


Siemens 


Russian records gross profits amounting to £134,700 
Electrical for 1915, and net profits of £54,800. 1t is 
Companies. intended to distribute 8 per cent. on the 


share capital, or £3 2s. per share. 

The accounts of the Russian Siemens-Schuckert Co. indicate 
gross profits of £179,300 for 1915. The allocation made to the 
depreciation fund is £45,000, whilst the proposed dividend of 
6 per cent. will absorb £00,000. | | 

The Kieff Electricity Co., whose undertaking was placed 
under State control in 1915, is now to be liquidated by Minis- 
terial order. The ordinary shares number 24,000, of which 
23,892 are in the possession of the Berlin Electrical Under- 
takings Co., and the technical and economic management 
have been found to have been in the hands of the A.E.G. 

The report of the Russian General Electricity Co. for 1915 
states that the activity of the undertaking was less produc- 
tive than in normal periods, although the final results could 
be considered satisfactory, having regard to the difficulties 
created through the war, including the removal of the Riga 
works. The company was mainly engaged on the execution 
of Army contracts, which had reached а large seale, and 
which rendered necessary the provision of additional capital. 
As net profits, the accounts show the sum of £223,500, and a 
dividend has been declared at the rate of 10 per cent., as їп 
1914, but the date of payment has been postponed to a 
more favourable tine. The directors present at the recent 
annual meeting were all Russian subjects, and authority was 
then given for the share capital to be raised from £1,200,000 
to £2,000,000 by the issue of new shares for £800,000. | 

The report of the spectal administration. of the Petrograd 
Electric Lighting Co. of 1886 states that the financial results 
in 1915 were not on the same level ав those realised in the 
preceding year, as the working of the Lodz station was not 
included, and sale prices were not increased, despite the 
growth in the cost of production, and all communication with 
Lodz had ceased since November, 1914. At the end of 1915 
the value of the connections of the Petrograd and Moscow 
works was 194,476 KW., as compared with 172,771 kw. at the 
close of 1914; the number of consumers rose from 83,701 in 
1914 to 91.705 last vear, and the total production advanced 
from 193,945,000 KW.-hrs. to 280,209,000 kw.-hrs. in the two 
years respectively, the works engaged on Army contracts 
having been exceptionally large consumers. The special com- 
mittee, which assumed control of the undertaking in July, 
1915, is eomposed of members of the board of directors, and 
‘representatives of the Ministries of Trade and Industry, War, 
Navy, and of the Town Councils of Petrograd and Moscow. 
The net profits are returned at £680,900 for 1915, as com- 
pared with £683,800 in 1914. It is proposed to pay a rate 
of 10 per cent. on the preference shares, as in 1914, and 7 
per cent. on the ordinary shares, as against 8 per cent. in 
the previous year, but the amount available for these purposes 

as been credited to the dividend account, as in 1914, for 
disposal: at an appropriate future period. 

The Electro-Mechanical Equipment Co. (Duflon Constanti- 
novitch & Co.) has paid 14 per cent. dividend. 

The Russian Regional Electrical Stations Co.: (capital 
4,000,000 roubles) made a profit of 402,340 roubles in the year 
1915, and will pay a dividend of 4 per cent., as for the pre- 
ceding year. mE 
5. The Russian (Tudor) Accumulator Factories Co. made a 
profit of 377,061 roubles in 1915, and will pay a 10 per cent. 
dividend, against 9 per cent. in the preceding year. 

The Moscow Electrical Factories Co. has been formed ‘to 
exploit: the I. Struchkoff and V. Chibisoff Electrical Factories 
in Moscow. Capital, 900,000 roubles, E 

The Donetz Basin Electrical Co. (offices in Petrograd) 
began operations on June 25th/July 8th. ` i 


-9 


~ 


Cuban Telephone Со.—А dividend of 12 рег cent. on the 
preferred shares for the period to June 30th is announced. 


Tubes, Ltd.—At the general meeting of Tubes, Ltd., on 
‘Ond inst., a resolution was submitted to increase the capital 
“from £100,000 to £150,000 by the creation of 50.000 shares 
of £1 each, which are to be offered to shareholders in the 
‘proportion of one new sharé for every two shares held. It 
is proposed to declare, about two months after the general 
meeting, a bonus of 5s. per share, payable out of the reserve 
fund. and to ask the shareholders to authorise the application 
of this bonus to the payment of the amount due on the' new 
'gharea.— Financial. Times. 


Spanish Telephone Co., Ltd.—The directors recommend a 
dividend of 5 per cent., less income-tax, for the year ended 
. May 3lst, leaving £1,251 to be carried forward .—Financial 
Times. 
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STOCKS AND SHARES, 


TUESDAY EVENING. 


Very much better news is reported from Mexico. It came 
in the shape of an intimation from Carranza to the effect 
that the Mexican Railway Co. will be handed back to the 
proprietors of the line, and upon terms which the latter are 
not likely to quarrel with. This was a complete surprise, and 
the immediate result was to put up the prices not only of 
Mexican Rails, but of all other securities connected with the 
country. The utilities, of course, have gone with the rest. 

It is not so much a question of actual prices as of change 
in the condition of the market which really matters to the 
stockholders. Whereas they found it hard to sell just lately, 
now the position is that there are many buyers, with no 
stocks to supply them. It is hardly likely that, after wander- 
ing in the wilderness of gloom and depression for the last 
two years, the holders of Mexican stocks will be anxious to 
sell them now. 

Mexico Tramways at 30, and the Firsts at 42, are both 2 
higher. The Light and Power Co.'s first bonds at 42 are 
similarly better. Pachuca Fives at 33 are up 2 points nomi- 
nally, though in the actual market it is doubtful whether 
$1,000 could be bought at anything like 34. Mexican Electric 
Light 5 per cent. bonds at 34 are 3 points better. The 
assumption is that Carranza will see to 1t that proprietors of 
these utility companies are treated equally well with the 
stockholders in the railways, because, if the disturbed areas 
are really to settle down, there is а highly important part 
for these light and power undertakings to play—a part, in- 
deed, which is indispensable to Mexico's return to commercial 
activity. Mexican Northern Power Fives have come into 
demand at 144. Monterey Fives at 30 are 34 points up on 
the week. 

These may be early days to sketch with any generous hand 
the prospects of the country; and disappointments have be- 
fallen too often on previous occasions for anyone to exaggerate 
the pleasant promise which seems to offer at the present 
time. Nevertlicioos. after the many false starts, this may 
well turn out to be the turning point in the situation; and 
it is not difficult to understand why bondholders refuse to 
part with their securities. 

Another good spot is that for the British Columbia Electric 
Stocks, which have made further progress, following upon 
their previous substantial rises. The quartet of stocks quoted 


in our lists, which gained 1—4 points last week, shows rises . 


of 1 or 2 now; the reason, as we mentioned before, is the 
expectation that the forthcoming report will make cheerful 
reading for the shareholders. With the improvement in these 
stocks has come a sympathetic rise in Vancouver Power 4} 
per cent. debenture stock, taking it to 67, which is & point 
below the similar security of the B.C. Co. 

Other foreign and colonial issues are somewhat irregular. 
Anglo-Argentine Tramway Firsts fell back to 3 13/16, and the 
5 per cent. debenture stock to 76. Brazil Tractions picked up 
to 624, around which price they have been revolving for the 
past few weeks. Buenos Aires Lacroze Fives at 84 are some- 
what easier on the week. The Canadian-American list of 
power companies has for its feature a rise to 245 in Montreal 
Light and Power, this being a jump of about 6 points. 
Canadian General Electrics reacted to 122, after being 125. 
The remaining stocks in this group are firm; with a slightly 
better tendency. | 

The Home Railway market is still forlorn and unbefriended. 
So far as the electrical stocks are concerned, Districts at 18} 
are 4 down, Metropolitans fell 4, London & South-Western 
deferred has gone back to 254. The Underground group is 
fairly steady, the Income bonds remaining at 914, sustained 
by their deseen dividend payment. The Labour situa- 
tion is not calculated to attract much general buying of the 
Stocks, and it seems likely enough that prices will have to 
go back still further before the publie come in. 

The hope for domestic securities of all kinds lies in the 
obvious fact that there is & lot of money being made in the 
country, that many folks are chary of touching what are 
called ‘‘ war stocks’’ at the present time, and that money 
available is seeking employment in other channels in addition 
to those provided by the Government borrowings. Even now- 
adays it is by no means an easy matter to get & perfectly 
sound 6 per cent. stock, notwithstanding tha current Bank Rate. 

Kensington ordinary and Metropolitan ordinary, in the 
electricity supply section, have both recovered their dividends. 
Westminsters have been lowered 3, and the same fraction 
has been deducted from both classes of Charing Cross shares. 
The Metropolitan dividend, as we showed last week, is at 
the rate of 2 per cent. per annum. The market is firm 
throughout, with very little supply to meet a consistently 
steady demand. 

Great Northern Telegraphs at 404 are 30s. higher, making 
a rise of £2 10s. in a fortnight. Cable shares are good. West- 
erns are 5 up at 153, and Anglo-American Telegraph preferred 
at 104 is 4 higher. Rises have occurred in ‘‘ China" shares, 
in Eastern ordinary, and in Chile Telephones. In the Marconi 
section, the parent shares are strong at 34, but the subsi- 
diaries have given way a trifle—Americans to 18s. 9d., Cana- 
dians to 10s. 9d. Animation has died out of the market of 
late, speculators preferring to wait for the next developments 
before giving the shares another run. But the market cer- 
tainly looks decidedly good at the moment. 


Henleys have risen to 161, a gain of the fraction, on the 
declaration of an interim dividend on the ordinary shares at 
the rate of 10 per cent. per annum, the same as a year ago. 
Even now the shares pay over 73 per cent. on the money, 
allowing for inclusion of the dividend, provided they are to be 
obtained.  Callenders pay a little more. British Insulated, 
which have gained 5s. at 121, return about 7 per cent. on the 
money. Electric Construction debenture stock at 69 is 9 
points higher, and the shares hold all their rise at 17s. 6d. 
General Electric ordinary have hardened to 131. 

In the chemical shares, the popular favourite of the moment 
is Salt Unions. Castner-Kellners are quiet at 33. Babcock 
and Wilcox remain a little under 3. Edison & Swan £3-paid 
shares are 1s. up at half-a-guinea. There is no particular 
variation elsewhere in this list. 

The rubber anomaly continues of the share market being 
good in the face of dulness in the raw material. The usual 
sequel to the latter is once more in evidence, namely: the 
complaint that the price of rubber itself is being manipulated 
by interested parties. The expansion in America’s demand 
for the article is expected to reach 50 per cent. above last 
year’s consumption of 90,000 tons. With the Continent closed 
to Americans and to the money that they. are making by 
reason of the war, the United States holiday-makers are con- 
fined to a large extent within their own country, to see which 
they must, of course, have motors, motors, and ever more 
motors. 

Amongst copper and tin shares, there have occurred ‘no 
changes of interest. The prices of the metals remain some- 
what quiescent after their recent activities. More business is 
moving in armament shares; and investors in the North are 
evidently not afraid to buy at the current prices, notwith- 
standing the caution shown by the Southern capitalists in 
their selection of war stocks. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home ÉLEOTRICOITY COMPANIES. 
Dividend Price 
p Aug. 9, Riseor fall Yield 
1914. 1915, 1916. this week, р.о. 


Brompton Ordinary - 10 10 — A" 18 3 
Charing Cross Ordinary bs b b а — 7 210 
do. do. do. 4% Ре, 44 4 Bixd . — 6 8 1 
Chelsea ee ee ee ee Б 4 8 - 6 18 4 
City of London .. ix - 9 8 123 - 6 8 6 
County of London ООСО. | 1 104 om 68 9 
do. 6 per cent. Pref. 6 6 1» — 614 8 
Kensington Ordinary vs 9 1 xd — i 678 
London Electric .. T Р $ 8 1 — 610 6 
do. do. 6 per cent. Pref, 6 6 4 == 618 4 
Metropolitan КЕ s МЕ ү! 8 rd T1/- 6 6 4 
do. 43 per cent. Pref. 4à B == 140 
St. James’ and Pall Mall .. 10 8 xd _ 616 4 
South London  .. ЕБ 5 6 2 = 8 18 10 
South Metropolitan Pref. .. 7 3 1 — 6 455 
Westminster Ordinary .. S. 9 1 xd — 614 8 
TELBORAPHS AND TELEPHONES. 
Anglo-Am. Tel. Pref. .. æ. 6 6 104 + 3 16 6 
do. Def, ee oe 80/- 88/6 = 3 8 9 
Chile Telephone .. Sa - 8 8 + 616 6 
Cuba Sub. Ord. е ee ee 5 5 —_ 6 1 a 
Eastern Extension ee ox 7 8 14 + 576 
Eastern Tel. Ord. is 1 8 149 + * 9 6 
Globe Tel. and T. Ord. .. 6 7 124 === * B 8 
do. Pref, 6 6 10i = 610 4 
Great Northern Tel. .. .. 29 n 404 +14 689 
Indo-European .. is .. 13 18 48 -— 6 13 8 
Marconi  .. js .. 10 10 8} +3 816 
New York Tel. 44 5. 5 4) 4 993 = 410 3 
Oriental Telephone Ord. .. 10 #10 l — 6 00 
United R. Plate Tel, ee oe 8 8 --— *6 18 6 
West India and Pan. .. s 1 — 1 == = 
Western Telegraph  .. . | 8 1 +} * 610 
Home Калпа. 
Central London, Ord. Assented & 4 74 — 681 
Metropolitan se ees eos 1 242 —' i 4 0 10 
do. District  .. .. Nil Nil 1 — Nil 
Unde und ElectricOrdinary Nil Nil 123 — Nil 
do. do. "A" .. Nil Nil 6/6 . — Nil 
do. do. Income 6 6 91% ==» *$ 11 2 
FonREIGN Trams, 40, 
Adelaide Sup. 6 per cent. Pref. 6 6 6 == 6 0' 
lo-Arg. Trams, First Pref, a B 8} — oy 948 
о. 2nd Pref. ee 8 = T 
Brasil Tractions .. ‘es Wc 4 4 id +1 e 8 0 
Bombay Electric Pref. .. æ. 6 6 1Cjxd = 614 8 
British Columbia Elec. Rly. Pfce. 5 6 +23 171 
do. do. Preferred — Nil 49 +2 Nil 
do, do, · Deferred — Nil 46 +1 Nil 
do. do. Deb. 4$ 4 68 +2 6 6 0 
Mexico Trams 5 per cent. Bonds — Ni 49 4.9 Nil 
о. 6 рег cent, Bonds — Nil 85 +1 Nil 
Mexican Light Common га Nil Nil 90 - Nil 
do. Pref. ee ee Nil Nil 84 -—À Nil 
до, 1st Bonds .. Nil Nir- 43 +9 - 
Mancractunma COMPANIES. 
Babcock & Wilcox .. 14 16 jh -— 6 2 0 
British Aluminium Ord. ee 5 1 96/- ome 618 
Britisb Insulated Ord. .. . 15 1 1 + } 4 210 
British Westinghouse Pref. .. 7% 7 50/- —M- 600 
Callenders .. vs is .. 16 9 1 == 8 8 4 
do. 6 Pref. ee ae 5 6 --— 6 19 8 
Castner-Kellner .. = 60 0 — — 6 6 8 
Edison & Swan, р SQ Ni — 10/6 — Nil 
do. do. ураа .. Nil = 12 — Nil 
Electric Construction .. .. 6 1% 17/6 — 811 6 
Gen. Elec. Pret. ° ө ee ee 6 6 d ә R 1 6 
Henley .. ae os . 0 396 1e +i 7 18 10 
do. 44 Pref, oe es ee 43 44 4 — Ü 19 6 
India-Rubber .. .. e 10 10 12 = 6 6 8 
Telegraph Con, ee ee ee 20 20 89 ==, % t 0 


* Dividends paid free ot income-taz, 
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ALTHOUGH the July returns of electrical exports and imports show 
з considerable reduction in business as compared with the preceding 


i 


EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JULY, 1916. : 


month, the values attained satisfactory dimensions. 


The exports reached a total value of £487,575, as compared with 
£603,510 in June, when, however, telegraphic exports were on 


an exceptional scale. 


The imports for the month were valued at £213,714, as compared 
with £316,697 in the preceding month ; and the re-exports reached 


a total of £13,513, being some £9,000 down on the month. 


During the month machinery, battery, and telephonic exports 
somewhat exceeded in value those of the previous month, but a 
considerable falling off occurred in the telegraphic, cable and lamp 


sections. It is somewhat noteworthy that France was our best 
customer, while other European countries, Australia, India and 
China were good markets. Compared with pre-war times South 
American trade was dull. 

There was a fairly general falling off in imports, traceable to a 
decrease in purchases from the United States, whose contribution of 
£125,960 value towards the total compares with £245,622 in June. 

An exception must be made in the case of lamp imports, how- 
ever, which reached some £45,000 in value. Holland contributing 
£32,500 worth—the totals being much in excess of those for 
June. It may be noted that Japan figures this month as an 


Registered Exports of British and Irish Electrical Goods from the United Kingdom" 


importer into this country of various classes of goods. 


r 


$2. 3.4... x lek Eat vau ge) > [Ee] 2 
| 266 "OS о ie м» A 8 & : 
,|& $| soa eas 2. oa о я о = РІ 899, g озо aes | 
Destination of exports and country consigning 28 eí3|325 of eus Bg 9 E FE $5. $ z T H ' 3 
imports. Ы aca EE EE БЕН TE 3a ЕЕЕ БЕ 1 EIE ZE | & 
©} 0 р \ == Ф | 5 : с | ч 
i* Hi dei do lag ЕЯ "$ ii 3i ^ |555 855 
& zp | = | | | E^ SÍ 
£ £ £ £ £ £ £ £ | £ 
Russia, Sweden, Norway and Denmark 770 | 4,051 1,181 | 374 | 2,032 |14,083 | 1,734| 389 | 994 825| 5,530 | 32,116 
Netherlands, Java &nd Dutch Indies 336 [20,457 s .. | ‚273 | 2042 | 1.589] 19 | 41] 4,911} 356 | 30,843 
Belgian Congo... ds ©» й zu sus PER vds ee iis ТУ yas i РИ КЕЯ ied 
France ... : 2,780 | 710 266 | 279 | 516 119.304 | 888| 614 13,346 |16,156/27,061 | 72,759 
Portugal bé Cows. Uwe. суй, tasti bool 1,361 609 | ... 287 | 887 | 622] 51 | 108 | 1,386| 8,826 | 14,493 
Spain, Canary Isles and Spanish N. Africa... | 233 | 300 15 | .. | 1,308 | 9,998 | 478| 120 | 323 5b4| 407 | 13,621 
Switzerland, Italy and Austria-Hungary ... 170 | 362 Е 42 | 1,859 | 2,197 630] 534 46 146/10,241 | 16,504 
Greece, Roumania, Turkey and Bulgaria ... 29. | ... l3 P ns aad 222 - T dass ds sean 319 
Channel Isles, Gibraltar, Malta and Cyprus... 92 150 21 . 315 és 17 819] 1,423 
US.A., Philippines and Cuba 698 iss 21 15 14 | 1,473 PN 64 ies 39] 745 | 3,166, 
Canada and Newfoündland ... ... 403 | 389 239 | 45 | 399 | 1,073] ... | .. 23 | 674] 54 | 3,333 
British West Indies and British Guiana 383 | ... 199 | ... mS 292 | ... 84| 16 26| 350 | 1,491 
Mexico and Central America T кз on 13 | ... МЕ 29 те та . | 2,188]... 2,269 
Peru and Uruguay 74 41 45 | ... E TUI. ..| 380] a3 is 10 421 
- Chile ... M: .. | 1,382 208 | ... 849 | 1,824 m: 192 8 22|) 142 | 5,496 
Brazil... 601 | 1,184 38 | cis 109 | 2,072 | 1,036] ... 89 | ... 907 | 6,171 
и ийла — ... ... ... — e —— e | 1,092 | 6,812 412| .. | 2,542 | 2.199 | 1,110| 1,329 | 55 | 489] 693 | 18,300 - 
Colombia, Venezuela, Ecuador and Bolivia... 67 48 des ve 595 | 226) >... 30] ... 159| 59 | 1,200 
Egypt, Tunis and Morocco : 87 | 775 164 | ... 299 | 271 13] 690 | ... | 1,060 83 | 3,578 
British West Africa ... Я 72 47 48 | ... ss 107 ia AD |). "is. 286] 618 | 1,217 
Cape of Good Hope | 863 | 5,592 723 | ... | 1,584 | 2,481 49| 5,452 | 11 | 689] 10 | 17,756 
Natal ass. aes. eee вә 805 | 9,143 307 | 20 28 | 5,517 |. 595] 56 | 15 64| 277 | 17,055 
Rhodesia, O.R.C. and Transvaal... ' ... | 447 | 2,329 9,405 | ... 283 | 2,348 | ... | 684; 11 86) 687 | 9,537 
Zanzibar, Brit. E. Africa, Mauritius & Аде 112 51 24 sal 468 "E 2 102| 115 889 
Azores, Madeira and Portuguese Africa... 117 53 22 169 96 ie "n 10 584 
French African Colonies and Madagascar... 10 is 24 ... | 1.496 22 1,552 
Persia .. se in ae js г ss iu TY MT" e] e. | 1,291 | 1.291 
China and Siam 1,039 | 4,553 677 | 46 | 1,606 |13,795 | 197 | 268] 51 47| 1,871 | 24,716 
Japan and Korea 141% "m De 44 894 | 8,451 ... | 1,533 83 .. | 3,420 | 15,854 
India...  .. 1,841 |15,132 3,554 | 238 | 5,251 [16.994 | 4,256| 5,036 | 161 | 2,147 738 | 58,764 
Ceylon ... tss Mi cn Eu ane ..| 828 | 654 209 | ... ies 237 | 3,205] 122] ... 100| ... 5,066 
Straits Settlements, Fed. Malay States and i \ 

Sarawak  .. e. 0 0 | 528 | 2,29 285 | ... 159 | 784 | 455, 533 | 265 | 287| 367 | 5,980 
Hong Kong... 278 | 1,074 165 12 564 920 е 174 43 193] 509 | 4,477 
West Australia "T 5 .. | 168 | 387 20 | .. | 1,173 | 799 131] ... 55| 29 | 2,809 
South Australia : we | 164 | 5,869 207 | ... 157 | 1,392 | ... | 5.398 | 22 |. 7,838) ... | 21,095 
Victoria ba ... | 374 | 4,959 686 |... 756 {10,642 | 2,700] 157 | 21 | 1,030] 473 | 24,067 
New South Wales ... | 2,046 | 6,503 1,320 | 104 | 518 | 8,093 | ... | 1.222 | 156 | 2,139) 496 | 23,462 
Queensland ‚| 205| 661 262 | 12 52 | 690] 613| 393 | 225} 743| ... 3,906 
Tasmania a nd e sas Pi vas Mus "e — 72 P7 - -— st gx | 42 
New Zealand and Fiji Islands ‚| 413 | 6,443 834 | 157 | 424 | 5,377 | 321| 2.579 | 88 | 2,573) 162 | 19,917 

Total, € [19,891 |103,601/14,781]15,197 |1,388 |24,550 |139.336|20,784|28.223 |6.007 |46,461(67,356 [487,675 
Registered Imports into the United Kingdom of Electrical Goods from ail Countries. 
Russia, Norway, Sweden and Denmark M ede | 965] oe |] e [8487| .. | 2,078 1,246 | 12,776 

Holland... ...  .. aa 72 | 1,752 | ... 126,118 | 6425| ... 385 d 140 965 | 35,857 

France ... 16 86 | ... 382 | 199 951 | 1,306 .. | 6,512 11.824 100 | 11,376 

Switzerland 899 | 2,810 | 206 | 150 | 956| 5,015 | 145 " 80 |1.250 11,511 

Кају .. 3,763. 15,994 |... | .. |... |... 536 DO) ase ШЕ " 10,315. 

United States 21,184 | 3,410 | 133 | 5,822 | 2,036] 1,633 | 9,643 | 64,810 | 5,764 {7,008 4.517 1125,960 

Japan ., 1,637 | .. 44 | 430 | 2,005]... n d 55 |... 210 | 4381 

MEA. ышт ыы NGA) л DENIM. Dieta | RADIAN Кышы л ыш: 
Total, £ |27,571 |14,052 | 383 133,867 [11,621] 7,599 |20,502 | 64,832 114,629 110,082 7,038 |212,176 
Additional imports.— Spain, carbons, £755; Natal, electrical goods, £20: Canada. electrical goods, £423: batteries, £40; 
, electrical machinery, £300. | 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
| | 
Various countries, mainly as above 1,455 | 3,850, 1,714 | 23 | 372 | 2,358 849 | 77 2.815 13,513 


Tora, EXPORTS : £487,575 


ToTAL RE-EXPORTS: £13,513 


TOTAL IMPORTS: £213,714 


. Note.—The amounts appearing under the several headings are classified according tọ the Customs returns. The first and 


materials 


to those appearin 


the country of origin, 


/ 


columns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 
g in adjacent columns. Importe are credited to the country whence consigned, which is not necessarily 
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ELECTRIC POWER ON A RUSSIAN 
PEAT BOG. 


Mr. N. MILSTEIN writes in the Elektrichestvo that the 
increase in the price of wood, coal and petroleum has 
urgently directed attention to the search for cheaper fuel. 
One of the leading substitutes proposed is peat, which is 
widely distributed in Russia, particularly in the north. It 
will be of particular service, he says, to the electrical 
industry, for electricity, compared with steam, offers valu- 
able facilities for operating peat presses. 

The electrification of the Zhuravlino-Melechensky marsh, 
he continues, has certain characteristics that, in his opinion, 
.may be of interest. | 

The central electrical power station belongs to the 
Bieloretsk (Pashkovich Bros.) Co., and is equipped entirely 
‚ for the service of the 11 peat presses (Hendun system) 
installed on the marsh. Neither lighting nor power trans- 
mission for other purposes is to be found on the marsh. 
The plant consists of three combined Fitzner & ‘Hamper 
steam boilers, two single-cylinder horizontal Goerlitz 
engines, without condensers, and two three-phase Siemens- 
Schuckert generators. 

The system is designed for the simultaneous operation of 
all the 11 presses, each of which requires 60 H.P., with a 
power factor of 0'7: a loss of energy in distribution up to 
10 per cent. is allowed for. Bere aluminium cables, 
50 mm.? in cross-section, were used for the main, and 
35 mm.” for the branch lines; aluminium was chosen in 
preference to copper for economical reasons. The difficulty 
in soldering was got over by the use of special couplings, 
the mechanical strength aud reliability of which are quite 
as good as those of soldered joints. A great advantage in 
using the coupling is the rapidity with which a joint may 
be made or separated. | | 

The overhead lines that run down to the ‘respective 
excavations are situated about 18 to 20 sazhens (15. = 
7 ft.) distant. This distance is chosen so that the 
supports, as the peat is worked, may be removed every third 
working season. The depth of the turf at the Zhuravlino- 
Melechensky marsh averages 4 metres. | 


The current is conveyed to the electri¢ motor that drives 


the peat press by a flexible rubber-insulated cable of 
3 x 6 mm.? for 2,000 volts pressure, tested at the factory 
to 4,000 volts. , The length of cable for each press is 
calculated so that for an average production per press of 
40,000 to 45,000 briquettes daily, and at a depth of 3:5-4 
metres, à transfer of the coupling-box in consequence of the 
removal of the press, may take place every five or six 
working days. "The motors are connected to the presses by 
belts. 

The motors are mounted on small hand sledges, and are 
fixed to the sleepers which form the frames of the platforms 
of the peat press. The motor, bedplate, press, and dis- 
tributing-box with a 25-mm.? section conductor are con- 
nected to a galvanised iron plate which is carried in the 
direction of the transfer of the press, and sunk 14 arshins 
(3 ft. 6 in.) in the ground. 

The power used in running the peat presses is irregular, 
not only for the individual presses compared with each 
other, but also for tach press.’ This variation is due chiefly 
to the properties of the peat dealt with by the presses, the 
degree of its humidity. the quantity of material thrown into 
the elevator, the presence in the mass of non-rotted branches, 
and, finally, the mechanical condition of the belt. The 
great difference inherent in the factors named can be 
appreciated by comparing the work of presses Nos. 1 and 7: 
The former stands on very dry ground, and often meets 
with unrotted pieces of wood. "The motor driving shaft is 
often badly aligned with regard to the shaft of the press. 
At press No. 7 the transmission is properly mounted ; the 


mass is friable, with an average quantity of water. The. 


number of workmen in the pit loading the elevator for both 
presses was at first the same—namely, 12 per pit. 
Observations were made with the aid of the ammeter at the 
distributing box and a wattmeter. There was no other 
apparatus at hand. On connecting the elevator of press 
No. 1, the ammeter reading varied between 23 and 26 
amperes. This press used about 60 Kw. It was stopped, 
the number of workmen to feed the elevator was reduced to 
eight, and water was poured on the mass. This reduced the 
load to 19-21 amperes. Meantime, the load of No. 7 during 
work varied between 15 and 17 amperes, making an average 
of about 40 Kw. Thus the H.P. of the motors (60) chosen 
may be considered correct, except in section No. 1, where 
the motor-power had to be increased to 75 H.P. But to 
estimate in advance the many factors that, might affect the 
work of the motors, as shown in section No. 1, is almost 


impossible. 


SPANISH INDUSTRIES AND TRADE. 


[INFLUENCES OF THE МАЕ. ] 


(Conel uded from page 195.) 


The mineral wealth of north eastern Spain, the most moun- 
tainous part of the country, has not yet been fully exploited, 
but progress has been made in this direction during the past 
year, owing to the stimulus given by increased demand for 
metals of all kinds. Some difficulty has been experienced 
through the lack of proper transportation for ore from the 
mines to smelting works. In some instances, however, im- 
proved facilities have been afforded. Among minerals in 
which this district is especially rich may be mentioned coal, 
iron, zinc, lignite, peat, rock salt, fluorspar, limestone, and 
potash. During the past year embargoes have been placed 
on the export of many of these and their by-products, with 
the object of protecting domestic industries against lack of 
raw material. These measures have had в direct bearing 
upon local mining interests, especially as to the export of 
minerals, but cannot be regarded as having any permanent 
damaging results. 

Mining in this district has to contend with various obstacles 
t> its development. Some serious strikes have threatened to 
paralyse the industry, but they have been averted by conces- 
sions made to the miners. Much foreign capital is invested 
ia the mines of Catalonia, and while this has often been 
advantageous, it sometimes results that proprietors of mines, 
for reasons of their own, obstruct exploitation, thus immo- 
bilising mineral wealth of the district. 

After summarising the position of coal mining, iron mining, 
and potash deposits, Mr. Hurst reviews Spanish measures 
for commercial expansion. During the year 1914 a special 
agent was sent to Barcelona by royal order to study the 
export relations of this port with Latin America and suggest 
such means as would tend to increase commerce with the 
Republics of South and Central Anterica. The report of this 
expert was published late in 1915, and shows an intelligent 
and comprehensive analysis of the subject. Another indica- 
tion of the practical interest taken in foreign markets may be 
inferred from the fact that the University of Barcelona gives 
а course in commercial expansion, with lectures, excursions 
to principal industrial centres, and meetings with chambers 
of commerce and boards of trade. Lectures are delivered by 
specialists, not only in Spanish, but in French and German 
and enthusiasm is expressed in pushing the trade of this 
country abroad. 

To the other South and Central Afnerican Republics much 
attention is devoted with the avowed purpose of gaining a 
stronger foothold in lands where the tastes of the public are 
largely Spanish. The common language is a strong factor 
in negotiations and several well-fitted lines of navigation are 
a constant bond of union. 

The exceptional circumstances which have called for enor- 
mous quantities of merchandise from the Barcelona district 
for various European markets are recognised, while of vital 
importance for the moment, as not likely to continue indefi- 
nitely. For this reason, the Catalan does not wish to neglect 
an opportunity to entrench himself in trans-Atlantic markets 
which will, it is anticipated, require increasing supplies. The 
system of permanent expositions abroad of Spanish products 
has been agitated, but many faults have been found in the 
project. It is claimed that such expositions require a perfec- 
tion in the way they are conducted and the manner of pre- 
senting merchandise which is difficult to accomplish at a great 
distance. 'The efforts of travelling salesmen who show the 
goods to those actually interested in a special line, accom- 
panied by oral explanations, more or less persuasive, are 
regarded as more efficacious. High freight rates in Spain and 
lack of sufficient railroads tapping the hinterland are obstacles 
with which the Spanish exporter has to contend, and serious 
effort is being made to alleviate this state of affairs in behalf 
of the commercial expansion of this district. 
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The facilities of the Harbour of Barcelona are next dis. 
cussed, and the report then proceeds to refer to the coming 
electrical exposition. This is planned for the year 1917 for 
Bareelona, to be called the Exposición Internacional de 
Industrias Eléctricas y General Espaüola. There will be sec- 
tions or departments for commerce, forestry, each of the 
great national industries, works of charity, bookmaking arts. 
auia] institutions, and several special sections for electrical 
industries. Various concessions have been offered to the 
exposition committee by the Madrid, Zaragoza and Alicante 

and the waterworks company of Barcelona. The 
Benk of Barcelona has undertaken to place a comprehensive 
bond issue in behalf of the City Council for the completion 
of the works already in progress. 

The American import trade into this district has taken on 
a new aspect during the past twelve months. Competition 
with Austrian and German goods has been for the present 
almost entirely eliminated, and the demand for American 
products to replace supplies formerly drawn from Austria 
and Germany has been greater than our merchants could 
meet. Again, the supply from Belgium, whence merchandise 
of many kinds, especially large quantities of metallurgical 


manufactures, had formerly been received; is now shut off. . 


In several lines, notably coal, machinery, and textiles, the 
export from England is restricted and freight rates have risen 
erormously. 

Some helpful ideas for American exporters may be gained 
from the means employed by Germany and Austria to hold 
this trade before the war. A leading factor has been the 
establishment of a German bank in Barcelona with connec- 
tions throughout the district. This facilitates financing ship- 
ments and handling credit, and lends assistance to schemes 
of trade promotion. Such banks with their agencies and cor- 
respondents also offer efficacious aid in reaching new cus- 
temers. They frequently supply their home offices with the 
ratings and characteristics of firms or individuals in this 
district and study the credit problem from a mercantile point 
of view. The detailed information they have gathered has 
teen largely influential in enabling European exporters to 
extend the long credits which have appealed strongly to local 
merchants. 

German banking facilities in this district are so well 
erganised and effective that they have become a powerful 
adjunct in the furtherance and grip of German trade here. 


The system renders not only prompt and careful banking © 


service, but perforce takes in а measure the place of а 
chamber of commerce, the establishment of which certain 
foreign merchants avoid. For thoroughness, patience, con- 
tentment with narrow margins of profit, and ultimate pros- 
pect of becoming an inseparable participant in the trade of 
the country the German commercial worker here along these 
lines has no superior. | i 

With the unparalleled advantages now in favour of a heavy 
and immediate American tradə with this district every effort 
must be made, not so much to increase the volume, but 
rather to keep what has been gained. Regular and more 
adequate means of transportation are imperative and indis- 
pensable. The need of such transportation has been signally 
demonstrated in the coal question. Several large shipments 
have arrived from the. United States since the removal of the 
duty and transport tax, but importers complain that the lack 
of ships for this purpose renders it impossible for the. local 
coal trade to count upon receiving supplies with any regu- 
larity. Other commodities are affected in like manner, and 
the shipping problem has become one of the most important 
in the maintenance of our trade with this district. 

One of the greatest handicaps to American trade in this 
district is the lack of banking facilities. At the present time 
nearly all banking operations are carried on through London 
or Paris, with consequent increase in cost to exporters and 

importers. 

- Towards the end of the year it was reported that an Ameri- 
can bank would be established in this country, to develop 
and facilitate Hispano-American trade. The newspapers com- 
mented favourably on the proposition, especially with regard 
to obviating commercial difficulties at present complicating the 
„cotton trade, which is of vital importance in the district. It 
has been stated that this bank will be in Barcelona and con- 
stitute з part of a banking system which will extend through- 
out Latin America and Europe. No definite steps have thus 
far been taken in relation thereto. 

The importance of straizht, first-hand credit information 
concerning local merchants is vital, as on it naturally depends 
the benefit to be derived from spreading our products in this 
territory. Especially where a transaction involves long credit 
the business standing of the importer must be determined 
beyond all doubt. Mercantile credit agencies of the type 
familiar in our country exist in Barcelona, and a New York 
heuse is established here through which trustworthy inside 
information may be promptly obtained. 

Many merchants here, when soliciting the aid of this con- 
sulate-general for connections with business concerns in the 
United States, give bank references as to their credit, and 
some refer to firma in the United States with which they 

ve already established relations. Besides these. there is a 
vast number of men desirous of securing agencies. who in 
some cases are not known to the mercantile world. having 
Eh capital апа business strength as yet untried. In some 
of these cases the would-be agent aspires to build up a busi- 
nes on a commission basis, and naturally there is some гі 


сап make are in constant use here. 


to the American exporter in entrusting his interests to him, 
but, again, there is a certain advantage where the prospective 
agent 1s endowed with push and honesty. The consular officer 
is sometimes impressed with the appearance of the applicant 
for agencies and is desirous of enlisting his services for the 
extension of the sale of American goods, even though no exact 
data as to his business solvencv can be secured. | 

Numbers of agencies have been given out to such persons 
by American merchants, and there is reason to presume that 
the inen chosen will prove good factors in the extension of 
trade in this market. The Catalan has a good reputation for 
business integrity and his instinctive business ability and 
natural pride in the reputation of his country render him 
generally reliable. 

“ American engineering skill has been practically demon- 
strated in this district by the construction work done in con- 
nection with hydro-electric development and irrigation, 
especially by the Ebro Irrigation & Power Co. What is stated 
to be the greatest work of its kind in existence is a dam near 
Talarn on the Noguera Pallaresa River for the purpose of 
regulating the flow of this branch of the Serge River. The 
dam is approaching completion and will remain a monument 
in this district to American skill and enterprise. When com- 
pleted it will be over 269 ft. in height above the general level 
of the river bedrock, over 328 above the lowest point of the 
foundation in the upstream cut-off wall, and will raise the 
water level 243 ft. above the present level. American manu- 
fecturing skill is also highly rated here, as is shown by the 
fact that cotton spinning and weaving are carried on largely 
along American lines, and in connection therewith a consider- 
able part of the machinery used has been imported from the 
United States. Of other industries the same may be said to 
be the case in a more or less marked degree. Agricultural, 
ice-making, and knitting machinery, dynamos, turbines, elec- 
tric engines, and many other classes of machinery of Ameri- 
Recently one of the 
principal clinics of this city, having large orders to place for 
scientific and orthopedic articles, applied at this office for 
addresses of houses in the United States that could supply its 
wants. American electric meters, transformers, and apparatus 
of all kinds are used here extensively, and it is interesting to 
note that those interested here always expect something new 
in this line from American manufacturers and exporters and 
constantly inquire for novelties.”’ 

“The large and varied line of American goods now on this 
market and in general demand here would indicate that there 
are splendid opportunities for further products from American 
mills and factories. The local merchants are in constant 
search of novelties in every line, and seem to feel that there 
is always something new in America.” 

“The decrease in imports of electrical supplies from the 
United States should be checked and the coming Electrical 
Exposition is suggested as a rare opportunity for ouf manu- 
facturers to exhibit their products and bring our goods in 
this line fully before the Barcelona purchaser." 

“The exports of electric carbons to the United States from 
this district rose in value during 1915 to 6,691 dols., as com- 
pared with 3,985 dols. in 1914. This would apparently indicate 
that these carbons have proved satisfactory to American pur- 
chasers, who were the first to buy here in 1914, when former 
sources of supply were cut off. The electric carbons exported 
to the United States from this district are all. produced by 
the Compañia Fabril de Carbones Eléctricos, of Barcelona." 

Other reports have also just been issued by the American 
Consular representatives in the following places :—Madrid, 
Malaga, Almeria Province, Jerez de la Frontera, Seville, 
Cadiz, Huelva, and Valencia. Consul Putnam, at Valencia, 
reports a demand for household mechanical appliances, 
machinery in general, including gas engines, pumps and 
pumping machinery, machine and other tools, electric motors, 
leather belting, and electric motor-cars. He says :— 

' Under conditions ruling in Europe at present the oppor- 
tunity for extending American trade with this district is 
excellent, and there-is no reason why the American exporter 
should not do a good business, provided he is in a position to 
make deliveries with reasonable promptness, sell his product 
at fair prices, and grant to responsible buyers terms such as 
they have been accustomed to receive. If he is not 1n а posi- 
tion to fulfil the last two conditions, sales will be limited to 
those articles which are absolutely essential to the purchaser 
and unobtainable in other markets. By arranging for pay- 
ment on receipt of goods, sales of our products will be grently 
facilitated and a long step taken toward establishing a per- 
manent foothold in the market. Many American firms do 
not find it feasible under present conditions to sell except 
for cash against documents at port of shipment, while the 
Spanish buyer has been accustomed to pay for his purchases 
on arrival at the earliest and more often at 30, 60, or 90 days. 
Firms in the United States have written to this office stating 


. their willingness to grant more liberal terms when conditions 


become settled; but the Spanish importers require such terms 
at the present time—not later when all the markets of the 
world will be open to choose from. To secure the Spanish 
trade and to retain it, American exporters should supply the 
buyer in Spain with the goods required promptly, reasonably, 
and on terms similar to those he has been accustomed to 
receiving. It is necessary to supply samples of the larger 
part of the American products for which a market 1s desired, 
and the trade should be solicited by capable agents. The 
market must be studied just as much as the home market is 
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studied. It may be necessary to meet new conditions as to 
quality, &c., which will require changes in the product. 
Goods suitable for the American market may not be suitable 
for this market, and the producer must be prepared to adapt 
himself to local requirements. Trade with this district can 
be materialy assisted if the Spanish buyer is furnished 
promptly with accurate information, in his own language, 
regarding the goods offered, the price and terms of payment, 
also the time of delivery. Such information may best be 
provided through responsible agents having a thorough know- 
ledge of local conditions, requirements, and the Spanish lan- 
guage. A single agent could represent several non-competing 


firms, and thus be able to handle the business economically.” 
1 


THE JOHANNESBURG | 
MUNICIPAL ELECTRIC POWER STATION. 


(Abstract of paper read before the SOUTH AFRICAN INSTITUTION 
OF ENGINEERS, by J. H. DonsoN. M.Sc., M.Eng.) 


THE assets owned by the Johannesburg Lighting Co. were acquired 
by the public of Johannesburg in 1895, and those of the Johannes- 
burg Tramway Co. in 1904. 

The first Council appointed by the Government after the termi- 
nation of the Anglo-Boer War immediately set to work to place" 
the future of the electric supply on a sound and permanent footing, 
and Messrs. Mordey and Dawbarn were appointed consulting engi- 
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The order for the gas plant was placed on April 6th, 1904, and the 
guarantors were Messrs. W. Beardmore, Ltd.. Glasgow. Messrs. 
Stewart & Co., of Glasgow, became the main contractors. 

The first set, a 1,000-H,P. D.C. set, was started up on April Ist, 
1906, and from thence onwards at various intervals the remaining 
units were put into commission, and all engines actually ran for 
limited periods with the exception of one 2,000-H.P. A.C. set, which 
was never started. | í 

In October, 1906, after six months of most unsatisfactory 
running, the Council decided to take drastic measures to see that 
the contract was carried dut satisfactorily. Accordingly, the con- 
tractors for the plant entered into an agreement with the Council, 
known as the “ running agreement,” whereby they guaranteed to 
run th plant for a period of 12 months. 

On' May 15th, 1907, the contractors themselves abamdoned the 
" running agreement," and the town was faced with an appalling 
situation. The Council decided to reject the whole of the gas- 
engine plant, and to claim through the Law Courts the, whole of 
their enormous losses, which litigation was only terminated in 
February, 1912, nearly five years after the rejection of the plant. 

The Council claimed for £391,872, and was awarded £340,177, 
made up of £115,134 against Messrs. Stewart & Beardmore. and 
£225,043 against Messrs. Stewart & Co. Defendants decided to 
appeal. but before the appeal was heard negotiations were entered 
into through which the Council accepted a cash payment of 
£100,000, and Messrs. Beardmore retained an option on the plant 
for six months at a purchase price of £5,000. This option was 
never exercised, and the sale of the plant realised £7,000. The 
difference between the Council's claim and what was actually 
obtained was £284,872. ў | 

The plant consisted of gas producers for producing power gas from 
incandescent coal by means of an air blast working in conjunction 
with steam applied at the bottom of the fuel. The gas had to be 
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Fig. l.—DIAGRAM SHOWING ARRANGEMENT OF DISCARDED GAS PLANT, JOHANNESBURG ELECTRICITY WORKS. 


neers to the Council in July, 1902. They relinquished their con- 
nection with the Council in 1908, and from January,, 1909, the 
author has been responsible for all work carried qut up to the 
present day. ~ 


THE GAS ENGINE SCHEME. 


The date of the consulting engineers report on the choice of power 
plant coincided with a period at which the internal combustion 
engine had made great progress, and they were:imbued with 
enthusiasm to give Johannesburg what they considered was the 
best possible scheme, viz., gas engine plant. А 

It was arranged to invite alternative tenders for steam and gas 
power plant. On March 2nd, 1904, tenders were dealt with for three 
1,350-KW. D.C. seta, two 675-KW. D.C. sets, two 1,350-KW. А.С. sets. 
and one 675-KW. А.С. set. In the opinion of the engineers the 
most favourable tenders for steam plant and gas plant were :— 

(гах Plant. -Messrs. Poetter & Co., gas producer plant, £50,600 ; 
Messrs. D. Stewart & Co., gas engines, and Messrs. Siemens Bros., 
dynamos, £154,320 ; other additions, £18,630 ; total, £223,550. 

Steam Plant.— Messrs. Dick, Kerr & Co., £195,495. 

Coal and water costs of steam and gas plant were reported upon, 
and, although the capital cost of gas plant, was over £28,000 more 
than steam plant, there was to be an estimated saving of & 15,000 
per annum on the coal and water bill, and other charges for labour, 


oil, repairs. &c., were regarded as the same for both schemes. 


cleansed by means of cooling and purifying plant before being 
used in the gas engines. А 
Fig. 1 shows a plan of the layout, and an elevation is seen in 
fir. 2. ' 
As Messrs. Beardmore & Co. did not exercise the option to take 
over the derelict gas plant, it became the property of the Council, 
and this was the first time the. author became officially connected 
with 16; as technical adviser to the Council. it became his duty to 
make recommendations as to what should be done with it. With 
all the information at his disposal. obtained during а period 
extending over four years, from a close study of the plant and a 
perusal of the various reports made during the unsuccessful period 
of attempting to run it, he finally advised the Council to dispose 
of it. There was a strong predisposition on the part of the author 
to utilise it if at all possible, but there was no similar gas-engine 
scheme in existence, and it was necessarily a purely experimental 
plant, more especially the gas-producer plant. With the modern 
boiler and its auxiliary apparatus, such as mechanical stokers, &c., 
it is possible to burn the very cheapest grades of coal, such as 
dross, peas, and nuts, for the purpose of steam-raising. Assuming 
that cartain of the Transvaal coals are suitable for burning in gas 
producers, the cost would be appreciably higher than the coal 
which can be used under ordinary steam boilers with niechanical 
stokers. The coal actually used in the gas producers cost nearly 
twiceas much as coal used with the ordinary boiler plant. This 
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fact alone eliminated any benefit in thermal efficiency which may 
be claimed for a gas-engine scheme. Experiénce showed that it 
was necessary to modify the design of the interior of the gas pro- 
ducers to prevent the ashes clinkering. and to allow of nniform and 
continuous gasification. Irrespective of the bituminous nature of 
the Trapsvaal coals, much investigation work was required 
to determine the correct design for the proper gasification of 
Transvaal coal, because of the large percentage of ash. The 
steam raisers could have been, eliminated by erecting suitable 
boilers for the production of steam to actuate special steam engines 
to drive the air blowers directly, and for the attainment of 
efficiency to utilise the exhaust steam from these engines in the 
gas producers through suitable receivers, instead of drawing steam 
from the steam raisers. From the results obtained, and from the 
coals which were suitable, it would have been necessary largely to 
increase the cooling and purifying plant; in fact, to obtain gas 
free from dust and tar, it might easily be stated that the coolers, 
the coke scrubbers and the centrifugal tar separators, as well as 
the sawdust scrubbers, must have been doubled. Over and above 
these points, there was the question whether the gas producers 
were able to gasify the amount of coal in accordance with the 
specification, and, if actual results were to be taken as a guide, it 


would have been necessary to increase the number of gas-producing | 


anits, to give the amount of gas required for the: power demand in 
the gas-engine room. "These practical points were matters simple 
enough from the purely mechanical engineering point of view, but 
they involved large capital expenditure and additional working costa 
(especially in the amount of water required), and the financial 
aspect was altered entirely. ` : 

With regard to the gas engines, experience proved that the com- 
pressed air plant for starting would have to be increased and the 
method of driving completely altered. The question of lubrication 
was another matter of great importance, and it would have 
been necessary to design an improved system of lubrication to 
attain successfuF running. This point can be appreciated when ong 
is acquainted with the phenomenal dust of Johannesburg and the 
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necessary communications between the business portion of 
Johannesburg and the suburbs. All plant which, the Council ‘had 
at its disposal was quickly put into service, and the only steam 
power available was a collection of isolated and heterogeneous 
belt and direct-driven plants, some of which were rescued from the 
scrap heap: altogether there were 15 boilers, making a total of only 
1,660 H.P.. and no fewer than 10 reciprocating sets, giving a maxi- 
mum of only 840 KW. D.C. and 400 Kw. д.с. These were pressed into 
the service, and every available electric unit extracted therefrom. 
To those acquainted with Johannesburg conditions it will be realised 
that it takes under normal conditions 12 months or more to obtain 
generating plant from the time of inviting tenders and having the 
same under working conditions. Two 500-Kw. non-condensing 
D.C. sets and three boilers (each of 14.000 lb. per hour), without 
superheaters or economisers, were procured and set to work within 
six weeks after the gas-engine plant was abandoned. There were 
also one 1.000-KW. condensing.D.C. set and two similar boilers set 
towork by the end of 1907, and during 1908 were erected two | 
1.000-kw. sets and one 500-KWw. set (only one of which was con- 
densing), and four boilers of the same size as before. The recipro- 
cating engines were made by Messrs. Belliss & Morcom, and the 
boilers by Messrs. Babcock & Wilcox. Astonishing records were 
made by the contractors, Messrs, Reunert & Lenz, in the expeditious 
manner that some of the plant was erected: on the other hand, 
the Courrcil had to pay “famine prices” for the plant under the 
exoeptional conditions. The conditions under which the plant had 
been installed during a period extending over 18 months up to the 
end of 1908, subsequent to the closing down of the gas-engine 
plant; were those of meeting urgent and immediate requirements 
for power at any cost, and plant had been hurriedly erected regard- 
less of layout or future extensions. Floor space was exceedingly 
limited. as most of the ground was occupied by the gas-engine 
room and the derelict yas-producer plant, the future of which was- 
unknown. 

In 1909 the arrangements in the boiler house were most unsatis- 
factory, ashes had to be withdrawn in front of the boilers, which 
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Fig. 2.—DIAGRAM SHOWING ARRANGEMENT OF DISCARDED GaAs PLANT, JOHANNESBURG ELECTRICITY WORKS. 


fnormous weights of the moving parts, such as the fly-wheels (up 
to 70 tons on the 2,000-H.P. engines) and the electric generator 
armatures (up to 35 tons on the 2,000-H.P. engines). , These points. 
in the same way as those of the producer plant, could no doubt 
have been overcome with good mechanical engineering, but appre- 


ciable capital expenditure would have been involved. The cost per 


unit as obtained by the hurriedly erected steam plant up to 
February, 1912, when the law case terminated, was such as to 
render it unnecessary to attempt any scheme of,setting the gas- 
angine plant to work for the production of electric power. ` 
Investigations were carried out as to whether it would be econo- 
mically feasible to utilise the gas-producer plant for the production 
of tar and other by-products, and to burn gas instead of coal dust 
in the Bettington boiler, which forms part of the present steam 
plant. Here also, when the cost of suitable coal for burning under. 
the gas producers was considered, together with the cost of 
necessary alterations to the plant. as well as the working costa, 
and the question of the, variable revenue obtained from tar and 
other by-products, such as sulphate of ammonia, it became evident 
that it was a very risky proposition from the financial point of 
View to attempt to utilise the gas plant in this way. 

The final termination of the gas-engine scheme was that tenders 
Were invited on separate' occasions for the removal of the 
mechanical and electrical sections respectively, and the plant was 
finally disposed of for £7,000, this being greater than Beardmore's 
option of 25,000. | 

The discarded plant was taken to the steel works at Vereeniging 
ready to be melted up, and the gas-engine house ‘has been trans- 
formed into workshops. 

` years after the placing of the contract for the gas-engine 
еш plant, Johannesburg found itself in a worse position 
1904 GA to placing the orders. During the three years, April. 
е Мау, 1907, the number of houses in Johannesburg had 
xu enormously, the electric distribution system had made 
: : Progress all over the municipal area, and would-be con- 
system Hats waiting anxiously for electric supply. The new 

AC. Of electric tramways, to the extent of about 30 or 40 track 


mil 
ês, had been gradually ‘completed, ready for supplying the 
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was also the only space available for the coal used for stoking 
The distance between the two rows of boilers was exceedingly 
small. only some 18 ft.. and only 7 ft. between the coal-hoppers. 
and. as a consequence. ashes and coal were inevitably mixed, and 
the boiler-house presented a most disorderly appearance, due to the 
circumstances of'its origin. Although the gas plant had been shut 
down, the main distribution switchboard in the gas-engine house 
was still used for the distribution of the electricity generat«d in 
the new steam station. some 300 yards away. The generator panels 
were erected in temporary positions in the steam station, the power 
being transmitted from thence to the pas-engine switchboard for 
distribution. The difficulty of issuing instructions from one station 
to the other during times of trouble can be imagined, and this was | 
accentuated when it is stated that this switchboard, like the gas- 
engine plant itself, was ultimately discarded. The problem in the , 
early part of 1909 was to battle with the rapidly growing require- 
ments. The load was 5.400 KW.,this being more than the total 
plant then available. 
(To be continued.) 


U.S.A. Government Nitrogen Plants.— According to the 
Electrical Heriew and Western Electrician, Congress has passed 
& Bill authorising the development of hydro-electric power for the 
electrical fixation of nitrogen, which will be used in the manufac- 
ture of munitions of war, and thus make the Government indepen- 
dent of imported nitrates for this. purpose. The President is 
authorised to cause an investigation of the best means for pro- 
ducing nitrates, &c., by water or other power ; to obtain exolusive 
use of any necessary site for the purpose of the Act, and to 
provide the necessary equipment, &c. Any surplus product may be 
sold and disposed of, and may be used in the manufacture of 
fertilisers. Тһе sum of 20 million dollars is appropriated for the 
scheme, which will be operated solely by the Government, and not 
in conjunction with any other industry or enterprise carried on 
by private capital. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


RUSSIA.—The Department of Assessed Taxation, acting in 
conjunction with the Customs Department, has issued an 
official notice to the effect that when commercial travellers 
coming from abroad as representatives of foreign firms to 
obtain orders through samples have not taken out the licences 
required by law, the Custom Houses shall immediately exact 
from them their address and the nearest commercial points 
they intend to visit, for the information of the tax inspectors 
The latter аге to require commercial travellers to lodge 2 
deposit equal to the cost, and as security for the payment, of 
the necessary licences which they have failed to procure. In 
cases of refusal to lodge. the deposit, the tax inspectors have 
power to seize the goods, to the amount of the deposit, for 
sale by auction. / 


. URUGUAY.—A Presidential Decree dated May 8rd amends 

Articles 211-13 of the Consular Regulations concerning the 
manifests of goods shipped to Uruguayan ports. The Decree 
repeals the Decree of September 13th, 1915, relative to certifi- 
cates of origin and that of January 25th last respecting mani- 
fexts—vide the Review of April 21st. ; 

Manifests of goods shipped to Uruguayan ports must no 
state the declared value of the goods in local currency, in 
accordance with the respective bills of lading or certificates of 
origin. Three copies of each manifest are to be presented to 
the Uruguayan Consular Agent, of which at least one must 
be drawn up in, or translated into, Spanish; this copy is to 
be '' legalised '' by the Consular Agent. A certificate of origin 
and nationality must be provided in all cases, in the form to be 
prescribed by the Uruguayan Foreign Office. For the '' visa " 
of each certificate in respect of goods to be shipped with bil! 
of lading or parcel receipt, the Consular fee is 50 centavos 
(about 2s. 2d.); and in respect of goods to be sent by parcel 
post, 20 centavos (about 10d.). 

From October 1st, 1916, the Uruguayan Customs authorities 
will not allow the clearance of any goods through the Custom 
House until the accuracy of the declaration of the goods has 
been verified by comparison with the certificate of origin. 
Such certificate must, therefore, in all cases be produced by 
the person clearing the goods. . 


UNITED KINGDOM AND CERTAIN FOREIGN COUN- 
TRIES.—A Supplement to the Board of Trade Journal of 
August 17th contains complete lists of articles which, accord- 
ing to the latest information received by the Board of Trade, 
are prohibited to be exported from the United Kingdom and 
certain foreign countries, viz., Denmark, France (and 
Algeria), Greece, Italy, Japan, Netherlands, Norway, Por- 
tugal, Roumania, Russia, Spain, Sweden, and Switzerland. 
The list of articles prohibited to be exported from Sweden is 
based upon information received at the Board of Trade up to 
August 14th, and should be of considerable interest to British 
exporters to Russia in view of the application of the Swedish 
prohibitions to goods passing in transit through Sweden to 
Russia. The present Supplement supersedes that issued on 
May 18th last. Copies may be obtained price 3d. (4d. post 
free) from the usual sale agents for Government publications. 


CANADA.—An official warning has been issued that the 
Department of Customs is now strictly enforcing a regulation 
(which has been actually in force since August Ist, 1910), to 
the effect that in invoicing goods for Canada, the value to 
be shown must be the ‘‘ Fair market value as sold for home 
consumption at time shipped." This value must be given in 
the first parallel column on invoices, and care should be taken 
that the heading of the column contains the proper wording. 

The warning appears to have become necessary owing to a 
number of shippers still using the older form of invoice 
(which was cancelled in 1910), which required only the '' Fair 
market value as sold for home consumption." Many shippers 
also. seem to be under the impression that in cases where 
orders are booked for delivery at & future date, the Canadian 
Customs Department are prepared to accept in the first 


coluinn of the invoice the price at the time the orders are. 


booked, irrespective of the prices ruling at the actual time of 
shipment. This, however, is not the case, and shippers are 
accordingly advised to see that invoices for goods sent io the 
Dominion are made out in accordance with the requirements 
set forth above. 


NEW PATENTS APPLIED FOR, 1916. ` 
(NOT YET PUBLISHED). | 


Ccen.piled expressly for this journal by Messrs. W. P. TuowrsoN & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


11.099. “ Sparking plugs for internal-combustion engines." D. MCGREGOR. 
August 7th. . 

11,100. “ Electrical signalling apparatus for mines, &c." T. 
AND Н. К. WADDINGTON. August 7th. 

11.114. '' Battery cells or tanks." 
Boat Co.) August 7th, 


H. Parsons 


W. C. Fairweatner (Lake Torpedo 


v 


(General Electric Co., U.S.A.). 


11,135. ''System of electrical distribution." W., 

(U.S.A., August 12th, 1915.) H. Cou. August Yth, 
11,130. “ Method for producing high-f , illati M 

UU. p g high-frequency oscillations." І, Cyogny. 
11,146. ©“ Electric chest-warmers." A. SELVATICO. August 7th. 


11,169. *' Suspenders for electric cables, &c." P. HUNTINGDON. August 8th 

“ А : . А 2133 . 

gil Me: Mercury interrupter and induction coil." L. B. Mirer. August 

11,189. *'' Means for applying heat produced b í “tri 

S. CucETHAM. August à "Me å ааа ЮА, 

11,191. “ Motor controllers." Іскаміс ELECTRIC Co. 
facturing Co., U.S.A.). August 8th. 


11,212. “ Renewal point sparking plug and high-tension co кл” 
C. C. Beaumont & B. Haypon. August 9th. £ nhecHome" Н, 


11,214. “ Sparking plugs for internal-combustion engines.” 
SON & J. A. Kennepy-McGrecor. August 9th. 


11,229. '' Production of electric incandescent lamps." 
AND E. C. Ноттом. August 9th. ° 


11,240. '' Means for connecting electrical conduits.” 


(Cutler-Hammer Мать 


E. Н. Норскік. 
С. Т. Hurtenison 


Е. W. Uren. August 


8th. 
11,242. ‘Controlling clectric circuits fro i e 
Tx.EGRAPH. Co. & A. H. Morse August 9th. TOM IE Enea 
11,254. “ Generation of electric energy." W. S. Simpson. August 9th. 
11,267. “Apparatus for medical treatment by electricity." L. Mayor. 
August 9th. (Switzerland, September 25th, 1915.) 
11,286. *' Sparkin lugs for internal-combusti ines.” { OSBEE 
AND Sons & H. R. "INR August 10th. ido scc Г 
11,326, *'' Dynamo-electric, machines." G. SCHROEDER. August 10th. 


11,327. “ Alternating-current dynamo-electric machines of the compensated 
commutator type." BritisH WEsTINGHOUSE ELECTRIC & Manuracturtno Co. 
(Westinghouse Electric & Manufacturing Co., U.S.A.). August 10th. 


11,337. ‘‘Ammceter for measurement of alternating currents and electric 
oscillations." I, WiLLIAMS. August llth. 

11,348. “Starters for electric motors." С. Н. М№МЕЕР AND SWITCHGEAR AND 
CowaNs. August llth 

11,358. '' Automatic selecting devices for telephone systems." SIEMENS AND 
HaLsk& Акт. Ges. August lith. 

11,360. “ Electric heaters for water, &c." С. В. ALLENSBY AND ВЕМНАМ 
AND Sons. August 11th. . 

11,861. “ Spooling filament for metal-filament lamps." J. A, ALLISON AND 


Morris & WniütrHAM. August ilth, 


11,362. '' Electrical apparatus for obtaining synchronous motions at a 
distance," W. KiNGSLAND. August llth. 
11,363. the human body currents derived 


* Apparatus for passing TUER 
from town main elcctrical supply." Е. E. Grevie. August llth. 
11,368. ''Alternators for high frequencies." М. W. W. Macke. August 
lith. : 
11,371. “ Systems of ship propulsion." . Вкітіѕн-Тномѕом Houston Co. 
(General Electric Co.. U.S.A.). August lith. 


11,381. ‘ Electric knife switches." КЕ. Lister, August 11th. 

11,382. ‘ Electric transformers," A. Е. Berry. August 11th. 

11,397. “ Means for telephonic communication to and from moving railway 
trains, &c." К. Н. WangriRNGE & V. G. Werner. August 12th. (Sweden, 
August 21st, 1915.) . 

11,495. “ Use of relays for telegraphic, &c., purposes." Н. W. Suuuvax. 


August 12th. 


11.428. ''Electro-magncetic switches. British Тномѕок-Носѕтох Co. 
August 12th. 

11,429. “ Bipolar electrode clectrolysers." С. С. HEepsurn. 

11,435. “ Electrical machines." ALLGEMEINE ELEKTRICITATS Ges. 


12th. (Germany, August Gth, 1915.) 


August 12th. 
August 


PUBLISHED SPECIFICATIONS. 


- 


1915. 


5,511. InsuLaTORS. Akt. Ges. Brown-Boveri 
25tn, 1914.) 

7.758. ELECTRICAL IGNITION SYSTEMS FOR INTERNAL-COMBUSTION ENGINES. С F 
Kettering & W. A. Chryst. May 25th. (July 16th, 1914.) 

10,711. CooriNG ок VenTILATING Devices FOR DvNAMO-ELECTRIC. MACHINES 
A. Mond (Maschinenfabrik Oerlikon). July 23rd. 

10,726. ELECTRO-MAGNETIC LEviTATING Arraratus. Е. Bachelet. July 28rd. 

10,755. Com For ELectricaL PuRPOSES, AND METHOD FOR WINDING SAME. 
H. Wade (Leeson). July 24th. 

11,011. Process For EL.zcrRoLvricCALLY DEPOSITING А STRONGLY ADHKRENT 
AND MALLEABLE LAYER OF TIN ON IRON AND OTHER METALLIC SURFACES. 
P. Marino. July 29th. ©. ч 

11,603. Сомтко, or Exectric Motors кок DrivinG  HvDRO-EXTRACTORS. 
Thomas Broadbent & Sons, Ltd., British Thomson-Houston Co. and W. L. 
Wise August llth. F 

11.658. Exectric MOTOR CONTROL SYSTEMS AND PNEUMATICALLY-OPERATED CON- 
TRCLLERS EMPLOYED THEREIN, British Thomson-Houston Co. (General Electric 


et Cie. April 12th. (Apt! 


Co., U.S.A.)) August 12th. 

19,379. ELECTROMAGNETICALLY-OPERATED SwrrcuEes. (С. Wilkinson. August 
98th. 

12,747. Protective Devices FOR ELxectric SYSTEMS. British Thomson- 


Houston Co. (General Electric Co., U.S.A.). September 6th. 


17,419. Braking ELECTRIC Motors ACTUATING LIFTING, LOWERING, HAULING, 
WINDING AND LIKE APPARATUS. Maschinenfabrik’ Oerlikon. December 18th. 
(December llth, 1914.) 


1916. 


1,176. Sarety Devices FoR  ELECTRICALLY-OPERATED LIFTS AND OTHER 
Venicces. J. T. Clarke. January 25th. (100,916.) 


1,596. Exectric Motor Pump. S. Kawakami. February 5th, 1915. (100,056. ) 
2,020. SraRKING PLUGS AND THE METHOD OF MAKING SAME. W. J. Mellersh- 


Jackson (Champion Ignition Co.). February 10th, 1916.  (100,933.) 

5,841. ELECTRICAL SYSTEMS FOR INTERNAL~COMBUSTION ENGINES. С. F. Ketter 
ing & W. A. Chryst. June 24th, 1914. (Divided application on 7,757/15) 
(100,361.) 

6.977. ELECTRICAL Connectinc Devices. Ges. Siemens-Schuckertwerke. May 
22nd. 1915. (100,533.) 

7,567. SEPARATORS FOR Seconpary ВаттЕКІЕ5) W. J. Mellersh-Jackson 


(India-Rubber Co.). 
8,111. ELECTROLYTIC APPARATUS. 
1915. (100,739.) 


May 27th, 1916. (100,994.) 
Siemens & Halske Akt. Ges. June th, 
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WELFARE WORK. 


‘“ AMONG all the changes which the great war has 
brought in its train, none is more significant, and 
none more likely to have lasting effect than the 
revolution in the structure of British industry. . . . 
The factories are alive with new workers; the State 
assumes new responsibilities; fresh needs and oppor- 
tunities arise; industrial conditions are in solution." 

With these words Mr. Lloyd George commences 
a foreword.to a book on ‘‘ Welfare Work "—em- 
ployers' experiments for improving working condi- 
tions in factories—by Miss E. D. Proud, B.A,, 
which has just been published; and they form by no 
means an exaggerated picture of the extraordinary 
conditions which now obtain in British industry. 
Nothing less than a world-war that shook the British 


Empire to its very foundations could have brought 


about changes so vast and so unprecedented, or 
could have induced our workers to divest them- 
selves, even temporarily, of the rights and privi- 
leges which, as the result of years of industrial 
strife, they had succeeded in wresting from their 
employers, and even in placing on the Statute Book. 
Who, before the war, could have conceived, by the 
wildest flight of imagination, that an army of women 
would one day be engaged in manufacturing shells 
by the million, or that, as was recently stated, 14,000 
women would be employed in' general engineering 
work other than shell making on the Clyde alone? 
The volume before us in itself is a remarkable pro- 
duction—the work of a woman, a graduate from 
an Australian University, who has made an intimate 
study of the conditions of '' welfare work ” in fac- 
tories, and possesses a knowledge of the subject 
of unique extent and understanding. The fact, too, 
to which Mr. Lloyd George calls attention, that it 
is out of the manufacture of weapons of destruction 
that the opportunity to humanise industry has 
arisen, is another singular feature of the situation, 
recaling the riddle with which Samson perplexed 
the Philistines: ‘‘ Out of the eater came forth meat; 
and out of the strong came forth sweetness.” “Тһе 
efiort now being made to soften asperities, to secure 
the welfare of the workers, and to build a bridge 
of sympathy and understanding between employer 
and employed " may leave behind ''results of per- 
manent and enduring value, to the workers, to the 
nation, and to mankind at large," says Mr. George. 
So may it be. 

In itself, of course, welfare work is no new thing: 
it has been practised in isolated instances for years, 
even for generations, and the fact that it is not only 
ѕосіаПу, but also commercially profitable, has been 
recognised in many quarters. But never before has 
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it been taken ир so generally and so earnestly, and 
the State, though it has set up what Miss Proud 
defines as a “‘ minimum objective standard "' by fac- 
tory legislation, has hitherto confined its efforts to 
such requirements as can be regarded as essential 
to the maintenance of the health and to the pre- 
servation of the life of the workpeople, without 
attempting to secure for them greater physical and 
mental comfort or to increase the efficiency of their 
productiveness. Now, however, when the Govern- 
ment has become by far the greatest employer of 
workers in the State, and also controls thousands 
of privately-owned concerns, whilst the necessity 
for securing the highest possible efficiency of pro- 


duction has become imperative, entirely new condi-. 


tions have arisen, and we are glad to add that the 
Government has fully recognised the new responsi- 
bilities that it has incurred. 

The Departmental Committee appointed to con- 
sider the question of the Health of Munition 
Workers has issued a series of reports which will 
prove of permanent: value; some of these have 
already been dealt with in our columns. Financial 
assistance has .been afforded, to enable employers 
to provide canteens, cloak-rooms, rest-rooms, lava- 
tories, &c., and the importance of welfare work 
has been so fully demonstrated that a new depart- 
ment of the Ministry of Munitions has been created 
to secure a high standard of conditions for all 
workers in munition factories, and the training of 
“© welfare supervisors’’ has actually become the 
subject of special ceurses at several Universities. 

To review Miss Proud's book adequately in the 
space and time available would be an impossible 
task; it constitutes so thorough and exhaustive a 
treatise that, as Mr. George remarks, it bids fair 
to become the standard work on the subject. It first 
deals with the history and development of the efforts 
made by employers to improve the working condi- 
tions of their employés, and of the legislation to 
which they gave rise—for it was largely to the 
initiative and support of the mill-owners themselves 
that factory legislation was due. One of the 
earliest discoveries made by certain manufacturers 
was that a reduction of the long working hours then 
in vogue actually led to increased output, a fact 
which has been re-discovered in connection with the 
manufacture of munitions of war. The importance 
of distinguishing between philanthropy—which the 
workers resent—and real welfare work, which they 
feel to be their due, is emphasised by the authoress; 
justice, not charity, or even the suspicion of charity, 
must be the foundation. In the second part of her 
book Miss Proud treats in detail of the actual con- 
ditions and methods obtaining in factories, wages 
and hours, the necessity of rest and recreation, sani- 
tation and housing, mental development, regard for 
the dignity and self-respect of workpeople, and 
matters of organisation. In every section she dis- 
plays a mastery of her subject, a breadth of view, 
and a judicial balance of mind which impress the 
reader with the value of her treatise, and we most 
- cordially comntend this timely work to the attention 
of all employers and works managers. 


Ir will be remembered that in . 

Identifying the early months of the war some 

the of the popular newspapers, and 

Enemy Trader. many of their and our correspon- 

. dents, inspired no doubt by the 

worthiest of motives, and anxious to clear out thick 
layers of Teutonic influence from the Augean stable 
of British trade; sometimes allowed their zeal to 
get the better of their discretion. All and sundry 
who were suspected, or whom the writer wished, or 
thought he ought, to suspect, were open to attack. 
The slowness of the Government Departments in 
coming into line with public opinion and fully 
recognising the necessities of the case, was in some 
measure responsible for this tendency, and no doubt 


the more recent progressive policy of the Govern- 


ment lias been consequent upon the pressure of 
public agitation, according to the teaching of Lord 
Haldane, though we happen to know something of 


‘the extremely dificult nature of the problems that 


have arisen, rendering the exercise of careful dis- 
crimination most necessary. But the attacks, in- 
discriminate and otherwise, have also been due to 
the method of the German in secretly getting in 
here and there, and managing, by the aid of charac- 
teristic devices, to conceal his whereabouts. Even 
now there are difficulties in the way of those who 
have strong suspicions, amounting almost to con- 
victions, regarding certain traders, but can neither 
confirm nor disprove them. The best thing in such 
a case is for them to lay the matter before the Board 
of Trade—they can do that without running any risk, 
and they will not put upon the Press a burden that it 
ought not to be required to carry. We learn from 
Australia that the Press out there, which has attacked 
many concerns about which it has been difficult to 
ascertain the true facts relating to their connections, 
ownership, and interests, has, after bearing the 
burden of risk involved, now been protected by a 
special War Precautions Act which was passed in 
June. This Act prohibits any person from taking 
action, without the written consent of the Attorney- 
General, against any other person, for relief, ‘іп res- 
pect of anything said or done, or permitted to be 
said or done, by the defendant, which states or 
implies that the plaintiff is an enemy subject or a 
person of enemy origin or associations, or influ- 
enced or controlled by enemy subjects, or having. 
or intending to have, any connections with enemy 
subjects either personally or in his trade 
or business." It is provided that the Attorney- 


"General shall not withhold his consent where heis 


satisfied that the statement or implication has been 
made maliciously or recklessly. With this provision 
included, it seems to us that the measure is a very 
desirable one under the prevailing conditions. In 
many respects during the war Australia has been 
far more advanced in its methods than the Mother 
Country. Here the Government leaves the Press 
to fight its own battles, and preserves privileges to 
the man of straw against the well-intentioned news- 


paper. 


ALTHOUGH the situation in pig 
lead has remained under the close 
supervision of the Ministry of Muni- 
tions, the market has admittedly again felt the effect 
of the enormous requirements for munitions in one 
direction or another. Until a few weeks ago, the 
selling operations on the part of the authorities 1n 
connection with the surplus parcels which could be 
spared out of the controlled supply from Spanish 
and Australian sources tended to keep prices down. 
Subsequently market movements have been appar 
ently chiefly determined by the preparations which 


Pig Lead. 


were made bv the Government to make adequate 


provision for Russian requirements over the winter 
months. This. coinciding with a temporary consider. 
able contraction of the arrivals through delaye 
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shipments, no doubt has naturally enough left the 
market rather bare of near metal. Hence the ten- 
dency became sensitive, which with a more insistent 
demand from consumers in other directions has 
resulted in a steady advance in prices, more espe- 
cially in neaf positions. | 

In the course of the past week, the market was 
particularly bare of sellers, so much so, in fact, that 
purchases were more difficult, and only a compara- 
tively limited amount of business could be got 
through. The premium on spot delivery was forced 
up to quite £2 a ton, which 1s not surprising, for so 
far as can be gathered there is very little metal held 
in warehouse to meet urgent needs. The position 
still seems rather tight, and some further hardening 
of prices in near positions may ensue, but there is 
good reason for assuming that some relief is now 
pretty near at hand, judging by the fact that more 
liberal supplies have reached this side lately from 
Spain. For one thing, there is not much doubt that 
Russian needs have been satisfied for some consider- 
able time to come, so that there should be more lead 
to spare to meet requirements in other directions. 
Considerable quantities went to Russia via Arch- 
angel and also Vladivostock, and it is not expected 
that much more will be diverted to the latter port. 
It is well to bear in mind that the market is abso- 
lutely under Government control, and since it is 
understood that the latter have now made pretty 


full provision for all their munition contracts for. 


several months to come, it is suspected that a change 
of feeling may eventually ensue should controlled 
lead at any time come on the market in appreciable 
quantities. History is likely to repeat itself in that 


respect, for it is an open secret that the authorities. 
will neglect no opportunity to prevent an undue in- , 


flation of values. The fact, however, that France 
centinues to draw supplies from Spain on a large 
scale by rail tends to keep the Spanish exports to 
this side on a‘rather restricted scale. 

Shipping conditions may possibly improve since 
the requisition of German ships released by the 
Portuguese Government, and this would facilitate 
the accession of fresh supplies, but under present 
conditions it is hardly likely that surplus supplies 
will accumulate to any very large extent. For some 
time past the American position has been tight, 
partly due to the considerable quantities shipped to 
Russia via Archangel, and New York prices have 


again risen, but this feature is not calculated to have 


any material influence on this market. A set-back 
in prices in America would cause no surprise, since 
the Russian demand has been met. The market 
here this week re-opened with a firm tone, sellers 
being still reserved pending developments. 


ON Tuesday next the 86th annual 
meeting of the British Association 
for the Advancement of Science will 

` be opened at Newcastle-upon-Tyne. 
As at the previous war meetings, there will be no 
excursions or festivities, and the sittings will be con- 
fined to four or five days, but we have no doubt 
that, as last. year, good work will be done and 
results of national value will accrue. The Associa- 
tion has a long record of usefulness to its credit, 
and in its title, which we purposely quote at full 
ength, may be discerned the aspirations of its far- 
Sighted founders, who recognised the importance of 
Propagating a due appreciation of the value of 


The B.A. on 
the Tyne. 


Science in the public mind. We rejoice to think that. 


fruition, though nothing less than a war directly 
involving the destinies of at least I4 nations, and 
indirectly affecting the whole world, has been neces- 
Sary to awaken the British people to the perilous 
Condition to which the apathy and ignorance of their 
Tulers had brought them. 

ttails of the programme have not yet been 
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the aims of those wise men аге now approaching 


received, but we are glad to note that prominence 
will be given to such questions as “ Education after 
the War,” ‘‘ Economics after the War,” and “ Fuel 
Economy and Smoke Prevention ’’—all subjects of 
first-class importance to the nation. Mr. Gerald 
Stoney will preside over the Engineering Section, 
in which a number of papers on matters of imme- 
diate interest are set down for reading by distin- 
guished authors. Thé interim reports of the Fuel 
Economy Committee and the five Sub-Committees 
which were deputed to examine specific questions 
are expected to be of exceptional value and import- 
ance. There is good reason to anticipate, there- 
fore, that the meeting will be noteworthy from a 
scientific point of view, and we wish it every 
success. 


YESTERDAY the report of the Com- 
mittee of the Privy Council for 
Scientific and Industrial Research 
for the year 1915-16 was published, 
together with the vastly more loquacious report 
of the Advisory Council and its five Appendices. 
The latter commences with a review of the past 16 
years purporting to show that the Government 
during that period had done much to encourage 
‘“ organised scientific support for our trades and 
industries," but in view of the niggardly and 
absurdly inadequate grants to the National Physical 
Laboratory (still only £7,000 a year), and the 
meagre recognition and assistance afforded to the 
Engineering Standards Committee, the Imperial 
Institute, and the Imperial College of Science and 
Technology, the instances cited by the Council as 
evidences of the said “ encouragement,” we are un- 
able to join even in the faint praise with which the 
Council damns the authors of its being. 

Optical glass, dyestuffs, magnetos, drugs, and 
zinc are once more paraded as the chief items whose 
conspicuous scarcity compelled the Government to 
take action just two years,ago, with the result that 
the first meeting of the Advisory Council was held 
one year ago, and the organisation of science in aid 
of industry was at last commenced. _ 

The necessities of the case compelled the Council 
to give attention first of all to science in its imme- 
diate applications to industry rather than to the 


Science and 
Industry. 


development of pure science, upon which those 


applications ultimately depend. The first proceed- 
ing of the Council was to rescue from abandonment 
certain researches which were being carried on by 
professional associations, by means of grants to the 
societies concerned, some of which have been 
recorded in our pages. Conferences were held 
with representatives of all the scientific and engi- 
neering societies in the Kingdom, and several trad- 
ing associations, with gratifying results. A register 
of researches in prógress at the outbreak of war 
was drawn up, and grants were made to some 40 
individuals. Standing Committees have been ap- 
pointed to deal with specific subjects, and other 
committees will be formed. ,A large part of the 
Report consists of a running commentary on the 
doings of other bodies interested in the maintenance 
of British trade supremacy, many of which have 
been recorded in our columns, and the practice of 
our American and German competitors is reviewed; 
we hope to deal with it more fully at an early oppor- 
tunity. At the moment we can only give the terms 
in which the Council summarises the conditions that 
appear to be necessary for the success of its work; 
these are, in the briefest form: ©“ First, a largely 
increased supply of competent researchers; secondly, 
a hearty spirit of co-operation among all concerned, 
men of science, men of business, working men, pro- 
fessional and scientific societies, universities and 
technical colleges, local authorities and Govern- 
ment departments. And neither condition will be 
effective without the other.” 
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SWITCHBOARDS FOR POLYPHASE TESTING. 


By A. T. BULLEN. 


To the electrical engineer; the value of a switchboard is 
not its cost in pounds, shillings, and pence, but is rather 
the amount of work and number of operations it is capable 
of performing. Yet, on account of the expenditure involved, 
switchboards are more often than not designed for one 
specific purpose and for but one distinct set of operations. 
The cost of erecting and throughly equipping a testing 
switchboard for polyphase currents is, as a rule, much more 
than the central-station engineer is prepared to spend, 
and so we often find that the testing of two or three-phase 
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meters, for instance, is sadly neglected, or is, on the other 
hand, carried out by the use of single-phase current, which, 
while giving approximate results, does not cover all the 
possibilities of a three-phase circuit. 

One of the greatest obstacles in the way of three-phase 
testing is the cost of the necessary instruments. The 
writer, therefore, proposes to illustrate and explain a 
simple arrangement of switches adopted in. one of our 
municipal testing departmente, whereby the current in any 
phase of a three-phase system can be measured on a single 
instrument without stopping to change the connections. 

The arrangement is shown in diagram 1. 

A, B, C, and N are single-pole switches inserted in the 
three phases and neutral of a star system. 

P, Q, and R are double-pole, two-way switches. The 
centre contacts of Q are taken to the current terminals, where 
an ammeter or the current coil of a wattmeter-is inserted. 

The two top contacts of switch Q are connected to the 
centre contacts of switch P, апі similarly the bottom con- 
tacts of Q are connected to the centre of R. 

The top and bottom contacts of P and of R are then 
connected across the switches А, B, С, and N respectively. 

By opening the switches 4, в, с, and N in turn and alter- 
ing the two-way switches accordingly, it is obvious that 
without disturbing the circuit we can measure the current 
in any phase or the neutral. 

This arrangement is particularly suitable for balanced 
loads, and is used almost exclusively for motor testing. 

A somewhat similar arrangement might be used for the 
pressure, but it is the opinion of the writer that the simplest 


possible method for pressure is the use of wall-sockets. An 
arrangement as shown in diagram 3 covers all possible 
connections, 

The phases are brought in according to the letters on the 
plugs. . 

¢ The above isa very useful, although a very simple, board ; 
and, moreover, it is not costly. 

It is, however, limited in its scope, and is hardly suitable 
for unbalanced circuits. To meet these requirements, there- 
fore, a more elaborately designed board is in use. 

The equipment consists of three single-phase transformers, 


each of 6. K.v.A. output, the primaries and secondaries of 


which are both wound in two equal sections, which can be 
joined in either series or parallel. The ratio of trans- 
formation is 6 to 1, the primary volts being 415. Each 
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transformer connected singly is, therefore, capable of giving: 


secondary voltages, as under :— « 
Primary Primary Secondary Secondary 
volts. connections. connections, volts. 
415 Parallel Series _ 188 
T T Parallel 69 
i. Series Series 69 
En Parallel 84'5 


When the transformers are conneeted to form a three- 
phase system, there is a much greater range of secondary 
voltages. | 

Below is a tabulated list of the connections and secondary 
voltages, for both star and delta combinations :— 


THREE-PHASE. MM 
Secondary 


Primary Primary Secondary 
volte. connections. conneotions. volts. 
415 Parallel-A Series-Y 239 
К 5 Parallel-Y 119'5 
^ » Series-A 138 
а " Parallel-A 69 
415 Parallel-Y Series-Y 138 
“ i Parallel-Y 69 
» " Series-A 80 
" к Parallel-A 40 
415 Series-A Series-Y 1195 
" " Parallel-Y 60 
х $ Series-A 69 
" к РагаПе1-А 315 
415 Ѕетіев-Ү Ѕегіев Ү 69 
И е Parallel-Y 345 
» p Series-A 40 
b К Parallel-A 20 


~ 
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In addition to this each transformer is provided with 
tappings to allow for Scott connections for transforming to 
two-phase. In this case, of course, only two transformers 
are used, the secondary voltages obtainable being as under :— 


TWO-PHASE. 
Primary Primary Secondary Secondary 
volts. connections. connections, volts. 
415 Parallel Series 138 
me b Parallel 69 
с Series Series 69 
Parallel 34°5 


123 9 


The switchboard is designed to give all the above arrange- 


ments with a minimum of trouble. 

Diagram 2 shows the arrangement on the secondary side 
of the transformers. The primary connections are similar, 
but with an additional panel for Scott connections. 

The half-windings of the secondaries are brought to con- 
tacts, on the lower panel of the board, numbered 1 and 2 


DIAGRAM 3. 


for one coil, and 3 and 4 for the other. It is clear that 
by linking numbers 2 and 3, the coils are connected in 
series, and that by linking 2 and 4 and 1 and 3 they are 
joined in parallel. Ammeters A,, A, &c., are placed in 
сітешь in each half winding, which can be reversed or 
entirely cut out by means of contacts 5 and 6. 

Two three-pole two-way switches on the top pànel control 
the connections, and are wired to give three-phase A with 
the left-hand switch up, and three-phase Y when down. 

The right-hand switch is thrown up for three-phase, and 
down for two-phase, when, of course, the left-hand switch is 
out of use. - 

The neutral is brought through from the primary board 
on to a special link, which also has to be changed over for 
two-phase working, since the neutral 
then forms the fourth wire of the two- 
phase system. Ammeters are placed 
in the.three linea a, B and C. | 

The maximum secondary line cur-, 
rent, without over-loading, is 150 
amperes on the three-phase and 90 
amperes on the two-phase. 

It is obvious that when the primaries 
are connected in’ series, only half the 
output ів available. 

The pressure arrangements are dealt Ё 
with as before, being brought to six ee 
wall-sockets, as in diagram 3. 

_ At present no phase-shifting device 
is installed, but there is a plentiful 
supply of inductances, which, so far, 
met all requirements. 
_ The chief merits of the board are 
ita adaptability, and, at the same time, 
. Мв simplicity of operation. In construction it is not 
eħborate, but it will do all that is required for ordinary 
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. Electricity on Aeroplanes.— From the annual report just 
qmd by the Advisory Committee on Aeronautics, we learn that 
‘uring the past year two wireless telegraph sets of very light 
Ма have been designed ава tested at the Royal Aircraft Factory. 

number of special tests have also been carried out in connection 
with the ignition magnetos of seroplane engines, and an improve- 
ment has been effected in the system of electric lighting of 
aeroplane instruments. 


„о, 
CYNA 


Salei and a good deal more than many a more costly 


B.T.H. TURBO AIR COMPRESSORS. 


THE turbo-compressor, which is to-day constructed 
in single units of the largest output, has been deve- 
loped within a period of about ten years. 

Compressors of this type have been built in sizes 
ranging up to 60,000 cu. ft. per min. of free air, up 
to a: pressure of 170 lb. per sq. in. gauge when run- 
ning at a speed of 3,000 R.P.M. This output corres- 
ponds to an input of 12,000 to 13,000 H.P. measured 
at the shaft. 

The outstanding advantages of turbo-compressors 
as compared with reciprocating compressors may be 
summarised as follows : — | 

(a) The floor space occupied is much smaller, the 
capital expenditure is less, and the over-all efficiency 
is higher. 

.(b) Much lighter foundations are required, and 
the turbine drive permits of the condenser being 


- placed immediately below the turbine, with a conse- 


quent reduction in the length of the eduction pipe. 
(c) No internal lubrication of the compressor is 


‚ necessary, and since with turbine drive forced lubri- 


cation is provided to all bearings, a considerable 
amount of oil is thus saved and less attention is 
required. | 

(d) The turbo-compressor permits of the use of 
exhaust steam from winding, hauling, rolling-mill 
engines, &c. | | 

(e) The supply of air from a turbo-compressor is 
free from oil, which is,a sine qua non in the case of 
certain chemical processes. | 

(f) The air delivered by a turbo-compressor is 
continuous in supply, and not pulsating, as in the 
case of reciprocating machines. 

In designing turbo-compressors, the British 
Thomson-Houston Co., Ltd., have kept before them 
the vital importance of producing a machine which 
will be reliable in operation and of high efficiency. 

The multistage construction employed permits of 
the advantages of cooling, and it is: possible to 
approach the isothermal pressure curve more 
closely than in a piston compressor with staged com- 
pression and intermediate cooling; the air, which 
is inhaled through a suitable duct, passes through 


ym 


Fic. 1.—B.T.H. Turso Aik Compressor, STEAM END. 


a number of stages in series, the stages being 
divided over two casings, since the number of im- 
pellers is too large to be carried on one shaft. The 
work done in compressing the air in each set of 
stages is approximately of equal value. 

Each casing contains a number of diaphragms, 
the space between the diaphragms forming the 
stages; the ends of the casings are provided with 
ccvers which have the inlet and outlet ducts cast 
in them. Тһе impellers are mounted on shafts 
which revolve in bearings of patented design, 
which permit of high speeds of rotation without 
appreciable vibration. The impellers are constructed 
of high tensile strength steel of the best quality, 
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accurately turned and bored. and are forced on to 
the shafts by hydraulic pressure, the fit between the 
impeller and shaft being provided by means of 
special bronze rings embedded in the bore of the 
impeller, according to the patented practice of the 
British Thomson-Houston Co., Ltd. Thanks to 
this construction, which is standard both for turbo- 
compressors and turbines, loose fits, with conse- 
quent vibration, are unknown. 

The vanes of the impellers are attached to the 
impeller disks in such a manner that trouble due to 
loose vanes is an impossibility; this defect has been 
known to occur in the case of impellers of the usual 
riveted type, with the result that serious: vibration 
troubles have been incurred. 

The shroud plates of the impellers are machined 
from pressings of. extra high tensile strength steel 
plate. | 

The flow of air through the two sets of impellers 
is so arranged that the end thrust of one set of 
impellers is eliminated by that of the other set of 

impellers, the two shafts butting together between 
the bearings їо be found in the centre pedestal 
situated between the two casings. | 

The connection between the two shafts for driv- 
ing purposes is through a flexible coupling of the 


The water jackets surround the impeller cham- 
bers, the diffusers, and the return passages, whilst 
the hollow partitions separating the return passages 
from the diffusers are also supplied with circulating 
water. АП the water connections are external. 

Cooling blades of cast-iron are attached to the 
hollow partitions between the stages for the pur- 
pose of increasing the cooling surface. These 
blades, furthermore, ensure correct flowing of the 
air in the direction of the following impeller. 

Due to the method of construction employed, the 
surfaces over which the air will pass can be easily 
ground and machined to a smooth finish. and by 
this means the friction losses are greatly reduced, 
with a consequent increase in the efficiency of com- 
pression. | | 

The sealing of the openings in the diaphragms, 
through which the shaft passes from stage to stage, 
and also in the covers of the casings is effected by 
a patented construction consisting of an internally- 
grooved ring split ‘nto four parts, and held to- 
gether by leaf openings. The ring fits in a groove 
turned in the diaphragm, which prevents it moving 
inwards on to the shaft, but at the same time allows 
it free movement outwards. This effectually guards 
against any possible risk óf damage due to inaccu- 


| Fic. 2.—B.T.H. Токво-сомгкЕѕѕов, WITH CASING REMOVED. 


claw type, and the coupling between the turbine and 
the compressor is also of the same type. 

The position of the two sets of impellers relative 
to the casing is determined by a multi-collared 
thrust bearing situated in the outboard pedestal of 
the compressor. The value of the load carried by 
the collars of this thrust bearing is very slight, due 
to the excellent balancing of end thrust between 
the two sets of impellers. 

The two casings are connected together by means 
of piping, and if a comparatively low temperature 
of air at the delivery of the compressor is required, 


an inter-cooler may be connected in at this point in. 


place of the pipe mentioned above. By this means 
the temperature of the air can be reduced to approxi- 
mately 136 deg. F. with an inlet cooling water tem- 
perature of 50 deg. F., the final air pressure in this 
case being 120 lb. per sq. in. gauge.. 

After the air has passed through an impeller, it 
passes through a set of guide vanes in the diffusers, 
by means of which a high efficiency is obtained, and 


by the suitable design of these vanes a very silent 


operation of the compressor has been secured. 

The cooling of the air as it passes through the 
casing is.very effective. Cooling is necessary, of 
course, in order to reduce the power required to 
compress the air, and also to reduce the final tem- 
perature of the air, which would otherwise be exces- 
sive. | 
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air pressure from the turbo-compressor. 


rate assembly, and enables fine shaft clearances to 
be used without danger. The shrouding of the im- 
pellers at the inlet annulus is also provided with 
similar packings to reduce the short-circuit losses. 

In order to maintain a constant pressure of air 
at the delivery of the compressor, independent of 
the quantity of air being used, the speed of revolu- 
tion of the turbine and compressor is varied. This 
effect is produced by means of a piston moving in 
a cylinder, which is acted upon by the at 

e 
piston operates the pilot valve, which controls the 
supply of steam to the turbine. | 

In actual operation it is found that this type of 


governor will maintain the pressure at the delivery 


of this compressor constant to within 2.0 to 3.0 Ib. 
per sq. in., with a variation in output on the delivery 
mains from practically full load to no-load and vice 
versa. | 

The compressor illustrated herewith is driven by . 
a mixed-pressure turbine of the Curtis type. The 
details of construction of the Curtis type of turbine 
are now so well known that they need not be 
recapitulated. 

The turbine in the case of the machine illustrated 
is in operation at a well-known colliery in the Mid- 
lands,.and receives its supply of exhaust steam from 
winding, hauling, and other engines at the pit brow. 

The capacity of the machine’ is 5,000 cu. ft. 0 
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free air per minute up to a pressure of 80 lb. per 
sq. in. gauge. It has also an overload capacity of 
6,250 cu. ft. of free air per minute at the same de- 
livery pressure. | 

The normal speed of rotation is 4,600 R.P.M. at 
full load. 

The machine is not provided with an inter-cooler, 
asa low temperature of air at delivery was not 
specified. í 

The compressed air in the case of this machine 
is employed in coal-cutting, operating haulages, 
ventilating, &c. ‘Although the demand for com- 
pressed air in the case of this machine varies very 
considerably, and ranges at times from 5,000 cu. ft. 
per minute down to 1,500 to 2,000 cu. ft. per 
minute in less than 30 seconds, the variation in 
pressure of the air at the delivery of the compressor 
does not exceed 2.0 Ib. per sq. in. 


THE JOHANNESBURG 
MUNICIPAL ELECTRIC POWER STATION. 


(Abstract of paper read before the SOUTH AFRICAN INSTITUTION 
OF ENGINEERS, by J. Н. DOBSON. M.Sc., M.Eng.) 


(Continued from page 223.) 
THe PRESENT STEAM PrANT.* 


Coaling Arrangements —The Council has a branch railway 
siding which runs from Braamfontein station to within the 
power station yard. When the coal trucks are shunted into 
the yard, the coal delivered is weighed on an Avery triple com- 
bined weigh-bridge which has been erected some 200 ft. from 
the boiler house. Between the weigh-bridge and the boiler 
house is an underground coal boot into which the coal is 
delivered. The coal trucks are generally fitted with bottom 
hoppers, which when opened allow the coal to fall into the 
coal boot without any handling. The boot has a capacity of 
30) tons. There are four discharge doors in the bottom of the 
coal boot, through which the coal falla on to a tray conveyor, 
00 ft. long. "The coal falls from the tray conveyor into a 
rotary sutomatic filler, which in turn feeds the coal into a 
gravity bucket conveyor. The coal is then elevated from the 
shaft at the end of the coal boot to the coal bunkers, which 
have a capacity of 400 tons and run the whole length of the 
boiler house. 

The gravity bucket conveyor is capable of dealing with 40 
tons of coal per hour; the total length of the conveyor, includ- 
ing the return, is 580 ft. 

The kind of coal used at the power station is chiefly nuts 
from the Middelburg district. Investigations were carried out 
as to the economic value of nuts, peas, and duff; unless peas 
and duff coal are purchased at an appreciably lower price 
than nut coal, the latter is far more economical. As the price 
of duff peas landed at the power station is only between 1s. 
and 2s. a ton less on.a price of about 10s. per ton, nut coal 
is almost entirely used. The coal is purchased in accordance 
with a specification based chiefly upon calorific value. 

‘or removing the ashes a shaft was first put down at the 
south end of the boiler house, and a tunnel was driven under- 
neath the centre line, the distance from floor level to the 
bottom of the tunnel being 97 ft. This tunnel extends the 
Whole length of the boiler house. 

The ash gullies or chutes connecting the back of the chain 
prate stokers were then driven upwards and connected to the 
tunnel, which is lined with hard blue bricks. 

. All the above work was carried out departmentally, without 
Interfering with the working of the boiler house. 

The ashes fall directly into the ash gullies through mouth- 
Pieces. In the tunnel pans are filled with ashes by opening 
the chute doors; they are then run along rails at the end 
of the tunnel, and are elevated to the receiving bin by means 
of a tray conveyor. At present the ashes are removed from 
the bin by mule wagons, although arrangements have been 
made, when a suitable damping site has been obtained, to 
remove them by electric freight cars capable of holding eight 

ns of ashes. ; | 

th rge amount of patience and foresight were involved in 

© process of installing chain-grate stokers, superheaters, and 
economisers in those boilers which were originally installed 


Without these accessories. _ 


ree chi * , ч - ы 
east side aes were removed to provide the “boilers on the 


the boiler house with economisers and proper 


raught arra А ni 
removed th ngements. Before the chimney stacks could be 


ready for 16 DEW, draught arrangements had to be erected 
У lor connecting to the boilers. There is now only one 

* À full illust ipti t i 

; rated description of the present power station 
“Preared in the ELECTRICAL REVIEW of January 21st— February 


llth 1916 e ; ; 
| ollowing are supplementary details taken 
from Prof. Dobson's paper. PP y 


‘bined pulveriser and blower. 


natural-draught chimney, which is connected to Nos. 6, 7, 
and 8 boilers, which are not fitted with economisers. 

There were installed six sets of indirect induced-draught 
plants on the Schwabach system, which is similar to the well- 
known Prat system. The discharge air ducts of the fans are 
carried inside the chimneys and fitted with nozzles, the open- 
ing of the nozzles being varied by means of specially formed 
regulating bodies, which are operated by hand winches placed 
conveniently near the boilers. An emergency steam jet is 
fitted into each chimney. This provides an effective stand-by 
in case of trouble with a fan or motor, and, again, the jet 
may be used in conjunction with the fan should it ever be 
necessary to force the boilers due to a very sudden increase of 
steam demand, or if any of the other boilers are thrown out 
of action. 

Each draught plant deals with two boilers, and operates 
satisfactorily with. all the coal required for evaporating 
34,000 Ib. of water per hour. The fans are driven by direct- 
coupled motors of 50 H.P., running at a speed of 1,080 n.P.M. 
on 460 volt direct current. The temperature of the gases 
entering the economisers is about 520 deg. F., and when 
entering the chimney is about 308 deg. F. The draught at 
the end of the boilers is about .375 in., at the foot of the 
chimney § in. natural draught, and 1 in. when the fan is 
working. 

After an experience of five years it may be stated that 
these draught plants have given general satisfaction. 

The question of installing mechanical stokers had to receive 
early consideration. The final choice was between the Erith 
underfeed stokers and Babcock & Wilcox chain-grate stokers. 
The underfeed stokers were cheaper by several thousands of 
pounds, and the principle of their action is generally ad- 
mitted to be perfect, in that combustion takes place within 
the burning fuel itself without any necessity for specially 
built arches as required by the chain-grate stokers. Before 
the final choice of stokers was made the Johannesburg repre- 
sentatives of the underfeed stokers, at tbeir own expense, 
fitted up a Babcock & Wilcox boiler with their stokers, and 
their ‘working was compared with that of a chain-grate stoker 
on @ similar boiler. The underfeed stokers certainly showed 
great flexibility, and combustion could be obtained as nearly 
as possible perfect. Taken over a period of six hours’ run- 
ning, the tests for lb. of water evaporated per lb. of coal were 
always favourable to the chain-grate stokers, but the chief 
point which made the adoption of the underfeed stokers abso- 
lutely impossible was the necessity to open the furnace doors 
at regular intervals for cleaning purposes, as the ashes cannot 
be disposed of as in the case of chain-grate stokers, and, in 
addition, there was the tremendous clinkering of the Trans- 
vaal coals. Accordingly, chain-grate stokers with the neces- 
sary brick arches were installed one by one in all the boilers. 

Five “Auto” CO, recorders are connected to the various 
groups of boilers. With boilers working under normal condi- 
tions, with a draught at back of boiler of .375 in., the average 
percentage of CO, is 10 to 12. 

The Bettington boiler is of relatively new design; the chief 
pioneering and experimental work was carried out on the 
Witwatersrand by the late Lieut. Claude Bettington and Mr. 
Robeson, formerly consulting mechanical engineer of the Cen- 
tral Mining & Investment Corporation. Facilities were given 
to the manufacturers (Messrs. Fraser & Chalmers) to install 
one of these boilers, which was in the experimental stage— 
to be paid for provided the boiler gave satisfaction. The 
particulars of this boiler are as follows : — 


Evaporative capacity, per hour  ... Же ... 94,000 Ib. 
Heating surface, 240 tubes, 34 in. dia., 22 ft. long 4,480 sq. ft. 
Heating surface of boiler shell  ... " —.. 460 sq. ft. 
Heating surface of superheater tubes А .. 1,200 sq. ft. 
Heating surface, 75 economiser tubes, 34 in. dia., 

22 ft. long ... T M - << .. 1,400 sq. ft. 
Heating surface, 188 air-heater tubes, 31 in. dia., 

10 ft. 10 in. long ... e 1,730 sq. ft. 


As the above boiler is the largest of its kind that has been 
made, some particulars will probably be of interest. 

Fig. 3 shows the arrangement of the boiler. It consists 
briefly of solid drawn steel vertical tubes connected at the 
top and bottom to mild steel annular headers. The top header 
is fitted with doors for drawing out the tubes whenever neces- 
sary. The steam drum is fitted into the annular space of the 
top header, large holes being made in the periphery of the 
steam drum to form one common water and steam space at 
the top of the boiler. The top and bottom headers, together 
with the vertical tubes, form a circular structure like a huge 
cage. The interior part of this structure forms the combus- 
tion chamber, where the fuel is burned. The coal is placed 
in the coal bunker, fed into the coal hopper, and falls by. 
gravity on to a worm gear, which forces the coal into a com- 
This latter arrangement is 
simply an ordinary centrifugal fan with heavy blade or beater 
tips, and with a constricted space between the ends of the 
beaters and the casing. The boiler under review is fitted 
with two sets of combination blower-pulverisers, each ше 
driven by 100-H.P. motors at approximately 1,400 в.р.м. Eac 
pulveriser is capable of giving the full rated output of the 
boiler. Ip this way the coal is driven outwards by centrifugal 
force, and is crushed fo fine dust and blown into the dust 
chamber. The heavy particles fall back again into the pul- 
veriser to be further crushed to fine dust. "This is carried 
upwards to the air and fuel pipe, which terminates in a large 
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tuyere, and the coal dust when ignited burns like a large 
Bunsen burner. The ignited coal dust forms a mushroom- 
shaped flame within the closed ring of vertical tubes which 
form part of the steam producing plant. 
the bottom of the steam drum, is deflected downwards, and 
passes over the interior row of tubes, which are protected 
{гош the high temperature of the combustion chamber by 
specially shaped firebricks. The hot gases are then deflected 
upwards and pass over the outer rows of vertical water tubes 
and the superheater tubes, and finally round the economiser 
tubes through which the boiler feed passes before it gets to 
the boiler. There is also another set of tubes through which 
the gases pass before entering the chimney and passing to the 
atmosphere. This latter set of tubes forms a separate air 
heater, and is connected to the pulveriser blower, which draws 
the air around the hot tubes, thus heating the air before it 
passes into the boiler and enabling the pulveriser to deal with 
fairly wet coal. The superheater tubes are connected to the 
upper part of the steam space of the top header by means of 
a steel expansion pipe, and the superheated steam is led away 
to the mains in the usual way. The firing of the boiler when 
cold is done at the ariel station by inserting a 2-in. gas 
pipe into a 4-in. air pipe to form a large Bunsen burner, the 
whole being placed inside the tuvere, and the boiler is 
started up instantly by simply lighting up the large gas jet. 


SUPER 
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Fia. 3.—BETTINGTON BOILER ARRANGEMENT. 


The Bettington boiler was installed in 1911, and a thermal 
efliciency of 85 per cent. was guaranteed. The boiler, as 
depicted in the figure, had to be sanewhat modified. At first 
it was fitted with a parallel chimney 60 ft. high and 4 ft. 6 in. 
diameter. It was expected that the pulveriser, which acts as 
a fan and produces a pressure of 1 in. to 14 in. in the combus- 
tion chamber, would be sufficient to force the hot gases 
around the boiler tubes, the economiser and air heater tubes, 
and thence up the chimney. In practice, however, the gases 
were somewhat choked, and cooled to such an extent that 
additional draught had to be provided to get the full capacity 
out of the boiler. It was mipossible to modify the air pressure 
at the pulveriser, as it interfered with the conibustion of the 
coal dust. The economiser and air heater were considerably 
reduced, and a more direct path for the gases to the chimne 
was provided, by raising the air heater about 96 ft. In addi- 
tion, the boiler was fitted with a Schwabach indirect induced- 
draught plant exactly similar to those installed on the other 
boilers, and the height of the chimney in the new arrange- 
ment is 86 ft., the draught at the bottom of which is about 
i in. In this way the rated capacity of the boiler was 
obtained, but its efficiency was somewhat lowered. No doubt 
in the future design of this boiler its etficieney can be some- 
"what improved by a proper relation between the pulveriser 
pressure, the boiler tubes, and the magnitude and arrange- 


ment of the economiser and air heater systerin without the 


necessity of an additional mechanical draught system at the 
base of the chimney. | | 
After these alterations and certain adjustments at the pul- 


The flame strikes - 


verisers were made, the boiler, whilst not attaining the high 
efficiency of 85 per cent. as guaranteed, was considered 
thoroughly reliable for the purposes for which it is used at 
the municipal power station. Practice shows that the water 
tubes are practically self-cleaning. The ipner row of water 
tubes does not appear to show any unusual evil effects by 
being close to the combustion chamber. During a period of four 
years very few tubes have been replaced. The boiler can be, 
and is, usually put on the steam mains from cold in about 
20 minutes to half an hour from lighting it up by gas. The 
boiler is usually run to take the evening peak load, but has 
been run regularly day and night on occasions for a period 
of over a week, during which time it is necessary to rake out 
the pebbles of slag every 12 hours, and there was no parti- 
cular trouble experienced through slag depositing on the brick 
lining. This boiler has been of great service when part of the 
other boiler plant has been suddenly put out of action. Its 
ability to get up steam quickly is regularly taken advantage 
of, especially during the rainy season, when sudden large 
increases of load arise in a very short time. . As it is fitted 
with two pulverisers, each of which can give the full rated 
output, its overload capacity has oft-times proved exception- 
ally useful. Needless to say, the boiler was paid for and 
taken over, and it forms a valuable portion of the boiler plant, 
working on conditions of large and sudden power demands. 

The last boiler installed is one of the Babcock & Wilcox 
patent marine type water tube boilers, having 5,780 sq. ft. 
of heating surface, with an evaporation of 35,000 lb. per hour 
from and at 212 deg. F. with coal common to the Transvaal. 
This boiler is fitted with two chain-grdte stokers, a patent 
superheater, and an economiser. The boiler is connected to a 
mild steel chimney arranged with the Prat system of induced 
draught. 

The following shows the results of some comparative tests 
that have been carried out on this boiler and the modified 
Robeson-Bettington boiler :— 

Bettington Babcock and 


tests. Wilcox tests. 
Gauge pressure, lb. per aq. in. ... we FT 161°9 
Feed temperature js be .. § 655° F. 6+7 Е. 
Steam temperature .5103° К. 546? Е. 


Water evaporated per hour ... 81.561 Ib. 29.370 lb. 
Lb. of water evaporated per lb. coal 

(as fired) КУ T 24 , Too 1b. — 7014 Ib. 
Net calorific value of coal as received 11710 11°42 


Evaporated equivalent from and at 


212° F. (as fired) ... me .. 9049 9140 
Evaporative equivalent from and at 

212° F. (dry) * 9464 9868 
Percentage auxiliary power... e. 88 10 
Efficiency on net calorific value .. 814 '" RUO0 
Net efficiency on net calorific value... 783 79:1 


The make-up water is obtained from two sources:— . 

(a) Five boreholes, sunk to depths of about 300 ft. in dif- 
ferent parts of the works ground, the supply from which 
during recent years has steadily declined; and | 

(b) Town supply mains. | | 

Owing to the amount of chlorine which has developed in 
the borehole water during recent years, it is now almost 
exclusively used for the make-up for the cooling towers, and 
town water is treated for the boiler feed make-up. 

An approximate analysis of the town water shows :— 


Alkalinity aS s . 3.68 deg. 
Total hardness... see 29.6 deg. 
Permanent hardness 11.4 deg. 


The water has been treated for several years,by a fluid 
called “ Noxal" which has a very alkaline reaction, and con- 
tains about 8.48 grammes of soda ip 100 c.c. of the fluid. 
The town make-up water is about 75,000 gallons per day. 
Four gallons of Noxal fluid is diluted with about 20 gallons 
of water, this amount being used every day. The mixture 18 
placed in a cask over the feed tank and allowed to trickle into 
it continuously. In this way the scaling of boiler -tubes and 
their renewal is kept within reasonable limits, the Noxal 
having the effect of loosening any scale which may be formed. 
It is removed from the boiler by the blowing-down arrange- 
ment, and takes about 50 gallons of water per boiler per 
hours. | 

The condensed water from the three turbines is pumped 
direct into the feed tank without treatment, as 16 1s prac- 
tically free from oil. | l | л 

The condensed water from the reciprocatmg engines 18 
treated in a Davis-Perrett de-oiling plant, after which it flows — 
into the main feed tank. The amount. of water that can be 
dealt with is 3,000 to 4,000 gallons per hour. | | 

The following are results of analyses showing the amount 
of oil in the water before and after the above treatment :— 


. Amount of oil found before entering de-oiler ... —.012p.c. 
Amount of oil after electrical treatment .003 p.c. 
Amount of oil after filtering .0004 p.c. 


This method of removing oil from water has been most 
effective, but good results were only obtained after consider. 
able trial and failure. The analysis of the water in the fee 
tank shows:— | 


Alkalinity 1.44 deg. 
Total hardness 12.0 deg. 
Permanent hardness 4.3 deg. 
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There is the objection to the use of the '' Noxal’’ boiler 
flud that its work is done inside the boiler itself, but investi- 
gations went to show that this tluid does not act injuriously 
upon tbe boiler tubes and plates. The results obtained have 
been very satisfactory, so far as the replacement and cleaning 
of boiler tubes are concerned. To further nuprove the water 


. feed it has beeu decided to.install a Lassen & Hjort water 


purifying plant. | 

The electric supply from the Johannesburg power station 1з 
led to three distinct. sections of the distribution plant : 3,300 
volts А.С. for the suburbs, 600 volts b.c. for traction, and 460 
volts 3-wire D.C. for the inner area of Johannesburg. In any 
case it was necessary to install direct-current generating plant. 
The author came to the conclusion that it was too risky to 
embark on direct-current turbo-generators, because of the 
inevitable difficulties connected with  conimutation, more 
especially having regard to the exceptional dust experienced 
in Johannesburg. The circumstances of space, however, 
and the future demand at the power station, put all 
pant out of consideration other than turbines, and the 
&heme ultimately decided upon was that of turbo-alternator 
generating plant, the direct-current requirements to be 
obtained by ineans of converters to transform the alternating 
to direct current. The scheme appeared to suit the distribu- 
tion plant from the point of view of future growth of traction 


. and power demand, as it became more and more obvious that 


the direct-current power supplied from the central station 
would diminish, whilst the alternating-current requirements 
would increase. There was also the point that with turbo- 
alternators and converters it would be possible to obtain all 
three requirements at times of low load froin one steam turbo- 
alternator unit, this tending to economical running. 

The plant installed has been impulse turbines, manufac- 
tured by Belliss & Morcom, of Birmingham. ‘The first 3,000- 
KW. turbo-alternator was installed and put on load on October 
5th, 1910, the second on July "th, 1911, and the third 
on August 3rd, 1913. Orders for two additional 3,000-KW. sets 
have just been placed with Messrs. Parsons & Co., for plain 
reaction turbines running at 3,000 R.P.M. 

The power plant installed in the engine room at the pre- 
sent date consists of two 500-Kw. and three 1,000-kw. triple- 
expansion Belliss & Morcom engines, three 250-kw. Allen 
reciprocating sets, three 3,0U0-KW. turbo-alternators, all with 
Belliss & Morcom turbines, two 750-kw., and two 1,250-Kw. 
motor converters of the La Cour type, manufactured by Bruce 
Peebles & Co. . 

The absence of large natural ponds and the scarcity of water 
on the Witwatersrand make the subject of cooling circulating 
water for turbines one of the greatest importance for the 
economical production of electric power. Whilst the tem- 
perature of the air and the high altitude militate against good 
cooling, there is no doubt that the low relative humidity of 
the air and the mean wind velocity of the Rand are factors 
which tend to good cooling. Numerous investigations were 
made before a final decision on the cooling arrangements 
was arrived at. The final choice was to erect '' wind cooling 
towers" for each of the 3,000-kw. turbines. They were 
designed and made departmentally, and may be described as 
partially open, natural-draught cooling towers. 

The salient features provide for good distribution of the 
water over the whole section of the tower and the complete 
breaking-up of the water before falling on thé extended sitr- 
face provided by brushwood, as well as the provision of a 
clear space at the bottom of the tower enabling the wind to 
get into the tower and to rise through the brush wood by the 
natural draught provided by the height of the tower. 

The water falls through porcelain tubes (6 in. long by § in. 
diameter, ordinary leading-in tubes used in the distribution 
branch of the department), which always keep themselves 
clean. The water emanating from the porcelain tubes is then 
broken up very effectively by zinc disks placed about 9 in. 
below the porcelain tubes, and the water thus broken up falls 
over the brushwood. Experiments were carried out, and it 
was found that so long as the ray of water impinges on а 
relatively smooth surface of any shape, it is effectively split up. 

A feature of the circulating water piping to the condensing 
Plant of the three turbo-alternators is that instead of the 
usual iron, it is made of Californian redwood. The pipes are 
ot varying lengths up to 20 ft., the main pipe lines having ап 
internal diameter of 20 in. They are composed of staves 
Зі in. wide and 14 in. thick, the edges having " V" tongues 
and grooves, the whole being bound together with 3/16-in. 

ameter steel wire, machine-wound tightly round the out- 
side with a pitch between coils of L in.; the wire is further 

Secured at intervals by staples. Before being wire-wound the 
Pipes are accurately turned in the lathe to the proper dinen- 
3003 both inside and out. The couplings consist of collars 
of a width of 12 in., built of staves and wired in exactly the 


‚ Rime manner as the pipes. The ends of the pipes are slightly 


tapered for 6 in. back (where the wiring ends), and the 
i 18 made by forcing the tapered portion into the collar 
alter Painting with red lead paint. Where bends occur in 
е Pipa line, castings are used with tapered ends similar to 
ose on the pipes, the joints being made in exactly the same 
manner a8 on the pipes themselves. They are much cheaper 
sb cast-iron pipes and easy to run. In fact, owing to the 
| Aa of the gas plant and the enormous amount of under- 


round piping, it would’ have been almost impossible to run 
. ron pipes b 
Portions of 


‘ 
М 


ecause of the gradual rise and fall in various 
the ground to avoid cutting through existing pipes. 


The pipes take up by swelling after two or three days’ work- 
ing, and leakage entirely ceases. After several years’ experi- 
s of this type of piping, it is regarded as highly satisfac- 
ory. 

Owing to the barometer standing at approximately 24.75 in. 
as compared with 30in. at sea level, and the relatively high 
engine-rooni temperatures experienced in this country, for the 
same output and the same temperature rise, it is а Wise policy 
to have electrical machinery about 30 per cent. bigger on the 
Rand than at sea level and in the home country. When work- 
ing at full load and .8 Р.Е. in an engine-room temperature of 
about 100 deg. Е. the alternators are sufficiently large to keep 
the temperature rise between 65 deg. and 70 deg. F. 

When all the power required for auxiliaries is taken into 
account, the steam consumption per unit on full load is from 
15.6 to 15.8 lb. at а back pressure of approximately 1.1 lb. per 
sq. in., and from an analysis of the various losses in the 
steam turbine the blade etficieney is from 85 to 90 per cent. 

The first turbine has been running for nearly five years, 
and its running has been perfect. бопе six months ago, 
after four years’ continuous running, the low-pressure blading 
Showed signs of pitting, and it was decided to replace it, but 
before carrying out this decision some of the blading stripped 
and the work had to be done more quickly than anticipated. 
It can be safely stated that the turbine ran for a period of 
four years before it became necessary to replace any blades, 


and all but the low-pressure blading have not been touched 


and are still satisfactory. Experience has proved that it is 
best to replace blades when they show pitting rather than 
wait for their final destruction. The second. turbine has been 
running since July, 1911. Before this machine was finally 
taken over from the contractors, four rows of the high-pres- 
sure blading stripped and did some damage to the drum of 
the rotor. The Council had to acknowledge lack of foresight 
and inaction on the part of the driver in attendance on the 
turbine, and it was decided that the Council and the contrac- 
tors should each pay half towards the cost of the breakdown. 
Apart from this the machine has run excellently since its 
installation four years ago, but, taking the experience on the 
first turbine into account, the blades at the low pressure end 
were recently replaced. The third turbine was installed in 
August, 1913, and has run satisfactorily to date. Taken alto- 
gether, the running of the turbines has been satisfactory, and 
the Council up to the present has been spared the calamities 


. аё have befallen some of the turbine plants that have been 


installed on the Witwatersrand. 

The alternators have been remarkably free from electrical 
faults; in fact, there has not been a single fault during the 
whole time the three sets of turbo-alternators have been 
running. | 

The duty of the converting plant is to transform the two- 
phase alternating current generated at 3,300 volts, 50 cycles, to 
three-wire direct current for light and power at 460/520 volts, 
and direct current with compounding arrangements for trac- 
tion at 500/600 volts. Two 750-KW. and two 1,250-KW. units 
were installed. i 

Motor converters were chosen on account of their estab- 
lished reputation as being reliable machines and occupying а 
raean position with regard to capital expenditure and eftici- 
encies of the motor generator and rotary converter. Only 
on two special occasions have the machines been used for the 
transformation of D.C. to A.C.. but worked satisfactorily. 

Speed linit devices were called for in the specification in 
case the machines came out of synchronism and attempted to 
run up to the full speed of the rotating field of the stator. 
In practice these have been found unnecessary, as the large 
current taken on the А.С. side under such circumstances brings 
out the circuit breaker. : 

The motor-converters have now been running for about 
four years. In general it has: been found that motor-con- 
verters require much more minute adjustment than ordinary 
D.C. generators, but when once correctly adjusted the atten- 
tion required is, no greater than on any other type of p.c. 
plant. The doctor's bill has been relatively. small. There 
have been two faults during the whole of their running, 


-covering four vears. 


The guaranteed efficiencies were exceeded by about 1 per 
cent. The sizes of the converters are such that it is never 
necessary to work any of them below half-load, and the etfici- 
епсу of transformation is thus never below 90 per cent. The 
power factor varies from .7 to .55 lagging when the ceon- 
verters are on lighting, and from .93 leading to unity power 
factor when on traction. 

The perfect provision for balancing in connection with’ the 
motor-converters is а feature of the arrangement. Each of 
the motor converters installed in the municipal power station 
is capable of dealing with an out-of-balance current of 15 per 
cent. with a difference of voltage between the two sides of the 
machine of 1.5 per cent. of the average voltage per side, the 
middle wire of the three-wire system being connected to the 
middle or star point of the rotor windings through a terminal 
on the starting resistance, which is connected to the, short- 
circuited slip rings. | 

The use of rotary balancers has been discarded; normally 
the out-of-balance load ean be kept within 96 amperes, the 
converters are able to deal with it easily, and the difference 
ip voltage is practically nil. | 

The following figares convey some idea of the growth of the 
system since 1909, and of the present dimensions of the elec- 


" tric supply undertaking :— 
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1909. 1915. 
Total number of connections to mains 5,720 16,091 
Total number of meters on system ... 5,753 17,350 
Total units generated ... "I ... 12,694,367 26,426,072 
Maximum load (KW.) ... Иа T 5,400 10,800 
Total number of street lamps ... 5,940 7,000 


The monthly load factor, based on the maximum number of 
units generated in any one hour (usually on Saturday even- 
ings) 18 approximately $0 per cent. The works costs are 
approximately .5d. per unit measured by the actual units 
delivered to the D.c. traction, the three-wire lighting, and to 
the a.c. bus-bars. This includes a price of 4s. 6d. per 1,000 
gallons at present paid for town water. 'The capital charges 
on the total power station equipment are approximately .22d. 
per unit, making & total cost of approximately .79d. per unit 
generated. The selling prices vary from 6d. to 3d. per unit. 

The department is in a sound financial position; £550,218 
has been provided out of profits since 1903-4 (after wiping out 
losses owing to the gas engine failure during the years 1906-7 
and_ 1907-8). Of this amount £95,227 was utilised for capital 
moneys, and the remainder went to the relief of rates. The 
annual amount provided for the above purposes during the 
last few years has represented some 6 or 7 per cent .of the 
capital of the whole of the electric supply department, which 
is approximately £1,000,000 sterling, of which £286,000 belongs 
to the new steam station plant and buildings, £244,326 1s 
held as an accumulated fund for the redemption of the loans, 
and there is a net amount of £127,698 still standing to the 
credit of the renewals fund. | 


L. & N.W. RAILWAY ELECTRIFICATION, 


IN our issue of August 11th we briefly outlined the present position 
of the work in connection with the electrification of the suburban 
services of the London and North-Western Railway in the London 
area. 

In this connection we are able to illustrate some of the extensive 
cable work carried out by Messrs. W. T. Henley's Telegraph 
Works Co., Ltd., in connection with this scheme, Messrs. Henley 
having been responsible for supplying and laying the whole of the 
L.T.-feeder cables, jumper, sectionising, and cross-bonding cables, 
including some 20 miles of heavy cable. : 

In addition they provided 12 double-feed switch pillars contain- 
ing two single-pole 1,500-ampere switches, 22 section double-feed 
switch pillars, 76 section cross-bondl double-feed switch pillars, 


Fic. 1. 


and four resistance pillars with 1,500-ampere 8;p. switches and 
resistance grids to carry 3,000 amperes, for 20-second periods at 10- 
minute intervals. 

Fig. 1 shows the. laying of 1 25 sq. in. paper-insulated V.B. 
sheathed track feeder cables at West-End Lane sub-station ; the 
cables pass through an iron bend to make connection with Cortez- 
Leigh patent sealing terminals; figs. 2 and 3 show section-feeder 
pillars, in the latter case constructed in concrete near Kentish 


--Town Station on a viaduct, where there was no room for the - 


ordinary type of pillar, 


The cubicles are of reinforced concrete, with roller shutters to 
save space. Тһе cables are 1 sq. in. cross bonding and 1°26 sq. in. 
section cables, insulated with vulcanised rubber, V.B. sheathed, and 
laid in shallow troughs, it being impossible to lay the ordinary 
type of cable in trenches over the viaduct. ; 

Fig. 4 illustrates part of the back of the switchboard in the 
Willesden sub-station, showing the Henley porcelain sealing ends 
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with 1'25 sq. in. paper-insulated, lead-sheathed car-shed feeders ; 
the bus-bars are of aluminium. 

The cables laid by Messrs. Henley include the sections Willesden 
to Camden Town. Willesden to Acton Wells Junction, Chalk Farm 
to Loudoun Road, Chalk Farm to Broad Street, Acton Wells 
to Kew East Junction—Kew Bridge, and Acton Junction to 
Gunnersbury, 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Raising Steam by Electric Heating. 


In many hydro-electric plants there is for some months of the year 
an excess of energy which is, to a large extent, not utilised. The use 
of this energy for raising steam in the boilers of a reserve steam plant 
has naturally suggested itself, and experiments along this line have 
been made, first, with two steam boilers, by the Electric Supply 
Co. of Zurich, Switzerland, at its Letten plant. As a result of 
these tests, the company has ordered two new sets of electric heat- 
ing elements, for a third boiler, the section of which is given in 
fig. 1. This apparatus has been in operation since September, 1915. 

The electric-heating sets are arranged as shown in the illustra- 
tion, and consist of resistance elements A of cast iron, insulated with 
mica and eternit. The use of any easily-fusible or expensive metal 
or of any solder has been avoided. Each heating unit consists ‘of 
six resister sets, which may be connected at will according 
to the particular conditions. The connections are made at the 
binding posts at the end wall, which also has a window through 
which the interior may be observed. While electric heating is 
carried on, the heating chamber is hermetically closed. ` The 
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Fig. 1.—CRoss-SECTION OF BOILER EQUIPPED WITH ELECTRIC 
HEATING GRIDS (A). 
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maximum temperature of the heating resisters is below 600° C. 
The boiler has 180 sq. m. heating surface, and contains 17 cu. m. of 
water. With a maximum consumption of 84 to 86 KW.. 1,720 kg. 
of steam is produced in 24 hours, and the steam is utilised in 
various ways. The three boilers of the Zurich station, equipped 
with electric heating sets, furnish,on the whole, 5,630 kg. of steam 
per day, with a consumption of 7.392 Kw.-hours. saving 750 kg. of 
coal a day. This is a specific consumption of 1°31 Kw-hours per 
kilogramme of steam (0°6 KW.-hour per lb. of steam). 

In order to operate the boiler with coal as fuel, the unit of 
electric-heating elements is removed from the boiler. This may be 
easily done in half an hour. The use of electric power for steam 
raising is proposed only for those periods in which excess power is 
available whioh would otherwise be wasted.— Electrical World. 


Fireproofing Manhole Cables. 


According to the Zlectrical Review and Western Electrician, 
the EDISON ELECTRIC ILLUMINATING Co., of Brooklyn, N.Y., uses con- 
crete to fireproof its lead-covered feeder cables in manholes. Two coats 
of paraffin, separated from each other by cheesecloth, are applied ; 
a }-in. lamp rope is then bound round the cable, and, finally, a &-in. 
layer of concrete is spread over all. This also prevents the sheaths 
from picking up stray currents. 


Motograph Signs. 


THE FEDERAL SIGN SYSTEM, of Chicago, U.S.A., is responsible 
for a new development in moving-sign construction, and what is 
claimed to be one of the largest electric signs in the world, of this 
type, is located at the corner of Michigan Avenue and Randolph 
Street, Chicago. showing in both streets. 

The display area measures 130 ft. by 50 ft., and is uniformly 
studded with 10,000 Mazda lamps, the sockets of which are con- 
nected with wires running to a terminal board ; by passing a per- 
forated paper ribbon between this tÉrminal board and acorresponding 
brush-board forming part of the apparatus, lamps corresponding to 
the perforations are caused to light up on the sign—the effect of 


= 


moving letters and words being obtained, so that constantly- 
changing legends can be shown. 

The letters in this case are 12 ft. high, and it is estimated that 
some 200,000 people see the sign each day. At the end of each 
advertising message, the time of day is flashed upon the sign, with 
the legend, " Ye Town Clock," and this feature is much appre- 
ciated.— The Central Station. 


A Useful Telephone Attachment. 


Fig. 2 shows a new telephone attachment adapted to grip on to 
the neck of the ordinary desk-pattern telephone. The object of 
the device is to save the subscriber’s time while either waiting for 
a call or during the delays which so frequently occur when a 
reference has to be looked up or some other person called to the 
telephone. 

When the receiver is dropped into the two jaws of the “ Chatterak " 
(the name by which this device is known), it lies in a position in 
which the subscriber, while going on with other work and having 
both hands free for the same, can hear anyone speaking on the 


Fig. 2.— ^ CHATTERAK" TELEPHONE ATTACHMENT. 


line. It is not suggested that this is the most convenient position 
for carrying on a conversation, although this сап be done, and the 
device used in this way is specially useful when it is desired to 
take down a message and have both hands free to do so. 

The device may be obtained wholesale from the CHATTERAK Co., 
of Queen Anne's Chambers, Westminster. The attachment, which 
costs but little, is finished in copper bronze, similar to the finish 
most usual on the desk type of telephone. 


LEGAL. 


ELECTRICAL METERS AND MACHINERY CONDEMNED BY 
THE PRIZE COURT. 


IN the Prize Court on August 23rd, the President, Sir Samel Evans, 
had before him a suit by the Crown, asking for condemnation of a 
case of "hardware" on the ground that it belonged to enemies of 
this country. 

Mr. M. W. SLADE, for the Crown, said that the goods consisted 
of a case of electrical meters and other machinery, and were shipped 
on board the British steamship Michigan, by Isaria, Ltd., à company 
incorporated in this country, to customers in Canada, shortly 
before the war. 'They were rejected by the customers in Canada 
and were seized on their return to Liverpool as being enemy 
property. Isaria, Ltd., had іп a letter made а claim to the goods, 
stating that they were manufactured in Bavaria, the order for 
them being placed in April, 1914. Accepting their statements, 
Counsel asked for condemnation on the ground that Isaria, Ltd., 
was an enemy firm, The facts with regard to Isaria, Ltd., MR. 
SLADE continued, were set out in his Lordship's judgment in May 
of last year, in the case of the Poona. His Lordship had decided 
that Isaria, Ltd., must be taken to be a British firm, but following 
upon the decision of the House of Lords in the Continental Tyre 
Co.'s case, the company must be regarded as an enemy firm. 

The PRESIDENT: Your case is that the goods were the property 
of Isaria, Ltd., who had not a single British shareholder? You 
may also say that the order was given to Munich, and that Isaria, 
Ltd., merely shipped the goods to Toronto ? 

Mr. SLADE: Yes, in which case the goods would be the property 
of the enemy company in Munich. He added that no formal 
claim had been put forward to the goods. An order had been 
made for their sale, but they had not yet been sold. 

The PRESIDENT, in giving judgment, said that the company had 
not put forward any claim to the goods in these proceedings, 
although they sent a letter to the Procurator-General, alleging 
that they were the owners, and that as a company registered in 
this country, they were entitled to have the goods released to them 
as they were in the case of the Poora. In that case he (the 
President) eaid that if the judgment of the Court of Appeal in the 
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Continental Tyre Co.'s case was unsound, it must be во pro- 
nounced by the House of Lords. It had been pronounced to be 
unsound by the House of Lords, and following that decision and his 
own inclination. as already expressed in the Zvona case, he must 
hold that Isaria. Ltd.. for all purposes affecting this case, must be 
regarded as an enemy company, although carrying on business 
here. and accordingly the woods in question must be condemned as 
enemy property. 


MUNITIONS CouRT CASE. 


BEFORE the Monmouthshire Munitions Tribunal, Rerinald Victor 
Powell complained that the Newport Corporation Tramways De- 
partment unreasonably refused to issue a certificate in his favour 
ou July 3ist. He alleved that he had been superseded as senior 
switchmat by а man who had only been in the Corporation's em- 
ployment about three weeks. whereas he was a capable man and 
had been a servant of the Corporation for about 18 months. His 
application was based wholly upon the fact. that the new man had 
been described as " senior switchboard attendant." 

MR. A. NICHOLS Moore, the borough electrical engineer, who 
represented the Corporation, said that the explanation was that both 
men were senior switchboard attendants. 

"The application was refused. Monmouthshire Erening Post. 


THE THERMIT WELDING PROCESS. 


ON August 24th, Mr. W. B. Ballantine, of 1, Dr. Johnson's Buildings, 
Temple. London. E.C., applied for a licence to use two patents in the 
name of Dr. Goldschmidt, of Essen, for alumino-thermic processes. 

Mn. WHITEHEAD, who appeared for Thermit. Ltd., objected to the 
jurisdiction of the Board of Trade. By agreement the right to these 
patents wus vested in Thermit. Ltd. In July.the Public Trustee, 
pursuant to an order of the Board of Trade instructing him to sell 
the shares of Thermit. Ltd., which had hitherto been held bv alien 
enemies, entered into an agreement to sell them toa company known 
as the Birmingham Metal and Munitions Co.. Ltd.. and the 
consideration for sale appeared in the correspondence as £19,500. 
That money had actually been paid to the Public Trustee, and the 
shares had been transferred. The bulk of the shares of Thermit, 
Ltd., were now held by the Birmingham Metal and Munitions Co., 
a certain number being held by a Mr. Horatio Ballantyne. The 
Birmingham Metal and Munitions Co., Ltd.. wasa British company 
whose shares were held by Nobel's Explosives Co., Ltd.. also a 
British company. It was a matter of the utmost importance to 
Nobels Explosives Co., Ltd.. and the Birmingham Munitions Co.. 
Ltd., that they should not be deprived of half what they expected 
was coming to them. There was no indication in the agreement 
that they were not. vetting the patents. His clients might desire 
to go to the Courts for a judicial construction of the agreement. 

The heating was adjourned to decide whether the Board of Trade 
should assume jurisdiction or not../renmonger. 


WAR ITEMS. 


Employés of Military Age.—A decision was given by the 
Manchester Stipendiary Magistrate, on August 24th, in a case 
in which Messrs. Waygood-Otis, Ltd.. lift makers, were sum- 
moned under the Defence of the Realm Act for failing to post 
in а conspicuous part of their premises in Manchester a list 
of their male employés of military age. The defence was 
raised that the firm was a “ controlled’ establishment under 
the Munitions of War Act; that as such they kept at their 
head office in London a register of all their employés of mili- 
{агу age, and that they were accordingly exempt from the 
obligation to keep a list at the Manchester branch office. The 
Stipendiary agreed with this view, and dismissed the case. 


Separation Allowance Case.—At Bradford, the wife of a 
soldier, formerly employed in the electricity. department, was 
fined £5 tor obtaining money from the Corporation by false 
pretences. She had applied for relief from the War Fund 
when her hnsband enlisted, and stated that he had no allow- 
ance from his former employer. On inquiry recently it was 
found that she had been receiving 14s. a week from the Cor- 
poration, as well as the Government separation allowance and 
6s. 6d. а week from the War Fund, from which latter she had 
drawn a total of £20 9s. 6d. 


Holborn Tribunal and Electrical Firms.—Mr. Oswald 
Nettlefold, Chairman of the Advisory Committee of the Hol- 
born Tribunal, has resigned his position in consequence of 
tne Tribunal's decisions in claims made by Messrs. Falk, 
Stadelmann & Co., and Messrs. J. and W. B. Smith, both 
engaged in the glass trade in Farringdon Road. The former 
. firm asked for the exemption of 16 men, and the latter for 
nine. It is alleged that Messrs. Falk, Stadelmann’s business 
has been carried on mainly under the direction of naturalised 
British subjects of German descent. 

The Advisory Committee recommended the dismissal of 
Messrs. Falk, Stadelinann’s appeals, and the granting of 
Messrs. Smith’s, but the Tribunal granted the former firin 13 
men of the 16 asked for, and informed Messrs. Smith that 
six of their men would have two months’ exemption, whilst 
three must join up within three weeks. Mr. Nettlefold 
accordingly resigned.—Daily Telegraph. 


Munition Workers’ Holiday.—In order to correct a mis- 
apprehension which appears to have arisen with regard to 
the date of the rest period for munition workers, which was 
directed by the Government, the Ministry of Munitions says 
it should be understood that the period in question will extend 
from September 25th to October Ist, both datés inclusive. 


German Munitions Captured.—Sir Samuel Evans, sitting 
in the Prize Court, has condemned as absolute contraband a 
supply of machinery: for munitions and trench-drilling in- 
tended for the German forces. The machinery was captured 
on its way fron: America, and was made up in 300 small 
postal packages. It was destined for delivery via Copenhagen 
to the Internationale Pressluft und Elecktricitats Gesell- 
schaft, Berlin. 

Training Disabled Sailors and Soldiers.—The Disable- 
inent Section of the War Pensions Statutory Committee at a 
recent meeting discussed а new regulation enabling mainten- 
ance to be paid to disabled men during training for employ- 
ment, in cases where the pension is insufficient to support 
the man and his family, when the training necessitates 
absence from home, and thus increases his expenses. 


Power Station Fatality.—In connection with a recent 
Zeppelin raid, an inquest has been held regarding the death 
of a switchboard attendant, aped 34, employed at a power 
station. ‘he evidence showed that a bomb dropped in the 
neighbourhood of the switchboard at about 1.80 a.m., de- 
ceased and another man being injured. Medical evidence 
showed that the man was in a very collapsed condition, suffer- 
ing from luss of blood, and that he had wounds on the head, 
chest, and abdomen. He died the next morning from shock 
and hemorrhage. The jury returned a verdict of death from 
shock following the explosion of a bomb from a German 
Zeppelin. 


British Industry: Definite Line of Policy Now and After 
the War.—Mr. F. Dudley Docker has been appointed pre- 
sident, and Sir William Peat chairman, of the Federation of 
British Industries Association, which has been established as 
a central organisation of manufacturing interests. Among 
the bodies which have been absorbed in the new association 
are the Institute of Industry and powerful industrial groups 
in Manchester and Birmingham. The Institute of Industry 
has accordingly gone into voluntary liquidation, a condition 
being that the minimum amount of the fund to be raised 
under the new arrangement should be £100,000, a sum which, 
as a matter of fact, has been greatly exceeded. 

A large number of important firms and companies have 
already given their adhesion to the new movement, which 


includes a wide representation of all the more important 


industrial interests in the country. The main object of the 
new organisation is the investigation and carrying into effect 
of a definite line of policy in regard to the various matters 
affecting British industry both now and after the war. 


Proposed Ministry of Commerce.— memorial of the 
Associated Chambers of Commerce has been submitted to the 
Prime Minister urging the Government to take immediate 
steps to create a Ministry of Commerce and Industry with a 
Minister of Cabinet rank, aided by a permanent advisory 
council, consisting of representatives of the Foreign Office, 


‘the Colonial Office, the India Office, the self-governing Over- 


sea Dominions, and the leading commercial interests of the 
Empire. The memorial suggests that the Commercial Depart 
ment, the Patents, Designs, and Trade Marks Department, 
and the Companies Department of the Board of Trade should 
form the nucleus of the new Ministry. It is further sug- 
gested that commercial representation in foreign countries 
should be added to the functions of the Commercial Depart- 
ment, with power to send trade representatives to foreign 
countries in the same way as they now send representatives 
to British Possessions. The Government is asked to appoint 
a special cominittee to inquire into the proposal and to report 
on it at the earliest possible date. —The Times. 


British Mannesmann Tube Co., Ltd.—The shares of this 
company have been sold by the Public Trustee to a British 
group, including Sir Hugh Bell, Mr. A. J. Dorman, Messrs. 
Balfour, Williamson & Co., and Messrs. Higginson & Co. All 
German interest іп the company has been eliminated, and 1t 
is the intention of the new controlling interests to constitute 
a representative board to continue the business of the com- 
рапу under the present organisation, which is entirely on а 
British basis. The company has large weldless-tube works at 
Swansea, and intends to erect additional tube mills at New- 
port (Mon.). Other developments are also in contemplation, 
which will further widen the scope of the company's activity. 

The British Mannesmann Tube Co. was registered in July, 
1899, as the British Weldless Tube Co., to take over the busi- 
ness of the Mannesmann Tube Co., and four months later 
the title was altered to its present form. The issued capital 
is £340,000 in £10 shares, £190,000 being 5 per cent. cumula- 
tive preference and £150,000 ordinary shares; in addition 


£65,500 of 4 per cent. debentures have been issued. Тһе 


company had a virtual monopoly of the supply of tubes for 
water-tube boilers, and according to a question by Sir John 
Т onadale in the House of Commons, practically the whole of 
the issued eapital was held by persons resident in Germany. 
Their holdings, in accordance with the provisions of the 
Trading with the Enemy Act. 1916, were placed in the contro! 
of the Public Trustee for disposal, with the result stated 
above.—Financial Times. | 
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Exports to China.—The “ London Gazette " for August 
Jh contains a further list of names of persons to whom 
articles may be exported m China and Siam. 


Metal Workers’ Wages.—An application by the metal, . 


wire, and tube workers of Birmingham and = district was 
heard in London by Sir George Askwith, of the Board of 
Trade. ‘The workmen asked for a 5s. war bonus for day 
workers, and 12) per cent. increase in pay for piece workers. 
Sir George heard, too, an application of the engineering and 
allied trades for a 25 per cent. increase on the present day- 
work rates. ‘The employers’ cases were also presented, and 
the decisions were deferred.—Birmingham Daily Post. 


Labour Transíer Scheme.—A scheme for the transfer of 
skilled labour for accelerating war output has been arranged 
on the Clyde, and in other Scottish districts, by the Board of 
Admiralty, the Ministry of Munitions, and the Labour Supply 
Committee, with the aid of the Boilermakers’ Union and the 
Scottish District and Clyde Committees. It recognises that 
firms are retaining workmen when their services are not 
actually required, owing to fear that 16 would be nnpossible 
to secure these men or similar men when their services were 
most needed. It is thought that if firms were assured. that 
the workmen would be returned to them when required, they 
would be willing to release the emploves to work for other 
firms urgently needing such men. Therefore a local distribut- 
ing committee, consisting of representatives of the Admuralty, 
Ministry of Munitions, and employers’ and workers’ associa- 
tions, is to be appointed, with power to ascertain where 
Te are available for transfer and where they ате 
needed. 


Dilution of Labour.—Dilution has already been estab- 
lished in 150 of the largest o the 300 controlled engineering 
and shipyard establishments on the Clyde, and some 14,000 
women have been introduced by the Commission, the greater 
proportion of whom are engaged on general engineering work, 
excluding shells. Agreements have been concluded for dilu- 
tion in shipbuilding and ship-repairing vards on the Clyde and 
Tyne with all the principal shipyard trades, and the inter- 
changeability of members of different shipvard trades, and 
the introduction into the shipyards of unskilled men and 
women, is proceeding satisfactorily. The work of the Com- 
mission on the Clyde and Tyne will be taken over and con- 
tinued as from September Ist by officers of the Ministry. of 
Munitions and of the Admiralty, as in other parts of the 
country. 

U.S. and Trade After the War.—The New York banking 
house of Henry Clews & Co., in their weekly financial review, 
remark: ‘Ап interesting feature of our foreign commerce 
returns for the last fiscal year was that out of total merchan- 
dise exports of $4,353,000, more than half, or $2,658,000, con- 
sisted of manufactures which doubled their amount in the 
past twelve months. . The extraordinary expansion in 
manufactured exports is mainly due to the war, and must be 
considered as quite abnormal. Nevertheless, there is no doubt 
that we shall retain much of this newly-gained foreign. trade, 
provided our costs can be made to meet those of Great Britain 
and Germany, who will strenuously endeavour to recover all 
and more than they have lost. Our chief handicap will Бе 
high-priced commodities and labour troubles, in both of which 
there will have to be a readjustment before we can success- 
folly meet foreign competition abroad.” 


Exemption Applications.—At Newport (Mon.) Tribunal, 
Mr. A. Nichols Moore, borough electrical engineer, applied 
for the exemption of nine men in his department. Mr. Moore 
pointed out that his department was down to its minimum. 
The men included men from the permanent-way department, 
night car repairer, brake fitters, coachbuilder, motor tram- 
ways inspector, overhead linesman, &c. All these men were 
absolutely necessary. Three months' exemption in each case 
was granted.—Monmouthshire Evening Post. 

The Stalybridge Tribunal has granted temporary exemption 
until November 30th (conditional on the men joining a Volun- 
teer Regiment) to three men appealed for by the Stalvbridge, 
Hyde, Mossley and Dukinfield Joint Tramways & Electricity 
Board. It was stated that out of 71 conductors 68 had been 
allowed to join the Colours, and the Board was contemplating 
an expenditure of £30,000 on extensions at the generating 
station. The men appealed for were Mr. S. B. Firth (32, mar- 
ried). cashier, collector and wages clerk; Mr. P. C. Firth (31), 
chief clerk: and Mr. H. Marsh (33), rent collector and wages 
clerk. Three members of the office staff had enlisted, and the 
Montant, who was over military age, had obtained another 
SEUA UON. 

W incheombe Tribunal allowed a month's final exemption to 
ал electrician on a local estate, who also looked after the 
abro Waterworks; he had been passed for garrison duty 

wad. 

At the York Tribunal, the electricity department applied 
hab Ge ee for two cleaners and greasers; it was stated 
i ie men were in a certified occupation, and acted as 
lor: gus engine drivers. The cases were adjourned for a 
bed Ne At the same Tribunal, the York Opera House 
раз total exemption for its electrician and stage mana- 
bsc 25 and married; after serving seven years in the 
?Ypeditin five vears in the Reserve, he rus called up for the 
ert; шагу Force and discharged in February last. Ex- 
"P'0n to November 90th allowed. 


. Before the Bath Tribunal, a further application. for exemp- 
tion in respect of Lawrence Laing, aged 32, electrician. at the 
Palace Theatre, was refused. 

On Monday last, at the Westminster Town Hall Tribunal, 
Mr. Н. C. Truman, chief electrical engineer to the Law Acci- 
dent Insurance Society, was granted exemption. for four 
months as being in a reserved occupation. 

The Leeds Tribunal has granted three months’ exemp- 
tion, With leave to renew the appeal, to an electrical and 
mechanical engineer, who stated that 90 per cent. of his 
work was in repairing rotary coal-cuttmg machines. 

The Wetherby Tribunal refused. to exempt Mr. Edwin 
Maltby, electrical engineer to Mr. T. G. Mylchreest, of Thor- 
ner, Who has charge of a private electrical plant supplying a 
number of residents. He is not to be called up for service 
before September 15th. 

At Ilyde, оп Wednesday last week, an appeal by George 
Rutherford, a motorman employed by the Stalybridge, Hyde, 
Mossley and Dukinfield Joint Board, was disallowed. 

At Oldham, temporary exemption was granted until Nov 
ember Ist to ап electrician and wireman employed by Mr. 
Frank Wall; and temporary exemption till December Ist to 
а pavior m the tramways department, who appealed on 
domestice grounds. 

Watford Tribunal has granted exemption from combatant 
service to B. Leigh, electric light attendant at Euston Station. 

At Blackpool, on August Hth, a firm of electrical engineers, 
who have lost 17 men out of 21, appealed for an employé, and 
conditional exemption was granted. 

At Cambridge, on August 22nd, ап appeal for. exemption 
for Frederick G. Gates (19), electrician, with the Cambridge 
Flectric Supply Co., Ltd., failed. It was stated that the man 
was ' starred," but the Military. representative contended 
that he should be in the Army. 

Canterbury Tribunal has given conditional exemption. to 
George Herbert Fowler (28), manager for Mr. E. J. Philpot, 
electrical engineer. 

At Sandwich, on August 23rd, absolute exemption on medi- 
cal grounds was given to Mr. H. Claringbold (25), electrician. 

At Dover, conditional exemption was granted to W. A. Ring 
(38), a coal and ash trimmer at the electricity works. 

At Deal, Messrs. Stratford & Faulkner appealed for George 
Ralph (39), electrician, the only workman left, whom they 
had been unable to replace. Three months were allowed. 

At Stoke-on-Trent, on August 24th, the Corporation elec- 
tricity department appealed for four employés. Mr. C. Н. 
Yeaman, the engineer, said that af the men went he could 
not be responsible for the supply of current this winter. He 
had been trusting to the Ministry of Munitions to retain the 
men, and he had not a single hand who could be spared 
without jeopardising the supply. 16 was decided that а list 
of the employés of the department should he prepared for 
the Tribunal before the claims were dealt with. 

At Caterham, on August 2Ist, Mr. E. B. Howard, manager 
of the electricity works, applied for exemption for Mr. A. J. 
Douglas (10), the only man left to attend to mains, and also 
acting as shift engineer. The Tribunal, holding that he was 
in a certified occupation, granted conditional exemption. 

Poole Tribunal has given exemption until August 15th to 
Mr. G. Loveless (85), electrical engineer. 

Wallington Tribunal ‘has given conditional exemption to 
the electrical engineer to a local firm of cement manufac- 
turers. | 

At Cheltenham, the Military representative asked. for the 
removal of the star agamst the names of charge engi- 
neers at the Corporation electricity works. The electrical 
ergineer (Mr. W. J. Bache) said the works were run in three 
shifts of eight hours each, and one or other of the three charge 
engineers was on duty day and night, both week-days and 
Sundays. The fourth charge engineer was necessary to take 
the place of any one of the others on leave, &c. He had tried 
to get men unfit for military service, but had failed. In one 
case the star was removed, and the other cases were adjourned 
until two months granted bv the Medical Board had expired. 

At Wandsworth, Mr. Philpott, of Messrs. Philpott Bros., 
electrical engineers, of 35, Upper 'Tooting Road. applied for 
the conditional exemption of his leading electrician, W. G. 
Conner. The Tribunal granted three months' exemption on 
condition that he joined the V.T.C. | 

Mr. Wild, secretary of the British Incandescent Mantle 
Co., Ltd., of Ravensbury Road, Earlsfield, S W., asked for 
the exemption of a stoker, who, he maintained, was in a 
certified trade. Не had been discharged from the Атту after 
15 months’ service, and applicant did not think he would be 
called up again. Three months’ conditional exemption was 


granted. 


Irish Battery Industry. — According to the Daily 
Evpress, a factory will shortly be opened in Dublin for the manu- 
facture of dry cells and batteries of all kinds for pocket lamps, 
telephones, bell and automobile use. It is proposed to start with 
200 hands. and an output of about 30.000 batteries weekly is 
anticipated. The yearly consumption of batteries in the United 
Kingdom before the war was over 60 millions. most of which wer e 


imported. 
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REVIEWS. 


Wireless Telegraphy and Telephony. By W. Н. Ecctes. 


London: The Electrician Printing and Publishing Co., 
Ltd. Price 12s. 6d. net. 


This is à handbook of formule, data, and information, and 
forms an addition to the well-known Electrician series of 
standard electrical works. It is produced in a compact and 
hendy form, well got up and illustrated. There are some 418 
pages, with 322 illustrations. In the author's preface the 
work is described as a classified collection of information, 
data, formule, and tables likely to be helpful to designers 
and investigators in radio-telegraphy. The information is 
given in condensed form while yet attempting to set out the 
position of modern thought and speculation. 

The chief divisions of the work fall under the heads of 
Tables, 52 pages; Formule, 63 pages; General Information 
and Descriptions, 272 pages; Glossary of Terms, 98 pages. 
In most respects the book is of a comprehensive and informa- 
tive character, with lucid explanations of the principal 
features of methods, apparatus, and systems. The tables and 
formule appear to be well selected and useful. In themselves, 
they convey a large amount of information in tabloid form. 
Care appears to have heen taken to include useful short-cut 
methods of dealing with electrical problems as, for instance, 
the equivalent circuit method of dealing with transformer 
problems where the circuits contain capacity as well as resist- 
ance and sclf-induction. Standard works of reference and 
original papers have been freely drawn upon in this portion 
of the book. 

The widest scope for comment or criticism falls on the part 
covering general information and descriptions, where, in the 
present state of knowledge, it mav be expected that much 
ccntroversial matter will be found. А few of the more 
salient points presenting themselves in this light will be 
dealt with here. ; 

In a work of this character, exception may fairly be taken 
to the perpetuation of weak or misleading methods of ex- 
pressing ideas. On page 161 appears a table of so-called 
'"ranges'' of wireless stations, of typical commercial spark 
type, in which the ranges corresponding to certain sizes of 
power plant, wave-length, and nature of transmission surface 
аге given. The mileage figures indicate a professed accuracy 
of about one per cent. The table is not qualified by апу 
statement as to the nature of the receiver, height and kind 
of antenna, standard of received signals assumed, standard of 
hearing assumed, climatic conditions under which tests are 
taken, standard of sensitivity of auxiliary receiving apparatus, 
whether дау or night signals, and a host of other factors con- 
cerned in this absurdly elastic term. That the author is 
alive to the bearing of some, at least, of these factors 18 
evident from qualifying remarks introduced in a similar con- 
nection on pages 324, 327, and elsewhere. but he does not 
give any hint of the very questionable difficulties to be faced 
in framing an adequate definition of the term. The sugges- 
tion is that its use, at least in the popular sense, should be 
tabooed in a scientific work. Even more serious exception 
must be taken to the term being applied, as on page 219, to 
a form of apparatus for generating high-frequency discharges. 
Its adoption by international institutions in relation to com- 
plete installations may be advanced as an excuse for its per- 
petuation. So long as such institutions are run and con- 
trolled by officials with a smattering of technical knowledge 
and an absence of practical touch with the subject, and so 
long as Governments will essay to legislate first and investi- 
gate afterwards (or not at all), much time and money will 
continue to be wasted. A number of the assumptions under- 
lying official essays at wireless legislation are similarly 
erroneous or unsuitable. 

In an interesting dissertation on the theorv of propagation 
of signals round the globe, Dr. Eccles continues to support 
the contentions of himself and others by the assumption of 
reflection of electric waves from lavers of tonised air having 
lower boundaries which are “fairly sharply defined," what- 
ever that may mean. Now, the obvious basis for this 
assumption is the optical condition of a sharply-defined sur- 
face of discontinuity between two transparent media upon 
which total reflection of light depends. It has vet to be 
shown that a corresponding effect can occur with waves of 
so grossly: greater dimensions than those of light. ^ Also, 


within what limits is the boundary definition to be taken as 


‘‘sharp.’’ seeing that waves of the order of a mile or two in 
length may be concerned, and that, in the optical analogy, 
sharpness of definition іп the wave itself is equally neces- 
вату? As at present presented, the assumption can only be 
taken as a highly speculative one, though Dr. Eccles presents 
it in so matter-of-fact a way. | 

The enthusiasm for formule evinced by the author mani- 
fests itself throughout. Some of these are of doubtful prac- 
tical value, as in the case of the formula for wave propaga- 
tion over mountain ranges, given on parve 165. This is based 
purely on wave diffraction, and will, obviously, not account 
for the large differences in propagation efficiency over moun- 
tains by night as compared with daytime. | 

Оп the subject of strays, there appears to be a widely- 
spread fallacy, which is voiced by the author, that strays are 
largely due to the so-called ‘‘silent discharge '' of а receiving 
artenna into the atmosphere. The microscopic currents pro- 


і 


duced in an antenna by silent discharge under normal condi- 
tions cannot account for strays of a strength that matter. If 
а corona or glow discharge 1s produced, that 18 another ques- 
tion; but such discharges are quite abnormal, and even rare, 
at any rate, in these latitudes. 

In reference to quenched spark methods, it is stated that 
quenching ensures singleness of frequency. This is not a 
precisely accurate statement, for strongly coupled waves are 
emitted during the transient building-up process which pre- 
cedes the quenching of the spark, and this period is not, as a 
rule, negligible. Neither is 1t correct to say that mechanical 
quenching by rotary dischargers gives the equivalent of the 
usual quenched spark transmission. 

Exception must also be taken to the inadequate explana- 
tion of the action of Pedersen’s ticker receiver, which fails 
to do justice to this very neat and effective contrivance. A 
similar remark applies to the theory of the slipping contact 
detector, and it 18 not clear why this device is ascribed to 
L. W. Austin. The drawing of the instrument given on page 
340 contradicts the text in an important respect. In regard 
to the system ''Onde Unique," the author states: ‘‘ There 
is theoretical reason to credit the claim of single waveness.”’ 
It has been generally thought that Prof. Howe effectively 
disposed of this claim. Points in relation to the construction 
of 1nductance coils and condensers would bear comment, as 
also numerous other matters of practical significance. 

In the matter of omissions, 16 may reasonably be urged 
that the practical working defects and weaknesses of the 
various appliances and systems are not sufficiently indicated. 
The trend of developments in Continental practice, especially 
that of Germany, is not treated nearly as fully as English 
developments. The important subject of the selection of 
sites for land stations and the numerous factors involved, aa 
affecting efficiency of operating, running costs, and housing, 
is not treated. Very little information is given as to mode 
of emission, propagation, and arrest of waves, such as would 
lead to good working conceptions of the functions of antenne 
both in transmission and reception. Principles of theoretical 
and practical importance in reference to the effects of varying 
the proportions of capacity and inductance in high-frequency 
circuits and antenna are another matter on which little in- 
formation will be found. The reader will not gather much 
knowledge of the organisation of wireless services, or learn 
that international understandings have been arrived at in 
regard to the manner and conditions of use of wireless 
apparatus. 

Though a certain amount of criticism has been made, it 
may be taken that the book contains many desirable features, 
and will doubtless be much appreciated by engineers and 
investigators. It fairly presents the prevailing standard of 
knowledge in wireless telegraphy. That standard cannot be 
regarded as an eminently satisfactory one, as a great deal of 
careful investigation and careful weighing of results is neces- 
sary to put it upon а satisfactory basis. It will probably be 
found, in the light of later knowledge, that far too much 
credence has been given to mis-statements and misinterpreta- 
tion of results, and that our real knowledge is a great deal 
less than we are apt to imagine.—J. E. T. 


Handbook of Electrical. Methods: compiled from | the Elec- 
trical World. London: Hill Publishing Co. Price 12s. 6d. 
net. 


The book before us is divided into ten chapters, surveying 
the whole of the practical side of what may be called applied 
electrical engineering. By this we mean that it does not go 
into questions of manufacture, but of the installation and 
use of machinery, transformers, switchgear, meters, wiring 
and apparatus in general. 

Though the divisions of the book are called chapters, they 
are not chapters in the sense that they have been con- 
nectedly and consecutively written around the same threa: 
of thought by the same hand. Many hands have written this 
book, for it consists, as the title tells us, of a compilation o 
articles from the Electrical. World, of New York. 

As tho preface tells us, there is so much of permanent 
value published in the technical Press, which must, if 16 18 
to be of real use, be accessible in some other ‘form. Metho- 
dical and probably fussy people mutilate their papers every 
week, and clip up articles of interest to them in a form o 
no use whatever to anyone else. and then proceed to hide 
them where they are of no use whatever to themselves. The 
orderly carrying-out of this process involves the absence 0 
serious occupation, and its inevitable consequence is that the 
compiler becomes a serious nuisance to those about him. i 

The object aimed at, but seldom attained, by such peop E 
is carried out in a proper way with regard to one technica 
journal in this book. The articles are classified by being Ie 
printed under the chapter heading describing the gubject 
which they refer. І - 

The subjects dealt with range from thawing frozen water 
pipes electrically to replacing insulators on a “hot 50, ae 
volt overhead line; from testing electrical instruments ү as 
danger of broken lamps near inflammable material; pos 
ал advertising novelty and the method of influencing e 
curio-seeker's choice to the soldering of ‘‘ aluminum 6. 
the operation of the ‘‘ Edison,” known here ав the 
wire, system. i | 


е 


Vol. 79. No. 2,023, SEPTEMBER 1, 1916.] THE ELECTRICAL REVIEW. 


239 


There are numerous illustrations; we have not counted 
the number, since nearly all of them appear to be marked 
Fig. 1. This, of course, arises from the fact that each re- 
panes article has a Fig. 1 of its own, and the numbering 

s not been changed. 

As a book of reference, the book is useful. It has a good 
index, and is well printed. It forms an example which 
might well be followed by papers of similar eminence on this 
side. The price of 12s. 6d. strikes us as being rather high. 


BUSINESS NOTES. 


Pumping Machinery in Chile —U-.S. Consul Voetter, at 
Antofagasta, says that the market for pumps in the district 
i almost exclusively confined to the requirements of the 
nitrate plants. In this, the arid region of Chile, there are 
some 170 plants for the elaboration of nitrate of soda, and 
each has a pumping installation complete. А nitrate plant 
uses from 300 to 900 tons-of water per day, obtained usually 
at dug wells located several miles away from the plant. The 
classes of pumps and pumping machinery used by the nitrate 
plants are as follows :— 

Wella.—Power-driven deep well pumps, usually single-act. 
ing, triplex, of bucket type. The depth of well varies from 
60 to 500 ft. 

Surface force pumps, power driven, for delivery of water 
from well to nitrate plants. Power is usually furnished from a 
central electric power station at the plant some miles distant. 

Plant.—Boiler feed pumps, almost exclusively steam 
driven, as also the oil pumps for supplying fuel to the fur- 
naces. 

Steam or power driven pumps for transferring liquors 
аш vieja) from crystallisation tanks to elevated storage 
anks. 

From 2 to 10 centrifugal pumps, usually 6-in. suction and 
6-in. discharge, for circulating hot liquors (relave) between 
the boiling tanks. The average centrifugal pump handles 
from 200 to 400 gallons per minute against a head of 30 ft. 

. Miscellaneous fire pumps, internal-combustion engine cool- 
ing water pumps, fuel-oil pumps, &c. 

The general terms of credit given by American manufac- 
turers to importers are cash against shipping documents on 
arrival of shipment in Antofagasta. European manufacturers 
extend credit of 60 to 90 days after acceptance of draft 
against bill of lading on arrival of goods, and in exceptional 
a 120 days. Prices should be c.i.f. Antofagasta, and not 
.o.b. 


Pulley and Belt-Calculating Scale,—We have received 
a sample of a new calculating scale which has been devised by Mr. 
H. W. Durham, to assist millwrights, engineers and others to cal- 
culate the sizes of pulleys and belts for given powers and speeds, 
and so on. The scale is published by Messrs. Alfred Haworth & Co., 
Ltd., price 18. 8d. post free, and provides for calculations relating 
to cotton ropes, leather and balata belting, and the sizes of pulleys 
and gear wheels. It is a useful and handy time-saver. 


For Sale.—The Public Trustee invites tenders hy Sep- 
tember 14th, for the purchase of the whole or any part of the 
13.993 £1 fully-paid ordinary shares in the Concordia Electric 
Wire Co.. Ltd., vested in him as custodian by the B. of T., under 
the Trading with the Enemy Асі. Particulars appear in our 
advertisement pages to-day. 


Fire.—À small fire occurred on August 21st at premises 
at the rear of the establishment of Mr. Edward Pincott, electrician, 


Alphington Street, Exeter, and damage estimated at between £80 and 
£100 was done. 


Dissolutions and Liquidations.—HE4P & Diany.— 
The partnership between Messrs. A. C. Heap and W. Pollard Digby 
terminated on the 3lst ult. Mr. A. C. Heap has accepted an 
Important appointment which compels him to relinquish all 
private consulting and inspecting work. Mr. W. P. Digby will 
continue to carry on the professional work hitherto entrusted +0 
Messrs. Heap & Digby, and will be joined by Mr. Walter Ryley, who 
has been with them for several years. The title of the new firm will 
be Diaby & RYLEY. 

RESISTO-ELECTRICAL MANUFACTURING Co.—A meeting of 
creditors will be held at Thórners Chambers, Ingram Court, 167, 
Fenchurch Street, E.C., on September 6th. 

: PueNIx ELECTRIC HEATING Co., LTD.—A meeting will be held at 

‚ Маре Inn, Holborn, on October 2nd, to hear an account of the 
Winding-up from the liquidator, Mr. A. E. Tilley. 

BALDUR ENGINEERING AND SUPPLY Co., Ltp.—The first annual 
сое ща of creditors will be held at 39, Victoria Street, S.W., оп 

ptember 186, Liquidator, Mr. J. W. Buck. - 


" Plant for Sale.—The sale of plant and machinery announced 
vd last issue to take place at Millwall on September 5th, has 
Postponed to September 13th and 14th. 


rertialogues and Lists.—SPRAY ENGINEERING Co., 93, 

чы, fling ee Boston, U.S.A.—Sixteen-page pamphlet describing 

аи aN their  Зргасо ” system for cooling condensing 
ee a folder relating to the Vaughan flow meter. _ 

H L. M. Ericsson MFG. Co., Ltd., 5, Chancery Lane, W.C. 


~ Leaflets describin 
в battery han ¢ | э арк telephone generator, and a 


Blacklisted Firms.—A new list of additions to the 
statutory list of firms of enemy nationality or enemy association 
with whom persons in the United Kingdom are forbidden to trade 
has been published. Copies can be obtained from the official 
publishers. 


Australian Postal Contracts. — A discussion is pro- 
ceeding with reference to the contracts of the Australian Postal 
department. In October, 1915, the secretary of the Australian 
Electrical and Allied Contractors Committee addressed the 
Postmaster-General. giving reasons why an arbitration clause or its 
equivalent should be inserted in those contracts. After three 
months’ interval the Postmaster-General intimated that he had 
decided not to vary the conditions of contract in regard to the 
rejection of material by making provision for the appointment of 
a survey board. 


Trade Announcements.— THE ELECTRIC AND GENERAL 
Works. LTD., notify that from September Ist their address will be 
128, Stamford Street, S.E. Telephone number: Hop 5223. 

Messrs. WooLLETT, AIREY & Co., brokers and shipping agents, 
have removed their offices to 15, Leadenhall Street, E.C. 


“ A Question of Origin.” — Under this title the BENJAMIN | 


ELECTRIC, LTD., have just issued a booklet with the object of dis- 
proving the supposition existing in some quarters that their pro- 
ducts are of foreign manufacture. As we have inspected their 
workshops, and recently described them in our pages, there is for 
us no “question of origin " ; those who are still sceptical, and are 
unable to visit the works themselves, will surely be convinced also 
by a perusal of the contents of this interesting and well-produced 
brochure. 

Change of Name. — With a view to more clearly 
identifying the company with the place where its works are 
situated and the nature of the business carried on, Messrs. Thomas 
Kesnor & Co., Ltd., have. with the approval of the B. of T., adopted 
the name WATFORD ELECTRIC AND MANUFACTURING Co., LTD., by 
which they will be known in future. 


Bankruptcy Proceedings.— W. D. Birkett, factor of 
electrical goods, Whitley Bay. A first and final dividend of 2s. 84d. 
in the £ is payable on September 4th. at the Official Receiver's 
office, 30, Mosley Street, Newcastle-on-Tyne. 

. Book Notices.—‘* Polyglot Rubber "Trade Directory, 
1916." Third edition. New York: Jndia-Rubber World.—'This 
publication gives а great deal of information regarding American 
rubber manufacturers and their products. The opening preface, 
printed in English, French, German, Italian, Spanish, and Portu- 


. guese, gives key letters for rubber goods and imitation rubber 


products respectively, which are used throughout the several 
sections to indicate the class of manufactures made by the firms 
named. The first section is an alphabetical list of rubber manu- 
facturers ; the second deals with their products in classified form ; 
others following deal with rubber machinery, tools. and appliances, 
rubber factory supplies, rubber goods dealers, reclaimers of waste 
rubber and waste rubber dealers, recent incorporations, and rubber 
trade marks. 

"Canada, the Country of the Twentieth Century." By Watson 
Griffin. Published by authority of Sir George E. Foster, K.C.M.G., 
Minister of Trade and Commerce, by the Department of Trade and 
Commerce, Ottawa. Issued from the Trade Commissioner's Office : 
73, Basinghall Street, London. E.C.— The purpose for which this 
fine volume of between 280 and 290 pages has been produced is to 
give business men who have never visited the Dominion a compre- 
hensive, but epitomised, review of ita agricultural, forest, and 
mineral resources. its industrial and commercial development, and 
its geographical relation to the markets of the world. The book 
is very fully illustrated, with useful maps and with photographic 
views taken in all parts of the Dominions, contains a record which 
is both fascinating and impressive to the industrial and engineering 
mind, and really makes us wonder—the while we atudy it—why 
we are here and not there. It is well that we should get to know 
all we can about this wonderful part of the British Empire. which 
in these days is contributing so magnificently, by blood and 
treasure, to the cause of universal freedom. After the war, when 
Canada resumes those leaps forward which marked her develop- 
ment a few years ago, this record should be of greater interest. and 
value even than it is now. 

Proceedings of the American Institute of Electrical Engineers. 
Vol. XXXV. No. 8 August, 1916. New York: The Institute, 
Price $1. 

* Circular of the Bureau of Standards." No. 56: “ Standards for 
Electrical Service." "Scientific Papers of the Bureau of Standards." 
No. 281: “A Study of the Inductance of Four-terminal Resistance 
Standards." No. 283: “Volume Effect in the Silver Voltameter.” 
Department of Commerce: Washington. 

" Welfare Work." By E. D. Proud, B.A. With a fore-word by 
the Right Hon. D. Lloyd George. London: G. Bell & Sons, Ltd. 
Price 7s. 6d. net. 

Les Echanges Franco-Américains, By V. Cambon. Paris: La 
Lumiére Electrique.—In this lecture, delivered to L'Union pour 


x 


la Belgique et les Pays Alliés, the author discusses the natural re- . 


sources of the United States, the character of the people, and the busi- 
ness methods which theyemploy. Hethen deals with the American 
products which are destined to replace German imports into 
France, the artifices adopted in the past by German firms. and the 
future course of business between France and the United States. 

‘Electric Switch and Controlling Gear.” By C. C. Garrard. 
London: Electrician Printing and Publishing Co., Ltd. Price 158. 
net, EE 
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LIGHTING AND POWER NOTES. 


Australia. — NORTH SHORE ELECTRIC SvPPLY. — The 
Sydney City Council has now completed arrangements to connect 
private consumers in the northern suburbs of North Sydney, Lane 
Cove and Willoughby across the harbour. The delay in completing 
the supply acheme was due to war conditions which caused difficulties 
in securing the necessary material. The supply is 240 volts А.С. 
50 cycles for lighting, fans. irons, radiators, and cookers, and 115 
volts, three-phase, for motors. Р 

The cable for the supply іо Mosmans is expected to arrive 
at any time. 

A hydro-electric scheme is proposed for Warragul (Vic.), from 
the Tanjil River, 36 miles from the town. It is estimated that it 
will be possible to supply electricity at about Id. per unit, and a 
company is being promoted to carry out the proposal. 

The Dimboola (Vic.) Shire Councils electric lighting plant, 
which has been installed at a cost of £3.750 was formally opened 
last month; the plant consists of a Hornsby suction gas engine 
and producer, with generators, and a battery of the D.P. type. 
The distribution is on the three-wire system at 230 and 460 volts. 

In our issue of April 21st, particulars were given regarding 

the financial position of the Melbourpe (V.) City Council's 
electrical] undertaking for the year ended December, 1915. The 
report of Mr. Harper. the city electrical engineer, which is 
now available, gives the total units generated as 26,361,637. against 
22,806.968 units in the previous vear. Of the total units sold, 39 
per cent. were for lighting and 60.97 per cent. for power purposes. 
The number of consumers increased by 717. The total connections 
for the year amounted to 26,603 KW., as against 24,029 KW. in 1914. 
Motor connections numbered 3,016. representing 14.668 H.P., as 
against 2,764 and 13.255 H.P. in 1914. The engineer reports that 
amongst the inquiries recently dealt with has been one for an 
electric furnace. which would require à supply of 600,000 unita 
per annum; the maximum demand for 1915 was 8.364 KW., a8 
against 7,751 KW. in 1914; the load factor was 3» 7 per cent., 
as against 30°26 per oent. in 1914. The total working cost for 1915 
was ‘796d. per uait, as against '907d. for the previous year, and the 
total costs, including capital charges, were 1°532d. per unit, as 
‘against l'8d. for 1914. а reduction of 14'8 per cent.— Commonwealth 
Engineer. 


Aylesbury.—The U.D.C. has reduced the price of 
energy supplied to the Royal Bucks Hospital to 2d. per unit. 


Baildon.—E.L. SurPLy.— Application has been made to 
the Shipley District Council by a number of residents in the 
adjoining township of Baildon for a supply of electricity. and a 
reply has been sent that the Shipley Council would be willing to 
. supply under agreement with the Baildon Council, to whom the 
applicants should apply. ; 


Canada.—4A large military camp has been constructed 
by the Canadian Goverument at Pine Plains, Simcoe County, 
Ontario. The camp is 20,000 acres in extent, and has electric power 
in use for pumping and lighting, the supply being obtained from the 
hydro-electric line, which runs between Barrie and Waubaushire. 
A transformer station has been erected at the camp, and the voltage 
_is stepped down from 22,000 volts to 2,000 volts. A number of 
150 c.P. gas-filled lamps about 200 ft. apart are placed on the main 
thoroughfares of the camp, where 300 H.P. is now being taken.— 
. Canadian Engineer. — . 

Colombia.—The Municipal Council of Urrao, Department 
of Antioquia, has been authorised to raise a loan of £8,000 for 
electric lighting purposes and aqueduct works in the district ; the 
municipal authorities of Amagá, in the same province, are 
borrowing £1,200 for the installation of an electric-power plant.— 
Board of Trade Journal. 


Coniston.—E.L. SCHEME INAUGURATED.— Ап electric - 


supply scheme for this parish has been completed. and the light 
was switched on on August 21st. The supply is by overhead wires 
to the centre of the area, but it is to be extended to the lower end, 
and probably to Waterhead. The power station is by the side of a 
stream, the water of which drives the dynamo. The engineer in 
charge is Mr. F. Turnbull. 


Erith.—YxAR's WonkKiNG.—The report of Mr. J. С. 
"Williams, manager of the Council's electrica] undertaking, for the 


: year ended March 31st, shows a gross revenue amounting to ` 


£32,691, an increase of £8,371; and after deducting working 
expenses, £22.360. loan charges, £7,139, and other expenditure, 
there remained a net profit of £1,736, or £250 more than in the 
previous year. During the year, 5,357,515 units were sold, as 
against 3.606.336 units in the previous year; the total connections 
amounted to 3,374 Kw. and the load factor to 39'4 per cent. The 
' works and management costs were ‘97d. per unit, as against ‘9d. in 
1914-15 ; coal cost '74d., as against ‘56d. per unit, but economies in 
other directions largely counterbalanced this. Mr. Williams 
- remarks that practically the whole of the output was obtained 
from one turbine set running continuously, a performanoe which 
tends to establish confidence in this type of plant. Increased 
charges (jd. per unit for lighting and 10 per cent. for power 
supply) were in force for six months, and brought in an extra 
£2,279; Mr. Williams hopes that any further increase will be 
- unnecessary. | | 


Glasgow.—CoaL SuPPLY.—The question of coal pur- 


chases by the Electricity Committee was considered at last week's 
meeting of the Corporation. A member said that as supplies could 


not be got from coal owners the Committee had to make purchases 
from middlemen whose charges were above the rates fixed by the 
Prices of Coal (Limitation) Act. It had been discovered that. the 
middlemen were exempt from the Act, and an agreement, he 
alleged, had been come to between owners and merchants whereby 
a portion of the Corporation's supplies had to come through the 
latter. Bailie Hannay said that the increased cost was entirely 
due to the longer distance some of the coal had to he transported. 


Kingswinford. — PUBLIC Licutinc.—The R.D.C. has 
accepted an offer from the Midland Electric Corporation of a rebate 
of £151 on the public lighting account, owing to the restricted use 
of lamps. 


London.—A Committee has been formed, consisting of 
representatives of all the London Borough Councile, 15 companies, 
and eight municipalities outside the London area, with a view to 
co-ordinating the existing supply of electricity. 


Ormskirk.—Considerable discussion took place at a 
meeting of the B. of G. on the offer of the Ormskirk Electric 
Supply Co. for lighting and power. Councillor Richardson moved 
that the matter be referred back, as they should know exactly 
what their own machinery could do before it was scrapped. The 
amendment was defeated. and a recommendation to accept the 
offer was approved. | | 


Reigate.—At a meeting of the Guardians, last week, a 
report was considered from a L.G.B. inspector on the question of a 
proposed laundry extension. The inspector does not regard the 
installation of electricity as an economical system, seeing that 
steam power 18 already in service, notwithstanding that the steam 
pressure іє stated to be insufficient for driving laundry machinery. 
The views of the Guardians' architeote differ on this matter from 
those of the L.G.B. inspector ; they think electricity should be the 
motive power. The cost of installation weuld be far less, and with 
motors, shafting need not be run except when the attached 
machines are actually in-use. The whole, matter was referred to 
the Works Committee. | 


Sevenoaks.—FixkD-PRICE LiGHTING.—The U.D.C. has 
generally approved the adoption by the local supply company of the 
fixed-priced lighting scheme (as employed in the Wimbledon ares), 
providing that each case of external wiring is separately approved. 


Shipley. — LiNKrNc-uvP Proposat.— The Electricity 
Committee has come to the conclusion that it agrees with the 
Bradford Electricity Committee that the benefits to be obtained by 
linking up the systems of the two authorities are not sufficient to 
justify the proposal being proceeded with. ; 


Stirling. —The T.C. has decided to install an electric 
elevator in the new municipal buildings in course of erection ів 
Corn Exchange Road, at a cost of £427. 


Worsborough.—The U.D.C. bas decided to call the 
attention of the Yorkshire E.P. Co. to the fact that residents in 
Mount Vernon Road desire to have the electric light installed in 
their houses, rid the cable of the Barnaley T.C. to Mount Vernon 
Sanatorium. The company has hitherto refused consent to the 
supply being taken from the cable. 


Worksop.—At the meeting of the U.D.C., on Monday. 
the Lighting Committee recommended the appointment of Mr. T. R. 
Skinner as general assistant electrical engineer; Councillor Saxton 
said that when the Council allowed Mr. J. P. Crowther to join H.M. 
forces, and agreed to pay him half his salary, it was piven to 
understand that the acting engineer (Mr. Fletcher), whose salary 
was increased at the time, would be able to manage without extra 
assistance. Despite considerable opposition, the recommendation of 
the Lighting Committee was eventually agreed to. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen YEAR's WonkiNG.—The report of the year's 
working of the Corporation tramways to May 3186 last shows that 
the total revenue was £!4.328, an increase of £6,326 on the 
previous year. Working expenses amounted to £58,197,an increase 
of £6,672, and after payment of £26,432 for interest and sinking 
fund and other charges. there was & net profit of £9,697, as against 
£11.000 in 1915. Of this, £3.239 has been allocated to the relief 
of rates and £6.164 carried to reserve account. During the year, 
£2.436 was expended out of capital. making a total capital expendi- 
ture of £368,769. The depreciation and renewal funds stand at 
£166,796, the sinking fund at £57.500, and the reserve account at 
£43,271, making а total of £267.567. Mileage run, 1,968,615. ап 
increase of 59,605 miles. Electricity used, 2,481,384 unite, an 
increase of 164,180 units, at an average cost per unit of .“Sild., as 
against `8+54. іп the previous year. During the year 26.593.730 
passengers were carried, аз compared with 24,048,916 in the 
previous year. dM ME 

Argentina. — According ^ to the Times,” the Central 
Argentine Co.'s electrified route from Buenos Aires to Tigre was 
inaugurated on August 25th, by President Plaza. A short descrip- 
tion of this scheme appeared in our pages on May 19th last. 

Blackburn.— The continual drainage of male employes 


will probably necessitate a reduction in the tramway service. 
Before the group system, 115 employés had enlisted ; 35 have been 
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taken under the group system ; and there are still 25 liable. Over 
20 women are now engaged as conductors. and others for the 
“collecting " duty and for driving are being trained. The allow- 
ances to dependents of men with the Colours amount to £45 per 
week. and this will shortly be augmented to £60 a week, or £3.000 
per annum. 


Blackpoel—Houipay TraFrics.—It is reported that 
the tramway receipts during the first fortnight of August were 
much in excess of those of-the same period in 1915. but not up to 
the record established in 1913 ; the third week. ending on August 
23rd, is reported to have beaten all records 

ELECTRIC VEHICLES.— The cleansing department has received 
delivery of a second electric water-sprinkler. purchased at a cost 
of about £1,000. The two machines will be sufficient to deal with 
the sprinkling of the streets. and the horsed carts will be with- 
drawn. One of the water-sprinklers will be used in winter for the 
conveyance of coke, the Cleansing Committee having decided to 
have a wagon body built to take the place of the water tank when 
desired. 


Continental.—lrALv.—lt is announced that a Milan 
syndicate has submitted a scheme to the Italian Government for 
the electrification of the railways in Sicily. The necessary energy 
would be supplied from the power station of the Societa Elettrica 
dell Sicilie Orientale, the three-phase current being coverted to 
single-phase current at 50.000 volts at a converter station to be 
established at Nicosia. The project includes the erection of 14 
transformer and distributing stations, where the pressure would 
be reduced to 11,000 volts. 

SPAIN.— The Sociedad de Tranvias de la Coruna has applied for а 
concession to construct and work an electric tramway between 
Coruna and Sada. 


Erith —YrAR’s WonkrNG.— Тһе annual report. on. the 
Council's tramways shows a total revenue amounting to £21422: 
after deducting operating expenses amounting to 15.510, war 
bonus £2,991, and loan charges £5,206, a net profit of £706 
remained. During the year 4.900.811 passengers were carried, an 
increase Of 31°6 per cent., with an additional mileare of 18.471. 
Mr. Williams, the manager, refers to the exceptionally. favourable 
workmen’s fares, and mentions that although 37 per cent. of the 
total passengers are workmen, only 25 per cent. of the total receipts 
are derived from them. Fifteen women conductors were employed 
at the date of the report. The surplus has been placed to reserve. 


London Vehicle Charging Stations.—According to the 
Motor, the General Vehicle Co., Ltd.. is arranging for а zone of 
charging stations round London, and other cities. 

Manchester.—U p to date, 2,308 employes of the tram- 
way department have joined the Colours. 


Oldham.—At a meeting of the Tramways Committee, the 
manager reported that over 300 miles were lost during the busiest 
period on the previous Saturday owing to the local horse parade. 
They had also lost. 110 miles during the past fortnight. mainly due 
to falling guard wires.: The guard wires were in a very poor con- 
dition, and they were being renewed as quickly as possible. 


South Africa,— The Johannesburg T.C. is considering 
the advisability of adopting a system of workmen's fares on the 
municipal tramways. 


Spanish North Africa.—A concession has heen granted 
to Don Ramon Prendes Rodreguez, for the construction and work- 
ing of an electric tramway in Melilla.— Board of Trade Journal. 


Tasmania. — The Minister for Public Works stated 
recently that the construction of the Huon Railway would Бе 
carried out, and he presumed that electricity would be the motive 
power. Owing to shortage of men the construction could not be 
proceeded with at once. The route would be rid Kingston, Longley 
Road, and Crabtree Junction to Huonville. 


U.S.A. — ELECTRIC TAXICABS. — For some time past 
électric cabs have been used in Detroit with &uccess, The Detroit 
Taxicab and Transfer Co. now operates a fleet of 75 electric cabs. 
The American Motor Livery Co., of Chicago, has recently placed an 
order with the Milburn Wagon Co. for 12 electric town cars to be 
delivered November Ist. The new cab will be of the limousine 
type, and will accommodate five passengers.— Electrical Reriew and 
Western Electrician. 


` 


TELEGRAPH and TELEPHONE NOTES. 


Australian Wireless Service Changes.—Some time ago 
the Commonwealth Government decided to transfer all the work 
of the wireless branch of the Post Office to the control of the naval 
authorities. Recently representatives of the Government wireless 
service waited on the Minister of the Navy to protest against the 
proposal. which it is contended will result. in some cases, in a loss 
of social status, less salary, overtime without pay, &c. "They also 
objeeted to other conditions pertaining to naval control. Wireless 
employés are to rank in the naval radio service as lieutenants, 
commissioned warrant officers, warrant officers, or chief petty 
officers, and will wear the naval uniform of their rank and work 
under yeneral naval discipline and conditions. 


Canadian Telephone Statistics.— The following table 
shows the capitalisation, cost, revenue, operating expenses, and 
other data connected with the telephone interests of Canada for 
1913, 1914, and 1915 :— 


1913. 1914. 1915. 

Capitalisation 85,847,004. 870.291.854  $74,284.991 
Jost... $659.214.97]1 | 380,258,356 $83,792,583 
Revenue aes SIF.879 278 $17.297,268 $17,601,672 
Operating expenses . $1I1L175.689 12.882402  $12.536,715 
Remuneration gii e. 6839.308 $8,250,253 $8,357,029 
Number of telephone com- 

panies 1.075 1.136 1.396 
Wire mileave 1.092.586 1.343,090 1,452,360 
Telephones 463.671 521.144 533,090 
Employés куз "S 12.867 16,799 15.072 
Persons per telephone  ... 13 155 1571 
Persons per mile of wire... DE vO 5'6 


Telephone companies’ net earnings in 1915, as represented by the 
difference between total receipts and operating cost, were $4,764,957, 
This was better by 8350.09] than the result for 1911. 

The following are the different classes of organisation :-—Govern- 
ment, 4: municipal, 62: stock, 584 ; co-operative, 60] ; partner- 
ship. 28: private, 117 ; total, 1,396. 

In Manitoba and Alberta practically all telephone interests are 
in the hands of the local governments, In Saskatchewan, the 
Provincial Government operates in all the large centres, but. has 
not taken over the 520 small units that. spread their wires over the 
rural sections of the province. In all the provinces there is а 
growing tendency towards consolidation.—lectrical Review and 
Western. Electrician. 

Infringement Suit.—The Marconi Wireless Telegraph 
Co. of America, on July 19th. filed in the Court of Claims a petition 
against the United States, chargine that since June 25th, 1910, 
the United States, through the Navy and Army Departments and 
the Department. of Commerce, had constructed and used apparatus 
embodying the inventions covered by four patents, in violation of 
the rights of the Marconi Co. The Marconi Co. claims damages in 
the sum of $1,000,000. The patents in question are the following :— 

Re-issue No. 11,913 (original No 586,193, July 13th, 1897), 
granted to G. Marconi on June 4th, 1901, for transmitting electrical 
impulses and signals and apparatus therefor. 

No. 609.154, granted to О. J. Lodge on August 16th, 1898, for 
inventions in electric telegraphy. 

No. 763,772, granted to G. Marconi on June 28th, 1904, for 
apparatus for wireless telegraphy. 

No. 803.864, wranted to J. A. Fleming on November 7th, 1905, 
for instruments for converting alternating electrical currents into 
continuous currents.— 7. and T. Age. | 


New Zealand's. Postal Growth.—Sir Joseph Ward, 
Postmaster-General for New Zealand. at & recent meeting. gave 
particulars of the enormous growth of the New Zealand Post 
Oftice during the last 25 years ; he instanced the fact that in 1891 
the number of letters received and dispatched was 75.600, while 
last year these had risen to 351.000.000. After the war he hoped, 
he said, that the Post Offices of Australia and New Zealand would 
direct. their combined energies to secure the ideal of sixpence per 
word cables to Great Britain. 

Sweden.— Гһе Swedish Press is urging the Government 
to take steps to prevent the misuse of the Swedish wireless 
stations by foreizn ships trading in the Swedish waters. It is 
reported that. the telegraph authorities have now taken such 
measures as will make the use of the Swedish wireless system for 
trade espionage impossible. 


Tesla v. Marconi Со. — The answer of the Marconi 
Wireless Telegraph Co. to a suit of the Nikola Tesla Co. for an 
alleged infringement of its patents, was filed recently in the U.S. 
Federal District Court. The Marconi Co. denied that Mr. Tesla was 
at any time the original or first inventor of the alleged new and 
useful method of signalling set forth in the complaint. The 
answer also denied that the patents issued on March 17th and 
April 14th. 1903. were duly or lawfully granted to Mr. Tesla, 
because he had not complied in all respects with the conditions and 
requirements of the patent laws. The defendant company asks 
that the complaint be dismissed.— T. and T. Age. 


West Indies.—4A radio station has been installed at 
Navassa Island lighting station, now under construction; it is 
operated at present by the contractors for the erection of the 
lighting station. and will be operated by the United States light- 
house service when the station is completed.— 7. and T. Age. 


Wireless on Ships. — А new regulation under the 
Defence of the Realm Act specifies that every British ship of 
3,000 tons gross tonnage or upwards, in respect of which a licence 
to install wireless telegraph apparatus has been granted by the 
Postmaster-General. and which puts to sea from a port in the 
United Kingdom after a date to be specified in such licence. shall 
be provided with a wireless telegraph installation, and shall main- 
tain a wireless telegraph service, and shall be provided with a 
certified operator, together with suitable accommodation for the 
apparatus and operator. The Postmaster-General will, as and 


‘when wireless telegrraph apparatus and the services of operators 


become available for the purpose, cause licences to be issued in 
respect of such ships as in the opinion of the Admiralty should in 
the national interests be fitted with such apparatus, and the licences 
will specify the date as from which the carrying of such apparatus 
under this regulation is to be compulsory, the character of the 
apparatus, and the qualifications of the operator. 


- 
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CONTRACTS OPEN and CLOSED. 


OPEN. 


Aberdare.—September 6th. Powell-Duffryn Steam Coal 


Co. Electrical goods. Forms from Stores Manager, Aberaman 
Offices, near Aberdare. 


Australia, —SyDNEY.—September 20th. N.S.W. Govern- 
ment Railways. One 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle. October 
lith. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer. 61, Hunter Street. 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones, tele- 
- phone material. instruments and parts. Schedule Nos. 429 to 437.* 

PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 

MELBOURNE.—November Ist. Victorian Railways. 50,000 flame 
arc carbons. Chief Storekeeper, Railway Offices, Spencer Street. 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30,343.* 


Brighouse.— Electric friction crane complete, to lift about 
6 cwt. J. Р. Bakeries, Brighouse. 


Dublin.—September 6th. G.N. Railway Co. of Ireland. 


Supply of electric battery material. Specifications from Mr. T. 
Morrison, Secretary, Amiens Street Terminus. 


Edmonton.—September 20th. 


Electric lamps for six 
months. 


Mr. F. Shelton, Clerk, Lower Tottenham. 


London.—Supply of electric light fittings for Australia 


House, Kingsway, W.C. Particulars from Mr. H. H. Turner, 
48, Broadway, Westminster, S.W. 


Manchester.—^eptember 12th. Tramways Committee. 
(a) Permanent-way special trackwork, and (^) permanent-way 
point tongues and crossings. Specifications, &c. (£ 1 18., returnable), 
Mr. J. M. McElroy, General Manager. 


28th. 
Steam turbo-alternator, condensing plant, and 
Specifications from the Tramway Office. Contract 


New Zealand. — INVERCARGILL. — September 
Borough Council. 
switchgear. 
No. 40.* 

GISBORNE.—October 2nd. B.C. Cooling tower at the power 


station. Specifications from the Town Clerk.—.V.Z. Shipping and 
Commerce. 


Rochdale.—No date. Electricity Committee. 500-K.v.A. 
static transformer. Mr. C. С. Atchison, Borough Electrical Engineer. 


Sheffield. — Water 
pump and D.c. motor, &c. 
Town Hall. 


South Africa.—JOHANNESBURG.—NSeptember 4th. Muni- 
cipal Council. 10.000 drawn-wire metallic-filament traction lamps ; 
10 miles of 19/14 ^ Underwriters’ wire " (lightly insulated wire for 
outdoor use). Contract No. 151.* 

September 21st. Municipal Council. 
No. 153.* 


Spain.— September 25th. Departmento de Fomento de 
la Mancomunidad de Cataluna. Barcelona. for the installation of a 
telephone system connecting the towns of Balaguer, Artesa. Pons, 


and Calaf, at an estimated cost of about £2,850.— Board. of Trade 
Journal. 


Department. ^ Electrically-driven 
General Manager, Water Department, 


Tramcar spares. Contract 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Aberdeen.— Тһе Tramways Committee has accepted the 
tender of the British Thomson-Houston Co. for two traction motors, 
at £115 each. 


Australia.—The Nunawading Council has accepted the 
tender of the Edison Swan Electric Co.. at £319, for the supply of 
consumers' meters in connection with the shire electric lighting 
всһете. — Melbourne Age. 


Bury.—The B. of G. has accepted a quotation of the 
Century Electric Co. for a motor starter for the laundry, and one 
for a chain.drive from Messrs. Hans Renold, Ltd. 


Meter Contracts. — Messrs. Chamberlain & Hookham, 
Ltd., have secured contracts for the supply of electricity meters 
to Cardiff and Manchester for the ensuing 12 months. 


Walthamstow.—The U.D.C. has accepted the following 
tenders for new plant for the electricity works :— 


British Thomson-Houston Co.—Extra-high-tension switchgear, £984. 
General Electric Co.— Low-tension switchgear, £135, 
Bruce Peebles & Co.—Motor converter, £1,825. 


FORTHCOMING EVENTS. 


British Association for the Advancement of Science. — Tuesday, 
September 5th, to Saturday, September 9th. Annual meeting at Newcastle. 
upon-Tyne. Inaugural meeting at the Town Hall, September bth, at 8.90 
p.m. ; address by the President, Sir Arthur Evans, F.R.8. 


NOTES. 


Education Committees.—In pursuance of the arrange- 
ments which the Government has made for reviewing the syetem 
of education as a whole, the Prime Minister has appointed two 
Committees to inquire into the position of science and modern 
languages respectively in the system of education in Great 
Britain. 

The terms of reference of the Science Committee are :— 

To inquire into the position occupied by Natural Science in the 
educational system of Great Britain, especially in secondary schools 
and universities ; and to advise what measures are needed to pro- 
mote its study, regard being had to the requirements of a liberal 
education, to the advancement of pure science, and to the interests 
of the trades, industries, and professions which particularly depend 
upon applied science. | 

Sir J. J. Thomson will be the chairman, as, owing to unforeseen 
circumstances, Lord Crewe finds that it will not be possible for him 
to act as chairman of the Committee. as previously announced. 

The terms of reference of the Modern Languages Committee are 
on similar lines. 

Communications intended for the committees should be addressed 
to the secretaries, at the Office of the Board of Education, White- 
hall. London, S.W. ы, = 


London Lights.—A new Lighting Order, more on the 
lines of the order now existing in the provinces, comes into force 
in the Metropolitan Police District to-day. 

Allexternal lights, whether public or private, must be extin- 
guished with the exception of such public lamps as the Commis- 
sioner directs to be kept in use for public safety. All lights not 
extinguished must be reduced to & minimum intensity, and so 
obscured that no more than a diffused light is cast on the ground. 

Internal lighting must be so reduced or shaded that no more 
than a dull subdued light is visible from any direction outside, and 
no part of the pavement or roadway or any building or object is 
illuminated. 

The order will apply to the City of London and the whole of the 
Metropolitan Police District, and will take effect from 8.0 p.m. 
from September Ist to 15th; 7.30 p.m. from September 16th to 
30th: 6.0 p.m. from October Ist to 15th; 5.30 p.m. from 
October 16th to 3156; 5.0 p.m. from November Ist until the issue 
of a further order, till one hour before sunrise in each case. 


Electrically-driven U.S. Battle-cruisers.— According to 
the Scientific American, the U.S. Navy Department has decided on 
the construction of хире battle-cruisers having a displacement of 
40,000 tons and a speed of 35 knots. or 40 miles an hour. These 
ships are to be fitted with the turbo-electric drive, the 175,000 Н.Р. 
required being furnished by four 35,000-Kw. turbo-generator sets, 
which will supply propeller metors, apparently on the lines of 
equipment fitted to the naval collier Jupiter by the General 
Electric Co. (U.S.A.). The 35,000-Kw. sets are 50 ft. 7 in. long. 
22 ft. wide, and 15 ft. high, and by placing them on two decks 
they would occupy a space of only, say, 55 ft. wide by 35 ft. high, 
by 55 ft. long ; ifthe ships are 850 ft. long by 97 ft. broad, ample 
space will remain for water-tube boilers and fuel—the latter oil, 
which can be stored in the double bottom. The engine and boiler 
plant of the Lusitania occupied three-fourths of the ship’s length. 


Educational . Notes UNIVERSITY oF Lonpon—UNI- 
VERSITY COLLEGE.—The new session of the Faculty of Engineer- 
ing commences on October 2nd. In addition to the degree and 
diploma courses, special courses can be arranged, and postgraduate 
and research work is provided for. A Goldsmid entrance scholar- 
ship (£90) will be competed for at the end of this month. See our 
advertisement pages for particulars. | 

We have received a copy of the prospectus of the Faculty of 
Engineering for the new session. giving full particulars of the 
various courses, &c. Prof. E. G. Coker (Dean) is at the head of the 
department of Civil and Mechanical Engineering, and Prof. J. A. 
Fleming (Vice-Dean), of the department of Electrical Engineering. 

KiNa's COLLEGE, UNIVERSITY OF Lonpon.—Faculty of Engin- 
eering. Next term begins on October 4th. Particulars are given 
in our advertisement pages to-day. 

LEEDS UNIVERSITY.—Two further gifts of £1,000 each—both 
anonymous—have increased the Leeds University's special fund for 
the study of the Russian language and literature for the pro- 
motion of British trade to £13,000, and an ambitious scheme is 
being formulated. It is proposed to havea Russian house arranged 
and furnished in every detail in the Russian style as the head- 
quarters of the movement in Leeds. The University, having also 
received a gift of £1,000 to start a fund for a new school of 
Spanish and Portuguese language and literature, is preparing à 
scheme for that development also. The idea of promoting British 
export trade by novel courses of preparatory study is arousing great 
enthusiasm throughout the West Riding. | 
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On the suggestion of the Ministry of Munitions and the Home 
Office, two courses of preparation for welfare supervisors in 
factories have been arranged by Leeds University under the 
direction of the acting head of the Department of Economics. 
Under the Police (Miscellaneous Provisions} Act, which came 
into force on August 3rd, the Home Secretary is empowered to 
continue in industrial works the welfare supervision now exercised 
in national munitjon factories and many controlled establishments. 
The object of the new University courses is to provide a supply of 
trained supervisors. 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade to avoid or suspend Patents Nos. 788/06 
and 926/06, granted to Goldschmidt for an alumino-thermic process, 
by W. B. Ballantine. The application of the Suffolk Electricity 
Supply Co., Ltd., with respect to patent No. 4,908/09 granted to 
Anst, has been dropped. 

Licences have been granted to the Refractory Zinc Ore Treat- 
ment Co. in respect of Patents Nos. 605/09 and 15,128/11, granted to 
Siemens Bros. & €o. and Siemens & Halske, A.-G. 

Applieation has been. made to the Board of Trade to avoid 
or suspend Patents Nos. 19,282/05, granted to Claessen, and 
26.322/07, granted to Centralstelle für Wissenschaftlichtechnische 
Untersuchungen Ges. for aluminium alloys, by Messrs. Vickers, Ltd. 


Parliamentary, — The Shropshire, Worcestershire and 
Staffordshire Electric Power Bill was read a third time in the 
House of Commons last week. 


Scientific and Industrial Research.—The first annual 
report of the Committee of the Privy Council for Scientific and 
Industrial Research for the year 1915-16 states that since the 
establishment of the Committee by Order in Council on July 28th, 
1915, it has considered and approved recommendations from its 
Advisory Council in respect of aid to 20 scientific investigations of 
industrial importance. It has, in addition, approved grants toa 
number of individual research workers, both students and others, 
which will amount at the close of the academic year 1916-17 to a 
sum not exceeding £6,000. The amount placed by Parliament at 
its disposal for the initiation of the scheme in the financial year 
1915-16 was £25,000, of which £12,241, including a special grant 
of £4,250 to the Royal Society, was expended in the last months 
of that year. For the current financial year the vote was £40.0U0. 

А memorandum embodying certain suggestions for promoting 
co-operation between different parta of the Empire in the organisa- 
tion of scientific and industrial research was circulated to the 
Governments of the Dominions overseas, and has been communi- 
cated to the Oversea Universities. 

The report of the Advisory Council is printed in extenso. with 
five appendices. 


Preservation of Trade Union Customs.— Lists of all 
departures from Trade Union customs under the Munitious Act are 
being prepared by the Amalgamated Society of Engineers, and 
similar records are in the possession of the National Advisory 
Committee and the Ministry of Munitions. The society urges that 
all such changes should be recorded, because when the time comes 
fer restoration the chief evidence will be the record of departures 
made by employers and accepted: by the Trade Unions as correct. 
In the instructions to district Committees, it is stated that a com- 
plete record of all departures will constitute the most powerful, 
weapon of the society after the war, when grave perils will menace 
[s conditions which have been built. up by years of struggle,— 

imes. - 


Fatalities,—An inquest was held at Newcastle-on-Tyne, 
on Friday, in connection with the death of Robert Blackburn from 
injuries received in an electric warehouse lift. It appeared that 

and another youth went up in the lift to the third story, 
when the former, who remained in the lift, in some way started it 
and got jammed between the lift and the side of the well. Deceased 
was unacquainted with the use of the lift, which-in normal times 
was worked by men. Verdict: Accidental death. 

An inquest was held on Saturday last on the body of T. D. 
Hoskin, aged 23, a gunner in the R.G.A., who was killed by falling 
from an electric train just before it entered Edgware Road station. 
The evidence showed that the train was full, and the door of the 
car was open when it left Paddington, and that Hoskin was 
pitched out of the car by a sudden jerk. Railway officials stated 
that the doors were always closed before the train atarted. The 
Jury returned a verdict of " Accidental death," and expressed the 
md that there had been neglect on the part of ithe railway 
officials. 


Institution and Lecture Notes.—Institution of Mining 
Engimeers.—The annual general meeting will be held at the Royal 
Technical College, Glasgow, on Thursday, September 14th, at 11 a.m. 
À reception by the Lord Provost and Magistrates will take place in 
the afternoon, and on Friday there will be an excursion down the 
ig Clyde. On account of the war, the usual dinner will not be 


The Electrical Association of Australia (N.S.W. Section).— The 
monthly meeting was held at Sydney,on June 2nd. The president, 
Mr. T. P. Strickland, read a short paper on “ Current Rushes in Trans- 
formers,” and an illustrated lecture was given by Mr.J.J. Richardson, 
entitled : "The Experimental Electrical Investigations of the late 
Lord Armstrong. on the Characteristics of Positive and Negative 
Electricity." — Commonwealth Engineer. 


Iron and Steel Institute.—The autumn meeting of the Institute 
will be held at the Institution of Civil Engineers, Great George 
Street, Westminster, on Thursday and Friday, September 21st and 
22nd, 1916, commencing at 10.30 a.m. on the 21st and at 10 a.m. on 
the 22nd. 

Amongst the papers that aré expected to be submitted for read- 
ing and discussion, the only one that appears to be of electrical 
interest is one by Prof. E. D. Campbell: "Influence of Heat- 
Treatment on the  Thermo-Electric Properties and Specific 
Resistance of Carbon Steels." 

The Council announces that the Privy Council has sanctioned 
the new by-law providing for the expulsion from the Institute of 
members who are subjects of a country at war with the United 
Kingdom. 


New Collieries.—It is reported that nearly £1,000,000 
is being spent on opening out new coal mines in the Manchester, 
Leigh, and Bolton districts. 


America's Electrical Week.—Information received from 
the Society for Electrical Development shows that in anticipation 
of the "electrical week" (December 2nd-9th next) local Com- 
mittees have been formed in 286 cities ; various booklets are to be 
issued and 25,000 copies of а “ Facts" booklet will be distributed, 
the cover of which will contain & reproduction of the $1.000 prize 
winning poster, which is to be the official design for the cam- 
paign. Nearly 800 designs were submitted for this poster. Amongst 
other features four weekly magazines, viz., " Collier's,” “ Scientific 
American," " Seribner'8," and " Leslie's" are to issue special elec- 
trical numbers or sections on December 2nd ; these publications 
with nearly 2 million circulation do not overlap to any extent. 


Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 
TEERS.—Headquarters, Chester House. Eccleston Place, S.W.— 
Orders for September, 1916, by Lieut.-Col. C. B. Clay. V.D., 
Commanding. 

A General Parade will be held on Saturday, September 30th, at 
2.45, at Headquarters. Uniform. 

W. Eyles, Esq. (late R.E.), has kindly consented to give four 


. lectures. as follows :—- 


Wednesday, September 6th and 13th, " Bridging.” 
EN . 20th and 27th, “ Demolitions." 


Members are requested to take special note that during this 
month the lectures will be on Wednesdays. in place of Tuesdays. 

Drills will be held under the Sergeant-Major on Tuesday even- 
ings, as during August. 

The range will be open on Thursday evenings. as during August. 

Instruction Classes at Regency Street will be held as usual for 
Platoons Nos. 9 and 10. 

Entrenching.—Every Sunday at Victoria Station (S.E. & C. 
Railway). Booking-office, :8.45 a.m. The importance of a steady 
continuance of this work cannot be overestimated. 

The Commandant desires to draw attention to the Report on 
Work Done on South London Defences in July, 1916, in which the 
paragraph referring to the Corps says :—'" The work has been very 
well done and the task completed," and to express his gratification 
at the support he has received.’ 

Special Хоѓе. —Отдіпагу Drills will be resumed on and after 
September 18th. Supplementary Orders will be issued later. 

Corps Meeting.—A General Meeting will, if possible, be held at 
the end of September. 

MACLEOD YEARSLEY, Adjutant, 


3RD Barr. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt. R. J.C. Eastwood (Commandant), 
Thursday, August 31st, 1916 :— 

Week-End Parade.—Suturday.—The Battalion will Parade -at 


` Liverpool Street Station (Low-Level entrance, G.E.R.), at 8.40 a.m., 


and proceed by train for Entrenching duties. Those who cannot 
take the early train will parade at 1.20 p.m. 

Sunday.—The Battalion will parade at 9.30 a.m. for Entrenching 
duties. 

Recruits.- The O.I.C. will be at Headquarters, Lord's, оп Mondays, 
Wednesdays. and Fridays, to enrol recruits, from 6 to 7 p.m., and to 
see any members who may wish for an- interview. 

Recruits will Parade at Lord's Cricket Ground on Saturday. at 
3 p.m., and on Sunday at 11 a.m. and 2.30 p.m., for Recruit Drill. 

Musketry.—Members who have sent in their names to shoot at 
Bisley on Saturday, 2nd inst. will report in uniform either to 
Sergeant J. W. S. Burmester, at 9.20 a.m, at No. 8 Platform, 
Waterloo Station, or to Corporal W. P. Gibson, at 12.45 p.m., at the 
game Platform. 

Map-reading (ахх. — Мт. W. Page will commence a new class at 
Headquarters. at 6 p.m., September 5th. Those who wish to 
attend should send,in their names to the Adjutant as soon as 


possible. 
G. Н. Е. DUNCAN, Acting Adjutant. 


Inquiries.— Makers of Davis-Perrett oil eliminating 


plant. and suppliers of machinery for making paper tubes and 
troughs, and for pasting paper on iron sheets, are asked for. 


Appointments Vacant. — Electrical engineer to take 
charge of electric lighting and pumping machinery at Roffey Camp. 
Horsham, Sussex (£3) ; shift engineer (50s.) and wiremen (38s. to 
458.) for the War Department ; shift engineers, for Morley Elec- 
tricity Works ; shift engineer (£2), for Reigate. See our advertise- 
ment pages to-day. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their morements, 


Central Station and Tramway  Officials.—Mr. E. C. 
GouLDING, who enlisted as a sapper in the London Electrical 
Engineers whilst engaged in the Enfield district sales depart- 
ment of the local electric light company, has received a com- 
mission in the Mechanical Transport. 

The Aylesbury U.D.C. has appointed Mr. W. J.. Rasy, of 
Horsham, as assistant engineer at the electricity works at a 
salary of £2 10s. per week, provided he is exempted from 
military service. 

A presentation was made on August 18th, at the offices of 
the Guernsey Electric Light & Power Co., to Mr. A. C. 
THORN, on the occasion of his approaching marriage. 

The Commonwealth Engineer mentions that Mr. H. A. 
WiLcox, manager of the Melbourne Tramways & Omnibus 
‘Co., has been appointed manager of the Melbourne Tramway 
Board at the increased salary of £2,500 per annum. Mr. 
W. О. SrnaNG WARD, formerly ‘secretary of the Prahran and 
Malvern. Tramway Trust, has been appointed secretary to the 
Board at a salary of £1,200 per annum. | 


General.—Mr. Е. J. BonraND, of © Scissors " are lamp fame, 
aud formerly of Leeds, has joined the Italian Red Cross as a 
motor engineer, and is now on the Italian frontier. 

Mr. C. J. Bowen Cooke, chief mechanical engineer of the 
L. & N.-W. Rly. Co., has just been appointed a Magistrate 
for the Borough of Crewe. | 

On the occasion of his marriage, Mr. W. DB. RICHARDSON, 
formerly of the electrical engineering department, G.C. Rlv., 
was presented by the staff of Messrs. Vickers, Ltd. (machine 
gun shop) with a dining-room clock. 


Roll of Honour.—The Distinguished Service Order has been 


conferred upon Second-Lieutenant (temp. Captain) HUBERT- 


CONRAD Sparks, London Regiment, for conspicuous gallantry 
in action. During an assault on the enemy’s trenches he took 
-command when his senior officer was killed, and rallied his 
men, who were under heavy fire, and had expended nearly 
ӨШ their ammunition. With a handful of men he made a 
most determined stand, although nearly surrounded, and thus 
enabled the remainder to withdraw. Не was the last to leave. 
Captain Sparks is the brother and partner of Mr. C. Р. 
Sparks, President, I.E.E.. whose three sons have also dis- 
tinguished theinselves in the war. 

Private W. Barr, Loyal North Lancashire Regiment, who 
was employed on the Blackpool and Fleetwood ‘Tramways, 
has been killed in action. 

Private LEONARD SMITH, of the King’s Own Royal Lancas- 
ters, aged 21, formerly employed on the Blackpool Corpora- 
tion tramway system, lost his life while attempting to rescue 
a wounded comrade. 

Gunner HERBERT WOLSTENHOLME, aged 21, has been killed 
in action: he was employed at the Accrington Corporation 
electricity works. 

Private Н. C. DargysHIRE, Royal Fusiliers (Sportsmen's 
Battalion), killed by a sniper, was formerly employed in the 
Salford Corporation tramway offices. | 

Private Накор Perers, South Lancs. Regiment, who is 
posted as missing, was employed at the British Westinghouse 
Works, Trafford Park. 


Private Ernest WARD, of the Seaforth Highlanders, who. 


has been wounded, was employed by Messrs. T. Harding 
Churton & Co., Ltd., Leeds. 

Private Francis ALBERT Paskey, of the Royal Fusihers, who 
was а partner in an electrical business in London when he 
enlisted, six months ago, was killed in action on August 6th. 
He was 28 years of age. 

Private H. A. Pickess, Machine Gun Corps, who was with 
the Southend-on-Sea Corporation tramways, has fallen in 
action in France. He was 26 years of age. 

Sergeant L. Ratcuirve, of the Cheshire Regiment, formerly 
on the staff of the Mersey Power Co., of Runcorn, has been 
awarded the Military Medal for bravery at the Front. 

Corporal J. Cuapwick, of the Lancashire Fusiliers, who 
served in the South African war, and has seen a good deal of 
fighting in France recently, has been killed. He was an 
electrician at Messrs. Bibby & Baron’s mill. 

Private HERBERT. Hoyte, of the Lancashire Fusiliers, for- 
merly a motorman employed by the Bury Corporation, has 
been wounded. 

Gunner Vincext Harrison, Roval Field Artillery, formerly 
in the electrical department of Messrs. Eyre & Sons, Ltd., of 
Chesterfield, has been killed in action. | 

Private Jonn RUSSELL, of the Cheshire Regiment, formerly 
with the Urban Electric Supply Co., Ltd., at Glossop, and 
the Glossop and Hadfield Tramwavs, is in hospital. 

Private Caas. EDWARD FIRTH, of the Yorkshire and Lanca- 
shire Regiment, formerly on the staff of the Carlisle electric 
tramways, has been wounded. 

Private Harry Fear, who has fallen in action in France, 
belonged to Weston-super-Mare, and served his apprentice- 
ship as an electri^^! enineer at Clifton, Bristol. 


` poration tramways department. : 


- merly emploved at the power station at Radcliffe, has be 


' Penzance, has died under distressing circumstances. 


Private Fren Braumont, Gordon Highlanders, who: hag 
died of wounds received in action, was on the Halifax Cor. 
poration tramway staff. | | | 

Corporal J. Н. Hut, formerly with the Liverpool Corpora- 
tion tramways, has fallen in action in France. : : 

Private F. L. Вапу, Barnsley Battalion, formerly with 
the Barnsley Traction Co., 1з reported wounded and missing. 

Private Owen Aulas Jones, Royal Welsh Fusiliers, for. 
merly at the Bangor electricity works, has been killed jn 
action. | 

lieutenant HERBERT WILLIAMSON, . who was an electrical 
engineer at Denaby and Cadeby Collieries, has been promoted 
to the captaincy, and placed in charge of a machine gun com- 
pany of the King’s Own Yorkshire Light Infantry. At the 
outbreak of the war he was a lieutenant in the Territorial 
Forces. | 

Lance-Corporal WILLIAM WILLIAMS, of the Royal Engineers, 
formerly electrician at Messrs. Lewis's, Manchester, has been 
wounded by the accidental explosion of a bomb. P 

Private Corser, of the Manchester Regiment, an. employé 
of the British Westinghouse Co., has been taken prisoner by 
the Germans. ` 

Corporal LesLie S. ANDERSON, ot the Manchester Regiment, 
formerly employed by the Lancashire Electric Power Co., 


Js reported missing, 


Gunner Bowin  McCunnoGH (38), of the Royal Artillery 
Experiments Department, has been accidentally killed while 
carrying out experiments. Пе was formerly їп the Man- 
chester Corporation. tramways departinent. 

Private JAMES WILKINSON, Royal Scots, aged 20, prior -to 
the war an apprentice at the British Westinghouse Works, 
has been killed in action. | Bot 

Signaller T. Parker (19), Machine: Gun Corps, has been 
awarded the Military Medal for gallantry in the field. He 
was formerly employed at the Manchester electricity works. 


Captain J. M. DonaLpson, of the King’s Royal Rifles, whose 
winning of the Militarv Cross has just been announced, 
was educated at the Whitgift Grammar School, Croydon, 
and won an electrical engineering exhibition of the Fish- 
mongers’ Company. Пе held. responsible positions with the 
British Thotnson-Houston Co., and subsequently spent about 
two years in Canada and the United States gaining expen- 
ence. Ultimately he became assistant. chief engineer to the 
North Metropolitan Electric Power Co. An old C,L.B. officer, 
he joined the C.L.B. Battalion of the K.R.R., and went to 
the Front at the end of November, 1915, being twice slightly 
wounded ere winning the M.C. for bravery in action. : 

Private HAROLD Brewster, of the Lancashire Fusiliers, for- 
теу employed by the British Westinghouse Co., Trafford 
Park, has been killed in action. . 

Captain Н. G. Fraser, who has been awarded the Military 
Cross, was an engineer at the Wakefield Corporation's elec- 
tricity works. 

Sergeant WiLLIAM Conyers, killed in action, was an elec- 
trical engineer on his own account in Leeds; he was a son 
of the late Conn. J. D. Conyers. | M 

Private Joun Wrigut, of the Loyal North Lancashire Regi- 
ment, who was an employé of Messrs. Dick, Kerr & Co., Ltd., 
at Preston, is reported from France to be missing. 

Private Georce Lewis, of the Lancashire Fusiliers, posted 
as missing, was employed at the Salford electricity works. 

Captain G. Z. PINDER, of the Canadian Infantry, who, prior 
to going out to Canada some years ago, was with the General 


-Electrice Co., Ltd., Salford, has just been awarded the Mili- 


tary Cross for conspicuous gallantry and ability when leading 
his Company in a counter-attack, and in subsequently con- 
trolling his inen. when severely wounded. АЕ 
Acting-Captain Fraser Bryant, of the Manchester Regi- 
ment, awarded the Military Cross for conspicuous gallantry 
and ability, was formerly with Messrs. Mather & Platt, of 
Manchester. Не took command when the Commanding 
Officer became a casualty during operations, and led. w! 
great skill and courage. | ME 
Lance-Corporal Josera HULME, formerly employed by the 
British Insulated & Helsby Cables, Ltd., has been awarde 
the Military Medal for conspicuous bravery. His company 
officer was wounded, and Hulme went to his aid, and suc 
ceeded in getting hin to hospital, although under machine- 
gun fire most of the time. According to a doctor, the officer à 
life was saved through the prompt treatment he received. 


Private ALFRED ConNTH WarTE, Black Watch, has been E 
in action: he was formerly employed in the Manchester “0 


liers, for- 


Private Harry Huvuaues, of the Lancashire Fusi an 


killed in action. - х ‘od 

Private FREDRICK TRELAND, of the Royal Scots, wounded 
bv shrapnel and bullets, and now in hospital at Ashton, 1! 
only 17 years of age, and enlisted when 16, being. then 


employed at the British. Westinghouse Works. 


Obituary.—Mm. Water Әткукмѕ. Мү. Walter Stevens, 


: у © ‚Со. at 
assistant superintendent of the Western. Union Cau ete d 


was found drowned in the sea at Lamorna. 


wo 


Vol, 79, No, 2,023, ЗртЕМВЕВ 1,1916] THE ELECTRICAL REVIEW. 


245 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES, 2 


Resisto Electric Manufacturing Co., Ltd.—Issue оп 
August 4th, 1916, of £1,900 debs., part of a series of which particulars have 
already been filed | 


Holsworthy Gas & Electric Supply Co., Ltd.—Particulars 
of £750 debs., created July 22nd, 1916, filed pursuant to Section 93 (3) of the 
Cen ipanies (Consolidation) Act, 1908, the amount of the present issue being 
£500. Property charged: The company's undertaking and property, subject 
to certain prior mortgages and debentures. No trustees. . 


Briliant Arc Lamp & Engineering Co., Ltd.—A memor- 
andum of satisfaction to the extent of £40 on August 12th, 1916, of deb. 
dated June 22nd, 1915, securing £90, has been filed. . 


New Peto & Radford Accumulator Co., Ltd.—Mortgage 
оз Victoria Works and Greville Works, Ashstead, to secure £2,000. Holders : 
C. G. Horn 16, Tokenhouse Yard, E.C., and C. R. Mayo, 10, Drapers' 
Gardens, E.C. Е 


Е __ 


| CITY NOTES. 


: The report of the president and direc- 

West India tors for the year. ending December 3lst, 
Electric Co., Ltd. 1915, submitted at the annual meeting of 
shareholders held on March 9th, 1916, 

states that the falling-off in railway receipts which. com- 
menced in August, 1914, continued throughout 1915, and 
showed a total decrease for the year of $22,653.10. The light- 
ing and power receipts, on:the contrary, show an increase 
for the year of $7,886.94. The total receipts from all sources 
were. $274,317.88, as against $288,924.97 for 1914, a decrease 
of $14,607.09. Fortunately, there was a well-distributed rain- 
fall throughout the year, consequently the consumption of 
wal was light, end this, in conjunction with other economies, 
effected a reduction in operating. expenses to $143,368.43—a 
decrease of $11,860.27—the result showing а profit of 
$180,949.45. There was paid out of this sum interest on 
bonds, $30,000—payment to the Government of the 4 per cent. 
tix on railway receipts, $7,409.35—and rental to the Jamaica 
[ight & Power Co., Ltd., $12,000, the total of fixed charges 
being $49,409.35, leaving а net income of $81,540.10, which 
has been disposed of as follows: Four quarterly dividends paid 
amounting to $40,000, transferred to contingent account 
$17,471.57, and added to surplus account $24,063.53. The 
contingent fund now amounts to $100,000, and the surplus 
account to $426,274. Property and plant account has been 
increased by $25,233.87, made up principally by cost of storage 
battery and extension of lighting lines. The sale of electric 
current for lighting and power in Spanish Town has grown 
slowly but steadily. Mm е TENA 
r -- A$. the annual meeting, heid in Dom- 
erm bay, Sir Sassoon Davip, the chairman, 
Co.. Ltd stated that after meeting all fixed 
НЕ charges, and. defraying all the operating 
expenses and maintenance charges of the business, and 
making the appropriations to various funds, the balance of 
net profit justified the declaration of a dividend at the rate 
of Л per cent. per annum on the ordinary shares. This left 
29.602 to be carried forward, аз against a sum of £8,326 
iine into last year's revenue. The creation of the Indian 
beard was the result of the action recently taken by a very 
large majority of the company's shareholders to free it from 
бау to pay the English income-tax in addition to the 
Indian income-tax. Not only had the price of materials used 
in their business in many cases doubled or trebled, but 
there were great difficulties in obtaining supplies of many 
articles on any terms whatever. They were anxious as early 
as possible to place an additional 20 two-car trains on their 


lines, in order. to provide additional accommodation for. 


passengers, but it was quite impossible to say when they 
would obtain material for the construction of this rolling stock 
which was on order. The directors’ report was adopted, and 
Sir Sassoon David and Mr. A. H. Froom were re-elected 
directors, and the election of Mr. Е. С.. Rimiugton as a direc- 
tor, during the. period he remains in India, was confirmed.— 
Indian Engineering. 7 | 


Brompton & Kensington Electricity Supply Co., Ltd.— 
Àn interim dividend at the rate of 8 per cent. per annum, less 
tax, on the ordinary shares, payable September 6th, 1s 
announced. | | 


Kalgoorlie Electric Tramways, Ltd.—lhe accounts for 
1915, after including the debit balance of £12,520 brought for- 
ward and charging £4,000 for depreciation and £9,206 for 
debenture service, show a debit balance of £18,520 to be car- 
ned forward.—Financial Times. ` p> | 


yat Metropolitan Electric Light & Power Co., Ltd.— 
arrants for dividends payable the 3lst inst., for the half- 
year ended June 30th, 1916, of the company's 7 per cent. 
cumulative first preference shares and 6 per cent. cumulative 
second preference shares, have been posted. 


pre-war figure. 


STOCKS AND SHARES. 


TUESDAY EVENING. 
Most of the markets round the Stock Exchange are good 
in tendency, the immediate cause of the firm tone being the 
news that Roumania had declared war upon Austria. Upon 
this, the gilt-edged stocks hardened, and the Home Railway 
market improved in sympathy. At the end of last week, the 
latter stocks were decidedly depressed; and the result of this 
weakness ів still seen in some of the Underground issues. 
Electric lighting shares are. steady, and the foreign groups 
are firm, with the exception of Anglo-Argentine Tramways. 
Iron, steel, chemical, and rubber shares are mostly better. 
- London Electric shares, it will be noticed with interest, are 
unchanged at 13 for the ordinary and 44 for the preference. 


County of Londons have risen to ll. The company is doing 
well, and there are several buyers about of small amounts. 


Present holders are not disposed to sell, and the limited supply 
is being easily absorbed. Metropolitans advanced to 24, show- 
ing a rise of і; and St. James’s at 64 аге 5s. to the good. The 
Brompton & Kensington Electric Co. has declared an interim 


dividend at the rate of 8 per cent. on the ordinary shares, 


payable next week, this comparing with 9 per cent. for the 
ccrresponding period last year. | 

No other quotable changes have occurred, but the market 
is strong throughout. In explanation, the market offers the 
well-worn truism that there are more buyers than sellers, 
but what happens, of course, is that with new issues reduced 
to something like a minimum, and with so much money being 


made in the provinces by reason of the war, investors are 
obliged to confine their attentions to the existing securities 


and to utilise their money to the best advantage. 

The Mexican situation has reached a highly interesting 
point, but the rise in the various stocks, carried out so sharply 
last week, suffered something of a check as more cautious 
views began to take the place of the previous optimism. 
Previous would-be buyers are reckoning up what it is likely 
to cost the companies to set their affairs in order; and a little 
stock has been offered on behalf of those who picked it up 


more cheaply what time nobody would look at Mexicans. 


The lighting and power group is very steady, but no further 
changes have occurred. 

In the American-Canadian division, Pennsylvania Water 
and Power shares are better at 804, Shawinigan common has 
risen several points to 136, while Canadian General Electric 
common fell 1 to 121, the preference being about 119. Vera 
Cruz Electric Light, Power & Traction fives have been chang- 
ing hands on the basis of 60. The ordinary shares of the 
Cordoba Light & Power Co., which are of the nominal value 
of £1 each, stand about 5s., and are being advised for an 
advance in price. These shares might be useful by way of a 
speculative lock-up, but those who buy them should recognise 
the possibility, to say the least of it, that they may have to 
keep their holding for several years before the money grows 


into a profit. | 
Melbourne Electric ordinary stock has been negotiated 


during the past few days at about 1554, which is 87 points 


lower than the price current at the end of July, 1914. Cal- 
cutta Electric Supply shares stand at 64, or £1 less than their 
Anglo-Argentine Tramway issues are dull, 
the first preference again receding 1/16 to 31, while the first 
debenture stock at 75 is a point lower and returns now £6 
13s. 4d. per cent. on the money. Brazil Tractions keep steady 
at 624, although the report is said to be somewhat disappoint- 
ing. The preferred shares remain at 93. A feature in 
this section is the continued strength of British Columbia 
stccks, further rises occurring of 2 in the preferred and 4 in 
the deferred, the last-named now being raised to 50. 


Metropolitan Consolidated and Districts fell back in sym- 


pathy with the weakness of the railway market, to which 


reference has already been made, but there was a partial 
recovery, and on balance the falls are trifling. Underground 
Electric shares are the turn lower, but the 6 per cent. income 
bonds at 92 gained a small fraction. The bonds will be quoted 
ex dividend on the Thursday in this week, and, at 89 ex, the 
return will work out to 6$ per cent., which is equal to 9 per 
cent. on the money, if income-tax at 5s. in the £ is taken 
into account. | | , 
Telegraphs have developed a certain amount of irregularity. 


J Eastern ordinary shed a point, and Westerns eased off to 15, 
while Anglo-American preferred at 103% 1s а shade lower. On 


the other hand, Cuba Submarines are good at 84, and Great 
Northerns rose £2 to 424. The rise in the latter 18 associated - 
with the fall in the Petrograd exchange. Telephones are 
firm, United River Plates gaining à at 6j, and Chiles being 
better at 7. There is not much going on in Globes. 
Animation is shown by the Marconi market ; and although 


the parent shares have not moved after their rise of last week, 
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Americans shot up to 19s. 9d. on buying which was declared 
to be inspired from the other side. Marconis themselves are 
being picked up by people who disregard the present paltry 
yield of 3 per cent. on the money, but who argue that after 
the war the company will expand its profits and its energies 
by leaps and bounds. | 

This, of course, is already discounted to some extent in the 
price; and it may well be, as we have mentioned on previous 
occasions, that there will be disappointment when the award 
of the Government to the company is announced. Some of 
the people who are following the market rather look for a 
disappointment of this sort and a consequent drop in price, 
upon which they expect to get in on & more modest level 
than 33. But as to an ultimate advance in the shares, there 
are few who have any particular doubt. 

The industrial market is keeping up its end with consider- 
able strength. General Electrics are good at 133. The pre- 
ference are up to their par value of £10. British Westing- 
house preference, on the other hand, are a dull market, and 
at 49s. again show a loss of 1s. 
to 34, and nearly all the shares in this section are as nearly 
buoyant as they can be in the present restricted condition of 
business, a8 carried on under the Treasury regulations. 

Similar conditions apply to the chemical shares, Castner- 
Kellners being a leading example at 3%, at which they are 
à up on the week. The rubber market is once more showing 
noteworthy strength, to which the price of the raw material 
contributes little or nothing, because after an improvement to 
да. 44d. per lb., the price went back 14. per lb, This, how- 
ever, failed to dissuade the buyers of shares; and once more 
the familiar complaint is heard that there are not sufficient 
shares to go round. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номе ELECTRICITY COMPANIES. ; 
Dividend Price 


à. Aug.99, Riseor fall Yield 
1914. 1916. 1916. this week, p.c. 
Brompton Ordina è .. 10 10 6 — £718 9 
Charing Cross Ordinary 6 5 Bi xd — 7 210 
do. do. do. 4$ Pref.. 44 4 Bixd — 68 1 
Chelsea oe ee eo ee b 4 B = 6 18 4 
City of London ve ев oe 9 8 193 = 6 8 0 
do. do. 6 per cent. Pref. 6 6 104 — 614 8 
County of London РЕ . 7 7 11 tà `1 В 
do. oes cent. Pref. @ - ng а + р E 1 
Kensi n d ee ee x -— 
Condon Кошо dos - а 4 8 1 —- 6 10 6 
do. do. 6 per cent. Pref. 6 6 4 == 618 4 
Metropolitan Ma e cR ав pi 8 xd + ё воо 
о. 43 per cent. Pref. 4 P = 7 40 
St. James’ and Pall Mall .. 10 8 xd +} 610 8 
South London oo ee ee 5 6 =s 8 18 10 
South Metropolitan Pref. "MEL. | 1 1 — 6 4 в 
Westminster Ordinary .. wie 9 1 ха — 614 8 
TELBGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. "T 6 6 108 = $ 16 
i do. Def, eo ee 80/- 33/6 ad A 3 8 
Chile Telephone .. 8 8 1 + { 14 
Cuba Sub. Ord. .. 6 5 + 6 8 
Eastern Extension 1 8 14 — «6 7 
Eastern Tel. Ord. xà 1 8 148 —1 5 8 
Globe Tel. and Т. Ord. .. 6 1 191 — * 8 
do. Pref. 6 6 103 == 6 10 
Great Northern Tel, .. 92 424 +2 6 8 
Indo-European .. .. 13 13 48 == 6 13 
Marconi eo ee ee 10 10 Bi — 8 1 
New York Tel. 4à id 44 44 993 — 410 
Oriental Telephone Ord. 10 10 92. — 6 0 
United R. Plate Tel. .. 8 8 64 + A *5 16 
West India and Pan, .. ee 1 = lfs — — 
Western Telegraph re m 7 8 16 — à 5 6 
Home RAILS, | 
Centra) London, Ога. Assented 4 4 14 —— ` 6 8 1 
Metropolitan i 1 1 tà — 418 
оцат Su Me DA M 
Unde und e Ord == i 
о. do. "A" .. NH Nil 0 — Nil 
до, ` do, Inoome 6 6 92 + *6 10 5 


Коккан Trams, &c. 


Adelaide Sup. 6 per m re 6 6 A = А ч : : 
Anglo-Arg. Trams, First А == 
де. ' апа Pref. .. ef 8 m oe es 
do. 5 Deb. ee b b 15 ~l 6 18 4 
Brazil ÜTTractions ee ee ee 4 4 62 —_ 6 8 0 
Bombay Electric Pref. .. - 6 6 10d xd == 6 14 З 
British Columbia Elec. Rly. Pfce. 6 6 68 = 7571 
do. do. Preferred — Nil 61 49 Nil 
do, do. Deferred — Nil 50 +4 Nil 
do. do. Deb. 4} 1 68 - 6 6 0 
Mexico Trams 6 percent. Bonds — Ni 42 - Nil 
* do. 6 per cent. Bonds — Nil 85 a Nii 
Mexican Light Common с Nil Nil 90 on Nil 
do. Pref. .. ss Nil Nu 84 — Nil 
MANCFAOTURING COMPANIRS, 
Babcock & Wilcor e M 16 | н + 5% 416 0 
British Aluminium Ord. č 6 1 96/- = 678 
British Insulated Ord. .. æ. 15 19 1 = 7 210 
British Westinghouse Pref. .. 7% 1 49/- —M- 6 2 6 
enders .. is BA . 15 20 1 — 8 8 4 
do. 5 Pref. ie is b 6 4 — 617 8 
Castner-Kellner .. T Q2 D — ‘+4 6 8 8 
Edison & Swan, дараш .. Ni — 10/6 — Nil 
do. do. урай .. Ni — 13 — Nil 
do. do. 5 per oent. Deb. 6 5 60 — 86 8 
Electric Construction .. vs 6 1 17/8 — 811 6 
Gen. Elec. Pref. .. so T 6 6 10 4 } 600 
Henley... T oe , 0 395 164 + 711 6 
do. 44 Pref, ee ee oe 43 43 4 = 6 3 6 
Indie-Rubber ee ee ee 10 10 194 + à 8 6 0 
Telegraph 60 ee 20 20 80 = *6 4 0 


* Dividends paid free of income-taz, 


Babcock & Wilcox rose 3/16' 
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MARKET QUOTATIONS. 


Іт should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, August 30th. 


| Latest |Fo t's 
CHEMICALS, &c. Piu. un at 
a Acid, Oxalic ee ee ee ee per 1. 1/8 ee 
a Ammoniac Ва! xs Е .. рег ton £75 - 
a Ammonis, Muriate (large crystal) " £54 ee 
а Bisulphide of Carbon... = £928 " 
a Borax.. . es oe ee [1] £34 
a Copper Sulphate .. б> X as #51 
a Potash, Chlorate .. dis .. per lb. 2/6 T 
a » Perchlorate ә vs h 9/- єз 
а Shellac ee oe ee eo per cwt. 128/- 30/- ino 
a Sulphate of Magnesia... .. per ton £18 T 
a Sulphur, Sublimed Flowers .. "t #15 б 
а Т] Lump ee ee oe [1] £13 10 ee 
a Soda, Chlorate oe ee . per lb. fl 
a Т] Сг stals ee oo ee per ton 120/- eo 
a Sodium Bichromate, casks ee per lb, ss ae 
METALS, &c. 

c Brass (rolled metal 2° to 1% basis) рег Ib. 1/22 to 1/8 x 
c » Tubes (solid drawn) We ” 1/3} to lj 

» Wire, basis . гә " 1/8 to 1/ ee 
с Copper Tubes (solid drawn) .. ” 63 зо 1/64 "ES 
S » Bars (best selected) per ton #150 £4 inc. 
g РТ] Sheet ee ee ЯС [T] £150 £1 inc. 
g Rod .. oe oe ee » 2150 £4 inc. 
d ,, (Electrolytic) Bars ys т; 8199. #4 ino. 
d , ii Sheets m #141 £4 ino. 
ee 7 H.C. W tb Tan $6. nc 

9 П е ire r Г] 1 e ino, £ 
f Ebonite Rod i: ee ce oe m [1] pn fs ee 
f 99 Sheet ee oe ee »9 2/6 ee 
n German Silver Wire . .. ee » 2/3 ‘ 
h Gutta-percha, fine .. PA se s 6/0 s i 
А India-rubber, Para fine .. «3 5 8/3 34d. inc. 
i Iron Pig (Cleveland warrants) .. per ton Nom. ran 
|, Wire, galv, No. 8, P.O. qual. i £86 ©» 
g Lead, English Pig ve ee oe [I] £31 10 80/- ine. 
g Mercury . 2° ee ee oe per bot. £17 14 6 to £17 16 eo. 
e Mica (in original cases) small .. per lb. 64. to 8J- e 
е n ” ” medium " T Pad ^ TIN 
e Т [T] T arge ee to ы пр, oe 
d Silicium Bronze Wire .. vs per Ib. T. Ё 4d. dec. 
r Steel, Magne in bars .. .. per ton T 
g Tin, Block (English) sut Xd " £176 1o £170 T 
п y Wire, Nos. 1 to 16 eo ee per lb. 2/10 oe 


Quotations supplied by— 


g James & Shakespeare, 

А Edward Till & Co, 

i Bolling & Lowe. 

| Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons, 

r W. F. Dennis & Co, 


a G. Boor & Co. 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 
e F. Wiggins & Sons. 
India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


Karachi Electric Supply Corporation, Ltd.—At the third 
arnual general meeting of the sharebolders it was stated that 
the demands for the corporation’s energy had exceeded all 
expectations, so much so that the revenue earned in the first 
year exceeded that which the directors anticipated would be 
secured during the second year of the corporation's supply to 
the public. During the twelve months ending March 3lst, 
1916, 611 consumers were connected with the corporation's 
mains. The length of mains in the compulsory area, provided 
for in the licence granted to the corporation by Government, 
was a little over 12 miles. The one lakh of rupees of capital 
which the board called up in August last was expended on 
the extension of the corporation's mains for a further five 
miles. Many demands for further extensions had been 
received. The Karachi Municipality had contracted with the 
corporation for the illumination of a little over six miles of 
public streets, whilst the Karachi Cantonment Committee 
had just given the corporation an order to illuminate a little 
under two miles of streets in cantonments. The directors 
recommended a dividend at the rate of 5 per cent. per annum. 
— Indian Industries and Power. 


Mexico Tramways and Power Bonds.—It is announced 
that the various meetings of the bondholders of the Mexican 
Light and Power, Mexico Tramways, Mexican Electric Light, 
and Pachuca Light and Power Companies will be held on 
October 4th and 5th in order to consider the past and pro- 
posed policy of the Bondholders’ Committee and the Trustee. 
—Morning Post. 


Davis & Timmins, Ltd.—Interim dividend at the rate of 
6 per cent. per annum, free of tax, on ordinary" shares, pay- 
able September 13th. 


Clyde Valley Electrical Power Co.—The directors have 
declared a dividend of 14 per cent. (actual), free of income-tax. 


Oxford Electric Co., Ltd.—Interim dividend at the rate of 
5 per cent. per annum, less tax, on ordinary shares, paya? 
September 14th. : 
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2 am A I TS A IG I SE SP IS LETTE 


PETRI PEREGRINI MARICURTENSIS. 


Author of “ De Magnete" Epistle, A.D. 1269. Originator 
of the Floating.and of the Pivoted Compass. 


Bx P. F. MOTTELAY. . . 


MaRICOURT, а small village on the right bank of the river 
Somme, in Picardy, about 8 km. distant from Combles, and 
40 km. from Amiens, has of late been in almost daily 
mention by the general Press,* yet how few readers know it 
as the birthplace of Petrus Peregrinus, the first-known prac- 
tical magnetist, author of what is in truth Me very éarliest 
work of experimental science that has come down to us. 


We are told by Roger Bacon (** Opus Tertium,” Cap. XI) 
that Magister Petrus, doubtless a Crusader, was at that time 
the only one, besides Master John, of London, who could 
be deemed a thoroughly accomplished, perfect, mathema- 
tician, апа жав one who understood the business of experi. 

« menting in natural philosophy, alchemy and medicine better 
than anyone else in Western Europe. In Chapter XIII of 
this work, speaking of scientia erperimentalis, Bacon says :— 

* I show in the sixth part of my * Opus Majus’ the supreme 

power of thisscience over all others that have to he made 

certain, Students of natural philosophy, commenting npon 

Aristotle's Meteorlogics, and students of perspective, busy 
themselves with making these things certain, but in vain : 

for experience alone here makes certain, and not argument. 

Accordingly, I require abundance of experiments about 
those things ; and the business of experimenting no one in 

Western Europe understands, save only Master Peter.” 

As the work that lias made Peregrinus immortal is now 
of such excessive rarity as to be within the reach of but few, 
itis thonght well to give here some particulars of its very 
quaint character as well as of its astonishing scope, and to 
point out briefly the fruitful results of the author's original 
investigations. These are detailed in a letter, or epistle. 
“Written in camp, at the siege of Lucera (delle Puglie- 
Xucerrae), in the year of our Lord 1269, on the 8th of 
August.” addressed to his emirorim. гоне, a soldier, by 
the name of Sigerus de Foucaucourt. 

A translation of the introductory prologue to the work 
was thus given by the late Prof. Silvanus P. Thompson, in 
his address beforé the British Academy, November 28th, 
1906 :— 

Inmost of friends: being solicited by yeu, I will disclose to you 
in rude narration a certain occult nature of the magnet stone. 
For nothing indeed is pleasurable to philosophers apart from the 
sharing of the knowledge of it : because the nature of good things 
wanders and is obscured in darkness until it is brought into the 
radiance of public recognition. For love of you, therefore. I will 
write down in plain language things which to the bulk of 
students are utterly unknown. Nevertheless. we shall not com- 
municate in this epistle any information save about the manifest 
properties of the stone. on the ground that this teaching will form 
part of a Tract in which we shall show how to construct physical 
instruments. To treat of the occult properties of the stone leads 
us to the art of engraving upon stones. And, although I call those 
actions manifest concerning which you have inquired, yet they 
will be of no esteem ; and in the eyes of the vulgar will be as 
illusions and phantasms. And, therefore, because they are secrets 
to the common people, but will be manifest to astrologers and 
naturalists, they will also be a solace to them, just as they will 
likewise be of no slight assistance to travellers who have gone 
far away. | | 

There are of Peregrinus's work but few reliable manu- 
script copies, all which have been fully described by 
Timeteo Bertelli Barnabita, as well as by the late Prof. 
Silvanus P. Thompson, and there has been of it. but one 
printed issue in book form, that of the Lindau physician, 

А. P. Gasser, which appeared at Augsburg during 1558. 

Much has been said at different times regarding the con- 
tents of the above-named epistle, th’ full title of which is 
ЫЫ Petri Peregrini de Maricourt,.ad Svgerum de 
шшш, militem, de magnete," and I cannot do better 

a to give a much abbreviated résumé of what will here- 
alter appear concerning it in my “ Bibliography of Electri- 
- i - wo 


and, 35 we learn from Reports of General Headquarters, it has, 


uring the past six weeks. sustained four very serious German 
village many as 300 shells having fallen in one day throughout 


Р | 
Maricourt lies upon the present south-eastern British Front,- 


city and Magnetism.” The first part of the work shows, in 


Chapter I.—The occult properties of the loadstone, also the art 
of making scientific instruments. 

Chapter II.— The natures of things and likewise the motions of 
the heavenly bodies. E 

Chapter III.—The different requisite qualities of the, loadstone, 
and how loadstones are to be selected and tested. 

Chapter IV.—How to find in the loadstone the two poles, using 
preferably a globular magnet. ' 

Chapter V.—How to distinguish the poles readily :—''. P 
the stone in the first vessel will be like a sailorinaship . . . . 
if this pole were turned away a thousand times, a thousand times 
would it return to its place by the will of God." 

Chapter VI.-—In precisely what manner a magnet attracts а 
magnet :—" As а rule, the northern part of one stone attracts the 
southern part of another stone. and the southern the northern." 

Chapter VII.—How iron. whenever touched with the magnet, 
immediately turns towards the poles of the globe. 

Chapter VIII.—In what manner а magnet attracts iron. “If 
violence is used towards the ends . the power in the iron 


© will easily be changed. and that will become southern which was 


previously northern, and the converse.” 

Chapter IX.—Why the northern part attracts the southern, part 
and the converse. “The attraction of the south by the south, and 
of the north by the north. is not according to nature." | 

Chapter X.—Whence the magnet derives the natural power 
which it possesses. “It is manifest that the parta of the magnet 
receive their power from the world's poles . . the whole 
ma rnet from the entire heavens.” 


The second part of Peregrinus's epistle shows, in turn :— 


Chapter L — The original construction of the floating compass, by 
which the azimuth of thé sun and moon and of any star above the. 
horizon, can be ascertained. \ 

Chapter II.—-7he original construction of "a better instrument 
and of more effects" the pirated compass. `“ By means of this, you 
may bé enabled to direct your footsteps to States and to Islands, 
and to any places on the globe whether on land or on 
sea, so long as their latitudes or longitudes are known to you." 

Chapter ILI. -The constriction of a wheel for perpetual 
motion. "By making a very thin concave silver case. after the 
manner of a cireular mirror, suitably perforated and around the 
rim of which are inserted small iron nails, or teeth. bent closely 
toward each other . а magnet being set within . . . 80 
that each tooth of the wheel shall arrive at the North pole : and, 
owing to the impetus. shall pass by and approach the Southern 
quarter thus every tooth will be in a perpetual state of 
attraction and avoidance : 


It may be added that to Peregrinus is due the first 
inception’ of the /erre//a. Не makes the magnet round, and 
he says: “ You must know that this stone bears in itself a 
likeness of the heavens and contains two points, one north 
aud the other south, thus resembling the poles of the sky." 
The ferre/la was afterwards constructed in much the same 
way by Wm. Gilbert, only Peregrinus, as has been said, 


considered it “a likeness of the heavens,” whilst Gilbert 


regarded it as the earth itself. 

In his lecture before the British Academy, Prof. 
Thompson noted the fact that the pivoted compass of 
Peregrinus antedates by more, than 30 years the date 
usually given as that of the invention of the mariners’ com- 
pass by the mythical Flavio Gioja, of Amalfi, in 1302. 


- THE NIAGARA POWER SITUATION. 


For some weeks past our American and Canadian 
contemporaries have devoted considerable attention 
to the hydro-electric power situation at Niagara 
Falls, where there is abundant evidence that the 
legislative concessions for power development are 
proving quite inadequate to meet the growing in- 
dustrial requirements of Canadian and United States 
users. Indeed, so insistent are the economic demands 
for extended development of this particular source 
of power that it would not be surprising were utili- 
tarian considerations to prevail over esthetic ones in 
the near future, thus leading to the releaSe of a 
huge amount of water which has up to the present 
been reserved with a view to preserving the scenic 
attractions of the Falls. After all, it needs no 
great stretch of the imagination to picture a time 
when, in the absence of cheaper sources of power, 
the ever-growing demands of human existence will 
compel the complete utilisation of such a power 
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source as Niagara. The same thing on a lesser 
scale occurs almost daily; our cherished hills and 
woods are surrendered to bricks and mortar, our 
mountain sides are given up to slate quarries, our 
fields to coal tips, and our lakes for waterworks 
reservoirs, and many other instances could be 
quoted of a similan kind. 

At the present time, however, under existing 
international legislation, it would appear that some- 
thing like an impasse has arisen. We may remind 
our readers that by an International Treaty of 1909 
between Canada and the United States, the con- 
tracting parties agreed that each on its own side 
of the boundary should have equal and similar 


rights in the waters defined as boundary waters. If 


for economic reasons more than half the power is 
developed on one side, the increment over the half 
may be regarded as the possession of, and given free 
entry into, the other country. Under the United 
States 1906 (Burton) Bill for the control and regu- 
lation of the waters of Niagara river and preserva- 
tion of the Falls, 15,600 cu. ft. per sec. could be 


. diverted from Niagara River on the United States - 


side, exclusive of 10,000 cu. ft. per sec. diverted 
for the Chicago Drainage Сапа The Boundary 
Waters Treaty, however, allowed the United States 
to divert up to 20,000 cu. ft., while Canada can 
take 36,000 cu. ft. per sec. The Burton Bill allowed 
an aggregate of 160,000 H.P. to be imported from 
Canada into the States, under the jurisdiction of the 
United States Secretary of War, and he, in 1907, 


allowed “ fixed " permits for the International Rail-. 


way Co. to export 1,500 H.P.; the Ontario Power 
Co., 60,000 H.P.; Canadian Niagara Falls Power 
Co., 32,500 H.P.; and the Electrical Development 
Co., 46,000 H.P. The Act further provided for 
‘revocable " permits for the transmission of addi- 
tional energy from Canada, the total of all permits, 
including the 160,000 H.P. mentioned above, and the 
amount generated and used in Canada, not to exceed 
350,000 H.P. A Canadian Act was also passed pro- 
viding for the exportation of energy to the United 
States under a duty not exceeding $10 per н.р.-уеаг. 
. The treaty allowance to Canada of 36,000 cu. ft. 
per sec. still remains, although the actual power 
developed has increased. According to the Canadian 
Engineer, certain agreements entered into with the 
Ontario authorities allow the three large companies 
operating on the Canadian side to generate an 
aggregate of 405,000 H.P., which, it is understood, 
will require the eventual diversion ‘of 29,500 cu. ft. 
from iviagara River, leaving only the small residue 
of 6,500 cu. ft. available for further use, or, as our 
contemporary puts it, for the logical and inevitable 
expansion of the Ontario Hydro-Electric Power 
Commission, for it is due to the exceptional growth 
in the demands of the Commission that the question 
has been brought into such prominence at the 
moment. | d 
Quoting our contemporary: »''In September, 
1910, the Hydro-Electric Power Commission's 
Niagara system began operations with a load of 
боо H.P. That system is now carrying a load of 
110,000 H.P. When the Commission executed a con- 
tract with the Ontario Power Co. for the supply of 
100,000 H.P., it was confidently expected that this 
amount of power would meet all the requirements 
of the Niagara system for at least 30 years. The 
Commission has actually more than exhausted this 
contract in less than six vears' operation, hence the 
urgent necessity of negotiating the 50,000 H.P. con- 
tract with the Canadian Niagara Power Co., con- 
cerning which much discussion has recentlv appeare 
. in the daily newspapers. | 
““ Even upon the basis of the past rate of increase 
and demand, the Commission will certainly require 
200,000 H.P. or more to supply the Niagara system 
alone in 1918. If this estimate is correct, the extra 
50,000 H.P. will be absorbed within a year, and at 
least two years more will probably elapse before the 


Commission's Queenston plant will be in shape to 
deliver power."' 

The Canadian Niagara Co. exports practically all 
its power, and is reported to have asked such a high 
price that the Commission threatened to call in the 
Dominion Government's aid with a view, if neces- 
sary, of curtailing its export of power. 

Our contemporary asks whether the contract 
obligations of the companies are really of such a 
nature as to make it impossible for them to meet 
Ontano's demands. The Dominion Government 


licences are renewable annually, and revocable at: 


will; as recently as 1915 licences in force permitted 
the pówer companies at the Falls to export 210,000 
H.P. to the States, and it is understood that the 
companies were specifically cautioned ‘against 


making binding contracts for the permanent, supply 


of exported power to their American customers in 
view of the revocable nature of their licences and 
the possibility of the power being later required in 
Canada. Moreover, the American users were off- 
cially warned by their own Government of the posi- 
tion taken up by the Canadian authorities. In view 
of this, it is argued that the Canadian Government 
could not be accused of an unfriendly act if it saw 
fit to exercise its rights in reclaiming power now 
being exported. 

Such a policy, however, might cause injury to 
present users of imported power in New York State, 
where, despite the clearly-defined limitation as to 
exports, a large vested interest has been created, 
apparently based on the assumed permanent hature 
of the supply; actually the New York State Public 
Service Commission, in a recent discussion, assumed 
that international relations in regard to the condi- 
tions of supply and use of this power had, become 
“fixed,” and subject only to changes which would 
fuly protect the interests and rights . involved, 
although the incorrectness of this interpretation of 
Canadian laws was subsequently pointed out by the 
Canadian Government. 

The position as regards power, light, and heat.in 
Ontario is accentuated because the province is prac- 
tically dependent on the adjacent coalfields of the 
United States for its supply of coal, especially of 
hard coal, which may not always be available in 
view of the expansion of American industry, and 
because hydro-electric power is a partial substitute. 

Our Canadian contemporary points out that the 
curtailment or absolute prohibition of export would 
place New York State in a very similar position to 
that in which Ontario finds herself at the present 
time as regards inadequate supply, also that New 
York State has available a similar remedy to the 
projected Queenston development by Ontario. 

‘The United States Government still holds in 
reserve 4,400 cu. ft. per sec. of the treaty water at 
Niagara. Between 7,000 and 8,000 cu. ft. per sec. 
of Niagara water is being diverted through the 
Chicago drainage canal, of which more than 3,000 
cu. ft. per sec. is being taken in direct defiance of 
the Federal authorities at Washington, and is being 


wasted to all intents and purpose in a low-head 


development at Lockport, Ill. | 
New York State should have 7,400 cu. ft. avail- 
able, and with a practicable head of 300 ft., nearly 
225,000 H.P. could be obtained, which would more 
than off-set the withdrawal of Canadian power. 
As regards the proposed Canadian development, 
the mean difference in level between Lake Erie and 
Lake Ontario is 327 ft., and the Hydro-Electric 
Power Commission reports that at least 300 ft. of 
this head can be effectively used for the development 
of power through the agency of its projected 
Chippewa-Queenston scheme. This is more than 
double the general average of effective head now 
being used by the power companies at Niagara 
Falls. Tt means that with the unallotted surplus of 
treatv water, the Hydro-Commission can develop 
nearly 200.000 H.P. at Queenston, or 30 H.P. per 
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cu. ft. of water as against I4 H.P. which the private 

companies at Niagara Falls can produce.  More- 

over, so long at the existing private companies con- 

tinue to operate on present lines, nearly half a mil- 

lion H.P. will be sacrificed which could be developed 

for use in Canada. 

It may be pointed out that there 1s no connection 
between the above scheme (referred to in our 
"Lighting Notes ” on August 20th, 1915) and the 
Thomson scheme for developing 2,000,000 H.P. by 
damming the lower Niagara River just above 
Queenston, which has been much discussed and 
criticised lately. 

On the American side, the representatives of 
electrochemical industries located at Niagara re- 
cently presented their side of the question to mem- 
bers of the Committee on Foreign Relations of the 
House of Representatives. 

One speaker, Mr. F. A. Lidburv, of the Oldbury 
Electrochemical Co. (says the Electrical World), 
pointed out that ever since power restriction 
measures came into effect there had been a tendency 
to shortage of power on the American side and in- 
creasing prices, and that this had resulted in the 
migration of industries to other countries. 

The American Cyanamid Co. placed the first fixed 
nitrogen plant in America on the Canadian side, 
and was followed by two well-known -abrasive in- 
dustries, which moved the greater part of their fur- 
nace operations to Canada, and in one case to 
France; recently the Union Carbide Co. has been 
erecting а 100,000-H.P. plant in ‘Norway; and the 
market for the products of these concerns is prin- 
cipally the United States. It has been suggested 
that the electrochemical industries could move fur- 
ther west, where there is abundant water power, but 
Mr. Lidbury pointed out that the market is in the. 
manufacturing districts of the east, and additional 
transport charges would be prohibitive, calculations 
showing that in the case of the majority of the pro- 
cesses, they would on the Western Coast require 
not merely free power, but a bonus equal to what 
was being paid for power at Niagara. 

The power situation was bad, but likely to be 
worse, as the Canadian Government had reduced the 
amount of power for which permits were given, and 
notified its intention to reduce the exported quantities 
vearlv at a rate which would bring exportation to a 
stop in the course of six or seven years; as at least 
one-third of the Niagara power used in the States 
was imported from Canada, they were faced with 
further restrictions of operations. The speaker 
went on to urge the complete utilisation of their 
power resources, and pointed to the enormous in- 
dustrial developments which had arisen as a result 
of the alleged spoilage and destruction of the scenic 
beauty of Niagara. 


THE INDUSTRIAL CONDITIONS IN GERMANY 
IN WAR TIME. 


— 


fore fragmentary, and reflects the abnormal period through 


which German industries are now passing. Consul-General 
Julius G, 


in the interchange of trade as contrasted with the last year 


The large stock of Ainerican goods at the free port of 
Hamburg on the outbreak of war has been absorbed. After 
the war, Consul-General Henry H. Morgan, of Hamburg, 
states, а large demand will arise for copper, steel, rubber, 
&c., in order again to build up the internal industries, and 
the United States will undoubtedly be called upon to meet 
these needs. At present, however, there is no possibility of 
doing business, and the tine is not opportune to make any 
propaganda for the future. 

The Consular district of Frankfort-on-Main, which is re- 
ported upon by Consul-General Heaton W. Harris, ranks as 
one of the three principal centres of American trade in Ger- 
many. This trade has been for the most part well organised, 
and formerly covered a wide and increasing range of pro- 
ducts, including copper, oils, machinery, leather, rubber tires, 
calculating machines, &c. Under war conditions, however, 
this trade has suffered severely. It has been impossible to 
replenish stocks on account of trans-Atlantic shipping condi- 
tions, and several of the agencies. have been closed, although 
the business premises in most cases have been retained for 
resumption of operations when circumstances permit. 


є 


A remarkable feature of 1915, as re 


Banking Changes ported by the Consul-General at Berlin, 
and Company was the gradual development of the Ger- 
Dividends. man banks into deposit institutions and 


| the gradual elimination of their stock ex- 
change and commercial characteristics. This alteration was 
brought about largely by the closing of the Stock Exchange 
and the limitation of the usual industrial banking activities. 
The tasks and obstacles confronting the various Berlin banks. 
were essentially the same; the most important task was assist- 
ing in the subscription and collection of the war loans. The 
punctual and creditable operation of these loans 1s a result 
which has largely to be credited to the banks. A large in- 
crease in investments was also noteworthy during the year, 
bank depositors becoming to a large extent bank creditors, 
since the capital that was ormerly tred up in commercial 
pursuits became available. Although the financing of indus- 
trial operations almost ceased during the year, it was possible 
to extend credits in a few cases, as, for instance, in the manu- 
facture of artificial salteptre, yeast, &c. 
The annual statements of the most prominent German com- 


panies for 1915 show tha the number which announced no. 


dividends for the year was relatively small as compared with 
the total number reviewed. It also appears that a large 
decrease in dividends was shown only in a minority of 
cases, and only by undertakings which were either inade- 
quately financed originally or were manufacturing articles. 
of luxury and products intended for exportation. The porce- 
lain and glass industries as well as the potash industry, which 
generally exported more than half of their production, were: 
naturally compelled to pay lower dividends because the loss. 
of exports could not be compensated in any other way. The 
cement mills, which were not in the best of positions in 
times of peace, have suffered greatly. 

In general, reduced rates of dividends were reported by the 
industries not actively engaged in the production of war 
requirements. The limitation of the output has nog only 
been caused by a decreased demand, but also by a lack of 
producing facilities. The lines in which relatively high divi- 
dends were announced are principally mill - roducts, chemi- 
cals, paper, coal, iron and steel. and the textile industries, and 
the railways and banks also have not materially suffered from 


the war. 


Labour 
Questions and 


Since the disturbance in labour condi- 
tions which occurred at the beginning of 
the war, matters have so far improved 
Increases in that the Consul-General at Berlin 1s able 

W ages. to announce that conditions have now 
settled down to a degree of regularity. A 

large amount of female labour has been introduced into 
various trades where male labour was formerly employed. In 


а number of industries imported foreign labour, parti- 


cularly Scandinavian and Dutch, has been substituted for 
native workers, whilst 650,000 prisoners of war are stated 
to have already been employed in farming and industrial 
occupations at the commencement of May, 1916. The authori- 
ties in charge of the funds for insurance against sickness con- 
tinue to report a more favourable situation than in times of 
peace, and as a result of the employment of men partially 
incapacitated for military service, and of women, the statistics 
of the unemployed in the empire have materially improved. . 

The preliminary figures issued in relation to the number of 
strikes in the empire in 1915 show-a great reduction both in 
number and duration. As compared with 1914, when 1,115 


' strikes occurred, there’ were only 137 last year, and these 


were generally limited to several factories or firms, but did 
not extend over a whole branch of industry. Over one half 
of the strikes were settled by compromise. On the other 
hand, the number of lock-outs receded from 108 in 1914 to 
four last year. | | ‚ 
Dealing with the state of employment in the province of 
Rhineland, a report issued for last December by the official 
Labour Exchanges shows that there were 61 male applicants 
to every 100 vacancies. Vacancies for 15,453 men arose, but 
only 9,474 men made applications, and 6,015 of these found 
occupation. The chief demand came from the agricultural, 
coal mining, and iron and steel industries. On the outbreak 
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of the war, 36,800 men out of the total population of 160,750 
at Aix-la-Chapelle were engaged in industrial work, but at 
the end of 1915 only 23,800 were so occupied, indicating a 
decrease of 13,000 wage-earners. 

The manufacturing industries in the Breslau district of 
Upper Silesia were all affected more or less by the general 
scarcity of labour, particularly the textile and porcelain 
trades. On the other hand, the iron and steel branches found 
means of increasing the number of their employés, first by 
requisitioning large numbers of Russian prisoners of war, 
and secondly, by importing labour from the occupied portions 
of Russian Poland. In addition, large numbers of men were 
withdrawn from various manufacturing establishments, and 
their places filled by women and girls, whilst the men them- 
selves were transferred to the iron and steel branches and the 
machine shops. The entire equipment of manufacturing 
plants was sometimes changed in order to meet the change of 
.conditions; in other cases extensions were made to accommo- 
‘date a new branch of the industry, and in other instances it 
was simply a matter of small details in the construction of 
machinery and parts. It is possible that the inventions result- 
ing from the war may play an important part in the markets 
of the world after peace has been restored. 

A steady increase in the rates of wages paid since the open- 
ing of the war is reported by Consul-General Heaton W. 
Harris, of Frankfort-on-Main. It amounts to from 20 to 40 
per cent., although the actual cost of labour in many indus- 
tries is said to have been from 40 to 50 per cent. more than 
previous to the war, in consequence of the employment of 
many inexperienced workers and the operation of the exist- 
ing conditions, under which all classes have been more or 
less affected. Consul William P. Kent, of the Leipsig dis- 
. trict of Saxony, adds that it is not expected that the termina- 
tion of the war will be followed by w reduction in wages to 
the levels which formerly prevailed, and the prospect of а 
continued higher cost of labour cannot be disregarded in 
forming an est: mate of German competition in the world's 
markets. According. to Consul Milo A. Jewitt, of the district 
of Kehl, there is little-apparent destitution among the work- 
ing classes, owing to the adaptation of industries, and the 
transfer and regulation of labour. together with the national, 
State, and municipal aid to the needy, especially to the 


families of soldiers. The production of steel throughout 
Germany an .uxemburg (the Zo 
Ts "dae ri Verein) amounted to 13,187,616 metrical 
: tons in 1915, as compared with 14.946,212 
tons in the preceding year, the reduction being ascribed to 
the labour difficulties. One of the most important events in 
connection with the industry was the effort made by the 
Thyssen group to withdraw from the Steel Syndicate) (Stahl- 
werks Verband). A compromise, however, was arranged, and 
a reorganisation of the syndicate was rendered unnecessary. 

According to the United States Consul at Cologne, the great 
Rhenish-Westphalian iron and steel region extends into this 
Consular district, where 19 blast furnaces and several steel 
plants are situated, most of them in the locality of Coblentz. 
On the whole, the iron and steel industry of Germany was 
adversely affected by the war on account of the loss of the 
foreign market, and the labour shortage due to men having 
ta join the Army. As a consequence, the production of pig 
iron, which amounted to 19,309,000 tons in 1913, decreased 
to 14,389,000 tons in 1914, and to 11,790,000 tons last year. A 
marked revival, however, took place in the production of steel 
in the second half of 1915, and this has continued, it should 
be noted, down to July of the present year. The market for 
iron and steel has been described as active since the latter 
part of 1915, but no advance in prices occurred until March, 
1916. Since then quotations, both for pig iron, semi-finished 
steel, and sections, have been increased by sums up to 2s. 
per ton. 

Some branches in the district of Aix-la-Chapelle are fully 
occupied on the production of Army requirements. The gross 
profits of one of the largest local companies in 1915 were two 
and a half times as large as in 1914, and a dividend of 95 per 
cent. has been paid, as compared with 12 per cent. in the 
previous year. This company succeeded in acquiring large 
quantities of raw materials before prices reached their present 
level, and its plant was adjusted from the first day of mobili- 
sation to the production of Army supplies. The plant has 
been extended, and large Government contracts are on hand. 
One iron and steel foundry which employs many thousands 
of workers is operating day and night; whilst another, which 
paid no dividend for 1914, earned 10 per cent. last year, and 
smaller foundries and machine shops are also fully occupied. 


The adaptation to war production has likewise been carried : 


out іп Upper Silesia in such important works as those repre- 
sented by the Konigs and Laura Hutte, the Bismarck Hutte, 


the Friedens Hutte, the Borsig Works, the Oberschles. Eisen : 


Industrie, and the Hohenlohe Works, whilst several of the 
smaller concerns were amalgamated in order to strengthen 
their interests. All these works are constituents of the Steel 
Syndicate for semi-finished steel, heavy railway material, 
and sections. 


The Machine 


ard 
. „Machine Tool 
Industry. 


If we now turn to the machinery in- 
dustry, it is found from the report of the 
Consul-General for Berlin that the condi- 
ticns in 1915 improved as compared with 
the previous vear, as is shown by an in- 
crease in the dividends declared by many 
prominent companies. The machine tool industry has been 


able easily to adapt itself to Army requirements; the out- 
put has consisted principally of war products, and in a few- 
cases tool-makers have taken up the protuction of projectiles. 
Despite the generally satisfactory state of the machine tool 
industry, complaints were made of the limited supplies of 
raw metal. In order to remedy this difficulty an office was 
organised in Berlin to effect the release of the necessary 
quantities of raw materials, all of which were placed under 
Government control. Makers’ prices of machine tools were 
raised by 30 per cent., while those of merchants and dealers 
were increased by 50 to 100 per cent. Since the imports of 
machine tools from the United States have ceased, makers in 
the Berlin district report an improvement in the home mar- 
ket, and state that this has afforded partial compensation for 
their losses in exports. It is added that the scientific training 
of the leading engineers has been of assistance in facilitating 
the adaptation to war conditions... The manufacturers of 
precision machinery have been more affected by the cutting 
off of the export trade than other branches of the industry. 

The great activity of the machinery makers in connection 
with Army contracts in the district of Aix-la-Chapelle has 
rendered it impossible fcr private concerns and the civilian 
trade to obtain adequate supplies, such as machinery and 
parts and hardware. In the region of Cologne, the machines 
made in 1915 were mostly lathes and other tools used in the 
production of war munitions, and the machine shops are now 
occupied mainly with the output of munitions. The makers 
of machinery in Saxony are doing well, and it has been found 
necessary to work overtime’ and night shifts, and on Sundays 
in some cases. The district of Frankfort-on-Main presente 
similar features, inasmuch as the machine industries in most 
cases have changed over wholly, or in part, to the manufac- 
ture of munitions or other supplies needed by the Army. 
One well-known company bas made material additions to its 
plant, has operated from two to three shifts, and has paid a 
dividend of 20 per cent. In the -Duchy of Brunswick the 
large orders from the military and naval authorities have 
compensated machinery makers for the lack of contracte 
from foreign countries, and the workmen are kept busy under 
the changed conditions. The purchase of raw materials was 
attended with difficulties which delayed the delivery of manu. 
factures, and the advance in the prices of the former and the 
rise in wages caused the quotations for manufactures to in 
crease. Money conditions were easy, owing to the punctual 
payment and to war orders. Besides the latter, orders were 
executed for a number of grain mills, oil mills, storehouses 
transport and pneumatic plants and elevators, cement mills, 
hydraulic presses, and other machinery, whilst potash-nitrogen 
plants were erected specially for military purposes. 


Dealing with the dividends of German 
companies, the Consul-General at Berlin ' 
mentions that the A.E.G. and the Siemens 
and Halske Co. have declared rates of 12 
per cent. for the business vear 1915; the latter reported 
that its production in that vear was about the same as that 
which obtained in the last few years before the war. The 
value of the exports invoiced at the American Consulate in 
Berlin for the United States was only 1,190 dollars in the case 
of electrical lamps and bulbs in 1915, as compared with 26,265 
dollars in 1914, whilst that of all other electrical goods 
amounted to 35,224 dollars and 18,194 dollars in the two 
years respectively. 

The manufacture of electrical machinery and appliances in 
the district of Frankfort-on-Main was fairly active in 1915. 
The electric’ lighting of villages and of cities has ‘been in- 
creasing, partly in consequence of the inadequate supplies of 
petroleum, and great quantities of small storage battery lamps 
have been manufactured for the Army. An addition to its 
works has been made by a large cable and copper workin 
company, with increased earnings,.and the dividend pai 
has been advanced froma 7 per cent. in 1914 to 10 per cent. 
last year. ' 

The industries concerned with porcelain, glassware and 
pottery in the Breslau district of Upper Silesia suffered more 
inconveniences owing to the difficulties of export than any 
other branch of Silesian industries. | 

The manufactures in the district of Frankfort-on-Main 
cover a wide range, including dyestuffs and other chemicals, 
several kinds of machinery and tools, electrical appliances, 
explosives, copper cable and other copper goods, rubber 
tires, &c. 


The Electrical 
Trades. 


The large German chemical companies 
have been able to declare higher divi- 
dends for 1915 on account of their 
adaptability to war conditions. But the 
diminution in exports, which formerly 
represented from one-third to one-half of the total value of 
the production, is felt throughout the industry. The provi- 
sion of substitutes for raw materials which were formerly 
imported has been of great assistance to chemical manu- 
facturers. This has bcen particularly the case in гедаг 
artificial rubber, albumen, fertilisers, and oil. Miltary 
reasons, however, prevent the publication until after the war 
of reviews of the help rendered by the chemical industry 1n 
the production of war materials and pharmaceutical supplies, 
but it is confidently asserted that the industry has accom. 
plished a great task in these directions. Indeed, it 18 said 
that the great home demand has compensated to some extent 
for the loss of the transraarine export trade. One of the most 


The Chemical 
Industry and 
New Processes. 
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gurprising changes reported from Upper Silesia is the substi- 
tution of cellulose and wood-pulp products for cotton goods. 
A further development is announced from the district of 


Cologne, where several works are stated to have been erected 


for the extraction of nitrogen from the atmosphere, and the 

_ manufacture of fertilisers in place of Chilean nitrates. It is 
predicted that these works will be able to compete with im- 
ported fertilisers after the war. 

Apart from synthetic nitrates, substitutes have been needed 
for cotton in the making of explosives, of artificial camphor 
and of various other articles. It is possible to read of at least 
partially satisfactory substitutes for rubber, of the utilisa- 
tion of the fibre of nettle as a substitute for cotton, of 
cellulose in the production of string anc twine for wrapping 
and other purposes, and of the food value of certain plants 
not hitherto used for this purpose. In conclusion, it is men- 
tioned that the general situation has been in part relieved by 
the large employment of war prisoners in agriculture, to- 
gether‘ with the more general use of traction engines in 
ploughing and cutting corn. : 


* 


CORRESPONDENGE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
eations at the earliest possible moment. №о Лебег can be published 
unless we have the writer's name and address in our possession. 


N 


Cab Whistles and Lamp Calls. 


In your current issue sign-makers and others are invited 
to " wake up” to the possibility of providing a sign call for 
taxis, &c. Such a sign, however, has been made and listed 
by us for some years, the catalogue description of the sign 
illustrated being :— І 

" Hotel day and night sign for calling taxi, hansom or four- 
Wheeler. The letter corresponding to the vehicle required is 
illustrated by a coloured lamp. The letters T. H. F. are shown 
on three sides.” 

As the most popular size is fitted with 12-in. opal letters, 
the sign is visible to drivers of vehicles at a considerable 
distance. After all, there is nothing new under the “ Sun.” 


The Sun Electrical Co., Ltd. E 
E. R 


! . R. Morton, Works Manager. 
' London, W.C., August 96th, 1916. - 


i 


| 
The Deficiencies of Government Departments. 


I read with a considerable amount of interest your leading 
article, and I must endorse fully all you say as to the difficulty 
of getting the Government department to work with any 
serious idea that their department needs to take any business 
considerations into account. 

The following is a short history of an experience with my 
company :— | 

We have two lines for telephones to the exchange and a 
private exchange, from which we have five connections, one 
of which is to our superintendent of the power-house. In 
January, 1916, the telephone needed to be moved from the 
house .of the superintendent to another house in a different 
part of the town In February the telephone authorities were 
advised where to have this telephone fixed; they were also 
informed that we were certified under the Ministry of Muni- 
tions, and owing to the restrictions of light and other 
regulations, 16 was essential that the superintendent should 
be in telephonic communication with the power-house. After 
interviews and various correspondence, the company offered 
temporarily the use of telephone wires on their own trolley 
wire poles; this proposal was made by the company with a 
view of meeting the difficulty alleged as being a reason for 
not being able to fix this telephone—that they had not suffi 
cient labour. I was told by the local representative that they 
had a regulation that no telephone. wires were to be fixed 

Within a certain distance of a tramway trolley wire unless 

msulated, but as we are working under conditions of *' war," 

it occurred to me that there might be enough commonsense 


in the subordinates or the chiefs to see that such a ridiculous - 


regulation should be (at least during these times of stress) 
non-eflective; but after nine months of entreaty I have 
received the following letter :— | 
In reply to your letter of the 4th inst. (W.J.S./E.R.M.), 
I am directed to inform you that the General Post Office have 
again been communicated with, and a reply to the following 
effect has been received :— | 
í 1 is reported that the offer in question of the electric 
TE * company was considered by the Post Office Engineering 
epartinent, but that it could not be accepted as the offer 
Involved the use of a pair of wires running on tramway 
standards which were not properly guarded or protected from 
* power conductors. The work will be carried out as soon 
aa se are available.” 
might for your information inform you that the com- 
aaa the gPhone wires are fixed on the tail of the brackets, 
thee erefore, have the pole in between the trolley wire and 
ese telephone wires, ‘and, farthermore, I don’t think there 


is any place where the trolley wire is within 6 or 8 ft. of the 
telephone wires. 
I think this is a very perfect illustration of the principal 
objection you raise to Government control. 
It apparently does not seem to worry the Post Office autho- 


. Titles that they are under any obligation as a business con- 


cern, and that we are put to loss on account of the telephone 

not being in use, or damage owing to the excessive delay in 

making this connection. 
| J. E. Stewart, 

Engineer and Manager. 


[The article referred to by our correspondent was that 
entitled '''The Centralisation of Electricity Supply ". (p. 191), 
and was written by an engineering contrjbutor.—EDs. ELEC. 
REv.] 


The Electrical Heating of Factories. 


. In a recent issue of the Engineering Magazine (New York) 
we notice an article by Mr. О. M. Becker on “ Factory Efüci- 
ency and Heating." 

Mr. Becker very rightly contends that the physical environ- 
ment of the workman directly influences his efficiency, and, 
consequently, the efficiency of the factory, and then proceeds 
to argue that to obtain the necessary physical efficiency it is . 


` advisable to provide heating for the factory staff by means of 


exhaust steain. | 

We are unable to reconcile with his views of efficiency а 
system which, from an engineering point of view, is equiva- 
lent to exhausting into the atmosphere, with the attendant: 
losses, too obvious to need dwelling on. A system which 
makes the workman efficient to the detriment of the econo- 
mical running of the steam plant is, surely, no system at all. 

However, the point which interests us principally is Mr. 
Becker's light-hearted condemnation of electrical heating. 
After casually touching upon one or two extremely antiquated . 
methods of works heating, as still practised extensively, and 


. pointing out their disadvantages, he states that ‘‘ electrical 


heating presents the same disadvantages, and, besides, is 
usually too costly, except under special conditions.”’ 

His statement as to electrical disadvantages would require 
considerable substantiation before convincing anyone who 
knew anything of modern electric heating, but his article is 
evidently written with the primary object of boosting that 
branch of heating in which he is himself interested. | 

As to the question of cost, Mr. Becker, if he wishes, can 


. easily convince himself that, under modern conditions of 


generation, electricity can be, and is, supplied in all large 
industrial centres at rates which render electrical heating a 
sound commercial and engineering proposition. 


The Bastian Electric Co., Ltd. 


| i JAS. BASTIAN, Sales Manager. 
London, W., August 25th, 1916. 


To Go—or Not to Go? 


I am in an unsettled state of mind as to the course I 
should now adopt with regard to my future, and accordingly 
bez to invite your views. 

І am an all-round man, i.e., I have had experience in 
machine shops, power, lighting, telephones, &c., and at pre- 
sent hold the position of foreman of the testing department 
with a large firm of electrical manufacturers. | 

Iam fair technically, with a good commercial experience, 
of good personality, and a capable interviewer; of sober habits, 
cool and level-headed; well accustomed to the handling of 
labour. I have a fair command of the French language. 

Summarised : Would it be better to decide to settle in this 
country or prepare to '' get out’’? 

Wishing your valuable paper the success it deserves, and 
thanking you, &c. 

| Unsettled. 


[To advise a man on a matter of so tremendous an import- 
ance—to him—is difficult and dangerous. Who can tell what 
the future may bring forth? For ourselves, we have infinite 
confidence in the ability of the Old Country to weather any 
storm, and we believe that a period of prosperity lies ahead. 
We should be very sorry to hear that our correspondent was 
leaving this country; he is the sort of man who will be indis- 
pensable to us when peace returns. Perhaps other correspon- . 
dents will favour us with their views upon this subject.— 
Eps. Exec. Rev.] 


FOREIGN AND COLONIAL TARIFFS ON 
| ELECTRICAL GOODS. 


ARGENTINA.—The valuations for the purpose of assessing 
the duties on articles imported into the Argentine Republic 
are fixed by a Valuation Tariff established in 1906, taken to 
represent the value of each class of merchandise imported. 
The Tariff of 1906 classified some 3,700 articles, but if has 
since been found necessary to value, by analogy, 1,500 other 
items; and owing to the very considerable changes which 


‚ have taken place in costs and freights, the present tariff 


К / 
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valuations do not correspond in the majority of cases to actual 
c.i.f. values. 

The question of revising these valuations has been under 
consideration on several occasions, and a Bill has passed the 
Senate and been favourably recommended to Congress for 
the establishment of a permanent Board of Appraisers. Anti- 
cipating action by Congress, however, reports H.M. Commer- 
cial Attaché at Buenos Aires, the Argentine Government have 
appointed a Commission, composed of representatives of the 
Departments of Foreign Affairs, Finance, Agriculture, and 
Oustoms, to draw up a revised schedule of valuations for all 
. imports, including those which figure in the Tarif of 1906 
and also subsequent additions. Representatives of local indus- 
trial, agricultural and commercial interests will also be 
ш to the Commission, but will not have the right to 
vote. 

The Commission will collect all data necessary as to the 
cost and frieght of each article, and will obtain expert tech- 
nical opinions when necessary. 

Fifteen days’ notice is to be given of the intention to con- 
sider the valuation of specific articles, and after a rate has 
been provisionally adopted a period of 30 days will be allowed 
for the presentation of objections, which the Commission will 
take under consideration before proceeding to make their 
recommendations. 


The Commission ‘will only consider representations which , 


are confined to proving the real c.i.f. value of goods at Argen- 
tine. ports. 

British exporters of merchandise to the Argentine Republic 
who take exception to the present valuation of their goods for 
import duty should instruct their representatives in the Re- 
public to bring their views before the Commission. 


SOUTHERN RHODESIA.—A Customs Decision has been 
issued recently to the effect that incandescent bulbs for pocket 
electric torches are classed under Tariff heading 1145, and 
accordingly are dutiable at the rate of 3 per cent. ad «val. 
under the General Tariff. Goods manufactured within the 
Empire are, however, 
Tariff. 

RUSSIA.—A Decree dated June 92nd/July 5th has been 
published in the official Bulletin of Laws, of Petrograd, giving 
a list of the machines, apparatus, appliances, wc., which are 
to be admitted, for a period of ten years, free of Customs 
duties, for the requirements of the Siberian and Ural gold 
mining industries, in accordance with the Imperial Decree of 
May 13th/26th last—see the Review of July 14th. The fol- 
lowing are included in the list : — 

1. Dredges complete. 

2. In dredges driven by electricity: dynamos, electric 
motors with cables and distributing arrangements; protecting 
and measuring appliances; transformers; electric stations, to 
be placed on the river bank or in barges and developing power 
for the engines on the dredge: all steam engines, boilers, 
motors at the station, electric generators, power conducting 
apparatus, and in general everything necessary for the fitting 
up of the station. 

3. Parts of dredges, viz. (f): parts of electrical equipment 
for electrical dredges: electric stations on the bank or on a 
special barge for serving the dredge (engines, dvnamos, 
switchboards, protecting and measuring appliances, trans- 
formers, cables, electro-inotors). 

4. Excavators complete. ; 

5. Parts of excavators, including electric locomotives and 
parts of same. 

6. Appurtenances and mechanism for prospecting dredging 
areas: including all kinds of drilling apparatus (ineluding 
those worked by electrical power) with all accessories. 

7. Parts of the above-mentioned appurtenances (clause 6), 
including electro-motors, rheostats, and dynamos. 

8. Apparatus, appliances, machines, &c., for crushing gold 
Ores and for extracting from them gold by chemical processes. 

9. Parts of above-mentioned apparatus (clause 8). 

It is officially announced that the Council of Ministers has 
approved a proposal submitted by the Minister of Commerce 
to prohibit the transit through Russia of goods the exporta- 
tion of which from the Empire is prohibited. 


FRENCH INDO-CHINA.—The French Government have 
notified H.M. Ambassador in Paris that for the period of the 
duration of hostilities, British goods exported from the United 
Kingdom to Indo-China, on British, French or Japanese 
vessels, will in the under-mentioned circumstances, be 
accorded the Tariff treatment to which they would be entitled 
if they were transported direct (i.e., they will obtain the 
benefit of the '" Minimum ” Tariff rates of duty) :— 

(a) If the goods are dikpatched from Great Britain direct or 
with transhipment in a French port, without subsequent tran- 
shipment ; | | 

(b) If the goods are dispatched from a French port, without 
subsequent transhipment; : 

(c) If the goods are dispatched from a port in Great Britain. 
with or without transhipment at Marseilles, but with tran- 
shipment at Singapore or at Hong-Kong, subject to the neces- 
sary ‘‘authorisation’’ being given by the French Consul- 


4 


General in London, and provided that the goods are tran- 


shipped nt Singapore on vessels of the subsidiary line of the 
Messageries Maritimes, and at Hong-Kong on French vessels. 
A Consular certificate establishing the regularity of the tran- 
shipment must be produced. 


admitted free under the Preferential 


ai 


[ 


(d) If the goods are dispatched from a French port with tran. 
shipment at Singapore or at Hong-Kong, under the same 
conditions of transport as are specified in the preceding para- 
graph, from the port of transhipment to the port in Indo 

ina. | 

The Note from the French Government in which this infor- 
mation is conveyed adds that, as the concession is based on 
the frequent impossibility (under present conditions) of load. 
ing British goods on French vessels (for direct transport to 
Indo-China), the ‘‘authorisation’’ of the French Consul- 
General in London cannot be dispensed with, and British 
exporters must, accordingly, obtain such ‘‘ authorisation ” for 
each consignment of goods. 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED), , 
Ccmpiled expressly for this journal by Messrs. W. P. TuHoursow & Co, 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 
11,439. '' Adjustable rest for telephone receiver." J. B. ВлшлЕ. August 
14th. 
11,453. ''Clips or gripping appliances for moving traction cables, endless 
rope systems, &c.”’ ARRY. August 14th. 
11,465. '' Telegraphv." Е. S. Heurtiey. August 14th. 
11,503. *'' Electric cable connecting boxes, fuse switch boxes, dividing boxes, 


&c." R. W. BLapEs AND BRITISH INsuLaTeD & HeLssy CaBLEs, LTD. August 
15th. 


11.520. “ Apparatus for closing and locking gates, &c., by electrical 
means." J. P. Scorr. August 15th. 

11,533. ‘* Selenium cell.” Economic Car Licur, 2тр., & W. W. Lewis. 
August 15th. 

11,587. “ Apparatus for signalling or telegraphing.” Т. McLEop. August 
15th. 

11,548. “ Spark plugs." G. J. Knutson. August 15th. 

11,564. '' Electro-magnetic pneumatic furnace," A. Turner. August 16th. 

11,565. ‘‘ Fluid containers or holders, and fabrics for same." Вютіѕн 
InsutateD & Herssy Cases, Ltp. August 16th. 

11,569. *“ Contact breakers for magnetos, &c. Н. Keen. August 16th. 

11,581. ‘* Electric lamps." Е. WksrwooD. August 16th. 

11,604. “ Automatic and semi-automatic telephone systems." W. AITKEN 
AND THe ReLay Automatic TELEPHONE Co. August 16th. 

11,605. ~“ Automatic and semi-automatic telephone systems." W. AITKEN 
AND THe Revay Automatic TELEPHONE Co. August 16th. 

11,617. “ Electricallv-operated indicator mechanism." W. R. Sykes Inter- 


LOCKING SiGNAL Co. & R. W. Tarrant. August 16th. 


11,623. '* Electric furnaces.’ Soc. ELecTRO-METALLURGIQUE FRANCAISE AND 
D. Е. CawPnBELL, August 16th. 
11,643. " Sparking plug for internal-combustion engines." J. Клон. 


August 17th. . 

11,658. ©“ Means for telephonic communication to and from moving rail. 
way trains, &с.” K. H. Warrvince & V. С. Werner. August 17th. (Sweden, 
Aupust 27th, 1915.) 


11,683. ‘Ships’, &c., electric telegraphic apparatus." С. Н, WOODWARD 
AND W. CmapBURN. August 17th. 

11,684. “Submarine electric leakage telegraphy."  SicnaL Ges. August 
17th. (Germany, March 16th, 1915. ) 


11,691. *'' Magneto-ignition systems." Soc. ре Paris Et ру RHONE. August 


l7th. (France, December 6th, 1915.) 


11,707. ''Ships' pneumatic telegraphic apparatus." W. Снарвокх. August 
18th 

11,713. *“ Electric lamp holders.” Вимімҹснам ELECTRICAL ACCESSORIES 
MasUrFAcrURING Co, & C. E. Garrett. August 18th. 

11,736. “ Pocket or portable electric lamp." W. Kinc & B. Tueopor, 
August 18th. 

11,740. ''Prepavment electricity meters." LaNpis & Gyr Soc. ANON. 
August 18th. (Switzerland, September 18th, 1915.) 

11.743. “ Ignition systems for internal-combustion engines." Е. HOLDEN. 
August 18th. 

11,752. '' Electric motor gyroscopes.” СкосіВ Е SrREL Co. OF AMERICA. 
August 18th. (U.S.A., April 3rd, 1915.) 

11,769. “ Electric motor gvroscopes," CRUCIBLE STEEL Co. oF AMERICA. 


August 19th. (U.S.A., November 3rd, 1915.) 


11,787. ‘“ Sparking plugs for internal-combustion engines." W. А. CLARK, 


Н. €. Loxcrorp, W. W. LowNcroRD & Trt SeuniNx MANUFACTURING 
August 19th. 
11,789. '* Electric transformers." British Exectric TRANSFORMER СО. 


AND S, C. Mount. August 19th. . | 
11,804. “ Varying frequency of alternating electric currents." А. ROLFE. 
August 19th. 


11,807. ‘ Producing electric oscillations." Е. E. Guisor (Sperry Gyro- 
scope Co.). August 19th. . 

11,812. '' Electric lifting magnets." А. West AND A. West & Co. August 
]9th. | 
PUBLISHED SPECIFICATIONS. 

1914. 

15,690. ELEC;RO-MacxETIC Friction Сіотснеѕ. J. Bing. June 30th. 
10158. 
6,408. DkiviNG AND REGULATING OF Tarkino Macwings. British Thomson- 
Houston Co. (General Electric Co., U.S.A.). April 29th. 
8.537, EfkcrRICAL Heater. W. J. Kerr. June 9th. (December 7th, mo 


11.321. STARTING AND S¥NCHRONISING OF DYvNAMO-ELECTRIC МАСНІМЕЅ. Brit 
Jhomson-Houston Co. & Е. P. Whitaker. August Sth. | 

11,976. TELEPHONE Transmitters. J. Liddle (Universal High-power Tele- 
phone Co.. U.S.A.). August 19th. 

12,075. SkALING MEANS, MORE PARTICULARLY FOR USE IN CONNECTION WITH 
AccUMULATOR Cases. C. А, Vandervell. August 2151. 

13,934. OPERATING Rotary CONVERTERS AND OTHER ALTERNATING CORTE 
Macuinery. A. H. Railing & C. C. Garrard. October lst. (Patent of addi- 
tion not granted.) 

14.993, MAGNETO-ELECTRIC MACHINES FOR IGNITION IN INTERNAL-COMBUSTION 
ENciNES.. M. S. Conner. October 23rd. 

15.873. SPARKING ARRANGEMENTS FOR ELecrRic Icniron Devices. Н. W. F. 
Ireland. November 10th. i 

17.910. CONSTRUCTION or SPARKING PLUG FOR INTERNAL-COMBUSTION ENGINES. 
A. E. Heath. December 22nd. | 

` 1916. 


3,707. SYSTEMS FOR THE PRorrcrioN or ELrcTRIC CABLES IN THE EVENT OF 
Extervat. Damace. С. J. Beaver & E. A. Claremont. March 18th. (Addition 


to 6.674/15.) (100,978.) | 
5,061, | нн INSTRUMENTS. E. A. Petithory. April 6th, 1916. (100,987.) 
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LABOUR PROBLEMS. 


Tue Trade Union Congress, which opened at Bir- 
mingham on Monday last, has had to consider 


. problems which render the meeting perhaps the 


most important of its kind that has ever been held. 
The industrial organisation of this country, the rela- 
tions between Capital and Labour, the very consti- 
tution of Labour itself, are in the melting-pot, and 
into what forms they will be moulded when peace 
returns we cannot tell. That there will be funda- 
mental changes in all these factors of the industrial 
situation is so obvious as to have become a plati- 
tude; we earnestly hope that they will be so ordered 
as to establish our industries on new and firmer 
foundations, having for a basis the cordial co- 
operation of all parties for the promotion of the 
national welfare. 

Before the war the attitude of the Trade Unions 


. towards society in general gave many the impres- 


sion that Labour looked, and in time of emergency 
would look, solely to its own interests, and would 
seek peace at any price. But, happily for the nation 
and the Empire, the workers proved true to their 
race, and manfully shouldered the burdens which 
press so heavily upon them; the charges brought 
against them of want of patriotism have been 
gloriously refuted on the field of battle and in the 
workshops at home. With their support assured, 
the outcome of the war is not open to question. 
But the war must come to an end, and the new 
conditions which will then obtain demand the most 
careful attention and the utmost foresight on the 
part of the Government, the employers, and the 
Labour leaders. We are glad to note that in his 
presidential address to the Congress Mr. H. Gos- 
ling emphasises the importance of immediate pre- 
paration to meet the needs of the situation, in order 
to avoid the catastrophe which would result from 
the discharge of millions of men from both military 
and civil employment without adequate provision for 
the resumption of their normal occupations. That 
the process will be made as smooth and gradual 
as possible goes without saying, but nevertheless 
the strain will be severe—and it may come sooner 
than we expect. It will make the heaviest demands 
upon the patience and forbearance of the men and 
women thus set free, and we welcome the spirit in 
which Mr. Gosling invites the Trade Unions to 
grapple with the problems that will arise. He 
strikes the right note when he appeals for the cessa- 
tion of industrial strife, and the cultivation of a new 
spirit of conciliation and harmony between em- 
рІоуегѕ and employed. There have been faults on 
both sides in the past; the eyes of the nation have 
been opened as never before to the folly and waste- 
fulness of antagonism between Capital and Labour. 
which are mutually indispensable and inseparable, 
and the two parties have been brought into the most 
intimate contact, and have learnt to appreciate each 
the good points in the other. The time is favour- 
able to a real and lasting rapprochement between 
them, and the policy which has been adopted by the 
Government of allying the forces of the State with 
the efforts of industry, to shut out unfair competi- 
tion and to increase production, will go far to enable 
the crisis to be safely passed and our industries re- 
established on a durable foundation. Employers 
will realise that high wages and a high standard of 
livin& are not incompatible with commercial suc- 
cess; workers will have learnt, as their leaders have 
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already done, that restriction of output is contrary to 
ther own and the public welfare, and they will give a 
fair dav's work for a fair day's рау. Great strides 
have been made towards the realisation of a higher 
standard of comfort in the workshops, and more 
salutary conditions of working, which result in im- 
proved efficiency, and the spirit of enterprise and 
progress has been revivified. We look forward to 
the future with confidence renewed, trusting in the 
maintenance of the new ideas and feelings which 
have been called into being by the fierce. discipline 
of war. 


` А DEVELOPMENT of the German 
practice in the matter of invest- 
ment or financial trusts 15 reported 
as being projected in Russia for 
the electrical and mechanical engi- 
neering industries in that country. Although ema- 
nating from a German source, the report is never- 
theless of interest in Great Britain, and is of too 
circumstantial a character to be entirely ignored. 
We learn, for instance, that the International Com- 
mercial Bank, of Petrograd, the Russo-Asiatic 
Bank, and the Russian Bank for Foreign Trade, 
tevether with the banking firms of R jabuschinski 
and Mever & Co., and certain Belgian financial in- 
terests, have formed a syndicate and approached the 
Ministry of Finance for sanction to establish a joint 
stock bank for the creation and advancement of 
electricity supply undertakings and mechanical 
enterprises. The special objects of the bank, which 
is to have an initial capital of £500,000, soon to be 
increased to £r,000.000, are stated to relate to the 
acquisition and utilisation of waterfalls for the pro- 
duction of electrical energy, the grant of short-term 
credits to electrical and mechanical undertakings, 
the erection of works for the construction. of en- 
gines, motor-cars, and aeroplanes. and the con- 
version into limited companies of undertakings 
belonging to private individuals. It would seem 
that although the report refers to erection and con- 
struction, the underlying principle is that of finan- 
cially promoting these objects. The bank also in- 
tends to enter into arrangements with the Russian 
Copper Syndicate Medj for the purpose of ensuring 
deliveries of copper to ‘the electrical works with 
which the institution is to be associated. The pro- 
motion of works for the manufacture of telephone 
apparatus and glow lamps is also held in prospect, 
tovether with the amalgamation of existing private 
factories of limited size, and their transformation 
into companies. 

It is: well to bear in mind that different Govern- 
ment departments in Russia as a general rule have 
to express opinions on applications made with a 
view to securing Government sanction to the forma- 
tion of joint stock companies. It is asserted that 
the scheme has met with the disapproval of the 
Minister of Commerce, who informed the promoters 
that it was feared that the drawing upon large finan- 
cial resources for electrical undertakings might easily 
become a hindrance to the municipalisation of these 
undertakings, which was authorised by law. In 
any case, the procuring of private capital for the 
working of generating stations and tramways must 
be hindered. It was very much to be regretted, the 
Minister continued. that the Russian commercial 
banks were so reserved in the granting of loans of 
short duration to cities, even in cases where the 
Government guarantee was given; and it must 
almost be assumed that this attitude represented the 
endeavour to oppose the mmnnicipalisation of large 
electrical undertakings. The Minister is, further, 


The Financing 
сї Russian 
Industries. 


reported to have stated that the proposed participa- 


tion of foreign (Belgian) capital in financial enter- 
prise did not correspond with the repeatedly ex- 


pressed view of the Government, who wished to. 
reserve to native capital the work of utilising the 
national resources-—in this case, water power. 

“The Ministry of Finance, on the other hand. is 
declared to have adopted a non-antagonistic attitude 
towards the scheme. In any case, a matter of so 
ereat moment will be left to the decision of the 
Ministerial Council, a decision which should be of 
great international importance. 


“3 


Tue outlook in crude rubber is 
Rubber. sull very disappointing, although 
the time of year has already been 
reached when signs of an improving demand usually 
become perc ceptible i in connection with autumn trade 
requirements, Preparations in that direction are 
not unlikely to be put off this vear, at least for a 
time, while the manufacturing trades on both sides 
of the Atlantic are confronted with so manv un- 
certainties. which must necessarily induce much 
more caution on the рагі of consumers. As И is. 
the latter in many cases appear to hold vood stocks 
due to the fact that their operations have been 
scmewhat checked by apprehensions as to a curtail- 
ment of the outlet for their products. The nursing 
of excessive supphes acquired at higher prices 15 
rather a costly matter under the present stringent 
monetary conditions, and this feature constitutes an 
additional disturbing factor, although it is prema- 
ture to infer that anything. like important qvan- 
tities will come on re-sale. For the. present, all 
indications point to a restriction of the outlet for 
manufactured rubber, and the policy of buvers of 
raw rubber is to go slow until the outlook becomes 
clearer. There is no mistaking the fact that condi- 
tions in the United States have grown worse, so 
that the falling-off in the demand from that quarter 
is not to be wondered at. Industrial enterprise there. 
at any rate, has become seriously threatened bv the 
Labour unrest which has latelv spread to one of the 
chief rubber manufacturing districts. In addition 
to this, there is the railway trouble, although 
the latest advices suggest that a strike will be 
averted. America, of course, is by far the biggest 
rubber consumer, hence, until the Labour dif- 
culties have been straightened out, the outlook is 
viewed with a certain amount of anxiety by rubber 
holders. The demand recently was not really bad. 
in fact considerable quantities of the product were 
taken care of, while the squaring-up on contracts by 
dealers in the course of August had a temporary 
steadving effect. 

The statistical position is now impaired by accu- 
mulations, and this is no doubt calculated to encour- 
age buyers in their reserve, arrivals having assumed 
rather larger proportions, and it is probable that 
spot delivery will remain at a discount, while the 
estates are still reluctant to make concessions for 
forward contracts, an attitude which is rather 
puzzling having regard to the changed conditions, 
inasmuch as there is not much chance of improve- 
ment for some time, at any rate. Much, of course. 
depends on the turn of events in the trans-Atlantic 
trade, and in the meantime the market must be 
expected to be put to a somewhat severe test, since 
unsold supplies coming to this side will have to be 
financed. which tends to aggravate the want o! 
cenfidence. The Straits shipments for July were 
particularly heavy, representing well over 5.000 
tons, this making the aggregate from that source , 
over the seven months 28.718 tons, compared with 
17.933 tons in 1915, and 10,090 tons in 1914. At 
this time last year the prices of both plantation No. I 
latex and fine hard Para were practically ‘on the 
same level, near 2s. 5d. per Ib., but whereas the 
former now stands at well under that figure. the 

value of hard Para is not much under 3s. per 1b.. 
though the quantities of the latter at present dealt 
in are of no special importance. 
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INQUIRIES FOR CABLE ACCESSORIES. 
By “S, С." 


THE above subject is one on which. up to the present, very 
little, if anything, has appeared in the electrical Press. 

During the past ten years or so, this particular branch 
of electrical work has developed very considerably, and 
as each vear goes by, the users of cable accessories are more 
particular regarding the design of them. 

In view of this, it is but reasonable that engineers should 
be expected to make their inquiries as clear and as concise 
as possible. í n 

At present a great number of inquiries ате sent to 
manufacturers, giving insufficient information for them to 
quote Upon. 

Very often exceptionally low prices are quoted, * withont 


1 


TABLE OF DIAGRAMS. 


No. 1.--Straight-through non-disconnecting “single.” 
through non-disconnecting "3 singles." 
non-disconnecting "twin." 
“concentric.” 
"triple-concentric."' 
disconuecting "3-core." 
necting "4-core." 
ways. links on main. fuses on branch." 


Three-way disconnecting "3 singles main (3-wire work) links on positive and neutral." 
g p 


ways, No. 19.--Three-way non-disconnecting "twin all ways." 
Three-way non-disconnecting "3-core main, twin branch." 


No. 2.—Straight-throuch non-disconnecting "2 singles.” 
No. 4.— Straight-through non-disconnecting " two singles off single.” 
No. 6.—Straight-throuvh non-disconnecting ~ 
No. 8.—Straight-throuvh non-disconnecting "two singles off concentric.” 
No. 10.-—Straivht-through non-disconnecting "3 singles off triple-concentric." 
No. 12.- Straight-throurh non-disconnectiny "3 singles off 3-core." 
ANO, 14.—-Straight-through non-disconnecting "4 singles off 4-core.” 


No. 22.— Distribution box 


If some of the following suggestions were embodied. in 
inquiries, I feel sure many manufacturers would appreciate 
them very much indeed :— 

The voltage should always be stated, especially if for 
H.T. or E.H.T. work. 

The name of the cable manufacturer should be stated, 
especially if the boxes are required for existing cable. € 

Full particulars of the cable should be given. 

State if the boxes are ordinary “joint |“ boxes, or if dis- 
connecting ; in the latter case, state if fuses or links are 
required ; also state which cables are to be disconnected, 

‚ Show links thus |. and fuses thus Y. 


The “lid joint " of disconnecting-hoxes is а very 
important thing, and if. any special joint is required, such 
as “packed Joint," ** diving bell." or “machine joint,” &c., 
it should be stated. : 

If the boxes are required for fixing to the wall (and. if 
they are not ordinary “ terminal boxes "), it is necessary to 


76 


ae 
7q 


\ 


No. 3.—Straivht- 
No. 5.—Straight-through 
No. 7.- SNtraight-throuzh non-disconnecting 
No. 9. —Straivht-through non-disconnecting 
No. ll. Straizht-through non- 
No. 13.--Straight-throurh non-discon- 
No. 15.— Three-way disconnecting "3 singles all 


2 singles off twin." 


No. 16.—'Three-way disconnecting "three singles all ways. links on branch only." Ко. 17.— 
No. 18.-- Three-way non-disconnecting ” single all 
No. 20.—Three-way non-disconnectiny "3-core all ways.” No. 21.— 


"3-way 3-phase ` (fused). No. 23.— Distribution 


box "2-way 3-phase " (fused). No. 24.— Distribution box "3-way 2-wire " (fused). —No. 25.- Three-phase pillar " six-way " (fused). 


going into the matter very far," merely to get the order 
“which may be pending ” for cable. | 

When low prices are quoted in this manner, it is only 
natural that repeat orders will be given to the same firm. 
Of course, if there is no cable ordered at the same time, the 
юхез have to be supplied at a loss. 

In order to prevent delay in answering inquiries, due 
to their hot heing clear, small sketches or diagrams of con- 
nections (as here illustrated) should accompany them, 
together with a few notes stating definitely what is required, 
and Under what conditions (if special) the boxes are required 
ms Not only will the manufacturer thus he treated 

airy, but the client will stand a better chance of getting 
the quotation promptly and correctly, | 


vive a sketch showing the various cables in each gland ; 
that is, supposing the cables are different in size or type. 
If the box is “three-way,” it is necessary to know if the 
cable on the “tee” leaves at the top or at the bottom ; if 
a straight through,” it is necessary to know if it is to be 
fixed vertically or horizontally. Inquiries should always 
state whether compound is required or not, 

Sometimes cables are required to be taken out of boxes 
through pipes, in which case the inquiry should state 
definitely the size. and whether ** conduit" or “ ordinary 
gas pipe." . 

In connection with ** wall. terminal boxes," very often 
bare leads are taken off; this point should be specially 
mentioned. | $ 
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When boxes are required to ђе fitted with troughing 
sockets, full dimensions of the troughing in use should be 
given. 

If wiping glands are specially required, this point should 
be mentioned. 

If boxes are required to be ** watertight," special mention 
should be made, and if the customer has any preference, 
he should state what particular joint 
he prefers — e.g., ** machined joint," 
* packed joint," &c. 

In the case of ** distribution-boxes,” 
it is necessary in almost all instances 
to send a sketch or diagram of con- 
nections, 

Customers should bear in mind that 
manufacturers are not always in а posi- 
tion to supply exactly what is required, 
and they should give them an oppor- 
tunity of quoting for standard material 
or for boxes the patterns of which are 
already made. 

Where boxes are required for 
“mining work," it should be specially 
stated whether they are required for 
“underground” use or otherwise. 
This is very important, as unless it 
is specially stated, quotations are sent 
in for boxes suitable for ** underground 
use," 

Cable manufacturers, as а rule, 
manufacture several — * classes ` от 
"ranges" of boxes to meet ‘all re- 
quirements, апа inquiries should state 
whether a cheap, medium, or very good 
and serviceable box is required. Some 
boxes are only required for temporary 
use, and it cannot be expected that 
the customer would wish to pay, gay, 
£10 for a box when one at, say, £4 
would meet his requirements. 

It should be stated whether the 
able is armoured, and if * tape,” or 
“single,” or ** double-wire " armoured 
(even in the inquiry stage it occurs 
that full dimensions of the cable are 
necessary ). 

Drawings sent for approval are not 
always treated properly. Instances have 
occurred where material has been made 
to approved drawings, but when received has been- com- 
plained about or rejected (very unfair to the manufacturer). 


ELECTRIC TRAVELLING CRANES FOR 
N.S.W. GOVERNMENT. 


THANKS to the courtesy of Messrs. Cowans, Sheldon & Co., 
Ltd., of Carlisle, we are enabled to illustrate one of six 
large electric travelling cranes recently made by them for 
the New South Wales Government, all of which have been 
constructed according to the complete design provided 
by the purchasers. 


The cranes are capable of dealing with loads up to 15 


tons at a fixed radius of 55 ft., and the height to the centre 
of the jib head pulley is 84 ft. above rail. The revolving 
guperstructure is mounted on a high carriage, so as to give 
a clearance under the jib of 47 ft. at 14 ft. 11 in. from the 
centre of the cranc. | 

The carriage is arranged to travel on rails laid at 
22 ft. 6 in. centres, and has an opening between the rails to 
allow railway traffic to pass under the crane. The lifting 
- barrels, of which there are two, are driven through two 
double reductions of spur gearing by two 100-B.H.P. motors, 
giving a lifting speed with full load of 100 ft. per minute, 
or, if driven by one motor only, of 50 ft. per minute. 

Automatic mechanical brakes of the Weston type and 
automatic solenoid brakes are fitted on the second motion 
and armature extension shafts. 


The slueing motion is driven by a 25-B.H.P. motor, which 
gives a speed of 300 ft. per minute at the hook. 

The crane is mounted on four pairs of cast-steel rail 
wheels, one pair of which on each track is driven by a 
25-B.H.P. motor through spur gearing arranged to give a 
speed of 100 ft. per minute. 

Each set of control gear is of the contactor type, the 
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ELECTRIC TRAVELLING CRANE FOR COAL SHIPPING. 


contactors being mounted on iron frames suitably fixed: at 
the back of the machinery house, and operated by master 
controllers situated at the driver’s position in front of the 
house. | 

The whole of the switchgear, including the circuit 
breakers, ammeter, voltmeter, and connections, is of the 
ironclad type, mounted on a steel frame, and the complete 
equipment is arranged to work on direct current at 600 volts. 
Ample provision has also been made for lighting the crane 
throughout. | 

These cranes are for use on the new wharf at Newcastle, 
N.S.W., for coal-shipping purposes; Australian papers 
report that tests on the spot showed the anticipated speeds 
to have been considerably exceeded. | 


THE SPERRY SEARCHLIGHT." 


(Abstract of article by CAPT. ADELNO GIBSON.) i 


THE one important essential] of. the projector searchlight lies 
in the arc source of light, and it has only been recently that 
any great advancement has been made in this direction. This 
improvement in the output of the searchlight of a given size 
lies in the increase of the specific brightness of the ligbt 
source, which is the brightness per unit area of the light 
source. It is this tremendous increase of the light source 
brightness that makes the Sperry lamps so much more power- 
ful than any of the lamps used in the present standard Army 
and Navy searchlights. 

The pure carbon crater has a fairly constant brilliancy of 


* Journal of the U.S. Artillery. 


= Qe emp n 


e —————— M € M 


Vol. 79. No. 2,024, SEPTEMBER 8, 1916. ] THE ELECTRICAL REVIEW. 257 


approximately 150 c.P. per sq. mun., and it has been con- 
sidered that this was the highest attainable brilliancy. It is 
ire that this old standard searchlight arc gives the highest 
brilliancy obtainable from a heat radiating solid, since carbon 
has the highest melting point of any known element, but this 
brilliancy has been surpassed in the Sperry arc by making 
use, in addition to this heated crater surface, of a superheated 
vapour or gas produced in the arc. This superheated gas is 
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A, Present U.S. Navy lamp, 36-in. searchlight. B, Present U.S. Navy lamp, 60-in. search 
light. c, Sperry lamp, 90-in. searchlight. р, Sperry lamp, 36-in. searchlight. 


lamp, 60-in. searchlight. 


Ес. 1.—CANDLE-PowER DISTRIBUTION CURVES, 


formed. from certain special materials that are powerful light 
producers and with which the positive carbon is impregnated. 

For the successful use of this bright vapour as a searchlight 
souree, if is necessary that it be concentrated in a very small 
area, This is accomplished in the Sperry arc by maintaining 
a very deep crater in the positive carbon and into which crater 
this bright vapour is kept pressed. This vapour causes the 
mouth of the crater to emit a very in- 
tense illumination running even as high 
as 200 C.P. per sq. mm. or 320,000 c.r. 
per sq-in. The force used to keep the 
vapour pressed back into the crater of 


£129 


thé positive is the arc flame from the 
к абса, and is similar to the 
arc flame used in the old standard 
searchlight lamps. The arc flame ap- 
pears ав а flame of considerable velocity 
emanating from the negative carbon, 
and gives but very little light in either 
the old or Sperry type of arc as com- 
pared with the positive crater. 
Thefollowing tabulation of the specific 
brilliancies in C.P. per sq. mm., which 
із rightly taken as the basis of 
йк = Le for all are work, 


shows the tremendous light intensity of 
the Sperry arc :— С.Р. per 
sq. mm. 
l Ordinary tungsten  fila- 
BEL A sau. 9.4 to 5.4 


3. Ordinary -tungsten  fila-- 
^ "ment, nitrogen filled ... 10.0 to 20.0 
3. Tungsten at the melting 

point (3,500 deg. О.):... 72.0 
4. Arc flame, ordinary white 


^ fame are .................. 7.0 to 20.0 T 

5. Surface of crater '' spot,” ой: 
flame are positive ...... 50.0 to 90.0 

6 Crater surfacé pure car- eise OMS 
—bon average .............-. 150.0 


7. The Sperry arc being the 
the 0.р. of dense posi- 
tive vapour in deep 
crater of a a 
are; special. projector /9-- 
electrodo _.................. 500.0 


8. Bun'at 30 deg. elevation 775. 


The very high light intensity of the 
‘Sperry are is also indicated by the 
Curves shown in fig. 1. Curve a shows 
OP. distribution of the old type 
ттр lamp with а maxi- 

tim of 42000 c.». throughout a com- Fi 
ively small zonal angle, and curve 
? Shows the c.p. distribution of the | 
pissent Sperry 36-im. searchlight lamp indicating a maximum 
of 105,000 с.р, with a very wide angle of high intensity. 
Another great advantage which the Sperry are has over 


the olde form lies in the very great reduction in area of the 
J-Eving source or crater. 
As possible by using this new type of arc to concentrate 
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; 2. 8PERRY SEARCHLIGHT : OPERATING MECHANISM, 


the vapour into a crater having a much smaller mouth area 
than in the case of a carbon arc of similar amperage, and this 
results in a reduced angle spread of the beam which is much 
n.ore nearly parallel throughout its length. For the standard 
150-amp. arc the positive carbon is only $ in. dia., and the 
crater diameter somewhat less. The negative carbon diameter 
is only 7/16 in., and with its small holder casts very much 
less shadow on the centre of the mirror, thus adding more 
reflected light to the beam. | 

The principle upon which satisfactory operation 
of this high intensity arc depends is entirely . 
different from what had been previously sup- 
posed. It was first believed that current density 
was the principal factor for the operation of such 
arcs, but we have found out experimentally by 
current densities ranging from 100 to 1,000 amp. 
per sq. mm. that current density is not the con- 
trolling factor, but that current value is the im- 
portant factor. 

Tt is evident that to obtain this highly concen- 
trated light source and at the same time produce 
constantly a sufficient supply of bright vapour to 
fill the positive crater, a rapid consumption of the 
positive electrode is necessary. It 1s for this 
reason that the positive carbons are so much 
longer than those previously used, being 44 in. 
for the standard 150-amp. arc. In the old type 
searchlight arc rapid consumption of the positive 
was not necessary since the gaseous products 
were not used at all in the production of light, 
but in the Sperry type of arc this rapid burning 


E, Sperry of the positive is necessary to provide the light 
А emitting gaseous materials. 
/ 
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The Sperry Gyroscope Co., after two years’ experimenting 
with this new form of arc, are now manufacturing projector 
searchlights giving a C.P. intensity at the arc corresponding 
to that shown in fig. 1 for the 36-in. size, and which, 
with an accompanying reduction in the divergence of the 
beam, gives an illumination on the target of six times that 


# 


of the positive carbon is also supple- `- 
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formerly obtained with the older type searchlight of similar The negative carbon can be easily put into- place when the 


diameter. | carriage 1s swung to one side. И 
Fig. 2 shows an elevation of the Sperry searchlight. The A rheostat is used in series with the arc adjusted, so as to 
control box contains a shunt-wound motor (10) direct con- get a voltage across the arc of about 75 volts. 
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FiG. 3.—EXxTERIOR VIEWS, SPERRY SEARCHLIGHT, 


nected to both a centrifugal blower (11) : | ; AB i E 
and a gear train for the feeding and | e 
rotating mechanism. The blower fur- 
nishes air through passages (3) and (4) 
to the positive and negative carbon 
holders respectively. The air supplied to 
the positive holder is forced between a 
number of heat radiating disks which 
surround the end of the holder nearest. 
the arc. The cap (28) is open on the 
upper side to allow the air to escape 
from the positive holder. This method 
cools the positive carbon and also re- 
moves the heat from the mechanism of 
the positive carbon holder, received 
mostly by direct radiation from the are. | 
The positive carbon is rotated, being 
connected to the motor (10) through a 
vertical shaft (5) and a worm gear. 
small crank carrying a crown gear, 
which engages a gear on the vertical 
shaft, is used to rotate the carbon by 
hand if necessary. | 
The positive feed is operated by 
thermostatic control of the solenoids (8) \ 
through the vertical shaft (6). The 
thermostat is mounted on the drum, and 
so arranged that when the positive car- 
bon burns out of the focal point of the 
mirror the light from its crater is brought 
on to the thermostat, causing feed of the 
positive carbon until the focal point is 
again reached. This automatic control 
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mented by hand control. 

The feed of the negative carbon is 
controlled by the solenoid (12) con- 
nected directly across the arc, and moves 
the carbon in the proper direction as the 
voltage rises or falls. |The automatic 
feed of the negative carbon is also 
supplemented by hand control. A strik- 


ing solenoid (21) moves the entire nega- > (Cresi Breaker fr Liming py 
tive holder back the proper arc length «vial vey A "Mr 


on striking the arc, 

The entire negative carriage can be 
turned to the right to permit new nega- 
tive carbons to be inserted; when so 
turned, the grip on the carbon is re- 
leased slightly, permitting a new carbon 
to be slipped in easily. 

The operation of the Sperry lamp is 
very steady and requires but very httle 


yechng 


attention after the simple adjustments | | А T qu Em 

fo? Jon 67 the akc, Spesd of rotation’ Fie. 4.—CIRCUIT DIAGRAM, SPERRY SEARCHLIGHT, — or ae 
of the positive carbon, and the feeding of the carbons have The hand control is shown in fig. 4. This mechanism 
been made. The positive carbon is inserted into the holder by consists of a small pointer with a handle 6 in. in length 


slowly rotating it and pushing it forward at the same time. mounted above the operating mechanism, which is contained 
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ш а small brass composition kox with overall dimensions 
of about 9 in. wide by 3 in. high and 5 in. long, and a total 
weight of about 7 lb. А 

In operation of the hand controller, the pointer is kept in 
the direction to which the beam of the searchlight is to be 
trained. The vertical and the horizontal training motors are 
series wound, and both have the same system of speed control. 
By means of a double contact arrangement, two speeds are 
provided for each motor. On the first, or slow-speed contact, 
resistance 18 placed in series with the inotor armature; on the 
second, or high-speed contact, all the resistance is cut out. 
The second or high-speed is about three times the first or 
slow-speed. . А 

This controller ів connected by an interior communication 
cable to the operating mechanism at the base of the. search- 
light, by means of which the drum is turned in azimuth or 
elevated or depressed, corresponding to the movement of the 
ecptroller handle at the distant station. 

A very important advance in this work has been in the 
menufacture in this country of carbons suitable for such 
searchlight arcs. Formerly the only source of supply of car- 
bons suitable for these results was Germany, but after many 
months of co-operative work between the largest carbon 
manufacturers of this country and the Sperry Co., the latter 
is now able to manufacture superior carbons for this purpose. 

The Sperry Gyroscope Co., which has developed this arc, 
is now using it in searchlighta of 24-, 30-, 36-, and 60-in. dia. 
In addition, the Sperrv lamps are being installed in old search- 
lights, replacing the old form of arc. 


THE BERKSHIRE IGNITION MAGNETO. 


Ata time when a good deal of atténtion is being devoted in 
the United Kingdom to the question of ignition magneto 
manufacture, to remove the dependency on German-made 
machines of the British inotor-car industry which existed 
prior to the war, considerable interest attaches to any new 
design of magneto that may be introduced, especially when 
such new design embodies novel features, as is the case with 
the “Berkshire " machine, Which has recently been brought 
out by the Berkshire Magneto Co., of Pittsfield, Mass., U.S.A. 

One of the principal claims made for this new magneto 
is that, while it gives a strong spark at low speeds, and thus 
ensures easy starting of the engine to which it is attached, 
tle power of the discharge increases at a lesser rate than 
the speed. It is, of course, possible to have too hot an 
ignition spark; if the high-speed discharge is very intense, 
it has a destructive action on the points of the sparking pluga 
and the contact breaker, and puts an undue strain on the 
eondenser and the insulation. | 
Owing to the peculiar magnetic circuit of the machine 
under notice, it is claimed that the discharge current reaches 
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Section or BERKSHIRE 12-CYLINDER MAGNRTO. 


one half- of its maximum amount at а speed of 50 m.P.M., 
While at 150 n.P.M. it has attained 80 per cent. of the maxi- 
tum intensity, This means that the spark produced at 150 
КРМ. is practically identical with the spark at 3,000 m.P.M. 
nother feature of the machine is that there are no wind- 
ngs, either low or high-tension, on the armature. In fact, 
the only rotating member: which carries electric current 1з 

* intemal portion of the distributor. The 
hi has two poles, while two supplementary poles of soft 
i are placed in the mouth of the horse-shoe, these being 

agnetically insulated by aluminium. In the accompanying 
that ы sectional drawing of the magneto, it will be seen 
S. ere are four deep grooves in the armature. By this 

angement the four iron portions of the armature are made 
prides a to the pair of main poles and the pair of supple- 
аноді Poles in the field magnet. The iron parts of the 
by ale ате held together, and also magnetically insulated, 


a 


horse-shoe . 


The supplementary pole pieces, which are made of soft-iron 
laminations, are also die-cast in their aluminium cases, and 
it will be seen from the lengthwise sectional drawing that 
the laminations extend a good distance behind the horse- 
shoe. It is between the ends of these projecting supple- 
mentary pole pieces that the coil mit is саса. this consists 
of a soft-iron core, having a L.T. and a н.т. winding; there 
is thus a magnetic circuit. from one of the supplementary 
pole pieces through the core of the coil and back via the 
other supplementary pole piece. When the armature is in 
the corresponding position, the magnetic circuit passes from 
one main pole through a segment of the armature to one 
of the secondary poles, thence through the core of the coil 
unit, and back via the second supplementary pole piece, oppo- 
site armature segment and other main pole. It 18 now pos- 
sible to explain the condenser effect of this circuit. When 


SECTION or MAGNETO SHOWING UNWOUND ARMATURE 
CONSTRUCTION. ` 


the armature is rotating, the passing of the iron portion across 
the faces of the pole pieces sends a series of magnetic 
" charges” into the projecting portions of the supplementary 
poles. Through the air surrounding the latter, a certain 
amount of magnetic leakage can take place, so that the 


. upper and lower supplementary poles may be regarded as the 


inner and outer coating of the condenser. The air gap pro- 
vides a constant leak or discharge resistance, so that the flux 
which passes through the core of the coil unit cannot be 
increased above a certain point. 

From the sectional drawings, it will be observed that a 


` condenser is contained in a small round case mounted on top 


of the upper supplementary pole piece; thence the H.T. cur- 
rent passes to the central member of the distributor which 


DFTAILS OF CONTACT-BREAKER AND H.T. DISTRIBUTOR. - 


carries a number of brass segments corresponding to the 
number of cylinders of the engine. 


sectors, however, there is no actual contact, the current 


jumping across а very small air gap; the safety gap is con- 


tained within the distributor.: | 
Turning to some of the mechanical details of the machine, 


the contact-breaker mechanism is interesting, the method of 
The spring A is one con- 
in B, means of 


adjustment being on novel lines. 
tinuous piece of steel, wrapping round the 
adjustment being provided at the points c and b. The lower, 
insulated, platinum point is carried on a small strip of spring 
Steel backed by a stout strip of red fibre. The upper screw D 


In the outer part of the 
distributor are brass pins; between the pins and the rotating 


` 


adjusts the tension of the contact-breaker spring, and the 
lower screw controls the position of the contact-breaker 


D 


У aiuminium, the drivin > j 
, g shaft and the armature pole pieces 
being locked together by a die-casting process. 
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points. The whole contact-breaker mechanism is во arranged 
that it can be easily removed for cleaning or adjustinent pur- 
poses, While the coil unit can be withdrawn by removing a 
couple of screws. - : 

The range of ‘* Berkshire °” magnetos includes a two-spark 
pattern for four and six-cylinder engines, and four-spark 
models for four, six, eight, and J2-cylinder motors. The 
construction is claimed to be particularly well adapted to the 
four-spark system, the machine, of course, then running at 
half the speed of the two-spark type. The makers point out 
that another advantage of the four-spark system is that it 
provides a six-cylinder magneto with a very wide range of 
adjustment, 45 deg. being easily obtainable, this being 45 
deg. on the crankshaft. This wide range. coupled with the 
automatic limitation of spark intensity, gives, it is claimed, 
all the advantages of battery systems of ignition at low speed 
and of wound-armature magnetos at^ high speeds, with a 
practical elimination of the ordinary disadvantages of both. 

Finally, it mav be mentioned that the new machines are 
characterised by light weight and strong mechanical details, 
and that, electrically and mechanically, they are excellent 
manufacturing propositions. The solid. unwound armature, 
for example, can be made a close fit within the magnet poles 
without any difficultv; the coil unit is easy to wind, and 
nearly all the non-magnetic parts readily lend themselves to 
production by die-casting. 


OIL ENGINES AND STEAM ENGINES IN 
COMBINATION, 


(Abstract of Paper read before the Divskt ENGINE USERS 
ASSOCIATION Љу GEOFFREY PORTER.) 


My object is to discuss some of the problems met with in extending 
a comparatively inefficient generating station of the "lighting 
load ` order with a plant capacity round about 1.500 KW.. and 
equipped with steam engines. some with condensers and some 


witbout : there are dozens of such stations dotted about the country. 


from 12 to 20 years old. | 

Some five or six vears ngo. several papers were read. in which 
were: discussed the advantages to be paimed by the use of the 
Diesel engine. Some of the writers. I think, rather overstated 
their claims, and all conclusions were based ¢hiefly on results 
obtained on the Continent with plant manutactured by Contineutal 
firms. 

Now. however, the Diesel engine is making good headway: 
manufacturers and users have pained experience: the fuel oil 
question is in a fair way to being solved by utilising the products 
of the distillation of coal; and though the capital cost is. and will 
probably continue to be. high. the essence of the problem. j.e.. the 
balance in hand to credit of net revenue account in the annnal 
balance-sheet. is found to improve in proportion to the use of the 
Diesel engine. The mixed stations have justitied the wisdom of 
their engineers during the present extremely ditheult times ; but for 
their efficient oil engines many of them would be in a bankrupt 
condition to-day. 

The capital expenditure on three specified stations up to the 
time when Diesel engines were put down, was (for generating 
plant only) as follows. viz. :—- 

Station “A.” £291 per KW.: Station " BO” £280 per KW.: 
Station " C," €398 per KW. 

Stations А "апа “C " condense the exhaust steam : Station “BY 
is a non-condensing station. The overall thermal etlicieney of the 
three steam plants in the year prior tothe adoption of Diesel engines 
was:—Station А, 4°93 per cent. ; Station " B." (6&1. per cent. ; 
Station " C," 2'6 per cent. 

These results are not very encouraging when one considers the 
money that has been put into the plant in each case. Neverthe- 
less. the figures are typical of stations of their class. 

This thermal efficiency ix arrived at by calculating the British 
thermal units equivalent to the units venerated at the dynamo 
terminals (taking 3,412 B.TH.U.s per в.о.т. unit) and working out 
the total as a percentage of the B.TH.U.» in the quantity of coal 
consumed. The fiyures given are not absolutely accurate. owing to 
the heat-values of the coals used not being certain. 

As one can speak most fully from one's own experience, I trust 1 
may be forgiven if I analyse the various figures tabulated for 
Station “A.” In 1911. extensions of plant became imperative : 
what had been done in the past and the possibilities of the future 
were very carefully considered. 

. The capital expenditure on generating plant up to the end of the 
financial year 1910-11 was as under :— | 


ENGINE-ROOM PLANT. 
Engines. dynamos, and foundations... €4.690 


Condensing plant and pipework 3.506 | £152 per KW. 


BoILER-HOUSE PLANT. 
Boilers and their brick settines £3.602 
(nominalevaporation. 36.000 Ib. per hour) 
Feed-pump. injectors. and pipework... 1.500 
Chimney, economiser, and Hues wee 2400 
` Gross capital expenditure 


ees 


£139 per KW.. 


- eee css £291 per KW. 


On this outlay the annual charges for interest and redemption of 
capital amounted approximately to £1,200, or £223 per KW, 
installed. 

On the other side of the account. 1 KW. of maximum load on the 
feeders produced (in 1910-11) 1.243 units, equivalent to about #2]. 
Hence the capital charges on the steam-raisiny and using plant 
alone absorbed as much as 10 per cent of the earnings. (Annual 
load factor. 1472 per cent ) 

After consideration it was decided to extend the plant with 
Diesel engines. At the time an addition of 250 KW. was required, 
and it was decided to divide this capacity between two engines: 
firstly. beeanse a better. " running-plant^ loud factor could be 
obtained in this way: and, secondly. from motives of caution. 

The capital eost of the extension worked out at €16°95 per KW. 
Two years later a third engine was obtained coupled to а 260-&w, 
dynamo at а capital eost of 410127 per kw. In all, the capital 


expenditure was £18:13 per KW. for 510 KW. capacity. 


PENCE PER UNIT GENCRATES 


Station " BU spent. €26077 per KW. for 600 KW.: and Station “C” 
а sum of £1866 per KW. for 540 KW. of plant. Local circum- 
stances entailed a very heavy expense for foundations in the case of 
"B. while plant was more expensive in first cost than at the time 
when T was in the market. “B” profited by other people's experi- 
ence inthe matterof "accessories," and wisely spent rather more money 
on them-—notably. on fuel oil мотае tanks. " € adopted engines 
and dynamos which required large foundations, with the result that 
the gross capital outlay was rather greater than it was in 
Station " A." 

An equivalent steam plant for " A" would have necessitated an 
outlay of £ 7.450, equivalent to £148 per kW. The annual charges 
for interest and repayment of principal would have been £177 less 
for a steam plant than for a Diesel plant. 

On a“ running plant " load factor of 65 per cent.. and with coal 
of about 13.000 p.TH.U's per lb., I expected to produce 500 units. 
more or less. to а tou of coal--taking the whole steam plant into 
consideration. Inquiries in several quarters led me to expect con- 
fidently that a Diesel enzine. under the same load-factor conditions, 
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would deliver 3.200 units per ton of fuel oil of 17.500 B. TH.U.8 
per lh. Assuming a price ratio of 2) to 1 between oil and coal (аз 
it was approximately for " A" in 1910 to 1911), there was a large 
marvin in the earning capabilities of the two types of piant to 
cover the difference in the annual charges. 

The problem was. however. complicated by the existence of the 
original steam plant, in conjunction with which the Diesel. engines 
would be required to work. Undoubtedly the boldest course to 
adopt would have been to write off a part at least of the steam 
equipment. This plan was considered, but the sum required for 
the purpose was too great for the finances of the undertaking to 
bear. 

Had more steam plant been added to the old. and allowing for а 
much shorter loan period and a hivher rate of interest, the annual 
combined capital charges would. have amounted to. £162 per KW. 
of plant. The earning powers of one KW. were not expected to 
increase. The total capital eost would have become £22'1 per KW. 

The following returns give some important figures for ^ A ` 


. 
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Revenue per Gross protit 


KW. of per hw. ot 

Year. max. loud. шах. load, 
1910-11 £212 #113 Steam plant only. 
1911-12 204 104 Part. Diesel about 2 months. 
1912-13 191 1171 Diesel plant 82'2 95 of output. 
[013-14 200 IEUS д & АО T 
1914-15 213 149 is a BI ae T" 
1912-16 2417 14] т „ 98, „ 


In the first column the revenue per KW. of maximum demand on 
feedera was artificially increased by the maximum output fallinz 
off during the last two periods. owing to restrictions, more rapidly 
than did the number of units sold. In the second column the 
firures of gross profit were adversely affected by the steam “ gtand- 
bv" charges. two boilers being kept up for the greater part of the 
time in case of Diesel engine failures. During the last two years 
in the table the boiler house was entirely shut up. except for 8 
month or so. There із no doubt that the efficient working of the 
Diesel envines effected a marked increase in the gross profit per 
KW. of maximum demand on the plant. In the year 1912-13 the 


 tendeney of the gross profit had begun to counteraet the downward 


trend of the revenue curve. | 
An examination of the fiyures quoted shows that the lower cot 
of operating a Diesel engine plant quickly extinguishes the higher 
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шш] charges for capital, although in the case of " A " the steam 
plant has ап advantage of £33 per KW. in respect of capital 
charges. as ; n | 

Five years ago opinions ditfered as to the functions of a Diesel 
engine in а 7 mixed " station. [ think it is now the general 

rti to Work the Diesel engines "for all they are worth." and 
to keep the steam engines in reserve. i4 Р 

А comparison of the generating costs of the three stations before 
and after-adopting Diesel engines is instructive :---" A" shows a 
rduction of “358d. per unit generated ; “B” shows a reduction of 
wid, per unit generated ; "C " shows a reduction of ‘276d. per unit 
‘generated ; these figures being obtained in the face of rising fuel 
prives. Similarly the overall thermal efficiencies have improved :-- 
"A": Thermal efficiency rose from 4°93 per cent. to 22'6 percent. : 
"B": Thermal efficiency rose from t] per cent. to 1075 per cent. : 
“б”; Thermal efficiency rose from 2'6 per cent. to 65 per cent. 
These figures depend, of course, on the proportion of the unita 
venerated by oil as a percentage of the total units venerated. " BY 
having a steam plant of five times the capacity of its oil installa- 
tion, was obviously. unable to make so vreat a reduction as was 
"A" where the proportion was, roughly. 1 to L; and “C? 16 to I. 
The greatest reductions are in the items fuel, Waves and repairs. 

The cost of fuel per unit generated for station “A " at various 
load factors for the steam and oil sections of the plant is shown 
graphically in fig. 1. Coal costs 18s. 3d. per ton. fuel oil was 
at 648. perton. The fipures ате taken from the ordinary weekly 
records, and are the result of every-day runniny conditions. 

From approximately full load down to half load there is a drop 
of 63 per cent. in the steam figures, and over a corresponding series 
there is one of 20 per cent. in the oil figures. 

Astatement of some of the " vital statistics " of eight generat- 
ing stations having both steam and oil plants тау be of interest : 
it shows a general tendency towards improvement in the financial 
position since the Diesel engine was adopted. 


Reduction in Gross profit per Gross profit per 

[uel] cost per KW. of imax. load KW. max. load after 

station. unit sold. before oil plant. adopting oil plant. 
l Зла. £113 14°) 
2 "23d. ag 105 
3 "20d. NN 1473 
1 '18d. 111 152 
5 "20d. | 337 u 
6 21d. S4 10:2 
1 114. 98 _ IVS 
8 ; ‘06d. - . I34 1571 


The Diesel engine has this important advantave over the steam 
equüpment. If valves are leaking and adjustments are not in order. 
the fact becomes quickly obvious. The indications on the wauyes 
(and there are not many of them) draw one's attention to 
uregularities. e 

But a steam engine may run beautifully to the outward eye and 
ear although piston valves and piston rings may leak. and the 
valve settings may be wrong owing to eccentric strap wear: the 
boiler settings may be drawing many cubic feet of air into the 
tues : the fires may be too thick or too thin. In very many cases, 
provided the main steam gauge is showing about the correct steam 
pressure, there is a general feeling of satisfaction with the aspect 
of affairs. | 

Personally, I managed to improve the steam costs of “A " by 20 
pr cent. ог so by the aid of flue thermometers. draught gauges, 
flue gas analysers, and graduated staffs in the boiler-feed water 
tanks: but even at that the benefit was but a fraction of that 
кашей by purchasing plant that was inherently more efficient 
irom the thermal point of view. Putting the three things 
together, capital charges, running costs, and gross profits, the 
advantage accruing from the use of the Diesel engine for installa- 
tions within the limits indicated in this paper is manifest. 

figures quoted for " A" showed the combined annual capital 
charyes for interest and redemption to be £195 for a mixed steam 
aud oil plant, and £1°62 for a steam plant only. the difference 
being one of 20 per cent. Taking the running costs for the last 
completed financial year, the'reduction in running. costs from those 
obtained in pre-oil days was no less than 344 per cent. 

I should like to urge on all Diesel engine users the great value 
of the indicator diagram as a quick and ready means of testing the 
"шы of an. engine. The“ hand-drawn ` cards are particularly 
du e, аз showing the distribution of the fuel oil among the 

з мул If cards are taken and filed for reference and comparison, 

б ifficult to keep an engine well up to its test results. The 

Ву of £10 to £15 on an indicator set is a small matter in com- 

Parison with the losses that may occur if an engine is not 
+ Penodically checked. ` | 
e choice of the most suitable Diesel engine to accept. when 
ronted with a number of them, is not easy. | 
ins Я mue to lay down any rule for the guidance of anyone 
Lf m а. I will yo so far us to say that my own prefer- 

ШОШ ШШ ow piston speed j (2) a low mean effective pressure 

om -load card ; and (3) a low piston and crank-pin 

the TOME general design of the crankshaft and its bearings, 
"must. of pine, and the lubrieating arrangements throughout 
“ Course, be examined also. : 


conf 


| beu n n from the paper stage to the practical one of 
` nüinber oj Ж lege] engine. not unnaturally brought to light a 
_ In course of оа with which engineers were not familiar. 
© collect and ae it, was felt that a central body competent to 
. Vo some жш records and fo act as a standardising authority 
Users’ des жаз а necessity. In this way the Diesel Enyine 
E should like te game into being, 0... 
i of great to draw your attention to three subjects which have 
interest’ and which are far from being exhausted. 


down the inflated charges? 
bought an article. stated to be of Japanese origin, at 8s.:& 


The first is the problem of the lubrication of Diesel engines. An 
endeavour to lay down any definite pronouncement in the matter 
of how much or how little oil should be used for various engines 
was found to be impossible. Mr. C. O. Milton, one of our 
most energetice members, vave us à communication on the sub- 
ject and contrived to establish some relations between the lubrica- 
tion of engines and the conditions under which they are used : but 
even here he lighted upon two series Which did not. agree and for 
whose disagreement there did not appear to be any reason, The 
actual rate of the destruction of Iubrieating oil in the evlinder of 


а Diesel engine is a matter which would well repay a careful 


investigation. 

We are at present engaged in investigating the vagaries of air 
compressors, One feature emerges as being of paramount import- 
ance. and that is the behaviour of oil-impreenated vapours under 
the influence of high pressures and temperatures. D think it is a 
line of investigation eminently suited to the labours and talents of 
the National Physical Laboratory. 

Last. and perhaps of the greatest importance, is the question of 
fuel oil supplies. 

Our engines will work well on the products of the distillation of 
coul -British coal---that coal which is used to-day хө uneconomi- 
cally that at the best but 15 per cent. to 20 per cent. of its avail- 
able energy value is actually utilised. Continental users and 
manufacturers have used tar oils and tars with the vreatest snecess 
for many years in their Diesel engines, and we can do so too. The 
cost of adapting an existing engine for the purpose із not excessive, 
and. under present conditions, at any rate, such cost will be 
abundantly repaid. 
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CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest poaxible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


The Electric Cooker in India. 


I have only to-day received my copy of the ELECTRIVAL REVIEW 
for May 12th. in which I note that Mr. Meares criticises my state- 
ment that it is ditticult to keep servants for more than a year in 
India. | | 

I am afraid in this particular I fell into the error of weneralising 
about India. While I venture to say that my statements are 
essentially correct as regards Rangoon, I recognise. of course, that 
in a country which holds so many different races as India the con- 
ditions may be very different in other parts. Iam glad that Mr. 
Meares, than whom there is no one better qualitied to speak, has 
found no more serious misstatement in my artiele. 

In Rangoon the majority of the servants are not native to the 
province. They ga there principally from Madras. under the 
attraction of much higher wages, but usually return to their own 
country after they have saved a little money. 

After nearly a year of housekeeping in Australia, the Memsahib's 
feelings towards the Indian servants are much kindlier than when 
amongst them. When we compare this beautiful country and its 
vlorious climate with Rangoon, we wonder why white people 
willingly exile themselves in India ; but when our thoughts turn to 
our dear old butler, well--India was not so bad, 


Charles S. Jeffrey. 
Sydney, N.S.W.. July Vith, 1910. 
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High Prices. 


Į should like to utter a protest, and, at the same time. a warning 
to manufacturers, avainst the present. apparently unnecessarily, 
inflated prices of some of the electrical accessories in veneral use. 
Ах a typical example. cord grip holders, which before the war could 
be bought for 3s. 4d. to 3s. 6d. per dozen. are now fetching anything 
from Ys. Gd. to. 16s. per dozen. I was last week asked the latter 
price. but, needless to say. did not pass an order. | 

Now if these articles could be sold before the war at 34. 4d. per 
dozen, is there anything either in the advanced cost of materials or 
labour to justify such an exorbitant charge? T submit that. taking 
these advances into consideration, the selling price of this line 
should not be more than бх. 6% per dozen. 

A traveller recently told me that the hizh prices ruling were due 
to the demand alone. there being no outside competition. If this 
is the case, manufacturers are taking an unfair advantage. But 
there are a number of neutrals and others already coming into the 
market, and, if they bring dawn prices. are we to deal with the 
manufacturer who has fleeced us. ог the neutral who has brought 
As an instance of this. I recently 


gross, but for a similar English article I am asked 208. The pre- 
war price was &s. | | | Maa 
In conclusion. may I also protest against " brassed " iron terminal 
screws being substituted for brass screws. а very common practice 
nowadays. 


Electricity Works. Dawlish, 


C. Culmer Hodges, A.M.LE.E. 
August 30th, 1916. | 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


The Turbine Furnace. 


A new type of furnace has been introduced by the TURBINE 
FCRNAGE Co., LTD., of Caxton House, Westminster, S.W., which is 
adaptable to all kinds of boilers, and is easily installed. It has 
been designed, as shown in figs. 1 to 3, on the principle of the impulse 
turbine, the air trough being compared to the nozzle, and the fire- 
bars to the blades of the turbine. The air for combustion is forced 
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for instance, at the North Dublin Union, with ordinary bars in a 
Lancashire boiler, using hard steam coal, the cost of fuel was 288, 
per 1,000 gallons of water evaporated ; with the turbine furnace, 
using 2'5 breeze to 1 of slack, the cost was 18s. ld. per 1,000 
gallons, and with coke breeze alone, 138. 11d., an economy of over 
50 per cent. At Rathmines U.D.C. electricity works, a ten-days' 
test was carried out to compare the turbine furnace fitted to a Lanca- 
shire boiler and a mechanical stoker fitted to another boiler of the 
same size (30 ft. by 8 ft.). The former was able to burn a large 
proportion of coke breeze, and the cost of fuel per unit generated 
was reduced from 0'62d. with the ordinary stoker to 0'2Rd. with 
the turbine furnace ; moreover, a single boiler fitted with the new 
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Fic. 4.—THE “D.G.” BOWL ELECTRIC FIRE. 


\ 


between the bars, which offer a minimum of resistance, and each 
firebar receives an equal amount of air, which is distributed 
through the narrow air spaces in the form of fine sprays. It is 
claimed that by the design of the air injector an efficient pressure 
is obtained, the design of the air trough of diminishing section 
assures an even flow of the air for combustion, and the design of 
the firebars ensures the highest efficiency of the draught, each air 
Space receiving an equal amount of air under pressure. The fire- 
. bars project forwardly to intercept the air with a minimum of 
resistance. The air forced through the narrow air spaces ів 
thoroughly diffused throughout the fire. There is perfect contact 
of air and fuel, and combustion with a minimum of waste gases. 
The grate consists of from four to six furnaces, each receiving its 
own air supply. This method, besides ensuring an evenly burning 
‚ fire, makes it possible to use small steam jets for creating the 
draught. Special attention has been paid to the velocity and 
expansion of steam, flow of air, frictional Iosees, &c., with the 
result that a maximum of draught is obtained with a minimum of 
- steam. There is no upkeep for moving machinery, nothing to get 
out of order, and the cost of generating forced draught by this 
method is said to be much less than by any other system. 

Tests have been made on the furnace installed in various works ; 
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Га. 5.—" D.G.” FIRE. 


furnace was able to take the whole load, whereas previously two 
boilers had been in use. 


D.G. Bowl |Fifes. 


The “D.G.” bowl fire, which has been introduced by MESSRS. 
DRAKE & GoRHAM, LTD., of Felix Street, Westminster Bridge Road, 
S.E., is made in two types, one rated at 1,000 watts, and supported on 
& three-legged black iron stand, and the other loaded to 750 watts. 
and mounted upon a black and copper pedestal. Both forms are 
illustrated in fig. 4, which shows also the larger model turned side- 
ways, 80 that its construction can the more readily be followed. 
The heating unit, which is detachable, consists of a dome-shaped 


. piece of special fireclay having vertical ribs on its rounded surface, 
_ between which is laid the spiral resistance wire. The element 18 


mounted оп a disk of asbestos stone or similar material, the con- 


. nections to the terminal plate within the domed cover behind being 
. of rigid perforated metal strip. Around the circular element 182 


t 


bow] reflector of solid copper, accidental contact with the glowing - 


coils being prevented by a light grid of stout wire. 


As will be seen from the illustrations, the bowl reflector can be | 


swivelled at any angle between the vertical and horizontal. an 
will stop in any position, but when turned to the horizontal posi- 
\ Eu Ee "А, 
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tion it is held by a neat spring device, which prevents any possi- 
bility of the bowl tilting up and overturning a kettle or other 
vessel placed on the grid above the elements. Fig. 5 shows the fire 
with the bowl turned up so as to be available for heating water, or 
for making toast, the wire grid serving as a support, well away 
from the glowing coils. The elements, which run at a bright red 
heat immediately they are switched on, are guaranteed for 12 
months, and can be renewed quickly at small cost. No switch is 
rovided, so that во far as the control is concerned, the fire com- 
plies with the latest Т.Е.Е. wiring rules for electric heaters. Over- 
all the larger heater, 1,000 watts, measures 19 in. in height, the 
diameter of its reflector being 104 in.; the smaller heater is 
17 in. in height, with a 9-in. reflector. The reflectors are of solid 
copper, and the price is quite moderate. 


The J-M Fire Extinguisher. 


Messrs. TURNERS & MANVILLE, LTD. of Hopetoun House, 

Lloyds Avenue, E.C., have sent us particulars of their new fire 
extinguisher, which. it is claimed, possesses many advantages. In 
design it is cylindrical, with dished ends, and measures 3 in. in 
diameter by 124 in. long. The pump and valves, which are 
enclosed in a separate container in the interior, deliver air to a 
compression chamber in the dome of the extinguisher; this 
arrangement prevents the chemical contents coming into contact 
with the main working parts, and allows for an even pressure of 
air in the discharge chamber. The nozzle, which is fitted in the 
concave base, is protected against accidental fall or damage, and is 
provided with a lever valve to prevent waste of extinguishing 
fluid. The pump spindle and leather are removable for examina- 
tion or renewal. б | | 

Thirty full strokes of thë pump will provide sufficient air to dis- 
charge the whole of the liquid contents in a steady non-pulsating 
stream to a distance of 30 ft. : i 

The fluid will neither stain nor damage apparatus or fabrics 
with which it may come in contact ; it is non-poisonous, free from 
moisture, and a non-conductor of electricity. 

*This extinguisher has been tested on burning petrol. celluloid, 
calcium carbide, carbon disulphide, and ordinary fires, also on 
electric arcs under severe conditions in the open, and in each case 
it has successfully extinguished the fires. 


A High-Speed Squirrel-Cage Winding. 

In an induction motor-winding patent, No. 1,191,209, issued to 
the WESTINGHOUSE ELECTRIC AND MANUFACTURING Co., Frederick 
§. Martin proposes splitting copper strips во as to form loops 
which, when expanded to embrace the requisite number of slots, 
can be interconnected at the unsplit portions so as to form a short- 
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Еа. 6.—INDUCTION MOTOR WINDING. 


circuited winding. The slotted strips have notches at their ends 
nis which short-circuiting end rings are sprung. The whole 
orms thereby a squirrel-cage winding which will very easily 
withstand high-speed operating conditions. 


SCIENTIFIC AND INDUSTRIAL RESEARCH. 


Тае fret annual report of the Advisory Council to the Com- 
id = the Privy Council for Scientific and Industrial 

АШЫ ^ to which we referred last week, was published on 
Т. lst. It is a document of some 50 pages, including 

PR whendices, and covers a wide area, the treatment being 

After t discursive. It is sümmarised below. 

toward reviewing the policy pursued by the Government 


t 
coe and industry before the war, as exemplified by the in- 
ni un the National Physical Laboratory in 1900, with “its 
ance fe est capital grant of £13,000'' and an annual allow- 
which T Maintenance of £4,000 (gradually increased to £7,000), 
year Aa compared with the Government grant of £100,000 a 
о the mae American Bureau of Standards, the contribution 
tea М to the expenses of the Engineering Standards 
Іх peria] v5 the development of scientific research at the 
port of institute, and the more generous Government sup- 
tirs Imperial College of Science and Technology, the 
ientific 515 © the inadequacy of the national provision for 
асое о earch, which was only brought home to the 
it а by the shock of the great war, when it was found 
ү odit, Vere unable to produce at home many essential com- 
appointed 00 ав optical glass, dyestuffs, &c. A Committee 
deal with y the Board of Trade on August 25th, 1914, to 
the production of dyes, with the aid of capital 


8 the encouragement of organis&d scientific support for · 


supplied by the Treasury and a grant of £100,000 for research, 
was the first outcome of the Government's awakening, and 
in May, 1915, the Boards of Trade and Education announced 
the impending appointment of an Advisory Council for the 
encouragement of scientific research in relation to industry. 
Explaining the details of the scheme in July, the President 
of the Board of Education remarked that the brains and 
processes that were necessary that day to the output of muni- 
tions had been, and would again be, needed for the arts of 
peace, and unless the matter were dealt with at once it would 
not be possible to bring into operation an effective system in 
the difficult period of reconstruction that would follow the 
war. 

“ Accordingly the Council decided to give science in its 
applications to industry precedence over pure science in their 


_ deliberations. They are under no misapprehension as to the 


relations between pure and applied science. It has been said 


. that what people call applied science is nothing but the 


application of pure science to particular classes of problems. 


_ And, properly speaking, this no doubt is so; there are not two 


different kinds of science. At the same time, the Council 
realise that they have to deal with the practical business 
world, in whose eyes a real distinction seems to exist between 
pure and applied science. The average manufacturer is im- 
pressed with the importance of quick returns; he cannot 
afford to wait. . . .Apart from the long period of work and 
preparation which a properly organised research laboratory 
attached to a factory involves before important results can be 
looked for, and apart from the risk that an unsuitable 


director of such a laboratory may involve a firm in heavy 


pecuniary loss, there is the plain fact that 'the difficulties 
that present themselves to manufacturers or merchants seldom 
afford an indication of the true nature of the problems to be 
solved. They are generally secondary in their nature, and a 
direct attack on them is likely to be as empirical as the 
symptomatic treatment of disease.’ Thus such quick-result 
inquiries as: the manufacturer is induced to make are very 
likely to be fruitless and to-reduce his enthusiasm for science 
still further." 

Another consideration which alone would have compelled 
the Council to begin with research of directly industrial 
application was that the universities, which are the natural 
homes of research in pure science, had been so depleted of 
both students and teachers by the war that they were barely 
able to continue their routine work, and any effective encour- 
agement of research in pure science must await the return 
of peace. 

Inquiries showed that there were certain researches being 
conducted or directed by professional associations in the period: 
preceding the war which stood in grave jeopardy of enforced 
abandonment. These investigations had been paid for by the 
voluntary contributions of several great engineering and other 
professional societies, and thus carried with them the best 
guarantees of their necessity and effectiveness. The Council 
decided. therefore, to save as many of these derelict researches 
as possible, and accordingly recommended the payment of з 
series of grants to the societies concerned. 

The chairman and other officers of the Council have inter- 
viewed representatives not only of the Royal Society and the 
Chemical Society, but of all the principal engineering societies 
throughout Great Britain, and other important professional 
societies, in all cases with gratifying results. The engineering 
trades have long been alive to the need and value of scientific 
research, while the chemical and textile trades had made less 
progress in the systematic use of science. But now there are 
signs of a change, and already textile research into the elec- 
trification of fibres during manufacture 1s proceeding at the 
University of Leeds with funds provided by the Textile Insti- 
tute, and proposals are before the Council for fundamental 
researches into the cellulose fibres which form the basic 
material of the cotton and_ paper trades. Eur 

While these inquiries and interviews were taking place, the 
Council had invited the assistance of the universities and tech- 
nical colleges of the country in the formation of a register of 
researches actually being conducted on the outbreak of the 
war. A careful survey of the amount and the character of 
the provision made in our higher educational institutions for 
research work is being made as а part of the Council's n 
paratory arrangements for a systematic programme of aid to 
individual researchers. It is hoped that the register will 
enable suitable workers to be rapidly found when pro cals 
for special lines of inquiry come before the Council, an that 
a survey of the directions in which research is now proceed- 
ing in our universities and colleges may enable the Council 
to make helpful suggestions to individual workers from time 
to time, as the need for research in particular directions be- 
comes apparent. | | О 

The Council also has under consideration the possibility of 
inducing firms in some industries to assist the progress. of 
research by informing it in confidence of the problems they 
have in hand or in contemplation. Knowledge even of ne 
tive results may be valuable as a saving of time or as helping 
to determine more hopeful directions of attack. Even this 
modest degree of co-ordination will be abortive unless the prin- 
cipal manufacturers are willing to trust the discretion of the 
Council. There are indications of a change of view among 
certain firms which give hope that a more faro co- 
operation may be possible, and the necessities of the war have 
led to an exchange of information once tenaciously reserved, 
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which may survive the present critical days. Some manu- 
facturers at'any rate are beginning to realise that their most 


numerous and dangerous-enemiies are not their fellow-country- 


. men engaged in the same trade, but powerful combinations of 
' manufacturers in. other countries supported by every device 


of rate and tariff that their Governments can provide. 


Any assistance that the industries, or even individual firms, 


сап give, from their accumulated experience, in bringing 
; влепее to bear тару. upon. manufacturing problems will be 


' directly, of advantage to each manufacturer. In the numerous 


of benefit to the trade as a whole, and indirectly, if not 


' ecnferences the Council has had with representatives of dif- 
` ferent industries, it has been impressed with the spirit of 


co-operation which is growing up and the willingness to accept 


' suggestions for the initiation of research for the benefit of the 


~ trade as a whole. 


Co-operative research, when it has done 


“its utmost, will always leave ample room for individual initia- 


r 


tive and ability in the application ‘of its results, more than 
sufficient. as an incentive and as a means to outstanding 


. SUCCESS. | | 


Almost all advanced students left in the faculties of science 
and technology are working for the Ministry of Munitions, 


the Admiralty, or the War Office; the Council directed its 


' officers to make systematic inquiry in the universities and 


` would assist them. 
18 the formulation of proposals for the establishment and 
' award of research studentships and fellowships. 


technical colleges as to the existence of any students or 


teachers not engaged on war duties who might be retained 
for scientific research, whether pure or applied, if the Council 
Among the duties assigned to the Council 


The Vice- 
Chancellors and Principals or Deans of Faculty were accord- 


ingly asked to consult the heads of their several departments 


and to submit proposals, muking it clear that with the heads 


of the departments and not with the senates or faculties or 
| P university authorities would 
© for 


res& the responsibility 
the recommendations put forward. ‘The responsible 
professors and teachers have in nearlv everv case exercised 
great care and discretion in making their proposals. and 


: nothing could show in more lamentable and honourable clear- 


ness the service of the universities to the country in the 
hour of her need than the resulting list. The Board of Educa- 
tion and the Scotch Education Department had been able to 
retain with the concurrence of the military authorities a 
certain number of advanced students in science, technology, 
and medicine, who were medically fit, because it had been 
foreseen that they would be required in the several national 
war services as they completed their studies. But all these 
and more than these were needed, and from the smal 
remainder not taken for urgent scientific work the Council 
has only been able to recommend grants to some 40 indivi- 


duals, amounting in all to a sum not exceeding £6,000. 


The Council hopes to bring more reality into those academic 


laboratories which are now much dominated by the text-book 
and the syllabus of examination, and so encourage a better 
professional training for chemists, physicists, and other men 


of science. It also hopes to give assistance in correlating the 


researches being made into the same problem by encouraging 
the interchange of information; in industrial research. 


especially in the circumstances in which this country now 


finds itself, it would be deplorable if those engaged in work- 


ing on the same subject at different public institutions were 
not to keep euch other informed of the progress made. 


At 
the same time, it is recognised that there is a danger in 


bringing technical problems too pressingly to the notice of 
teachers and students in educational institutions. It is 
desired so to order the relations of workers in pure science 
to the industries going on around them that they may receive 
the stimulus of a wider outlook than is always attainable 
under the limitations of an academic system of svllabus and 
examination. In this way it may be possible in the end to 
create such an atmosphere that the new generation of students 
will cease to draw a distinction between “theory” and 
" practice," and technologists of all ranks will through them 


. attain to the view that sound practice is only theory tem- 


регеа by compromise. 
. Owing to the relatively high organisation of the engineer- 


' ing profession in relation to the several branches of the 


1 


engineering industry, a number of researches bearing on 
industrial engineering problems was already in progress before 
the establishinent of the Council, and a considerable number 


of applications for aid to new researches was received imme- 


diately if got into touch wikh them. These facts and the 


representations of the societies urging the establishment. of 
stronger machinery for dealing with the manifold aspects of 


ergineering research, led the Council at once to set up a 
series of strong standing committees to assist it. 

Standing Committees have already been set up on Metal- 
lurgv, Engineering. and Mining. Each of the committees 
consists.of about 15 members, of whom approximately half 


need extension from time to time, but the absence of strong 
professional societies working in conjunction with the other 
scientific industries in this country makes it inadvisable to 
proceed hastily:in so important а matter. 


(To be continued.) 


WAR ITEMS. 


A.E.G. Electrical Co., of South Africa.—Under the 
Enemy Trading Act, the A.E.G. Electrical Co., of South 
Africa, Ltd., has been ordered to be wound up, and Messrs. 
J. G. Carter and Н. P. Webber, accountants, have been 
appointed liquidators. | 


Work for Civilian War Prisoners.—It has now been 


decided that civilian prisoners of war may be employed on 


work not connected with the war, in several ways. In suit- 
able cases, in the internment camps, they will be allowed to 
do work, on materials supplied by employers, which does not 
require elaborate plant or equipment; or, а number of pri- 
soners may be specially interned in suitable premises, where 
they can live and work on some process of manufacture, if 
the employer is willing to install the necessary plant and 
provide the technical supervision required. Proposals to 
employ fewer than 100 men under an arrangement of the 
latter kind cannot be entertained, as & rule, owing to the 
cost of guarding the: prisoners. The employer must pay the 
regular rate of wages paid to British workmen for similar 
work. A deduction will be made for maintenance and other 
expenses, and the balance will be credited to the man. 

Ihe Employment Department of the Board of Trade is pre- 
pared to receive from employers inquiries and proposals, and 
to make the necessary arrangements with the authorities con- 
cerned. Inquiries should be addressed to the Assistant Secre- 
tary, Board of Trade Employment Department, Queen Anne's 
Chainbers, Broadway, Westininster, S.W. 


Tramways and Lighting Restrictions,.—At а Northern 
Police Court a ratepayer complained that the municipal 
authorities permitted flashes of light to be emitted from the 
overhead wires of the electric tramway system during the 
hours of restricted lighting. He considered the flashing when 
the trolley was being changed to be a danger to the town, 
Moreover, the cars were running at night without blinds. The 
Magistrates’ Clerk, in advising complainant to keep a record 
of such incidents, secure witnesses, and lay an information, 
said it was rather an absurd thing that these lights were 
flashing at night, when all other lights were obscured. The 
Chief Constable: I agree. [D believe the tramways manager 
is doing what he can. I have not seen 1t myself, or I should 
have done something. 


A Labour Exchange Proposal.—Great antagonism has 
been aroused throughout the North of England by a proposal 
which has been extensively promulgated by  highly-placed 
Labour Exchange officials that, after the war, the whole 
system of the engagement of labour for any purpose should 
be in their hands. Startling as it may appear, the proposal 
is that it should be made a penal offence for any person to 
offer service to an employer, or any employer to take a person 
into service, except through the Labour Exchanges. The 
Yorkshire Post has energetically sounded the note of alarm, 
and has ascertained the views of the chief employers and trade 
union leaders in the great industries in. regard to the matter, 
with the result of the accumulation of a striking mass of 
condemnation of the proposal from both employers and em- 
ploved. It is believed in the North that the proposal has ils 
origin in Socialistic circles in London, where it has been 
determined to take permanent advantage for Socialistic ends 
of the disturbance of normal employment conditions caused 
by the war. 


Ministry of Munitions: New Order.—In pursuance of the 
powers conferred upon him by Regulation 30 (A) of the 
Defence of the Realın (Consolidation) Regulations. 1914, the 
Minister of Munitions orders that the war material to which 
the Regulation applies shall include war- material of the fol- 
lowing classes and description, namely :— 

All machine tools and machinery driven by power and sutt- 
able for use in cutting, stamping or working metal, includ- 
ing :—Lathes, milling and drilling machines, planers, shapers. 
screw machines, chucking, boring, slotting, and - grinding 
machines, boring and turning mills. power presses,. punching. 
shearing, forging, cutting-off, gear-cutting, „and. centring 


- machines. 


The Minister of Munitions -gives notice (1) that he permits 


all persons until further notice to purchase or enter mío 


negotiations for the purchase of the: war material referred to 
in the above Order, provided that such purchase or negotia- 
tions are from or with persons holding a special permit-from 
the Minister to sell such war material and not otherwise: and 
(2) that he permits the insurance of any such war material. 
All applications for a special permit in connection with the 
above Order should be addressed to the Director of.Machine 
Tools, Armament Buildings, Whitehall Place, London, 8.W. 
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. Boy Munition Workers.— he Rev. В. К. Hyde has been 
appointed by the Ministry of Munitions Organising Officer of 
Boys’ Welfare. The employment of boys in large numbers in 
factories has rendered it desirable that special provision should 
be made for their welfare. 
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Controlled Establishments.—The Minister of Munitions 
announces that he has made further orders under the Muni- 
tions of War Acts, 1915 and 1916, under which 161 additional 
establishments have been declared controlled establishments. 
The total number of controlled establishments under the 
Munitions of War Acts, 1915 and 1916, is now 4,212. 


Italy Ousting the German Trader.—The Government has 
ordered the Prefects throughout Italy to compile lists of all 
business concerns in which Germans or Austrians are in anv 
way interested, with a view to their sequestration, and the 
Administration kas specially instructed the officials to trace 
all cases in which fictitious Ttalian or neutral nominees have 
been left in charge. with the view of destroying Germany's 


n 


after-war hopes and of giving Italy economic freedom. 


Exemption Applications.—The  Burv (Lancs.) Tribunal 
recently heard an appeal by Mr. W. Clough, tramwavs 
manager, on behalf of a motorman. It was stated that if 
one man were taken away it would mean the withdrawal of 
^a car from the service. and 8,000 workpeople were carried 
regularly on the cars. Conditional exemption was granted. 

At a sitting of the Carnarvonshire Tribunal. on August 
nd, the Military representative appealed against conditional 
exemption granted by the Gwyrfai Tribunal to five emploves 
of the Marconi Wireless Co., at Cefndu. It was contended 
that the local Tribunal had no power to grant exemption, 
but it was intimated that the men would not be ealled up 
until the department that employed them authorised their 
calling up, which was equivalent to exemption. The certifi- 
cates were withdrawn on this understanding. 

Folkestone Tribunal has allowed two months’ exemption to 
a stoker appealed for by the Electrie Supply Co. 

Before the Hants Appeal Court, Mr. P. Grover. of Messrs. 
Grover, Sinith & Willis, electrical engineers, of Basingstoke, 
appealed against final exemption until October Jst granted by 
the local Tribunal. It was stated that Mr. Smith. a partner, 
had been given conditional exemption, and that Mr. Willis 
was engaged in an Admiralty factory. As the Ministry of 
Munitions had requested the firm to carry out certain work, 
the appeal was put back to see if Mr. Grover becomes badyed. 

The Isle of Thanet Tramway Co. appealed, at Broadstairs, 
for an electrical engineer (18), eniaued at а sub-station; the 
supervisor of gub-stations (25); an electrical engineer (98). in 
charge of a sub-station; а sub-station attendant (33), four 
ear drivers. & permaneni-way labourer,: a ticket inspector 
and driver (36). a traffic inspector and driver (38). and a store- 
keeper (31). The manager said. that he did not think that 
the Board of Tradc would allow women to drive cars on 
their line. If the military would co-operate in giving aubsti- 
tutes, he was quite willing to release the men. The Military 
representative intimated that he was endeavouring to arrange 
for substitutes. The Tribunal exempted the supervisor of sub- 
stations, and put the other cases baek for a fortnight with 
a view to substitutes being found. Prior to the war the com- 
pany had 274 men; now they have 91. — | 
The Skipton Tribunal has granted final exemption to Sep- 
tember 30th to a partner in a frin, who is consulting engi- 
neer to several public companies and the local hospital. 

Torquay Tribunal, on the appeal of the Corporation, has 
exempted a fireman at the electricity station so long as he 
remains in his present occupation. | 

At Diss. the Electric Supply Co. appealed for the manager, 
end conditional exemption was conceded. 
_Richmond-on-Thames Tribunal has given а local electric 
light contractor exemption until October Ist, to allow him to 
complete contracts in hand. | 

A Boscombe electrical engineer. appealing at Bournemouth 


for time to complete contracts and to get in debts, has been 
granted until October lst final. The same Tribunal condi- 
tionally exempted an electric wireman, who has only one 
eve, appealed for by a firm who have lost 11 out of 12 men. 

The Swindon Tribunal has conditionally exempted B. ТИ 
Rowland (35), electrician with Messrs. Hutton Bros., the only 
man left with the firm. 

The Rugby Urban Council appealed to the local Tribunal 
for exemption for the man in charge of the refuse destructor. 
The Chairman asked the. Military representative if it was 
Wise to jeopardise the health of the town for the sake of one 
man for the Army. Conditional exemption was granted. 


The Lewisham Tribunal adjourned for three weeks, with 


tie object of a badge being obtained, an appeal hy Mr. R. P. 
Mills, electrician, who stated that he was en gaged on Govern- 
ment work. E 
i Mr. J. L. French appealed at Bexhill-on-Sea for exemption 
for an electrical wireman, stating that he had lost six out of 
Бетеп men. “Exemption refused. | 
AG Me ru employés were anpealed for at Oxford, on 
xe e 3lst, by the Electric Tramway Co.: the Military 
= паше offered no objection to temporary exemption 
tae Lo MEG suggested with regard to the traffic superin- 
ds and inspectors, that three under 30 should go into 
inii and the other two be left to the company. It was 
ean out that the inspectors were also drivers. The Tri- 
і granted conditional exemption to all except four. 


Messrs. W. Lucy & Co., Ltd., appealed at Oxford for abso- 
lute exemption for D. G. French (18), brass fitter, engaged 
on electrical switch work for a new factory. It was stated 
that French two years ago replaced a man who had gone 
into the Army. The firm had lost 75 men. As a badge had 
been applied for, the case was adjourned for a month. 

At Oxford, the question of unstarring R. J. J. Child (93), 
electrician with Mr. J. Goundrey, was considered. . The star 
was granted on February Wth, and Capt. Baldry said that 
they had instructions from the War Office that no man, no 
matter what his age or occupation. was to be considered 
starred. The only men now exempted were those who held 
a certificate from the Ministry of Munitions. The Tribunal 
decided that Child should go before the Medical Board. The 
game decision was arrived at in the case of A. E. D. Chaundry 
(22), electric. wireman with Messrs. Hill, Upton & Со., elec- 
trical engineers. 

At Dawlish (Devon). the Electric Supply Co. applied for 
exemption for the manager and secretary. Mr. С. О. Hodges, 
who has already had three months’ postponement. Mr. D. 
Anderson, director of the company, stated that they had 
advertised for a successor, but had been unable to fill the post. 
Exemption was extended until the end of November. С 

The East Kent Appeal Court has rejected a Military appeal 
against exemption granted to a stoker at the Margate Cor- 
poration dust destructor, on the ground that he js indispens- 
able. | 

At Blackpool, exemption until the end of September was 
allowed the foreman of a firm of electrical engineers; the 
same Tribunal granted exemption until the end of October 
to a tramway motor-man, employed by the Corporation. | 

At Blackburn Military Tribunal, on August 30th. Mr. T. 
Barton, electrical engineer. applied for an assistant who had 
cole charge of а motor plant at large works in Darwen. Con- 
ditional exemption was granted, though an application for 
an apprentice in charge of an electrical plant in a colhery, by 
the same employer, was dismissed. ae | 

At Macclestield, on Wednesday last week, an electrical engt- 
neer in business on his own account appealed; he had m- 
portant work in hand at local factories, and three months' 
exemption was granted. | 

At Bath, the Electrie Tramway Co. appealed for a driver. 
The manager said that owing to shortage of staff, 25 per cent. 
of the service had been stopped. Conditional exemption was 
allowed. : 


————— 
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BUSINESS NOTES. 


н 


Соррег Prices.— The week's changes. Messrs. F. Smith 


and Co. report : Wednesday. September 6th. Electrolytic bars rose 


from £129 to £130 : ditto sheets. from £147 to £148 ; ditto rods, 
£136 to £137 : ditto H.C. wire. 18. 4 га. to Is. td. 

Messrs. James and Shakespeare report: Wednesday. September 
bth. No changes in prices quoted last week. 


^ Empire-Made Goods ” in N.Z.—U.S. Consul-General 
Winslow states that a campaign for Empire-made goods has been 
started in Auckland. New Zealand. and is likely to spread all over 
the Dominion. 

The Auckland Provincial Industrial Association has taken the 
matter in hand. and 2 Committee has been appointed to organise 
the work. with the idea of securing the co-operation of all mer- 
chants. manufacturers. storekeepers. and others in carrying into 
effect an attractive demonstration in favour of Empire-made pro- 


ducts. The financing of this scheme. which is expected to cost 
from 84.000 to $5,000, is to be taken over by the merchants and 


manufacturers of the city. 


Johannesburg Municipal Power Station. — Referring 
to Mr. Dobson's paper. reprinted on page 231 of our last issue, 
Messrs. Erith а Engineering Co.. Ltd. inform us that the Erith 
stoker referred to was the old type for intermittent cleaning, and 
was installed seven years ago. in 1900; it was supplied to the 
unconditional order of а Johannesburg firm. and duly paid for ; it 
was identical with stokers supplied in 1906 and 1907 to Durban 
electricity worl s. Burning abont 25 cwt. hourly of Transvaal coal, 
cleaning ‘took seven minutes every four hours: and as Mr. Dobson 
ga vg, it showed great flexibility. needed no arches, and combustion 
was as nearly as possihle perfect. The modern Erith-Riley stoker 
retains these advantages. with the added feature of continuous 
automatic discharge of ash and clinker: this improved stoker has 
been installed at Edinburgh. Hull. Worcester. West Hartlepool, 
Luton, and many other power stations. С -— " Т, 


Catalogues and Lists. Messrs. KELVIN, BOTTOMLEY 
AND BAIRD, LTD. 10-20, Cambridge Street. Glasgow. — New 
pamphlets on industrial pyrometers of the thermoelectric type. and 
switchboard moving-coil and moving-iron instruments of various 
patterns. : = 

Messrs. J. & W. B. SMITH, 15. Farringdon Road, E.C. —Catalogue 
of electric flash lamps and batteries. 

Messrs. 8. B. богу & Sox. 13. Artillery Lane. E.— Leaflet 
showing that they pour castings daily in iron, brass and other 
metals, | 


-— 
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The Russian Electrical Market.— The Russian journal 
Elekt richest ro recently published an article on the Russian mar ket 
for electrical goods which is of some significance to British manu- 
facturers. The Russian importa of German electrical goods. it 
says, represented in 1909 a sum of £700,000, and in 1913 €1,700,000, 
The war has, however, forced Russia to seek other suppliers. and 
importers have turned to England. Unfortunately, that country 
has not been able or willing to take any particular interest in the 
Russian market. The Germans exported to Russia in 1913 12°6 per 
cent. of their whole exports of electrical machines, while England 
sent only 2'7 per cent. of her exports of these articles. Thus 
Germany sold to Russia six and a-half times more than England. 
Russians are now thinking of looking to the United States, and 
regret that the English will not consider their market, probably 
because of the reputation for commercial punctuality of Russians 
not being оой. The article discusses this side of the subject. 
explaining that this belief is erroneous, and affirms that. England 
has every reason to seek an outlet for her machinery in Russia, as 
disregard of the opportunity can only end in forcing Russian 
importers to resort to the United States. 

As a matter of fact, it is stated that America is already profiting 
by the opportunity afforded for capturing the Russian market. 
American agents have already taken orders for considerable quanti- 
ties of telegraph and telephone apparatus and many tons of copper 
wire. There is a strong demand for small motors of from 4 to 
4 H.P., for educational electric appliances. for X-ray apparatus, 
and for every kind of electrical material. It seems that a month 
ago it was impossible to purchase a single battery cell in the 
whole of Petrograd. and it is the opinion of many American agents 
that the Russian market can absorb huge supplies in the future. 
Between 125.000 and 150,000 German merchants are interned in 
Siberia, and the Russians earnestly desire that. the Americans shall 
take their places. Three-fifths of Russian capital has indeed been 
offered American firms if they wi Í contribute two-fifths, in order 
to establish manufactures in Russia. 

According to some reports. it is possible to sell direct and thus 
eliminate the commission agents. The abolition of vodka is said 
to have greatly improved credit. so that sales are now effected for 
cash without difficulty ; while the deposits in savings banks have 
risen 1.100 per cent. as a result of the better economic situation of 
the country. 

The large field which Russia affords for hydro-electric engineers 
and manufactures is shown by the fact that in European Russia, 
ineluding Finland, and in the Ural and the Caucasus, the utilisable 
hydraulic power is estimated at about 10,000,000 KW.. while the 
amount utilised is less than in any other country in Europe. In 
round figures, only between 180,000 and 220,000 Kw. is developed, 
of which 1°80 per cent. consists of small installations. 

According to an Italian report, the Germans neglected to develop 
Russia's water wealth. in order to preserve a market for their own 
manufactures ; the French prefer to lend capital to the Russian 
Government, rather than concern themselves with the development 
of local Russian industries ; while the wilful abstention of Great 
Britain leaves the great Russian market to go beggiug to what- 
ever country chooses and has the initiative to take it up. 


Dissolutions and  Liquidations. — ELECTRICAL Оп, 
REFINING Co. Lrb.—This company is winding up voluntarily 
with Mr. J. E. Frost as liquidator ; a meeting of creditors is called 
for September 8th, at 29, Great St. Helen's, E.C. 

HIGH-TENSION INSULATORS, LTD.—A meeting will be held at 
32, Sackville Street, W., on October 3rd. to hear an account of the 
winding-up from the liquidator, Mr. С. T. Broadbrid;e. 

C. DALES & Sons, watchmakers, jewellers, opticians, and electri- 
cians, 113. Poole Road, Bournemouth. —Messrs. C. and T. Н. Dales 
and C. Dales. jun., have dissolved partnership: Messrs. C. & Т. Н. 
‘Dales will attend to debts and continue the business under the same 
style. 

THE PHENIX ELECTRICAL Co. and the CALEDON ELECTRICAL Co. 
—Notice is given inthe Edinburgh Gazette that these companies, 
of which Robert Walker and Thomas Henry Large were the sole 
partners. have been dissolved by mutual consent as at August 3rd. 
1916. Messrs. Thomson, Jackson, Gourlay & Taylor, chartered 
accountants, 24, George Square, Glasgow, are authorised to attend. 
to all debts due to the dissolved firms, and will discharge their 
liabilities. Mr. Walker. will carry on business for his own behoof 
at 2, Oswald Street. Glasyow, under his own name, and Mr. Large 
will carry on business at 40, Broomielaw, Glasgow, under the name 
of the Phoenix Electrical Co. 

MoND NICKEL Co., LTD. -À meeting will be held at 39, Victoria 
Street, S.W.. on October llth., to hear an account of the winding- 
up from the liquidator, Mr. R. Mathias. 

HERBERT FRooD Co., LTD. (the predecessor of the present com- 
pany of the same name and title).—A meeting will be held at the 
Sovereign Mills, Chapel.en-le-Frith, on October 12th, to hear an 
account of the winding-up from the liquidator. 


TYNESIDE ENGINE WORKS (CARDIFF). LTD.-—A meeting will be 


held at Bute Docks, Cardiff. on October 6th. to hear an account of 
the winding-up from the liquidator. Mr. W. P. Annear. 


Book Notice.—<ienre Abstraris, A and В. Vol. XIX, 
Part 8. August 24th. 1916. London : E. & Е. N. Spon. Price 
1s. 6d. each part. 


British Goods for France.— 1t is announced by the Board 
of Trade that. in agreement with the British Government, the 
French Government has just set up at King's House, Kingsway. 
W.C.. a special office for the issue of licences for the importation 
into France and Algeria of goods of British production or manu- 
facture which are included in the list of articles prohibited to be 
imported into those countries, 


Sale.—On September 13th and 14th there will be a sale 
of electric plant, tools. and machinery at Millwall. Particulars are 
given in our advertisement pages. 


Bankruptcy Proceedings.— James REID WHITEHOUSE, 
43, St. Andrews Road, Golders Green, Middlesex, managing 
director of an electrical company. The following are creditors :— 
Sun Electrical Co., Dondon .. £233 Rose & Ford, London .. .. 214 
Electrical Co., London .. Ds 41 Cannon Brooke, London .. . B 
Armorduct Co., London.. .. 195 Russell, M., & Co., London .. 105 
Falk, Stadelmann & Co., London 15 Pocock & Son, London  .. s. 2 
Gurney & Co., London. .. .. 10 Schroeder, —, London  ., e 4 
Acton Lamp Co., London .. 10 


Australian Tariff Revision, — The (:overnment has 
approved a definite policy to give Australign industries a measure 
of protection by revising the tariff schedules in such a way as to 
create an effective and substantial barrier against the inundation of 
imports, which for years has had a paralysing influence on industry 
in this country. The Government will ask Parliament to impose 
duties on manufactures that can be produced by Australian work- 
men, sufficiently high to avoid the stifling influence of competition 
with the outside world. There is a probability that after the 
fixation of duties in relation to importations from the United 
Kingdom, second preference will be shown to the Allies. with a 
third scale for neutrals and a prompition against cnemies.— The 
Aye, 


LIGHTING AND POWER NOTES. 


Aberdeen.— YEAR'S WorkiInc.—The report of Mr. J. A. 
Bell. the city electrical engineer, on the years working of the 
electricity undertaking to July 31st last, shows that 15,004,420 
units were generated, as against 12,475,920 in the previous year, 
and the total income was £75.873, an increase of £15.612. The 
working expenses amounted to £39,180, leaving a gross balance of 
£35,682. After payment of interest on capital, £9,717, instalment 
of sinking fund. £18.153, and depreciation on motors, &c., £1,04), 
there remained a net profit of £8,792, an, increase on 1915 of 
£4.157 ; this has been placed to reserve fund, which now stands at 
£39,119. The increase in output for the year had only once been 
exceeded in the history of the undertaking. and the motors con- 
nected were largely in excess of the previous year. The revenue 
account showed a total increase of £15,840; of this £7,555 was 
due to increased charges, the remainder being new business; 
increased costs, amounting to £11,268, were principally due to the 
extra cost of coal and the all- round i increase in supplies, &c. The 
reserve coal stock has been increased by 1,500 tons during the year ; 
with the 120 new customers added, the total number connected 
to the mains is 3.474. 


PRICE REDUCTION.—AÀt а meeting of the Electricity Committee 
it was proposed! that the rate for lighting should be the ordinary 
rate, plus 5 per cent., and the rate for power the ordinary rate. 
plus 20 per cent., being a reduction of 5 per cent. in each case 
compared with last year. 


Accrington.—The Electricity Committee has instructed 
the electrical engineer to carry out the conversion of a boiler, in 
lieu of purchasing a new air-cooler for the 2,000-Kw. turbo- 
alternator, at an estimated cost of £60. 


Ayr.— The estimates of the Corporation electrie light 
department for 1916-17 show a debit balance of £1.650. arising 
from increase in the price of coal and restricted lighting 
consumption. Лс 

Canada.—The recent Government report on the power 
possibilities of the Winnipeg River, in Manitoba, shows that over 
400,000 H.P. could be developed at various sites within easy trans- 
mission distance of Winnipeg. At the present time two power 
developments are in existence, viz., that of the Winnipeg Electric 
Street Railway Co., which is 58 miles from the city, on the Pinawa 
Canal, and comprises nine turbine units developing 28.000 H.P.. 
with a 60,000-volt transmission, and that of the city authorities at 
Point du Bois, where there are five 3.000-Kw. units and three 
5,000-X.v.A. units giving about 25,000 H.P., which can be increased 
to 77,000 H.P., with additional plant. In this case the trans- 
mission is at 66.000 volts, and the direct distance 75 miles. There 
are other seven sites, which could be exploited, and with the 
present unregulated flow of 12,000 sec. ft. nearly 250,000 H.P. 
could be obtained, while if the river were regulated to maintain a 
ininimum flow of 20,000 cb. ft. per sec., it is considered _that some 
418.000 H.P. could be obtained. 

The seven sites referred to, and the H.P. with 12,000 and 20,000 
cb. ft. per sec.. are as follows :—Pine Falls. 37,900 and 63,100 Н.Р. ; 
Du Bonnet Falls, 517.300 and 95,500 H.P.: McArthur Falls, 18,400 
and 30.700 H.P.; Lower Seven Sisters, 12,600 and 37,900 H.P.; 
Upper Seven Sisters. 9.900 and 29.600 H.P.: Upper Pinawa, 12.300 
and 12,300 Н.Р. ; and Slave Falls, 26,600 and 14,400 H.P. The falls 
vary from 18 to 56 ft., and the distances from Winnipeg from 
52 to 74 miles. The cost of developing these sites with the low flow 
із estimated at £2,664.000, and with the high flow at 5 4,909,000. 
and the power costs at 100 per cent. load factor at ^65 and ‘59d. per 
unit respectively, or at 50 per cent. load factor at '13d. and ‘118d. 
respectively. , 
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The development of the Du Bonnet site has already been taken 
in hand by the Winnipeg River Power Co., which is controlled by 
the same interests as the Winnipeg Railway. The plans for this 
plant — called the Great Falls Development — include eight 
21.000-H.P. turbines with 11,000-Kw. generators, and an 110.000- 
volt transmission to Winnipeg. 

While Winnipeg is well off for water power. Calgary also has 
within 50 miles, .48,100 Н.Р. available, and the Western Canada 
Power Co. at Stave Lake, 35 miles from Vaucouver, has a possible 
development of 100,000 H.P. 


Chile,—By decree of July Ist, 1916 (Ministry of Industry 


and Public Works), an honorary Commission was appointed to 


make a study of the water power available in Chile for the pur- . 


of hydro-electric development. 
The local Press quotes the estimate of Prof. Don Arturo E. 


Salazar, of the University of Chile, that proper hydro-electric’ 


development in Chile would reduce the cost of electricity for the 
amall consumer for commercial purposes from the present price of 
70 centavos gold ($0.255 United States currency) to 3 centavos gold 
($0.01095).—American Consular Report. 


Continental Norway.—According to the Elektrotech- 
nische Zeitschrift, electrotechnical plants in Norway have rapidly 


increased in number and importance in recent years. The following 
are figures taken from recent official publications :— 
~— Ist July ——— 
1913. 1915. 

Generating plants ius i ws 1.310 1,515 
Generator capacity, KW. vis vile 457,879) 649,127 
Batteries, No. ... Ex es sux 151 137 
° Ditto, capacity, KW.  ... sis ue 13,931 19.304 
Power taken by motors. KW. ... ois 159,091 216.809 
Ditto by electrochemical works, Kw. 199,690 304,128 
Ditto by other users, KW. | ... ; 16,841 29,603 
Apparatus installed, No. glow lamps — 1,303,302 1,965,440 
" is % arc lamps 4,774 3.603 
motors 16,460 21.659 


315 4 3? 


The table shows the remarkable reduction in arc lamps, the 
steady increase in glow lamps, and the falling off in accumulator 
batteries, with the concurrent considerable increase in the energy 
utilised in the electrochemical industry. The average power of the 
installations, which was 350 Kw. in 1913, advanced to 430 KW. in 
1915. At the present moment there are installed in Norway ("5 
glow lamps and about 0°09 Н.Р. of motors for every inhabitant. 


Dundalk.—RaiLway  SuPPLY.—The U.D.C. held a 
public inspection, last week, of the addition to the power house 
which is to supply electricity to the railway locomotive works. 
Five 320-H.P. engines are now installed. The contract with the 
railway company commenced on September Ist, and it is estimated 
that when the scheme is fully working, the output of the station 
will be the fourth on the list of Irish cities, ranking after Dublin, 
Belfast, апа Cork.— Zrish News. 


Eastbourne.—PRicE IwcREASE.— The T.C., on Monday, 
decided to increase the price of energy by 4d. per unit as from 
October Ist. 


Glasgow.—CoaL SuPPLY.—In view of the scareity of 
coal the Electricity Sub-Committee on the purchase of coal has 
met and conferred with the District Coal and Coke Supplies Com- 
‘mittee for Scotland, with a view of obtaining its assistance in 
getting adequate supplies of coal for the electricity department, 
and the latter has undertaken to use its influence with contractors 
for getting delivery of supplies in arrear, and also for getting 
adequate supplies of coal for the current year. 


Greenock.—PowxeR SuPPLY.—AÀ large number of new 
consumers have lately been added hy the Corporation electricity 
department, comprising firms having small workshops and factoriea 
with electric motors ranging from 2 to 100 H.P. The motors now 
supplied from the department's mains represent some 27,000 H.P. 


Hedworth.—STREET LIGHTING.—The Leicestershire and 
Warwickshire E.P. Co. has notified the P.C., agreeing to carry on 
the public lighting on the terms suggested for the time being (£1 
per weék for a dozen or less lamps). 


Нехһат.— РЕСЕ INcREASE.—The Hexham and District, 
Electric Supply Co. has given notice that, from October Ist, the 
charges for electricity for lighting will be raised 1d. per unit, and 
for lighting and power by 44. per unit. 


 India.— The Calcutta Electric Supply Corporation has 
installed a B.T.H. turbo-alternator- of 6,000 Kw. normal. and 
1,300 Kw. overload, capacity. Theturbine has 11 stages, and isdesigned 
to run at 1,500 B.P.M.on steam of 150—170 Ib. pressure superheated 
100° Е; it exhausts into a surface condenser designed to maintain 
a vacuum of 27] in. The generator supplies three-phase, 50-cycle 
current at up to 6,500 volts. similar turbine plant is to 
be Installed by the Bombay Electri¢ Supply and Tram ways Co. 
ы: information regarding the new Tata hydro-electric 
scheme for Bombay shows that if a separate company is formed, it 
work in close co-operation with the existing one. It is pro- 
ә to provide 60,000 н.Р. in Bombay for 3,600 working hours 
inia. An independent power house, transmission lines, and 
чыш. station will be built, but will be interconnected with the 
Б йс Installation, thus giving. two practically independent 
Шо of power. The plans entail adam to raise the water 112 ft., 
ater being drawn: off through a 9,100-ft. tunnel, giving an 


average working head of 1,735 ft. The reservoir storage will be 
13,000 million cb. ft., of which 13,000 millions will be available 
for generating power. The same voltages of transmission and dis- 
tribution are proposed as for the present installation. 

The Mysore Government has provided a sum of Rs. 75.000 for the 
electrification of the Kolar Gold Fields pumping plant, and has 
sanctioned an expenditure of 13 lakhs of rupees for electrifying the 
pumping stations of the Bangalore city. and civil and military 
station water supply, thus saving about 50 per cent. on fuel 
charges.—-Indian Engineering. 


Japan.— ELECTROLYTIC PLANTs.—A company has been 
formed in Osaka, with a capital of 353.000 yen, for the manu- 
facture of caustic вода. It is stated that the company intends to 


use the electrolytic process, and is going to erect a factory at 


Kyushiu, where hydro-electric power is fairly cheap. The salt 
used will be Kwangtung monopoly salt, the price of which for 
industrial purposes is 63 sen рег 100 kin (about Is. 1 4d. per cwt.). 
The machinery is to be Japanese. An output of 300.000 Ib. of 


caustic soda per month is spoken of ; as a by-product , bleaching 
powder will be obtained. 
manufacturing caustic soda in Јарап, опе at Yamaguchi, and the 
other at Tokio. 
per annum.— Z7ndian Tertile Journal, 


At present there are two companies 


They produce respectively about 3,500 and 400 tons 


Korea.—It is reported that business men of Tokio are 
planning a new hydro-electric company to utilise the water power 


of the Namchon River in the south of the Korean peninsula. The 


company will be capitalised at $1,500,000, and will purchase the 
rights of the present Taiku Electric Co. The plant of the company 


will be located at Hyopchon, South Kyongsang Province.— Indian 


Tertile Journal, 


Leeds.—Loan Sanction.—The L.G.B. has sanctioned 


the borrowing of £35.000 by the Corporation for extensions of 
electricity mains and new sub-stations on the understanding that 
the money will be expended in specified directions. 


London.— The Notting Hill Electrice Light Co. has 


issued a notice that from September 29th the company will make 
а minimum charze of 105. for the supply of electricity through slot 
meters. 


Manchester.—The Improvements and Buildings Com- 


mittee of the Corporation has passed a plan for an addition to the 
transformer house at the Stuart Street generating station of the 
Corporation. 


Ripon. — E.L. снеме. — The City Council has 


appointed Mr. George Wilkinson. of Harrogate, to prepare the 
necessary plans and particulars for obtaining a provisional order 
for electric lighting for the city. 


Salford.—The T.C. has been recommended to seal agree- 


ments for the supply of energy to Salford Electrical Instruments, 
Ltd., Zama, Ltd., and Erskine Heap & Co., Ltd. 


Shipley.—LixKING-UP ScHEME.—The Sub-Committee 


appointed to consider tbe advisability of linking-up with Bradford, 
has considered the electrica] engineer's report, which states that a 
small saving in coal would be effected, but he considered that there 
were serious disadvantages to the schefne. 
suggested that before a definite statement is submitted to the 
B. of T. there should be a further interview between the two 


authorities. | | 
recommendation to attend a further conference with Bradford. 


The Sub-Committee 


The U.D.C. has approved of the Sub-Committee's 


Rochdale.— The long-drawn-out dispute between the 


Gas and Electricity Committee and Tyre Yarns, Ltd., and Fabric 
Weavers, Ltd., respecting the interpretation of a clause in the 
agreement of supply has been settled. The firms named contended 


that they were entitled to a rebate because another firm taking less 
electricity than they were was being charged on a lower basis. 
Failing a settlement the firms asked that the matter should be 
submitted to arbitration by the B. of T.. in accordance with another 
clause of the agreement. 
empower Sir John Snell to settle the dispute on behalf of the 
Corporation without resort to arbitration. 
is that the company shall pay for current up to March 31st last 
£7.673. instead of the £858.018 originally demanded: this years 
charges are to be revised downwards in accordance with the demand 
of the firms. but a small extra charge is to be made for current in 
excess of the contract quantity. The Committee also agrees to 
revise its contracts with three other firms, so that no consumer 
shall be supplied at cheaper rates than those included in the Tyre 
Yarns contracts, where the supply is given under similar circum- 
stances. - 


The Electricity Committee decided to 


The settlement reached 


Tasmanian Water-Powers. — Mr. Hartwell Conder, 


writing on the above subject in the Awstra/ian Statesman and 
Mining Standard, points out that the pioneers of hydro-electric 
work in Tasmania were the Launceston municipal authorities who 
secured 1,800 H.P. from the River Esk; this scheme encouraged 
several other country towns and one or two mines to erect small 
plants, but all were dwarfed by the Great Lake scheme, promoted 
by the Hydro-Electric Power and Metallurgical Co., and, finally, 
tuken over by the Government, the ultimate possibilities of which 
are estimated at between 50,000 and 100.000 H.P. Contemporary 
with this, the Lake Margaret scheme of the Mount Lyell Co. was 
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completed, 
. 10.000 H.P. 
In view of these developments the "writer goes on to discuss the 


total power available in the 2 island. and summarises the various 
-sources as follows :— 


Class I.— H.P. 
Great Lake scheme ... she 50.000 abt. 
Mount Lyell Co. 9.000 
Launceston T.C. e. 00 1,800 

Class II.—Schemes partly surveyed :— 

Lake Rolleston Е р e. 17.000 
Stanley River... С : 1.000 
Class II. ---Schemes superficially examined :— 
Sedgwick Valley 10,000 
Lake St. Clair... „.. 40,000 


giving 6,000 H.P, and а possible expansion to 


Total 136.000 
Other localities offering prospects are the Makintosh River, 


Gordon River, Arthur River, Forth River. and Mersey River. On, 


the whole, it would appear that over 200,000 H.P. and under 
100.000 H.P. is available. 


Twickenham and Teddington.—PnicE INcnEAsE.— The 
Electric Supply Co.. owing to the increased cost of coal, &c.. has 
increased the price of energy to all consumers by 10 per cent. 


Warrington.— ANNUAL ReEvort.—The income of the 
electricity undertaking during the year ended March 31st last was 
£34,403 (compared with 625.419 for 1911-15). and the expenditure 
was £24.213 (compared with £16,858). leaving a gross profit of 
£10190. The net profit was £2.395, which has been transferred to 
the appropriation account, making a credit balance of 69,424, 
after transferring £1.000 in aid of the rates and meeting expendi- 
ture on machinery and switchboard. The reserve fund now stands 
at 9,39%, A 


Winchester.—Price IxNcREASE.— The T.C. has decided 
to increase the price of energy. as from the. meter readings for the 
Michaelmas quarter. for lighting. power. heating, and cooking by 


15 per cent. ; and for supplies by prepayment. meters by ld. per 
unit. 


Worcester.— The Electricity Committee reports. that it 
has been found necessary to accede to requests from the staff for 


extra pay for overtime and for increases of salaries and wages. The 
effect will be to add £148 a year to the waves bill. 


b 


TRAMWAY and RAILWAY NOTES. 


Australia.— W aG ES DEMANDS.-—Close on 3,000 members of 
the Australian Tramway Employés' Association in Victoria, Tasmania, 
and Westeru Australia are concerned in fresh demands for increased 
wages. which have been served on the employers in those States. 
The bodies affected are the Melbourne Tramway Board : Prahran 
and Malvern Tramway Trust; Hawthorn Tramway Trust; 

. Melbourne, Brunswick, and Coburg Municipal Tramway Trust ; 
North Melbourne and Éssendon Electric Tramways Со. ; Ballarat 
and Bendigo Electric Supply Со. : and the Fremantle. Kalgoorlie. 
` and Hobart tramway systems.— Melbourne A qe. 


Blackpool.— AccIDENT.—An alarming smash occurred 
in Central Drive recently : the vehicles concerned were a Corpora- 
tion car on the Marton route; a Blackpool, St. Anne's and Lytham 
car, and two motor char-à-bane from Southport. One of the latter 
had broken down and was being towed by the other, The front 
char-à-banc contained 28 passengers and the other 18. Both cars 
had to be removed to their respective depots, the St. Алпе car 
being badly damayed. 

"Twelve car-lifting jacks are to be purchased and placed at 
Suitable positions on the Corporation tramway system. 


Bradford. — WAcEs.—The Society of Tramway and 
Vehicle Workers has sent in an application for an advance of 
wages for drivers, conductors. and the parcel staff —based on the 
increased cost of living—the granting of which would incur an 
- additional cost of £20,000 a year to the department. 


Burnley.— DEPRECIATION ALLOWANCES.—Mr.  Mozley, 
the tramway manager. has submitted a statement showing the 
the sums he considered it was necessary to set aside annually for 
depreciation :- Rails. amount expended 456.796. annual deprecia- 
tion, £2.757 ; paving, £43,770, £845; overhead, £15,549. £331; 
depot buildings. rails, &c.. £44,061, £185 ; general offices, £3,000, 
£13 : centre offices, £5,166, £22; waiting rooms, &c.. £107, £7; 
machinery, £2,800, £50 ; tower wagon, £642, £32; house, Queens- 
gate, £375, £1 118. ; rolling stock, £54,647, £1,399 : total amount 
, expended, £257,213, total annual de .preciation, 42.672. . ` 

‘Glasgow.—Representations in favour of a inádified all- 
night service of cars were submitted by a deputation of the 
Springburn Ward Committee at the last meeting of the Tramway 
Cominittee. The basis of the appeal was the convenience that 
would accrue to the large number of workers engaged on nightwork 
in scattered parts of the city and environs, 


The Tramway Committee, after considering the application of 
the drivers and conductors for a war bonus of 6s. per week, has 
agreed to raise the working hours to trom 54 to 56 per week, with 
ordinary pay plus a bonus of 2s. per week to men and 1s. per week 
to women, and time and a-half overtime rates. The question of 


‘improving the car lighting is under consideration. so far as this is 
possible without infringing regulations. 


Liverpool.—TrRaFric RrETURNS.—Big increases in re- 
ceipts on the tramways were reported at a meeting of the Tram- | 
ways Committee on the Ist inst. Since January lst the receipts 
had amounted to £475.151. an increase of 423,912 compared with 
the corresponding period of last year. and the passengers carried had 
numbered 10.321.389; while the car-mileave was 8322.190, a decrease 
of 58,531. For the past seven weeks the mileage was 1.715.251, а 
decrease of 9,338 compared with the corresponding period a year 
aro; the receipts for the seven weeks were £107,320. an increase 
of £$. 109. and passengers carried numbered 22.697.820, an increase 
of 1,415,315. 


London.—P.O. TvsE Bainíwav.—With reference to the 
" Note" in our issue of August 25th (page 211) referring to the 
London Post Office Tube Railway. we are informed that Mr. 
Asquith's Parliamentary answer related solely to the construction 
of the tunnel. and in no way to the electrical equipment. Further. 
we understand that no invitation for tenders for electrical equip- 
ment has yet been issued, and no decision has yet been arrived at 
with regard to the system of electric traction to be adopted. 


Manchester.— The Tramways Committee has decided to 
recommend the Council to apply to the B. of T.. in accordance with 
the provisions of the Special Acts (Extension of Time) Act, 1915, 
for a further extension of the period limited for («) the construc- 
tion of the tramways, and (4) the compulsory purchase of lands for 
street. widening. referred to 1n Sec. 31 of the Manchester Corpora- 
tion Act. 1911. It has been decided that women guards be paid 
the annual advances as provided in the scale of wages in operation 
as regards male guards. Sir George Askwith (Chief Industrial 
Commissioner), in forwarding to the. Corporation a letter from the 
Workers’ Union respecting an application for an advance of wages 
for workmen in the permanent way department, suggests that the 
matter should be referred to the Committee on Production for 
settlement, and the Tramways Committee has agreed to the 
&ugrestion. and has instructed the general manager to prepare. and 
present the Committee's case at tlie arbitration. Corporation Com- 
mittees are being recommended to follow the lead of the Tramways 
Committee. and allow an extra day's wages in lieu of the Whit 
Monday and August Bank Holiday. to workmen who, being entitled 
to holidays on those days. were working in accordance with the 
decision to foro the holidays. 


New Zealand.— The Paliuerston. B.C. has been autho- 
rised to raise a loan of £586,000 ; £66,000 will be devoted to an elec- 
tric tramway undertaking. and £20,000 for an electric lighting 
installation : the undertaking will not Бе proceeded with until the 
conclusion of the war.-- Beard of Trade Journal, 


Salford.—W ak Bonuses AND RATE RELIEF.—Additional 
war bonuses are being recommended by the Tramways Committee 
for payment to tramway workers If the recommendation is 
adopted it will mean an addition to the working cost of the depart- 
ment of over £2.774 per annum, and £1,804 to men serving with 
the Forces, and the total charge under this heading will be nearly 
£10,000. The Committee declares that probably the payment of 
the increased bonuses may prevent it from handing over at the 
end of the year the sum promised for rate relief. 


^ 


TELEGRAPH and TELEPHONE NOTES. 


China.—Àn American Consul reports that great improve- 
ment has recently been made in the service of the Chinese Tele 
graph Administration. New territory has been reached. and new 
offices have been opened in fields already covered. In order to 
ensure speed in the transmission of telegrams. the Wheatstone auto- 
matic system has been adopted on.all trunk lines. Ih order further 
to accelerate the transmission of telegrams, three. years ago the 
Administration. began the installation of the automatic duplex 
system on its more important lines, the first installation being made 
on the Pekin-Tientsin line. In May and June this system was put 
into use between Pekin and Hankow, and Hankow and Shanghai. 
It is the intention of the Administration gradually to extend the 
duplex system. 


Illicit Wireless Plant.—At Gisborne, N.Z., a boy. 16 
years of are, named E.. M. ‘Goffe, was charged with erecting a 
wireless plant without ‘the consent of the Government. Mr. 
Edward Goffe, father of the boy. was charged with aiding his son 
in committing the offence. Evidence wus called showing "that the 
plant, if properly fitted up. could send messages a short distance, 
and could receive from Auckland and Wellington. ‘The offence 

was admitted as far as a technical breach was concerned. The 
magistrate fined the junior defendant #2, and costa 75. The father 
was fined £10, costs 7s. 
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. Telephone Register.—In future, Australian subscribers 
whose telephones are connected with an exchange in which the 
common-battery system is in use can obtain an automatic recording 
revister, Which will enable them to check the number of calls they 
originate. The instrument will be affixed to the subscribers tele- 

one, and the annual rental is 10s. at the outset. This boon will 
be available to a limited number of subscribers only. It has been 
decided to install the instruments on telephones connected with 
Central and North Sydney exchanges. 


Women Wireless Operators.— At the beginning of the 
year the Marconi Co.. with a view to determining the suitability of 
women as wireless operators, established a school at one of their 
stations. The school has been well attended, and the experiment 

: jg regarded as encouraging. Some of the pupils have been already 
drafted to stations, where they are doiny very satisfactory work. 
Sending by female operators has a tendency to be too light. but it 
is thought that some of the learners will become quite efficient 
with more practice, that а number will prove very useful under- 
studies, and that a proportion may turn out successes on the wire- 
less circuit. Until these points can be determined. the work of the 
school will be discontinued for the present after September 30th.— 
The Times. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—^5Yv DNEY.—September 20th. N.S.W. Govern- 
ment Railways. Опе 50-ton electrically-operated overhead 
travelling crane for Zara Street power house. Newcastle. October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street. 

ADELAIDE.--September 27th. Deputy P.M.G.  Teiephones, tele- 
‘phone material, instruments and parts. Schelule Nos. 129 to 437.* 

PERTH.—October 4th. Deputy P.M.G. Telezraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 

MELBOURNE.—November Ist. Victorian Каас, 50,000 flame 
arc carbons. Chief Storekeeper, Railway OfHeos. Spooeer Street.” 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling. Cont. No. 30.343.* 

September 29th. City Council. Insulated and tip. copper cables. 
See " Official Notices” to-day. 

November Ist. For the Victorian. Railway Commissioners, 
90.000 yellow flame arc carbons.* 

October 17th. For the Deputy P.M.G. (р) sleeves and tapes 
(Sched. No. 1,355), and (2) 3.100 stay-rods. with low tiehteners 
(Sched. Хо; 1,359).* 


Burnley.—^eptember 19th. The B. of G. invites tenders 
for electrical goods. Tender forms from J. S. Horn. Clerk. 


Edmonton.—Neptember 2. Electric lamps for six 
months. Mr. Е. Shelton, Clerk. b. of G.. Lower Tottenham. 


Government Contracts,—Septomber Rth (11 a.m.). In- 
candescent lamps for the Office of Works. See " Official Notices” 
to-day. 


London.—Supply of electric light fittings for Australia 
House, Kingsway. W.C. Particulars from Mr. H. H. Turner, 
48, Broadway, Westminster, S.W. 

L.C.C.—September 15th. Asylum and Mental Deficiency Com- 
mittee. Supply of electric lamps. Mr. Н. Е. Keene. Clerk, 2. Savoy 
Hill, W.C. | | | 

CITY OF WESTMINSTER UNION.--September 20th. B. of G. Six 
months supply of electric lamps. fittings, dc. Mr. W. J. Lickley. 
Clerk. Gardens Offices, Princes Row, Buckingham Palace Road, S.W. 


Manchester. —September 12th. Tramways Committee. 
(а) Permanent-way special trackwork, and (5) permanent-way 
point tongues and crossings. Specifications, kc. (€ I 1s., returnable), 
Mr. J. M. McElroy, General Manager. 
September 12th. Tramways Committee. Supply of pitch. Mr. 

J. M. McElroy, General Manager, 55, Piccadilly. : 


New Zealand. — INVERCARGILL. — September — 28th. 
Borough Council. Steam turbo-alternator. condensing plant. and 
ie Specifications from the Tramway Office. Contract 
No. 40. | | 

GISBORNE. — October 2nd. B.C. Cooling tower at the power 
. Station. Specifications from the Town Clerk.—.V.Z. Shipping and 
Commerce, | 


. Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


(op oS De e  CCLOSED. " 

... Mistralia,— The Sydney Municipal Council is recom- 

z. mended to-aceept the following tenders :—- 

*  :*AÀtge motors for hiring out.—Four 40-н.н.р. semi-enclosed type motors 

-| Complete, ta be, manufactured by the Electric Construction Co., £715; 
. three 60-b. HP. ditto, £652, B. Warburton, Franki, Ltd. ; two 100-B.H.P. 


Pride of American manufacture, £671, Aust. General Electric Co. 
“Meiwork for new workshop at power house, £4,609.—L. Scrutton and 


Consumers’ ' 

meters, 5 and 10-amp. and 50-amp., £3,987. — Standard 

. Ten v %004-Негстіев; Ltd. i 

E. volts feeder panels for the sub-stations at Lang Park, Philip 
reet, and the abattoirs, 21,840. — Australian Genera! Electric Co. 


Victorian Railways :— 
Electrically-operated goods elevator for Jolimont car-shed, £860.— 
G. Weymouth Pty., Ltd. | 
Thermo-electric pyrometers complete, £62 13s. 6d. per set.—The Cambridge 
Scientific Instrument Ca., Ltd. 
1,000 amp.-hour storage battery, £267.—W. Adam» & Co., Ltd. 
— Tenders, 


Glasgow. — The Sub-committee on Electricity Works 
recommends the purchase of two 5-ton motor-wagons, one from | 
Edison Accumulators, Ltd., and one from the General Vehicle Co., 
at a total cost of £2,900, 


Manchester.—The Tramways Committee has accepted 
the tender of Messrs. Е. Smith & Co.. Ltd., Salford, for copper 
trolley wire. 

Salford.—Tramways Committee : 

Hadtields, Ltd.— Munganese-steel crossings, £220, 

Electricity Committee :- - 


Lea Recorder Co., Ltd.—-Steam recorder, £UM. 
Royles, Ltd.—Feed water heater, £115. 


FORTHCOMING EVENTS. 


Institution of Mining Engineers.—Thursday, September Mth. At 11 a.m. 
At the Royal Technical College, Glasgow. Annual general meeting. 


THE BRITISH ASSOCIATION. —l. 


For the fourth time in its history, the British Association 
for the Advancement of Science is meeting in Newcastle-on- 
Tyne, where the 88th annual gathering was inaugurated 
on Tuesday night, when the President (Sir Arthur Evans, 
D.Litt. LL.D., F.R.S.. &c.) delivered his’ address on 
* New Archeological Lights on the Origins of Civilisation 
in Europe.” The Association met in Newcastle in. 1838, 
1563. and 1889, апа. but for the present disastrous war, 
this vear’s visit would have been of especial interest, 
particularly to the engineering section, for there have been, 
immense developments on the whole of Tyneside in all 
branches of that industry, and in none. has. this advance 
been more marked than in the electrical section, for the 
eity forms the nucleus of one of the greatest supply systems 
in the country. | 

The first event in connection with the visit was the 
delivery of a popular lecture. on Monday night by Dr. 
Dugald Clerk, F.R.S.. whose subject, “* Gas, Oil, and Petrol 
Engines,” was admirably illustrated, On Tuesday there 
were various meetings of the Council and Committees, and 
the former body unanimously nominated the Hon. Sir 
Charles A. Parsons to fill the оћсе of President of the 


. Association for 1917-18, when the mecting will be held at 


Bournemouth. The appointment of this gentleman, head 
of the electrical and engineering firm of €. A. Parsons & Co., 
at Heaton-ou-Tyne, and chairman of the Parsons. Marine 
Steam Turbine Con Ltd., is very pleasing to the district. 
The Council also considered a proposal for the con- 
stitution of a Committee on organisation in relation to 
problems arising out of the war. A Committee was 
appointed, and recommended that the Organising Sectional 
Committees should meet to consider problems, if any, arising 
in their special departments of science which might call for 
investigation in connection with the future effects of the 
war upon the national and imperial welfare, and the proper 
methods of investigation of such problems. It was further 
resolved that a Research Committee should have power to 
report. through the Organising Committees of the Council 
when the Association was not in session. А number of 
valuable proposals. received from the Organising Sectional 
Committees had been transmitted to the Council, and action 
arising out of several of these was proceeding. - e 
The business of the various sections was commenced in 
earnest on Wednesday morning. In the Engineering 


Section the President (Mr. Gerald Stoney, F.R.S.) delivered 
his address, in the course of which he emphasised the 


importance and value of highly-educated labour in various 
trades. One of the things which handicapped our industries 
was the reluctance of employers to utilise such labour. 
Not only on the scientific side was there much to be done 
in the way of putting our house in order, there was also 
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much to be done on the management. and commercial side 
if works were to be put into a position to meet competition 
effectively. In this section a paper on * Limit Gauges " 
was read by Dr. К. T. Glazebrook, C.B., F.R.S., in which 
he dealt with gauges for plain cylindrical work, screw 
gauges, and form and position gauges. This was the only 
matter dealt with in this section. 

A good deal of interest centred іп the Economic Seience 
and Statistics Section, the President. of which (Prof, A. W. 
Kirkaldy, М.А.) spoke upon * Some Thoughts on Revon- 
struction after the War," in the conrse of which, after 
pointing out some of the effeets of the war on our economic 
existence, he dealt with the need for national organisation. 
Then followed the presentation of a summary of a report 
on * Means for the Promotion of Industrial Harmony.” 
The report suggested, (afer alia, that both employers and 
employed should form local and national associations of 
one trade, and local and national federations of trades, and 
the election of an industrial council from the two national 
associations. The proposals were discussed by Archdeacon 
Cunningham, Prof. W. R. Scott, Sir Hugh Bell, and 
Mr. E. Jackson. 

In the Chemistry Section, Prof. G. G. Henderson, D.Sc., 
F.R.S., the President, remarked on the awakening of 
the country to an appreciation of the importance of 
chemistry. Мг. Е. Н. Carr read a paper on “Some 
Aspects of the Future of the Synthetic Chemical Industry 
of Great Britain," and Mr. C. M. Whittaker dealt with 
“The British Coal-Tar Colour Industry in Peace and War.” 


NOTES. 


Institution and Lecture Notes.—Nottingham Society of 
Engineers.-—The first meeting of the 1916-17 session will be held at 
the Welbeck Hotel. on October 18th. at 7.30 p.m. The Council 
wishes this meeting to be given to the reading and discussion of 
ehort papers on engineering subjects, which should not take more 
than 10 minutes to read. Six papers will be read by an independent 
reader, and members will then be asked to vote for the two best 
papers, so that they can be discussed and prizes awarded. The 
Council has appointed Mr. J. F. Chambers to the post of secretary, 
rendered vacant by the resignation of Mr. H. G. Price, his address 
being The Elms, Daybrook. Nottingham. 


Institute of Metals. — The annual autumn' meeting will be held 
on Wednesday, September 20th. commencing at 4 p.m., at Burlington 
House, London. Sir George T. Beilby will preside. and a number 
of important metallurgical papers will be presented and discussed. 

The Government Research Council having made a grant of 
£1,000 per annum towards the cost of carrying on the research 
inaugurated by the Institute into the causes of the corrosion of 
marine condenser tubes. it has been found possible bv the Corrosion 
Research Committee. which has recently been reconstituted so as 
to include representatives of all bodies interested in the subject, 
greatly to extend its sphere of activities. Two salaried investigators 
have been appointed in the persons of Captain G. D. Bengough. D.Sc.. 
and Dr. О. Е. Hudson. They will conduct scientific researches on 
the Committee's condenser plant. now about to be installed, by the 
courtesy of the Brighton Corporation, in the Brighton Electricity 
Works. The plant will be worked under ordinary industrial con- 
ditions, the microscopical and other examination of the metal 
treated at. Brighton being carried out in the metallurgical labora- 
tories of the Imperial College of Science and Technology. South 
Kensington. 


Fatalities.— Horace Dean Smith (27), of Irlam, an 
electric stripper crane driver at the Partington Steel and Iron 
works, lrlam, was struck by an ingot mould. and received fatal 
injuries, last week; at the inquest a verdict of " Accidental 
death" was returned. 

A young man named George Dixon was killed by electric shock 
at Hebburn on Wednesday evening, having touched a street-lamp 
standard with his hand. 

An inquest has been held at Manchester into the death of a 
woman tramway conductor. on a single-deck car. who apparently 
leaned out of the car to speak to the trolley girl on the rear plat- 
form, not noticing a motor wagon which was being overtaken, and 
got her head crushed between the vehicles. Verdict, " Accidental 
death." 

A verdict of * Accidental death ` was returned in the case of George 
Edward Stitchman, & press driver at the Western Electric Co.'s 
works, North Woolwich, who was struck by a flying piece of the 
machine, sustaining concussion and a fractured skull. 

An inquest was held at Bilston on Monday respecting the death 
of a lad named Atkins, at the works of Messrs. Thompson Bros.. 
boilermakers. A witness said he found the lad. a riveter. who had 
been working at a vice. suffering from shock. He was carried 
into the stores, and artificial respiration was resorted to, but with- 
out avail. Witness explained that before he saw the lad he caught 


his foot accidentally against a piece of angle-iron. one end of which 
was on a tank which was to be electrically welded. and the other 
on the iron leg of the vice. He supposed this must have set up 
an electric circuit, producing shock, which caused death. Harold 
Brook, electrical engineer to the power company supplying the 
current, said the main voltage was 210, but it was transformed to 
110 for welding purposes. The jury found that Atkins died from 
shock caused by an electric current accidentally transmitted. 


Volunteer Notes.—First LONDON ENGINEER VOLUN- 
TEERS. - Headquarters, Chester House. Eccleston Place, S7W.— 
Orders for September, 1916, by Lieut.-Col. C. B. Clay, V.D., 
Commanding. 

Members are requested to take special note that during this 
month the lectures will be on Wednesdays, in place of Tuesdays. 

Drills will be held under the Sergeant-Major on Tuesday even- 
ings. as during August. 

The range will be open on Thursday evenings, as during August. 

Instruction Classes at Regency Street will be held as usual for 
Platoons Nos. 9 and 10. 

Entrenching.--Every Sunday at Victoria Station (S.E. & C. 
Railway). Booking-office, 8.45 a.m. 

MACLEOD YEARSLEY, Adiutant, 


3RD BATT. (OLD Boys’) CENTRAL LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Capt. К. J.C. Eastwood (Commandant), 
Thursday, September 7th, 1916 :— 

Saturday.—The Battalion will Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 8.40 a.m., for Entrenching duties. 
Those who cannot take the early train will parade at 1.20 p.m. 

^u nda y.—The Battalion will parade at 9.30 a.m. for Entrenching 
duties. 

Bisley Range will be open for practice on Sunday. 10th inst. 

The Range will not be open on Saturday, 9th inst. 


G. H. F. DUNCAN, Acting Adjutant, 


Australian Industrial Inquiry.—On the suggestion of 
Mr. Herbert Brookes, president of the Victorian Chamber of Manu- 
facturers, the Government proposes to organise a Commission to 
visit the United States and investigate methods of production 
and manufacture as well as conditions of employment. 

The Commission will consist of six representatives of the manu- 
facturers in Australia, one from each State, with six representa- 
tives of the workers. one also from each State. The Chamber of 
Manufacturers in each capital city will be asked to submit three 
nominations, and the central Labour organisation in each State 
similarly to nominate three men. The selection will then be made 
by the Commonwealth Government. 

The following industries are to be investigated by the Commie- 
sion :— [гоп trades, engineering. &c.; timber trades and building 
material, &c. ; leather trades ; textile trades ; paper trades ; trades 
engaged in the preparation of foodstuffs. | 

The manufacturers’ representatives will be appointed from the 
several States as follows :—Iron trades—New South Wales ; textile 
trades-—Victoria ; leather trades—-South Australia ; trades engaged 
in the preparation of foodstuffs—Queensland ; timber and building 
material trades—Western Australia ; paper trades—- Tasmania. 

The вате principle will apply in the selection of the representa- 


‘tives of the Labour organisations. 


A secretary will be appointed, and the Commission will be 
accompanied by a journalist. 

The scheme. says the Australian Statesman and Mining Standard, 
has not met with universal approval ; the methods of manufacture 
are well known in Australia, and Mr. Brookes's recommendation 
referred more to the study of industrial relations in all industries in 
actual operation. 


Tramways and the Kinematograph.— Our contemporary, 
the Electric Railway Journal, recently contained a sensational 
view of a car taking a plunge from a viaduct spanning a ravine. 
The explanation given was that a moving picture firm bought up 
a discarded car from the Ithaca Traction Corporation, using it for 
picture making ; as the plot developed, the villain (represented by 
a dummy). having been knocked out by the hero, was left on the 
front platform of the car. which. after gathering speed on a grade, 
was derailed by a switch on the viaduct. breaking through the 
imitation railings and falling some 300 ft. to the bottom of the 
gorge. The саг is said to have landed head-on in the bottom, and 
a good many tramway men will, no doubt, be interested to view 
the remains. E 


A Novel Gas Turbine.—A recent issue of Power con- 
tained a brief description of a gas turbine introduced by the 
Detroit Gas Turbine Corporation. Its principle of operation con- 
sists in compressing a charge of the m‘xture, firing it at constant 
volume in an explosion chamber. which results in a very high 
pressure. aud allowing the products of combustion to impinge on $ 
series of moving and stationary blades. The arrangement shown 
consists of eight radial gas compressor oylinders, which compress 
the gas mixture to about 90 lb. per sq. in. prior to its discharge 
into firing chambers round the periphery of the turbine, from 
which the products of combustion at high pressure impinge on two 
rows of moving blades separated by & row of stationary blades. 
The moving blades are carried on the outer casing which revolves 
about the driving shaft on ball bearings, and is geared to the shaft 
through a 3 to 1 reduction giving a shaft speed of 3,000 R.P.M., 
which corresponds to 24,000 explosions a minute. The rotor 
diameter for a 200-Н.Р. turbine is said to be 21 in., and the weight 
335 1b. 
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Appointments Vacant.—Assistant master in electrical 


engineering for the Polytechnic, Regent Street, W. ; shift engineer 
for Neath R.D.C. ; two electricians (£22 10s. p.m.) for Rhodesia : 
mains attendant (£2) for Leek U.D.C. See our advertisement pages 
to-day. : 

Educational Notes. — Royan TECHNICAL | COLLEGE, 
GLASGOW.—We have received the College Calendar for 1916-17. 
giving particulars of the various engineering courses, Prof. 
Magnus Maclean is at the head of the Electrical Engineering 
Department. 1 

West HAM MUNICIPAL TECHNICAL INsTITUTE.— The new 
session commences on Neptember 20th ; day and evening courses in 
electrical engineering are provided. Particulars are given in our 
advertisement pages to-day. 

GOLDSMITHS' COLLEGE (UNIVERSITY or Lonpon), New Cross, 
S.E.—The new session begins оп September 25th. Mr. W.J. Linehiin 
is at the head of the engineering department. See our advertise- 
ment pages to-day. 


Field Operating Theatre. —A motor field operating 
theatre, which iz about to be presented to the Italian Government 
by the Wounded Allies’ Relief Committee. has been on view in the 
grounds of Aldford House, Park Lane. London, W.. The electrical 
installation includes three 100-c.P. lamps and other smaller lamps in 
the interior of the theatre, together with two electric fans. and on 
the outside Blériot head lamps, side lamps. and tail lamp. 
The current is supplied by a Blériot 12-volt, 200-watt dynamo, 
which is driven by the engine, and gives 15 amperes when the 
vehicle is running at 12 miles an hour and 25 amperes when 
stationary. "The construction has been carried out under the super- 
vision of Mr. J. N. Walford. 

Copper.— The figures for copper supplies, as shown in 
Messrs. Н. R. Merton & Co.'s circular, are of an encouraging nature. 
While the price at the end of July, 1916. was £111 per ton 
(standard copper), it is shown for the end of August to be £ 109 Jos, 
While it has been impossible to estimate the stocks in Rotterdam, 
Hamburg and Bremen, and no figure can be given for American 
stocks, the supplies usually known as " European visible supplies " 
stand at a very healthy figure. The total supplies for the month 
of August, 1916, were 43,239 tons. which compares most favourably 
with August, 1915 (30,518 tons), and. of course, with August. 1914 
(25,429 tons), and even shows Up fairly well against the average 
for the 12 months preceding the war (417.740 tons) Taking the 
quantities under their various headings. we find that the European 
arrivals from North America were 25,367 tons, about jrd less than 
the pre-war average ; those from Spain and Portural to England 
and France low.(following an unusually high delivery in July). 
" Other countries" gave double the pre-war average ; Chile ship- 


ments were more than {га higher, and Australian about іга below. ` 


The supplies for last month have only three times been exceeded 
since August, 1914, i.e, in March, 1915 (43,272), Мау, 1915 
(46.032), and June, 1916 (44,526). 

NORWEGIAN COPPER EXPORTS.—The export of copper, copper 
ores, aud pyrites from Norway was prohibited from Tuesday last. 
This measure has been adopted in order to secure the retention of 
some 3,000 tons of manufacturéd copper required in connection 
with electric works and street railways which has been obtained 
from America. At the same time it is understood that concessions 
will be made for export to the bellirerent countries against com- 
pensations for the same quantity of manufactured copper to 
neutrals. | 


" Cold Light” Again.—The daily Press, forgetting that 
the fallacy was exposed by us some years ago. and unable to dis- 
criminate for itself between fact and fiction, has once more got 
hold of the "cold light" system of Prof. Dussaud, and is treating 
it аз a novelty. The essence of the system is to spin a number of 
electric lamps on a wheel, each lamp being energised in turn for a 
fraction of a revolution, во as to give the impression that the 


light is continuous. As the heat developed whilst the lamp is - 


burning is dissipated whilst it is out, the lamps remain cool- -hence 
the term, “ cold light." It is merely a roundabout and elaborate 


way of obtaining the same result as would be sechred by burning > 


one lamp and keeping it cool with a water-jacket or a fan. What- 
ever advantages are claimed for the Dussaud system can be far 
more easily and cheaply obtained by other means. 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, ёо keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—Mr. S. W. Carty, 
ү of the electrical department of the Liverpool Corporation 
: AIDways, has been gazetted to a captaincy. He has recently 
{тешпей from the Soudan, and the following is an extract 
nr % recent letter which Mr. J. Н. C. Brooking has kindly 
and 15:—'" As you know, I went to Egypt last February, 
of | first week in April I was sent in charge of a detachment 
E Orries and men to the Soudan to take over the transport 
в Supplies, &c., of the Western Frontier Force, who were 
eee against the Sultan of Darfur. It was over 2,000 
(Shall south of Alexandria, and we went by rail to Assouan 

alal) and then down the Nile on barges to Wadi Halfa, 


and on hy Kitchener’s Railway over the desert to Khartoum, 
and thence again by rail to El Obeid (Kordofan) From 
there L trekked due west 200 miles over sand, desert, and 
through the bush, where nothing but camels had ever been 
before, and safely carried supplies, going backwards and for- 
wards from the railway at El Obeid. Of course, there waa 


. по road, only a track; 16 was some job, as we had all sorts 


of stores to take, oil, petrol, bombs, spare engines and parta 
for the Flying Corps, telegraph poles, boxes of stuff all 
manner of kinds. Darfur lies between French Equatorial 
Africa and Kordofan (British Territory). As you know by 
the papers, the Sultan’s army was beaten and dispersed, and 
he fled, so we bave taken over the country. I got specially 
thanked by the Sirdar (General Sir Reginald Wingate), who 
js Kitchener's successor m the Soudan.” 

PHiLLIP YELLOWLEES, who was employed as an electrician 


on H.M.S. Nottingham, was three hours in the water when 


that ship sank before being picked up. Prior to joining the 
Navy, Yellowlees was in the employment of the Electric 
Supply Co., Jedburgh. 

The Aylesbury U.D.C. has appointed Mr. Mark WHITTLE, 
of Horwich (Lancs.), as assistant electrical engineer, subject 
to his being exempted froin military service. 

Mr. D. П. Davies, chief electrical assistant at the Stockton 
Corporation undertaking, has been appointed electrical engi- 
neer and tramway manager to the Heywood Corporation at 
a salary of £200 per annum. There were 50 applicants for 
the post. 

General.— Mr. E. J. Fox is resigning the position of London 
manager of Messrs. Stewarts & Lloyds, Ltd., 1n order to take 
up the position of general manager of the Stanton Iron Works 
Co., Ltd., near Nottingham, with a seat on the board as 
managing director. Mr. Fox succeeds in March next Mr. 


- J. A. Longden, whose services will, however, be available to 


the company, as he remains a member of the board of 
directors. 

Mr. €. Е. Аѕнвү, district manager of telephones at Canter- 
bury, has been promoted to an important position at Nor- 
wich, and will be succeeded by Mr. MACLEAN, of Plymouth. 

We learn that Mr. EanoN MOLLER, of the Allmänna Svenska 
Elektriska Aktiebolag, of Vesteras, has arrived in London to 
organise the manufacture of transformers in England by the 
Swedish General Electric, 1.td. 

Mr. J. N. STEPHENS (manager of the wiring supplies depart- 
ment of the British Thomson-Houston Co.) has joined the 
Royal Flving Corps as Second-Lieutenant (Assistant Equip- 
ment Otficer). 


Roll of Honeur.—I.ast week we mentioned that Captain 
H. C. Searks had received the D.S.O. for conspicuous gal- 
lantry; we are pleased to add that the French Government 
has awarded him the ‘ Croix. de Guerre" with palm leaf 
(which, we understand, is a special honour), for the same 
action on Julv 1st. Captain Sparks was awarded the Military 
Cross in June last. 

Driver W. OWENS, accidentally. killed whilst on active ser- 
vice, was assistant storekeeper, and Rifleman W. BRADLEY, 
killed in action, was а Warehouseman, with Messrs. Downes 
and Davies, electrical engineers, of Liverpool. : 

Private RicHARD. Massey, who was formerly employed with 
the Electrical Apparatus Co., Ltd., has been killed at the 
Front. He was only 19 years old, and was one of the first 
members of the Corpus Christi School Volunteer Training 
Corps. 

РИ Е. G. Duncan Stoney, R.E., who has died from 
wounds, was the only son of the late E. D. Stoney, and was 
on the staff of Messrs. Ransomes & Rapier, Ipswich, when 
war broke out. His commanding officer wrote that he would 
be very very difficult to replace, not so much on technical 


' grounds, though he was the best educated scientifically of any 


of the officers in the Division, but because of his many-sided 
nature. The General also expressed his personal sorrow and 
appreciation of his ability, and a further letter of apprecia- 
tion was written by the N.C.O.'s and men of his section. 
Private C. CasuMonE, Oxford and Bucks I.I., who was 
with the British Thomson-Houston Co., is reported killed in 
action. | | | 
Private ARTHUR N. Henperson, King’s (Liverpool) Regi- 
ment, who was with Messrs. Pulford Bros., Ltd., electrical 
engineers, Liverpool, has died from injuries received while 
engaged with a bombing party. | 
Gunner F. GoopMaN, R.F.A.. who has died of wounds, was 
formerly employed by the British Thomson-Houston Co. 
The Military Medal has been awarded to Private CHARLES 
SMITH, formerly a tramway conductor with the Bradford 
'orporation. | 7 
: The Calcutta Weekly Statesman records the death in action 
of Mr. JOGENDRA Матн бех, B.Sc. Mr. Sen left India in 
1910, gained admittance to Leeds Univeraity, and after taking 
an engineering course for three years, graduated as a Bachelor 
of Science. Soon afterwards he secured a position under the 
manager of the Leeds Corporation electric lighting. station, 
and was ultimately placed on the staff as an assistant ensi- 
neer. On the outbreak of hostilities with. Germany Mr. Sen 
joined the West Yorkshire Regiment. — "m 
Lance-Corporal JoHN HENRY ANDREWS, Manchester Regi- 
ment, formerly with the British Westinghouse Co., 1з а pri- 
scner of war at Dulmen, Westphalia. — . 
Private ARTHUR WEBB. Manchester Regiment, a former em- 
ployé of Messrs. Baxendale & Co., Ltd., 1s missing. 
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Corporal WirnraM Harney, Rifle Brigade, aged 19 years, who 
has received the. Military Medal, was employed in the Man- 
chester Corporation Trainways Department. 

Sergeant J. NEARY, of the East Lancashire Regiment, who 
has been awarded the Military Medal for conspicuous bravery, 
was an employé of the Salford Tramways Committee. 

, Private ALBERT Босе, of the Canadian Contingent, killed 
in. action at the age of 23, was a Swinton (l.anes.) man, 
engaged as an electrician im Canada. 

Lieutenant James DUNCAN Simpson, Canadian Royal. Engi- 
teers, Killed in action, was educated in Scotland, and trained 
йл an eleetrical engineer with Messrs. Mavor & Coulson. 

Captain J. А. RUTHERFORD, killed in action, was before the 
on the staff of the Rangoon Electric Tramway & Supply 

X). 

We note that a recent casualty list contained the name of 
[ji utenant ZiANI DE FE NTI, R.G.A., as being wounded. 

Mechanic Statl-Sergeant THoMas MICHAEL Wanton, who has 
been awarded the Albert Medal (second class) was formerly 
en.ploved by the Cleveland and Durham Electric Supply Co. 
The award is for gallantry in saving life. 

Rifleman JAMES PARSONAGE, 2% years of age, formerly em- 
ploved by the St. Helens Cable & Rubber Co., Ltd., has died 
of wounds. 

Private H. GoopEVE, Manchester. Regiment. who has died 
of fever in Mesopotamia, was with the Guildford Electricity 
Co. He was wounded in the retreat. from Mons, and in 
November, 1915, was drafted to Mesopotamia. | 

Private CLIFFORD Morris, Cameron Highlanders, of Middle- 
ton (Lanes.), who was an electrical apprentice, has been killed 
in action. | 

Private ЕБїснАнр Ponterrict, Manchester Regiment, for- 
merly employed at the Chloride Electrical Storage Co.'s 
works, has died from wounds, 

КШешап BRNEST GRANT, Rifle Brigade, formerly with 
Messrs. Willans & Robinson, has fallen in action. 

Privates ERNeEsT Вівву and Е. E. SMart, Somerset Regi- 
ment, formerly with the Weston-super-Mare Electric Supply 
Co., Ltd., are reported killed, the latter from poison gas; 
both men joined up at the start. 

Lance-Corporal J. Н. Purton, Oxford and Bucks Light 
Infantry, who has died of wounds, was formerly with the 
British Thomson-Houston Co., Ltd. 

: Driver ALEC MACKMIN, Sussex Yeomanry, formerly an elec- 
trician at Croydon, has died of wounds received in Gallipoli. 

Private Jas. PARK, Seaforth Highlanders, killed in. action, 
was formerly an electrician at Workington. 

Private W. Н. Hewitt, Manchester Regiment, formerly 
with Messrs. Mather & Platt, Ltd., is posted as missing. 

Private WILFRED Mayers, of the King's (liverpool) Regi- 
ment, who was emploved by Messrs. Е. J. Jones & Sons, 
electrical engineers, Chester, has been wounded. 

Lance-Corporal Harry Woop, Loyal North Lancashire 
Regiment, who has died of wounds, was in the Bolton Cor- 
poration Tramways Departinent. 

Rifleman S. Cuarrg, West Yorkshire Regiment. and Com- 
pany Sergeant-Major P. B. Symes, Northumberland Fusiliers, 
who have been killed, were both employed on the Leeds 
tramways. 

Private NorMan Scott, who has been awarded the Military 
Medal, was formerly in the wireless department of Messrs. 
zaton & Co., of Toronto. 


Will.—Under the will of Mr. К. C. Kennepy, C.T.E., direc- 
tor, Burmah Electric Tramways & Lighting Co., and other 
companies, personal estate in the United. Kingdom of the 
gross value of £245,258 was left. 


NEW COMPANIES REGISTERED. 


Steel's Electric & Engineering Co., Ltd. (144,669).— 
This company was registered on August 23rd, with a capital of a3,000 in £l 
shares, to take over the business carried on at 206, East India Dock Road, 
E.. às Steel Bros., and to carry on the business of clectricians, electrical and 
mechanical engineers, contractors and manufacturers of, and dealers in, all 
apparatus used in connection with the generation, distribution, supply, accumu- 
lation, and employment of electricity, steam, gas, oil, or other power, manu- 
ficturers and repairers of, and dealers in, motor-cars, Ac. The subscribers 
(with one share each) are: E. bee, 3, Clyde Wharf, Victoria Docks, E., 
marine engineer: S. Е. Hastings, 41, Bulstrode Avenue, Hounslow, W., civil 
engineer, Private campany. Table SAV“ mainly applies. Secretary (pro 
tem): E. Ler. Registered office : 206, Kast India Dock. Road, | 


Hadon, Ltd. (144,685).—This company was registered on 
August 25th, with a capital of £200 in £l shares, to. take over an invention 
for electrically-operated Clocks, to. carry on the. business of clock. manufac- 
turers, dealers and importers, &c., and to enter into an agreement with W. 
Alldis. The subscribers (with one share each) are: F. C. Dixon, 1, Lan- 
caster Place, Strand, W.C., solicitor; J. Н. Dixon, 1, Lancaster Place, Strand, 
W.C., solicitor. Private company. Table ‘A’ mainly applies. Solicitofs : 
Dixon, Weld & Co., 1, Lancaster Place, Strand, %\ С. 


Aluminium Solder Co., Ltd. (144,/725).— This company 
"was registered on August 30th, with a capital of £150 in £1 shares, to take 
over the business. of manufacturers of aluminium and other solders, dealers 
in metals and alloys and products thereof, and general dealers in. metals and 
hardware, carried on by W. Н. M. Burgess, A. Tees, and H.-F. Galpin, jan., 
as the Aluminium Solder Co. The subscribers (with one share each) are: 
W. H. M. Burgess, 40, Glasshouse Strect, Wa engineer; A. Lees, Fairford, 
Glos.. engineer; H. F. Galpin, jun., Oxford, solicitor. Private company. 
The number of directors is not to be less than two or more than five. The 
first are W. Н М. Burgess, А. Lees, and Н. Е. Galpin. jun. Qualification, 
one share. Solicitor: H. F. Galpin, jun. Registered office: 40, Glasshouse 
Street, Piccadilly, W. 


International M. P. Superheater Co., Ltd. (144,687).— 
Registered August 25th, by G. М, Warmington & Edmonds, 14-15, Coleman - 
Suen ЕС, Capital, £400,000 in £l shares. Objects: To acquire any 
patents, rights, brevets d'invention, licences, protections, and concessions 
relating to the manufacture or construction ol superheaters, locomotives, 
engines, or other similar apparatus, to carry on the business of engineers, 
founders, machinists, manulacturers of superheaters, or other apparatus for 
heasing Water or air, locomotives, engines, tool makers, metal workers, boiler 
mekers, anillarights, iron and steel converters, woodworkers, builders, 
painters, metallurgists, electrical and water supply engineers, gas makers 
and merchants, &e., and to adopt an agreement with Miecislas Pokrzywnicki. 
‘Phe signatories (with one share each) are: D. J. Edmonds, 14-15, Coleman 
Street, E.C., solicitor; W. H. E. Godolphin, 14-15, Coleman Street, E.C., 
clerk W. Lewis, МЫ, Coleman Street, E.C., mining agent; H. Chitty, 27, 
Kine Edward's Gardens, Acton Hill, W., engineer; W. F. H. Jeffes, 15, Rue 
d'Edinbourg, Brussels 033, Carlingford Road, Hampstead, pro tem.), barrister; 
Woo. Gaitith, 350, Parliament Street, S.W., architect; 1. G. W. Parry, 17, 
Coleman Street, FC., financial agent. Minimum cash subscription, seven 
shares. "he first directors are Pol Mouton and E. Petersson. Qualification, 
£00, Remuneration, £200 each per annum (chairman £300), and a per- 
contase of the profits, Registered. ollivce :14-105, Coleman Street, E.C. 


Fellows Magneto Co., Ltd, (144,665).—Registered August 
Оз, by Herbert Smith, Goss, King & Gregory, 6, London Wall, Е.С. 
Capital, £75,000 in 50,000. pref. shares of £L each and 50,000 ord. shares of 
Ios. vach. Objects : To carry on the business ‘of manufacturers and repairers 
ol, and dealers in, machinery and plant, tools, appliances, and engines of all 
kinds, motor-cats, vans, Cycles, abships, aeroplanes, aircraft, boats, vessels, 
ships, and conveyances dor transport of persons or goods, whether on land, 
seo, or in. the ai, dynamos, magnetos, accumulators, coils, carburettors, 
spec inoters, taxime fers, and accessories and component parts of automobiles, 
and all other machines and vehicles, motor electricians, ignition specialists, 
mechanical and electrical engineers, machinists, iron, steel, brass, and other 
m. tal. founders, Ас, and to adopt an agreement. with Fellows & Co. Тһе 
signatories (with one share each) are: E. J. Burrows, 29, Lyndhurst Road, 
Hiphams Park, Chingford, clerk; H. J. Palmer, 157, Offord Road, Barnsbury, 
N.. messenger; Maruherita Newport, 39, Holsworthy Square, W.C., clerk; 
Е. Mitchener, 37, Fontenoy Road, Balham, S.W., clerk; F. H. King, 62, 
Lardon Wall, E.C., solicitor; W. A, Bewes, 2, Harcourt Buildings, Temple, 
Е.С. barrister: J. Barnes, 7, Walcot. Gardens, Kennington, S.E., accountant. 
tinimum cash subscription, seven shares. The first directors (to number 
not less than two or more than seven) are V. L. Fellows, D. V. L. Fellows, 
S. L. Fellows, and Н. M. Allevn (vendors to the company). Qualification 
(except above-named directors), £600, Remuneration, £200 each per annum 
(cLairman £100 extra). Registered office: Cumberland Avenue, Park Royal, 
Willesden. Е 


Faraday & Son, Ltd. (144,736).—This company was 
registered on August Bist, with a capital of £5,000 in £l. shares, to adopt an 
agreement. with Rosa B. Faraday, P. Faraday, and L. DB. Faraday, to carry 
on the business of electrical engineers and manufacturers of electrical fittings 
as formerly carried on by the said vendors at 146.150, Wardour Street, W., 
as Faradav & Sons, The subscribers (with one share each) are: P. Faraday, 
140-150, Wardour Street, W., manufacturer of electrical fittings: L. | 
Faraday, 146-150, Wardour Street, Wa manufacturer of electrical fittings. 
Private company. The number of, directors ts not to be less than two or 
wore than five: the first are P. Faraday and L. B. Faraday (both permanent, 
special qualification, опе sharc) Qualification of ordinary directors, 
shares, Remuneration (except managing director) as fixed. by the. company. 
Solicitors: Redpath, Marshall & Holdsworth, 23, Bush Lane, Е.С 


ee ND усы DONDE DNEPGGE MIC) 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. BE. 


ra 


-- 


Hans Renold, Ltd.—A memorandum of satisfaction m 
ful on August 10th, 1916, of charge dated October. idih, 1915, securing not 
more than £100,000, has been filed, ` 


Brilliant Arc Lamp & Engineering. Co., Ltd.—Particulars 
of £2.500 debentures, ereated August 9th, 1916, fled pursuant to Section 93 
(3) of the Companies (Consolidation) Act, 1908, the whole amount beingg naw 
issued. Property charged : The company's undertaking and property, present 
and future, including uncalled capital. No trustees. : т 


Faringdon Electric Light & Power Co., Ltd.—Particulars 
of £300. debentures, created June 30th, T916, fled pursuant to Section 93 
(3) af the Companies (Consolidation) Act, 1908, the Whole amount being now 
issued, Property charged : The company's. undertaking and property, presont 
ant future, including uncalled capital, No trustees, 


Ilford Dry Battery Со., Ltd.—Particulars of £1,250 
deéhbentures, created August. 23rd, 1816, filet pursuant to Section 93 (3) of the 
Companies (Consolidation) Act, 1908, the whole amount being now Eus 
Property charged | The company’s undertaking and property, present an 
furore, including uncalled capita. No trustees, І 


a . е ^. * 9 
Suffolk Electricity Supply Co., Ltd.—I«sue on July 26th 
of €1,000 debentures, part af a series of which particulars have already Been 
file е : 
—————Áá € —ÁÁ 


а = 
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CITY NOTES. 
The report of the direetors and statement 
of aceounts at December 3ist, 1915, shows 
Electric that the gross receipts amounted to 433,920. 
Tramways, against £51,591 for the previous year, 
Ltd. whilst the net profits earned, before charg- 

ing depreciation, were £7,205, against 

£7,265, the increased receipts being entirely absorbed by p 
extra expenses incurred in nmnproving the service in RAM 
compete with the motor-car tratüc and in the additiona ie 
of operating and maintaining the tramway. There те 
improvement in the business conditions of. Kalgoorlie rn 
the past year, and the tramway 1s still subject to сш е 
from the motor cars. The necessity ot providing for depre da 
tion by means of a fund for. the renewal of the plant, oe 
&c., has for a long time past been before the directors, bus 
the commitments of the company for interest and sinking 


Kalgoorlie 


fund have absorbed the whole of the available profits: from 


i 2 Nd ble to pro 
‚ to time. and it has éonsequently heen impossib 
ide iudi а fund. The “А” stockholders passed а sar wie 
on June 7th, 1915, by which the company was released fro 


adu. ud Sees сг os | | 
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the obligation to provide a fixed sum of £9,000 per annum, 
and a provision that the net profits of the company up to 
£1000 per annum should be set aside for the service of the 
interest and sinking fund was substituted. Before arriving at 
net profits the directors are of opinion that some provision 
must be made towards the expenditure referred to, and they 
have therefore set aside £4,000 for this purpose. During the 
year the tramcars travelled 593,434 car miles, as against 582,114 
car miles in the year 1914, and carried 2,192,135 passengers, 
aa against 2.325.094 in the year 1914. The earnings per car 
mile in 1915 were 13.52d., as against 13.12d. in 1914, with an 
expense of 9.934. per car mile, as against 9.48d. in 1914. The 
number of units consumed in 1915 were 692,935 (£7,939), as 
against 032,165 (£7,242) for the year 1914. During the past 
year the whole of the Boulder Road has been re-made be- 
tween Kalgoorlie and Boulder, and this, in conjunction witl 
the heavy motor-car traffic, has given very bad tracks for 
quick services, and increased power consumption. The "A" 
debenture stock has been further reduced by the sum of 


£1,800, and the amount of stock outstanding at the date of 


the accounts was £48,000. 

At the annual general meeting the CHATRMAN, in moving 
the adoption of the report and accounts, said that the profits 
of the undertaking were still very small. The competition of 
motor-cars still continued, and it was of a most unfair char- 
acter, because the tramway company was compelled to run 
a continuous service for the benefit of the town, whereas the 
motor-cars did just whatever they pleased. running when- 
ever there was a chance of getting good traffic. It was prob- 
able that the scarcity of petroleum would do away with that 
form of competition, but it was doubtful whether they would 
receive any great benefit, so many low-grade mines had had 
to close down and so many miners had joined the fighting 
forces and left Kalgoorhe. For the moment the only thing 
they could do was to go quietly on and hope for the best. 
The first debentures had certainly been reduced to £48,000, 
hut behind those came the second debentures, and unless 
sone miraculous change took place there seemed very little 
penu of anything ever coming to the shareholders. The 
igh cost of labour was against both mining and agricultural 


development, and it was doubtful whether the Transconti- 


nental Railway would bring the benefits anticipated to the 
town. : 
The report was unanimously adopted, and the retiring 
director, Mr. C. C. Baker, re-elected. 


The report for the twelve months ended 
December 31st last states that the gross 
earnings of the companies for the year 
were $1,494,787, a decrease from the pre- 
vious year of $107,213, or 6.69 per cent.: 
operating expenses and taxes, $762,958, а 
decrease of $55,455, or 6.78 per cent.; while the net earnings 
from operation were $731,828, a decrease of $51,757, or 6.60 
per cent. Interest charges during the year were $264,975, 
and sinking fund requirements were $41,500, leaving a surplus 
for the year of $425,353. The directors maintained the annual 


Manila Elec: 
tric Railroad 
and Lighting 
Corporation. 


appropriation for the replacement and renewal fund of $80,000, 


and, deducting this from the year’s surplus earnings, there 
remains an available surplus for the vear of $345,353. From 
this amount there were paid four dividends of 14 per cent., 
making 6 per cent. for the vear, aggregating $300,000, leaving 
$45,353 over all disbursements and reserves, which was trans- 
ferred to surplus account, making total accumulated surplus 
to December 31st last $1,775,835. Against this amonnt was 
charged $55,000 to provide for a special reserve recommended 
‘by the company’s anditors, leaving total accumulated surplus 
and reserves, as per balance sheet, of $1,723,835. In the rail- 
Way department the earnings decreased $107,801 and. the 
operating ‘expenses increased $5,045; in the electrical depart- 
ment the earnings increased $22,138 and the operating ex- 
penses decreased . $42,568. - In the other departments the 
earnings decreased $91,550 and the operating expenses de- 
creased $29,343. Almost all the local industries and business 
houses followed a policy of retrenchment, which caused de- 
creased revenues to the insular and municipal treasuries, 
which, in turn, had to resort to the assessment of additional 
taxes. During the year there were purchased under the sink- 
ing fund provisions of the company's mortgage $37,000 face 
amount of the 5 per cent. 5U-vear first lien and collateral trust 
sinking fund gold bonds, making a total ef $255,000 face value 
of bonds held by the trustee. There were also purchased 
шо the sinking fund provisions of the mortgage of the 

апа Suburban Railways Co. $5,000 face value of the first 
mortgage 5 per cent. 40-vear sinking fund gold bonds of that 
be Dany, Making a total of $19,000 face value of bonds held 

У its trustee. — Financier. 


The report for the year ended December 
dist (as given in the Financial Times) 
states that while the combined earnings 
of the companies in Brazilian currency 
board be; . have fully realised the expectation of the 
years’ tho 8 considerably greater than those of the previous 
converte Tesult is not so satisfactory when such earnings are 
during 1 ae Canadian currency. Converting the earnings 
cr 2 at the average rates prevailing prior to the war, 
over $3 PAID in Canadian. currency would be increased by 
rency ү 000. "The revenue of the company in Canadian. cur- 

venue іда from the year's operation was as follows :— 

е from securities owned and under contracts with sub- 


. Brazilian 
Traction, Light 
and Power Co, 


. 


' ccnt. first mortgage 50-year bonds. 


pay to the ordinary shareholders a further 


sidiary companies $5,339,192, and from interest on advances 
to subsidiary companies $273,683, a total of $5,012,876. De- 
ducting general and legal expenses, administration charges, 
and interest on loans, amounting to $218,074, and the divi- 
dends paid on the preference and ordinary shares, there 
remains а surplus carried forward of $545,421. During the 
first half of 1915, dividends on the ordinary shares at the rate 
of I4 per cent. each were paid on March 1st and June 156 
respectively, As, however, contrary to expectations, the ex- 
cl ange value of the milreis continued to fall, the board decided 
to limit the dividends payable on September 1st and December 
Ist to 4 of L per cent. each, making a total dividend of 4 
per cent. for the year. Although rigid economies have been 
effected, the cost of operation and maintenance has been 
adversely influenced by the rise it the price of materials and 
by the enormous advance in ocean freights. This advance has 
particularly atlected the earnings of the gas business, as owing 
to the requisition by the British Government of some of the 
steamers einploved in the company’s service for carrying coal, 
it became necessary to charter other steamers at rates greatly 
exceeding those which would have been payable under normal 
conditions. 16 is, therefore, remarkable that, notwithstanding 
the adverse circumstances, the results for the vear have been 
so satisfactory, and with a return to normal conditions the 
revenue should be not only equal to that obtained prior to the 
war, but should show a considerable and steady increase. 
Conditions generally in Brazil are showing distinct signs of 
improvement. During the year further shares have been 
acquired in the Companhia Telephonica do Estado de Bao 
Paulo and in the Companhia Rede Telephonica Bragantina, 
and with those subsequently purchased this company now 
holds 95 per cent. of the share capital of each company. This 
ccmpany has also made advances for the purpose of carrying 
out necessary improvements and extensions to the telephone 
systems, which, when completed, should result in material 
ipcreases in the revenue А quarterly dividend of 14 рег 
cent. bas been declared on the preference shares, payable 
October 2nd, to shareholders of record of 15th inst. 


The report for the year ended June 30th 
states that the gross income amounted to 
$7,431,768, and the operating expenses 
and taxes to $3,848,076, leaving net earn- 
ings of $3,583,692; fixed charges absorbed 
$1,580.057, and dividends paid and pay- 
able $1,131,503, leaving $871,831, out of 
which there has been placed to reserve for depreciation, 
amortisation, &c., $550,000, {о reserve for contingencies 
$134,541, and charged off to bond discount $90,000, leaving a 
net surplus of $97,289. The growth in the sale of both gas 
and electricity has been phenomenal, and the increase in the 
sale of electricity has broken all previous records. The gross 
income from sale of electricity was $3,881,665, against 
$3,301,199 in 1915, an increase of $530,466, while the elec- 
tricity sold, Kw.-hours, was 183,475,608, against 126,933,209 in 
1915, an increase of 56,542,398. The power sales department 
is negotiating for power installations aggregating 60,000 н.р. 


Consolidated 
Gas, Electric 
Light & Power 
Co., of 
Baltimore. 


The company is now completing the installation of a steam 


turbine of 27,000 H.P. as an addition to its steam generating 
station. On May 1st last the properties of the Patapsco Elec- 
tric & Manufacturing Co. were formally taken over. 


Stock Exchange Notice.— The Committee has been asked 
to allow the following to be quoted in the Official Last :— 

Mexican Electric Light Co., Ltd.—Deposit. receipts for 5 
per cent. first mortgage gold bonds. | | | 

Mexican Light & Power Co., Ltd.—Deposit. receipts for 5 
per cent. first mortgage gold bonds and 5 per cent. second 
inortgage 50-year bonds. | 

Mexico Tramways Co.—Deposit receipts for general con- 
solidated first mortgage 50-year 5 per cent. gold bonds and 
6 per cent. 50-year mortgage bonds. 

Pachuca Light & Power Co.—Deposit receipts for 5 per 


Underground Electric Railways Co. of London, Ltd.— 
£15,000 additional 6 per cent. income bonds. 


Amalgamated Wireless (Australia) Co.—The report for 
the half-year ended December 318t states that the business has 
been interfered with by the war. ‘There are 85 subsidy ships, 
and the manufacturmg department and training school are 
doing good work. The net profit amounts to £2,230, which, 
with £1,102 breught forward, makes available £3,332, which 
із to be carried forward. The radio-telegraphic traffic for the 
half-year and subsidies amounted to £11,045, and other gross 
profits to £912. The share capital is £140,000, and reserve 
funds £14,112.—Commonwealth Engineer. 


Shawinigan Water & Power Co.—A dividend of 13 per 
cent. for the quarter ended 30th inst. on the common shares, 
payable October 10th to shareholders of record 30th inst., has 
been declared: | | i 

‘Bolckow, Vaughan & Co.—The directors have decided.to 
dividend of 8 per 
cent., less tax, in addition to the interim dividend paid in 


| March last. i 


Newcastle-upon-T yne Electric Supply Co., Ltd.—The 
directors announce an interim dividend of 23 per cent. on the 
ordinary shares, payable 29th inst., less tax. 


~ 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

Markets have been in very cheerful fettle, the excellent 
news from the various Fronts assisting the sentiment, 
although during the early part of the week they were quite 
eclipsed by the general delight over the burning of the 
Zeppelin. In the air there is vague talk of peace, the pro- 
pcsals for which, be it carefully noted, are to come from the 
other side. People are laying their plans, financial and other- 
wise, for what is going to happen upon the conclusion of the 
war; and one man in the Stock Exchange, carried away by 
the fervour of the moment, exclaimed that these are already 
peace markets. Nor did he find much strenuous denial, 
though the statement aroused good-humoured banter. 

Home Railway stocks are once more in a better position. 
'onsiderable buying of the low-priced issues is something of 
a feature. Metropolitans participated in this, and rose 11. 
Districts hardened to 19, though the price failed to keep the 
in.provement. The chief centre of interest is Brighton 
deferred, which has its electrified system, as well as its 
prospects of improved business after the war, to attract 
investment attention. | 

South-Western deferred, too, which has been languishing in 
neglect for some time past, rose a point to 26, at which the 
immediate yield on the money, assuming the dividend for 
this year to be the same as that in 1915, comes out to nearly 
6 per cent. The Home Railway market generally is good. 
Whether it will remain so depends solely upon the continu- 
ance of demand; we have too often seen strength in this sec- 
tion succeeded by prompt return to dullness for the observer 
to place much reliance upon 4 display of improvement. 

The Brazilian Traction, Light & Power Co. has issued its 
third annual report, for the year ended December 8186, 1915. 
The company, of course, draws its revenue from three subsi- 
diaries, the Rio de Janeiro Tramway, the Sao Paulo Tramway, 
and the Sao Paulo Electric Companies. From the earnings 
point of view, the company flourished finely; but in the 
course of conversion the gross receipts of 8 million dollars 
fell to 54 million dollars. ` Each division of the company con- 
tributed improvement to the profit and loss account; and if 
it had not been for the fall in the milreis, the results would 
have been excellent. As it is, however, the company is pay- 
ings 4 per cent.; aud unless the exchange rises, there seems 
to be little chance of this rate being increased. The price of 
the shares fell a point to 611. 

Mexicans, on the other hand, are firmer, with the excep- 
tion of the common shares of the Mexican Light & Power 
Co., which have eased off to 19. The company’s 5 per cent. 
first bonds have advanced to 43, the rise being shared by the 
similar bonds of the Mexico Tramways. 

A meeting of Mexican Light & Power bondholders is to be 
held on October 5th, at which it 1s to be proposed that prior 
lien bonds should be created, to rank ahead of the present 
bcnds as regards principal and interest; while it is further 
proposed that the directors shall be allowed to waive all pay- 
ments of dividends due, or falling due, for such time as they 
shall think fit. Holders of the bonds should make it their 
business to attend the meeting next month, and, pending 
further details, to withhold their support trom one side or 
the other. 

The experience of some of the other utility companies in 
Mexico, Brazil, and the United States has not been generally 
flattering to the holders of the bonds, in those cases, of 
course, where prior lien issues have been sanctioned anü 
made; and proprietors of Mexican Light & Power bonds, 
bearing this in mind, will be well advised to preserve an open 
mind at preseht. At the same time, there is no getting away 
fiom the- unfortunate fact that most Mexican companies 
affected by the rebellion of the past three years must be in 
want of money, and that there is very little chance of the 
British Treasury permitting the issue of fresh capital while 
the war is in progress. Truly the position is a difficult ond, 
and it is hard to know what to do for the best. 

Gains have been secured by the British Columbia Electric 
Railway stocks, the preference putting on 3 points to 70, and 
the deferred at 51 showing a gain of a point. The trainwav 
section is firm as а whole. ^ Brisbane Electric Investment 
ordinary rose to 64, and the preference are better at 41. 

Electric shares have quietly improved. Several of them 
were quoted ex dividend last Thursday, and in some cases 
the deductions, or part of them, have been regained. West- 
minsters rose to 61. Metropolitans are 5s. up at 23. South 
Metropolitans are a good spot, with buyers about at 19s. The 
preference are steady at 22s. ex dividend. General Electric 
ordinary have risen to 131, the preference retaining their rise 
of last week at £10. Edison & Swan 5 per cent. debenture 


stock at 62} is 2} up, and the tone of the miscellaneous 
market is strong throughout. 


British Insulated ordinary put on 5s. at 193. Callenderg at 
the same price are a similar amount better. India-Rubbers 
at 121 are another à to the good; and Henleys at 63 have not 
only recovered their dividend of 5s., but have added an equal 
amount to it. The rises are genuine in every case; and, as 
we have noted before, the demand outstrips the supply. 

Eastern Telegraph ordinary at 149 is a little harder, but 
the other issues in this group show no change. New York 
Telephone 44 per cents. аге par. Orientals are a feature of 
strength, a rise of 3/16 taking the shares to 91, at which the 
return on the monev looks so slender that the expectations of 
an increase in the dividend appear to have good ground. Indo- 
Europeans rose £1 to 49, but Great Northerns, after their 
jump of last week, reacted 10s. to 42. 

The feature of the Marconi market is the strength of 
Americans, the price touching 20s. This was in part a reflec- 
tion of the recovery in American rails brought about by the 
reported settlement of the threatening coal strike, which this 
time last week looked as though it were going to plunge in- 
dustrial America into something approaching chaos. Mar. 
conis themselves are a shade easier at 3 3/16; and there is 
nothing much doing in Canadians, the price remaining at 
half-a-guinea. The Anglo-American stocks, and shares are 
steady, and there is no change in either class of Globe Tele- 
graph and Trust. 

The rubber section. keeps very strong, and the price of the 
raw material revolves around 9з. 3d. per lb. The autumn 
dividends are expected to be uniformly good, and the early 
arrivals foster this impression. There is pronounced strength 
in the iron, coal, and steel list. Copper shares are somewhat 
heavy. Buvers predominate in the armament group, and, 
generally speaking, the industrial market is one of the most 
active in the Stock Exchange. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Home ELECOTRIOITY COMPANIES. 


Dividend Price ; 
fept.5, Rise or fall Yield 
1914, 1915. 1916, this week, — p.c. 
Brompton Ordinary  .. . 10 10 61. — 8 3 
Charing Cross Ordinary . б b *i 618 0 
do. до, do, 4àPref. 4) 4 8 = 8 1 
Chelsea vá а б ee 6 4 8 - 6 18 4 
City of London .. даа ss 9 8 ыа == 610 8 
do. do. 6 per cent. Pref. 6 6 . rd — 617 1 
County of London „э. Ae. | 1 11 — 678 
do. 6 per cent, Pref. 6 6 168 — 518 0 
Kensington Ordinary . 9 7 6 — 6 "78 
London Electric .. x e 4 8 1 == 6 10 Б 
до. do. 6 per cent. Pref, 6 6 FESI == 618 4 
Metropolitan CMM UT "d 8 2 ^1 691 
* do. 44 per cent. Pref. 4 4 3 — 140 
Bt. James’ and all .. 10 8 — 6 во 
South London  .. m e 56 b 9 -_ 8 18 10 
South Metropolitan Pref, s T 1 1 — 678 
Westminster Ordinary .. T 1 el +3 612 0 
TELEGRAPHS AND TELEPHONES, 
Angio-Am. Tel. Pref. .. e 6 6 108 — 616 0 
до. Def, ee ee 80/- 88/6 93. a 1 8 9 
Chile Telephone .. ..  .. 8 1 — 514 б 
Cuba Sub. Ord. .. se . 6 5 — 6 8 6 
Eastern Extension x^ “Л 8 1: — © 76 
Eastern Tel. Ord. AD "A | B 149 +1 5 7 6 
Globe Tel. and T. Ога,., .. 6 q 124 — «6 8 8 
do. Pret. 6 6 104 — 610 4 
Great Northern Tel. .. .. 92 42 — 4 5 49 
Indo-European .. - ғ. 18 13 49 +1 613 8 
Marconi .. ... «oe .. 10 8, — % 8 2 9 
New York Tel. 44 en 6 4 ü 100 + { 410 0 
Oriental Telephone Ord. .. 10 30 2i + ў 4 81. 
United В. Plate Tel... . 8 8 64 — еБ 16 b 
West India and Pan. oe 1 — 14 — = 
Western Telegraph .. .. 1 8 15 — «5 6 8 
Home Бла, 
Central London, Ord. Assented 4 4 14 — 681 
Metropolitan .. ..  .. т 1 252 +4 317 8 
do. District ..  .. Nil Nil 18} — Nil 
Underground Electric Ordmary Nil Nil 113 = Nil 
; do. "A" .. Nil Nil 6/6 = Nil 
do, do, Income 6 6  80xd — 6 14 0 
Forgian Trams, &0, 
Adelaide Sup. 6 per cent. Pref, 6 6 6 — 6 6 0 
Anglo-Arg. Trams, First Pref. 6 8} — 1 6 
do. 2nd Pref. .. 8 os ud 
do. 5 Deb. .. 6 6 16 = 618 1 
Brazil Tractions .. ә és 4 4 61 -1 6 10 Š 
Bombay Electric Pref... .. 6 6 1c +3 6 14 10 
British Columbia Elec. Rly. Pfce. 6 5 72 +8 7 0 
do. do. Preferred — Nil 68 42 . Nil 
do. do, Deferred — Nil bl 41 P 
do. do. Deb. 4à < 68 - 6 Pa 
Mexico Trams 5 per cent. Bonds — N 48 +1 hn 
о. 6 per cent. Bonds — Nil 85 - a 
Mexican Light Common .. Nil Nil 19 -1 К 
до. Pref. .. .. Nil Nil 84 = Ni 
do. lst Bonds .. Nil Nil 48 41 = 
MANUFACTURING COMPANIES, 0 
Babcock & Wilcox — ..  .. M 15 в + С 
British Aluminium Ой. .. 6 7 96j- — 2:00 
British Insulated Ord. .. .. 15 m 1 +4 156 
British Westinghouse Pref. .. 74 1 49/- — 650 
Callnders.. .. .. .. 16 90 194 +t 87e 
до. 5 Ртеї. ae ee 6 6 4 - | b 8 8 
Castner-Kellner ee oe oe 20 — af -— 6 Nil 
do. do. ура .. Ni = 12 — g 0 0 
do. do. 5 percent. Deb. 6 6 624 +2) Bil 6 
Electric Construction ..  .. 6 7à 17,6 = 600 
Gen. Elec. Pref. ee ee ee 6 6 10 — 9 9 
Henley .. А .. 90 % 162xd + } í 6 0 
do. 43 Pref. ee ee ee 4$ 43 4 ха + #8 3 4 
India-Rubber ee ee ee 10 10 12 == 1*6 6 0 
egraph Con, ee ee ee 20 20 & =» 


е Dividends paid free of іпооше мх. 
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METAL MARKET. 
Flactuations in August. 
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^ Canadian Trade.—U.S. Consul G. Willrich, reporting on 
the trade of Quebec Province during 1915, says that the dis- 
turbing influences on the trade and commerce of Quebec 
brought on by the European war were successfully overcoine 
by a gradual process of adjustinent, and by the end of 1915 
general conditions were considered fairly satisfactory. The 
large volumine of munition orders led to the enlargement and 
erection of new plants, and greatly helped to restore com- 
mercial and industrial stabilitv. Other industries and manu- 
facturing plants also felt the impetus caused by the generous 
distribution of orders for war material, so that a great number 
were forced to run at full capacity by the end of the vear. 
One of the principal benefits, however, was the great reduc- 
tion in the number of the unemployed, leading even to a 
scarcity of skilled labour, which was overcome, however, by 
the employment of skilled mechanies brought from the 
United States. The return of prosperity was hastened by a 
realisation of greater economy on the part of all classes of 
the people, coupled with an increased production of food pro- 
ducts and manufactures. 
The exports of aluminium to the United States for 1915 
show a substantial decrease, due to the fact that the require- 
ments of the British Government were in excess of the avail- 
able supply. The only other aluminium works in the British 
Empire, that of the British Aluminium Co., Ltd., in Eng- 
land, is controlled by the Government. Practically the entire 
output of the Shawinigan Falls plant was either sold directly 
to the War Office or supplied to American or Canadian manu- 
facturing plants for the purposes of the British Government. 
Early in 1915 the Canadian Government put an embargo on 
aluminium shipments to countries other than British Pro- 
tectorates, although shipments were permitted to a few 
, American firms working on war contracts. There were ex- 
Ported to the United States from Quebec 17,000 tons more 
of asbestos in 1915 than in 1914, at an increased valuation of 
£121,626. Asbestos is the chief mineral product of this Pro- 
vince. The industry was unfavourably affected by the out- 
break of the war, as Germany and Austria were the prin- 
cipal markets for the higher grades of asbestos. There has 
been an increased demand for this article, however, from the 
United States, Great Britain, France, and Italv, due in a 
Re measure to military and naval requirements. This 
шош greatly revived the industry, which has con- 
Improve ever since. 


Profit-sharing, — Nearly 9,000 employés of the General 

е plant in Schenectady have received their first extra 

in nts as а result of the most successful year in the company’s 

еше ‚ Similar distributions were made to lony-service 

шор т localities. so that about $550,000 was distributed 

next Feb. 0 employés. The second extra payment. to be made 
ruary, will probably be somewhat larger in total. 


NOTES ON OLD AND NEW CONVERTING 
- PLANTS. 


[COMMUNICATED.] 


So far as this country 1s concerned, the first notable 
example of the use of rotary converters was on the 
Central London Railway, for prior to its opening 
in 1900 the few electric railways that existed were 
worked entirely with continuous current. Three- 
phase transmission had, it is true, been adopted on 
the Dublin tramways, but the sub-stations were 
small and insignificant compared with those which 
were set to work on the opening of " The Twopenny 
Tube." The fact that there have been few inter- 
ruptions in the supply on this line shows that these 
early converters, like the remainder of the plant, 
were well designed, although the experience of the 
last 16 vears has led to distinct improvements, and, 
viewed in the light of modern practice, the original 
Central London plant has certain imperfections. 
Not all the early faults of this railway's sub-stations 
were due to inexperience; they were due in a large 
measure to the want of space. The electrification 
of the tube railway running through the heart of 
London incurred many dithculties not met with 
when electrifying the suburban sections of main 
lines, such as those of the South-Western. On rail- 
ways like the latter the plant is not placed in the 
bowels of the earth, but 1s erected in spacious and 
well-ventilated buildings which do not impose 
troublesome restrictions upon the electrical de- 
signers. The converters, transformers, and switch- 
beards are very accessible, and much less dangerous 
than those built in the past, whilst the new methods 
of starting, &c., make the operation of the later 
sub-stations comparatively easy. 

When the Central London Railway commenced 
working, the method of starting rotaries on the 
alternating-current side was, to say the least, crude. 
When the generating plant had been shut down, the 
onlv wav of energising the line afresh was to start 
a rotary on the А.С. side. As the converters were 
not fitted with induction motors, and as there were 
not, in the early davs, any tappings on the secon- 
daries of the transformers, full pressure had to be 
applied to the slip rings. As the machine ran up 
to speed, taking, of course, a verv large current at 
a very low power factor, the field switch was closed 
in the ordinary wav. but sometimes it was closed 
at the wrong instant. The starting operation then 
had to be repeated, for the field switch was not of 
the throw-over tvpe. It was soon seen that what 
was wanted for starting rotaries, by applving 
А.С. to the slip rings, was reduced pressure and 
a throw-over field switch, so that if a machine 
excited with incorrect polaritv, matters could be 
rectified by reversing the direction of the exciting 
current. Hence it is now usual to fit rotaries, 
started in this way, with a throw-over field switch 
and switches or controllers for bringing different 
transformer tappings into use, thus allowing a low 
pressure to be used first, and full pressure after- 
wards. Many rotaries have for a long time past 
been started with induction motors, and, until quite 
recently, it has been necessary to synchronise. But 
the need for this has now been removed by elec- 
trically connecting the induction motor and con- 
verter. Instead of tlie inner ends of the stator wind- 
ings terminating in a star or neutral point, they are 
connected to the rotarv's slip rings. The result 15 
that current passes through the induction. motor 
into the converter, and this current pulls the rotary 
into step. The operator simply closes the a.c. 
switch on the low-voltage contacts, and transfers it 
to the full-pressure contacts'at the proper instant. 

In the direction of inventing methods for regu- 
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lating the. voltage of rotaries, much good work 
has been done. Provided that a wide variation is 
not necessary, it has been usual, for a long time 
past, to insert reactances between rotaries and their 
transformers, or to design the latter with a fair 
amount of magnetic leakage. With a simple vector 
diagram it can readily be shown that when the cur- 
rent leads, as a result of increased excitation pro- 
duced by increased current passing round the series 
windings, the pressure at the slip rings rises, whilst 
when the current lags, as a result of reduced excita- 
tion, the applied pressure is reduced. For many 
kinds of service this method of regulation answers 
admirably; although it is, of course, obvious that it 
precludes the machine from operating at unity power 
factor at. all loads. Sometimes the transformers 
have been provided with tappings and a regulating 
switch for bringing different pressures into use, 
but on large machines this is impracticable, ѓог ‘а 
switch capable of changing the connections whilst 
the machine is running is bulky and expensive. For 
a wide variation, there is nothing better than a 
booster coupled to the rotary and electrically con- 
nected in series between the transformers and the slip 
rings. When the converter has a large number of 
poles it may be expedient to depart from the prac- 
tice of directly coupling the booster to the rotary 
shaft. It may be more economical and convenient 
to use a high-speed booster, driven by a high-speed 
synchronous motor. But in any case it is obviously 
unnecessary to design the booster to deal with the 
full voltage variation required, for by reversing the 
direction of current round its field magnets, the volt- 
age either assists or opposes that of the trans- 
formers. With this system of regulation the rotary 
can run at unity power factor at all loads. 

If a booster be directly connected to a rotary 
converter it acts as a generator when adding to the 
transformer voltage, and as a motor when oppos- 
ing it. In a simple converter—one without a 
booster—the armature currents at unity power 
factor have practically no reaction effect on the 
poles. But a direct connected booster produces an 
additional converter armature current and a re- 
action on the fields proportional to this current. If 
the booster raises the voltage, this additional arma- 
ture current acts on the commutating poles and 
magnetises them in the same direction as the main 
series coils, and when the booster lowers the direct- 
current voltage the additional current demagnetises 
the poles. The effect on commutation is, in both 
cases, bad, for the commutating poles do not pro- 
duce a field proportional to the load. To eliminate 
the trouble various, schemes have been tested. The 
latest and most successful, due to the General Elec- 
tric Co., of America, involves the use of a relay 
with direct and alternating coils and a shunt wind- 
ing on the commutating poles, in addition to the 
ordinary series winding. When the excitation in 
the shunt winding is correct, the pulls of the relay 
coils balance one another. The pull of the a.c. coil 
is proportional to the main A.C., and to the voltage 
of the a.c. booster, whilst the pull of the p.c. coil 
is proportional to the current in the commutating 
windings, and to the p.c. voltage. When the pulls 
are not balanced a contact point 1s moved one way 
or the other, thereby closing a circuit which operates 
a motor-driven rheostat in the shunt winding cir- 
cuit of the commutating poles, and the variation of 
excitation so produced compensates for the reaction 
of the booster currents. 

The early 60-cycle rotary converters, as manv 
engineers know, were very poor machines indeed. 
Fundamentally, the difficulty was one of commuta- 
ticn. At 60 cycles the limitations of peripheral 
speed in machines of considerable output involved 
the adoption of a somewhat exaggerated multipolar 
design, and a large commutator to permit the num- 
ber of segments necessary between poles to give a 
conservative voltage per bar. A 60-c. synchronous 


converter of even a few hundred Kw. capacity had a 
commutator running at an unpleasantly high peri. 
pheral speed, even when chances were taken with 
the voltage between bars. Аб 25 cycles the greatly 
reduced rotative speed made the commutator con- 
struction easier, particularly in the case of machines 
rated at 1,000 KW. or more. Small converters up to 
perhaps 100 kw. could be, and were, readily made 
for 50 and 60 cycles, but at higher outputs 
the difficulties were formidable. Later, 60-cycle 
rotaries were built in modest numbers and, by great 
designing skill, were made to work fairly satisfac- 
torily. But the commutating difficulties were always 
appearing, and for a long time these rotaries were 
not at all popular. Far better results were obtained 
on fitting interpoles. It is claimed that 60-cycle 
rotaries are now nearly, if not quite, as good as 25- 
cycle machines. In the United States many бо- 
cycle machines are at work, but in common with 
this country the opinions of engineers differ, and 
for the higher periodicity circuits motor-generators 
are sometimes chosen. Thé La Cour cascade con- 
verter running at half-synchronous speed is un- 
doubtedly very satisfactory on the higher periodi- 
city circuits, and has met with much favour in this . 
country. If the choice lies between a motor- . 
generator and a 60-cycle rotary, the saving in favour 
of the latter may be considerable. Taking a specific 
case of two 1,500-Kw. sets, Mr. L. B. Bonnett, of 
the General Electric Co., of America, shows in a 
recently published article that by using 60-cycle 
rotaries the gain per annum amounts to no less than 
£1,908. There are, of course, various considera- 
tions which govern the selection of converting plant 
which on the whole are well understood by central- 
station men. 

The speeds of the latest 60-cycle motor-generator 
sets are approximately the same as those of 6o-cycle 
rotary converters. The 1,000-Kw., 720-volt, 60-cycle 
rotaries and motor generators made by the General 
Electric Co., of America, both run at 720 R.P.M., 
and the 1,000-KW., 600-volt machines at 900 R.P.M. 
In sizes above 1.500 KW. it is becoming quite general 
practice to build motor-generators with two direct- 
current machines and one motor, a design that per- 
mits almost twice the speed that would be permis- 
sible with a single generator. The generator of a 
motor-generator can be made to give from a single 
commutator a higher voltage than can be obtained 
from a rotary of standard frequency. But it has 
been found that, in general, the cost of a single 
direct-current machine for a given voltage above 
2,000 is greater on account of its lower speed than 
that of two machines connected in series. Тһе 
higher speed at which the series-connected machines 
work also reduces the cost of the a.c. motor. 

One of the faults of rotary converters is that they 
do not readily lend themselves to converting D.C. 
into a.c. when the load is an inductive one. Before 
satisfactory tripping devices were invented to cut 
out machines in the event of racing, several rather 
bad accidents occurred. The trouble is attributable 
to the fact that lagging currents demagnetise the 
field magnets, and since an inverted rotary runs a5 
a shunt-wourid continuous-current motor, its speed 
is inversely proportional to the field flux interlinked 
with the armature turns. If a leading current were 
drawn from the machine, the field would be 
strengthened and the speed of the rotary would fall. 
To overcome the difficulty the plan adopted has been 
to use a separate exciter driven by an induction 
motor, the current for which is supplied from the 
slip rings of the rotary converter. The exciter has 


to be designed so that a slight increase in speed 


makes a big difference to its volts, so that the field 
flux of the rotary is as nearly as possible constant. 
irrespective of the lagging currents which the 
machine may be called upon to give. The exciter 
must, therefore, work low down on the saturation 
curve. [n .practice, however, rotaries intende 
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always to work in the ordinary way have, as a result 
of some disturbance, become inverted and raced 
with disastrous results. These accidents, however, 
occurred before the introduction of adequate pro- 
tective devices, and it should not be supposed that 
there are serious risks at the present time. One of 
the worst accidents that have taken place as a 
result of rotaries becoming inverted occurred on 
the Commonwealth Electric Co.’s system at Chicago. 
The accident was of such a notable character 
that the main facts connected with it are 
worth recalling. Two large turbo-alternators 
were running on the bus-bars of the station, 
and from these bus-bars a number: of rotary con- 
verters were fed. The rotaries in turn supplied 
direct current to D.C. bus-bars, and to these bars a 
large battery and two large continuous-current 
generators were connected. The first thing that 
happened which led up to the accident was that one 
of the alternator armatures burnt out. Immediately 
the switchboard attendant opened the main switch, 
but omitted to open the field switch. Had it not 
been for the field coils of the machine being burnt, 
nothing further would have happened. The field 
coils of the faulty machine went to earth and par- 
tially short-circuited the exciter which supplied 
exciting current to the burnt-out alternator and to 
the one still running. The exciting current of the 
running alternator was greatly reduced, and the 
rotaries, with a large source of power on the р.с. 
side, supplied А.С. to the alternator and motored it. 
The current which the generator took was, of 
course, a lagging one, which partially demagnetised 
the fields of the rotaries, and their speed increased 
considerably. As the alternator had to run in svn- 
chronism with the rotaries, its speed increased also, 
with the result that the revolving structure "burst." 
The accident served to show that although rotaries 
may not be intended to work inverted, they may 
under unforeseen circumstances do so, and that 
adequate precautions should be taken to meet such 
contingencies. 

What engineers, .especially those interested in 
railways, are beginning to look into is the question 
of employing higher voltagesthan those used 
hitherto. For the first 1,200 and 1,500-volt schemes 
two rotaries were connected in series, and with the 
exception that they were insulated more liberally 
than usual they were built on the same lines as ordi- 
nary 600 and 7§0-volt machines. On the Shildon- 
Newport line of the North-Eastern Railway this 
plan of connecting two machines in series has been 
adhered to, but on the Bury to Manchester lines of 
the Lancashire and Yorkshire Railway, and on 
various lines in America, currents at pressures as 
high as 1.500 volts are taken from single rotaries. 
Even in the early days of high-pressure working it 
was found that twe rotaries in series worked well. 
At the beginning the main trouble was that of flash- 
ing over when short circuits occurred on the line, 
but this was partially remedied by supporting the 
brush gear from the frame of the machine instead 
of from the bearing pedestal. Commutating poles, 
however, have played a big part in the evolution of 
high-voltage machines, as might be expected from 
the fact that with their aid it is possible to increase 
the voltage between commutator bars as well as 
commutator speeds. Rotary converters for periodi- 
cities up to 35 cycles per second are now built for 

D.C. pressures up to 1,500 volts. In the United 


tates a number of 1,200-volt rotary converters have - 


been at work for a considerable time, two of the 
most notable installations, being the  5oo-Kw. 
machines built for the Portland Oregon Railway 
and the Michigan United Traction Co. In the latter 
case two machines are connected in series to give 
2400 volts. For higher periodicities, in the neigh- 
ошоо of 60 cycles рег second, high-pressure 
taking. are not at present made. Оп railways 

8 Current from existing stations working at or 


about 60 cycles, such, for instance, as the Puget 
Sound lines of the Chicago, Milwaukee and St. Paul 
Railway, motor-generators are employed. The line 
pressure on the above lines is 3,000 volts, and each 
converter consists of a synchronous motor driving 
two I,500-volt p.c. generators. On account of the 
cost and constructional difficulties associated with 
the field windings of 1,200- and 1,500-volt machines. 
it has been found convenient in some cases 
to energise the field windings from a directly con- 
nected exciter designed for 125 volts. This exciter, 
however, will not, in the absence of special precau- 
tions, drop its volts sufficiently at times of short 
circuits. To meet the case, a resistance normally 
short-circuited by a contactor is connected in the 
converter field circuit, and when the circuit-breaker 
opens as a result of a '' short," this contactor also 
opens and resistance is interposed in the field cir- 
cult. 

The converters on the Butte, Anaconda and 
Pacific railroad and on numerous interurban rail- 
wavs in Michigan, all consist of two 500-KW. motor- 
driven generators or rotary-converters connected in 
series to give 2,400 volts. This procedure is neces- 
sary when using rotaries on account of limitations 
of design, and when using motor-generators on 
account of cost. When two 1,200-volt rotaries are 
connected in series to give 2,400 volts, the machine 
on the earth side 1s sometimes self-excited, and the 
one on the other side—that is to say, the machine 
connected to the trolley wire—is excited from the 
machine that 1s connected to earth. 

High-voltage р.с. rotaries are usually liberally 
rated. Some have been designed to stand 200 per 
cent. overload for one minute, others 200 per cent. 
overload for five minutes and 100 per cent. over- 
load for half an hour. Those intended for very 
heavy traction service have been fitted with compen- 
sating windings in addition to commutating poles. 
Flashing over at the commutator has in the past 
been one of the main difficulties with which builders 
of rotaries have had to contend, and at the higher 
pressures these difficulties have not diminished. It 
has been found, as a result of careful experiment, 
that the design of the shunt across the commutating 
pole windings has an important influence on how 
rotaries behave on short circuits. If this shunt has 
only resistance, and next to no reactance, flashing 
at times of sudden changes of load is very liable 
to occur. By giving the shunt a proper amount of 
reactance, however, the trouble is greatly dimi- 
nished, for the current then divides properly with 
sudden changes of load. 

The practice of bridging the commutating poles 
with magnetic material has also given good results, 
and when these bridges have been provided it has in 
some cases been possible to work rotaries without 
any shunts at all. Of course, the remedies that have 
been applied to the troubles of the lower-voltage 
machines apply in a great measure to those that’ 
work at higher voltages. For instance, it has long 
been known that short feeders must be avoided. On 
many 600-volt systems where flashing over has been 
a great trouble, marked improvement has been made 
by cutting out the feeders which terminate only a 
short distance from the machines. Any rotary will 
flash over if the short circuit is sufficiently severe, 
and since the severity depends upon the distance at 
which it occurs from the source of supply it is 
obviously inexpedient to have feeding points in the 
vicinity of the machines. Although there are 
now, in different parts of the world, a good 
many H.T. D.C. systems in operation, no serious 
damage as a result of short circuits has been re- 
ported, but, of course, if trouble did arise the prac- 
tice of altering the position of feeding points would 
be applicable. Reactances in circuit with the feeders 
would of course be advantageous, but investigation 
has shown that they are too bulky and expensive. 
A scheme viewed in a more favourable light is to 
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introduce in each rotary circuit a resistance which 
under normal conditions is short-circuited by a 
quick-acting mechanism, which inserts the resistance 
in circuit the moment a *‘ short " occurs. Experi- 


ence indicates pretty clearly that short circuits оп. 


H.T. D.C. apparatus are on the whole less destruc- 
tive than those which occur on 600-volt apparatus. 
It is the amount of current that seems to count, and 
not the pressure. 

Although high-pressure converters are a little 
more likely to flash over than those that work at 
lower voltages, they will not, if properly designed 
and protected, vive appreciable trouble. All con- 
verters have as a result of great perseverance and 
skill been brought to a high state of perfection, and 
thev are a credit to the electrical profession. 


LIGHTING COMPANIES AND LOCAL 
AUTHORITIE S. 


[From 4 LEGAL CONTRIBUTOR.] 


APART from the Electric Lighting Acts, there are certain 
statutes " on the book " which affect the relations between 
electric lighting companies and local authorities. The supply 
at electricity having been in vogue for many years, the ques- 
tions arising on these statutes have for the most part settled 
themselves, but, with a view to enabling our readers to avoid 
such disputes in the future, it may be convenient to refer to 
some of the material sections of these Acts and to the cases 
«decided thereunder. First, as to the right of an electric supply 
company to interfere with the surface of a street or high- 
хау: By Sec. 149 of the Public Health Act, 1875, all streets 
are vested in the urban authority, and, by the same section, 
any person who, without the consent of the urban authority, 
wilfully displaces or takes up, or who injures the pavenient, 
stones, materials, fences, or post of, or the trees in any such 
street shall be liable to a penalty not exceeding £5. 

A question has arisen as to whether this section vests the 
soll cf the highway in the local authority, so as to enable 
them to order a lighting company to remove wires already 
pliced beneath the surface. 


This point was considered in the case of Battersea Vestry 


(St. М агу) c. County of London and Brush Electric Lighting 
Co. (1599), 1 Ch. 474. In that case it appeared that land 
under which a company proposed to run а pipe or drain was 
vested in them for the purpose of their undertaking. Under 
a privete Act a road running over this land had been trans- 
ferred to and vested in a local authoritv. The local authority 
"gave no consideration for the road. On the local authority 
applying for an injunction to restrain the company from lav- 
ing a pipe or drain under or trespassing on the road, it was 
held th:t the road was vested in the local authority only for 
the purpose of a road: that they had no right to the subsoil, 
and consequently that no injunction could be granted. 

Another case decided that the section does not enable a 
Iccal authority to maintain an action for an injunction to 
restrain the erection of a telephone wire across a. street. 

Tt is now well known that a local authority may contract 
with a company to light streets by electricity. In making 
such a contract, the provisions of Sec. 174 of the Public 
Health Act, 1575, have to be remembered. It provides that 
with respect to contracts made by an urban ап огу under 


the Act, the following regulations shall be observed, namely : . 


1. Every contract made by an urban authority whereof the 
Value or amount exceeds £50 shall be in writing and sealed 
with the connnon seal of such authority. 

2. Every such contract shall specify the work, materials, 
matters or things to be furnished, had or done, the price 
to be paid. and the time or times within which the contract 
1: to he performed, and shall specify. some pecuniary penalty 
to be mid in case the temas of the contract are not duly per- 
formed. 


Absenee of a penalty clause renders the contract unenforce- . 


able? In the case of British Insulated Wire Co. v. Prescot 
U.D.C. (1595), 2 Q.B. 463, it was held that this enactment was 
obligatory, end not directory only; so that a contract which 
did not specify any pecuniary penalty could not be enforced 
against the urban authority. 

Alth seh the soil of a highway may. not vest in the local 
authority, so as to enable that body to restrain the suspen- 
sion cf wires over the surface, urban authorities have con- 
siderabte powers as to the regulation of overhead wires. 

Thea by Sec. 13 (1) and (2) of the Public Health Acts 
Ателие Act. 1890, it is provided that * An urban autho- 
rity i.v fron tine to time make, alter, and repeal by-laws 
for pev ction of danger or obstruction to the publie from 
Posts, wi es, tubes, or any other apparatus stretched or placed 


above over. along, or across any street (whether before or. 


after tho : doption of this part of this Act) for the purpose of 


any telegraph, telephone, lighting, railway signalling, or other 
purpose." | 

By such by-laws provisions шау be made for the inspec- 
tion and examination by the urban authority of any such 
posts, wires, tubes, or other apparatus, and for the prohibi- 
tion of any such posts, wires, tubes, or other apparatus being 
or continuing to be stretched or placed as aforesaid in such 
manner as to be dangerous or to cause obstruction to the 
public. ; | 

Again, by Sec. 14 (1) and (2): “If any post, wire, tube, or 
other apparatus so exempted as aforesaid is, during the period 
of such exemption in the opinion of the surveyor of the urban 
authority m such a state or position that immediate danger 
to any person is to be apprehended, he may give information 
to any Justice, who may thereupon summon the owner or 
lessee thereof or other person interested therein forthwith 
to appear before a court of suminary jurisdiction?" The court 
may thereupon: (a) make an order requiring such owner, 
lessee or other person. or all or any of them, to remove or 
remedy the source of danger; or (b) make an order autho- 
rising the surveyor to do so at the expense of such owner, 
lessee or other person, or of all or anv of them; or (c) make 
such other order as may appear to the court under all the 
circumstances of the case to be necessary and proper. 

The provisions of this Act do not, however, apply to any 
works of any undertakers within the meaning of the Electric 
Lighting Acts, 1592 to 1658, to which the provisions of those 
Acts apply. | 

Another Act which is frequently discussed between com- 
panies and local authorities is that known as the Public 
Authorities Protection Act, 1593. To refer to its provisions 
at length is unnecessary: suffice 16 that 1t compels anyone 


' who is suing a local authority to commence his action within 


six months of the injurv; it entitles the successful local 
authority to solicitor and client costs, and it enables the local 
authority to tender amends. Finally. if the court is of 
opinion that the local authority has not been given a proper 
op portunity of tendering amends before the action was 
brought, the plaintiff may have to pay costs if successful. 

Various cases in relation and incidental to the supply of 
electricity illustrate. the effect of this Act. For instance, in 
Ambler v. Bradford Corporation (1002), 2 Ch. 585, the defen- 
dants, in providing a generating station for Bradford, acquired 
some land which adjoined a stream, and upon that they 
proceeded to erect certain sluices, the object of which was to 
divert the stream so as to supply condensing plant placed in the 
works which they erected on the adjoining land. In 1890 a 
heavy thunderstorm burst over the Bradford Valley, filling 
the Bradford Beck and causing a flood, which the plaintiffs 
alleged, by reason of the obstruction of the sluices. and the 
consequent heading back of the water, forced up the water 
on to the plaintiff's premises, causing damage to large quan- 
tities of goods and machinery ‘belonging to the plaintiffs, for 
which they sued the Corporation. and on the trial of which 
judgment was given in favour of the Corporation, with costs 
as between party and party. It was held that the defendants, 
in carrying out the works under the powers conferred upon 
them by their provisional order, were acting in execution of a 
“publie duty or authority " within the meaning of Sec 1. (b) 
of the Public Authorities Protection Act, 1593; that the judg- 
ment obtained by the Bradford Corporation carried costs, to 
be taxed as between solicitor and client; and that the appeal 
would be allowed, with costs as between party and party. 

In another case, Chamberlain v. Bradford Corporation 
(1901), 61 Л.Р. 806, it appeared that а municipal corporation 
acting under a provisional order, hired electricity meters 
from a third person. The plaintiffs brought an action against 
them for infringement of their patent for electricity meters. 
Judgment having been given in favour of the Corporation, it 
was held that the Corporation were entitled, under Sec.'1 (b) 
of the Public Authorities Protection Act, 1893, te costs as 
between solicitor and chent. | 

The protection of the Act does not, however, extend to 
contractors working for local authorities. 06 

We һауе dealt with the general powers of local authorities 
over streets and roads, the contractual relations of lighting. 
companies and local authorities, and the Public Authorities 
Protection Act. There remain to be considered certam provi- 
sions of Acts of Parliament relating more particularly to 
London. | 

The fact that the local authority has general control over 
the streets and roads in its district enables them to alter the 
position of pipes and wires beneath the surface as and when 
oceasion arises. Thus Sec. 98 of the Metropolis Management 
Act, 1855, provides that: “ The vestry may alter the position 
of any mains or pipes in or under such street, such alteration 
ty be made subject to the approval of the engineer. The 
authoritv need not, apparently, replace wires in exactly the 
same position after they have altered the road. In Southwark 
and Vauxhall Water Co. v. Wandsworth Board of Works 
(1808), 2. Ch. 603, it appeared that a local authority, acting 
under the power conferred by the above Act, proposed to 
lower the surface of the streets in their district. Upon motion 
by a water company. whose pipes lay under the streets. to 
restrain the local authority from carrying out their propose 
works without also lowering the pipes at least the same dis- 
tance. it was held that the section imposed no duty upon the 
defendants to lower the plaintiffs’ pipes; that they had in 
no way injured them, or otherwise interfered with them, 
and therefore the plaintiffs were not entitled to the imjunc- 


Vol 79. No, 2.024. SEPTEMBER 8, 1916.) THE ELECTRICAL REVIEW. 


| 219 


EEE EE ee 


tion claimed. The law was thus stated by Chitty, L. J.: 
"Lam unable to find in the section. any express or implied 
duty cast upon the road authority, when they exercise their 
power of altering the level of the road, whether by raising or 
lowering it, to exercise at their own expense their power ot 
altering the position of the pipes for the benefit of the con- 
pany owning the pipes, much less any duty to place the 
pipes at а depth below the new surface corresponding with 
the depth at which they stood below the old surface. 1 think 
no such duty is cast upon the appellants.” 

Although it only concerns — electric lighting companies 
within the Metropolis, the London Building Act contains 
certain provisions With which it 15 necessary Lor the eleetrical 
engineer to be familiar. ‘Thus by Sec. H2 of this Act, it is 
provided that notice must be given where a building structure 
or work is about to be begun, two clear days before it is 
ben. The point of interest is what is included in the 
phrase “Structure or Work.” | | | 

In Whitechapel Board of Works e. Crow (0901), 584 L.T. 
535. the appellants, being a local authority within the meaning 
of the Electric Lighting Acts. 1582 and 1585, had, in pursu- 
ance of those Acts. obtained a provisional order confirmed 
by statute. Under the provisions of that order they con 
atructed boxes in the street in connection with the supply of 
electric light. It was held that such boxes were buildings, 
structures or Works within the meaning of the London Build- 
ing Act, 1594. Sec. 145, and that notice under that section 
must be served on the district surveyor before the erection 
of such boxes. 

This case was followed in Charing Cross & Strand Electric 
Supply Co. v. Woodthorpe (1903), 67 J. P. 256. [It was there 
held that a street box of an electric lighting company, built 
of brick underneath a pavement, and large enough to hold 
aman, is a " building, structure, or work " within the mean- 
ing of See. 145 of the London Building Act, 12554. 

The fact that the company's provisional order requires them 
to pive notice to the Postmaster-General and to the street 
authority of their intention to construct the box. does not 
exclude the operation of the Building Act; and they must 
therefore give notice also to the district surveyor. 

Finally, in the County of London Eleetric Supply Co. v. 
Perkins (1908), 98 L. T. 870, the company had similarly been 
summoned, for omitting to serve a building notice under Sec. 

M3 of the London Building Act in respect of а street box 
which ineasured internally 27 in. in length and width and 
30 in. in depth from the surface of the footway. It was 
argued that the case differed from Whitechapel Board ot 
Works e. Crow (Supra), end Charing Cross & Strand Electric 
Supply Corporation е. Woodthorpe (Supra), for the reason 
that, in the first place, the structure here was much smaller 
than in the previous two cases, and, in the second place, 
notices had been served on the Postinaster-General, Ше 
Borough Council, and the London County Council in accord- 
ance with the company's order. The Court declined to dis- 
tinguish the case from the other two. 


FRENCH ELECTRICAL AND OTHER TRADE. 


SEVERAL reports have recently been made by U.S. Consuls on 
the position of commercial and industrial affairs in France. 
Consut-General Thackara, writing home in April from Paris, 
said :— 

"There was great activity in the electrical industries of 
France during 1915. The plants were kept well employed in 
st}-plying the heavy demands for electrical material of every 
kind for the equipment of factories. There were large orders 
placed for direct-current motors for operating machine tools 
ang other machinery, and important contracts were made for 
the equipment of hydro-electric plants. None of the leading 
French railway companies contracted for the new electrifica- 
tion of their roads in 1915, and trade in material for electrical 
railways and tramways was confined almost exclusively to 
repair work. There was a notable increase in the manufac- 
ture of metal-filament lamps in France during 1915, and the 
output would have been much greater had there not been a 
great scarcity of glass bulbs. But little progress was made in 
th» development. of the small power, half-watt lamps for 
domestic lighting, their use being mostly confined to special 
purposes for army use. There was an increased demand, 
however, for half-watt lamps of higher intensity; that is, of 
200, 600, 1,000,. and 2,000 c.p. Prices in the electric lamp 

trade, which had been seriously depressed by foreign compe- 

tition before the war, became much imore favourable, not- 
withstanding the great increase in the cost of production. 

As a rule all the prices of electrical products have advanced 

cousiderably. As most of the output was furnished to plants 

working on war orders the question of prices was not as 

Irmortant as that of speedy deliveries. 

. The prospects for the French electrical industry appear 
bright. After peace is restored there will be a period of inten- 
Sive activity. Many of the important industrial plants, 
especially mining and metallurgical industries, are situated in 

e invaded districts, and probably have been either destroved 
or badly crippled, and for the re-establishment of these plants 


and for the creation of new industries that are projected for 


manufacturing in France many products that were nnported 
from enemy countries, a great quantity of electrical and other 
machinery will be required. ‘Lhe situation is of intense in- 
terest to American manufacturers, as they will undoubtedly 
be called upon to supply шару of the wants of the French 
сопхишеге,”” 

Mr. W. H. Hunt, writing in the same month from the St. 
Etienne. Consular district, as the result of interviews with’ 
eonipetent authorities, siid :— 

" [he conuneretal. and industrial conditions in the district 
at the close of 1915» were, on the whole, better than it the 
sune period mn 1944. In some dines they were very good, 
notably the remarkable activity in the iron and steel mills, 
Which has been the means of furnishing employment to thou- 
анх of men and women and thus materially increasing the 
purchasing. power of the people. Ё 

"No statisties are obtainable relative to the amount or 
value of the production of iron and steel during 1915, but it 
пау be said that from a low ebb the production has increased 
to such an extent that all former records have been surpo-sed, 
While values have risen steadily with sharp advances during 
the last half of 1915. The mdustries sustained various set- 
hacks during £914, culminating in the demoralisation atising 
through the workmen Бел inobilised at the outbreak ci the 
war, but influences from the same source have contributed 
to the revival While certain phases of the industries are 
obviously temporary, and the permanency of others is doubt- 
ful. 1t is believed. that the headway сапед is likelv to carry 
the Industries into a period of activity extending over several 
years. Every effort is being exerted to cope with the changed 
conditions; new Шз are bene constructed, while furnaces 
are being fired. that had been abandoned for years. A con- 
siderable rise in the prices of all raw materials is reported, 
due in part to the domestic sources of supply being cut off 
by reason of the ore-producing regions being in the possession 
of the German forces, as well as to the unprecedented rise in 
freight charges. Wages likewise advanced 50 per cent., for 
which the increased cost of living, scarcity of labour, and high 
scale of wages paid by the Government factories are chietly 
responsible,” | 

In giving advice to those interested in. sending American 
goods to the market, Mr. IIunt says :— 

“The St. Etienne Consular district being inland, direct 
jnporting. is limited. American goods reach this district 
through large wholesale houses established at Paris, which 
send travelling salesmen periodically through the district. 
There are many useful American-made novelties that could 
be successfully marketed in this district, but the large and 
small local retailers have no facilities nor the required capital 
to carry out the necessary work to create the demand. Some 
plan ought to be worked out that would enable local mer- 
chants to get in direct touch with American manufacturers. 
The attention of American manufacturers and exporters is 
called to the question of corresponding with French mer- - 


-chants in their own language, and the printing of explanatory 


trade literature in French so far as possible. This Consulate 
is ready at all times to render aid of this kind. and local mer- 
chants come to this office regularly with letters and cable- 
grams to be translated. Frequently they are so brief and 
with technical phrases that it is sometimes difficult to put 
them into intelligible French. Timely service of this kind 
during 1915 was the direct cause of promoting several ship- 
ments of American shoes and belting and sole leather valued 
at $30,000. 

“Tn normal times French merchants do not care to рау 
for goods before they are received, and they are accustomed 
to and expect to receive credits varying. froin 30 to 90 days. 
The French merchants want American goods, vet business 
must be done in their way. American manufacturers às а 
rule refuse to quote priees otherwise than f.o.b. New York, 
or more often their home town. With such quotations it is 
difficult, if not impossible, for the French merchant estab- 
lished in an interior district like St. Etienne to figure on this 
basis whether he will be able to sell the desired goods at a 
profi& or not. It is possible that this disinclination on the 
part of American manufacturers to quote c.i.f. prices may 
explain the reason why the merchants 1n this region handling 
certain kinds of American goods prefer to buy them through 
Paris agencies or wholesale importers.” 

The Grenoble distriet report (Consul T. D. Davis) says:— 

“Numbers of responsible business men are anxious to estab- 
lish permanent relations with American houses for the sale 
of American goods, it being the popular view that the United 
States will necessarily supply the greater part of the commer- 
cial and industrial needs of the country after the war. At 
that time there should be a good demand in this section for 
industrial machinery. machine parts and supplies, hardware. 
i and automobiles and motor trucks. There should 
also be a fair demand for electric fixtures. There will be, 
of course, a temporary demand for American manufactures 
of almost every kind, and if articles of good qualitv are 
offered and the price with the freight and tariff added 15 not 
too high. a permanent trade m many lines may be estab- 
lished. A most important matter, however, 1s the attitude 
of the American exporter on the question of credits. There 
are instances where Americans have exacted of French buyers 
of reputed large credit that they deposit the amount of prob- 
able aggregate orders in American banks before shipment 
would be made. In one case a credit of 900,000 francs 
($173,700) was required to be established with a designated 
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American bank. These terms were complied with, and a 
business satisfactory in all other respects has resulted; but it 
should occur to those who desire to establish permanent rela- 


tions with French merchants of the interior provinces that 


these terms will be met only so long as the abnormal condi- 


tions make it absolutely necessary. Unless arrangements can- 


be made through the establishing of better banking facilities 
or otherwise by which credit can be extended to reliable con- 
cerns, permitting at least 30 days, preferably 60 or even 90, 
for the payment for merchandise after delivery, with suitable 
discount for cash payments, the amount of trade that will be 
held in this district against competition will be negligible.” 


+ 


REVIEWS. 


Installations Electriques de Force et Lumiére. Schémas de 
Connexions. By Adr. Curchod. Paris: Dunod et E. 
Pinat. Price 7f. 50c. ' 


A brief preface by M. P. Janet introduces us to this 
extremely practical little work. He remarks that its format 
will permit of its being placed in an inside pocket, next to 
the indispensable slide-rule, and this is true, though we pre- 
dict confidently enough that if it were subjected to much 
pocket use it would soon drop to pieces. We have had occa- 
sion to remark in reviewing other French technical publica- 
tions, that they are very poor examples of the book pro- 
ducer's art. 

Briefly, there are 80 plates, consisting of diagrams of con- 
nections of all kinds of apparatus, with 45 pages of descriptive 
matter, and a feature which we should like to see in our own 
technical literature, viz., a list of the svmbols used in the 
work, with their meaning. 

Forty plates deal with continuous-current installations, from 
ihe single machine supplying a lighting network, with field 
rheostat, voltmeter, and amperemeter, to compound-wound 
machines paralleled on bus-bars to many feeders. 

The next 29 plates deal with alternating-current connec- 
tions, then follow five on the transformation of alternating 
into continuous current, and 12 on miscellaneous apparatus. 

Altogether, this is а useful work for the practical man, 
and the mere tracing-out of the diagrams themselves forms 
an exercise the educational] value of which 1s by no means to 
be despised. Considering the price, however, we must repeat 
that we do think the binding ought to be improved. 


— —————9 o — 


The Dynamical Theory of Gases (Second Edition). By J. H. 
JEANS, M.A., F.R.S. Cambridge University Press. Price 
16s. net. 


While the first edition of this book aimed at developing 
the theory of gases upon as exact a mathematical basis as 
possible, the present edition attempts to render as much as 
possible of the book intelligible to the non-mathematical 
reader; in order to accomplish which the author has divided 
it to a large extent into mathematieal and physical chapters. 
Thus the student whose interest lies chiefly on the experi- 
mental side can get an intelligible account of the present 
state of the subject by reading certain chapters and regard- 
ing the more mathematical ones simply as material for refer- 
ence. | 
The work, of course, is a very complete treatise on its 
subject, and the mathematics is far beyond the range of the 
practical man—even though the latter be very completely 
and scientifically trained. Nevertheless, in the more physical 
parts there are many matters which he can grasp, and which 
are of great interest in these days of atomic and electrical 
discoverv. A very useful idea is that of substituting a two- 
dimensional concept for a three-dimensional one when con- 
sidering the motions of molecules. The molecules are likened 
to billiard balls (for want of more precise knowledge), and as 
it is difficult to imagine in detail the movements of a large 
number of spheres flying about in three dimensions, the 
vessel in which the gas is enclosed is represented by a billiard 
table, the cushions of the latter taking the place of the walls 
of the vessel. It is surprising how many of the properties 
of gases can be illustrated by this imaginary apparatus. 

The author devotes some space to the quantum theory. 
which has of late years rather revolutionised the position of 
the kinetic theory. He illustrates the difficulties encountered 
in the latter by considering the dissipation of energy of the 
biliard balls. For no matter how elastic the billiard balls 
and table may be, the motion of the balls. once started, can- 
not continue indefinitely. The energy dissipated by collisions 
is transformed into energy of internal vibrations. А gas 
should similarly in а short time lose the energy of transla- 
tional motion of its molecules, and replace it by energy of 
internal vibration of these molecules and energy in the sur- 
rounding ether. It does not do so, however, and it was not 
until the quantum theory was introduced that anything like 
a satisfactory explanation could be found. This theory states 
that there is no true analogy between the two cases when 
we consider questions of internal vibrations and transfer of 
energy to the surrounding medium. For the motion of the 
billiard balls is governed by the well-known Newtonian laws, 


whereas the internal motions of molecules, and their transfer 
of energy to the ether, are now believed to be governed b 
an entirely different system of dynamical laws. y 

The author chiefly deals with the quantum theory in the 
last chapter, where he considers it in relation to radiation 

To the physicist—-especially to the physicist who is also a 
mathematician—the book will be found of great value. It 
represents an immense amount of labour, is splendidly 
printed and bound, and contains some 436 large pages. ` 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 


Compiled expressly for this journal by Messrs. W. P. TuowPsoN & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradíord. 


11.836. “ Electricaily-operated clocks, &c." W. Arrptis. August 21st. 

11,884. “ Electric bicycle," J. T. SHaw. August 22nd. 

11,907. ‘‘ Couplings for armoured or protective cables and electric con- 
ductors." V. С. Н. Gipson. August 22nd. 
mih " Magnetos," M.L. Macneto Synpicate & D. K. Morris. August 

n 

11,924. ''Lacquering machines.” 
August 22nd. 

11,944. '' Magnetos." К. Ongp-MacktENzIE. August 23rd. 

11,956. “ Electrical stop-motions for knitting machines." Н. Соішлмѕ, Lro., 
AND W. Н, С. Spencer. August 23rd. 

11,961. '' Mountings for electric, &c., lamps, and fittings thereof.” Sir W.G. 
ARMSTRONG, WirtwortH & Co. AND А. S. CH&ETHAM. August 23rd. 

11,968. '' Electric glow lamps, enclosed arc lamps, &c." С. О. Bastian. 
August 23rd. 

11.972. “ Mine signalling keys." Е. С. Bett, W. C. Davey, THe STERLING 


STERLING TELEPHONE & ELectric Co. 


TrLEPHONE & ErLrcrRIC Co. August 23rd. 


11,982. *''Spark plugs." J. J. Pratt. August 23rd. 

12,013. ‘Sparking plugs for internal-combustion engines.” 
CUNTER & Е. W. Suter. August 24th. 

12,016. “ Electro-magnetic switches.” Britisu 
(General Electric Co., U.S.A.). August 24th. 


BAXTER AND 


TuHomson-Houston Со. 


12,019. “ Primary electric cells." J. W. М№Мсногѕох (С. N. Antonoff). 
August 24th. 

12,033. '' Apparatus [for wireless telegraphy."  MaRcowi's WiRELESS. TELE- 
GRAPH Co. & J. Sr. V. Рьктт5. August 24th. : 

12,043. “ Electrical fuscboards or systems." W. Preston, W. Sanpers $ 


Co. AND A. CRAWFORD. August 25th. 

12,044. “ Electrical fuses, and parts appertaining thereto." A. CRAWFORD, 
W. PRESTON AND W. Sanpers & Co. August 25th. 

12,045. “ Electrical fuseboards or systems." A. CRAWFORD, W. PRESTON AND 
W, Saxnpers & Co. August 25th. | | 

12,063. “ Electric machines." Soc. p'ErEcrRICITE Мимклок. August 25th. 


(France, August 27th, 1915.) му 

12,066. “ Electric resistance elements." British THomsox-Houston Со. 
(General Electric Co., U.S.A.). August 25th. | 

12,070. “ Mouthpiece for telephone transmitters, &c." О. Тнокцк. August 
25th. (Norway, August 25th, 1915.) 

12,090. *'' Telegraph systems, and apparatus therefor.” AUTOMATIC TELE- 


riione MANUFACTURING Co. & S. R. Smitu. August 26th. 
12,099. “ Dry cells.” С. L. Tarver. August 26th. 


LI 


PUBLISHED SPECIFICATIONS. 


A915. 


11,168. MANUFACTURE OF ELECTRICAL CONDUCTOR OR WIRE RETAINING BANDS 
ANS APPARATUS THEREFOR. Е. Fewkes. August 3rd. (Cognate application, 
13,415/15.) 

11.935. ELECTROLYTIC RECOVERY OF ZINC FROM ORES AND OTHER ZINC-BEARING 
MarERIALS. U. C. Tainton. August Sth. 

11,336. Evectro.ytic Recovery OF METALS FROM THEIR SOLUTIONS AND APA 
RATUS THEREFOR. U. C. Tainton. August 5th. І 

11,510. DiNaAMo-ELECTRIC Macuines. U.S, Light & Heat Corporation. 
August 9th. (August 14th, 1914.) | 

11,512. ELECTRIC CONNECTIONS FOR ELECTRICALLY-HEATED [RONS AND LIKE 
Urinsits. C. Kretz. August 9th. 

11,544. Manuractcre oF IwcaANDESCENT Evectric Tames. 
Houston Co. (General Electric Co., U.S.A.). August 10th. 

11,566. ExPLostoN ENGINES COUPLED TO DyNAMO-ELECTRIC MACHINES. Soc. 
Anon. des Etablissements L. Bleriot. August 10th. (September 16th, 1914.) 

11,568. ELECTRICAL TRANSFORMERS. A. Schaanning & С. Harlow. August 
10th. 

11,715. JEWELS FOR MEASURING INSTRUMENTS AND THE LIKE, AND METHOD kl 
MANUFACTURING THE SAME. British Thomson-Houston Co. (General Electric 
Co., U.S.A.). August 13th. | 

11,790. SHORT-CIRCUITING AND BRUSH LIFTING GEAR FOR ALTERNATING-CURRENT 
Motors. Lancashire Dynamo & Motor Co., Н. B. Whitmore & R. J. Roberts. 
August 16th. Iph 

13,391. IGNITION Systems FOR INrERNAL-COMBUsTION Enornes. Н. Randolph. 
September 20th. (December 24th, 1914.) Burt 

13,901. Fittincs For ELECTRIC INCANDESCENT CaNDLE LAMrS. C. H. bur 
and Huntalite, Ltd. September 30th. " 

14,214. ELECTRICAL MEASURING INSTRUMENTS. С. E. Foster. October 7th. 

14,819. INTERNAL-COMBUSTION ENGINES HAVING ELECTRICAL ACCESSORIES: 
Fergusson, October 20th. sins 

14,995. CONTACT-MAKING AND BREAKING DEVICES OF MAGNETO-FLECTRIC MADE 
FOR IGNITION IN INTERNAL-COMBUSTION ENGINES. M. S. Conner. October н 

16,185. Е.всткіс Insucators. А. R. Muller. November 17th. (Patent 
addition, 27,738/12.) 


British Thomson- 


. . tv 

16,540. Егесткіс Batrertrs. Е. C. R. Marks (Interstate Electric Novell} 

Co.. U.S.A.). November 23rd. заб 
17,921. Rotary INTERRUPTER FOR ExeEcrric Ісмітох Devices. Robert P9 


(firm of). December 22nd. (February 18th, 1915.) 


A910. 
5,398. Exectric INsULATING Compositions. E. Soberg & J. Anderson. 
12th. (101,067) А w. О. 
5,680. IGNITION CONTROLLERS FOR INTERNAL-COMBUSTION ENGINES. : 
Kennington. April 18th. (101,070.) 


April 
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INDUSTRIAL PROBLEMS. 


PRESIDING over the Engineering Section of the 
British Association at Newcastle last week, Mr. 
Gerald Stoney delivered an address which is bound 
to attract attention in engineering circles, if only 
for the candour and fearlessness with which the 
author alluded to certain blemishes on the fair fame 
of the industry. His theme was “© errors committed 
in the past " ; some of the points with which he dealt 
have often been referred to in these columns, and 
we welcome the confirmation of our views conveyed 
in his remarks, which we have reproduced almost 
in extenso. 

The want of appreciation of scientific methods, 
and scientifically trained men, amongst engineering 
firms—which, one would think, should be the very 
first to perceive their advantages—with which Mr. 
Stoney opens his address will soon, we hope, be a 
thing of the past; the importance of such aids, 
which under modern conditions are indispensable to 
success, has been recognised in many quarters and 
effectively driven home by the war. In this reform 
the great engineering institutions have played a 
part which reflects credit upon their Councils. The 
value of research, especially on a large scale under 
national auspices, was also fully emphasised by the 
author, and need not be laboured here. But per- 
haps the most noteworthy passages in the address 
are those in which Mr. Stoney discusses the rela- 
tions between employers and employed, and the 
changed.conditions which have arisen from the re- 
placement of the individual employer by the limited 
liability company—a change to which many of the 
Labour troubles of to-day can be directly traced. 

Mr. Stoney explains, in language which any work- 
man can readily grasp, the functions of the capitalist 
and the impossibility of dispensing with his assist- 
ance, but focuses attention on the responsibilities 
which the capitalist must discharge towards the 


workers. the neglect of which is at the root of much - 


of the distrust which so generally reigns between the 
two parties. The propagation of the gospel of ''Wel- 
fare Work," and the carrying into effect of its 


teachings, will go some way to remedy this state of 


feeling and bring about more cordial relations, but 
we believe the crucial questions are concerned with 
the fixation of rates of wages, and the correlated 
question of the amount of work to be done. The 
present system of payment on time appears to us to 
be analogous to selling electricity by contract; the 
amourit of payment is independent of the work done, 
and naturally he who sells the work tries to keep 
down the quantity delivered. A fairer system is to 
pay in accordance with the output, a system analo- 
gous to sale of energy by meter; this involves dis- 
crimination between individual capacities for work. 


But as in electricity supply a still better and more 


equitable plan is to charge a fixed sum plus so much 
per unit, so in the workshop the best system 1s 


that which assures to the workman a reasonable 


weekly wage, plus a bonus depending directly upon 
As Mr. Stoney says, the question is a 
difficult one, and when we come to the adjustment 
of prices for piece-work, the difficulties are multi: 
plied. Yet they must be faced, for the question is 
of fundamental importance. We note that Mt. 
Stoney corroborates the view to which we have 
given expression from time to time, that price- 
cutting on piece work is largely responsible for the 
restriction of output on the part of the men. As he 
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observes, ''If the price has been fairly fixed, why 
should it be reduced because the man makes large 
wages due to his skill and industry? " Тһе em- 
ployer gets the benefit of the increased output with 
practically no increase in the standing charges, and 


"qb is much more important to get large output 


than to pay small wages." There is the case in a 
nut-shell. As the rule that the price must be cut 
if a man makes more than time-and-half imposes a 
penalty on the inferior workmen, who cannot main- 
tain the same rate of output, it is obvious that the 
men in self-defence are simply compelled to set a 
limit to the production per man. The present cir- 
cumstances afford a unique opportunity for putting 
an end to both these evil practices—price-cutting 
and limitation of output. We do not altogether 
agree with the author that it is pleasant to the work- 
man—at any rate, the good workman—to “‘ slack ’’; 
a capable man takes a pride in doing his best and 
quickest, and in this he should be encouraged by 
an adequate reward. ‘The principle of a minimum 
standard wage plus payment in proportion to output 
above a minimum limit, which, as we have pointed 
out, is somewhat analogous to the well-known sys- 
tem of charging for electrical energy, has already 
been adopted in coal mining, and though it pos- 
sesses Obvious drawbacks, it is worthy of careful 
study. The same may be said of Mr. Stoney’s fur- 
ther remarks on works management, which we 
commend to the attention of both employers and 
workmen—as he says, ''what is really wanted is 
common honesty and common sense on both sides, 
for one side is as bad as the other at present." 

Mr. Stoney's severe comments on the conduct of 
the large armament firms in connection with the 
shortage of ammunition, while not directly falling 
within our sphere, cannot be passed over without 
attention. So grave a charge, if it emanated from 
a less responsible source, might be regarded as the 
fruit of prejudice or jealousy, but coming from so 
well-informed and so sincere a critic, it calls for an 
answer from the firms concerned—and especially 
from certain newspapers which threw the blame of 
the shortage upon the late Lord Kitchener. On the 
remaining subjects of the address—combination of 
employers, standardisation of specifications, the 
necessity of research work, and the deficiencies of 
our educational system—few engineers will be found 
to differ from the author, whose outspoken and in- 
structive address deserves the most careful con- 
sideration. ' 


A NOTEWORTHY feature ‘of the 

The sittings of the Economic Science 
Decimal Section of the British Association 
System. last week was the inclusion of a 
paper advocating the adoption by 

this country of the decimal system of coinage, 
weights, and measures. Not the least significant 
fact attending this innovation—for we believe the 
subject has not been touched upon by the B.A. for 
many years—was the identity of the author of the 
paper, Sir Richard Burbidge, who, as the managing 
director of one of our most successful '' stores,"' 
has attained a position of the highest standing in 
commercial circles, whilst the reader of.the paper, 
in the absence of the.author, was Dr. Hunter, of the 
well-known Tyneside firm of Swan, Hunter & Wig- 
ham Richardson, Ltd., who in the main agreed with 
Sir Richard's conclusions. Moreover, Mr. Gerald 
Stoney, President of the Engineering Section, 
strongly supported the proposal, and Sir Henry 
Cunningham, the well-known economist, also advo- 
cated the adoption of the decimal system by our- 
selves, in conjunction with the rest of the English- 
speaking world. Mr. Goriol, an Australian dele- 


gate, stated that Australia and New Zealand were ' 


only waiting for the Mother Country to move, and 
Prof. A. W. Kirkaldy, President of the Section, also 


urged that the Anglo-Saxon world should act 
together in bringing about this much-needed reform. - 

For some time past the daily Press has shown a 
modest degree of interest in the subject, and leader 
writers have urged that the time had come to deal 
with the question resolutely. Hitherto the flabby 
wait-for-a-mandate attitude of our Government has 
been the greatest obstacle to progress,-and we cor- 
dially welcome the accession of the lay Press to the 
ranks of the agitators, as an indication that public 
opinion is being aroused. We have done all that 
se could to stimulate interest in the -subject—our 
readers hardly need be reminded that in October 
and November last year, in a series of articles ex- 
tending over seven weeks, we endeavoured to 
explain the necessity of the change, and to dispel 
some of the illusory ideas which prevail with regard 
to the difficulties in the way of its accomplishment. 
Since then progress has been made—slow, it is true, 
but not less sure for that; the Council of the Institu- 
tion of Electrical Engineers has definitely declared 
in its favour, and other public bodies have expressed 
their approval, while Press references to the subject 
grow continually more frequent. We cordially wel- 
come a leading article in the Daily Telegraph of 
Monday last, on ‘‘ Necessary Reforms,” ‘which con- 
cludes with this admirable summary : — 


Germany and Austria-Hungary recognised many years ago 
the virtues of the decimal system. Their policy of uniformity 
conferred no slight benefit upon them in their relations with 
foreign markets. When peace comes it is imperative that 
this advantage should not any longer be theirs to our injury. 


. This is essentially a matter for the trading communities. 


Their interests are menaced by adherence to a currency and 
system of weights and measures which hinder trading. We 
are inclined to the belief that, as in other reforms, the neces- 
sary changes would prove far less disturbing than is some- 
times anticipated, since the movement would be from chaos 
to order. Once the reforms were carried out, our only wonder 
would be that we had &o long been blind to their advantages. 


— — ————————————— — 


[ч our issue of March 31st we 
drew attention to the proceedings 
at the annual meeting of the 
Metropolitan Electric Supply Co., 
and commented at some length 
upon the satisfactory progress of the company on 
the one hand, and the extraordinary attitude of the 
chairman, Mr. W. H. Cripps, and his colleague, Mr. 
F. L. Harris, towards the development of the power 
load at low prices on the other. Elsewhere in this 
issue will be found the report of the committee of 
shareholders that was appointed at the annual 
meeting to investigate the company’s affairs and to 
consider questions of past and future policy, from 
which it will be found that the committee has im- 
plicitly endorsed every word of our criticism, that 
Mr. Cripps has resigned the office of chairman, and 
that the value of Mr. Highfield’s services to the 
company has been cordially recognised, while his 
policy of development has been strongly recom- 
mended to the shareholders. | : 

No other conclusion could have been attained by 
any body of business men who were acquainted with 
the circumstances and conditions appertaining to the 
supply of electricity on commercial lines, and the 
tendencies of engineering practice at this time, 
which clearly point to the continued adoption of 
electricity for motive power and allied purposes at 
an increasing rate. The committee had the assist- 
ance of experts of the highest standing in engineer- 
ing and finance, whose reports were doubtless of 
very great interest; it is to be regretted that these 
are not to be published, though of course we have 
no fault to find with the decision of the committee 


The Metropolitan 
Electric 
Supply Co. 


in a matter so intimately affecting the company’s 


interests. 

The new board of directors, strengthened by the 
addition of men in the front rank of the electrical 
industries, and provided with full information as to 
the position and prospects of the company. will have 
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a first-class opportunity of guiding its affairs on 
sound lines towards the goal of prosperity, and it 
only remains for the shareholders, at the meeting 


which has been called, to express their approval of 


the arrangement which has been made on their 
behalf by the committee, and to authorise the direc- 
tors to " carry on" in accordance with its recom- 
mendations; we trust that this course will be fol- 
Юе, and that under enlightened control, and the 
able management of Mr. Highfield, who has done 
so much already to improve the company's position, 
the future of this great undertaking will present a 
record of unbroken progress and success. 


—€——————— ————— —————— 


THERE has not been a great deal 
of activity in pig lead in the last few 
weeks, nor has this been possible, 
for the simple reason that the market has been un- 
usually bare of sellers. Itis rather difficult to under- 
stand that buyers were, until towards the end of 
August, constantly bidding up prices against each 
other, seeing that parcels were systematically with- 
held in the absence of offers from the authorities, 
who have the market entirely under their control. 
Certain dealers were apparently short, and, there- 
fore, rather fidgety, and prices eventually rose to 
about £31 10s. for immediate delivery, although no 
business was done over £31 for near shipment. 

In the course of this month there has been a dis- 
tinct change of attitude on the part of consumers 
since the reappearance of offers from controlled 
sources, which has been anxiously awaited. Fair 
quantities have been already released in that direc- 
tion, and probably more lead will come on the mar- 
ket, while the arrivals have been on a more liberal 
scale. That the authorities are now in a better posi- 
tion to afford relief may be attributed to the fact 
that the heavy extra requirements for Russia have 
been met. The market has already yielded consider- 
ably. prices for near positions now being in the 
neighbourhood of £30, though there is still a fair 
demand going on, which, however, is chiefly con- 
fined to near arrivals. Forward positions have not 
attracted quite so much attention, though there is 
no pressure to sell. The position was a few weeks 
ago complicated by the fact that some desilverisers 
were caught somewhat short against outstanding 
contracts entered into with smaller European pro- 
ducers, whose operations were suspended through 
lack of fuel. American metal is free from Govern- 
ment control, but no American or Mexican metal 
is being shipped to this side. America, of course, 
has been competing in other directions, very con- 
siderable quantities having been sold and shipped by 
that country to Russia via Archangel. 

There is apparently not. much surplus available 
for export on the other side at present, inasmuch as 
a good tonnage was also diverted to Canada. 
Domestic consumers were short, and bought freely 
lately, which, coupled with a scarcity of prompt 
stuffs, accounts for the firmness of the trans- 
Atlantic market. Our total imports, as officially 
returned for August, were only 14,960 tons, making 
an aggregate of 108,804 tons for the eight months, 
this showing a deficit of 78,000 tons against the 
same period last year, but these figures are very 
misleading, for they do not include the lead that has 
come in on Government account. Similarly, it is 
probable that the considerable quantities of Govern- 
ment metal diverted to Russia are not included in 
the re-export returns, so that the statistical posi- 
tion cannot be gauged. Yet, there is good reason 
for believing that the total supplies’ that have 
reached this country so far this year are not any- 
thing like so large as in the previous year, when the 
United States contributions were abnormally heavy. 


Pig Lead. 


The French imports have been maintained on a 


heavy scale, chiefly from Spain, the total for the 
frst half of this year being roughly 42,500 tons, or 


some 17,000 tons in excess of the previous year, 
this being, of course, explained by France's huge 
munition requirements. The Spanish exports for 
the same period were, too, very big, an indication 
that production has not suffered very severely from 
the scarcity of fuel. Consumers of red and white 
lead continue to find great difficulty in obtaining 
supplies owing to an acute scarcity, partly attributed 
to labour shortcomings. 


r 
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THE need for a closer co-opera- 
The tion of interests among the leading 
Wire-Drawing British wire manufacturers, as re- 
Industries. gards the retention of trade pre- 
viously done in these markets, and 
the acquisition of new business which has been 
allowed to go elsewhere, has been fairly well 
exemplified in one or two instances during the past 
twelve months. The shutting-out of German wire 
manufactures, which, in the copper section, shared 
far too large a proportion of the home trade in this 
country, and the continued difficulties experienced 
in obtaining shipments from America, have pre- 
sented favourable opportunities for the creation of 
new wire manufacturing businesses on a small scale, 
which, in some cases, have been backed up, guaran- 
teed, and partly financed by leading houses in the 
electrical trades, as a result of the continued failure 
to obtain sufficient supplies elsewhere. i 
In one or two cases the entire óutput of small 
firms drawing the finer sizes has been, we under- 
stand, bought up by one or more important elec- 
trical houses, in order to guarantee the latter a 
continued supply of copper wire. The demands 
made upon these comparatively new firms have, in 
some cases, exceeded their output capacity by two 
or three times, whereas complaints have been heard 
from one or two of the largest wire manufacturers 
in this country of a distinct tendency to slackness 


in the fine-wire department. 


There are, doubtless, other causes responsible for 
this position, but the success of the small firms has 
been attributed, to a large extent, to the fact that 
they have laid themselves out systematically to in- 
quire for new business previously done by the 
German firms and others, with the satisfactory 
results mentioned. | 


s 


| THE German and Prussian. 
e Supply Municipal Council has at last felt 
Question constrained to assume an attitude 


of opposition towards any scheme 
| of Government domination of 
the supply of electricity, such as has been sug- 
gested during the course of the past two or three 
years. It is peinted out that the efforts of various: 
Federal States and of Government authorities in 
Prussian provinces аге being directed so as to secure 
the control of the entire system of supply. Under 
these circumstances the Council, representing the 
municipal and communal authorities, considers that 
these must come forward in defence of an important 
component part of their local government and finan- 
cial interests in electricity supply works. · It is held 
that the aims of the States, if accomplished, would 
lead to an artificial over-straining of the idea of 
centralisation, would be technically objectionable on 
the ground of accidental or malevolent interruption 


in Germany. 


. in the supply from a few large works, and would 


cause financial disaster to numerous existirg works 
which are in a prosperous condition. It is further 
contended that a State monopoly would be pre- 
judicial to the interests of consumers, as it would 
abolish the present advantage of dealing directly 
with individual censumers, and that the sale prices, 
instead of being lower, would probably be highe 
under a system of State domination. | 
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THE FULLER ELECTRICAL MANUFACTURING WORKS, CHADWELL HEATH. 


THE firm of John C. Fuller & Son has been in existence for 
about half a century, the first bank pass-book of their 
present bankers, the National Bank of Scotland, dating back 
to 1865. Mr. John Crisp Fuller, the senior partner, who 
died in 1911 at the age of over 90, was contemporary 
with many of the early eminent electricians. He was 
associated with the Electric and International Telegraph 
Co., the forerunner of the present Post Office telegraphs, in 
its earliest days, and was thus a fellow-worker in electrical 
matters with Mr. Latimer Clark, Mr. Edwin Clark, Mr. 
Varley, Mr. Culley, Sir William Preece, and many other 
well-known men. | 


His energy and capability brought him into contact with | 


many scientific men, amongst them-Michael Faraday, whom 
he had the privilege of assisting in some of his experi- 
ments ; he often spoke of the simple, unaffected modesty of 
that great man.. | 

He was of an inventive turn of mind, and, commencing 
his career as he did, in the early days of practical electric 
telegraphy, he was able to plan aud invent many things 
which were very useful, though they have now ceased 
to be identified with his name. His first patent for 
batteries was taken out in 1858, and this branch of 
electrical work has remàined a speciality of the firm 
up to- the present time. Не had the management for some 
years, in its early days (about 1858), of the India-Rubber, 
Gutta- Percha and Telegraph Works Co., at Silvertown, first 


Later, he and his son, Mr. George Fuller, who is now 
the senior partner, joined in forming the present firm of 
John C. Fuller & Son. At Mr. Fuller's death, the business 


Fic. 3.- LEAD CASTING‘ SHOP. 


was, for family reasons, made into a private limited com- 
pany. There are few English-speaking electrical engineers 


\ 


"i Fig. 1.—ExTEUI0R OF WORKS. 


known as Messrs. S. W. Silver & Co. At that time, when 
the system of electric telegraphy was so new, there were 
very few sources of supply of telegraphic apparatus or 
material ; hence it fell very largely to him to design and 
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Ета. 2.--PASTING SHOP. 


manufacture apparatus, insulated wire, cable, &c., and 
he took part in the instaHation of their submarine cables. 
He afterwards joined Mr. W. T. Henley, and was connected 
with the North Woolwich works for some years. 
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who are not familiar with the name of Fuller—Fuller's 
insulators, Fuller’s bichromate ‘batteries, Fuller’s dry cells, 
Fuller's block accumulators, and Fuller's wire have pene- 
trated nearly all over the world. 
í Owing to the development of the 
business, their old factory at Bow has 
become too: small, and they are now 
installed on about 12 acres of land at 
Chadwell Heath. There the firm have 
built an up-to-date factory and offices, the 
former comprising the Fuller Battery and 
Telegraph Works. the. Fuller Accumu- 
lator Works, the Fuller Wire and Cable 
Works, and (in course of erection) the 
Fuller Carbon and Electrical Works. — . 
The Fuller Accumulator. Co., Ltd.. 
was formed four years ago to develop 
the manufacture on. broader commercial 
lines of the ‘ Block " and plate accu- 
mulators, which was formerly a depart- 
с ment of the parent company, J.C. Fuller 
and Son. The new company has been 
very successful, and the accumulators 
manufactured in its works are very 
widely used. 

‚ The * Block " cell, which has been 
described in ourcolumns, is specially adapted to replace primary 
cells, particularly in connection with Post Office and railway 
telegraphs, and all other signalling installations in which a 
small current is required, as it retains its charge (whew 
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lightly drawn upon) for two years ог more, and, under to guard against injury to the health of the workmen. 
ordinary conditions, requires charging only twice a year. Fig. 3 shows the casting shop, where the lead grids for 
Large numbers have already been installed by Government — * Block" and plate cells are cast. In fig. 2, the pasting 
departments and railways, both at home Tem — | 
and abroad, in substitution for primary 
cells, over which they show a great saving | ó леа: (MOD У, 
in maintenance and depreciation. pasar. "= r$ 
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Messrs, Fuller's were one of the first | Tm ra 
firms to realise the possibilities of the ! | 
accumulator for service in connection 
with motor-cars, and their batteries are 
well Known to motorists everywhere. 
Quite recently the advent of the 
American. car has brought a further de- 
velopment in the shape of the “Sparta ” 
battery for starting and lighting. This 
battery, which was described in our 
isie Of August 11th, is now effectively 
replacing the American accumulator on 
ears running in this country and in the 
Colonies. Messrs. Fuller’s have branches 
and agencies in all the Dominions and 
Colonies, and on the Continent, and are 
continually extending their activities in 
fresh markets. 

We give herewith some views in 
Шей new accumulator shops, which 
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Ес. 4. FOKMING SHOP. 


shop, the iron hoods which almost 
surround the bowls of paste, and are 
connected to air trunks which lead to 
an exhaust fan, are prominent features : 
the grids are pasted by hand, pressed 
in machines, and dried on racks, before 
passing to the forming shop, shown in 
tig. 4. This long room is noticeably free 
from the discomfort sometimes attending 
the liberation of gas and acid spray from 
so large a number of forming benchés. 
The acid can be run off from each com- 
partment into large vats, whence it is 
pumped up into elevated tanks, and gravi- 
tates to the benches without handling., , 

The Fuller’s Wire and Cable Co., 
Ltd., was formed comparatively recently 
to develop the wire and cable business 
of the parent company, and is now 
established in a separate factory, which 
is fitted up on the most modern lines 
and equipped with the latest machinery, 
from the earliest stages of washing, 
mixing, and calendering india-rubber 
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Fie. 5.—RUBBER COVERING MACHINE. 
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Fig. 6.—RUBBER MACHINES AND LEAD PRESS, 


are exveptiomally well lighted and ventilated, and pro- о the final braiding cr lead covering. Every description 
vided with the most up-to-date sanitary precautions of electric-light wire and cable is being manufactured 
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here, and the new factory is already working at full pres- carpente"s' shops are also provided. In another department 
sure on orders which are coming in from all parts of the Mansbridge condensers for telephone work are manufactured, 
world. ! 

In fig. 5 we illus- T SS ae NAEP OD 
trate a new machine TA | 96 SAN ISA PE E LES T ES toma! i 3 


for covering wires Vae СУЧА Ч xp pom Б Н р w d 
with rubber on the | JH SP 
longitudinal lapping 


system, for the 2| 2 8E JH» $ x ШЕРТ: 


highest class of in- 
sulation ; fig. 6 shows 
rubber grinding, 
washing, and mixing 
machines on the left, 
a new lead press in 
the background, and 
on the right two ma- 
chines for covering 
wires with rubber by 
extrusion—a com- 
paratively new pro- 
cess, but well adapted 
to the production of 
thick coatings of 
rubber, such as are 
used for motor-car 
wiring, and for the 
second grade of in- 
sulated flexible. Kach 
machine can turn out 
four miles of flexible 
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Fig. 7.—BRAIDING MACHINES. 


Fuller’s Carbon and, Electrical Co., 
Ltl, is also a development of a de- 
partment of the parent company. Itis 
well known that most of the carbons 
used in this country before the war 
eame from Germany, and on the out- 

AE mec | break of war, manufacturers of babteries, 
Ша Л | ү. | - users of аге lamps, and publie bodies 
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M түзгө ыл ig SA T a MES, = To» hs. generally were confronted with the 
eS Е | problem of obtaining adequate supplies. 

There were very few home manufacturers 
to draw upon, and Messrs. J.C. Fuller and 
Son, Ltd., decided to make the carbons 
which they required for their battery con- 
tracts on their own premises. A complete 
plant was established, and as a de- 
velopment from this a new factory 18 
now in course of erection, where the 
highest class of battery carbons, are 
lamp carbons, flame carbons, &c., will 
shortly be made. The company are 
already producing high-grade battery 
carbons, flash-lamp carbons, and agglo- 


Fic. 8.—Z1INc SHOP. 


(single) a day. There is a great demand 
in this department, both at home and 
abroad, owing to the elimination of 
German goods from the market. Ma- 
chines for brass-armouring motor-car 
wires, laying-up flexible cords, insu- 
lating bell wires, &c., are installed in 
other shops, and we give in fig. 7 a view 
of the braiding machinery, which includes 
a proportion of the latest pattern of 
high-speed braiders. 

Figs 8 and 9 are views in the primary 
battery shops of Messrs. John С. Fuller 
and Son, Ltd., the former showing: the 
zinc shop, where the outer cases are made 
up, and the latter the assembling shop, 
where ordinary types of dry cells and 
the “ Inert ” pattern (which can be kept 
in stock indefinitely, only becoming 
active when water is poured into it) 
are manufactured. The firm make their 
own carbons for these batteries, and 
carry out every process in their manu- Fic. 9.-ParxAnv BATTERY SHOP. 
facture on the premises, where they also | 
have a well-equipped chemical laboratory. Fig. 10 shows merate block electrodes. Although they have found it 
one of the machine shops, where tools, dics, &c., are made : advisable to form separate organisations to deal with the 
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rapidly-growing business in the products above mentioned, 
the parent company have also, in order to cope with the 
increasing demand for primary batteries, condensers, and 
telephone equipment and electrical apparatus, erected a 
new works, which is now fully occupied in turning out 


Fig. 10.— MACHINE SHOP. 


enormous quantities of dry cells and other primary batteries 
and telephone equipment. 

The factories are substantially built, well lighted and 
ventilated, and provision has been made for extension in 
the near future. The power is electric throughout. A motor 
garage has been provided, and we are pleased to add that 
an electric vehicle, propelled by Fuller accumulators, is 
included in the equipment. 


NATIONAL INSURANCE ACT, 1911. 
Extension of Unemployment Insurance. 


Ву JOS. J. H. STANSFIELD, F.C.LS. 


Tae following Order was on September 1st issued 
by the Board of Trade: — 


UNEMPLOYMENT INSURANCE. 

By the National Insurance (Part IL) (Munition Workers) 
Act, 1916, which comes into force on September 4th, 1916, 
the compulsory scheme of unemployment insurance is ex- 
tended to certain scheduled trades and to all workpeople 
engaged in munitions work. Under power conferred by the 
Act, the Board of Trade have now, by Order, excluded the 
following classes of munitions work from insurance :— 

1. The classes of work defined in paragraphs (b) (c) (d) and 
(e) of Section 9 of the Munitions of War Act, 1916. ` 

The manufacture of food, drink, and tobacco. . 

: The manufacture or repair of garments to individual 
order. 

4. The manufacture of constructional glass. 


б. The manufacture or repair of materials wholly or partly. 


manufactured from wool. | 

6. The weaving of cotton articles and subsequent processes 
alied thereto. | | 

It should be noted that if any class of work is insurable 
otherwise than as munitions work, the Order does not have 
the effect of excluding it from insurance. 

Although the purpose of the National Insurance 
(Part II) (Munitions Workers) Act, 1916, is mainly 
to extend the unemployment insurance provisions 
of the National Insurance Act, І91І, to those who 
are engaged in munitions work in the generally 
accepted meaning of the term, it will to a certain 
extent also affect electricity, gas, water, and tram- 
way undertakings. 
section 1 (1) of the new Act extends the provi- 
sicns of the Act of 1911 to a workman within the 


meaning of that Act who (a) is engaged on or in: 


connection with munitions work as defined by the 
Munitions of War Acts, 1915 and 1916. except such 
classes of such work as the Board of Trade may by 
Order exclude, ог (b) is emploved іп a trade men- 
tioned in the first schedule to the new Act, and 
also to his employer as if the work on which he is 
engaged or such trade were an insured trade within 
the meaning of the Act passed in 1911. 


man "' 


In Section 9 (d) of the Munitions of War Amend- 
ment Act, 1916, munitions work was defined as— 

The supply of light, heat, water, or power, or the supply of 
tramways facilities in cases where the Minister of Munitions 
certifies that such supply is of importance for the purpose of 
carrying on munitions work and the erection of buildings, 
machinery, and plant required for such supply. 

A number of electricity and tramway under- 
takings have been certified by the Ministry of 
Munitions, but the Order excludes certified under- 
takings as such from the provisions of the new Act. 

It will be noted, however, that the new Act ex- 
tends to certain trades mentioned in the frst 
schedule, and unden this schedule unemployment 
insurance will now have to be paid by and in respect 
of workmen who were formerly exempt. It may 
here be pointed out (particularly in view of the 
conditions brought about by the war) that ‘‘ work- 
includes female as well as male labour. 

The list of trades mentioned in the first schedule 
is as follows: — 


.l. The manufacture of ammunition, fireworks, and explo- 
зіуев. А 

2. The manufacture of chemicals, including oils, lubricants, 
soap, candles, paints, colours, and varnish: 

3. The manufacture · of metals and the manufacture ог 
repair of metal goods. 

4. The manufacture of rubber and goods made therefrom. 

5. The manufacture of leather and leather goods. 

6. The manufacture of bricks, cement, and artificial stone 
and other artificial building materials. 

7. Saw millings, including machine woodwork, and the 
manufacture of wooden cases. 


The insured trades mentioned in the Act passed 
in 1911, which principally affected electricity and 
tramway undertakings, were: (1) Building (con-. 
struction, alteration, repair, decoration, and demo- 
lition of buildings, including the manufacture `of 
wood fittings, commonly made in builders’ work- 
shops or yards), (2) construction of works, and (4) 
mechanical engineering. 

Electricity and tramway undertakings are mainly. 
affected by the new Act in consequence of the list 
of insured trades now including those engaged in. 


(т) the manufacture of metals and the manufacture. 


or repair of metal goods, and (2) the manufacture 
of rubber and goods made therefrom. | 

To some extent the decisions of the Umpire 
which have been published from time to time will 
be altered. The principal decisions of the Umpire 
affecting the electrical and tramway industries will. 
be found in articles of the writer published in this 
journal in the issues of August r6th and October 
4th, 1912, and January roth, 1913. 

Contributions will apparently now be payable in 
respect of the following operations which were 
formerly exempt: — | 


MECHANICAL ENGINEERING. 


`1. Manufacture of flexible metalli¢ tubing in cold rolling 
process or cold galvanising under electric process, in joining 
up lengths of india-rubber and picking out foreign matter 
from asbestos thread, and in corrugating ribbon metal and 
forming it into metallic tubing. ake 

9. Rolling, drawing, annealing, and pickling seamless steel 
tubes. 

3. Manufacture of tubes from strips and solids, and wholly 
or mainly engaged in grinding. 

4. Making steel welded barrels, drums, and tanks not form- 
ing part of the structure of buildings, vehicles, machinery or 
works. 

5. Making picks, hammers, shovels, &c. 

6. Workmen engaged in makiny metal patterns (other than 
cast-iron patterns) not being for the use of iron, steel. brass 
or other foundries. who are engaged wholly or mainly in 
making castings for use as parts of the products of a 
mechanical engineering establishment. 

ELECTRICAL. ENGINEERING. 

l. Casting and finishing electric light fittings in brass or 
other copper alloy in connection with buildings, ships, and 
vehicles. ‚ ‚ ‚ 

9. Joinery, sawmilling, and wood-turning in connection 
with electric light fittinga and accessories. 

3. Metal enamellers and lacquerers of brass or other metals 
in connection with electric light fittings. 

4. Dismantling electric meters. uu 

5. Manufacture of telephone and telegraphic instruments 
and apparatus. : 
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A MEN 


6. Preparation and repair of removable electric stoves. 
7. Making and assembling electric meters and arc lamps. 


. &. Armature and coil winding, including the assembling 


and insulation of commutators and collectors. 

9. Telephone wiring and repairs. | 

10. Making parts and assembling magnetos and repairing 
same; making switches and cut-outs for motors. 

11. Making scientific instruments. 

12. Making movable electrical cooking and heating appa- 
ratus. 

Т 13. Making lead accumulator boxes or lead linings for such 

oxes. | | , 
CABLES, OVERHEAD LINES, AND STREET ТлснтІхО. 

1. Manufacture of electric cables. 

2. Repairing overhead, third-rail, conduit, surface contact, 
or cable equipments of railroads, tramways, light railways or 
electric power supply, the cost of which is ustally chargeable 
to revenue account. 

3. Making lamp irons and bolts for erection of lamp pillars. 

4. Repairing electric controllers for lighting and extinguish- 
ing lamps. 


5. Jointing cables for repairing or taking branches from 


mains in consumers’ premises. 
GENERATION AND SUPPLY OF ELECTRICAL ENERGY. 
1. Repairing railway sidings. 
2. Repairing electric meters. 
TRAMWAYS. 


1. Repairing tramway lines and repairing a working tram- 


way line. 

This list is not exhaustive, but is given to show 
the general effect of the new Act. 

The application of the Schedule will depend on 
the meanings of the words ''workman"' and 
‘ manual labour.” 

A workman is defined as 
of 16 or upwards employed wholly or mainly by 
way of manual labour,’’ but does not include (1) 
persons under 16, (2) indentured apprentices, and 
(3) foremén or gangers who are not wholly or 
mainly employed by way of manual labour. 

It will presumably exclude those workmen who 
are not wholly or mainly engaged in the trades now 
to be insured. For instance, a linesman who is 
principally engaged in patrolling and inspecting 
overhead lines and equipment would not be insur- 
able, but if he were wholly or mainly engaged in 
repairing the lines, insurance would apparently be 
payable. | 

Arising out of the war, the Act has been passed 
without much attention having been paid to it, but 
the provisions are such that those engaged in the 
electrical and tràmway industries will again find it 
necessary to go through their wages sheets to note 
its effect. 


€ 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


Crompton Half-watt Lanterns. 


To meet the demand for lanterns for use with single high candle- 
power lamps, Messrs. CROMPTON & Co., LTD., of Chelmsford, have 
introduced a series of special designs. Various patterns can be 


Lis 


Fig. 1.—CROMPTON HALF-WATT LANTERN. 


supplied, but for industrial installations the type shown in fig. 1 
is generally recommended. This is a modified form of the well-tried 
design adopted with the Crompton-Blondel arc lamp; all the light 
is thrown downwards, and the renewal cost of glass is small. 


‘any person of the age 


Clear, fluted, or muranese glass can be used, and reduces the high 
intrinsic brilliancy without serious absorption, as in the case of 
opalescent glass. Standard Goliath screw lampholders and anti- 
vibratory brackets are fitted. provision being usually made to take 
]-in. diameter screwed conduit for suspension. 

Where full lighting is not always required, a second small ср. 
holder can be provided below the larger one. 

The fitting, illustrated, will take lamps up to 1,500 watts, while 
the other fittings are designed for up to 1,000-watt lamps. 


Totally Enclosed Brake Solenoids. 


Mr. GEORGE ELLISON, of Victoria Works. Warstone Lane, Bir- 
mingham. recently issued a list of totally enclosed brake solenoids. 
which embodies novel and interesting features. These solenoids 
are suitable for operating the mechanical brakes on cranes and 
winches, and are of massive construction, as shown in fig. 2: they 
are provided with adjustable dash-pot action, to apply the brake 
gradually and release it freely. The frame consists of heavy iron 
castings, bolted together to form an outer yoke, which encloses the 
coil ; a box-shaped casting bolted to one side of the frame encloses 
the terminals. The plunger is of polished steel, and acts both as 
the moving core of the solenoid and as a piston to give an adequate 
dash-pot effect. The coils are very carefully insulatedin such a way 


FiG. 2.—DOUBLE-WOUND MAGNET AND SWITCH. 


as to prevent any possibility of breakdown due to pressure rises on 
the interruption of the circuit, and severe tests have been applied 
to prove their immunity from injury due to damp and overload. А 
small automatic valve, which can be adjusted, regulates the dash- 
pot effect in applying the brake, and affords free movement when 
releasing it. In the firm'8 list No. 327 the characteristics of series 
and shunt windings, temperature rise, ratings, &c., are very fully 
discussed, and ‘cycle curves" showing precisely the ratios of time 
"on" and "off" to maintain various temperature rises for each 
magnet ate given, as well as full details of stroke and maximum 
weight lifted, &c., the whole constituting an admirable technical 
treatise in small compass on this little-known subject. Not least 
important is a set of typical specifications for series and shunt 
magnets, to guide the purchaser in stating precisely his require 
ments, 80 that the makers will be in a position to satisfy them. 


Electrical ‘‘ Outboard ” Boat Motor. 


THE JEWEL ELECTRIC Co., of 112, North Fifth Avenue, Chicago. . 
U.S.A., has placed on the market a neat little electrical outboard 
motor equipment for boat propulsion. The arrangement of the 
motor and propeller is similar to that of the usual petrol motor equip- 
ment, clamped on outside the stern of the boat. The propeller 18 
driven by gearing from the lower end of the shaft, while the motor 
is mounted on the upper end, and above it is the tiller, by means of 
which the propeller can be swivelled round the shaft for steering 
or reversing the direction of the boat. The motor weighs 501b., and 
runs at а speed of some 3,000 R.P.M., the propeller being coupl 
through speed-reducing gear. 

Two 6-volt, 120-ampere batteries are supplied with the equip- 
ment, but the firm have a range of suitable 6-12-volt accumulators 
of 60 to 120 ampere-hours' output. | 

The charging of small accumulators.is not a matter of great 
difficulty at the present day, and the electrical outboard equipment 
has great advantages in the matter of cleanliness and noiselessness 
and freedom from vibration over the usual petrol motor equipment. 


Men Wanted for the R.E.—Men with a knowledge о! 
internal-combustion engines or any branch of electrical engineer 
ing are urgently required for the Corps of Royal Engineers, 
Territorial Force, aged 41 to 47. Personal application should be 
made to the Chief Recruiting Staff Officer, Great Scotland Yard, 
Whitehall, S.W., where all further particulars can be obtained. 


NEN —————— OA GP SS Ed 


Yol 79. No. 2,025, SEPTEMBER 16,191] THE ELECTRICAL REVIEW. 


| 289 


SWISS RAILWAY ELECTRIFICATION. 


THE ST. GOTHARD LINE. 


Durme the early part of the present year, the Board of General 
Managers of the Swiss Federal Railways reported to the Board of 
Directors on the choice of system to be adopted for the St. Gothard 

line, this matter being referred to in our "Railway Notes" on 
^ February 18th last. 

Previous reports had favoured the single-phase system, and they 
were finally confirmed, after considering the progress made in 
direct current and three-phase railway work. According to the 
Electric Railway Journal, it was not considered possible to obtain 
sufficient information at an early date regarding the use of direct- 
current for heavy traction. 

The three-phase system was not considered applicable. on account 
of the impossibility of securing satisfactory speed control, and of 
the necessity for using two contact conductors. 

. The results obtained with single-phase working on the Loetsch- 
berg line, according to the report, are such that this system can be 


attention being called to the fact that after experimenting with a 
3,500-volt line, a 1,200-volt third-rail system was adopted on a 
later section of the same system. The Michigan Railway installa- 
tion at 2,400 volts was also mentioned. In referring to experiments 
on the last-named railway with voltages higher than 3,000, the 
managers state that these did not appear to be of great interest. 
They point out that in their previous report they called attention 
to the necessity of using at least 3,000 volts with direct current, as 
applied to heavy trains moving at high velocity. They state that 
the partisans of the direct-current system, in citing the great 
increase in the length of line electrified with high-tension direct 
current,.or on the point of being electrified, have principally in 
mind cases where light trains are used, or where the voltage is 
less than 3,000. These cages have little bearing upon the present 
one: In Europe there is not a single line of this kind which 
justifies a decision based on immediate experience. At the time of 
the completion of the report, the Chicago, Milwaukee and St. Paul. 
electrification had not developed far enough to furnish data of 
value in connection with the St. Gothard line. Further, there has 
been no opportunity in Europe to experiment with sample direct- 
current locomotives, which would be particularly necessary, as the 
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. THE ST. GOTHARD LINE, NOW BEING ELECTRIFIED. 


recommended without reserve. This opinion is confirmed by the 


developments on the New York, New Haven, Westchester and 
Boston, Boston and Maine, Pennsylvania, and Norfolk and Western 
electrifications in North America. These developments have 
furnished the solution of all technical problems which have pre- 
sented themselves on the federal railway system. The adaptability 
and elasticity of the single-phase current have been well demon- 
strated, and it has been applied for a considerable time and on a large 
scale successfully. In addition, nearly all of the manufacturers 
have participated in the single-phase development. | 

In order to show that the difficulties encountered in single-phase 
development had not been overlooked, the managers give à number 
of examples of difficulties encountered in several installations, 
namely. on the Loetschberg line, the New York, New Haven, and 
Hartford Railroad, the Midi Railway in France, and the Wiesen- 
thal line in the Grand Duchy of Baden. In the case of the 
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manufacturers have not had the occasion to construct locomotives . 
which could serve as models. At the same time, generators suit- 
able for heavy direct-current traction, with large capacity at high 
voltage, have never been built in Europe. Hence, it was not con- 
sidered possible to use the direct-current system for the St. Gothard 
line, because it is not sufficiently perfected in the form necessary, and 
because the line between Erstfeld and Bellinzona could not be of 
an experimental nature, nor could it be partially equipped. 

While stating the above convictions in regard to the single-phase 
system, the report of the board of managers points out that the 
experience with high-tension direct-current traction in America 
and Europe justifies the hope that in the near future it will have a 
value nearer that of the single-phase system. If the latter 
had not been available, experiments with the direct-current system 
for the St. Gothard line would have. been recommended. The 
possibility of using the mercury vapour converter increases the 
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PROFILE OF ST. GOTHARD LINE. 


Lostschberg Railway, one of the difficult problems was the design 
of the locomotives. Even the New Haven Railroad had, until 
within a few years ago, a struggle with various technical difficulties. 

e experience thus gained no doubt influenced the Pennsylvania 
Railroad to adopt single-phase on the Philadelphia electrification 
ш spite of the good. results obtained on three lines of the first 
importance with low-tension direct current with the third-rail 
system. In spite of difficulties on the Midi Railway with inductive 
interference, there is no thought of changing the system. The 


mechanical difficulties on the Wiesenthal line in connection with 


the locomotive have long since been overcome. The results 

obtained by the Swedish State Railway on the Kiruna-Riksgraensen 

line cannot yet be considered definite, on account of the interfer- 
ence with its traffic by the present war, but the experience has been 

Süfllently satisfactory to warrant the equipment of a much 
longer line between Kiruna and Lulea. 

_ The report reviews the progress which has been made in increas- 
ng the voltage on direct-current lines. The managers had followed 
| with: great interest the Butte, Anaconda and Pacifio Railway 

electrification, and the Canadian Northern Railway electrification 

at 2400 volts. The former was only of general interest, because 
the capacity of the single locomotive was small and the speed low. 
The Lancashire ай d Yorkshire electrification was also nrenttowed, 


chances of success of the direct-current system, because this 
apparatus can be properly considered as a means of rendering this 
system more useful in combination with the alternating-current, | 
which tends more and more to be produced in three-phase form at 
50 cycles. This result would be important in the present case, 
because it is probable that in the near future mercury vapour con- 
verters may be constructed for voltages and of capacities to permit 
substituting them for motor-generators in sub-stations for heavy 
direct-current traction. Two of these converters, of small capacity 
and for 600 volts, had been used on a railway in Switzerland with 
good -esults. 

After taking into account all the advantages of three-phase, 
50-cycle current, the decision was reached to generate single-phase 
current in the Amsteg and Ritom power stations. The influence 
that the choice of system by the federal railways would have on the 
relation of the power plants of the country to the railways was not 
overlooked. The railways could, of course, use standard primary 
power with the single-phase system, and even with the direct- 
current system, by the use of sub-stations. However, the desire to 
avoid the transformation of the power from three-phase to single- 
phase form finally led to the conclusion already mentioned. 

It was decided also to plan the two power stations so that when 
fully equipped they can supply power for the entire line from 
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Lucerne to Chiasso. It is expected that means will be found to 
utilise the surplus power of these plants in spite of its form and 
frequency, even if it is necessary at first to transform the greater 
part of the power. Later the entire single-phase capacity at low 
frequency will be needed for traction purposes. 

We are indebted to the Electric Railway Journal for our two 
diagrams. 


ЫХ 


CORRESPONDENCE. 


Lettera received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hace the writer's name and address in our possession, . 


To Go---Or Not to Go? 


In your issue of the Ist inst.. I was much interested in a com- ` 


munication by " Unsettled.” His case being almost a parallel with 
my own, I should like to express an opinion on this important 
matter. 

An unsettled state of mind is our common lot just now, and 
anxiety with regard to one's future is justified by the problem of 
" Labour after the War." Like " Unsettled.” I can claim а good 
all-round experience, both mechanical and electrical. and have 
"seriously thought of going further afield in search of better con- 
ditions and рау. 

This war has certainly upset numerous calculations. and nipped 
in the bud many promising careers. In my own case, though 
electrical engineering (generation and distribution) is my legitimate 
calling, I now find myself. through the exigencies of war, a mill- 
wright in a ‘Controlled Establishment." 

My problem now is. which is the best course to follow- - 
mechanical or electrical  —many positions require a combination of 
both. A further course of technical training, commenced before 
the opening of hostilities, has to remain dormant for the period of 
the war, owing to lack of time for study. 

Undoubtedly, there will be a great demand for engineers, 
particularly in constructional work. on the Continent after the 
war. 

Taking into consideration the slow pace of our Government 
departments. and dim recollections of pre-war rates of pay for 
station engineers—also the present introduction of female labour— 
it is evident that radical changes in economic conditions are 
probable, and between Capital and Labour essential. Patriotism is 
а laudable quality (when not abused by profiteers): then why 
starve it? 

If sufficient inducement were offered, most men would prefer to 
stay in the " Old Country." 

Another point calling for attention is а paragraph appearing 
under " War Items " in your current issue (8th inst.). entitled "A 
Labour Exchange Proposal." If that is any criterion of the official 
attitude towards Labour after the war, then " Go" would be my 
advice. It is nothing less than a determined attempt at “ Con- 
scription of Labour." Our industries are not likely to expand at 
the expense of the liberty of the individual. 

My answer to " Unsettled's" query is the well-worn “Wait and 
see.” Perhaps. by the time peace is declared. Government pledges 
may be worth more, than ink and paper, or the wood comprising 


platforms. 
Nonplussed. 


In reply to your correspondent ' Unsettled," my advice to him 
i8 to clear out at once if he is free to do so. The future does not 
seem to hold much in this country as regards either status or pay 
for the coming engineer. Even at the present time (leaving out 
the dilution of labour) it seems as if the future electrical engineer 
is doomed. Аз things are at present some of our: labourers are 
getting wages which would make the station engineer's eyes dance 
with joy. As for pre-war rates, à good mechanic would run him 
close. 

I will give your correspondent my own experience, which has 
much in common with his own. After a liberal education and 
some mechanical experience in the workshops, to шу great joy 
(now sorrow) I found myself in a power station, and hence regarded 
my fortune as made. This delusion, however, was soon dispelled. 
as, after serving an apprenticeship and learning the outs and ins 
of a system of from one volt to 20.000, І find my -wages are to be 
increased by 5s. (pre-war) on my last year's apprenticeship money. 
with an annual increase of 5s. until a certain . figure is reached 
which is not too high, [ can assure you. а нча 

Well, this, together with the status which .I see some have 
reached after a service of from 10 to 15 years, has made me deter- 
mined to clear out as soon as possible. I might also state that the 
system is one of the larrest in England, representing some millions 
of capital. In conclusion. I wish your correspondent every success 
should he try his venture ‘neath foreign skies. 


Balanced Up. 
The Rewards of Industry. 


One hears and reads. from time to time, advice from various well- 
known men to those who desire to succeed, One favourite piece of 


advice is " Make yourself valuable to your employer, and your. 


reward is certain.” This. on the face of it. sounds alluring, butthe 
fly in the ointment is—what is likely to be the quality of the 


reward? I wonder if many of your readers have had an experience 
similar to mine. 

I was the only electrical engineer on the staff of a firm of 
mechanical engineers. My principal asked me to ‘undertake the 
design of a certain piece of electrically-operated machinery, for 
which he wanted to obtain orders. This embodied automatic 
motor control of a frightfully complicated nature. It was a huge 
undertakiny. as I had no data to work upon, previous attempts by 
other firms to obtain the same results, up to then, not having 
succeeded. However, I tackled the work,.although inventing did 
not come within the scope of my duties. 

I was occupied on this work, from first to last, for eight years. 
My worries were multiplied a hundred-fold by the firm foolishly 
taking orders before the invention was completed. Worse still. 
they took furtherorders for more complicated gears, necessitating 
further inventing work. while I was yet wrestling with the earlier 
orders already overdue for delivery. And to complete my miseries, 
they took the later orders, against my advice, on short delivery. 
with heavy time penalties. 

Now, as to the advice " Make yourself valuable, &c., &c.," I was 
so valuable at this juncture that had I left or died—a not unlikely 
contingency, as [ was nearly driven insane—the firm would have 
been let in for huge penalties, because, there being no time to make 
drawings, a newcomer could not have taken up the threads. 1 
carried the whole scheme in my heád. 

What I went through cannot be imagined or described. For 
four years I only worked and slept. nothing else, day or night. 
holidays and workdays alike. I worked while I ate, and thought 
out details in church on Sundays. I dreamt about “ polarised 
relays," "auxiliary motors," "self-replacing circuit breakers,” * con- 
tactor switches," and а hundred other things, until my brain 
reeled. But the gears wero delivered, though overdue, and they 
satisfactorily ran their guarantees. I finished up with racked 
nerves, injured health, and ruined eyesight. Now about the 
reward. 

My principal offered me the choice of à lump sum or an increase 
of salary. I chose the latter. Now will it be believed that, on the 
death of my principal. the business being carried on for the benefit of 
the widow. 1 was actually deprived of this increase. I dare not 
protest at the time. because I knew, from certain information 
coming to me by a roundabout way, that I would be dismissed if I 
did so. But. after trying for some time, I secured another post, 
and then put in a claim for arrears of salary wrongfully taken 
from me. 1 | 
. The executors. prompted by the person who engineered this 
injustice, pleaded various thin excuses, all of which I easily dis- 
posed of, and they had to admit, in the face of my late principals 
offer and award in writing. that I had some moral claim to redress, 
but, knowing that I was not in a position to take legal action, they 
turned down my claim on the miserable, petty quibble that I had 
no legal claim, as I did not court certain dismissal by protesting at 
first. The executors refuse to say why I was reduced, presumably 
they cannot say. To every question I put the answer was, “I 
refuse to reply." or “І decline to discuss it," and I was told that I 
had no right to know anything. or to demand any explanation. 

Finally, I drove the executors into a corner with such an awkward 
question that the only reply I could get was & refusal to answer 
any more letters. There the matter stands. І am barefacedly 
done out of, to me, a goodly sum which I worked very very hard 
for, I am treated like a felon and refused any explanation whatso- 
ever. Such is my reward. « 

Now, Sir, can you match this for low-down contemptible mean- 
ness? Had I been a " Trade Unionist” my society would have 
taken the matter up and seen it through, but as it is I am merely an 


A.M.I.E.E. 


[If the facts are a3 stated. the writer has our sympathy.—EDs. 
ELEC. REv.] 


SCIENTIFIC AND INDUSTRIAL RESEARCH. 


( Continued from page 264.) 


At the present time activity is as marked in the field of 
ideas as it is in the field of war. The action of the Govern- 
ment in setting up the new machinery for the encouragement 
of research was accompanied, if not instigated, by vigorous 
discussion and debate in the public Press and the learned 
sccieties. The useful work which the Royal Society has done 
for the Government during the war by means of a series of 
special committees, and the attempts of societies such as the 
Chemical Society and the Society of Chemical Industry, to 


` grouse an interest in the application of science to industry an 


the importance of organised effort, led the Royal Society to 
establish a Board of Scientific Societies. Such a scheme can- 
not fail to be of value both to science and to the Council's 
labours. | , 
The British Science Guild has put forth an emphatic mani- 
festo on the importance of science and the need of educa- 
tional reform. The Teachers’ Guild has appointed an 
Education Reform Council, including representatıves 
science, industry, and commerce, while Sir Ray Lankester 
formed a Committee on the Neglect of Science to deal with 
science in the public schools, the older universities, and the 
examinations for the Civil Service. The professors of the 
Imperial College have presented to the Lord President, 88 
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Chairman of their Governors, a memorial dealing compre- 

hensively with the need for a national policy and for a larger 

output of trained men of science, and at a recent meeting of 

the Governors of the College he announced that it was the 

intention of the Government to appoint a special committee 

under his chairmanship to inquire into the position of natural . 
science in our educational system. Ata later date Mr. Hen- 

derson made the further announcement in the House of 

Commons that there would be & reviewing committee which 

wonld consider the recommendations of the proposed special 

- committee on science and any other similar committees which 

might be established to deal with particular aspects of 
education. - . : 

The Advisory Council has been able to assist in the pro- 
duction of special glasses, the making of porcelain for chemi- 
cal ware and pyrometer tubes, and the erection of research 
laboratories and workshops in connection with the Stoke 
School of Pottery. Before the war both earthenware and the 
cheaper kinds of '' bone china ’’ were being driven out of the 
world markets by the hard continental porcelain, and in June 
last year the Staffordshire potters appealed to the Board of 
Trade for assistance in developing the manufacture of hard 
porcelain to compete with the German and Austrian wares, 
with the result that the Advisory Council, after full investi- 
gation, recommended a capital grant, as well as an annual 
grant of £2,000 a year for this purpose. 

Another industry which has suffered much from foreign 
eompetition is that of silk. The Silk Association formed a 
strong representative Research Committee, and the first of a 
o list of problems is now to be attacked at the Imperial 

ege. 
There is growing evidence that many of the most en- 
lightened firms engaged in prosperous industries are alive to 
the need for long views. The engineering trades have always 
been able to hold their own, yet they had become convinced 


before the war that association was necessary, especially in . 


the markets of China and Russia, if they were to compete 
successfully with Germany. The Council understands that 
the British Engineers’ Association, like the British Electrical 
and Allied Manufacturers’ Association, intends to include the 
prosecution of research among its activities. The so-called 
price associations are likely in many cases to extend their 
. functions in this way. In other cases special organisation 
may be necessary. Representatives of over 100 firms engaged 
in chemical industries have resolved ‘‘ that it is desirable 
that British firms engaged in the chemical and allied trades 
should form an association to promote closer co-operation. 
and to place before the Government the views of the chemical 
trade generally; to further industrial research; and to facili- 
tate closer co-operation between chemical manufacturers and 
various universities and technical schools.” A Council for 
organising the British engineering industry formed in Man- 
chester last year has recently combined with the British 
Engineers’ Association; it appointed a committee to consider 


engineering education and research which has declared it | 


to be one of its functions ‘‘ to develop co-operation between 
engineering firms on the one hand and universities and tech- 
nical colleges on the other, so as to establish such ‘ schools of 
thought’ as exist in the research departments of great conti- 
nental and American engineering firms, but cannot be 
fosteted in the comparatively small establishments (and 
smaller research departments) of most British engineering 
concerns." This sentence strikes a new note. for it bases 
the. need for co-operation upon the comparatively sinall scale 
of British commercial enterprises. 

The Council has found that many scientific industries are 
completely without any effective trade associations through 
which their common manufacturing interests and difficulties 
can be approached. It is evident, however, that the diffi- 
culties of tradition. trade organisation, and national tempera- 
ment which stand in the way of combination must be squarely 
faced if progress is to be made. Even those trade associa- 
tions which exist have hitherto shown but a moderate appre- 
ciation of the necessity for research as a means of keeping 
command of the market, unless they see their trade in actual 
danger. So long as an.industry was prosperous it was ant 
to take short views and feel little enthusiasm for systematic 
research, especially if the firms it comprised were small, or 
if the capital engaged. had a speculative value on the Stock 
Exchange. R 

The Council has sometimes found that manufacturers were 
unwilling to trv new developments because they appeared to 
lack any ambition for extension so long as their existing plant 
was fully occupied. A good deal of the inertia which British 
manufacturers have shown towards research may have been 
due to a realisation, partly instinctive perhaps. but partly 
based on experience, that research on the small scale they 
could afford was at best a doubtful proposition. This is one 
of the principal impediments in the way of the organisation 
of research. with a view to the conduct of those long and 
complicated investigations which are necessary for the solu- 
tion of the fundamental problems lying at the basis of our 
$tenle industries. 

The Council is aware, however, that there are substantial 
considerations in the minds of many manufacturers which 
lead them to hesitate in expending large sums for research 
of а comprehensive kind. They have complained that the 
recent substitution of the joint stock bank for private banks 
has hampered enterprise, because the modern bank authori- 
ties are not acquainted with the personnel and policy of local 


firms and are not prepared to finance new undertakings and 
developments in the same way that the private banks did. 
16 has been said that it is no longer possible for a man to 
raise money on his character, and that the conservatism of 
English banking, for which there 1s good reason and justifi- 
cation, makes it peculiarly difficult for any but the largest 
British manufacturing firms to compete successfully for con- 
tracts in foreign markets where long credit is often custom- 
ary. This difficulty led the British Engineers’ Association 
shortly before the war to take steps to form an Engineers’ 
Trust, which would be supported by the firms belonging to 
the Association and furnish the necessary credit, and the 
Board of Trade has established a Committee '' to consider the 
best means of meeting the needs of British firms after the 
war as regards financial facilities for trade, particularly with 
reference to the financing of large overseas contracts, and to 
prepare a detailed scheme for the purpose." 

Great businesses can afford a run of unsuccessful trials, 
because in the end a solution will pay all the costs and put 
them ahead of thcir competitors. Powerful joint stock com- 
penies generally look forward to a distant future, and pursue 
а far-seeing policy. ‘‘They are seldom willing to sacrifice their 
reputation for the sake of a temporary gain; they are not 
inclined to drive such extremely hard bargains with their 
emplovés as will make their service unpopular." This last 
point is of great importance, for the assistance and goodwill 
of the worker are essential to the promotion of industrial 
research. 

The Council has repeatedly been told, when it has urged 
the necessity for expenditure upon research with a view to 
improvements and developments, that there is no security that 
new ventures will not be left, when peace comes, to shift for 
themselves as best they may in face of the highly organised 


competition of our enemies. Organisation can onlv be fought . 


bv counter organisation, and so long as the Englishman treats 
his business house as his business castle, adding to its original 
plan here and there as necessity or inclination directs, with 
his hand against the hand of every other haron in his trade 
and no personal interest in the foreign politics of his industry 
as a whole, it will be as impossible for the State to save him, 
whether bv research or other means, as it would have been 
for King Stephen to conduct a campaign abroad. ln the 
main the State can only effectively help those who help them- 
gelves. 

It appears to be incontrovertible, however, that for those 
industries at least which are essential to the conduct of other 


| important national activities and which are both scientific 


in their character and relatively small in bulk, there is very 
little chance of survival unless special means are taken by 
the State to safeguard them. These are the scientific indus- 
tries—sometimes called key or pivotal or master industries— 
which can never emplov a large proportion of the popula- 
tion because the bulk of their products needed for the world 
trade is inconsiderahle; and yet without them manv other 
trades would languish ог die. If а particular product 1s essen- 
tial to the national safety the case for State action will be 
stronger than if it is not. If the trade to which the product 
isa "key " is relatively unimportant the case will be rela- 
tively weak. It may be desirable for the State to take special 
pains to encourage those scientific industries which are 
recognised to be essential to the national well-being. and to 
assume a greater resnonsibilitv for the cost of the necessary 
research for these industries than would in ordinary cases be 


admissible. 
; (To be concluded.) 


LEGAL. 


ACCEPTING PART OF AN ORDER. 


Ix the City of London Court, on September 7th. before his Honour 
Judge Rentoul, K.C.. а claim was made by Mr. W. Schonfield. 
trading as Schonfield & Co.. London. iron merchant. against Messre. 
Waters & Burgess, motor ‘body builders. St. John Street. E.C.. to 
recover £16 6s. 9d. for 42 gross of nuts and bolts supplied for use 
in motor ambulances. 

Mr. GREENWOOD. plaintiffs’ solicitor, said that as the defendants 
did not get all the goods which they ordered, they thought they 
ought not to pay for those which they had received and used in 
motor ambulances. Under Sec. 30 of the Sale of Goods Act, 
where the seller delivered to the buyer a quantity of goods less 
than he contracted to sell. the buyer might reject them. but if the 
buyer accepted the goods so delivered. he must pay for them at the 
contract rate. He would assume that that was what happened. 
a'though he did not admit it, for it was.not so. The nuts and 
bolts were delivered in December. Seven or eight applications 
were made in writing for payment. Defendants never replied to 
them and never set up any defence until applied to before the 
summons was issued by a trade protection society. Sec. 35 
provided that the buyer was deemed to have accepted the goods 
when he intimated to the seller that he had,accerted them. or 
when the goods had been delivered to him. apnd he did any act in 
relation to them which was inconsistent with the ownership of the 
seller. or when. after the lapse of a reasonable time, he retained the 
goods without intimating to the seller that he had rejected them. 
э MR. WATERS, one of the defendants, told the Court that plaintiffs’ 
representative compelled them to order more nuts and bolts than they 
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really required. When the goods were sent they were less in 
quantity than were ordered, and at the bottom of the plaintiffs’ 
invoice it said “ regret we are temporarily out of items omitted.” 
He had had to make the bolts which plaintiffs had not supplied, at 
` а greatly increased cost, as they were for motor wagons wanted in 


the ambulance service. Surely plaintiffs ought to bear some of 


that extra expense ? 

JUDGE RENTOUL said that was not so. Defendants could have 
rejected the goods which were delivered without any difficulty, 
and obtained the whole order by buying elsewhere against the 
plaintiffs. Defendants chose to take part of them; they should 
have said they would have none of them. They could have bought 
all the goods against the plaintiffs and sued them for the difference, 
Judgment for the plaintiffs with costs. | 


MUNITIONS COURT CASES. 


THE Oldham Munitions Tribunal last week had before it a case in 

which an electrical fitter applied for a leaving certificate from his 
employer&—a local firm of engineers—because he had been de- 
badged by the firm. He had another situation to go to at a con- 
trolled works, and he submitted that the action of his present 
employers in debadging him showed that they considered he was 
no longer on war work. А representative of the firm said they 
did not wish to part with this man until the Army claimed him, 
but he had been debadged by order of the Ministry of Munitions. 
The leaving certificate was refused, Mr. James Hodgson (chairman) 
stating that if they were to grant certificates to all men. who were 
debadged, the Army authorities would have trouble in finding 
them. 


— 
a 


WORKMEN'S COMPENSATION. 


JUDGE SPENCER Носс, sitting at the Wigan County Court last 
week, heard an application by Minnie Eastmead, widow, whose 
husband, Chas. E. Eastmead. an electrical worker, had been killed 
and whose employers had paid into Court £300. The widow was 
left with three children, and his Honour made an order for the 
payment of £20 down. £2 10. а month for two years, and for £100 
to be invested in the War Loan. | 


WAR ITEMS. 


Exports to China.—The = London Gazette ” for Septem- 
ber 8th contains a further lis& of names of persons to whom 
articles may be exported in China. 


Export Prohibitions.—The ‘‘ London Gazette " for Sep- 
tember 8th contains additions, removals, and variations of the 
lists of persons or bodies of persons with whom trading ts 

rohibited in Argentina, Bolivia, Brazil, Japan, Netherlands, 

orway, United States, and other countries 


X-ray Scientists Sacrifice.—A young scientist who has 
distinguished himself by his fruitful research work in con- 
nection with X-rays, M. Maxime Ménard, has had one of 
his fingers amputated as the result of injuries caused by the 
rays. M. Ménard had already lost a finger from the.same 
cause before the war. His studies have greatly facilitated 
the rapid discovery of bullets and shell splinters embedded in 
the bodies of wounded soldiers. 


Patent Rights in Austria:Hungary.—According to the 
Neue Freie Presse (Vienna), an Austrian Government Order 
of August 16th empowers the Minister of Trade to limit or 
cancel the patent rights and the rights in registered designs 
and trade-marks of British and French subjects, on proof 
that such a course is for the public interest, and the rights 
of Russian subjects without such proof.  Royalties for the 
use of patent rights will be charged, and the sums obtained 
upon 
principle as in the United Kingdom.—Financier. 

Russian Government to Regulate Electric Concerns.— 
The Minister of Trade and Industry has submitted a project 
of regulations to the Council of Ministers on the construction 
and maintenance of electric transmission plant. The object 
of the project is to provide encouragement for the formation 
of Russian electrotechnical enterprises. The Minister of the 
Interior has also submitted а project to the Council of Minis- 
ters embracing rules for the organisation of the control of 
electrotechnical equipment in the Empire. 


The Ministry of Munitions.—The following changes in 
the office organisation of the Ministry of Munitions are 
announced :— | 

Sir Glynn West will in future be directly responsible to the 
Minister for the conduct of his department, which deals with 
the manufacture of shells and their components. His title 
wil be Oontroller of Shell Manufacture. Mr. Н. Fowler 
will accordingly be designated Deputy Controller. 

The branches dealing respectively with the supply of 
metals, coal, and other materials, and with machine tools, 
will work immediately under the Director General of Muni- 
tions Supply. Mr. Leonard Llewelyn and Mr. Alfred Her- 
bert thus become Deputy Directors-General. Mr. John Hnnter 
has become responsible for the branch which deals with the 
production of steel. | 


of by the Minister of Trade—probably on the same - 


Enemy: Goods in Australia.—Reuter reports from Mel. 
bourne that the Government recently decided that enemy 
goods imported before the war must not be sold by wholesale 
houses after September 30th nor retail houses after Nov. 
ember 30th. The dates have now been extended in the one 
case to October 318. and in the other to December 8184. 


To be Wound Up.—The Board of Trade has ordered the 
following companies to be wound up :— 

Switchgear Construction Co., Ltd., Park Street, Southwark, 
S.E., electrical engineers. Controller: J. H. Stephens, 6, 
Clement’s Lane, E.C. 

Turner & Burger, 149, Farringdon Road, E.C., electrical 
accessories merchants. Controller: J. E. Percival, 6, Old: 
Jewry, E.C. 


Enemy Firms in Italy.—Enormous amounts of German 
and Austrian property in Italy are affected by the Decrees 
regarding the sequestration of enemy concerns. Amongst the 
latter are the firm of Róckling, with a stock of iron and steel 
valued at £40,000, the Milan Krupp Works, and the Austrian 
firm of Ganz & Co., which, under the guise of an Italian 
company, held a Yeu. important contract for the supply of 
electricity to Rome from the River Anio. 


Employment of Aliens.—An Order in Council makes the 
following addition to the articles under the Aliens Restriction 
(Consolidation) Order, 1916 :— 

As from and after October 1st, 1916, a person shall not take 
steps to obtain the services for work other than munitions 
work in the United Kingdom of aliens or any alien not in the 
United Kingdom except with the permission in writing of 
the Board of Trade, and subject to such special or general 
conditions as the Board of Trade may impose. 


British Property in Germany.—British subjects who own 
property in enemy territory, or have claims to prefer against 
enemy Governments or persons, are called upon by a recent 
Royal proclamation to submit details of such interests or 
claims at once to the authorities, unless they have already 
voluntarily made such returns. The officers appointed to 
receive such returns are :— | 

(а) In the case of property in enemy territory and of 
claims against enemy persons, the Public Trustee, Kingsway, 
London, W.C. | 

(b) In the case of claims against enemy Governments, the 
Directors of the Foreign Claims Office, Foreign Office, Lon- 


| don, S.W. 


Foreign Capital in Spain.—An ае survey of the 
magnitude of foreign: financial interests in Spain from the 
standpoint of the industrial development of the country has 
just been published in Madrid. It refers to joint stock com- 
panies domiciled abroad and carrying on industrial works in 
Spain, and shows the astonishing fact that out of the total 
amount of £73,400,000 invested by foreign companies for 
these purposes, the shares held by Germany does not reach 
£1,000,000. The following figures are worthy ‘of note as indi- 
cating the amounts invested by the nations concerned in the 
industries mentioned :— 


ELECTRIC LIGHTING. £- 
Belgium 160,000 
France 872,000 
England 5,062,000 
Total ^ m. Ds £5,594,000 

RAILWAYS AND TRAMWAYS. 

Belgium 2,939,000 
France Е oe. TP ү, .. 4,186,000 
England i, a. ae. диз 365,000 
Total ^... ss £7,440,000 
METALLURGICAL INDUSTRIES. i 

Belgium M DN - a T 240, 
France 7 "T ra M Ин 240,000 
England ых ы бє Мы ш 25,000 
Total. £505,000 
| | MINING UNDERTAKINGS. an 

England 14,459, 
ae 7,014,000 
Belgium 9,766,000 
Germany 800,000 
Switzerland 104,000 
. Total .. £25,143,000 


We leave out of consideration other industries in which 
foreign capital is interested, but sufficient has been shown to 
demonstrate the enormous preponderance of the Allied nations 
in the industrial development of Spain. Under these circum- 
stances, it is scarcely surprising to find the Madrid Mundo 


asking what would happen if through Spanish hostility to- 


wards the Allies the latter were to withdraw from the coun- 
try such an immense sum as is cited, and which has 80 
largely contributed towards the economic advancement of the 
country. The newspaper states that, after reading the figures 
and meditating on them, no one who has the, welfare of the 
country at heart could possibly believe in the adoption by 
Spein of a Germanophile policy at the present time. 


a 


vol 19, No. 2.025, SEPTEMBER 15.191] THE ELECTRICAL REVIEW. 293 


The Rassian A.E.G.—The Russian A.E.G., whose works 
until the beginning of the war were situated at Riga, whence 
the machinery and plant were subsequently removed into 
the interior, is reported to have experienced a satisfactory 
period in 1915 as a result of the work carried out at the new 
ite. where operations are exclusively devoted to Army re- 
cuirements. А new war department. at a cost of £150,000, 
was established last year, together with a special artillery 
department. The import of foreign materials and parts, the 
пск of which formerly interfered with the activity of the 
works, has now assumed a regular course, the company for 
this purpose having entered into relations with the United 
states General Electric Co. and the British Thomson-Houston 
Co. After allocating £47,000 to the depreciation fund, the 
xiounts for 1915 show net profits amounting to £223,000, 
a compared with £206,000 in 1914, and it is proposed to pay 
a dividend of 10 per cent. on the share capital of £1,200,000, 
teing the same rate as in the preceding year. It has been 
jwided to increase the share capital by £1,200,000 to 
£400,000, although the first instalment of the new emis- 
sion will comprise £800,000. An addition has been made to 
the company’s statutes in the sense that only directors who 
are Russian subjects will be entitled to be present at general 
meetings. The German banks, which formerly issued Rus- 
san A.E.G. shares in Berlin, are watching developments in 
connection with the new issue of shares with а view to 
afeguarding, as far as possible, the interests of present Teu- 
tonic shareholders. 


The South African Siemens Company.—According to 
veral newspaper reports which have veen sent to us, the 
urectors of Siemens, Ltd., applied in July, to Judge-Presi- 
int de Villiers in the Rand Division of the Supreme Court, 
br an order to place the company in liquidation. They de- 
eared that they were not prepared, in view of the fact that 
1! the shares were registered in the names of enemy sub- 
jects, ог Were in the possession of the Deutsche Bank, to 
accept the responsibility of continuing in office. The directors 
further declared that it was found, in the circumstances, 
impossible to carry on the business of the company. They, 
therefore, had resolved to petition the Court to put the com- 
rany in liquidation, considering that it was just and equit- 
she that the corapany should be extinguished. 

Mr. MacWilliam, who appeared in support of the company's 
tition, stated that although there was no necessity to do so, 
the directors had notified the Treasury that the application 
to the Court was being made, and the Treasury had replied 
that the Department would not object to the liquidation pro- 
vided that all moneys realised on behalf of enemy share- 
hniders should be paid to the Treasury. M 

The Court granted a provisional order of liquidation, the 
Jwige-President observing that as the nature of the applica- 
iin was without precedent, he thought the Court should 
name a fairly distant return date. The rule was made return- 
i^ on October 26th. Mr. J. V. Stanton was appointed pro- 
“ional liquidator. Mr. Stanton was appointed manager of 
the company when Mr. E. С. Weyhausen, then manager, 
retired, on being placed in internment at the Martizburg 
lrisoner-of-war camp, from active participation in the affairs 
cf the company. | 

Mr. J. V. Stanton, the provisional liquidator, writing to 
"ne of the newspapers referred to, says :— 

"The resolution that an endeavour be made to place the 
«Anpany in liquidation was passed on February 5th last, i.e., 
tnor to the introduction of the Trading with the Enemy 
bil The delay in filing the petition was due to the neces- 
"tv of bruging certain existing contracts to a stage which 
would allow of liquidation. Further, this resolution was 
Pied at the first meeting after ine Iccal directors received 
r first intimation from Messrs. Siemens Bros. Dynamo 
“orks, Ltd.. London, that Siemens, Ltd., had ceased to be 
1 "ranch of the former company. Up to that date Siernens, 
td., had always been in the position of a branch of Siemens 
Bios. Dynamo Works, Ltd., by whom the local management 
nd been appointed, and by whom the business of Siemens, 
td. had been controlled. | 
» The local directors have not been endeavouring to 
"еп out the business for the benefit of enemy share- 
о but have taken the first possible opportunity—since 

ry became aware of the true position of the company—to 


je to the Court to relieve them of their false position and 


lk 
reaSüry 


ps Colliery Plant Shut-down.—Captain R. G n, who 
i rance, writes us as follows:—'' This area absolutely 
that it Tee items of engineering interest, and I really think 
hin § survive the war I shall have to conduct an Institu- 
man S IDEE Meeting round the various places. For: in- 
nance) yesterday, my professional instinct being (for the 
ths. én Superior to that of personal safety, I crawled into 
vinding 00 of a colliery which had adopted electrical 

‚ about 600: yd. from the Bosch. Meter cases and 


ol SW] 
CURT lay all over the floor, a 25-panel grey marble 


had а shell-hole through the middle, leaving - 


net , 

A tangi] Згод ізег, and feeder switches at all angles, and 

mass of bus-bars behind. The motor of a large 

| otor-driven pumping set had left hurriedly, half 

less in eoet case, and some of the shaft, remaining more ог 

ad received. The stator winding of the main winding set 
ed а fragment of H.E. into its bosom, while 12 in. 


"V them to place their assets at the di-posal of the 


and 18 in. cast-iron pipes were well ventilated. Stewart, who 
was with the Westinghouse, naively remarked: 'I suppose 
it's all dead’! This week the French have installed static 
transformer gear in а dug-out on the lee side of a railway 
cutting, about 6,000 yd. from the Bosch, and intend operat- 
ing an old 6,000-volt pole line to another colliery almost 
immediately—a definite proof of their optimism.” 


Moscow and the 1886 Co.— he '* Novoie Vremva " says 
that the Moscow Chief, M. B. Chelnokotf, has returned there 
from Petrograd, where he had been to consult with the com- 
petent authorities on the town's relations with the 1886 
company. The President of the Council of Ministers, B. V. 
Sturiner, said that he had not changed his attitude towards 
this company, and he considered its liquidation a matter of 
the near future. The Ministers of the Interior and of Justice 
expressed themselves as quite sympathetic to the town. 
Duportant conferences took place with other interested bodies, 
and M. B. Chelnokoff received everywhere assurances that 
the matter would be settled soon in a way favourable to the 
town of Moscow. 


Exemption Applications.—At nude an electrician | 
In 


at the Star Kinema House, aged 23, an arried, who was 
appealed for by his employers, was allowed a further two 
months’ exemption. He was prepared to work part time on 
munitions. 

At Wigan, a firm of electrical engineers, appealing for a 
man aged 21 years, said that 23 of their employés had joined 
the Colours, and Mr. Н. Brierley (Military representative) 
said the firm had done very well in this respect. The firm’s 
representative said they had advertised for electricians, but 
without success, and they had work held up now. It would 
be difficult to manage without this man. One month's con- 
ditional exemption was allowed. Conditional exemption was 
granted to three other employés of the firm, aged 28 years, 
35, and 39 respectively. 

The Rochdale Tribunal granted conditional exemption to 
Mr. J. K. Cotton (34), electrical contractor, and exemption 
until October 3186 to Mr. Harry Jones (32), electrician at a 


local place of amusement, who was appealed for by his 


employers. 
The Mossley Tribunal exempted Wilfred Kershaw, elec- 
triclan at the Royal Pavilion, until October 31st. А 


At the Oxford Local Tribunal, Elizabeth Storey, Oxford, 
applied for the renewal of the certificate granted to Stanley 
A. Stock (94), electrical engineer; he had been granted ex- 
emption in June to September Ist. The applicant was still 
unable to get & substitute in order to release the man for 
service. Mrs. Storey depended on the business for her means 
of livelihood, and if the man were taken it would mean 
closing down, and her means of livelihood would be abso- 
lutely gone. Temporary exemption granted for two months, 
B9 A n application to be made without leave of the Tri- 

unal. | 

An appeal was made at Bedford by the Igranic Electric 
Co. for F. Morris, a time-expired soldier, who became 41 on 
September 4th. The Clerk asked if. the military wanted a 
man who had served 22 vears with the Colours and was 41 
years of age, and the Military representative replied that 
they wanted all the men thev could get, or they would have 
to raise the age. The firm said theirs was a controlled one, 
and the man’s work was beyond a woman’s physical capacity. 
Exemption was granted until December Ist. 

At Woking, the Electric Supply Co. appealed for the chief 
clerk, A. M. Dallen (29), and the only meter tester and 
repairer left, A. J. Jamieson (34). The secretary, Mr. Nichol- 
son, said the chief clerk had technical knowledge which it 
would take any substitute a long time to acquire. Exemp- 
tion was refused in the case of Dallen, and notice of appeal 
was given; Jamieson was conditionally exempted. 

Barnsley Tribunal, on September 5th, gave conditional 
exemption to a number of employés appealed for by the 
Barnsley & District Traction Co., Itd., but refused appeals 
for a driver, aged 28, and another employé aged 34.—The 
same Tribunal gave three months’ temporary exemption to 
Guy P. Dearden, electric wireman with Mr. E. Broley, who 
is engaged on public contract work, and to Harry Brown, 
electric wireman with Messrs. S. Rushworth & Son. ; 

Bath Tribunal has given conditional exemption to A. C. 
Brackstone (39), electrical fitter with Messrs. Kendall, on 
condition that be obtains munition work within 14 days. 

An appeal at Reigate for the retention of E. C. Reynolds 
(28), the only electrician left at the Redhill Kinema Royal, 
resulted in a fortnight being allowed to find a substitute. 
The appeal was based on the fact that the kinema paid £2,000 
a year іп excise duty, taxes, &c. 

At Carlisle, Fred Bell (32), electric fitter, was appealed for 
by the Electric Illuminating Co., who stated that the man 
was at present engaged on important work for the Control 
Board. The staff before the war numbered 10; now there 
were only two. Exemption was granted until December 1st 
to enable the Control Board work to be proceeded with. 

At Marlow, on September 4th, the Military representative 
asked for the removal from the certified list of Mr. A. E. 
Plumridge, electrical engineer. Mr. J. G. Meakes, the em- 
ployer, said that Mr. Plumridge was indispensable. His 
staff had been reduced from 15 to five, and he was the only 
one appealed for. It was admitted by the Military that Mr. 
Plumridge was clearly in a certified occupation, but he con- 
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sidered that, in the national interests, he should not remain 
in civil life. The Tribunal refused the request. 

At Great Missenden (Bucks), Mr. R. В. Bridger, elec- 
irician, a member of the Plymouth Brethren denomination, 
appealed as 4 conscientious objector. He admitted that it 
would be his duty to defend his wife with a rifle if it was 
necessary, and, in dismissing the appeal, the Chairman said 
that by defending his country Mr. Bridger would be defend- 
ing his wife. 

At Coventry, the Corporation Tramway Department ap- 
pealed for a number of employés. ‘In each case two months’ 
exemption was conceded, with the suggestion that men above 
military age capable of doing the work should, if possible, 
replace all single men. 

At Bispham Tribunal, Mr. J. Cameron, géneral manager 
of the Blackpool and Fleetwood Tramroad, applied for the 
exemption of 11 employés, including an inspector. He had 
not appealed for the exemption of any summer man. Condi- 
tional exemption granted. 

An electrician appealed to Burnley Tribunal for temporary 
exemption for an clectrical wireman. 
fied man left, three having joined the Flying Corps. His 
foreman had gone working an a coal mine as an electrician. 
This man was doing contract work at Shefheld. Captain 
Smith said that men of this description could be got any 
day. They were only labourers. The appeal was put in on 
May 6th. Exemption until the end of September was 
granted. 

Deal Tribunal has given two months’ exemption to Chas. 
Henry J. Graves (24), who has the care of the electric plant. 
&c., at the South-Eastern Hotel. and who does electrical 
repairs for private residents, and for the X-ray apparatus at 
the Royal Marine Infirmary. 

At Coventry, Mr. J. Hutt (32), electrical engineer and 
contractor, stated that he now carried on the business by bim- 
self, and was Coing work for munition factories. It was 
stated that there was a scarcity of skilled electricians in the 
city. Three months were granted. Mr. Hutt to put in weekly 
12 hours’ duty as a Special Constable. 

Maidenhead Tribunal has refused extended exeinption to 
Frank Burdett Burnham (36). electrician with Mr. H. Rose, 
who said that he had contracts to last until October. 

Three months’ exemption has been allowed to Thos. White 
(31), electrician, appealed for by Messrs. Page & Bloomer, of 
Stourbridge, as being in a certified occupation. 

A final month has been granted at Coalville to an electric 
operator at a picture theatre at Whitwick. 

The Crawley Electrical Co. appealed for an electrician and 
fitter, previously medically rejected, and now passed for 
general service, but exemption was refused. 

 Buntingford Tribunal has given exemption until the end of 
September, to allow him to complete electrical work іп 
hand, to Mr. P. J. Mac Kay. 

At Malvern, the U.D.C. electrical engineer (Mr. S. Trow 
Smith) appealed for Wm. Thos. Powell, fireman, previouslv 
temporarily exempted. Conditional exemption was now 
granted. 

The Blackburn Tribunal has granted conditional exemption 
to a married motorman employed by an electrical engineer. 
and said to be in charge of special electrical equipment at a 
large works at Darwen. 

At Tunbridge Wells, Mr. Strance and Mr. Featherstone 
appealed for R. J. Spittles and R. Е. Lack, working foreman 
and electrical wireman. It was stated that the electrical con- 
tractors for the town loaned the men one to another in order 
to keep as few men as possible in the town to carry out the 
. work of maintaining the supply. They also had ‘increased 

work at country houses owing to the calling-up of elec- 
tricians. iach was given two months on the men joining 
the Volunteer Training Corps. 

Ensom Rural Tribunal has grant»d two months’ exemntion 
to Mr. E. W. Morris, electrical engineer, of Barnett Wood 
Lane. Ashstead. 

Extended exemntion was sought st Leatherhead, on Sep- 
tember 1st, by Mr. M. Morris (83). manager for Messrs. 

)uch»n»n & Curwen, electrical engineers. Appellant 1s 
nassed for sedentarv work onlv. and the Military representa- 
tive (Mr. Н. J. Rivineton) said he did not object to exemp- 
tion until the new vear. Mr. Morris stated that he had been 
nassed for home ‘service only. One of the partners. Mr. 


Curwen, twas takin vp a commission in the Royal Flving . 


Corns. and he wished him (apnellant) to take’ his place 
entirely in T.ondon. as well as at Leatherhead. The Trihnnal 
oe until the new vear on appellant joining the Volun- 
éers 
The Burgess Hill (Sussex) Tribunal hee granted sx months 
exemption to a member of the staff at the electric licht works 
on condition that he remains in the same occupation and 
joins the Volunteers. 
. .At Blacknool Tribnna!. 
, trician emploved at the Pleasure Beach, his employers stated 

. that he was the onlv electricien they h:d laft. He had heen 
reierted at Lancaster, and then called up. Conditionally 
. exemnted. 

At Cramnton (T;anos.), an electrician at а locel kinema hell 
anpealed for exemption. and said he had served 13 vears in 
the Armv. and was in the retreat from Mons. He was 
exempted until Tanuorv Ist. 

At the Shoreditch Tribunal, 
Whitney, of City Road, N., 


* 


on Tuesday, Messrs. E. & C. 
electrical engineers, asked for 


He was the only quali- - 


in the case ^f s foreman elec. 


exemption on business grounds for James Green (87), elec- 
trical fitter. Mr. Whitney said they had one other electrical 
fitter in their employ, aged 40 years, and they were doing a 
lot of installing and fitting for the Government. As he was an 
electrician doing power work, they applied to the Ministry of 
Munitions for & badge, but it wàs not granted, a certificate 
being considered suflücient. The Chairman: So it is; it isa 
certified occupation. The onlv thing is, does Green do the 
same class of work? Mr. Whitney: Identical work. Green 
appeared and said that he had been engaged for a long time 
in installing power in Government factories and premises. 
Mr. Parry said that the firm did not seem to understand that 
this man was in a certified occupation.—Exemption was 
granted till December 31st, conditional on joining the V.T.C. 

At Orsett, an electrical engineer at Little Thurrock claimed 
exemption as owner of a one-man business. The appeal was 
rejected. and the calling-up delayed for a month. 

The Blackpool Tribunal has disallowed an appeal by an 
electric motor builder (36), now engaged as a mechanic, who 
suid he was the sole support of his aged mother. 


we — — ——— —À—— 9 ——— — — ———— € 


BUSINESS NOTES. 


Patent Restoration.—An order has been made restoring 
Letters Patent No. 25,363 of 1907, granted to Arthur Greenwood 
and Konrad Andersson for “Improvements in cjeotors and com. 
pressors for air gases and vapours." 


Mazda Telephone Directory Cover.—We have received 
from the BRITISH Тномзох-Носвтох Co.. LTD., of Mazda House. 
a telephone directory cover devised on an ingenious principle, so as 
to hold the directory firmly without tearing the binding. The 
senders claim that " it is as big an advance over previous covers as 
Mazda drawn-wire lamps are over previous types " ; and certainly 
it is an excellent and easily-applied protection to that indispensable 
and long-snffering volume. 


Irish Battery Industry.— Referring to the note on p. 237 
of our issue of September Ist. regarding the opening ofa large 
faetory in Dublin for the manufacture of electric dry celle and 
batteries. we are informed that Mr. Leon Cornelis, of 15, D'Olier 
Street Dublin. will be pleased to give further particulars to 
inquirers. 


Electrical Imports of Venezuela.— The imports of elec- 
trical appliances into the Republic of Venezuela during the fiscal 
year 1914-15 only attained a value of £16,999, as contrasted with 
“39.989 in the preceding 12 months. 

Italy.—A new company has lately been formed in 
Turin. with the title La Società per la Fabbricazione di Batterie 
Elettrichi Brevetto Bonora to mannfacture electric’ batteries under 
the Bonora patents. | 

Catalogues and  Lists.—MEssRs. HERBERT MORBIS. 
Lrp., Empress Works, Loughborough, Leicestershire.— Book 95. 
describing the “2.240 pulley-block "—an American type. made at 
the Empress Works to carry British tons (the American ton is 


2.000 lb.). Travelling blocks and the H.M.B. pulley-blocks are also 
described. 
Messrs. S. G. LEAcH & Co., LTD.. 26-30, Artillery Lane. E.C.-- 


Leatlet describing and illustrating the “Selco” siren, which is 
electrically operated and designed for use in factories, workshops, 
yards, quarries, lightships, &c. 

WHOLESALE ELECTRICAL Co.. LTD., 54-56. Oxford Street. 
London. W.— Circular giving illustrations of a number of electrical 
accessories, switch plugs, cut-outs. ceiling roses, adaptors, lamp- 
holders, &c. 

Messrs. Downes & DAVIES, 1 and 3, Stanley Street, Liverpool. 
Preliminary list of ships electrical fittiugs—bulkhead. portable. 
cargo lamps and sockets. &c. 

HOLOPHANE, LTD.. 12. Cateret Street. S.W.—-Booklet relating to 
Holophane special reflectors for the scientific illumination of rail- 
way platforms. offices, sidings. rolling stock, &c., with illugtrations 
of important installations on this system. 


\ : ; 

Trade with Russia.—The Yorkshire’ effort for the 
stimulation of trading with Russja is making excellent progress. 
For students in the scheme of the Leeds University who make good 
progress, scholarships are to be provided of about £200 each for 3 
year's residence in Russia for studies under the direction of the 
Russian Minister of Education at the Universities of Petrograd. 
Moscow, and Odessa, and for the practical experience to be derived 
from'contact with the populations of those centres. 


E.C.C. Hospital Fund.—The emplovés of the Electric 
Construction Co.. Ltd.. Wolverhampton. have made allocations fróm 
their hospital fund to local and other hospitals to the tune 
of £173. 


Norway.—4An amalgamation ` T been arranged teen 
the Norwegian Motor and | Dynamo Factory, Hasle, near Christiania, 
and the firm of Per Kure. and the combined establishment will in 
future trade as Per Kure, Norwevian Motor and Dynamo Factory. 
The capital of the company. which has taken over the Norwegian 
agency of the Swedish General Electric Co., is approximately 
2,000,000 kr.— A nglo- Norwegian Trade Journal, 
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Book Мойсев.—`' The Principles of Electrical. Engin- 
ering.” Vol IL By G. Карр. London: Edward Arnold. Price 
15s. net. . 

“Directory and Chronicle for China. Japan. Corea, Indo-China. 
Straits Settlements. Philippines. «c.. for 1916.7 London: Hony- 
Kong Daily Press. Price 30s. net. 

"Telegraph and Telephone Journal. — Vol. IT. | No. H. 
September, 1916. London: Fditing Committee, G.P.O. North. 
Price 3d. 

“British and German Industrial Conditions.” 
London: S. Rentell & Co. Price 6d. 

4" Alternating Currents.” By W. Н. N. 
University Press. Price 10s. 6d. net. 

Australia. — A business man in Sydney. recently in 
charge of the Sydney Ottice of H.M. Trade Commissioner. wishes 
to represent United Kingdom manufacturers for the sale of their 
goods in Victoria, New Nouth Wales, and Queensland. 
desires to secure agencies for smal] oil engines of the Diesel type, 
small electric motors (Jyth H.P. and upwards), small dvnamos, and 
new hardware lines and patented specialities. 

United Kingdom manufacturers may obtain the name and 
address of the inquirer on application to the Commercial Intelli- 
gence Branch of the Board of Trade. 73. Basinghall Street, London. 
EC. (Reference No. 283.)—Bourd of Trade Journal. 


Liquidation, — MECHANICAL TRANSPORT. LTD. — 


Creditors should send particulars of their debts. &c.. to the liqui- 
dators, Messrs. С. №. Askew & Н. W. Philpott. by September 2xth. 


Munition Workers’ Holiday.— Messrs. E. Brook, LTD., 
of Huddersfield, announce that their works will be closed both for 
the receiving and dispatching of goods on September 25th and 26th. 
They will be open all other working days up to Christ mas. 


By A. Stewart. 


James. Cambridge 


LIGHTING AND POWER NOTES. 


Aberdeen.— The city electrical engineer. recommended 
that a new five years’ contract be entered into with the North of 
Scotland Fish Guano Co. for a supply of power, with a guarantee 
of 100,000 units per annum. The result of the new charges pro- 
posed was that the company would pay. with coal at its present 
rate, an increase of 48 per cent. on the existing charges. At a 
meeting of the Council the recommendation was sent back to the 
Electricity Committee for further consideration. 


Accrington. — At a meeting of the Т.С. last week. 
Councillor Tough referred to the increasing cost of electricity ; he 
remarked, that with less than half the production of Accrington, 
the average cost last vear at Rawtenstall was ‘6d. per unit. for 
3,000,000 units, compared with an average of ‘Id. for 7] million 
units at Accrington. It was pointed out that a strict. comparison 
could not be made, and that ¢oal cost. 1%. 10d. now as against 
5s. 4d. per ton before the war. 


Australia.—The Electric Lighting Committee of the 
Sydney City Council recommends that an agreement be entered 
into with Messrs. Norton, Griffiths & Co.. contractors for the city 
railway construction, to supply them with electricity at the various 
shafts at ‘7d. per unit for two-shift working and "5d. per unit 
when one shift only is worked. The estimated cost of providing 
the supply is £4.335. 

The Sydney city electrical engineer recommends that an order be 
placed with Messrs. Willans & Robinson for a geared turbine to couple 
with the alternator and condenser of the existing 4,000 KW. set 
(No. 8). at a cost of £8,100: the cost of freight. insurance. and 
erection of buildings, &c.. will amount to an additional £1.900. 

The city electrical engineer has informed the Hurstville Council 
that under existing circumstances it was unlikely his Council would 
entertain the proposal to supply electricity to the suburb. and he 
recommended a renewal of the application in about 12 months. 

The formal inauguration of the electric lighting system at Albury, 
N.S.W., took place last month. 

With a view to improving the lixhting of St. Kilda's Road. the 
Melbourne City Council has decided to erect 49 arc lamps or halt- 
watt lamps of equal C.P. ; the additional cost on the system will be 
ЕТТТ. making a total cost of £1.267.— Zendere. 


- Bath. — Yrear’s Workine. — The accounts of the 


`+. electricity undertaking for the year ended March 31st last, show 


-~ that instead of the anticipated loss of about £2.000, the deficit for 
the year was only £151. as compared with £1,767 in the previous 
year. The total revenue was £26.490. as compared with £24.133 
in 1914-15, and the gross profit £12,961 as against £11,136. Coal 
cost was increased by £845, due to price not tonnage. 

Bishop’s Stortford.—E.L. Scueur.—At the annual 
meeting recently of the Bishop's Stortford, Harlow, and Epping 


Gas and Electricity Co., the chairman stated that the electricity 
plant was now in complete working order. 


Bradford.—Nxw Piant.—The Electricity Committee 
has authorised the chairman and deputy-chairman to purchase coal- 
crushing plant. 

Bristol.—Yran's WorKING.—The report of the vear’s 


working of the electricity department to March 25th last. shows 
gross receipts amounting to £132,928, an expenditure of £72.292, 


The inquirer ` 


and a gross profit of £57,036, which. with the amount transferred 
from redemption and sinking fund (No. 2) account. makes a total 
of £58,184. After repayment of loans and interest. £50,273, there 
was а net profit on the year's working of £7,911, which, with the 
balance from last account. makes a total surplus of £15,721. Of 
this. £2.391 has been expended on allowances to men on active 
service, and £4.033 on work not charveable to loan account. leaving 
a balance carried forward of £5.292, The total indebtedness of the 
undertaking is stated to be £899,062. Loans repaid or accumulated 
in the stock and loan redemption funds. £382,139; balance out- 
standing. £516,923. The total number of consumers was 5,608. а 
net increase of 338 during the year. The number of ‘units sold 
was 21.665.968., an increase of 3.463.812 units for the year. 

The general manager. Mr. Н. Faraday Proctor. in his report. 
states that war conditions curtailed considerably the number of 
new consumers which would otherwise have been connected to the 
system, but a large amount of work had been carried out in con- 
nection with the supply of power. The number of units sold to 
private consumers (excluding public street lighting) had increased 
about 214 per cent.. or. after allowing for the reduced consumption 
for public lighting. a net increase gf 3.462.812 units. being the 
largest annual increase on record. 

Owing to confusion having arisen due to the similarity of the 
names Avonbank and Avonmouth. it has been decided to alter the 
name of the Avonbank generating station to " Feeder Road Elec- 
tricity Works." The L.G.B. refused its sanction to a loan for а 
6.000-KW. set. which it was proposed to lay down owing the 
the increasing demand, and authorised the purchase of a 3,000-KW. 
set only. the manufacture of which plant was placed on a war 
basis ; the steam turbine. which was in a forward state at the 
manufacturers, has since been taken over by the Government. and a 
new one put in hand. Both stations have been running loaded to their 
full capacity. and it has heen necessary to postpone the connection 
of one large consumer requiring 800 Kw. immediately. until the 
new plant is in commission. 

The question of the true depreciation of the assets of the under- 
taking has been carefully gone into. and the results show that the 
amount shown in last year's accounts is in excess of the statutory 
provision for the repayment of debt by £ 76.338. 


Castlebar.—Ptusitc  Ligatixg.—The Urban Council 
accepted the tender of Messrs. Burke & Sons. at £90. for the lighting 
of the town during the winter by electricity. The local gas com- 
pany had tendered at. £130. 


Clacton-on-Sea.— Тһе L.G.B. has sanctioned a loan of 
£124 to meet excess expenditure on mains, but has informed the . 
U.D.C. that no further loans for mains extension will be allowed 
until the war is over. | i 


Continental.— Rcussia.—Data published by the Statis- 
tical Burèau of the Congressional Council in regard to the electrical 
equipment at the coal and anthracite mines in the Donetz basin in 
1914, shows that 1.300 motors of 16,200-KW. capacity were in use, 
by 48 concerns which produced 888.910.000 poods of mineral, while 
33.910 incandescent and 427 arc lamps were also in use by 51 concerns. 
Twenty-five generating stations had a total capacity of 31,719 Kw. 


of plant and supplied 100,500,000 KW.-hours per annum. 


Crompton.—The U.D.C. has been asked to receive a 
deputation on the question of supplying electrical power in the 
district. The railway company. which has been urged to effect an 
improvement in the handling and transit of goods. has agreed to 
facilitate matters by providing an electrical crane if power can be 
supplied. : 


Dawlish.—ELeEctTRIc LIGHT CHarGes.—After considering 
correspondence from the gas company and the electricity company 
relative to the difference in their respective charges. the U.D.C. 
has informed the latter that it is unable to see any reason for an 
alteration of the charges already agreed to. 


Dromore (County Down).—STREET  LicuTING.— The 
U.D.C. has executed an agreement with the Dromore Electric 
Lighting Co. for the lighting of the town for three years. It pro- 
vides for 81 lamps. of not less than an average minimum C.P. of 


56 or more than 200, the annual cost to be £134. 


Dublin.—The Electricity. Committee. recommended. an 
increase in the remuneration of the shift engineers and switchboard 
attendants at Fleet Street and Pigeon House stations. The Council 
decided to postpone the matter until after the end of the financial 
year.— Dublin Express. . 


- Dudley.—The town clerk reported that he had obtained 
the insertion of a provision in the Shropshire. Worcestershire, and 
Staffordshire Electric Power Bill. 1916, protecting the rights of the 
Corporation. 


` Kirkcaldy.— PLaNT Capacity.—Mr. Francis, the burgh 
electrical engineer, bas submitted to the T.C. a report on the 
capacity of the present works and the recent application for а 
large supply of power by one of the firms ір the town-——Messrs. 
Barry, Ostlere & Shepherd. The Fife Power Co. is willing to enter 
the burgh and supply the power, but is prevented by a clause in 
the private Act of Parliament. The town clerk, in а statement, 
observes that the company practically asks that the section referred 
to be abandoned by the Corporation : this demand, he considers, 
foreshadows the promotion by the company of a provisional order. 
He urged that the T.C. should be able to 3how that it had done all 
that was reasonable. | is s 
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Maidstone.—YEAR’s WonkiNG.—The report of Mr. 
E. E. Hoadley, borough electrical engineer, on the working of the 
electricity undertaking for the year ended March 31st last. shows 
that due mainly to lighting restrictions and despite considerable 
9xpansion in power supply, the output sold fell from 2,887.857 units 
in 1914-15 to 2,753,788 last year. Power unite, however, increased 
from 1,808,015 to 1.979,582, and heating and cooking supply is 
steadily growing. The total revenue was £19,771, or rather less 
than in 1914-15, while total costs at £13.532 showed a consider- 
able increase, leaving a gross profit of £6.239 as against £7,900 in 
1914-15. After deducting capital charges there was а net loss on 
the year of £256 as against a profit of £1,553 in 1914-15. 

Increased coal cost accounted for over £2,000, while other items 
of expenditure were larger than usual. We note with interest that 
Mr. Hoadley experimented in mixing coke breeze with the coal, 


which was of bad quality. and came to the conclusion that after- 


allowing for extra labour in mixing, extra wear and tear on 
mechanical stokers, additional coal and clinker to be dealt with and 
lowered steaming capacity of boilers, there was no advantage with 
the particular type of mechanical stoker and under the conditions 
obtaining. in the admixture of coke breeze: in this conclusion he 
states that he is confirmed by other engineers. The supply of coal 
vaused much trouble and for some weeks, says Mr. Hoadley, they 
did well to get over the peak of the load without dropping the 
steam pressure by more than 40 lb. 

A new turbine set which it was hoped to start up in January 
was not completed by the end of March; all the pipework and 
electrical connections in connection with it have been carried out 
by the department owing to the difficulty in obtaining outside 
assistance. The maximum load was 1,142 KW. and the load factor 
274 per cent. 

The Corporation electricity works has been certified as a con- 
trolled establishment under the recent Act. 


New Zealand.—The Whangarei electrical undertaking, 
owned by the T.C., is supplied.in bulk from the Dominion Portland 
Cement Co.'s plant at Wairua Falls, 25 miles away, over duplicate 
aluminium three-phase transmissions carried on & single pole line 
The transmission pressure is 22,000 volts, and the service pressure 
to consumers 230 volts lighting and 400 volts (50 cycles) power. A 
series street lighting system has been installed with 100 lamps of 
600, 250 and 100 c.P. The transformer capacity is 400 K.v.A.. and 
the cost of the Council's installation has been about £13,000. 


Piymouth.— RESTRICTED LicuTING.—À Joint Committee 
of the Watch and Street Lighting Committees of the T.C. is con- 
sidering what arrangements shall be made as regards street 
lighting. having rezard to the reversion to ordinary time on October 
Ist, and the danger to pedestrians and other traffic through unlit 
streets. : 


Royton.—The D.C. has decided that arrangements be 
made for the General Purposes Committee to interview the Oldham 
Electricity Committee to discuss the question of supply of elec- 
tricity to the Royton district. 


Southampton.—Pricr INCREASE.— The T.C. has further 
increased the price of current for lighting, power and heating by 
10 per cent. from the September reading of the meters. This 
makes an advance of 20 per cent. since the war started. 


Stretford.—The Electricity Committee, in view of 
continued shortage of supplies of coal, recommends the Council to 
authorise the chairman and clerk to take such action, legal or 
otherwise, as may be necessary to secure its rights under the coal 
contract. 


Swansea.— PROPOSED PLANT EXxTENSION.—The Elec- 
tric Lighting Committee has received a report from Mr. Burr. the 
borough electrical engineer, giving details of tne existing plant 
and suggesting that if it were possible to raise the money. a 3,000- 
Kw. turbine, tozether with two boilers and all auxiliaries should be 
installed. He estimated the cost of the complete installation at 
£30,000, and said that the expenditure of this money would have 
the effect of still further reducing the cost of production, whilst 
the scheme would enable the Committee to generate’ electricity as 
cheaply as any other generating station working under similar 
conditions. The report was adopted, and steps are to be taken to 
see if the necessary capital can be raised. 

The Committee haa also received a report from Mr. J. W. Burr 
on tariffs for motive power, in which he said that a reduction in 
revenue would immediately follow a reduction in price, and he 
could not recommend it at the moment. The Electric Lighting 
Committee has decided to hire out electrical apparatus at an annual 
charge arrived at by taking cost of apparatus plus 5 per cent. per 
annum and cost of maintenance. 


Tasmania.—The Councils of St. Leonards, Longford 
and Beaconsfield, have decided to ask the Launceston City Council 
to join them in a deputation to the Premier, with a view to dis- 
cussing the best means of obtaining a hydro-electric’ power scheme 
for Northern Tasmania. 


Wakefield. — ELECTRIC Pumprmsa.— The R.D.C. has 


decided to supply water to Crigglestone, by means of an electrical 
pumping plant. The cost of the scheme is estimated at £650, 
which will be spread over four years, and the current will be sup- 
plied by the Crigglestone Collieries. Ltd., if terms can be arranged. 


Walsall.—Tle Electricity Committee has decided not 
to increase the existing charges for electricity. The Committee 


recommends that a fresh reement be entered into with the 
Talbot-Stead Tube Co., Ltd.. for the supply of electricity to their 


works and for an additional supply for a term of three years. com- 
mencing when the E.H.T. supply from the new station is available ; 
also that a supply of energy be given to the Electrical Conduits, 
Ltd., and Rylands & Sons, Ltd., on terms and conditions approved 
by the Committee. 

The new sub-station at Wolverhampton Street has been con- 
nected up with the generating station. 


Warrington.—YEaAR's WonRKING.—In our last issue we 
gave the financial details of the year's working of the electricity 
undertaking to March 31st last. Mr. Mathias, the engineer, in his 
report mentions that 6.630,062 units were generated and 5.129.214 
units sold (as compared with 4.274.897 units sold in 1914-15). 
Power units numbered +.092,736, the remainder being for traction 
and lighting. The plant capacity was 5,150 KW.. representing a 
capital outlay per KW. of £26 : the maximum load was 2702 Kw. | 
The total working cost was ‘782d. per unit, as compared with ‘729d. 
in 1914-15, and despite the coal cost increasing from '291d. to 
'382d. per unit. An additional water-tube boiler, economiser, and 
coal-handling plant were being erected to meet the growing 
demands on the plant. 


Wigan.— DELAYED EXxTENSIONS.—Alderman Grimshaw, 
gpeaking at the T.C. meeting. on the 7th inst., said the boilers for 
the electricity works were not expected to be erected in the specified 
time. So far as he could judge, they were likely to be held up by 
the L.G.B. for perhaps two years ; and in view of that, he did not 
know that there was any limit to the time when the scheme 
recommended by the expert could be properly undertaken. A 
Sub-Committee had been appointed to enter into negotiations with 
an outside firm fot the purpose of obtaining a supply. and these 
negotiations were not yet complete. 


Wolverhampton.— YEaR'’s WorkING.—The accounts of 
the Corporation electricity undertaking for the year ended March 
315% show a gross profit of £25.588, as compared with £28.631 in 
the previous year; the net profit was £1.856,ascompared with £7,444, 
and has been transferred to the reserve fund. The total income 
shows an increase of £58,228. The number of units sold was 
15.280.697. an increase of 2.154.126 over the previous year. During 
the year, 940 H.P. of additional motors were added, the total H.P. 
of motors connected being 10.686 H.P. "The total cost of production 
per unit was '651d., coal costing °355d. The maximum load was 
6,919 KW. and the connected load about 14,062 Kw. The balance 
of the reserve fund stands at £13.217, the reduction of £4.587 on 
last years figure being due to expenditure on account of mains. 
services. meters, &c., for which borrowing powers could not be 
obtained. 


TRAMWAY and RAILWAY NOTES. 


Accrington.— AccIDENT.—On Friday last, a car left 
the track in the Blackburn Road. and ran into a loop line in Ellison 
Street, knocking down two children, who were injured. 


Audenshaw. — TRAMwAY PunmcHasE.— The D.C. has 
decided to make application alone, or jointly with the other authori- 
ties interested, for an extension of time for the purchase of the 
Oldham, Ashton and Hyde Electric Tramways. 


Birmingham.— ACcIDENT.—On Sunday night, two Сог 
poration cars came into collision on a single track in Great Hampton 
Row; a great deal of glass was broken and many passengers 
shaken, but only five were treated at the hospital. 


Bradford.—ELectrRic VEHICLES.— The  L.G.B. has 
sanctioned the borrowing of £3,700 for the purchase of three 
electric tipping wagons for the electricity department. , 


Continental NoRway.—A proposal for the electrifica- 
tion of the Drammen Railway, at a cost of approximately 
21,369,500 kr., has been sanctioned by the Railway Committee of 
the Storthing. А 


Darlington.— Seats are being provided for women соп- 
ductors, but the work has been delayed owing to the shortage of 
labour. The Committee is to consider the question of half fares 
for school children at its next meeting. | 


Doncaster.— Official consent has been given to the 
reconstruction of a portion of the Bentley tramways track by the 
T.C., and the work will be proceeded with as rapidly as possible. 


Dover.—The T.C. has been granted hy the B. of T. 
a further extension of time until November. 1916. for carrying out 
the Dover-St. Margaret's Light Railway Order. 


Gateshead-on-Tyne. — LixKiNG-UP Proposar. — The 
Town Improvement Committee having considered the proposed 
tramway across the High Level Bridge to Newcastle-on-Tyne. 
reported against the proposal until the proposed Bill had been con- 
sidered by the Gateshead Council. | 


Ilkeston.—^4LE or UNDERTAKING.—A special meeting 
of the T.C.. by 14 votes to 3, approved the transfer of the Corpora- 
tion tramways and electricity undertakings to the Derbyshire and 
Nottingham Tramways Co., Ltd., for the sum of £28,150. 
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Keighley—TRamWway Fares.—From October Ist the 
present halfpenny fares during the working week on the Corpora- 
tion tramways are to be abolished, but there will be penny tickets 
entitling the passenger to travel any distance in one direction in a 
similar manner to what has been done at week-ends for some time 

st. Prepaid tickets, however, entitling the passenger to the 
privileges hitherto granted by the halfpenny tickets, are to be 
issued at the prices of five for 3d.. 10 for 6d.. or 20 for Is. Arrange- 
ments are being made to supply quantities of these tickets to 
factories for sale at the works. ` 


London. — L. & N.-W. ELEcTRIFICATION.—It was recently 
announced that the North-Western electrical train service between 
Broad Street and Kew Bridge and Richmond would commence on 
Sunday, October lst. The new trains will comprise first and third 
clasa only. 

Newcastle-on-Tyne.— During a recent fog at Killing- 
worth Crossing near Benton station.five horses strayed on to the 
N.-E. railway track, and coming into contact with the live rail, 
were killed. | : 

Oldham.— YrAR’s WonkiNa.— The annual report ou the 
working of the Corporation tramways during the year ended 
March 3lst last shows that the car-mileave. 1,943,607, was less 
than in any of the last three vears. but the passengers carried, 
23,477,066, constituted a record. The total receipts were £121.129 
and the gross profit £39,538 (as compared with 428,730 in the 
previous year). while the net surplus was £1.112, which compares 


with a deficit of £5,218 in 1914-15. when the revenue fell off con- | 


siderably and working expenses were abnormally large. 


Plymouth.—The chairman, in commenting on the report 
of the Tramways Committee. said they had hoped that through 
running of the tramways, with a uniform penny fare. mivht have 
been effected by now, but owing to difficulty in obtaining materials, 
this would not be possible before the second week in October. 


Rechdale,—W IND ScREENS, &c.—The tramway manager 
having reported on replies received from 71 municipalities owning 
tramways on the question of adopting wind sereens or vestibules on 
the cars for the protection or motormen, the Tramways Committee 
has decided to invite a deputation of motormen to meet a Sub- 
Committee on the matter. 

Various pointa in dispute in the draft lease of the Milnrow 
tramways are to be referred by the town clerk to the B. of T. for 
decision, at the request of the Milnrow D.C. It is proposed to 
purchase a sand spreader for attachment to the tramway watering- 
Car. 


Salford.—INcREASED WacEs.— The proposed further. 


war bonuses recommended by the Tramways Committee for pay- 
ment to male tramway workers. were confirmed by the T.C. last 
week. The effect of the additions is that youths under 18 years 
will receive 2s. per week instead of 18. : male employés over 18, 
who are not householders. will receive 3s. instead of 1s. 6d., and 
male householders, whose wages do not exceed 37s. 6d. per week, 
wil receive #8. 6d. per week. instead of 2s. 6d., as at present, and 
those receiving over 37s. 6d. will receive total wages, including war 
bonus, of 12s. per week, which is exclusive of the war bonus pay- 
ments to skilled artisans. Councillor P. Hampson said it appeared 
to him to be a waste of public money to add to the already generous 
treatment of those who had gone to the Front. 

YEAR'S WORKING.—The annual report of Mr. С. W. Holford, 
general manager of the Corporation tramways, shows a 
groks profit on the year's working of £88,502, and a net 
profit of £18,475 ; this amount, with £3,526 taken from the 
depreciation and renewals fund, has been transferred to the 
relief of rates. being the £22,000 promised. The balance of the 
renewals fund now stands at £21,266. During the year 
56,458,266 passengers were carried. being 2.114.358 more than in 
the previous year, and the total amount received in fares amounted 
to £270,350, an increase of £11,524; the miles run were 5,495,295, 
and the average earnings 11°8d. per car-mile: 11,163,325 penny 
tickets were sold being 75:362 per cent. of the total number issued, 
and £13,135 was paid in war allowances. The total route 
ae worked is 42, rather more than half representing leased 

es, 


Stalybridge.—ACCIDENT.—A curious tramway accident 
ocurred at Mottram, on Saturday last. In the absence of the 
driver. a Stalybridge car commenced to run down a hill at Mottram. 
and the few passengers on had an exciting time; they and the 
woman conductor jumped off before the car had gained a great 
speed, but one man was slightly injured. After running nearly в 
mile. the car crashed into a wall at Bower Fold. 


Stockport.—lINcREASED Wacrs.—The Employes and . 


Car-Shed Sub-Committee has recommended the Tramways Com- 
mittee to grant a gratuity of 5 per cent. on the wages to all 
employés of the department who have not participated in the 
gratuity granted by the Committee last November. 


U.S.A—A general strike of labour, involving 800,000 
Trade Unionists, is threatened in New York City. in consequence 
of the failure of the employés of the tramway companies, who are 
on strike, to hold up local transit facilities.— Daily Leleyruph. 


Walsall.—The South Staffordshire Tramways (Lessee) 
Co., Ltd., and the Wolverhampton District Electric Tramways, 
Ltd., have agreed to pay the Corporation, as from July 12th last. 
Ап Increased rate per car mile in respect of the excess mileage of 
the ion cars on the company’s lines. ; 


Whitefield.—TuHRovcnu Cars.—The clerk to the D.C. 
has been in communication with the Salford Corporation Tramways“ 
Committee on the subject of through cars between Manchester and 
Bury. and the Salford tramway manager has replied that his 
Committee does not consider the time opportune for any arrange- 
ment of the kind suyyested, but will be prepared to reconsider. 
the matter at the end of the war. He adds that the present 
service, with the restricted number of drivers, can only be main- 
tained under very serious ditliculties. The D.C. is apparently not 
satisfied with the promise that the matter will be reconsidered after 
the war, and has decided to reply to Salford that the matter is 
capable of arrangement between the Salford and Bury Corpora- 
tions, aud that the D.C. does not consider that any increase of 
drivers would be necessary. 


Wigan.—lNcREAsED Wacrks.—The local branch of the 
Tramway Workers’ Association has decided to accept the advance 
of 4d. per hour, provided that the increase be a distinct advance 
apart from the existing war bonus. The Special Committee on. 
Wages has resolved that the increases of waves vranted to the 


various classes of workmen recently be considered as an additional” | 


war bonus until the end of the war, and that the additional war 
bonus shall then become a permanent advance of wages. 


TELEGRAPH and TELEPHONE NOTES. 


New Fire Alarm System in New York.—Mr. Robert 
Adamson, fire commissioner of New York. has awarded six contracte 
for the construction of as many sections of this system, and active 
work on these is in progress. One contract has been completed. 
The system will cost 33,000,000.— 7. and T. Age. 


Brazil and Bolivia.—Radio-telecraphic communication 
has been experimentally established between Belem. Brazil. and 
Riberalta. Bolivia.--- 7. and T. Age. 


Japan.—The third and final series of tests for trans- 
oceanic radio service between Honolulu and Japan has just been 
completed. Telegraphic reports indicate that these tests are by 
far the most successful of any so far made. Communication has 
been maintained in both directions, night and day.—7. and T. Аде. ' 


Wireless Station Dismantled.— The Allies have removed 
the appliances of the wireless station at Syra (Greece), and 
deposited them with the French Consulate there. 


Wireless Telegraphy on Aeroplanes.— What is claimed 
to be a record in wireless telegraphy from aeroplanes was recently 
established by Captain Culver, of the U.S. Army Aviation Corps. 
During a flight from San Diego to Santa Monica. 114 miles away, 
he is stated to have kept in touch with his station by sending wire- 
less messayes every three minutes. The power for the transmission set 
is derived from a generator placed on the lower wing section of 
the aeroplane. and driven by a two-bladed propeller. Aerial wires 
are suspended from the “fuselage” of the machine, with an 
insulated counterpoise hung from the wings to the tail of the 
aeroplane. The complete transmission set is stated to weigh less 
than 40 1b. - 


, 


CONTRACTS OPEN and CLOSED. . 


OPEN. 


Australia.—Sy DNEY.— September 20th. N.S.W. Govern- 
ment Railways. One 50-ton electrically-operated overhead 
travelling crane for Zara Street power house, Newcastle.—October 
llth. One motor-driven air compressor for Zara Street power 
house. Electrical Engineer, 61, Hunter Street. 

January 22nd, 1917. Electrical plant for the Castlereagh Street 
sub-station, for the Municipal Council. Specification from E.L. 
Department, Town Hall.—Australian Mining Standard. 

ADELAIDE.—September 27th. Deputy P.M.G. Telephones, tele- 
phone material, instruments and parts. Schedule Nos. 429 to 437.* 

PERTH.—October 4th. Deputy P.M.G. Telegraph and telephone 
measuring instruments and parts. Schedule 501 W.A.* 

MELBOURNE.—September 29th. City Council. Insulated and 
H.D. copper cables. See "Official Notices ° September 8th. 

October l7th. For the Deputy P.M.G. (1) Sleeves and tapes 
(Sched. No. 1,355), and (2) 3,100 stay-rods, with low tighteners 
(Sched. No. 1.359).* 

October Isth. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling (Cont. No. 30.343).* 
November 151. 50.000 yellow flame arc carbons.* | 

December llth. City Council. Supply and erection of coal 
transporter plant. See "Official Notices ` to-day. 

SOUTH AUSTRALIA.—November lóth. P.M.G.’s Department. 
Automatic switchboards and all associated apparatus. for telephone 
exchanges, Brighton and Glenelg. 


Burnley.—^eptember 19th. The B. of G. invites tenders 


for electrical goods. Tender forms from J. S. Horn. Clerk. 


Edmonton.—September 20th. — Electric lamps for six 
mouths. Mr. Е. Shelton, Clerk, B. of G., Lower Tottenham. 


* 


» 
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Keighley. — September 21st. Corporation Electricity 
Department. Best slack and small slack coal, about 12,000 tons. 
Prices are to be based on a six-monthly and twelve-monthly period. 
Mr. H. Webber, Borough Electrical Engineer. 


Liverpool, — September 18th. Electrical supplies for 


three months, for Toxteth Park B. of б. Mr. В.А. J ames, Clerk, 
15, High Park Street. 


London.—Supply of electric light fittings for Australia 
House, Kingsway, W.C.  Particulars from Mr. H. H. Turner, 
18, Broadway, Westminster, S.W. 

CITY OF WESTMINSTER UNioN.—September 20th. B.of G. Six 
months' supply of electric lamps, fittings, кс. Mr. W. J. Lickley, 
Clerk, Gardens Offices, Princes Row, Buckingham Palace Road, S.W. 

KENSINGTON.--September 20th. B.of G. Six months supply 
of electric fittings and electric lamps. Mr. W. R. Stephens, Clerk. 
Guardians' Offices, Martoes Road. 


Manchester.—September 22nd. Electricity Committee. 
Fuse boxes for 12 months. Mr. Е. E. ughes, Secretary, Electricity 
Department, Town Hall. 


New Zealand.—W ELLINGTON. 
Service Stores Tender Board. 
ohms.* 


Warrington.—September 20th. Electrical goods (not of 
German or Austrian origin) for the B. of G. for six months. Mr. 
A. Bottomley, Clerk, Bewsey Chambers. | 


Specifications for the items marked * can be seen at the Boartl 
of Trade Commercial Intelligence Branch in London. 


October 11th. Public 
1,000 maeneto extension bells, 1.000 


| CLOSED. 


Australia.—The Hawthorn Tramway Trust, Victoria, has 
pore pled the following tenders :—- 
1б car-bodies.—Duncan & Fraser. 
І Cross-overs.—Horrocks, Roxburgh Pty., Ltd. 
Motor equipment.—Aust. General Electric Co. and British Westinghouse 
. Electric & Mfg. Co. 
N.S.W. Public Works Department :— 
Pumping machinery for Wagga Wagga water supply, with special electric 
type engine, £6,997.—A. Leplastrier & Co. — Tenders. 
. Blackpool.— The borough electrical engineer has reported 
to the Electricity Committee that the B.T.H. Co. have withdrawn 
their tender for a new 1,500-Kw. turbo-alternator. 


Wakefield.—Council Electricity Works :— 
Sturtevant Co.—8teel chimney, fan, motor, &c., £870. 
,. E. Green & Son, Ltd.—Economiser and accessories, £2,675. 


ee 


FORTHCOMING EVENTS. 


Institute of Metals.— Wednesday, September 2th. At 4 p.m. At Burlington 
House, Piccadilly, W. Annual autumn meeting. 

Iron and Steel institute.—Thursday and Friday, September 21st and 22nd. 
At 10.90 &.m. At the Institution of Civil Engineers, Great George Street, 
S.W. Annual meeting. | 


. NOTES. 


Foreign Trade.—Tzur Асооѕт Ficures.—The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :— 


August, Inc. or | Eight months. 1916. 
IMPORTS :— 1916. dec. Inc. or dec. 
Electrical goods, Кс. £109,455 + £4,152 + £399,455 
Machinery ... 618,435 = 175,468 — 366,789 
EXPORTS :— "ub 
Electrical goods 109,509 + 150.379 + 789,420 
Machinery ... 1,933,710 + 449.776 + 100,863 


A High-Speed Squirrel-Cage Winding.—Referring to 
the high-speed squirrel-cage winding described on page 263 of our 
issue Of September 8th, in which copper strips are split and 
expanded into loops to form rotor conductors, Mr. W. C. Kennett, 
of Eltham, writes to point out that although this method may be 
new to Americans, it is quite an old idea in this country, having 
been used many years ago by Messrs. Johnson & Phillips, Ltd., and 
no doubt by others. 

Scientific Research.—Mr. Arthur Henderson has been 
appointed a member of the Committee of the Privy Council for the 
purpose of the organisation and development of scientific and 
industrial research. 

Electro-deposition of Zinc.—A correspondent asks for 
information as to the best method of depositing a coating of pure 
zinc on metal sheets, the chemicals used for the electrolyte, and the 
voltage and current density required. 

Inquiry.—A correspondent asks for information regarding 
an electric bürner for removing old paint and varish from raliway 
rolling stock. 


C.M.A. Standard Specification.—4A slight alteration has 
been made in the specification of C.M.A. flexible cords. These are 
now-made to comply with the standards for vulcanised rubber 
flexibles laid down in the latest edition of the LE.E. Wiring Rules. 
revised March. 1916. The only alteration is that the insulation 
resistance is 1.250 megohms per mile. instead of 600. 


Fatalities—An inquiry was held, on the 9th inst., by 
Deputy Coroner Shepherd. at Hebburn-on-Tyne, into the circum- 
stances attending the death of George Dickson, who was killed by 
a shock from an electric lamp standard. Owing to pressure on our 
space, we are obliged to defer the report to our next issue. 

According to a Glasgow paper, Hugh M'Ginlay (28), Glasgow, 
was instantaneously killed in a Cardonald factory, on September 
ith. He accidentally put one of his feet on a rail charged with 
electricity. and was unable to release himself until the current was 
switched off. He then fell 30 ft., and alighted on the top of some 
machinery. He died from fracture of the skull. 


The Trade Union Congress.— The Congress held last week 
did not fail to present. as we anticipated, some remarkable 
features. Of these. one of the most striking was the adoption, 
by a majority of 7 to 2, of a resolution advocating the 
restriction or prevention of the importation of cheap manu- 
factured goods which have been produced at lower rates of 
wages, or under worse labour conditions, than those prevailing 
in this country. which has been generally regarded as & declara- 
tion of the abandonment of the traditional Trade Union policy 
of free imports, and certainly should strengthen the hands 
of the Government in devising measures to shut out enemy goods 
from British markets. Other clauses of this resolution urged the 
necessity of educational reform, improvement in working condi- 
tions and in housing accommodation, and the abolition of any 
monopoly of natural resources which provides income without 
service. 

An important item in the proceedings was a resolution demand- 
ing the restoration of the status quo ante bellum when peace is 
declared. in accordance with the firm promises of the Government. 
That this bond must be redéemed without reserve will be admitted 
by all parties, but we very much doubt whether the workers, on 
reflection, will desire it, for it cuts both ways, and more to the dis- 
advantage ofthe workersthan of any other party in the State. Restric- 
tion of output inevitably implies low wages —otherwise successful 
competition after the war will be impossible ; the workers have experi- 
enced the benefits of high wages, which have added to their comfort 
and raised the standard of living even ina period of exceptionally high 
prices— is it conceivable that they will wish to return to the former 
conditions? By maintaining a high output. they can retain their 
high wages, and we are confident that, when confronted with the 
alternatives. they will have no hesitation in making the choice. 
But a concurrent reorganisation of industry is essential, апд we 
trust that some means will be found whereby masters and men can 
come together and amicably resolve the numerous problems with 
which they are confronted. : 


Overhead Lines and the Board of Trade.— We are 
informed by the Board of Trade that a considerable number of 
applications have been made for the consent of the Department to 
the erection of temporary overhead lines for the transmission of 
electrical energy. Attention is drawn to the accompanying 
memorandum relating to the particulars required by the Depart- 
ment in connection with such applications :— 

" Every application for the consent of the Board of Trade to the 
placing of electric lines above ground should be accompanied by 
the following particulars : — 

“1. Where the undertakers are a company, or a local authority 
supplying outside their own area, evidence of consent of the local 
authority* for the district. 

** The local authorities are :— | | 

"(2) In England and Ireland :—Borough Councils, Urban Dis- 
trict Councils, Rural District Councils. 

“ (b) In Scotland :—Police Commissioners, Gas Commissioners. 
Town Councils, County Councils. 

"2. A statement showing commercial or other considerations 
why underground cables should not be used. 

"3. A brief description of the proposed system, whether by con- 
tinuous or by alternating current ; the working voltage ; the kind 
of wire. whether copper or aluminium ; whether solid or stranded ; 
the total sectional area : tensile strength and elongation ; average 
and maximum length of span ; minimum height of wires from the 
ground ; name or description of automatie protective device, if any. 

"4. A statement whether the supply is to form (1) an extension 
of an existing system of underground cables, or (2) of an existing 
traction system, or (3) an independent system. . 

“5. An ordnance map on a scale of 6 in. to the mile, showing 
the proposed route of the overhead lines and апу existing overhead 
lines. The sheets of these maps must be fastened together. 

"6. In the case of high and extra high pressure, plans of con- 
struction of poles, &c., on a scale of about 1 in. to the ft., or & 
reference to previously deposited plans where these are identical 
with the proposed work. 

“ NOTES.—Codes of Regulations have been made (1) for overhead 
lines for low-pressure and medium-pressure continuous-current 
supply, and for low-pressure alternating current supply, ап 
(2) for pressure exceeding low or medium pressure continuous- 
current and low-pressure alternating current. Regulations will be 
made for each case separately, following these codes unless special 
alterations are sanctioned. 

“ Attention is called to the necessity for obtaining the approval- 
by the Postmaster-General of plans and works under Sec. 14 of the 
Schedule to the Electric Lighting (Clauses) Act. 1899.” 


The A.S.E. Secretaryship.—As a result of the ballot of 
members of the Amalgamated Society of Engineers. Mr. Robert 
Young has been appointed ғесг‹іа ‘у. He polled 4.196 votes more 
than Mr. Tom Mann. Mr. W. G;ennie is t» be assistant general 
secretary. 


\ 
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Appointments Vacant.—Assistant master in electrical 
engineering for the Regent Street, Polytechnic ; working inspector, 
for temporary electrical installations in the Northern Command; 
assistant electrical engineer (35s.) for the Ascot Electricity 
Works; shift engineer (45s.), fitter driver (40s.) and sub-station 
attendants (30s. to 35s.) for the Rhondda Tramway Electricity 


Works. See our advertisement pages to-day. 


Hard Paste Porcelain.—At the British Association 
meetings held at Newcastle-upon-Tyne last week, an extremely 
interesting exhibit was shown in the chemistry laboratory com- 
prising a display, in white hard paste porcelain, of various pieces 


used in the electrical trade. 


These articles were manufactured by Messrs. Taylor, Tunnicliff 
and Co., of Eastwood, Hanley, in conjunction with Mr. C. Н. 
Thompson. F.C.S., of Amblecote. who have been generally congra- 
tulated upon successfully carrying out an important achievement 
ina department that has always been considered à Continental 


monopoly. The actual samples exhibited will shortly be 


available 


for inspection by those interested, at Messrs. Taylor, Tunniclitf's 
London office at 23, Holborn Viaduct, and the company's London 
director. Mr. M. J. Dark, will be pleased to give every facility for 
such inspection. This exhibition is the more interesting in view of 
the fact that, as mentioned on p. 291 of this issue, the Government 
have allotted a considerable sum of money to the governing body 
of the Pottery and Mining Schools, Stoke-on-Trent, for the establish- 


ment of research work in this particular direction. 
Engineering Trade Policy.— We are informed 


that in 


view of the national prominence of the engineering industry. the 
Lord Mayor is convening a public meeting at the Mansion House, 
at 3 p.m. on Wednesday next, September 20th, to discuss future 
trade policy, with special reference to the economic utilisation of 
theengineering works of the nation, which have been so largely 
expanded in capacity and equipment during the past two years. 
The organisation of the meeting is being undertaken by the 


British Electrical and Allied Manufacturers! Association, 


with the 


support of the British Engineers’ Association, the British Empire 
Producers’ Organisatlon, and the Engineering and Electrical Sec- 
tions of the London Chamber of Commerce. Applications for tickets 


of admission should be sent to Mr. T. C. Elder. Organising 


Secretary 


for the Meeting. B.E.A.M.A. Offices. 36. Kingsway, London. W.C.. or 


to the Secretaries of any of the above organisations. 
Volunteer Notes.—FiRsT LoNboN ENGINEER 


TEERS.—Headquarters, Chester House, Eccleston Place, S.W.— 


VOLUN- 


Orders for the week by Lieut.-Col. C. B. Clay, V.D.. Com- 


manding. 


Morday, September 18th.—Technical for Platoon No. 9. at 


Regency Street. Squad and Platoon Drill. Platoon No. 
naling Class. Recruits’ Drill, 6.25—8.25. 
Tuesday, September 19th.—Range Practice. 


10. Sig- 


Wednesday, September 20th.—-Lecture, 7.15. Lecture. W. Eyles. 


Es. (late R.E.), 7.15, " Demolitions.” Platoon Drill, 
No.1. Range Practice. | 

Thursday, September 21st.—Instruction Class, 5.45. 
Drill, Platoon No. 5. Range Practice. 


Friday, September 22nd.—Technical for Platoon No. 10. 


Street. Squad and Platoon Drill No. 9. Signalling Class. 
Drill, 6.25—8.25. 

Saturday, September 23rd.—Instruction Class, 2.30. 
Commander Fleming. 


Platoon 
Platoon 


Regency 
Recruits’ 


Company 


Sunday, September 21th .—Entrenching.— Parade Victoria Station 


(S.E. & C. Railway). Booking-office, 8.15 a.m. 


MACLEOD YEARSLEY, Adjutant. 


3RD Ватт. (OLD Boys’) County OF LONDON VOLUNTEER REGI- 
MENT.— Battalion Orders by Major R. J.C. Eastwood (Commandant), 


Thursday, September 14th, 1916 :— 


Week-end Parade.—Saturday.— Parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 8.40 a.m., for Entrenching duties. 
Those who cannot take the early train will parade at 1.20 p.m. 


Suxday.—Parade at Liverpool Street Station, 9.30 
Entrenching duties. 


a.m., for 


Route March.—It is intended to hold a Route March on 
Saturday, 23rd inst. Q. Н. Е. DUNCAN. Acting Adjutant. 


OUR PERSONAL COLUMN. 


The Editors invite electrical. engineers, whether connected with the 
_technical or the commercial side of the profession and industry, 
, also electric tramway and railway afficials,to keep readers of the 


EvectRIcaL REVIEW posted аз to fheir movements, 


. Central Station Officials.—The staff of the Heywood Cor- 
poration electricity works. have presented Mr. К. B. LEACH, 
chief engineer and manager, with a smoking outfit and testi- 
monial on the occasion of his leaving to take up his duties 


as borough. electrical engineer at Loughborough. 


The South Shields T.C. has increased the salary of the 


borough electrical engineer (Mr. Н. S. ELLIs) from £450 to 


per annum. Mr. Ellis applied for an advance of £100. 


. General.—Upon the occasion of his marriage, Mr. HAROLD. 


RIGHT was last week presented by the office staff of the 
British Insulated & Helsby Cables, Ltd., with a set of cutlery 


and spoons. 


Lieutenant GEoRaE EpwarD Preece, Royal Engineers, who . 


was married at Bradford, on Friday, to Miss Dorothy М: 
a radford, o y Mitchell. 


Beresford Mitchell, daughter of Mr. and Mrs. J. G. 


of Nab Wood, is by profession an electrical and mining engi- 
neer. He came home on short leave from the Front. 

At Stoke-on-Trent Parish Church, on September 5th, the 
marriage took place of Mr. Frank Hatcu, assistant general 
manager of the Potteries Electric Traction Co., and Miss Clara 
Booth, of Stoke. | 

Мг. E. J. NALLY, vice-president and general manager of the 
Marconi Wireless Telegraph Co. of America, sailed for Eng- 
land on September 1st on business. 

Мг. Н. W. LEONARD, who for the past six years has held 
an important position in the G.E.C. publicity department, 
has recently joined up for service with the London Electrical 
Engineers. 


Roll of Honour.—Rifleman Josepa CORFIELD, of the Rifle 
Brigade, whose death in action is reported, had twice pre- 
viously been wounded. He was formerly employed in the 
electrical department of Messrs. A. Knowles & Sons, colliery 
proprietors, Pendleton, and was 19 years of age. 

Private W. CLEMs, of the South. Lanes. Regiment, who is 
in hospital at Birmingham, suffering from wounds and shell 
shock, was employed before the war in the electricity depart- 
ment at the works of Messrs. Joseph Crosfield & Sons, Ltd., 
soap manufacturers, Warrington. 

Lance-Corporal LEONARD P. Beeca, of the King’s (Liver- 
pool) Regiment, formerly on the office staff of the British 
Insulated & Helsby Cables, Ltd., has been wounded, as has 
also Private ARTHUR HULME, of the Cheshire Regiment, em- 
ployed by the same company. 

Sapper C. E. WHITTLE, Royal Engineers, is in hospital in 
Aberdeen suffering from wounds. Prior to enlisting he 
worked in the Bolton Corporation electrical fittings depart- 
ment. | ` 

Trooper B. Brownina, Royal East Kent Mounted Rifles, 
who was on the Faversham Corporation electricity staff, is in 
hospital at Addington Park, Croydon. 

Sergeant VICTOR JOHNSON, Queen’s Royal West Surrey 
Regiment, who enlisted whilst a wireman with the Godalming 
Electricity Co., has gained the Military Medal for gallant con- 
duct in rescuing an officer from between the British and 
German lines. 

Private CHARLES LITTLE, King’s (Liverpool) Regiment, whe 
belongs to Douglas (I.0.M.), and left a position as electrical 
engineer in America to join the Forces, is reported fram 
France to be missing. 

Lance-Corporal E. G. Price, Sutton, who has fallen in 
action in France, was, on his enlistment, engaged with the 
South Metropolitan Electric Tramways & Lighting Co. 

The Military Médal has been granted to Corporal J. W. 
RicHaRDsoN, West Yorkshire Regiment, for gallant service 
in the field. He was engaged in the offices of the York 
municipal electricity undertaking. . | 

Private THoMas Bennett, Loyal North Lancashire Regi- 
ment, reported from France to be missing since July 28rd 
last, enlisted whilst with Messrs. Dick, Kerr & Co., Ltd., of 
Preston. 

Private M. Corriaan, of the Manchester Regiment, for- 
merly employed at the British Westinghouse Works, Trafford 
Park, із missing. 

Private S. Roy Homes, West Yorkshire Regiment, an ap- 
prentice with Mr. Reginald Falshaw, electrical engineer, of 
Harrogate, who enlisted at the outbreak of war, has died of 
wounds received in action. He was 22 years of age. 

We regret to note that THomas Francis PHiLLIPS, Mortar 
Battery, younger son of Mr. and Mrs. C. J. Phillips, of Ash- 
croft, Orpington, was killed in action on September 2nd. We 
tender to Mr. C. J. Phillips, who was the provincial super- 
intendent of the Southern Provinces of the late National 
Telephone Co., our deep sympathy in his bereavement. 

Private Erxest Јов FanNswonTH, Suffolk Regiment, who 
has died of wounds received in action in France, enlisted 
whilst with Messrs. Siemens, Stafford. e | 

Private Ernest WiLLIAMS, North Staffs. Regiment, who 
enlisted at the outbreak of war whilst with Messrs. Siemens, 
Stafford, and who has been missing since October 13th, 1915, 
is now presumed to have fallen in action on that date. 

Acting Quartermaster-Sergeant Gro. KENDaLL, Royal Field 
Artillery, wounded in action in France, was formerly mana- 
ger of the Reading Corporation tramways parcels office. · 

Private R. C. WHEWELL, of the Royal Scots, has been 
awarded the D.C.M. for gallant conduct in France.. He was 
employed at the L. & Y. Railway Co.’s electrical power station. 

Acting-Corporal W. Sanpers, Rifle Brigade, officially re- 
ported killed, was employed by the Lancashire Dynamo and 
Motor Co. .’ J | Hu кн p 

Private FRED Looxey, King's (Liverpool) Regiment, killed 
in action, was employed’ at the British Westinghouse Co.'s 
works. А К k 

Lance-Corporal FRANK CnEssaLL, Royal Warwiskshire Regi- 
ment, was killed in action on the 4th inst., aged 24.. Mr. 
Cressal was in the employment of Messrs. Mavor & Coulson, 
Ltd., at the time of the outbreak of war. and it was arranged 
about that time that he should join. the. Cressall Manufac- 
turing Co.. of Birmingham, as junior partner, but instead of 
so doing he joined the Colours soon after leaving Messrs. 
Mavor & Coulson, Ltd. Prior to being with that firm he had 
been with the Electrical Apparatus Oo., Did. Tondon ше 
Electric & Ordnance: Accessories. Co., Ltd., Aston, an the 
General Electric Co., Ltd., Witton, where: he commenced his 
training. | NEST "mos 
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Captain JAMES Henpry, of the Royal Scots, an electrical 
engineer who served at Glasgow and Pittsburg, and was later 
& consulting engineer at Rochdale, has died of wounds re- 
ceived in action. | 

Bombardier С. A. Battey, Royal Field Artillery, formerly 
an electrician on the engineer's staff at the Liverpool Post 
Office, has been killed, aged 95 years. 

Private Ceci Dopp, of the Manchester Regiment, killed in 
action, was a former employé of the British Westinghouse 
Co., Trafford Park; and Private Harry Crosser, of the 
Manchester Regiment, another employé of the same firm, 
has been wounded while fetching stretcher-bearers to assist 
а wounded comrade. 

We regret to learn that the younger son of Mr. James 
“McMillan (James McMillan & Co., forinerly the Ericsson Bell 
Telephone Co.) was killed in action in France on September 
9nd. He joined the Londcn Rifle Brigade, but was trans- 
— “ferred to the London Regiment. He was 19 vears of age, and 
' had only been in France three weeks. He was educated at 
' ' Highfield School and Hanover. 

_ Mr. В. M. Віѕнор, formerly associated with the accounts 
department staff of Siemens Bros. Dynamo Works, Ltd., at 
‘Upper Thames Street, E.C.. has been promoted while on 
active service to the rank of sergeant. He was also awarded 
‘the Military Service Medal for conspicuous bravery аё 
Pozieres. 

Private J. W. Cotton, of the King's (Liverpool) Regiment, 
“whose death from wounds is announced,, was employed by 
Messrs. Ferranti, Ltd. 

Private WALTER OFFIELLD, of the Scottish Borderers, pre- 
viously reported missing, and now ofticially reported killed, 
“was employed prior to his enlistment at the British Westing- 
house Works, Trafford Park. He was 19. Another emplové 
of the British Westingohuse, Lance-Corporal E. W. IckF. 
‘aged 22, is now reported killed, after having been posted as 
missing. Private J. WYLLIE, aged 26, another former em- 
ployé of the firm, has been killed while acting as stretcher- 
bearer. He had served at:Gallipoli and in France. 

Private Ernest Lanp, of the Cheshire Regiment, now re- 
‘ported killed after having been previously reported missing, 
was 27 years of age, and was formerly emploved at the 
British Westinghouse Works, Trafford Park. Sapper Р. 
Harris, of the Royal Engineers, also formerly of the West- 
inghouse Works, has been killed, aged 22 vears. 

Private L.: STEELE, of Crewe, formerly employed in the elec- 
“tric shop at Crewe Railway Works, has been wounded.  * 

Private DouGLas Gisson, of the Royal Welsh Fusiliers, who 
.has been wounded, and is now in hospital in France, was 
employed prior to the war in the electricity dapartment at 
Blackpool Tower. i 


Obituary.—Sir JAMES. SIVEWRIGHT, C.M.G.—We regret to 
learn that Sir James Sivewright passed away on September 
10th, at the age of 68 years. He was born at Fochabers, Scot- 
land, and was educated in that country, taking a degree of 
M.A. at the Aberdeen University. Originally it was intended 
that he should enter the Government Telegraph Service in 
India. and, having passed the exainination for this purpose, 
he underwent practical training for the Indian service under 
‘the ‘late Sir W. Н. Preece, at the Hartley Institution,. South- 
ampton. At that time Sir W. Н. Preece (then Mr. Preece) 
was telegraph divisional enginecr of the southern district of 
England, with headquarters at Southampton. At the organi- 
‘gation which followed on the transfer of the telegraph sys- 
tems of the United Kingdom to the State (under Post Office 
'eontrol), Mr. Sivewright was offered by Mr. Preece the 
position of engineer-superintendent of that portion of the 
southern division which had its chief office at Southampton 
(other superintendents being located at Exeter and Bristol). 
This position of superintendent was accepted, and was held 
‘by Mr. Sivewright for a number of years, until, at the re- 
quest of the South African Government, an expert was asked 
for for the purpose of reporting upon the position of the 
‘whole telegraph system in South Africa; on the recommenda- 
‘tion of Mr. Preece, Mr. Sivewright was nominated for this 
‚work. As a result of the visit to South Africa, Mr. Sive- 
wright became chicf of telegraphs in that country, and under 
"his administration great improvements were made in the ser- 
vice; for his services in this connection Mr. Sivewright 
‘was given the honour of C.M.G. Being brought into close 
contact with the various South African governmental and 
industrial authorities, Mr. Sivewright's abilities resulted in 
his being offered a seat m the Government Cabinet, whilst 
his commercial abilities enabled him to make a considerable 
fortune. During the Boer War he offered his large estate 
for the purposes of a home for the British wounded. On the 
conclufon of the war he returned to England, and settled 
down in his native Scotland. on an estate which he had 
acquired. Sir James will perhaps be best known as the joint 
author with Sir W. H. Preece of the well-known book on 
‘*Telegraphy,’’ published by Longmans, a book which has 
acquired a name as a standard work, and which has gone 
through very numerous editions. Не was secretary of the 
Society of Telegraph Engineers (now the Institution of Elec- 
trical Engineers) for just over a year (1876-77). Sir James, 
who had heen ill for some time, passed away at a nursing 
home in Shropshire 

MR. Ѕлмоғг, CuanLES Sparks.—Mr. S. C. Sparks, who has 
‘died at Leeds, was formerly- the telegraph superintendent in 
the city. He was 73 years of age. | 


J 


CITY NOTES. 


An extraordinary general meeting of 

The Metropolitan the Metropolitan Electric Supply Со, 

Electric Supply Ltd., will be held on Thursday, Septem- 

Co., Ltd. ber 28th, at 2.80 p.m., at Salisbury 

House, to consider the report of the 

committee appointed at the ordinary general meeting held on 

March 22nd, and, if approved, to pass the following resolu- 
tions :— 

1. That the report dated August 16th, 1916, of the com- 
mittee appointed by the general meeting held on March 22nd 
last, and issued to the shareholders with the notice convenin 
this meeting be, and the same is, hereby approved an 
adopted, and that the arrangements thereby recommended be 
carried into effect. | 

2. That Mr. Andrew Wilson Tait, Mr. George Balfour, and 
Mr. George Verity who are recommended by the committee 
and by the board for election be, and they are, hereby elected 
directors of the company. 


3. That the committee be directed to place at the disposal 
of the board the reports of the experts employed by them, 
together with all such information as the board may consider 
to be of service to the company. 


At the conclusion of the business of the extraordinary 
meeting the consideration of the business left unfinished at 
the ordinary general meeting held on March 99nd will be 
resumed, and Mr. Geoffrey. Blackwell and the Rt. Hon. Е. 
Leverton Harris, M.P., two of the directors retiring by rota- 
tion, will be proposed for re-election, Mr. G. A. Moncrieff, 
the third director retiring by’ rotation, having, resigned his 
seat at the board. 

The following 18 the report of the shareholders’ committee 
referred to above :— 

We have proceeded upon the reference made at the general 
meeting of the company held on March 92nd, and have 
examined into the affairs of the company and the past and 
future conduct of the business. 

We have held upwards of 30 meetings and have interviewed 
all the present directors, except Mr. Moncrieff, also the three 
directors who have retired, and Mr. Highfield and the com- 


.peny's other chief officials. 


We have also bad placed before us numerous reports and 


‘minutes, and in particular the reports recently prepared at 


the instance of the board by Sir John Snell, the well-known 
censulting electrical engineer, and by Messrs. Jagkson, Pixley 
and Co., chartered accountants. 

We instructed Mr. Charles P. Sparks, president of the 
Institution of Electrical Engineers, and Mr. David H. Allen, of 
Messrs. Harris, Allen & Co., chartered accountants, to assist 
us, and they have acted as our assessors and have made their 
written reports to us. We are much indebted to them and 
also to Mr. Furnival Jones, who has acted as our secretary. 
for the valuable assistance they have rendered us throughout 


this inquiry. 


Having concluded our inquiry, and having carefully con- 
sidered the evidence, it seemed to us desirable that 1f pos- 
sible some arrangement with the present board should be 
ссте to, so as to avoid the necessity of publishing a report 
dealing with various matters intimately connected with the 
company's business and affairs, which if made public might 
seriously interfere with the trading and future prosperity of 
the company. 

With this end in view we approached the directors, and 
are pleased to report that an arrangement has Беер: arrived 
at, which we believe will be satisfactory to all sections of 
shareholders and ensure harmony on the board. Е 

Mr. Harrison Cripps has placed his resignation of the chair- 
manship in the hands of the board. Mr. Andrew Wilson Tait, 
a member of the firm of Messrs. George A. Touche & Co., 
and Mr. George Ba!four, of Messrs. Balfour, Beatty & Co., 


Ltd., and Mr. George Verity, chairman of Veritys , Ltd., 


whom we have suggested as suitable persons (the first-named 
as chairman) will he added to the board, the number of 
which is for the present, at all events, to be limited to seven. 
The board as reconstituted will be as follows:— Mr. Andrew 
Wilson Tait (chairman), Mr. George Balfour, Mr. Geoffrey 
Blackwell. Mr. W. Harrison Cripps, Rt. Hon. Е. Leverton 
Harris, M.P.. Mr. J. Carr Saunders, and Mr. George Verity. 

In view of this arrangement we feel that no useful purpose 
can be served bv referring to the matters of controversy 
raised at the last meeting of the shareholders. . At the same 
time, we fecl it right to express regret that personal imputa- 
tions should have been made on that occasion which in our 
opinion were not justified. | 

We also wish to record опг opinion, that the services of 
Mr. Highfield, as engineer, have been most valuable to the 
company and should be retained. 

We would further add that in our opinion the board should 
direct their special attention to the energetic development 0 
business in the western area. 

Under all the circumstances we confidently recommend the 
shareholders to accept the arrangement indicated above. an 
if desired we shall be prenared to place before the new boar 
such information a3 we have acquired, including the reports 
which -have been put before us. and to give to the company 
anv other assistance In our power. 

The report is signed by the members of the shareholders . 


nm RERO ras 
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committee, namely, Messrs. Roger Gregory (chairman), R. 
Melvill Beachcroft, and W. 5. Poole. 
| The report of the directors for the year 
Victoria Falls ended December 318, 1915, states that 
and Transvaal the issued share capital amounted to 
Power Co., Ltd. £3,000,000 and the debenture capital to 
£4,465,620, a further £78,300 of the 5} 
per cent. second mortgage debentures having been purchased 
during the year 1915. The year's business has resulted in 
a protit of £729,662, which, with the £106,447 at the credit of 
profit and loss account as at December 3lst, 1914, remaining 
after payment of the dividends on January 6th and June 2156, 
1915, and an adjustment of income-tax, makes a gross total 
ol £845,649. After providing for interest on debentures for 
the year, 1915, amounting to £232,557, and for depreciation, 
income-tax, excess profits duty, &c., amounting to £274,025, 
the balance remaining is £339,068. A dividend was declared 
last December of 6 per cent. per annum, less income-tax, 
for the ten months ended February 28th, 1915, on the prefer- 
ence shares, and & further dividend on the preference shares 
also of 6 per cent., less income-tax, for the ten months ended 
December 31st, 1915, was declared in May, 1916. "These divi- 
dends were paid in January and June, 1916, respectively, 
‘and absorbed £177,499, leaving £161,568 to be carried forward 
to the current year's accounts. Since the last report, the 
second large turbo-generator at the Brakpan power station 
has been brought into commission, and the whole of the 
lant for all the power stations of the combined undertakings 
18 now installed. Sir Henry Birchenough, K.C.M.G., and Sir 
Charles Metcalfe, Bart., retire, and, being eligible, submit 
themselves for re-election. Since the last meeting Mr. Lue- 
beck has resigned his seat on the board. General meeting: 
September 22nd. | 
The report for the year ended April 


Manaos ` 30th states that the adverse influences 


. Tramways and which caused a decrease in the earnings ` 


Light Co. during the preceding year, have still 

“been operative, although to a somewhat 
lesser extent, and indications of better trading conditions in 
the Amazon valley are not lacking. Brazilian exchange de- 
clined slightly in the course of the year, but is showing signs 
of greater steadiness during the last few months. This depre- 
ciation of currency has resulted in a loss of £13,093 on remit- 
tances from Manaos during the year. The gross earnings 
were £110,594, as compared with £110,420, and operating 
expenses £76,172, against £82,940; as a result the net operat- 
ing revenue carried to profit and loss account increased from 
£96,180 to £34,352. ter providing for debenture interest, 
' sir.king fund, interest on loan, London office expenses, sundry 
charges and the loss in exchange already referred to, £1,661 
is carried to the balance sheet. The indebtedness of the State 
Government has been slightly reduced, and every possible 
effort is being made with & view to avoiding a further accu- 
mulation of unpaid bills for public lighting. Meeting: 15th 
inst.—Financial Times. 


Canadian General Electric Co.—The directors have de- 
clared з quarterly dividend of 12 per cent. for the three 
months to September 30th, being at the rate of 7 per cent. 
per annum on the common stock:. 


Manila Electric Railroad & Lighting Corporation.—The 
directors have declared a dividend of 1% per cent. for the 
quarter to September 30th on the common capital stock. 
Globe Telegraph &.Trust Co., Ltd.—The directors have 
declared a quarterly interim dividend of 3s. per share on the 
preferred shares, less income-tax, and 2s. per share on the 
ordinary shares, income-tax having already been deducted. 


Г ын р у т nD 


STOCKS AND SHARES. 


TUESDAY EVENING. 


Console rose to 604, producing a still more cheerful effect 
upon investment markets as а whole. Тһе full extent of 
the rise was not held, but the price of the Funds kept 
steadily over 60. Except for Home Railway stocks, the 
demand is noticeably urgent for good securities of all kinds. 
Why Home Railway stocks should be dull it is difficult to 
say, except from the aspect of the labour world. There is no 
doubt but that apprehensions of industrial trouble after the 
war are checking purchases in this market. Meanwhile, in 
spite of hints of similar difficulties in other trades, shares in 
domestic industrial companies are increasing in value every 
day. The iron, cosl, and steel group stands out with promi- 
nent strength. | . 

The Mexican situation is declared to be better, in conse- 
quence of the reported withdrawal of 40,000 United States 
норе from the Mexican frontier and the further advances 
of General Carranza to President Wilson in the interests of 
peace. Nevertheless, definite news is so difficult to obtain 
that prices of Mexican issues have scarcely moved. Dealers 
in the various markets report that holders will not sell, but 
at the same time, there are only a few buyers. Therefore 
prices keep firm, and Mexico Tramway bonds of both. classes 
have risen a point. The British Columbia group is excep: 


tionally good, the preferred and deferred drawing together 
at 544, the rises being 14 and 3j respectively. The preference 
is up at 72; and although the debentures have not changed 
quotably, they are extremely ditlicult to get hold of. 

Anglo-Argentine Tramways remain a weak spot. Besides 
the recent commentaries on the perplexities that are troubling 
the Argentine Republic as a whole, the Railway and Tram- 
ways Companies are known to be handicapped by the high 
price of coal and by the difficulty of obtaining supplies. ‘Lhe 
Anglo-Argentine Tramways deferred the last dividend on its 
second preference shares, and there ijs just the fear lest the 
first preference may also have to go without their dividend 
in respect of the current six months. 

The troubles of the Argentine Republic are only temporary, 
of course; and the purchases of various Argentine stocks 
which the Americans were making some few months ago 
point to the faith that United States investors have in the 
country. Evidently there is a difücult furrow to be got 
through before prosperity re-emerges, and some talk as if 
only the end of the war, bringing with it a release of shipping 
facilities, is likely to mend matters permanently in the 
country. 

Brazilian Tractions are week at 002. Digestion of the report 
has not brought in buyers; and during the past week or so 
the milreis has shown signs of going back. Heaviness spreads 
over most stocks and shares connected with Brazil, the Rail- 
way shares going back with the rest. At their present price, 
Brazil Tractions show a fall of 3 on the week. 

Canadian General Electrics dipped to 190, but recovered to 
123. Pennsylvania Waters are a good spot at 82, this being a 
rise of 2 points this week. Consolidated Electric Power of 
Baltimore was quoted ex dividend yesterday (Monday), the 
common and preferred being now 115 and 118 respectively. 
The company's 5 per cent. debenture stock has not yet 
appeared in any of the Treasury lists as being required һу. 
the Government for deposit under Scheme '' B." ‘The mild 
gamble in Cordoba Light, Power & Traction ordinary has 
given way to quietude, and the price of the shares is about 
4s. 9d., the 5 per cent. debenture being quoted 75-50, but not 
having changed hands since February last. 

The list of domestic electricity shares 1s very firm. City 
preference are à up at 10%. St. James's rose to 62. Charing 
Cross ordinary and preference have both arrived at 3 9/16, 
showing & loss of 1/16 in the former case and a gain of 
the same amount in the latter. There is a fair demand for 
electricity supply shares, and, as we have pointed out before, 
the buyers are disregarding the war period. South Metro- 
politan ordinary are steady at 19s. A little business in Urban 
Electrics resulted in the preference easing off to 23. The 
ordinary changed hands a day or two ago at 4s., and the last 
price marked in the debenture stock is 73. 

The report of the Shareholders’ Committee of the Metro- 
politan Electric Supply Co. has now been published to the 
shareholders. In brief, the report suggests a slight re-arrange- 
ment of the board, and sets out the names of seven gentle- 
men recommended as suitable. The committee breathe con- 
ciliation and peace. They deprecate publication of any report 
dealing with matters intimately connected with the com- 
pany's business and affairs which, if made public, might 
seriously interfere with its future prosperity; and they believe 
that the arrangement with the directors will be satisfactory 
to all sections of shareholders, and will ensure harmony on 
the board, An extraordinary general meeting is therefore 
convened to take place on Thursday fortnight, September 
28th, and there seems to be no reason why this should not 
be an entirely amicable gathering. The great majority of 
shareholders will certainly be only too glad to feel that the 
company is once more proceeding harmoniously with its 
work, and that personal considerations no longer embarrass 
the proper business of the concern. : | | 

London United Tramways debenture stock has improved 


to 48. Potteries preference advanced to lls., and the ordi- 


пагу are better at бв. 6d. Victoria Falls & Power preference 
jumped sharply to 19s. 9d. on the publication of the annual 
report, and the ordinary have hardened to 9s. 3d., the latter 
being now well within sight of a dividend. In the course of 
another year, it may be reasonably hoped that the ordinary 
will receive & modest distribution. 

Telegraph stocks are steady on the whole, though the 
Eastern group is a little easier, Eastern ordinary receding 2 
points and ‘‘ China ” shares falling 4. Marconis remain quiet. 
The recent flutter of excitement in Americans has subsided, 
though the price keeps firm at 19s. 6d.; while Canadians. 
which participated but little in the rise in Americans, hold 
to half-a-guinea. | | 

The principal fall in Home Railway stocks 18 one of 34 
points in Central London non-assented ordinary, this dropping 
to 444 on a little stock coming to market. The assented 18 
also a point down at 73. Metropolitans weakened to 25, and 
Underground Electrics are also a trifle easier, the dullness 
being due to the prevailing sentiment in the market as & 
whole. | | 

Amongst industrials, Babcock & Wilcox, after their recent 
strength, have gone back a trifle to 3 1/16, and Castner- 
Kellners fell 4 to 34. British Aluminium at 96s. 3d. are the 
pence higher. though they have been better during the past 
few dass. Dick, Kerrs dropped to 16s. 9d. Callenders are 
again 5s. up at 123, and the rest of the list keeps very 
steady. The rubber market, too, 18 firm. Raw Rubber fluc- 
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tuates narrowly around 2s. 3d. per lb., the changes having 
little effect upon the share market. For the moment, Borneo 
rubber shares are popular; but the general tone of the market 


is robust, and buying orders come in steadily from all parts: 


of the provinces. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ErnxorRIOITY COMPANIES. 


Dividend Price 
— Sept. 19, Rise or fall Yield 
1914. 1916, 1916. this week. p.c. 


rompton Ordinary .. .. 10 10 |: 63 — £118 9 
bere Cross - 5 6: 85 — ph 714 
do. do. do. 44Pref.. 4 4 8 +. 6 6 4 
ПИТИ НИЕ 
City of London... E vs x - 
чо do. 6 per cent. Pret. 6 6 id 4 4 615 8 
County of London és 25 7 1 11 — 6 78 
Kensington Ordinary .. xs 9 7 Ба — 6 78 
London Electric .. x 2s 4 8 li — 610 6 
do. do. 6 per cent. Pref. 6 6 4ёха — 618 4 
Metropolitan es M А a 8 2 ~~ 6 91 
do. 4% per cent. Pref. 44 8 — 740 
Bt. James’ and Pall Mall .. 10 8 € + $ 6 5 6 
South London Р we is 5 6 2 — 8 18 10 
South Metropolitan Pref,  ... 7 1 1 — 6 7 B 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. oe ee 6 6 108 === $ b 16 8 
do. Def. . = ee 80/- 88/6 28} et 3 8 9 
Chile Telephone .. 8 B 7. — 614 6 
Cuba Sub. Ord... b 5 8 — 6 8 6 
Eastern Extension 7 8 14 — $ б 8 6 
Eastern Tel. Ord. е 1 8 147 —9 *% 8 10 
Globe Tel. and T. Ord. .. 6 7 121 — * 8 8 
do. Pref. 6 6 105 == 610 4 
Indo-European... ae 18 13 49 = 612 8 
Marconi ee ee oes 10 19 82, =: 8 2 9 
New York Tel. 44 И 44 4 100 — 410 0 
Oriental Telephone Ord. 10 10 2 — 4 811 
United R. Plate Tel... d» 8 8 6 — *5 16 6 
West India and Pan. ee "EN 1 — 1s — = 
Western Telegraph “se ds 7 8 15 — % 6 8 
Home Raia, 
Central London, Ord. Aasented 4 4 18 —1 597 
Metropolitan ee oe ь ө ` 1 26 == 1i 4 0 0 
до. District . us. al п x п gi^ — Nil 
d Electric Or : — i 
imis om do. "A „Пату Nil Nil . 6/8 — Nil 
do. do, Income 6 6 89xd — à *6 14 10 
FonREIGN Trams, &c. 
Adelaide Sup. 6 per cent. Pref. e 8 6 — воо 
Anglo-Arg. Trams, First Pref. Н, 4n Bt — д 79 2 
do. Фа Pref. ee + 6 8 -— A— 
do. . b Deb. во ° 5 b 15 -— 6 18 4 
Bra£il Tractions.. с: - 4 4 60 = $ 61i 8 
Bombay Electrio Pref. .. . 6 6 и = 614 8 
British Columbia Elec. Rly. Pfce. 6 5 12 +1 619 0 
do. do, Preferred — Nil 513 +14 Nil 
do. do. Deferred — Nil 64$ 4 8$ Nil 
Mexico Trams 5 per cent. Bon — 
do. 6 per cent. Bonds A W 1o +1 n" 
can ht Common vis -— 
M a Pref. .. as Nil Ni ti — Nil 
MaxvFACTURING COMPANIES. 
Babcock & Wilcox és - 14 15 34h -— + 418 0 
British Insulated Ord. .. .. 16 "i 124 4 700 
British Westinghouse Pref. .. 7% 1 ae + 6 1 32 
Calenders.. .. .. .. 15 D 1 ti воо 
до. . 5 Pref. ee ee 6 6 в — 5 17 8 
Castner-Kellner .. ze . 9 — 8 — i 5 6 8 
Edison & Swan, £9 paid 6 Ni — 19,6 — Nil 
do. до. fullypaid ., Nil — 14 = Nil 
do. до. 5 percent. Deb. б 5 — воо 
Electric Construction .. M 6 1% 17, — 811 6 
Gen. Elec. Pref. .. s oe 6 6 10 = 600 
do. Ord. .. . 10 10 14 +} 7 210 
Sy ee ee oe ee rv r^ ia met H М 1 
do. 4à Pref. ee ee ee x =з 
India-Rubber  .. T .. 10 10 19} — *8 8 4 
ы Qon. С ее 20 20 B0 — 6 4 0 


* Dividends paid free of income-tax. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Month | Receipts for 
Locality. th 


BEESRSSS 


Oaleutta  .. 
rlie, W.A. .. Jone 


Montevideo .. | August 
Dublin-Lacan Rly, 


85 
8 
РЯ 
85 
48 
9 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, September 13th. 


Latest Fortnight's 
CHEMICALS, &c. Price, Inc. or Dec, 
a Acid, Oxalio .. ee ee . per Ib. 1/8 ee 
a Ammoniac Sal i je .. рег ton #15 a 
a Ammonia, Muriate (large crystal) T £54 - 
a Bisulphide of Carbon  .. de ii £93 ee 
a Borax.. ee ee ee oe [T] 284 ee 
a Copper Sulphate .. as $5 i £51 
a Potash, Ch orate ee ee ee per lb. 2/6 : ee 
a , Perchlorate T: n 8 .  8/- a 
aShelae —.. .. .. per owt. 198j. » 
a Sulphate of Magnesia... .. per ton £18 — T 
a Sulphur, Sublimed Flowers... ši £16 £1 ino, 
a M Lump .. ЧИ Lx m £18 10 £1 inc. 
a Soda, Chlorate .. es .. per lb. 1/1 is 
а » стун P és .. per ton 120/- os 
a Sodium Bichromate, casks .. perlb. - - E 
METALS, &c. 
c Brass (rolled metal 2" to 12" basis) per lb. . 1/92 to 1/8 ae 
c » Tubes (solid drawn) T ‚з 1/8; to 1/34 
c » Wire, basis .. zu i Е 1/3 to 1/83 x 
c Copper Tubes (solid drawn) .. " 1/6} го 1/64 
E » Bars (best selected) .. per ton £150 
g Т) Sheet oe ee ee » £150 
g э” Коа oe ee oe ee Т] £100 ae 
а n (Electrolytic) Bars RE $5 2183 £8 inc. 
d ?? » и Sheeta ee 99 £150 23 iao. 
ч м s HOO Wire $i od ad. in 
oF 21 . . re per . LJ ne, 
f Ebonite Rod oe еә ee oe ' T] 3/- n 
f LT] Sheet ee ee ee 9 2/6 ce 
n German Silver Wire is ii „ . 2/8 Р 
А Gutta-percha, fine... s ss " 0/10 s 
А India-rubber, Para fine .. E i 8/34 ` 4d. inc 
i Iron Pig (Cleveland warrants) .. per ton Nom. os 
99 Wire, galv. No. 8, Р.О. qual. $9 £86 е 
g Lead, English Pig ee es ев » £31 15 15/- дес 
g Mercury ke và .. per bot. |£17 12 6 to £17 15 “; 
e Mica (in original cases) small .. per lb. 6d. to 8/- 28 
є ,, 7] » medium » 8/6 to 6/. m 
e v " » large... E 7/6 to 14/- & up. Е 
d Silicium Bronze Wire ws .. per lb. 1/8 id. inc. 
г Steel, Magnet, in bars .. .. per ton 
g Tin, Block (English) ..  .. 4, #171 to £172 |24 to £5dec. 
n 9 Wire, Nos. 1 to 16 ee ee per lb. : 9/10 i j +” 


Quotations supplied by— 


g James & Thee 
h Edward Till & Co. 

i Bolling & Lowe. | 
l| Richard John & Nephew, Ltd. 
n P. Ormiston & Sons, 

r W. F. Dennis & Co, 


а G. Boor & Co. 
c Thos. Bolton & Sons, Ltd. 
d Frederick Smith & Co. 
e F. Wiggins & Sons. 
India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


Official Announcements re Companies.—The following 
companies are to be struck off the register unless cause to the 
contrary is shown within three months :— 

Commercial & Engineering Development Co. 

Engineering & General Purposes Co. 

Holmes Motor Speed Controller. 

International Power & Light Trust. 

Rochdale Electro-Plating Co. 


Hong-Kong Tramway Co., Ltd.—The directors report a 
net profit, after writing £6,625 off for depreciation, and in- 
cluding £6,897 brought forward, of £18,071. A dividend of 
12 per cent. has been declared, and a further £9,000 has been 
written off the cost'of the tramway undertaking, leaving 
£6,321 to be carried forward. 


Dundee and Broughty Ferry Tramways Co., їз rhe 
net profit for the year ended July 31st was £2,595, including 
£109 brought forward, after providing for interest and £785 
in redemption of debenture stock. After paying the dividend 
on the preference shares £165 is to be carried forward. 


United Electric Car Co., Ltd., Preston.—In their report 
for the year ended June 30th, 1916, the directors state that 
the works have been efficiently maintained as regards build- 
ing and machinery, the cost of which has been charged 
against revenue. After charging £5,229 for depreciation, ìn- 
cluding 24.500 added to reserve, the profit for the year 15 
£6,563, plus £4,707 brought forward, making £11,270. After 
paying the preference dividend, less income-tax, requiring 
£6,000, £5,270 is to be carried forward. Annual meeting: 
September 20th. 


Browett, Lindley & Co., Ltd.—.\ccording to the ©“ Finan- 
cial Times," an interim dividend at the rate of 6 per cent. 
has been declared. 


Gandy Belt Manufacturing Co., Ltd.—Interim dividend, 
8 per cent. actual, less tax. 


-— 
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THE BRITISH ASSOCIATION.—IL 


Тнв Engineering Section of the British Association, when 
it met in Newcastle-on-Tyne on Thursday, September 7th, 
had a very busy day in front of it, for the agenda was so 
full that practically no time was left for discussion. The 
programme originally was a heavy опе, but it. was made 
worse in consequence of the addition to the lists of papers 
to be read, of that of Dr. T. E. Stanton, F.R.S., on Prin- 
ciples of Similitude. Other subjects treated were: 
Standardisation and its Influence on the Engineering 
Industries, by Mr. C. le Maistre; Pressure Oil Film 
Lubrication, by Mr. H. T. Newbigin; The Influence of 
Pressure on Electrical Ignition, by Prof. W. M. Thornton ; 
The Calculation ‘of the Capacity of Aerials, including the 
Effects of Masts and Buildings, by Prof. G. W. O. Howe ; 
and Some Characteristic Curves for a Poulsen Arc Gene- 


rator, by Mr. №. W. McLachlan, as well as a report of ће. 


Committee on Complex Stress Distribution. 

The Chemistry and Geology Sections joined hands on 
Thursday morning to consider the investigation of the 
chemical and geological characters of different varieties of 
coal, with a view to their most effective utilisation as fuel 
and to the extraction of by-products. "This discussion, 
which formed a sort of prelude to the discussion of Friday 
between the Engineering and Chemical Sections on fuel 
economy, &е., was taken part in by Prof. G. А, Lebour, 
Prof. W. A. Bone, F.R.S., Dr. A. Strahan, F.R.S., 
Dr. J. T. Dunn, Dr. Marie C. Stopes, and others. At the 
same time the Economic Section was engaged in the dis- 
cussion of a report of a Conference on the Replacement of 
Male by Female Labour. 

The subject of fuel economy was one of the outstanding 
features of the Association’s meetings on Friday, and, as 
mentioned, was jointly debated by the Engineering and 
Chemistry Sections. A long, but very interesting and 
practical, debate had for its basis, first, the First Report of 
the Committee (of which Prof. W. A. Bone was chairman) 
Appointed for the Investigation of Fuel Economy, the 
Utilisation of Coal, and Smoke Prevention. This report 
went over the ground very thoroughly, and in effect stated 
tuat there was practically as great a need for coal saving as 
ever. The Committee, so far, had been occupied by 
organisation and a survey of the ground which must be 
explored later on. The Committee recommended 
re-appointment, in order that it might continue its investi- 
gations. In addition to this, there was a paper by Mr. R. P. 
Sloan on Fuel Economy on the North-East Coast as a 
Result of Electric Power Supply, and another subject that 
was broached was Electric Power Distribution, by Mr. Charles 
Н. Merz. Amongst those taking part were :—Prof. W. A. 
Bone, Dr. J. T. Dunn, Mr. H. J. Yates, Sir Hugh Bell, 
Prof. Louis, Sir C. Parsons, Dr. Dugald Clerk, Prof. Н. В. 
Dixon, Dr. Des Vaux, Mr. W. B. Woodhouse, Mr. McLaurin, 
Mr. Chamen, Mr. Chattock, and others. The discussion 
was of a very high character, and formed a very fitting close 
to the Section's proceedings. 


—— M — —À 9 
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Address to the Engineering Section. 
Ву GeRALD Stoney, F.R.S., PRESIDENT or Section С. 


(Abstract.) 


Ar times such as these the mind naturally turns to problems 
to be considered both at the present time and after the war, 
and in considering such problems, a review of some of the 
errors committed in the past is most necessary. Such a 
review enables. methods which should be adopted, both now 
and in. the future, to be considered. — - 

One thing which has handicapped the engineering and 
allied industries.is the reluctance of firms to utilise highly 
educated labour or to adopt scientific methods. 
round the industries of the district one is struck by the small 
number of men who have undergone a thorough scientific 
training at one of the universities or at one of the leading 
technical colleges, and who occupy a prominent place in the 
ürms in this district. | 

е general complaint is that university and college men 
are too theoretical and not practical. It is the usual thing 
(ог а bad workman to blame his tools, and is it not because 
employers do not know how to make use of such labour that 
they utilise it to such a small and imperfect extent? 


its . 


In looking 


Things are very different jn some other countries with 
which we have competed in the past, and with which there 
will be in all probability still fiercer competition in the future. 
E. we find the fullest use made of highly educated scientific 
abour. | 

How many engineering firms in this district have a вЕШей. 
chemist on their staff, and what percentage of these pay him 
a decent salary? And how many heads of firms have suffi 
cient chemical knowledge to appreciate the work of and 
utilise the services of such a man?—because unless fhere is 
appreciation of the work done by such a man his services 
are useless and he becomes discouraged, and yet chemical 
problems are continually cropping up in engineering work. 
There is the question of the supply of materials; as a rule 
the manufacturer trusts to the name of the contractor and 
assumes that he gets materials of the composition and purity 
he ordered. Every now and then something goes wrong and 
the question arises, why? ‘Without a chemist to analyse the 
material it is often most difficult to say. Apart from this 
question of the analysis of raw or partly manufactured 
materials received, there is the chronic question as to the 
mixtures of the metals in both the metal and brass foundry, 
and large economies can be effected by systematic analyses. 

Another direction in which scientific labour is invaluable 
is in seeing that instruments are in proper order and that 
tests are accurately carried out. Tests carried out with in- 
accurate instruments and without proper scientific precau- 
tions to see that they are accurate and reliable are worse 
than useless, and, in fact, most misleading and dangerous, 
as entirely unreliable inferences may be drawn from them and 
far-reaching troubles caused in the future. How many tests 
of steam engines are unreliable because there is no standardi- 
sation of the pressure and vacuum gauges and thermometers 
used, and in how many cases is even the reading of the baro- 
meter omitted? An absolute pressure stated as so many 
inches of vacuum has no meaning unless the barometer read- 
ing is also given or the inches of vacuum is stated as reduced 
to "Bar. 30." How many firms using steam have any 
arrangements for testing vacuum and pressure gauges, and 
yet there are no instruments more liable to error than these 


. gauges? Under scientific supervision arrangements are made 


to avoid such troubles and get reliable results which can be 


. depended on for future designs. | 


What has been said about pressure gauges and the measure- 
ment of pressure applies, of course, to all other instruments 
and measurements. In most works, it may be said with 
sorrow, that the only moderately accurate measurements that 
can be made are those of dimensions and weight. Itisonly by 
accurate testing of existing plant that reliable deductions can 
be drawn enabling safe progress to be made in future designs 

One of the great things which helped forward the steam 
turbine in the early days was accurate and full testing of 
each plant as soon as it was completed and before it left the 
works. The late Mr. Willans was probably the first, or one 
of the first to recognise the importance of accurate testing 
of steam plant, and the success his well-known engine had 
was largely due to this. From the earliest days of the steam 
turbine, Sir Charles Parsons recognised the necessity of such 
testing, and the test house has always been a prominent 
feature of Heaton Works. And then in the higher ranks of 
an engineering works it requires a scientific mind to draw 
safe conclusions from tests carried out and to see in what 
directions progress can be safely made. Such methods have 
enabled the steam turbine during the writer's acquaintance 
with it, now extending over some 28 years, to grow from 
50 H.P. to some 45,000 or more in each unit, and the steam 
consumption to be reduced from 40 lb. per H.P.-hour to about 
73 lb., or less than one-fifth. 

Closely allied to such work in cumin n works is the 
general question of scientific research, and here a trained 
scientific mind is of the utmost importance to see that reliable 
results are obtained and to make true logical deductions from 
those results. Without suitable training a man is liable to 
be unable to grasp all the conditions of an experiment, and 
to make deductions from the data obtained which are totally 
А and often lead to most disastrous results in the 

uture. 

Such research is generally carried out in four places—engi- 
neering works, private laboratories, engineering colleges, and 
national laboratories. | 

The first has already been dealt with. 

The second is of comparatively small importance in practice. | 

As regards the third. a great deal of good work has been 
done in engineering colleges, often under great difficulties for 
want of plant and money, and it is greatly to the credit of 
our professors and others that they have succeeded in doing 
so much with the very inadequate appliances at their dis- 
posal, and handicapped for want of funds. How inadequate 
their income is can be understood when it is remembered 
that Leipzig University alone has an annual income from the 
German Government of £100,000, as against & total Govern- 
ment grant to all the universities heré of about £45,000, or 
less than half. 

Of national laboratories we have only one, the National 
Physical Laboratory at Teddington, and here again the sup- 
port given to it is totally inadequate. The total income from 
all sources last year was only £40,000, and of this £23.000 
was charges for work done, such as testing meters and other 
instruments and such commercial work; the Government 


grant is only £7,000 a year, and besides this £7,500 was 
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received for experiments in connection with aeronautics, 
which is really war work. The balance was made up of sub- 
scriptions, grants from technical societies, and miscellaneous 
receipts. Compare this with the German equivalent, the 
Reichsanstalt, of Berlin, which has an income of £70,000 a 
year from the Government, or ten times that given to our 
N.P.L. The Bureau of Standards, the similar institution in 
U.S.A., has a Government grant of £140,000, or 20 times 
ours. In the Civil Service Estimates there is an allowance 
of £40,000 for research, an increase of £15,000 over that 
allotted last year. The total estimates are over £20,000,000, 
80 that less than one-fifth per cent. is allotted to research. 

It is difficult to realise what benefits might be gained by 
investigations which could be carried on by the N.P.L. if 
only sufficient funds were available, and of what importance 
they might be to industry at large. One example may suffice. 
Some time ago the Reichsanstalt carried out a most complete 
set of tests on a certain class of machine, an investigation 
which must have cost several thousands of pounds sterling, 
apart from the time it occupied. The results of this investi- 
gation are available to German manufacturers of this 
machine, and just before the war preparations were being 
made to take advantage of this, and from figures stated a 
large extra economy was expected. This, of course, would 
enable them, provided the cost of manufacture was not too 
high, to have an enormous advantage over such machines 
manufactured without this special “knowledge. The Institu- 
tion of Mechanical Engineers saw the importance of this 
problem and appointed a Research Committee to deal with 
the question, but the first question met with is that of 
finance. Should this be the case in & wealthy country such 
as this, that depends on its manufactures for its very exist- 
ence? That such an investigation is required is obvious from 
the fact that the designs of no two independent manufac- 
turers of this machine in this country agree among them- 
selves. Of course, each claims that his is the best, but this 
^annot be so. 

Investigations in engineering shops do not meet such a 
case. The question of finance has to be carefully watched, 
and as soon as results sufficiently good are obtained they are 
generally accepted; in any case the problem is rarely thrashed 


out to the bottom, an almost universal defect in commercial ` 


research work. Without the help of the National Physical 
Laboratory the position of the aeroplane in this country would 
b» very different from what it is, and what has been done 
for the aeroplane requires to be done in many other direc- 
tions. 

But what firm here would do what has been done in the 
cemmercial synthesis of indigo, on which it is said that 17 
years’ work and over £1,000,000 has been spent by one firm 
alone abroad? Here in chemical investigations and manu- 
factures the Government refuse even to help by allowing cheap 
alcohol to be obtainable, and much of such work is impos- 
sible in this country on this account, as in many cases methy- 
lated and denatured alcohol are not suitable. Recently, under 
pressure, the restrictions have been somewhat relaxed by the 
Government, but many manufacturers have found that the 
privileges granted are so tied up in red tape that the conces- 
sions are practically useless. 

And it is not only on the scientific side that there is so 
much to be done in the way of putting our house in order; 
there is much to be done in the way of putting the manage- 
ment and commercial sides of engineering and other allied 
works in a position to compete. 

The great growth of engineering works and their being 
formed into limited liability companies has not been witHout 
its drawbacks. 

In the old days an engineering works was comparatively 
small and, as a rule, one man, generally a clever engineer, 
was at the head. After his death, and often before, the place 
was turned into a limited liability company, and gradually 


fell into the hands of a body of men, many of them not - 


technical; who had no further interest in the firm than to 
draw their salaries as directors and managers, and who had 
no financial stake in the concern beyond the £500 or £1,000 
in shares necessary to qualify them as directors. The result 
is that the place gradually degenerates, initiative ceases, and 
its finally gets to a stage of not paying any dividends, and 
really being kept going. not for the sake of the shareholders, 
but of the directors and other officials. 

Such a firm as a rule does not put enough aside for depre- 


‘ciation, and thus its machinery and buildings degenerate and . 


become obsolete, which makes it still less able to compete 
with more modern firms. At the same time it is not able to 
afford the money necessary to carry on the experimental and 
research work which is a necessity for any progressive firm, 
and thus its manufactures cease to progress with the times. 
As Sir Charles Parsons trulv said, a man or firm in the face 


of financial difficulties cannot carry on research work,.and, : 


further, the minimum spent on research work should be at 
least 1 per cent. of the turnover, and the amount it is advis- 
able to spend is 3 per‘cent. Unless a firm makes good profits 
it cannot keep up-to-date, and will sooner or later go to the 
wall. 

But the workman says that he should have his share. What 
js his share under the present state of things? The average 
capital expended in an engineering works per individual 
employed is about £900. An investigation the writer made 


sorne years ago gave this figure, and it was confirmed by an. 


‘times. 


investigation of shipbuilding yards, which gave £185, and of 
the census of production, which gives а capital of 
£1,500,000,000 for 7,000,000 workers, or: £214 per man. An 
investigation of the dividends paid shows them to be about 
4 per cent. on the capital employed. Here it must be 
remembered that firms paying 10 to 15 per cent. on their 
ordinary capital have often & large preference and debenture 
capital, on which a much lower rate of interest is paid, and 
also that often part of the ordinary capital was issued at a 
premium. Also, account has to be taken of the large number 
of companies that do not pay any dividend on their ordinary 
stock, and often none on their preference. Little is as a 
rule» heard of the finances of such companies; it is the ones 
paying good dividends that public attention is drawn to. 

It thus means that the shareholders get about £8 per year 
per individual employed. 

On the other hand, the average wages for men and boys, 
skilled and unskilled, is about £70 per annum in normal 
This means that the worker gets between eight and 
nine times as much as the capitalist, and shows on what a 
very small margin the capitalist works. And without the 
capitalist, under our present system of individualism, there 
would be no factories erected and run, and therefore no work 
for the working man, a thing it is well for him to remember, 
and also that without profits the capitalist will not invest 
in engineering and other works in this country, but will 
seek a more profitable field for his capital elsewhere. Every 
£200 invested in this country in a factory means work and 
livelihood for one British working-man. 

At the same time, I am sorry to say the employer does not 
look after the welfare of his workmen as he might. In a 
small factory the head of the firm, as a rule, knows all the 
leading men among the workmen, many of them having 
been with him for years. As the place grows he loses touch 
with his men, and as an actual fact knows fewer of those 
under him when he has 1,000 or more employés than he did 
when he had 400 or under. This state of things gets worse 
when the place is turned into a limited liability company, 
as nearly all large places are at present. The result is that 
a most deplorable state of things has come to pass. The 
workman says, ‘‘ Put not thy trust in employers"; the 
master says, ‘ Put not thy trust in workmen’’; and the 
official, who 1s between the master and the workman, says 
'" Put not thy trust in either.” 

It is difficult to say what is to be done to remedy this state 
of things, but one cannot help feeling much might have 
been done in the past to prevent such a regrettable state of 
affairs as there is at present. Much of this trouble might 
have been avoided if employers had shown more considera- 
tion for the welfare of their workmen. Of course, there are 
some notable exceptions, but they are few and far between. 
An example is the necessity of the Factory Aets to ensure 
proper light and air and other arrangements necessary for 
the health of the workmen. But much more should be done. 
Why is it that canteens are being rushed up all over the 
country, and why were there so few before? In many 


works to this day the provisions for getting food and drink 


warmed are most primitive and inefficient, and as to getting 
anything to eat if one has to work overtime unexpectedly. 
it is in most works impossible. As a rule the only thing 
available was a drink at the public-house outside the gates. 
and even this is now closed at five o'clock. Why, if a man 
works overtime, should he also. starve? And how can effi- 
cient work be expected under such conditions? Why also 
should there not be provision for drying clothes after walking 
to work on а wet morning, and each man be provided with 
a cupboard where he could keep a change of boots? Why are 
not sanitary arrangements decently private, and why are 
they not kept clean and wholesome: they are often in a 
disgraceful state? These are only a few samples of the 
directions in which much might be done. | 

The adjustment of the wages to be paid to the workman 1s 
a most difficult one. There are three principal ways of paying 
workmen: on time, on piece, and on bonus. ^ 

On time is the only way of paying а man who is on various 


. classes of work, where the fair time required for each job 's 


not known, and in many cases the most highly skilled men 
are on such work and as a result only make time wages. 
This results often in the highly skilled man making less money 
than the less skilled man who is on repetition work, and as 
а consequence is working on piece or bonus, and this 1s 
obviously unfair. For example, a man may have the setting 
up and adiusting of a number of machines on repetition work, 
and he often makes less money than the less skilled men 
under him who are on piece or bonus, although their nomina! 
rate of wages 1s less than his. 

Again, highly skilled erectors who go outside the works to 
erect machinery, often: worth thousands-of pounds, and set. 
it to work, are only paid on time, and often make less money 
than their fellows who are on piece inside the works. 

The adjusting of piece prices is a most difficult one. They 
should be adjusted so as to be fair both to master and man. 
but too often such fixing of prices is left to subordinate 
officials who have in many cases their own axe to grind. 
There should in every works be a special department for 
such fixing of prices, and once a price is fixed it should not 
be altered without good reason. The practice of cutting prices 
bv the mastera in the past is, in the opinion of the writer, 
largely responsible for the present limitation of output by 


Vol. 79. No. 2,025, SEPTEMBER 15,1916.] THE ELECTRICAL REVIEW. 305 


the men about which we hear so much. There is a rule that 
if a man makes more than time and half or time and third 
the price of the job is to be cut. If the price has been fairly 
fixed why should it be reduced because the man makes large 
wages due to his skill and industry? The larger the output 
from his; vice or lathe the better for the master, as he is 
penne а larger output from his plant with a certain capital 
expenditure, and thereby establishment charges are reduced. 
This is especially the case in machine work, as the hourly 
value of the machine employed often far exceeds the wages 
of the workman employed. 

A fair rating for machine tools is 4d. per hour per £100 
value, and as the time rating of the man is generally about 
9d., 16 15 easily seen that if the average value of the machine 
tools ‘exceed £225, machine charges exceed time wages, and 
the average value of machine tools is generally largely in 
excess of this figure, in fact often about double it. It is 
therefore obvious that it is much more important to get 
large output than. to pay small wages. 

The result of this “time and half” rule is that a good 
man by working up to the limit of his capacity ''spoils the 
job ” for the next man who comes along, and may not be 
of the same calibre as the first man. It has therefore been 
found pedes &nd necessary by the workmen to limit the 
output of all men to a certain standard, and this results in 
ihe end by the pace being set by the slowest man on a 
particular job. 

A fair bonus system is perhaps the ideal way of paying 
men, but Here, again, although the times for a Job are sup- 
posed to be fixed and unalterable, in too many cases they 
have been altered' by various devices, and as a result the 
system is looked on with suspicion by the workman. 

Gradually, bit by bit, the pernicious doctrine that the less 
work done by a man the more employment there will be 
has grown up, he not seeing that the cheaper an article can 
be produced the larger will be the sale for it and the better 
it will be able to compete with the products, not only of 
other producers in this country, but of those abroad. And 
also that very cheapness, combined with good quality, induces 
the sale for such articles to be large. 

Laziness is inherent in man, and on an average no man will 
work unless compelled to do so, and still less will work his 
best unless there is a great inducement. This is true not only 
of the working-man, but of all other classes. Therefore the 
policy of ‘ca’ canny " has been only too readily adopted on 
the ground not only that it was pleasant for the man him- 
self, but also he believed that it tended to the welfare of his 
felow workmen. d 

The writer has very reluctantly come to the conclusion 
tha$ the workman of to-day is not doing as much work as 
was done some 30 years ago, when he was in the shops, and 
not only this, but that timekeeping is not as good. In this 
connection, however, it must be remembered that excessive 
overtime inevitably leads to bad timekeeping. 

Bad timekeeping causes much more loss than that due to 


the actual time lost, as not only does machinery and other ` 


plant lie idle, but the disorganisation caused in a works by 
lost time is most serious. 

With the growth in strength of the trade unions, which at 
first were for the legitimate object of seeing that the workman 
got fair play, and providing out-of-work and old-age benefits, 
&c., has grown üp & system of trade union officials who live 
by agitation, and whose job would be gone if there were no 
supposed grievances to agitate: about. These men keep the 
Labour world in a constant state of agitation, and make 
the employers’ and officials’ existence a burden to them by 
constant, demands of all sorts, many of them utterly imprac- 
ticable and unfair. When they cannot agitate against the 
employer they agitate against another trade union, and thus 
endless disputes spring up on the demarcation of work. Some 
of the worst strikes in the past have been due to disputes 
between two trade unions. 

Unless something can be done to bring master and man 
together and make both work for the common good,:English 
trade must inevitably go down, and the supremancy that Eng- 
land has in the engineering of the world will come to an end. 

Nothing ever was a truer statement than that recently 
made by Lord Joicéy that this country, unless it produces as 

- cheap or cheaper than other ceuntries, cannot in the long 
run keep her trade, and this is true in spite of any tariff walls 
Which may be set up. And if the present state of affairs is 
maintained of unscientífic management and obsolete machi- 
nery, combined with limitation of output and high wages, or, 
m other words, high cost of production, we must, sooner or 
later, go to the wall. 

What is really wanted is common honesty and common 
&nse on both sides, for one side is as bad as the other at 
present. - 

And now about the official, who is in all grades from the 
manager down to the foreman, and who comes between the 
master and the man. Unless he is treated fairly by the 
master, and unless he treats his men fairly, there is sure to 
be friction and loss of efficiency. He must also work with 
his fellow-officials, who move in lines more or less parallel to 
his, and here, to prevent jealousies and to prevent the more 
unscrupulous among them taking unfair advantages, demar- 
cation of each official’s duties and work is most important. 
This is & point often omitted to be taken sufficiently into 
&count in the organisation of a works, and often causes 
most disastrous results. Тһе duties of each man should be 


clearly defined by the master, and no interference with those 
of ‘others tolerated. The master also should remember that 
the official has no trade union or similar organisation to 
protect him, and should act accordingly. Much more could 
be said about the relations of the official both with his fellow- 
official who is on the saine level as himself, with his master 
who is above him, and the workman who is under him, but 
time forbids. On all three sides much improvement could be 
effected. The fact remains, however, that for success it is 
essential that all from the apprentice to the head of the firm 
should work as one homogeneous whole. 

Apart from the considerations set out above, eombinations 
an.ong the firms employed in any one trade are most essen- 
tial for the well-being of that trade. It is by such com- 
bination that much of the progress made of late years by our 
competitors has been effected. Some of these combinations 
have been international, and at least two such in the engi- 
neering trade before the war were so. These now, of course. 
are, and it is expected will be after the war, confined to the 
allied and possibly to neutral countries, but such combina- 
tions, whether among all the engineering firms in one district 
or among firms employed in one particular trade, to be 
successful must be worked fairly to all members, and the 
larger firms must not override the smaller, as, it 1s regrettable 
to say, has been done in combinations of employers in some 
districts. For example, in a district where there is one firin 
very much larger than any of the others, it is not unknown 
for it to act the bully and insist on everything being done 
to sult its requirements, regardless of the rights of others. 
And, further, such combinations are, unless directed by men 
with broad minds and able to take a wide view of things, 
liable, especially in case of emergency, to do much harm. 

If the Armament Ring in this country had taken such a 
view when it was found what an enormous supply of muni- 
tions was required, it is doubtful if there would have ‘beerr 
such a shortage as there has been. Hundreds of firms were 
willing and anxious to help in the production of munitions, 
but when they offered their services they were met in many 
cases with a blank refusal, and 1n all cases with little encour- 
agement. And when, under pressure from the Government, 
the Ring accepted outside help, in many cases the conditions 
imposed on the sub-contractors were unfair in the extreme, 
apparently the whole idea of the Ring being to make all the 
profit they could out of the troubles of the Empire. It has 
been just as difficult to persuade the Armament Ring to give 
up what they thought was their monopoly and to bring in 
outside works to help in the production of munitions as it 
has been to persuade the trade unions to forgo trade customs 
and to enable outside sources of labour to be employed, such 
as women and other unskilled labour. But both have had to 
d»it. In other words, ‘‘dilution of works" has been as difficult 
to effect as "dilution of labour," and the position both of 
the Armament Ring and of the workman would have been 
very different if they had consented freely to it when it 
became obviously necessary for the’ safety of the Empire. — 

Combination among workmen is admittedly a necessity if 
they are to have fair play, but combination among employers 
has come later, and is equally a necessity. 

At present most of the principal federations of employers 
deal only with wages questions and questions affecting labour, 
but they require to be extended so аз ёо take in all branches 
of the business of engineering. [Labour has long seen the 
importance of federation; it is now for Capital to do the same. 
One of the great difficulties has been that certain firms would 
not join, and a very small proportion acting thus weakens 
the whole to a much greater extent than the actual ratio of 
this small proportion to the whole. It is easy to see how 
alive Labour is to this by the constant trouble over the non- 
union question, and this is well put in the notice addressed 


. last March tọ the transport workers of the Mersey district : 


"То be outside a union is to be disloyal not only to your 
own class but to yourselves individually." What applies to 
Labour also applies to firms; for a firm to be outside the 
federation is to be disloyal, not only to its fellow-firms but 
to itself. | 

Such a state of affairs is not tolerated in some of the coun- 
tries competing with us, and it is questionable whether action 
by the Government is not advisable. 

An example of the mischief done by a few who would not 
fall into line with the many is seen by the necessity for the 
Act compelling the early closing of shops one day a week. 
The great majority were ready to close, but the action of a 
sirall minority prevented their doing во, and in the end com- 
pulsion had to be used on the minority. Legislation has not 


.been necessary to prevent ‘‘black-legging’’ in the labour 


world, since other methods have been used which have been 
practically successful, but it is quite possible it may be neces- 
вагу to use compulsion to make firms toe the line. 

Such combinations are not only for labour questions, bui. 
also for all other subjects affecting the engineering industry 
at large, and more especially the special industries in which 
any one firm deals. Thus they resolve themselves into 
ecneral federations of all engineering industries and minor 
ones dealing with particular trades. The former deal chiefly 
with labour questions and questions affecting the industry as 
a whole, the latter with those affecting any particular trade. 

Among the questions coming up to be considered by the 
latter class is the standardisation of specifications and condi- 
tions of contracts, as well as in some cases the ddjusting of 
prices to avoid unfair competition and to put the whole trade 
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on а paying basis. Much has been done in this direction with 
most advantageous results in certain cases, but much more 
remains to be done if this country is going to hold its place 
in the world. | 

The necessities of research work have already been dealt 
with, and by the pooling of such research work enormous 
advantages in any one trade could be obtained. Such pooling 
ot information bas been effected with most beneficial results, 
especially in the chemical trade abroad. Any workable 
scheme which would enable this to be done and get over the 
jealousies between one firm and another would be of enor- 
inous benefit to the trade in general. 

Another thing that must not be lost sight of is the urgent 
need of improving our educational system. It is little short 
of a disgrace that the older universities are closed to those 
without a knowledge of Latin and Greek. 

Languages are of the greatest importance to an engincer, 
but:not dead languages but live ones. And these should be 
properly taught, so that the student should not only be able 
io read and write about them, but also to speak and under- 
stand them. It is quite a different knowledge of a language 
to be able to read, write, speak, or understand it. Many 
people can read a language without being able to write, 
Speak, or understand it, and conversely it is not uncommon 
fo meet people who can speak and understand a language 
without being able to any large extent to read or write it. 
Ánd it is only in live languages that a man is trained to 
speak and understand a language 

Why ijs it that we are so wedded to the dead languages? 
There is, of course, the tradition that such are necessary for 
a liberál education, and there is the argument that modern 
languages are not as good a training for the mind. Granted 
that they are not quite во good from the point of view of 
learning to read dd write them, does not the fact that they 
can also be taught as a live language to be spoken and under- 
stood, make them on the whole the best educationally for a 
man? This is entirely apart from the fact that modern lan- 
guages are useful and ancient useless to the man in com- 
mercial work. There is, of course, bitter opposition from 
that most conservative man, the schoolmaster, and one great 
reeson is that it is much easier and oheaper to get a man to 
teach Latin and Greek than modern languages which have to 
be taught orally. The teaching of Latin and Greek as it is 
usually taught has been standardised to the last degree, and 
as a result they can be taught by the “ semi-skilled ” man, 
and a ‘‘skilled’’ man is not necessary, to use engineers' 
phraseology. In fact, the teaching of Latin and Greek is a 
pure ‘repetition job." “At the same time, no education is 
complete unless science i8 combined with languages and also 
literature, and here lies one great danger of modern technical 
education. 

And after the boy has left school and enters the shops, 
more facilities should be given to enable him not only to 
keep up but to continue his education. In the shops and 
drawing office, too often the boy is left to pick up a know- 
ledge of his trade as best he can. The apprentice who asks 
questions is often looked on as a nuisance, and requests for 
information are generally met by a blank refusal or worse. 
Often the foreman or chief draughtsman is afraid to answer 
questions for fear of being charged with giving away во- 
called ‘' trade secrets," but an immense deal of information 
can be given to an apprentice without doing so. 

Evening classes are all very good in their way, but more 
facilities should be given for the diligent apprentice to attend 
day classes, and this can be arranged in various ways if the 
employer has a will to do it. A thing that at present often 
prevents boys desirous of educating themselves from getting 
ол ів the fact that overtime is allowed as soon as a boy is 18, 
and often be is compelled to work overtime regardless of 
classes that he ought to be attending. 

It is important to remember that the boy of to-day is the 
man of to-morrow. 

One complaint is that after a lot of trouble is taken about 
a boy Һе leaves after a few years and gocs to another em- 
ployer. The good of the trade in general must be considered, 
and a man who has had experience of various classes of work 
13 generally a much more valuable man than one whose 
knowledge is confined to one class only. In any case, the 
other employer gets the benefit of what has been done by 
the first, and thus the trade in general bencfits. 

* is felt that this is a very imperfect review of things as 
they are at present, but if this address induces all classes 
engaged in engineering to consider how things can be bettered 


the author feels that a part, at all events, of his object has 


been attained. 


Electric Power Distribution. 
+ By CHanLEs Н. Menz. 
(Abstract of contribution to the discussion on Fuel Economy.) 


“It appears that . . the coal should be converted 
eo noc into а form in which it is most generally applicable 
to all purposes without exception, and in which it is most 
easily applied to all our wants, and is at the same time in a 
form in which it is most difficult to waste or use improperly. 

" We are therefore forced to the conclusion that the only 
complete and final solution of the question is to be obtained 
by the conversion of the whole of the coal which we use for 
heat and power into electricity, and the recovery of its by- 


products at a comparatively small number of great electricity 
producing stations. All our wants in the way of light, power, 
heat, and chemical action would then be met by a supply oj 
electricity distributed all over the country.’’—[ Extract from 
presidential address of Mr. S. Z. de Ferranti to the Instity- 
tion of Electrical Engineers in 1910.] 


The fuel and other economies and the industrial advantages 
of dealing with electricity supply for the country as a whole 
in a comprehensive manner—although appreciated and acted 
upon by many of those who are in the electric supply busi- 
ness—are not generally realised to-day by the industrial 
community or by the State. | 

The compact nature of our industrial districts and their 
proximity to each other as compared with those of other 
countries, such as the United States and Germany, make it 
economically possible and advantageous to deal with all the 


- power requirements of the community in each industrial area 


from interconnected electrical power distribution systems 
tapping all sources of power, however scattered, and deliver- 
ing electrical energy wherever required. | 

Power undertakings (electriz power companies) have been 
started in most of the industrial areas of the country, and 
if these were developed throughout the country to the same 
extent as the system which has been for some time in opera- 
tion on the North-East Coast, it is estimated that the resultant 
economies in coal consumption would, in the near future, 
amount to 25,000,000 tons per annum, and eventually to 
50,000,000 or 60,000,000 tons per annum. | 

While on the North-East Coast and also in some other 
districts -the generation and supply of electrical power is 
being developed on correct lines, it 13 still broadly true to 
say that, as regards the country as a whole, the requirements 
of each municipal area are dealt with separately, with the 
result that the average size of generating machine employed 
is certainly not more than a tenth—and probably not more 
than a twentieth—of what it ought to be. Under such condi- 
tions economical coal consumption is impossible. The result 
is cumulative because, on account of the small size of generat- 
ing machine employed in public stations and the consequent 
low economy, manufacturers, railway companies, and other 
large power users in many districts are still compelled to run 
power plants of their own, and the use by many manufac- 
turers of their own plant further reduces the ‘average size 
of power generating machines, taking the country as a whole. 

The only way in which public supply stations can secure 
the business of supplying all the manufactories in their neigh- 
bcurhood is to have generating machines much larger than 
th» largest individual manufacturer could find use for. 

If instead of each municipal area being dealt with indepen- 
dently, there were one uniform interconnected electrical 
power distribution system throughout each industrial area, as 
we now have practically throughout the North-East Coast dis- 
trict, just as there is one railway system throughout the 
ccuntry with a uniform gauge, it is clear that, on account 
of the magnitude of the resultant load, it would be possible 
to secure the following 1esults:— _ ae 

1. The largest and most economical generating machines 
could be installed. | ' 

2. These could be located where large sites are available and 
land is cheap; where coal and water facilities are good; and 
in the best position having in view the probable eventual 
power requirements of the whole community, including fac- 
tories, railways, and domestic users. | Рр 

As regards rehability of supply—an essential condition—con- 
centration of generating capacity in large units in conjunc- 
tion with & main electrical power distribution system is not à 
scurce of danger, but the reverse, because by means of such 
an interconnected distribution system, one set of generating 
plant can act as spare to another, whereas, according to the 
present method of dealing with electricity supply by means of 
isolated networks, each supplied in general from one generat- 
inj station, there is no duplication of generating stations or 
alternative ways of feeding a given area whatever. | 

Thus, if the community is to benefit by the electric supply 
industry being given the maximum chance of development, 
and if the erection of the most economical generating machines 
in the best possible positions for economical production is to 
b» secured, and insisted upon, as it must be, by some central 
authority, the first thing to aim at is the establishment 1n 
each industrial district of a common interconnected electrical 
power distribution system. 

As has already been indicated, such an ideal may be achieved 
in this country, on account of its compact nature, to an extent 
which is not possible in other countries. What is required 
18 co-operation and joint working between the different com- 
pany and municipal electric supply undertakings, and this, 
except in certain cases, has not been possible in the past, 
due largely to Parliamentary and municipal opposition. Many 
municipal undertakers are now as convinced as the power 
companies that this joint working is essential. 

The erection of plants on roomy and efficient sites would 
materially facilitate the extraction of the by-products whic 
can be obtained from the coal before it is consumed in the 
boiler furnace, wherever it is commercially possible.to do so. 
Such by-products may be of as great a value to the commu- 
nity as the residue of fuel. It has been calculated that the 
requirements of the country in the way of manures, crude 
oils, oils for marine propulsion, and motor spirit for road 


traction can all be largely supplied as a by-product of our 
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own normal coal consumption, if only proper encouragement 
is given to the establishment of really economical electrical 
power distribution systems throughout the country. 

An urgent matter for settlement is the standardisation and 
unification as rapidly as possible of the frequency and voltage 
adopted for distribution purposes in neighbouring localities. 
It 1s not proposed that uniformity of frequency and voltage 
should be established throughout the whole country, as this 
would entail the scrapping of a very large amount of valuable 
plant, but there would be no difficulty (and considering the 
issues at stake, comparatively little expense) in standardising 
a single frequency for each of the industrial areas of the 
ccuntry as follows :— 


Midlands "XM 95 сусіев: 
West of Scotland ... she A a: E us 
North-East Coast  ... T is . 40 ,, 
Lancashire — ... 2 5: Е pi 50 , 
Yorkshire area’ - - . 00 ,, 


` Аз regards the voltage, this will require careful considera- 
tion; on the North-East Coast we have standardised 20,000 
volts, and m some of the other areas 10,000 volts has been 
adopted, but it is a question whether this is not too low for 
main trunk lines. ur 

The Board of Trade already has. a right to say what 
system (electrical) shall be adopted as regards all new under- 
takings or existing undertakings developing newly-acquired 
areas. As regards municipal undertakings which propose to 
adopt and/or extend electrical systems (plant or mains) of a 
type’ which would be inconsistent with development оп 
uniform lines throughout the area in which they are situated, 
the Local Government Board could attach a condition to the 
loan to prevent this. The privately-owned concerns are not, 
of course, subject to Local Government Board control, but 
the powers of the Board of Trade as regards the sanction of 
systems to be adopted would probably be sufficient, and in 
any case the large power companies, who are the most im- 
portant of the private concerns, operating as they do over 
large areas, are already fully alive to the necessity for stan- 
dardisation and unification. 

What is important is that a main interconnected electrical 
power distribution system should be established in each indus- 
trial area аз soon as possible. To-day if 2 colliery owner has 
small and poor coal in his colliery which it does not pay him 
to bring up because it cannot stand the cost of transport, he 
cannot contemplate turning it into electricity at the pit mouth 
—extracting the by-product in doing so—because, except in 
certain areas where a trunk main system exists, there is no 
market for the electricity, there being no means of distri- 
buting or transmitting it. If a.man has waste heat—or 
could, by improving his manufacturing or chemical process, 
combine it with the generation of power—there is no one to 
take his power. 

In the above remarks I have considered the matter chiefly 
from the point of view of saving fuel; it is worthy of note, 
however, that interconnected electrical power distribution 
systems are essential if the capital charges and labour costs, 
which are very important items in the production of elec- 
tricity, are to be kept to a minimum. This arises from the 
fact that it is only by supplving all the needs of the commu- 
nity from one system that the maximum use can be made of 
the plant. Аз а great/ many individuals in a given commu- 
nity do the same thing at the same time, what we must take 
advantage of is that the individual does not and cannot do 
half-a-dozen things at once. The economy of the combina- 
tion of all requirements, power, traction, heating, and light- 
ing is fundamental. | 

What is fundamentally and immediately necessary is the 
establishment of a national electrical. trunk mains distribu- 
tion system. em 

Proceeding on these lines we shall not be merely copying 
America or Germany—we shall be doing something that is 
right for England because it is England, and because England 
is radically different from other countries as regards the 
technical development and “lay out” necessary to secure 
cheap power. We have delayed making a start on right 
ine 15 years longer than was necessary; let us delay no 

nger. 

ре ЕАН I E ae Te сон ЕЕЕ 


The Production of Tungsten.—The tungsten production 
of the United States during the first six months of 1916 exceeded 
the production of that or any other country in any , previous 
12 months. Prices reached more than 10 times their ordinary 
level. The output was equivalent to about 3.290 short tons of con- 
centrates carrying 60 per cent. WOs, valued at $9,113.000, . 

The total domestic output for the 12 months ended June 30th, 

1916, probably amounted to about 5,000 tons. . 

The tremendous increase of prices caused by the need for “ high 
epeed ” tools to cut war steel ordered by the governments of Europe 
caused the great increase in production. 

The rapid increase in prices caused prospecting and. consequent 
discoveries. of new deposits, increase of development of known 
deposita, the operating at high pressure of old mills, and the hasty 
building of new mills. As a result, the production increased faster 
than the consumption and soon overran the demand that would 
absorb the output at the extremely high prices prevailing, so that 
a drop 10 prices was inevitable., June closed with the price around 

Saunit. The normal price has been $6 to $7.— Science. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


UNION OF SOUTH AFRICA.—By the provisions of Act 
No. 37 of 1916, various amendments have been made in the 
Import duties specified in the South African Customs Tariff 
Act of 1914. These amendments consist partly of the increased 
duties imposed last year, which lapsed on March 31st, 1916, 


‚апа which are now re-imposed till June 30th, 1917, unless 


otherwise enacted by the Union Parliament; and partly of 
new duties which have no date assigned for their termination. 

Among the duties re-imposed as mentioned above is the 
general ad valorem rate of 20 per cent. on ''all goods, wares, 
and merchandise not elsewhere charged with duty and not in 
the Free List and not prohibited to be imported," with a 
rebate of 3 per cent. ad valorem on goods produced in the 
United Kingdom or reciprocating British Possessions. This 
item includes such electrical goods as electric torches and 
refills therefore, spare printed records for electric meters, 
electric 1notor hair brushes, electroliers, and electric fuses for 
blasting purposes. 


BRITISH INDIA.—New regulations dated July 22nd last 
prohibit the importation, otherwise than by parcel post, of 
ah goods from the United Kingdom which had previously 
been Imported into that country from Norway, Sweden, Den- 
mark, Belgium, Holland, and Switzerland, unless copies of 
the “Specification for Foreign and Colonial Merchandise ” 
(Form 30) or the “Shipping ВШ” (Form 64), as the case 
may be, duly certified by the Customs authorities in the 
United Kingdom, are presented to the Customs collector at 
the port of import in respect of such goods. 

It is provided, however, that this shall not apply to goods 
which, on import direct from the foreign countries specified 
above, are not required to be covered by certificates of origin. 
It. is provided also that the Customs collector may, in his 
discretion, allow delivery of any goods exported from the 
United Kingdom which have been imported into that country 
from the other European countries aforesaid, even if un- 
accompanied by certified copies of the documents above pre- 
scribed, on condition that the importer executes a bond to 
the amount of three times the value of the goods for the due 
production of the prescribed documents within a period to be 
specified in the bond, or furnishes a deposit to the like 
amount which shall be liable to forfeiture if the said docu- 
ments are not produced within such period as the Customs 
collector may direct. 


PORTUGAL.—As a consequence of the passing of the 
Anglo-Portuguese Commercial Treaty Act, 1916, which 
received the Royal Assent on August 28rd, the Treaty of 
Commerce and Navigation between Great Britain and Por- 
tugal which was signed at Lisbon on August 12th, 1914, and 
retified on May 20th, 1916, will come into full force and effect 
as from September 23rd. i 

Under Article 5 of the Treaty the trade of the United King- 
dom ‘will benefit by the application, .to certain classes of 
articles produced or manufactured in this country, of the 
special rates of duty which have been conceded by Portugat 
in respect of such articles under her commercial arrange- 
ments with Russia, the Netherlands, and France. 

Article 8 exempts merchandise produced in one country and 
passing in transit through the other from all transit duties, &c. 
. Article 10 contains the following provisions in regard to 
commercial travellers and their samples :— 

‘Тһе stipulations of the present Treaty with regard to the 
mutual accord of the treatment of the most favoured nation 
apply unconditionally to the treatment of commercial travellers. 
and their samples. The Chambers of Commerce, as well as 
other trade associations and other recognised commercial 
associations in the contracting States as may be authorised 
in this behalf shall be mutually accepted as competent autho- 
rities for issuing any certificates that may be required for 
commercial travellers. 

'" Articles imported by commercial travellers as samples 
shall, in each country, be temporarily admitted free of duty 
on compliance with the Customs regulations and formalities 
established to assure their re-exportation or the payment of 
the prescribed Customs duties if not re-exported within the 
period allowed by law. But the foregoing privilege shall not 
extend to articles which, owing to their quently or value, 
cannot be considered as samples, or which, owing to their 
nature, could not be identified upon re-exportation. 

"In order to facilitate the clearance of samples of goods 
brought by commercial travellers of one of the two States into 
the territories of the other to be used as samples or patterne 
for the purpose of obtaining orders and not for sale, the 
marks, stamps, or seals affixed by the Customs authorities of 
one country to commercial samples at the time of exporta- 
tion, and the list of such samples drawn up in proper form 
and certified by the competent authority, such list containing 
an exact description of the samples, shall form sufficient 


evidence, so far as the respective Customs authorities’ are 


concerned, of their nature, and shall entitle them to exemp 
tion from all Customs examination except in so far as may be 
necessary to establish that the samples produced are identical 
with those enumerated in the list. The Customs authorities 
of either country are, however, at liberty to affix a supple- 
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mentary mark to such samples, should this precaution in 
particular cases be considered necessary." 
Under Article 23, the Treaty is to be binding for ten years. 


NEW ZEALAND.—The following Customs decisions have 
recently been announced : — 
. Electric cables, in sets, with terminals attached, specially 
suited for use in connection with electric ignition of motor 
vehicle engines, are dutiable under No. 1694 of the Tariff at 
the rate of 10 per cent. ad valorem on goods manufactured 
in any part of the British Empire, and 20 per cent. on foreign 
goods. i | | 

Wooden poles for carrying electric wires, shaped by -hewing 
only, when imported without metal attachments are free of 
dutv; when imported with metal attachments permanently 
fixed, they are dutiable under No. 176 of the Tariff at the rate 
of 90 per cent. ad valorem on British goods and 30 per cent. 
ad valorem on foreign goods. 


[NoTE.—AÀ ''primage duty " of 1 per cent. ad valorem is 
levied on the above goods in accordance with the Finance 
Act, 1915. This duty is payable on importation, and is levied 
Em ME of whether the goods are otherwise liable to duty 
or not. 


NEW PATENTS APPLIED FOR, 
| (NOT YET PUBLISHED). 


1916. 


Published expressly for this journal by Messrs. W. P. Tompson & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 

12,125. " Annealing, reheating, &c.. furnaces. — Brrrisit INSULATED AND 


Н иц<пу Cascges, Lro., & W. А. SPEARE. 
13,130. '' Internal-combustion engines.” 


August 28th. 


WwW. Н. Tate. August 98th. 


12,140. '' Device for heating water electrically.” D. M. Brooks. August 
28th. 

12,141. “ Vaporisers for heavy liquid fuels for internal-combustion engines." 
T. W. Baker. August 28th. 

12,147. “Electric furnaces." — Britis Тномѕох-Носѕтох Co. (General 


Electric Co., U.S.A.). 
12,148. 


August 28th. 
* Electrical switches." М. Brooks, J. E. Franks, A. E. READ AND 
August 28th. 
12,157. *' Variable liquid-wave transmission systems." С. 
CONSTANTINESCO, August 28th. 
12,158. ** Railway signalling apparatus." С. 
12,160. *' Vapour electric converters." Britist) WESTINGHOUSE ELECTRIC. AND 
MasvFacrURING Co. August 28th. (U.S.A., August 28th, 1915.) 


12,162. “ Automatic and semi-automatic telephone systems." О, GRAHN 
AND ReLay Automatic TeLEPHONE Co. August 28th. 


12,168. .'' Insulation of electric cables." Н. TikrGEN. 


capacity for 


CHEVALLIER. August 28th. 


August 28th. 


12,169. *“ Electric lamps." Н. J. T. Cook. August 28th. 

12,170. '' Rheostats for starting electric motors." C. KosNick. August 28th. 

12,210. ©“ Electric furnaces.” Britis. TuowsoN-HovsroN Со, (Gencral 
Electric Co., U.S.A.). August 28th. 

12,231. “ Induction electric motors." С. PrsrARINI, August 29th. 

12,237. '' Apparatus for controlling electric circuit of flush signs, &c." А. 


MiuLER & E. Roscoe. August 29th, 
12,238. “Aeroplanes, airships, &c." W. E. Cocks. August 29th. 


12,248. * Carburettors for internal-combustion engines." G. E. Brapsnaw. 
August 30th. ‘ 


12,250. “ Combined starting device and auxiliary air valve for internal- 
combustion engines." Е. Russktr, August 30th. 

12,279. “ Electric furnaces.” British Тномѕох-Носѕток Co. (General Elec- 
tric Co., U.S.A.). August 30th. 

12,290. “ Field service exchange." К. Кахома. August 30th, 

12,298. ‘* Sparking plugs for internal-combustion engines." К. G. Воотн. 
August 30th. 

12,299. “Ignition terminals for acroplane engines, &c." К. С. Boorn. 
August 30th. 

12,305. '' Apparatus for converting or transforming electric currents," 
К. Т. Wanc. August 30th. 

12,314. ''Carburetting and feeding apparatus for internal-combustion en- 
gines." W. P. Kerry & D. C. Scattery. August 3lst. 

12,316. *' Trolley poles for electric cars, &c." T. Warsor. August 3lst. 

12,328. ''Carburettors." W. H. Smitu. August 3lst. | 

12,350. ** Systems of electric motor control." British THomMSON-HOUSTON 
Co., AND Н. F. Farmer & Н. C. Hastincs. August 3151, 

12,351. “ Regenerative braking systems.” T. H. Tuomas & W. V. Turner. 
August 31. (U.S.A., February 5th.) 

12,352. *'' Automatic train-control systems.” W. V. TURNER. August 8151. 


(U.S.A., April Ist.) 


2,370. ''Internal-combustion engines," J. V. RaAMsDEN. August 315. 
12,372. ** Electrical warming apparatus." J. Bein. September Ist. 
13,382. '' Magnetic chucks." Н. Hetmpnreys. September 1st. 

12,384. '' Valve-operating mechanism for internal-combustion engines." L. 
CoarALEN & SuusgAM Моток Car Co. September Ist. 

19,394. *'*Internal-combustion engines for aircraft, &c." W. Н. PEIRCE. 
September 1st. 

12,395. *'' Means for operating apparatus at receiving station from sending 
station by electric pulsations.” A. U. SakNMARK. September lst. (Sweden, 
September 7th, 1915.) 

12,396. “ Electric furnace." — I. ReNNkRrEELT. September 1st. (Sweden, 


September 8th, 1915.) 


12,399. '' Telephone systems.” Астомлис TELEPHONE MANUFACTURING Co, 
AND A. J. Ray. September Ist. 

12,400. ‘Signalling apparatus for mines, &c." E. T. D. Howes, Н. S. 
Homes; & W. Horwres. September Ist. 

19,406. ''Safety controlling gear for clectrically-propelled | vehicles," F. 


Garrett & H. K. Pratt. September Ist. | 

12,410. ‘* Means for control electrically of signal indicators of mine hauling 
engines, winding engines, &c." J. P. Forster. September 15. 

2,420. ‘Arrangement of regulator and circuit interrupter fixed upon elec- 
tric generators having a variable spewed. ос. ANON. POUR L'EQUIPEMENT 
Ecrctrigve DES VeEHIcuLES. September Ist. (France, No. 29/1915.) 

12,436. “ Internal combustion engines.” F. Su. September 2nd. 


12,441. '' Measuring instruments," Britis) Тномѕох-Носѕтох Co. (General 
Electric Co., U.S.A). September 2nd. 
12,46. '' Method of cooling commutators." J. б. P. Tuomas & THomas 
" 


Transwission, тр. September 2nd. 


12,454. “ Regulating apparatus for 


tems," U. Bacranti. September 2nd. 


12,456. ‘ Electrical signalling systems." F. G. Bett, W. С, Davay any 
STERLING TELEPHONE & Exectric Co. September 2nd. 


12,460. “ Carburcttors." A. E. Burriman & Damier Co. September 2nd. 


alternating-current distribution sys- 


12,461. '' Protection of electrical apparatus, &c." W. Hawvnuxsr, Sep- 
tember 2nd. : 


Ld 


PUBLISHED SPECIFICATIONS. 


A914. 
7,336. ELECrRO-MACNETIC MEANS FOR VIBRATING PIANO STRINGS AND THE LIKE. 
A. H. Maitre & V. H. G. Martin. March 23rd. 
1915. 


11,600. TeLernone Systems. Relay Automatic Telephone Co., F. M. Ward, 
С. Н. Bryant & T. M. Inman, August llth, (Cognate application, 1,869/16.) 


11,655. TELEPHONE Systems. Automatic Telephone Go. & W. Aitken. 
August 12th. | 

0,678. INTERNAL-COMBUSTION EwNciNESs. А. R. Brougham. August 12th. 
е ELECTRIC REGULATOR OR Governor. В. О. Holm Hansen. August 
2th. 

11,935. DxNaMo-ELECTRIC. МАСНІМЕЅ. А. Н. Neuland. August 18th. 
11,974. DRIVING AND CONTROLLING DyNAMO-ELECTRIC GENERATORS. W. E. W. 
Rhodes & J. Firth. August 19th. (Cognate application, 13,469/15.) 

11,981. Evectrican Firasner. W. Reed-Lethbridge. August 19th. 

12,314. EvectricaL INSTRUMENTS OF THE Movinc Com Tyre. S. F. Palmer, 


J. Denham & Ferranti, Ltd. August 26th, 


12.361. Systems ОЕ Ecectric Suip PRoPULSION. British Thomson-Houston 
Co. (General Electric Co., U.S.A.). August 27th. 
12,868. Exectric Motor CowrRoL Systems. British Thomson-Houston Co. 


(General Electric Co., U.S.A.). September 8th. 


13,556. STARTING GEAR FOR INTERNAL-COMBUSTION ENGINES, 


H. J. Craymer 
anl H. P. Simpson. September 23rd. 


(Cognate applications, 16,169/15 and — 


338/16.) " 

13,717. IwrERNAL-COMBUSTION Encines. Е. W. Golby. September 27th. 
(Frankling R. Wright, U.S.A.) | 

13,768. LUBRICATORS FOR INTERNAL-COMBUSTION ENGINES. D. McGregor. 


September 28th. 


13,815. Ісмітіом APPARATUS FOR INTERNAL-COMBUSTION ENciNES. Н. R. Van 
Deventer. September 28th. (October Ist, 1914.) 
14,311. SYSTEM FOR THE GENERATION OF Exectric Currents. C. Е, Benitez. 


October 9th. (Addition to 17,811/14.) 


14,436. CovrLiNG FOR MECHANICALLY AND ELECTRICALLY CONNECTING WIRRS, 
Мктл. CORDS, AND THE LIKE. О. Bajma-Riva. October 12th. 


15,107. STARTING APPARATUS FOR INTERNAL-COMBUSTION Encings. Sir К. I. 
Crossley, W. M. Huskisson & L. F. Barley. October 26th. 


15,695. METHODS OF MAKING Vitreous Boobies. British Thomson-Houston 
Co. (General Electric Co., U.S.A.). November 6th. 


16.695. Егесткіс Arc Lamps. А. Н. Railing & A. E. Angold. November 


26th. : 
17,901. Earti Current Detectors AND Cur-ouTS FOR ELECTRICAL CIRCUITS. 
J. John & W. J. John. December 22nd. - 
1916. 
826. PROPELLING APPARATUS FOR VEHICLES. Electric Boat Со, March 30th, 
1915. (100,221.) | | 
1,374. Means кок CONTROLLING AND RtEcULATING. ELccrRIC Motors.  Igranic 


Electric Co. (Cutler-Hammer Manufacturing Co., U.S.A.). (101,103.) 


1,483. ELrcrRo-MAGNETIC RELEASE OR Cut-out. A. Fantini. January 3st, 
1916. (101,104.) 
2,934. COMBINED VAPORISING AND INDUCTION Pirk FOR USING MIXED OR 


Heavy FUELS IN CONNECTION WITH INTERNAL-COMBUSTION ENGINES, A. Gray, ). 
Gaskell & W. T. Wilkes. (Cognate application, 5,392/16.) (101,111.) 

3,808. INrERNAL-COMBUSTION Емсічкѕ. Е. T. W. Addyman. March 14th, 
1916. (101,115.) 

6,541. Exectro-macnetic Retays. Siemens & Halske Akt. Ges. Junc 22nd, 
1915.  (100,732.) i 


6,648. Means FOR SUPPLYING COMBUSTIBLE CHARGES TO INTERNAL-COMBUSTION 
Encinss. С. C. С. Henderson. May 9th, 1916. (Addition to 21,620/14.) 
(101,132.) 

6,696. 
FiLM OR THE LIKE. 


Means FoR DISCHARGING Static ELECTRICITY FROM A MOVING PICTURI 
C. Van Deventer. Мау 17th, 1915. (100,487.) 


Cuba.—The U.S. Consul, writing on the trade future in 
Cienfuegos, concludes thus :—‘‘ One result is certain in con- 
nection with the extension and maintenance of trade now 
secured—success to any marked degree will never be attained 
through correspondence solely, excepting in the mail-order 
business in the relatively smaller articles. In the extension 
of trade the direct contact of representatives and prospective 
purchasers will accomplish greater and more satisfactory 
results than by long-distance negotiations and catalogues. 
And by representatives is meant men who not only know the 
business they represent, but the language of the country as 
well. .' Looking still farther ahead, Cuba need be but 
a stopping-off place, but one point of an extended route 
covering sentral and South America. To hold trade once 
secured the eradication of one evil at least is absolutely neces- 
sary, that of substitution. In Europe, should a house not 
haye the exact article desired, it is secured from other sources 
and, if need be, regardless of cost, in order that the customer 
may be accommodated and his trade retained. Extension and 
retention of trade will be governed entirely by merit and 
business accommodation. Merit will not terminate in the 
article itself, but includes as well the way in which it 18 
presented for sale and packed for shipment, details in which 
European countries excel." 
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LABOUR AND DEMOBILISATION. 


IN our recent series of articles on '' Labour and 
Industry " we reviewed the demands of the various 
groups which were being formed by Labour. As 
we stated at the time, there were matters included 
in some of these programmes which had been the 
dreams of Socialists for many a long day, but which 
it would be quite unprofitable to discuss while the 
guns were still at work. The new atmosphere after 
the war will probably lead the nation on to new ideas 
regarding some things that we were hardly willing 
to regard as matters for serious argument in the 
former days of Peace, and it will be for the good of 
all if, for the moment, we leave these aside and con- 
sider the basal matters which will inevitably cry 
aloud for all the serious thought that we can devote 
to them, because upon these the new state of things 
will rest. Whatever the future may bring in regard 
to the relations of Capital and Labour, and the atti- 
tude of the different classes in society towards each 
other, the subject of demobilisation will be one of 
the greatest questions that we have ever had to 
settle. It may be said that upon the manner in 
which we deal with that problem will most largely 
depend the atmosphere, peaceful or turbulent, of 
the nation after the war. Nobody knows either 
when the war will end or approximately how many 
men will return to the ranks of industry. But, 
whenever the time, and whatever the number, 
the setting up of the machinery for dealing effec- 
tively with the vast work and questions attending 
demobilisation must not be delayed. It is there- 
fore satisfactory to know that Mr. Asquith, in his 
reply to the Triple Labour Alliance, has stated that 
demobilisation shall be gradual, and that in a very 
short space of time the Demobilisation Committee 
will be able to formulate conclusions to enable the 
Government to set up in advance machinery which 
can be brought into active co-operation the moment 
hostilities definitely cease. With most of us it has 
been a foregone conclusion that demobilisation 
would be gradual, and it has been stated in Parlia- 
ment again and again; indeed, already, slowly and 
in a small way, the work of demobilisation has 
begun by the return of disabled and other discharged 
soldiers to civil life. It may be that many more 
now at home will have to be combed out of factory 
and other occupations to take the places of these in 
the fighting forces. Yet the demobilisation machi- 
nery for releasing millions must be in preparation 
even"^while more men are being mobilised, or we 
shall not have plans suited to the circumstances of | 
the case prepared in time. The Government has 
appointed a new Committee representative of 


 ——————— a a aaa ERR nni e 


310 


THE ELECTRICAL REVIEW. [Vol. 79. No. 2,026; SEPTEMBER 22, 1916, 


AE AAAR—————— REN 


Labour interests to confer with it, and probably 
this Committee wilt пал E "21 
formulation of the conclusions of the Demobilisa- 
tion Committee. .Of course, the Government. will 
understand that -1t can reckon upon the whole- 
hearted support of our manufacturing and indus- 
trial concerns in whatever efforts may be made to 


facilitate the return of men to civil occupations. It. 


is hardly likely after all that our industrial leaders 
have done to provide the wherewithal for war that 
the value of their experience and counsel will be 
overlooked when the question of providing employ- 
ment for returned soldiers presses. As Prof. Flinders 
Petrie very wisely pointed out in the Times on Tues- 
day last, in a timely letter on ‘‘ Recuperation,”’ 
what is so important is that in dealing with this 
matter we begin at the right end. He shows how 
essential it is to produce food, and goods for export, 
in order to restore our proper prices of goods and 
labour, and that until we do so we cannot under- 
take works that do not give immediate returns. 
** When we read of railwavs, tunnels, harbours, or 
municipal glorifications, is it supposed that the sky 
rains wages for such work? Will not every pound 
raised for this be a direct hindrance to more needful 
business?" He goes on to say that until we shall 
have crowded in every man that can be used on the 
business of food and exports, no men or money 
should be taken off for anything else, and that 
'" every pound raised in rates or taxes ‘to provide 
work’ is a direct blow to the recovery of the 
nation." ‘‘If rates and taxes can be raised, better 
let Government lend the money to promoting farm- 
ing and trade rather than spend it on withdrawing 
labour on works which can be postponed without 
any damage." It is obvious that the industrial 
activities of the nation are a matter of the first con- 
cern in connection with the question of demobilisa- 
tion, and after the recent discussions at the Trade 
Union Congress we may be sure that this aspect of 
the problem will be before the minds of the newly- 
appointed Labour Committee, of the Demobilisation 
Committee, and of the Reconstruction Committee 
of the Cabinet. We hope, with the Prime Minister. 
that it will indeed be only “а very short time” 
before the Demobilisation Committee is able to 
begin, in its commandeered abode, its immense and 
momentous activities. The eyes of the returning 
soldiers and of the nation as a whole will be turned 
in that direction, and if it proceeds with its great 
task with suitable thoroughness and expedition, it 
may rest assured that it will have the good wishes of 
all, and particularlv of those who are concerned with 
the great engineering industries of the Empire, and 
are anxious to contribute their full share toward 
securing industrial harmony upon a sure and lasting 
foundation—prosperous industry assuring a fair re- 
compense alike for Capital and Labour. 


Wer have no desire to exaggerate 

"Ont, Damned the importance of the Asseling 
Spot! ” Army Clothing scandal, but we may 

at lease be permitted to relieve our 


feelings by saving that it is damnable that when we | 


are fighting a corrupt foe, with motives which have 
raised British prestige higher than ever in the eyes 
of the whole civilised world, there should be cor- 
ruption in our own midst. If the Asseling case were 
an isolated occurrence there would be little need to 
unduly concern ourselves, for in every community 
there are to be found some traitors to the public 
interest, some who are willing to betray their trust 
and sell a birthright of honour for a mess of pot- 
' tage. These things have occurred on both sides— 
the Allies and the Enemies have all, according to 
briefly reported occurrences, had theit experiences 
of them, while across the ocean westwards there is 


such a term as “ graft." In normal times we have 
had our Prevention of Corruption Acts to deal with 
bribes sought and paid in connection with business 
contracts, but the law is in an anomalous condition, 
and is, we fear, too seldom put into force. 

In this case the Courts have dealt with a strong 
hand with the principal offender, but we join in the 
judge's regret that others who were knowingly 
parties to these grave irregularities could not be 
made to suffer in a way other than by damage to 
their business reputation. | What is, perhaps, as 
lamentable as anything in connection with the whole 
affair is that such irregularities should be possible, 
the opportunity having been afforded by inefficiency 
in the control of a Government department which 
must have been responsible for the spending of many 
millions of pounds during the last two years. A 
pretty commentary this upon the business methods 
of a public department! We hear much about waste 
in public affairs, listen to many speeches on the need 
for economy all round, watch the recommendations 
of a Retrenchment Committee and its strange deal- 
ings with the necessary Consular activities, and 
all the while we are so entangled in our confusing 
maze of red tape that it is possible for the busi- 
ness system (save the mark!) in public departments 
to pass with five-and-twenty approving ticks a 
document which ultimately proves to be false. We 
have seen something of this elaborate passing of 
documents from one department to another, and 
know something of the waste of time and labour, 
and, therefore, of public money. that is involved, un- 
less it lead to efficiency and the proper safeguarding 
of public interests. How often have grants for 
small necessities been quibbled, at and delayed, 
whilst big amounts have been approved with, the 
smallest amount of supervision! Really, when we 
talk of the need for better business organisation in 
connection with industry we must not shut our eyes 
to the crying need for it in higher places. We have 
not an ounce of sympathy with either party to the 
clothing fraud. They have been found out, and be- 
cause of that must drink the cup of consequences 
to thelast dregs. But what of the department which 
could, and should, have prevented it? We admit 
that the work falling on Government departments 
is far in excess of what it was ever dreamt it would 
be. and our war purchases probably run into mil- 
lions a day, but it should not be beyond the ability 
of experienced men' of business. of whom thousands 
are giving their services ungrudgingly to the State 
in these davs. to devise means for preventing leak- 
aves of this kind and removiny easv opportunities 
of gain from the path of unscrupulous servants and 
contractors. These and some other things make 
one wonder what would have been the cost of the 
war 1f we had been able to conduct it as one great 
business undertaking. efficiently and economically 
from start to finish. 

T5 # 
ALTHOUGH the talk of а тесги- 
descence of scarcity in copper may 
seem to be somewhat exaggerated, 
the position has admittedly gathered considerable 
strength in the last few weeks, as testified by the 
renewed marking up of prices, and the tendency is 
seemingly still upward, so far as can be gauged 
from the insatiable demand going on, chiefly for 
munition purposes, and from the more sparing offers 
coming on the market from all quarters. The price 
of standard copper. which not long ago had fallen 
back to about £107, has again advanced to the 
extent of some £10 a ton, although the price is now 
inclined to fluctuate pending further developments 
in the general demand. The market has naturally 
been quickly affected by the fact that very few war- 
rants are coming on offer, or are at all available. 
while sellers are entirelv influenced by the strong 
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character of the American advices received for 
weeks. past. 

Speculative offers are now, of course, out of the 
question, since dealings outside legitimate business 
are entirely prohibited under the regulations of the 
Defence of fhe Realm Act. There 
restraining feature to be mentioned which has 
doubtless. had some bearing on the state of the 
market, and that is that certain home producers, who 
until recently sold part of their output of rough bar 
copper in the shape of warrants on the official mar- 
ket, are now only selling to consumers direct, and 
thus avoiding dealers.- Trading in fine copper to 
meet requirements for munitions has been on a 
considerable scale, the: orders placed for Russia 
through the medium of the British authorities 
having assumed quite heavy dimensions for ship- 
ment in the course of the remaining months of this 
year. Both Japanese and Australian producers have 
had an excellent opportunity to sell all they had at 
their disposal for shipment in the next few months. 
In order to complete these orders, a substantial ton- 
nage has had to be obtained from American sources. 
The sales made in America for domestic consump- 
tion in the second half of August, and in the early 
part of this month, were also abnormally heavy, and 
this largely explains the decidedly more independent 
attitude of the copper magnates whose prospective 
output, it is suggested, has been already pretty well 
placed for three months or so ahead.: Spot metal 
has become rather scarce in America, and those 
сспѕитегѕ who have neglected to cover their needs 
аге now entirely in the hands of sellers. Prices there 
have risen to fully 284 cents per 1Ь., and on this side 
there is very little electrolytic obtainable for near 
delivery at a good premium, the value of near ship- 
ments standing at about £134 c.i.f. European ports. 

As indications point to an extension of the war 
well into next year, it is probable that a steady 
demand has yet to be reckoned with for many 
months to come, and it is obvious, therefore, that 
. American producers are more optimistic than ever 
as to the future of the metal. America is at present 
probably consuming at the rate of well over 50,000 
tcns a month, so that with a total refinery output of 
about 85,000 tons the balance is none too much to 
provide for regular large shipments to this side. 
The quantities accounted for within the last three 
months amount to roughly 107,000 tons, which 
should certainly be quite sufficient to keep pace with 
the enormous output of munitions by the Allies, 
though*the fact is significant that additional orders 
had recently to be placed with the American muni- 
tion factories for big quantities of material. Muni- 
tion works in this country are doubtless getting a 
full supply of metal released to them by the authori- 
ties, but there is now a good deal of talk having 
regard to the further large prospective orders to be 
placed in America by Allied Governments to- pro- 
vide.for needs over.the first half of next year. The 
stability of the market over the end of this year, at 
any rate, seems pretty well assured. 


——— —— —— —— ——— — | аа 


ELSEWHERE in this issue a corres- 


Electricity POndent draws attention to the ques- 

Supply and tion of ''Government control of 

базаси electricity supply undertakings," 
ontrel. 


and endeavours to clarify the situa- 


tion by stating what he believes to- 


be the actual facts of the case. Whether he has 
succeeded in the attempt is somewhat questionable; 
at any rate, we think his sketch of the history of the 
subject 15 open to correction. -The proposal that 
seme kind of Government control should be exer- 
ised over the public supply of electricity is по new 
idea; it was brought into prominence by Mr. R. A. 
attock in an article published in the ELECTRICAL 
ган on December 19th, 1913, and was further 
elaborated by him.in his presidential address to the 


| 1914. 


is another 


l.M.E.A., abstracted in our issue of June 19, 
While Mr. Chattock—though a municipal 
engineer—boldly advocated the nationalisation of 
the electricity supply industry, a proposal which 
did not gain much support, his object was the same 
as that of the present movement—the centralisation 
of generating plant under the most efficient condi- 
tions, and the unification of systems of distribution 
and supply. The immediate origin of the recent dis- 
cussions, however, was the paper submitted to the 
Institution of Electrical Engineers by Mr. E. T. 
Williams, in January last, which, in an abbreviated 
form, was used by the Council of the Institution to 
inaugurate a general discussion of the question on 
April 13th, and it is quite wide of the mark to give 
“the first place ” to the committee appointed by the 
Board of Trade at the end of April to report upon 
the position of the electrical trades after the war, 
with special reference to international competition. 

As our correspondent points out, the recommen- 
dation of the Council of the Institutioh with regard 
to State control—which arose directly out of the 
discussions above referred to, and the general con- 
sensus of opinion amongst electrical engineers in 
favour. of the introduction of seme such system of 
control—appears to be outside the reference of the 
Committee; in reality, however, it is not. By secur- 
ing more economical conditions of generation and 
distribution, thus cheapening the supply of elec- 
tricity for all purposes, including motive power, the 
productive capacity of electrical (and other) factories 
would be increased, the internal demand for elec- 
trical apparatus would be stimulated. and the scale 
of operations would be magnified—all valuable aids 
towards developing the export of electrical goods 
and apparatus from this country, as well as internal 
trade. At the same time, the consumption of coal 
and stores would be decreased, and other advantages 
would be gained, which have already been set forth 
in our columns. It is clear, therefore, that the re- 
commendation was in order as having a direct bear- 
ing upon the welfare of the electrical trades. 

That the shareholder should protest 1s customary 
and inevitable; we cast no stone at him on that 
account. If he does not look after his own inter- 
ests, who will do it for him? But that his protests 
are based upon misapprehension, and pardonable 
ignorance of the truth, is clear. The shareholder, 
as a rule, is not a technical man, and cannot be ex- 
pected to appreciate the position without assistance. 
We believe that Government control, in the form 
and to the extent that are proposed, would make 
for his advantage, and in support of this contention 
we may cite as a witness Mr. C. H. Merz, whose 
views were briefly published in our last issue. As 
the chief electrical adviser to the largest and most 
influential body of electricity supply shareholders in 
this country, Mr. Merz cannot be suspected of hos- 
tile intentions towards the interests of shareholders 
when he advocates the policy in question. We may 
also point out that the recommendation was sub- 
nitted to the Committee, on behalf of the Council 
of the I.E.E., by the President, Mr. C. P. Sparks, 
consulting engineer to a great company. and though 
we cannot certify that he personally endorses it, we 
have no reason to suppose the contrary. | 

But another consideration which, to our mind, 
should over-ride all others without exception, is that 
it is believed by the leaders of the electrical industry 
that Government control of the supply industry 
would conduce to the national welfare. Before this 
argument all other interests must give place. 

The proposal to substitute ‘‘ arbitration ’’ for 
' control" does not appeal to us; we have seen 


3 


what delays, expense, and sometimes futility result 


fiom arbitration. Under present conditions a firm 
hand is necessary, and while we are definitely 
opposed to any attempt at the nationalisation of in- 
dustry, we should welcome the enlightened but 
resolute control of an appropriate tribunal. 


~ 
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MERCURY-ARC RECTIFIER FOR CHARGING 
SMALL BATTERIES. 


In a recent article in the General Electric Review, C. N. 
Green described the small portable mercury-arc rectifier 
known as Form K, which is being built in increasing 
quantities (by the General Electric Co., U.S.A.), and of 
which over а 1,000 outfits have been shipped to various 
parts of the United States, Manila, Australia, Cuba and 
South America. | 

The device is filling the demand created by the extensive 
use of small batteries on automobiles, launches, &c. ; even 
when a car is fitted with a generator it may be necessary to 


Fig. l.- RECTIFIER CONNECTED TO BATTERY. 


charge the battery independently during periods of idleness 
of the car. 

The type of rectifier known as Type MS, Form K, will 
deliver 5 amperes at 775 or 15 volts, depending upon the 
conneetion, and may be connected to an ordinary lamp 
socket. It is designed to charge one 8-cell, one 6-cell, or 
two 3-cell batteries, апа can be furnished for operation on 
25, 80, 40, 50, 60, 125 or 133-cycle, 110-volt circuits. 

A later modification of the Form K 
rectifier is that styled the Form K2, 
which has been improved with a view 
to making it more or less foolproof. 

The rectifier consists of a metal case, 
on which are mounted the necessary 
reactive coils, the rectifier tube, and a 
suitable holder, all of which are protected 
by a sheet-metal cover. 


——— а 


Ес. 3. -BAsE or RECTIFIER, SHOWING FUSE. 


The device is supplied with an attachment plug that 
may be inserted in a lamp socket and two binding posts, 
marked + and —, from which wires are run to the battery 
to be charged. This arrangement makes it unnecessary to 
remove the battery from the car. In other words, the 
charging apparatus is ordinarily much lighter and more 
convenient to move than the battery. 

There have been cases where difficulty has been experienced 
by the reversal of the connecting leads- between the battery 


` double-pole fuse block (see fig. 8). 


.on each side of the handle. 
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FIG. 4.—CuURVES SHOWING 


and the rectifier when making connections for charging. 
This reversed connection resulted in the battery discharging 
through the rectifier, thereby materially increasing the 
current, which was usually followed by the loss of the tube, 
To overcome this difficulty, the Form K2 rectifier has 
been equipped with a fuse in one side of the supply line. 
When this fuse blows, the battery cannot further discharge, 
and the loss of the rectifier tube by over-heating is pre- 
vented. The change in connections from 3-céll to 6-cell 
load was made in the Ferm K rectifier by transferring the 
lead from one binding-post connector on the series reactance 
coil: to another, which required the use of a screwdriver. 
In the Form K2 rectifier this is accomplished by simply 
transferring the fuse from one side to the other of th 


The method of holding the cover to the base has also 


Fig. 2.—RECTIFIER WITH COVER REMOVED. 


been changed ; four small machine screws, which were very 
liable to get lost, have been replaced by two wing nuts, one 
Spring connectors have been 
substituted for screw connectors on the leads to the rectifier 
tube. The Form K2 rectifier is compact; its outside 
dimensions being, roughly, 8 in. wide, 9j in. long, and 
19,% in. high for 60 cycles and above, and 11% in. high for 
25 to 50 cycles. The net weight of the 60-cycle oufit is 


Power Factor 
Š 


Wokks 


FiG. 5.—CURVES oF EFFICIENCY AND 
POWER FACTOR. 


REGULATION, 
approximately 18 lb., which enables it to be readily carried 
from place to place. 

The rectifier tube is spherical, and has no pockets in 
which mercury can be trapped, with the possible result of 
the tube being broken in shipment. The two anodes and 
cathode are sealed into the upper part of the condensing 
chamber, and extend downward into the tube. The tube 
is 4} in. in diameter by about 4 in. high, and has bosses top 
and bottom to prevent it from turning in the holder. 
weight is approximately 8 oz. The rectifier is shipped Wit 
the rectifier tube assembled, so that it is ready for COD" 
necting to a battery after being unpacked, — 
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Rectifier tubes; when shipped separately, are packed in 
excelaior in paper cartons 8 in. by 8 in. by 9 in. ; the Parcel 
Post Service may be employed. The gross weight is less 
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2 ; i / 
than 2 lb, This method of packing, together’ with the 
rugged construction of the tube, has resulted in very few 
loses in transportation. | 


THE INSTITUTION WIRING RULES. 
| By DONALD SMEATON MUNRO. 


Tue Wiring Rules of the Institution of Electrical 
Engineers were this year presented, altered and 
revised for the seventh time. A Standing Commit- 
tee of 20 has sat 24 times since I91I and considered 
upwards of 500 amendments. The use of the re- 
vised rules is recommended by the Incorporated 
Association of Electric Power Companies, the In- 
corporated Municipal Électrical Association, the 
electricity supply companies of London, and the 
principal supply companies of the provinces. All 
the insurance companies were asked individually 
whether they would adopt the rules, and all—even 
at last the "' Phoenix "—have said ‘“‘ yes.” So we 
should expect, and actually do find, that the new 
rules are in many ways superior to their predeces- 
sors. Yet there remain a few things which are not 
quite clear. | 
. No information is available as to what is the 
interpretation. which each or all of the insurance 
companies would give to the word '' adopt." The 
point is important. Have all buildings at present 
insured to be re-wired in accordance with the revised 
regulations? If so, what days or years of grace 
are granted? Must all buildings, now being fitted, 
conform in detail with the revised rules? The first 
paragraph states that the rules are not intended to 
take the place of a detailed specification. Now 
whether the specification be prepared by a good con- 
sulting engineer, a rascally contractor, or even an 
expert" in the pay of an insurance company, 
there are almost sure to be points of divergence 
from the text; will the insurance companies "adopt" 
these divergencies too, because they are part of a 
detailed specification ? | 
п actual practice we have found for the most 
Part that, owing to competition, indifference, or 
ignorance, insurance companies do not make defi- 
hite inquiry or investigation into details of wiring 
~€ven when claims arise. And the Wiring Rules, 


so far as these are concerned, аге negl 
as adopted. | are neg ected as well 


If our industry were orderly, the insurance com- 
panies might have in each district a group of inspec- 
tors trained in electrical risks, and paid such 
salaries as to be above suspicion of favouritism, and 
free from the need of competition with regular con- 
sultants; or, alternatively, the companies might em- 
ploy consultants. Only with some such arrange- 
could the insurance people undertake the responsi- 
bilities of the adoption of any set of wiring rules. 

In the May report of the Council of the Institu- 
tion, it is stated that the new wiring rules have been 
accepted as standard practice by the representative 
associations of the municipal and private supply 
companies. This also is not very clear. Do these 
powerful people now mean to conform to rules with 
regard to their station and service details and their 
free-wiring schemes, or do they simply mean to 
enforce rules on others, as has been their pleasing 
habit ? 

The phrasing of the rules has altered between 
editions, and, for the most part, the alterations are 
improvements. The fact that the rules overlap and 
have to be considered in relation to the Board of 
Trade, the Home Office Regulations, &c., &c., 
vives a certain impression of raggedness to the 
whole collection. 

Nineteen definitions are given, and these range 
from elemental things like “bare” and “‘ dielec- 
tric” to a '' pipe-ventilated machine." When the 


latter class of apparatus is reached, one wonders. 


why the definitions stop short and do not wander 
on to ''oil-cooled transformers,” and the like, for 
the kind of person who wants a pipe-ventilated 
machine defined would, I feel sure, also like to hear 
about an oil-cooled transformer. As in the former 


issue, the definitions are numbered consecutively 


with the rules; this hampers freedom in extending 
definitions as they are required, and means that one 
cannot refer to definite paragraphs in the various 
editions under the same numeral. | 

Several of the definitions are as stated in the 
Home Ofhce Rules. Some of the others are neither 
crisp nor clear. ‘“‘ Switchboard,” for instance, is 
defined as '' An assemblage of switches, fuses, con- 
ductors; measuring instruments, and other appa- 
ratus for the control of electrical machinery and 
circuits." This description might equally well define 
a contractor's store-room or a full packing case 
after an electrical exhibition. ; 

Then the two most important new definitions— 
Nos. тб and 17—are given in a manner reminiscent of 
the clock which indicates 5-35, strikes 9, and means 
ten-to-three. These refer to grades of insulation 
of cables, and the first one reads: '' Vulcanised 
rubber cable is said to be I, E. E. 250-volt cable when 
the minimum radial thickness of its dielectric is 
that shown in Col. 9 of the Table, and when its 
minimum insulation resistance is that shown in 
Col. 5 after application of a pressure test of 1,000 


volts for half an hour." Is it not possible. with a 


very perishable rubber mixture, for a cable, when 
new, to pass these stated tests? As time is a stated 
element in the pressure test, should there not be 
definite guidance in respect of some indication dur- 
ing and after test as to the effect of the half-hour's 
pressure other than. complete breakdown within 


that period? 


The next similar definition refers to I.E.E. 650- 
volt cable, which has to undergo a test of 2,500 
volts. 

These two descriptions of cable (the I.E.E. 250- 
volt and the I.E.E. 650-volt) are evidentlv to dis- 
place the 600-megohm and the 2,500-megohn classi- 
fication of the Cable Makers' Association. But it 
would appear that while the C.M.A. 600- and 2,500- 
megohm cables conform to the new standard for 
pressures up to 250 volts. a special new class of 
cable, with thicker dielectric, is required for medium 
pressures. І | 

The good rule No. 24, which re-appears at the 
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beginning of the General Arrangement Section, 
stating that where energy is used for purposes addi- 


tional to illumination, the lighting must have in- - 


dependent main fuses, is now deliberately broken as 
a matter of trading expediency by many important 
supply corporations who induce consumers to fit 
heaters, &c., to their existing lighting circuits. Ап- 
other rule, No. 28, in this section states that with 
a permanently earthed neutral or negative, no fuse 
may be placed in any conductor, whether on a main, 
or on any branch circuit which derives its polarity 
from the earthed conductor of the supply. That. 
apparently, is an error, and should be rectified. - 

One notes that references are made in many of 
the preliminary paragraphs to rules of a later num- 
ber, and some of the later rules bristle with back 
references. An extension of the definitions would 
help to obviate this defect. 

Rule No. 32 states that in the final power sub- 
circuits for heaters, the maximum must not exceed 
600 watts. Yet the supply companies of London 
and the provinces have approved! 

The clause No. 34, referring to earth wires, states 
that they should be '' permanently earthed." Now, 


unless these wires have a link or other means of . 


‘occasional disconnection, it is impossible to test an 
installation to see if it is free from supplementary 
accidental metallic contacts, such as gas-pipe earths. 

It is demanded that earth wires be suitably pro- 
tected from mechanical injury, yet there is a good 
deal to be said for those authorities who insist on 
earth conductors being bare cables visible through- 
out their length. 

No. 37.—A switch, socket, &c., mounted on any 
surface liable to become damp must, in addition to 
its own mount, be fixed upon a base block imper- 
vious to moisture. It is unlikely that slate or china 
is meant to be employed here, and it seems to be 
suggested that the ordinary oiled teak block as 
used on cheaper work is preferred to a cast metal 
switch box. : 

No. 38.—'' In bathrooms and damp places special 
precautions must be taken to prevent the possi- 
bility of personal contact with any part of the sys- 
tem." This would seem to imply that wholly insu- 
lated switches are preferred to those in metal boxes 


with earthed handles, and one cannot easily obtain: 


watertight china switches. 
No. 40.—The size of lighting wires is regulated 
by “the permissible drop in volts, which under 


ordinary conditions must not exceed 2 per cent. 


plus a constant allowance of 1 volt." This 1-volt 
drop, of course, is most serious on the very low 
voltage installations now common. 

In the 1911 edition, ''taped only” cables were 
permitted in certain circumstances. Now it appears 
(No. 50) that these taped wires àre wholly debarred, 
but “braided only" cables are substituted. This 
latter class of protection is very uncommon. It 
has been used perhaps chiefly by that very smart 
type of contractor who got cheaply a cable which 
. looked all right—till the oily matter in the braiding 

had worked havoc with the unprotected rubber. 

A good and interesting new rule (No. 51) refers 
to distinguishing colours of cable coverings. One 
wonders why, however, the neutral should be yellow 
or white in the case of continuous current and green 
with three-phase alternating current. Why not 
make them neutral colour in both cases, and save 
the wireman's memory and eyesight too? 

At present it is the practice to run red wires for 
switches and black to lamps, irrespective of whether 
the supply is positive and neutral or negative and 
meutral. It will be necessary now to learn, before 
‘one wires a building, whether the corporation in- 

tends to supply from the + or — side, and if.sup- 
pliers will really respect the rules they will be ham- 
pered somewhat when they re-adjust the balance on 
feeders. 


Rule No. 52.—Concentric systems were permitted 


under Institution Rules for the first time in. 1911, 
although they have been in use since 1883. One 
could understand why the live inner should be 
specially well insulated, as it is deprived of the two 
thicknesses of insulation which prevail on normal 
two-wire installations. But why is it compulsory 
under this Rule No. 52 that the external neutral 
should have the same quality of insulation, especially 
when the alternative as shown in Rule No. 76 is 
no insulation whatever? It seems to the present 
writer that a comparatively light insulation on the 
neutral external conductor is the commonsense 
method of getting rid of the electrolytic possibili- 
ties of a bare outside conductor. 

Rule No. 53.— With regard to flexible conductors, 
one notes that they are now to be less flexible, for 
No. 36 S.W.G. is the smallest wire to be used (for- 
merly this was the largest size permitted). Rule 
No. 56 does not demand' tinning of flexible conduc- 


tors where there is a pure rubber separatión—as 


there always nominally is. Hard wires where there 


is much less risk of sulphur attacking the copper · 


are, however, to be tinned, or otherwise efficiently 
protected against this danger. 

The whole subject of metal conduits, iron, steel, 
brass, and copper, screwed, clamped, and soldered, 
is dealt with under one rule, No. 63, which has, 


'however, seven sub-divisions. 


Plain slip couplmgs are utterly forbidden, and 
quite properly—they have had a long innings in 
some districts. Grip joint couplings are evidently 
to be used for low-pressure work only, although, of 
course, resistance at joints is more serious there 
than with the higher pressures, and electrolytic 
corrosion is as much to be anticipated. 

The rule applies to all conduits, including brass 
and copper, and it states that for medium pressures 
heavy gauge screwed conduits must be used. So it 
seems that the British Standard Specification for 
steel conduits is now to apply to brass and copper 


conduits used for medium pressures. On the whole, | 


however, the rule with its sub-divisions is unem- 


barrassing, and leaves to erectors freedom to use 


the hundred-and-one methods and types of conduit 
and accessory systems now in the market. 


(To be continued. ) 


SCIENTIFIC AND INDUSTRIAL RESEARCH. 


(Concluded from page 291.) 
If a healthy condition of inquiry is to be fostered in the 


scientific industries, the Council must for some time to come 


expend a dee deal of attention and money upon convincin 
the manufacturing world in general that scientific researc 
13 а paying proposition. The shortest means to this end is an 
attack upon the pressing problems of inanufacture which 
arise in the course of the ordinary routine. 

Unless the generality of British firms can be induced to 


alter their present attitude the Council will have failed pro- · 


foundly in one of its appointed tasks. In the United States 
of America there has in certain industries been an earlier 
realisation than in this country of the large part which the 
systematic application of science has played in the rapid 
progress of German trade. Large American undertakings 
during the last 20 vears have set up research laboratories 1n 
increasing numbers.  Pamphlets are in preparation wbich 
will show something of the progress that America. has made, 
and give some indication of the competition that awaits us 20 
the future. Three grades of laboratory are needed by every 
manufacturer who wishes to get the best results from the 
application of science to his business—the ordinary routine 
or " works" laboratory for controlling the quality of raw 
materials, finished products and processes; an ''industrial 
or ' efficiency " laboratory where improvements in products 
and in processes tending to lessen cost of production and to 
introduce new products on the market are worked out; and 
the true research laboratory. | 

If a manufacturer has the necessary capital and has once 
realised the value of research, he needs no encouragement tò 
continue. In other cases the best procedure will be to demon- 
strate the value of research to industry by carefully sel : 
object lessons, and by the periodical issue of the pamphlets 
which will contain accounts of what has actually been accom- 
plished and what needs doing in this field. 
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Research undertaken exclusively for the benefit of one 
among & number of competing firms either by a public insti- 
tution or at the cost of the State is always likely to give rise 
to difüculties. There is only one authenticated instance of a 

ant from public funds in Germany to an individual manu- 
acturer for research or any allied purpose. ‘The German 

Governments no doubt frequently assist à whole industry by 

suitable tariffs, preferential railway and canal rates апа har- 

bour dues; and, most important of all, the German States 
spend lavishly upon education. ‘They have not, however, save 
in the singe case referred to, used the taxes, either local or 

Imperial, to pay for research in the interest of a single firm; 

nor have their universities and technical high schools ever 

given exclusive privileges to an individual manufacturer. 

The question of the part which universities can and should 

take in the application of science to industry is extremely 
important, but also extremely ditlicult. Such an experienced 
observer as Dr. Mees is strongly of opinion that the funda- 
mental theory of a subject upon which the development and 
maintenance of industry chictly depend * cannot possibly be 
carried on to any large extent in collaboration with à univer- 
sty." Although the German universities and technical high 
schools have been able in the past to do much for the indus- 
tries because their professors have had little routine work to 
do in comparison with British standards, the increasing com- 
plexity and length of the research necessary for modern 
scientific manufacture is making it increasingly difficult for 
the professor or the university laboratory to take a dominat- 
ing share in the advance. In the past no doubt the freedom 
of the university professor to work for a manufacturer was 
ot great importance in building up the industries, but in 
present-day circumstances he is not usually more than a con- 
sultant to the firms who are interested in his science. One 
important function which he has exercised throughout he 18 
never likely to lose so long as he keeps in touch with the 
needs of the manufacturer, namely, that of training a sufli- 
cient number of young men for the service of the industrial 
laboratories. 

The universities can and must be the main sources of re- 
search in pure science, the discoveries in which lie at the 
root of all practical and technical applications. Yet they will 
not be able to do their fair share of this vital service unless 
they can attract more students and larger funds. "Though 
progress has been made in the foundation of universities and 
the number of professors has largely increased, the endow- 
ment of professorships, the one safe means in Huxley's view 
of endowing research, has not kept pace with the number of 
foundations. Until our universities are in the position to 
offer appointments which carry with them real freedom from 
financial anxiety, it ijs certain that their teachers will not, 
because they cannot, take the leading part which they should 
in the national contributions to knowledge. If the univer- 
sities can do their full share of the new work in pure science 
they will do much, but they can do more. ‘They can also 
with their existing organisation assist smaller firms and less 
important industries to solve the problems immediately in 
front of them, and they can, no doubt, attack those funda- 
mental problems of research in applied science which are not 
too complex or too extended in their nature. 

When the scientific bases of a whole trade are in question 
sone other machinery must be devised; at this point the 
university ceases to be a suitable agent. Yet a place may 
be found for the universities in some at least of these more 
comprehensive and complicated researches. They have done 
much already by means of separate technological departments 
closely related to the industries. The present organisation of 
such departments will need modification and development if 
they are successfully to carry the burden that will be put on 
them. It is important to keep the finance of research insti- 
tutes distinct from the general university finance, for many 
reasons. It seems no less important to give the industry 
concerned a responsible share in the policy of the institute as 
much in the interests of the industry as of the research. Yet 
if the institute is to be connected with a university or other 
educational institution, the suzerain power must have an effec- 
tive means of criticising the work in its broad and general 
outlines and must have control of at least the principal ap- 
pointments, Otherwise the university or college connection 
will be meaningless. These are the difficulties of any such 
connection, but the advantages are obvious, especially at the 
present stage of our scientific development. 

Soarcely less important than the encouragement of re- 
search in our educational institutions and our factories is à 
due correlation of the research activities of the Governments 
of the Empire. This can best be achieved by the free ex- 
change of information given in @ spirit of hearty co-opera- 
tion. Accordingly, arrangements have been made by which 
the Council can keep in close touch with all Government 


Departments concerned with or interested in scientific re- - 


search. Without their help, it would have been impossible 
for it to do its work effectively. The further it proceeds the 
clearer becomes the intimate. interdependence of education 
and research on the one hand and industry and research on 
the other. 

The needs which led the Mother Country to formulate a 
scheme for’ the organisation and development of scientific 
and industrial research had been realised with equal convic- 
tion in other parts of the Empire. A strong committee, 
appointed by the Commonwealth Government, reported in 
favour of the establishment of a national research institute 


under the charge of three directors with an advisory council, 
and the Government accepted the proposal in its main out- 
lines. Meantime the Committee of the Council had submitted 
a memorandum to the Colonial Ofüce for communication to 
the Dominions, containing suggestions as to the various ways 
in which the home organisation might co-operate with similar 
organisations in other parts of the Empire. 

In Canada a sunilar movement has begun, and ап Order 
in Council was issued on June Oth establishing inachinery 
sunilar to that in this country for the encouragement of 
scientific and industrial research. "The proposals of the Gov- 
ernment are based on their conviction that each part of the 
Empire should organise its present machinery for research 
before attempting collaboration with the Mother Country. 
The Canadian Pacific Railway has recently set up a depart- 
inent for the scientific investigation of the mineral wealth 
and the hydro-electric and chemical resources of the Dominion 
especially in those districts served by the railway. The New 
Zealand Government also has the matter under considera- 
tion. The existence of such organisations throughout the 
Empire will immensely facilitate the Council’s task by 
enabling it to enlist the best brains for the attack on prob- 
lems of Imperial significance irrespective of the researcher's 
domicile. 

It seems probable that one of the first and most necessary 
preliminaries to joint research in the stricter sense will be 
found to be the making of a systematic survey of the mineral 
and other resources of the Empire. The whole question will 
doubtless be considered by the Committee appointed by the 
Prime Minister to consider the commercial and industrial 
policy to be adopted after the war. 

The experience afready gained enables the Advisory Council 
to foresee some of the more important conditions which will 
need to be secured if the object for which the Committee of 
the Council was established is to be attained. . 

These conditions stated in the shortest possible terms are: 
First, a largely increased supply of competent researchers; 
secondly, a hearty spirit of co-operation among all concerned, 
men of science, men of business, working men, professional 
and scientific societies, universities and technical colleges, 
local authorities and Government departments. And neither 
condition will be effective without the other. 

The first condition of success cannot be secured rapidly 
at any tine, and for the moment is out of the question. It 
is certain that the number of trained research workers who 
will be available at the end of the war will not suffice for the 
demand that will then exist. Without the scientific rank 
and file it will be as impossible to staff the industrial research 
laboratories which are coming as to fight a European war 
with seven divisions. There is as much place and need for 
plodding labour in scientific research as in other kinds of 
work. | 

The responsibility for dealing with the situation rests with 
the education departments of the United Kingdom. It is 
useless. to offer scholarships if competent candidates are not 
forthcoming, and they cannot be forthcoming in sufficient 
nuinbers until a larger number of well-educated students 
enter the universities. That is the problem which the educa- 
tion departments have to solve, and on the solution of which 
the success of the present movement in the Council’s opinion 
largely depends. 

As regards the second condition of success, progress in 
co-operative effort is undoubtedly being made in many direc- 
tions. There are specially strong reasons for more co-opera- 
tion between the various British firms in each industry and 
between the industries and the State іп. the furtherance of 
research. Fundamental research requires а very large ex- 
penditure on brains and equipment. It also requires con- 
tinuous effort. The firm that starts out upon this quest must 
either be very powerful, or it must find the necessary strength 
in association with others. If the general level of manufac- 
ture can be rapidly raised by co-operative effort in the ex- 
change of information between firms, and in the support of 
national trade institutes for research, as well as in the im- 
provement of the conditions and efficiency of labour, this 
country will have gone far towards establishing its industrial 
prosperity on а firm basis. 

There is already а certain number of large finus in this 
country who, realising the unity of interest between em- 
plovers and employed, have systematically striven | to raise 
the standard of living among their workers and to give them 
a direet interest in the firm's success. But the small firm 
finds it as difficult to provide pensions or clubs as to pay for 
research laboratories or original workers. Some form of com- 
bination for both purposes may be found to be essential if 
the smaller undertakings of this country are to compete effec- 
tively with the great trusts and combines of Germany and 
America. | 

The economie problem, says the Council, lies outside its 
province, but it is an important aspect of the great issue 
with which it is concerned, and that issue cannot be met 
effectively unless a co-ordinated advance is made simul- 
taneously on the whole front. The voluntary efforts of manu- 
facturers in friendly union which enabled the problem of 
munitions to be rapidly solved may lead to a new kind of 
reciprocity between firms which will avoid the evils both of 
monopoly and of individualism. As people have learnt to 
combine against the risks of fire or shipwreck without losing 
either initiative or freedom, so firms may come to look upon 
expenditure for research as a necessary kind of insurance. 


` D 


316 | 


THE ELECTRICAL REVIEW. 


[ Vol. 79. 


No. 2.026, SEPTEMBER 22, 1916, 


It is certain that the costs to be met will, on any adequate 
estimate, have to be counted not by inr of thousands nor 
even by hundreds of thousands. 

The great industries which have an output worth many 
millions sterling a year and employ labour in proportionate 
amount need research on & scale which calls for the financial 
and intellectual assistance of all parties concerned. When 
co-operation has done all that is possible in the common 
interest, there will still remain a mass of research work to 
be done by individual firms in their own interests, which will 
amply repay the cost and effort. 

If it is supposed that modern industry can be developed 
or even maintained by a process of detailed investigations, a 
. geries of particular inquiries, however careful, the time, 
ое and expense involved will be largely wasted. Such 

a supposition is fased on fallacious conceptions of the manner 
in which scientific research proceeds, and of the way in 
which the great scientific industries have been built up. Re- 
search of this order does not cease when a problein has been 
solved. It must be continuous in its operation, and its ramifi- 
cations will spread as knowledge grows. 


TRADE STATISTICS OF AUSTRALIA. 


THE following figures, showing the imports of electrical and 
allied goods into Australia during the twelye months ending 
June 30th, 1915, are taken from the recently-issued official 
trade statistics, which now cover the twelve-monthly period 
ending June 30th, instead of the calendar year. ‘The figures 
for 1918 have therefore been given for purposes of comparison 
and notes of increases or decreases have been added. The 
increasing share of the United States is noteworthy. 
Year ending 


Year ending ` 
1913. June, 1915. Inc. or dec. 


1913. June, 1915. 


Inc. or dec. 


Gas and oil engines.— | #` £ £ 

From United Kingdom 148,000 127,000 - 21,000 
, United States 38.000 48000 -+ 10,000 
„ Germany ; 2,000 1,000 — 1,000 
», Other countries 4,000 8,000* 4 4,000 

Total 192,000 184,000 — 8,000 
* Sweden £4,000. 

Portable and traction engines.— 

From United Kingdom 87,000 3L000 — 56,000 
» United States 56,000 25,000 — 31,000 
„„ Other countries 2,000 4,000* + 2,000 

Total 145,000 60,000 — 85,000 
* From Germany. 
Dynamo electric machines up to 200 h.p., static 
transformers, coils, éc.— 

From United Kingdom 168,000 135,000 — 33,000 
», Germany 48,000 16,000 — 32,000 
„  ltaly 5,000 3,000 — 2,000 
, Sweden : 9,000 6,000 — 3,000 
» United States 154,000 — 175,000 + 21,000 
» Other countries 9,000 ^ 8000 — 1,000 

Total 393,000 343,000 — 50,000 

Dynamo electric machines over 200 h.p. and рагіз.— 

From United Kingdom 56,000 49,000 — 14,000 
,» Germany А 3,000 — — 3,000 
, United States. 10,000 5,000 — 5,000 

Total 69,000 47,000 — 29.000 

Earth and rock cutting, excavating, £c., machines.— 

From United Kingdom 31,000 27,000 — 4,000 
» Germany m" 7.000 — — 7.000 
» United States 18,000 12.000 -- 6,000 
,, Other countries 2,000 2.000 — 

Total dS00 ALO — 17,000 

Coal-culting machines.— 

From United Kingdom 1,000 1,000 ER 
» United States 19,000 14.000 — 5,000 
», Other countries 1.0n0* =s — 1.000 

Total 91.000 15,000 — 6,000 
* From Germany. 

Regulating, starting, and controlling apparatus.— 

From United Kingdom 96.000 323.000 + 6,000 
, Germany  .. 7,000 3.000 — 4,000 
», United States 39,000 50,000 + 11,000 
;, Other countries 1,000 { + 2,000 

Total  ... ae 73,000 88,000 + 15,000 


Machine tools.— £ £ £ 
From United Kingdom 78,000 ` 48,000 — 30,000 
4, Germany кА T 11,000 3,000 — 8,000 
» United States. 55,000 52000 — 3,000 
„ Other countries 4,000 3,000 — 1,000 
Total 148,000 — 106,000 — 49,000 

Rotary and percussive rock drills.— 

From United Kingdom 3,000 9.00) — 1,000 
» United States 28 (ХИ) Эз -— 5000 
„» Other countries 1,000 — -- 1,000 

Total 32,000 25,000 - 7,000 

Steam turbines, economisers, superheaters, fc.— 

From United Kingdom 92.000 — 115,000 + 23,000 
», “Germany... A 11,000 9,000 -- 6,000 
» United States en 5,000 2,000 — 3,000 

Total 108,000 122,000 + 14,000 

Electroliers, gasoliers, d'c.— ; 

From United Kingdon 36,000) 30,000 — 6,000 
, Germany .... 3,000 1,000 — 2.000 
» United States 2,000) 5,000 + 3,000 
», Other countries 1,000 — — 1,000 

Total 42,000 36,000 — 6,000 

Molive power machinery not elsewhere included.— 

From United Kingdom ... 263,000 244,000 — 19,000 
» France А 5,000 3,000 — 2,000 
» Germany 20,000 9,000 — 11,000 
» Sweden -8,000 + 3,000 
» Switzerland 5.000 3,000 — 2,000 
„ United States 80,000 70,000 — 10,000 
;, Other countries 4,000 3,000 — 1,000 

Total 377,000 335,000. — 42.000 

High-spced reciprocating sleam engines for coupling 

or coupled to electric generators ог pum ps.— 

From United Kingdom 26,000 27,000 + 1,000 

Electric filings, switches, fuses and lightning arresters.— 

From United Kingdom 51,000 33,000 — 18,000 
, Germany. 11,000 2,000 — 9 000 
» United States 16,000 ЗЮ + 15,000 
» Other countries 3,000 3,000) ee 

Total 81,000 69,000 — 12,000 

Electrical appliances not included elsewhere. — 

From United Kingdom ... 90.000 85,000 — 5,000 
» Denmark 10,000 S000 — 2,000) 
» Germany 55.000) 14,000 — 41,000 
» Holland à 10.000 21.000. + 11,000 
5», United States 36,000 45.000. + 9.000 
,» Other countries 10,000 5000 — 5,000 

Total 911,000 178,000. — 33,006 

Lamps and. lampiware.— 

From United Kingdom 57,0) 49,00). — 8,00 
Qo Germany .. 4.000 — 13,000 — 98,000 
» United States: 47.000) 48,000 + 1.000 
„ Other countries 9,000 12,000 + 3,000 

Total 151,000* 122,000 — 39,000 
* Included incandescent mantles in. 1913. 

Telephone swilchboards and appliances.— 

From United Kingdom 47,000 95,000 + 51,000 
» Belgium 25,000 5000 — 23,000 5 
» Germany... - 7,000 1,000 — 6,000 
Q0 Sweden 40,000 QO(NM) — 24,000 

United States AY OOO 60,000 + 13,000 
», Other countries 2,000) — = 2,000 
Total [тїн 183,000. -+ 9.000 

Wire, iron, and steel.— | 

From United Kingdom SOLON) 52.000 -- 37,000 
Qo Germany ' от NK) 95,000 — 229,000 
| United States 219,000 229,000 + 10,000 
Other countries PREL КУТТЫ" 32,000) 

Total . (10, "m 416,000. -- 2234. 000 
E S £31,000. 

Electric heating and. cooking appliances.— 

From United. Kingdom 6.000) 4.000 = 3.000) 
» United States 3,000 3,000 -— 
,, Other countries 1,000 — = 7,000 

Total  ... ne 10,000 6,000 — 4,000 
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Year ending 
1913. June, ae Ine. or dec. 


Rails, fishplates, dc.— £ £ 
From United Kingdom 1,045,000- 636,000 — 409,000 
„ Belgium... 12,000 6,000 — 6,000 

Germany... 57,000 34,000 — 23,000 
, United States 165,000: 177,000 + 9,000 
, Other countries... — 233,000* + 933,000 
Total 1,282,000 1,086,000 -— 196,000 
* Canada £231,000. — 
dccumulators, carbons, measuring and recording 
instruments, arc lamps, éc.— 

Fron United Kingdom , 109,000 69,000 — . 40,000 
, Germany... ET 43,000 1,000 — 42,000 
, United States 11,000 15,000 + 4,000 
, Other countries 4,000 1,000 — 3,000 

Total 167,000 86,000 — 81,000 

Wire (copper).— - | 

From United Kingdom 175.000 90.000. — 16,000 
, Belgium 7,000 — — 7,000 
, Germany... 19,000 7,000 — 12,000 

United States 11,000 14,000 + 3,000 
, Other countries 1,000 — -— 1,000 
Total 213,000 . 120,000 — 93,000 

(alle and wire (covered).— 

rrom United Kingdom 554.000 307.000 — 247,000 
. Germany  .. 56,000 10.000 — 46,000 
, Italy me Mr 2,000 1.000 - 1.000 
, United States s 20,000 8,000 ~ 12,000 
, Other countries... 5,000 9,000 — 3,000 

Total ... .. $637,000 328,000 — 309,000 
dre lamp carbons.— 

From United Kingdom ... — 1,0000 + 1,000 
, Germany... an 17,000 2000 — 15,000 
, Other countries 1,000 4,000" + 3,000 

Total .. ... 18,000 4,000 — 11,000 
* Spain £2,000. 
CORRESPONDENCE. 


letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


Electricity Supply Undertakings and Government Control. 


, During the last week-or so a considerable amount of discussion 
ла. taken place in the technical and financial Press over the question 
ot Government control of electricity undertakings. The references 
ш the Press have given evidence of heated partisanship in the 
matter ; 80 much so, indeed, that it might be worth while to pause. 
ind, if possible, get at the actual facts of the case. These facts 
lave certainly been obscured somewhat in the discussion, so readers 
mar. perhaps, welcome a plain statement clear of party comment. 
The facts are briefly as follows :--- 
In the first place, the President of the Board of Trade appointed 
‘anous Committees to consider the position of certain British 
instries after the war, especially in relation to international com- 
ar and to report what measures. if any, are necessary or 
E order to safeguard that position. Among these Govern- 
е mittees one was appointed for the electrical trades. This 
“mmittee was composed of the following members :— 
The Hon. Sir Charles A. Parsons Мг. J. Devonshire. 
(chairman). Mr. B. M. Drake. 

Mr. J. Annan Bryce, M.P. Sir John Snell. 

Mr. T. О, Callender. 
a ште, in the course of their work, invited the Institu- 
lere а Engineers. through the President. to vive evidence 
ae rere A special ad hoe Committee of the whole Council 
lated certa; е matter, and on their deliberations the Council pre- 
tions ойны recommendations to be submitted. The recommenda- 
British ho, Various points, from such things as securing an all- 
"Tarineerg ‘ome market to improving the status “of electrical 
itd no , l0 clauses in all. Nine of the clauses have apparently 
not a whirl cussion. Опе clause, however (No. 2). has raised if 
Hil wind—at least a breeze. The recommendation runs as 


that s боега теці Tribunal of the most independent character 
industry of e to be appointed to control the electricity supply 
тер cp Unt and also to prevent indiscriminate addition 

Print of view of power stations or systems undesirable from the 

8 teen Of size, locality, or system." 

curiously, its ma adation has been strongly attacked, though, 
, wheth ost vulnerable point seems to have escaped notice- - 

The purpose er ìt falls within the scope of the evidence required. 
of this particular Board of Trade Committee—the 


Electrical Trades Committee —is to devise a measure to protect the 
electrical trade after the war, and especially to safeguard it against 
foreign competition. The evidence required, therefore, is only as to 
what. will protect the industry and obtain advantages forthe same. 
It is a little ditlieult to see how placing a Government tribunal to 
control the electricity supply branch of the industry will give that 
branch any advantages. It may conceivably give the public. the 
consumer, or anyone else, an mlvantue. but the purpose of the 
Electrical Trades Committee is wholly confined to devising benefits 
inside the industry. The only conceivable suggestion is that some 
undertakings will benefit at the expense of the others. — | 

However. to return to the main point on which. the recom- 
mendation has been attacked, viz., Government control, 'this has 
been done from the company-shareholder’s point of view. The 
shareholder has an eye for only one thingr--dividends. He assumes, 
therefore, that Government control is not being recommended with 
the sole view of increasing the dividend from his investment in the 
particular company in which he is interested. He knows that 
the control would have aims other than those expressible in 
dividends, and consequently assumes that the dividends will suffer 
—hence his protest. 

The argument in defence is that the Government Tribunal would 
only deal with the technical side of the problem and not touch the 
financial. Whether such a thing is possible. whether a Tribunal 
can, in fact, lay down a course for an industry to follow and yet 
not interfere with its profits, is the main ground of contention. 

Perhaps. however, one solution would be to eliminate the debate- 
able word “control.” and substitute “arbitrate.” This would be 
better in keeping with the idea of a Tribunal. as not being endowed 
with power of initiative. The recommendation would then read 
“that a Government Tribunal be appointed to arbitrate on questions 
affecting the electrical supply industry of the country, with a view 
to preventing indiscriminate additions to undesirable systems,” and 
so forth. This would obviate the possibility of any “control in 
the ordinary sense of the term. and, at the same time, provide a 
way of dealing with the “dog-in-the-manyer” policy atfected by 
so many undertakings when any question of centralisation comes 
along. : 

Anyhow, this is merely a suggestion. the main point of the 
present article being to present a statement of fact and of the 
grounds of disagreement as a preliminary towards a better agree- 
ment. 

Arbiter. 

September 16th, 1916. ; 


[We refer to thi» matter in our leading columns to-day.— 
Eps. ELEC. REv.] 


The Anglo-Boche. 


I have not seen the ELECTRICAL REVIEW for nearly two years. 
but I anticipate that its leanings will not be towards what the 
Daily Mail picturesquely describes as the “Unseen Hand.” so that 
a Boche-like development in electrical circles may interest you. 

Some time ago. a London electric supply company (determined 
that, whoever suffered from the effects of the war, their share- 
holders should not) raised their price for current all round; 
possibly other companies did the same. If this merely offset 
additional cost, and did not produce additional profit. it was. of 
course, quite levitimate. However, a further increase became 
necessary-—or desirable. 

One may suppose that important customers may have protested 
at the former advance. so the directors decided to squeeze a class 
who would be powerless to resent their action-—the similarity to 
Boche methods is too obvious to need underlining. They pro- 
ceeded to enforce the legal minimum charge per quarter, knowing, 
of course, that this would atfect. not their large customers. but the 
occupants of small houses and flats. the great majority of whom 
are serving their country on somewhat inadequate pay. | 

In a typical case, the bill for current has been more than doubled 
to a family of three, one of whom is in the Grand Fleet. one in the 
R.N.V.R.. atloat, and the third working 11 hours a day at (unpaid) 
war work. | | 

Although the company had been informed that their customer 
was away on service. they sent in their usual notices, which 
accumulated in his absence. and finally cut off the current. all in 
the approved style of profound peace. E 

The comic relief is added by the fact that, like the blundering 
fools who are their patterns, they could not even perform this 
graceful act efficiently, but. to the astonishment of the occupant of 
the flat below, cut off his current instead. . 

Now I should like to make it clear that I do not know that the 
directors of the company in question are of German origin. but I 
suggest that their methods are so characteristic, that the intern- 
ment authorities might be moved to investigate. In any case, I 
and others will not forvet, after the war, that among our foes were 
those of our own (electrical) household, and that they seized their 
opportunity to stab us in the back while we were assisting to 
protect them when they were too busy-—or, shall we say-—-prudent. 
to protect themselves. The name of the company is at your 
disposal if you wish it. 

Engineer-Lieutenant. 


- 2—-= ~ — = ee ыш o Tecos 


To Go- or Not to бо? 


Balanced Up "—I nearly put Fed-Up—is one of those young 
men, who, like the poor. are always with us. He is probably one of 
those men perpetually permeated with the spirit of discontent. 
He is likewise probably of the type of young man recently 
described by a manager in a munitions Tribunal case аз — one ot 
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those young men who come to pick up all the information they 
cin in order to better their positions as electrical engineers." 

But cheer up, “ B.U.," the turn of Fortune's wheel may in the 
course of two or three years see you blossom forth as a full-blown 
system engineer, | 

Наз “B.U.” read certain of the speeches given before the 
British Association ut Newcastle? Let him do so. Let him read 
Mr. Stoney a paper with particular reference to that part dealing 
with the teaching of the dead as against the live languages. Let 
him substitute one or two other words in place of those used by 
Mr. Stoney (ELEC. Rev., page 306. line 43), and the passage can be 
made to read thus :—" The operation of power stations and systems 
as they are usually operated has been standardised to the last 
degree, and as a result they can be operated by the semi-skilled 
inan, and the skilled man is not necessary. In fact, the operation 
of power stations and systems is а pure ‘repetition job. At the 
same time no operator's training is complete unless mechanical is 
combined with electrical, and also. with operating, experience 
und here lies one great danger of the modern operating engineer 
feeling himself entitled to less worse pay.” 

Let him proceed to read Merz on Electrical Power Distribution. 
and take the following extract : “. . . that interconnected electrical 
power distribntion are essential if labour costs £c 
are to be kept toa minimum." (ELECTRICAL REVIEW, page 307, 
line 53.). 

From * B.U.'s ` statement that he is connected with 20.000 volts, 
one may infer that he is employed within, say, 500 miles of New- 
castle-upon-Tyne, and he may, therefore, bear in mind that he is 
on a concern " standardised to the last degree," and where " labour 
costs are to be kept to a minimum." 

Remember Alfred Lester, in the " Arcadians," with his “ Gay life 
and a short опе; alsothe story of Robert the Bruce and the Spider, 
then, “ Balanced Up.” if you can't manage it on the 1-volt bus-bara, 
keep on trying the various voltages to be met with, and if you last 
till then, I feel sure the 20,000-volt busses will find you a very 
certain means of solving the question " To Go—or Not to Go?” 
At the same time, " B.U.," take care while trying to form a low- 
resistance path between red and blue phases on the 20,000-volt 
burs, that you do not cause a general shut-down on the 


North-East Coast. 


High-speed Squirrel-cage Winding. 


In further reference to your notice on page 263, of September 
8th issue, I have to say that in connection with the experimental 
work in the development of the ‘ Paragon” electrical power 
system, this type of winding has been successfully used on 
my motor omnibus induction motor rotors, and has also been 
proposed and tendered for in connection with my "Paragon" 
variable-frequency, variable-speed induction motor system for 
ships' auxiliary machine driving ; the said patent cannot, there- 
fore, be valid, although the design is sound and good. 


William Р, Durtnall. 
London, N., September sth, 1916. 


—— — 


The Metric System. 


In view of your efforts to modernise the present effete system of 
weights and measures in this country, I forward you а cutting from 
the Western Mail of to-day's date, which only reiterates what has 
already been stated so often in your columns. Unfortunately, 
although recognised by all leading business men — and others—to 
be & reform urgently necessary, the Government do not move in 
the matter, and unless they act quickly, we shall find Peace with 
us once again, and the opportunity, so favourable at the present 
moment, will have been lost, 

We have had the Liquor Control Bill,the Summer Time Bill 
(Daylight Saving), Compulsory Service, and mafy other drastic 
ineasures imposed upon us during the past few months, all of which 
in pre-war days would have been considered semi-revolutionary. 
The public have accepted them almost without murmur, and have 
become quite accustomed to these startling changes in our daily 
life. 

Now, therefore, would appear to be the moment for the universal 
wloption of the metric and decimal system of weights and measures, 
unless we have definitely resigned ourselves to the old-fashioned 
systems, which we had to labour under for all too long. 

The trouble and inconvenience which would be inseparable from 
such a reform would be very quickly counterbalanced by the 
yreater convenience and simplicity attaching to the Continental 
svstem-—advantages which would be quickly realised by the masses 
in general. 

What is wanted. however, i3 a leader; and the question is— 
Where is he? 

One Interested. 


Heroult Furnaces in the U.S.A.— Iu the past six months 
the United States Steel Corporation has granted licences for a total 
of 28 Héroult electric furnaces for steel-making in the United 
States and Canada, which exceeds by four the number licensed 
during the full year of 1915. At present a total of 72 Héroult 
units are either in operation. in course of building. or have 
been authorised in the United States and Canada. Arrangements 
for a large number of additional furnaces have been made by 
various companies through licences from the Steel Corporation 
during recent weeka. 


ITALIAN ELECTRICAL INDUSTRY. 


THE economical uprising of Italy, which goes back 25 to 30 years, 
has been accompanied by an extremely rapid growth of ita elec. 
trical industry. From 1880 to 1914 more than 1,000,000 horse 
have been harnessed, as may be seen from the following tabulation 
extracted from statistics published by the Italian Ministry of 
Finances :— | 


Years. H.P. Years. H.P. 
1880  ... 135.000 1906  ... e. 549.280 
1884 160,000 1907 612.035 
1399 180,000 1908 129,029 
1900 950,889 1909 820,368 
1901 289,756 1910 897 464 
1902 311.014 1911 956,150 
1903 379.508 1012 963,291 
1904 226,706 1918 e. 976,268 
1905 485,579 1914 ... 1.022,960 


This growth in electrical installations was concurrent with a 
reduction in net cost and sale price. While prices of necessarie: 
of life rose on an average 50 per cent. during the last 15 years. 
the price of electricity underwent a decline. In 1894 the KW.-hour 
for light cost at Milan 1°40 francs; to-day it is sold at 40, 30. and 
20 centimes. The Kw.-hour for motive power which sold st 
25 centimes in 1894 comes out to-day for large industrial users at 
from 6 to 5 centimes; for industries which do not need an 
uninterrupted ‘flow of energy, it is even possible to have the 
KW.-hour at 1 centime and below. Notwithstanding these relatively 
low prices. the electrical undertakings have succeeded in realisin: 
some fine profits, and the capitals invested in electric under- 
takinvs have yielded sure dividends of a high average. Accordiny 
toa publication of the Credito Italiano, the average of dividend. 
of 151 share companies, embracing the whole production of elec ric 
energy. with a capital of 453,400,000 fr., and reserves oi 
32.400,000 fr., were :—6'74 per cent. in 1909, 6°83 in 1910, 6'31 in 
1911, 716 in 1912, 5°64 in 1913. For a year of crisis like that of 
1913, the dividend of 5°64 per cent. shows a pretty respectable 
revenue. These data become still more impressive if. instead of an 
average dividend, we consider the individual growth of a great 
company from the point of view of capital, dividend, current pro- 
duced, &c. Below are the figures relating to one of these companies. 
the Società Ligure Toscana di Elettricita :— 


E Dividend,| кү. Hours _ Lamps _ Motors 
22 Capital, fr. ; ре produced. шше шшш, 
uie) = el o- 
1905... | 1,000,000 — == | aie - 
1906... 2.000,000 | Pide — | == — 
1907... . 2,000,000 4 2.000.000 — —- 
190%... 1 2,000,000 ñ 4.000.000 24.000. 3.500 
1909... | 2,000,000 05 5,000,000 s MEE 
1910... | 4,300,000 TIN 7,000,000 -— — 
1911... | 7,000,000 6 9.500.000 T -— 
1912... 1 10,000,000 65 15,000,000 —- == 
1913... | 10,900,000 7 20,500,000 Ez е 
1914... | 19,000,000 7 31,500,000 | — E 
1915... | 22,000,000 7 48,000,000 270,000 26.000 


v 


This company, founded to supply 3,000 н.р. to the city of 
Leghorn, now furnishes electric current to the provinces of 
Lucca, Leghorn, and. in part, Pisa, Florence, Massa, and Grosseto. 
In the space of 10 years the company in question has undergone ^ 
remarkable expansion. Its original capital of 1,000,000. lire has 
swollen to 22.000,000, and it has absorbed other smaller ecopome 
entities, such as the Società Toscana de Pise, the Società хог" 
di Elettricità. the Società Forze Motrici de Lucca, the Societa 
Elettricità de Pescia et Montecatini, Kc. If we examine the ecoponur 
aspect of other electric companies, we find everywhere the ват 
characteristics. From the technical standpoint. grandiose installa- 
tions, with a very centralised production of motive power and an 
extremely ramitied distribution network : from the financial stand 
point, a very strong concentration of capital. "This great amalgi- 
mation of installations has a fonndation essentially technical. It 


. has been rendered possible. and even needful, by scientific dis- 


coveries which allow of the transmission of current over vict 
areas. The work of а stream of water gathered up in а тоша! 
valley may be sent by means of a copper wire, those silent bearers 
of electric current, to great industrial centres at remote distance. 
The high cost of works where water-power is utilised, render 
absolutely unremunerative installations on a small scale. A single 
and large station, which can serve a province, and sometimes tye! 
un entire rezion, is the one and only reasonable mode of utili-ine 
water-generated electric motive power. 16 is this principie 
of economy of foree which, in an irresistible manner, has вши! 
the creation of enormous hydroelectric stations and huge compar 
for the distribution of electric current. Statistics of the calls tor 
concessions clearly prove this. While in 1885-6 the average power 
asked for concessions reached 36 H.P., it was 130 in 1889 and 1*?* : 
230 between 1897 and 1898. and rose to 2,160 in the period from 
July 6th to December 9th. 1899 ; and during all the later year: It 
. was possible to register culls for concessions of 100,000 N.P, 
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LEGAL. 


WORKMEN'S COMPENSATION. 


Ат Bolton County Court on September 13th, James Herbert 
Howarth, of Handel Street. sued the Bolton Corporation for com- 
peusation and a declaration of liability in respect of an accident on 
June 29th, 1909. 

Мв. GREENHALGH (solicitor) said plaintiff was employed by the 
Corporation on the date mentioned and was assisting in the repair 
of overhead electric wires when he fell from the wagon. One of 
his thighs was broken, and his thumb was injured and had to be 
amputated. In April, 1915, he was admitted to the Army asa 
waiter-on in the dining room and cookshop at Bury Barracks, but 
was discharged in May, 1916, as physically unfit. The Corporation 
had paid fees for his tuition in motor driving, but his first job as a 
driver was too heavy for him. Plaintiff now said he was earning 
54. per hour and for an 84-hour week earned over £2. | 

For the defence. Мв. J. HALL (deputy Town Clerk) contended 
that the man had been able to do light work since 1910, but the 
Corporation had paid full compensation down to 1915. His dis- 
rharge from the Army was for muscular rheumatism. not on 
account of the effects of his injuries. His earning capacity now, 
it was argued, was better than ever before, for by his training as 8 
motor-driver and repairer, he was a skilled man, whereas he was 
formerly unskilled. 

The Corporation asked that the compensation award should be 
terminated altogether. ; 

In the end the Judge made an award of 4s. 4d. per week from 
May Ist. 1915, to August 8th, 1916, and gave a declaration of 
liability with costs on B scale. 


WAR ITEMS. 


A Labour Committee.—It is announced that Mr. Arthur 
Henderson, in his capacity as Labour Adviser, has invited 15 
tade union leaders to form a coneultative committee, with 
a view to ''establishing a regular and definite means of co- 
operation and communication between organised labour and 
the Government.” 


Workers of Military Age.—Edwin Milne, manager of 
Messrs. T. C. Smith & Co., motor-car and electrical engi- 
wers, Aberdeen, was charged with having failed to make and 
keep constantly posted up in the premises a list of the male 
persons between the ages of 18 and 41 in the employment of 
the firm, contrary to the Defence of the Realm Regulations. 
He pleaded guilty. The Sheriff imposed a fine of 20s. 


Belgian Light Railways.—For years past Belgium has 
пгоуе an admirable system of light railways. Reuter, quot- 
ig the Telegraaf, says that the report of the Germans having 
ized a large quantity pf кш stock belonging to the Bel- 
дап light railways is confirmed. Several lines of the im- 
portant steam tramway system, the centre of which is at 
Aerschot, have been closed. Locomotives and rails have been 
ut to Germany in spite of the protests of the management 
of the tramways. | 


Our Trade with New Zealand.—Mr. R. W. Dalton,. 


I.M. Trade Commissioner in New Zealand, has been depre- 
viting the tendency that he has observed for British manu- 
icturers to delay their measures for appointing agents in New 
Aaland until after the war. Mr. Dalton quotes New Zealand 
“pluion as being in favour of immediate action, at any rate in 
дага to preliminary negotiations. As may be imagined, 
there are others besides British houses who know the value 
"f good agents, and if we allow '' after the war” to look after 
Itself, as а certain politician would advise, we mav not be 
alle to find such agents free to represent us when that 
neatly desired day shall dawn. 


Germany After the War.—An Exchange telegram states 
that the Vossische Zeitung suggests the possibility of a closer 
(iun between the Hamburg-Amerika and Norddeutscher 
! ioyd Lines after the war on a basis that cannot be revealed 
i! present. ** Both companies are reorganising their boards of 
"ireetors and electing the financial leaders of Germany with 
the object of obtaining large credits which they will need at 
the close of hostilities. Among the new members of the 
lwards are also delegates of big coal and electric concerns in 
(»1many, where large orders are to be placed for new shipping 
machinery. It is spate that the two concerns backed 
һу Germany's greatest financiers will easily cope with the 
«fter-war situation.’’—Times. 


“ Tubs for Tommies."—We have heard a good deal this 
wek about those wonderful “Tanks” which have sent our 
men into battle laughing, and have struck terror into, and 
kindled the wrath of, the enemy, but there are “Tubs” as 
"ell at the Front; their usefulness cannot be questioned, and 
hd provoke n» wrath—only smiles, for ''Tommy's" satis- 
faction With them is complete. ‚ In some parts instead of waiting 
^ days for a bath, our fighting men have been able to have 
"п" every eight days, and the Emergency Voluntary Aid Com- 
ш of the Empress Club (35, Dover Street, London, W.) 

as made this possible by providing tubs and heating appa- 


ratus. We learn from Mr. C. Williamson-Milne, the chair- 
man, that the military authorities are willing at once to dis- 
tribute at the Front, wherever the need exists, a further 1,000 
baths and 200 heaters, and for this purpose the Fund needs 
£1,500. A sum of £10 will provide a unit of five baths, with 
stove, boiler, towels, soap, scrubbers, &c., with which 100 
men per day can have & warm bath. The desire of our men 
for a wash and a shave is almost proverbial, and their “ fit- 
ness" is maintained because of such healthy habits. The 
nation provides the ‘‘Tanks’’ from the national exchequer, 
but it has been ordained that private donations shall provide 
the “Tubs,” and any of our readers who can do so should 
send remittances to Mr. J. W. Howe, the honorary secretary, 
at the above address. 


Exports to Liberia.—The ''London Gazette" for September 
19th contains a further list of those to whom exports to 
Liberia may be consigned. 


Prize for the Best Mechanical Hand.—According to the 
Times, a donor, who wishes to remain anonymous, has offered 
to the Société Nationale de Chirurgie, 19 Rue de Seine, Paris. 
a prize of 50,000f. (£2,000) to be handed over to the maker of 
the mechanical apparatus which best supplies the place of a. 
hand. All competitors must belong to Allied or neutral, 
nations. They are to present to the society mutilated men 
who have been using their apparatus for at least six months. 
The Société de Chirurgie will test each apparatus with muti- 
lated men for the length of time it thinks fit. The apparatus 


. which wins the prize 1s to remain the property of its inventor. 


The competition will be closed two years after the end of 
ihe war. 


rompen Applications.—Mr. A. R. Barry (24), elec- 
trician, Upminster, has appealed on business and domestic 
grounds. He stated that after rejection he got married, think- 
ing that he would not have to serve. Exemption refused. 

The Ullcoats Mining Co. appealed to the Whitehaven Rural 
Tribunal, on September 12th, for their electrical engineer (25) 
at Egremont, who had taken charge of new plant being 
erected, and who was formerly with the Westinghouse Co., 
and was there badged. It was stated that he came to the 
Ulleoats company on the understanding that he would be 
exempt there also. Conditional exemption was conceded. 

At Whitehaven, appeals were made by the Corporation for 
exemption for the acting borough electrical engineer (Mr. 
Gillitt), the only mechanical fitter left, an outside foreman 
and joiner, à stoker, two shift engineers, and the electrical 
and works superintendent. Мг. С was conditionally 
exempted; six months each were allowed to the fitter and 
foretnan; and three months each to the others. 

Four engine fitters were appealed for at Aldershot by the 
Traction Co. Mr. E. G. Hawkins, for the company, said that 
the chairman of the Reserved Occupation Committee had in- 
formed him that men employed in th®- maintenance of ’buses 
and machinery came under the heading of а reserved occupa- 
tion. The Chairnan observed that the Appeal Court, which 
was senior to them, said the men did not belong to a reserved 
occupation. He asked if there were not women fitters, and 
Mr. Hawkins replied that he had never heard of them. Two 
of the men were allowed three months, and the others two 
months. 

Mr. H. C. Francis (27), electrician, Redhill, has been 
allowed exemption from combatant service on condition that 
he undertakes farm work. 

Pittington Co-operative Society have made an unsuccessful 
application for the retention of their electrician, who has a 
crippled arm. 

At Faversham, on September 14th, conditional exemption 
by agreement was allowed to five employés at the Corpora- 
tion electricity works, on the application of the electrical 
engineer, Mr. Sommerville. 

A car driver, aged 21, was claimed at Dartford by the Light 
Railway Co. as being in a certified occupation and indispens- 
able. It was stated that owing to the absence of housing 
accommodation older married drivers could not be imported: 
three from the Isle of Thanet taken a vear ago had not vet 
obtained houses. Badges had been applied for for drivers, but 
the Ministry of Munitions would not grant them. Two 
months, with no further appeal without consent, were 
allowed. 

High Wycombe Tribunal has granted three months’ exemp- 
tion to Wilfrid Parmenter (25), electrical operator at a local 
picture theatre. Appellant is very deaf, and the Tribunal 
considered he was not fit for anv form of military service, . 
although passed by the Medical Board. 

Mr. E. H. Milner (38), electrical engineer, High Wycombe, 
who had recently been starred, appealed at High Wycombe 
for exemption. Questioned, he said that his business was 
beyond the power of women to do. Ever since their forma- 
tion he had belonged to the Volunteers. Six months were 
granted. | 

Exemption has been refused, at Torquay, to Chas. Webber, 
empioyed in tipping coal into the Corporation generating 
etation. : 

An appeal by the Military against exemption allowed to 
A E. D. Chaundy (22), electric wireman with Messrs. Hill, 
Upton & Co., electrical engineers, Oxford, has been with- 
drawn, the man being totallv rejected for any form of service. 

The Military appealed at Oxford against exemption granted 
on February 24th to R. J. J. Child (23), electrician with Mr. 
John Goundrey, passed for foreign garrison duty. Child com- 


plained that he had not had a proper medical examination, 
but the certificate of exemption was cancelled. 

At Oxford, conditional exemption was sought by Messrs. 
G M. Watson & Son, electrical engineers, for Edwin Dixon 
(31), electrical engineer and fitter. the only electrician left 
ou the staff. As Dixon was passed for general service, Mr. 
H. G, Watson said that if two months were allowed he would 
endeavour to get a substitute. A month was granted, there 
to be no further appeal without leave. | 
_The Grantham Tribunal has conceded conditional exemp- 
е to John R. King (40), with the Urban Electric Supply 
'0., a 
Gloucester Corporation having been granted exemption for 
two tramway inspectors on the ground that they were indis- 
pensable, the Military appealed, it being contended that it 
was not in the national interest that thev should be retained 
on the staff. One is the chief inspector (aged 39), in charge 
of the whole of the traffic. and the other is the traffic in- 
spector (aged 39). The Military contended that the latter 
should. serve. Mr. Е. Н. Corson (general manager) stated 
that both men were indispensable, and if he was given three 
months he did not think that he could obtain апа: train a 
man to take the place of the trafüc inspector. He pointed out 
that, with one exception, the whole of the employés attested 
before compulsion was brought in, and 71 had joined the 
Forces. The Court allowed conditional exemption to the chief 


inspector, and allowed three months to the traffic inspector, | 


with leave to appeal again if a suitable substitute could not 
be: found. | | | 

"Ihe Merthyr Tydfil Tribunal has conditionally exempted 
one of the two last stokers left with the Merthyr Electric 
Traction Оо,, Ltd. - | | 

.Appealing for extended exemption, Mr. Gilbert Clark (84), 
electrician,. of Bath, has been granted a final month. 

At. Denton, Mr. J. Brown appealed last week for William 
Hope, of Hyde, electric plant attendant, and conditional 
exemption was granted. The same Tribunal granted condi- 
tional exemption to three electric car drivers, a car-shed fore- 
man, and a horseman on the emergency repair wagon, who 
were appealed for by the Oldham & Ashton Tramway Co., 
Ltd.: An appeal by Н. D. Smith, chief storekeeper for the 
company, was dismissed. 

The Elland Tribunal decided that Ernest Turner, electrical 
engineer, was in a certified occupation, and he was exempted 
to the. extent provided bv such reservation. : 
‚Ав Durham Appeal Tribunal, an electrical engineer appealed 
10 respect of an employé aged 23, unmarried. The firm were 
engaged in making rope to expedite the work of the Navy. If 
appellant had been married he would have been exempt. All 
they wanted was three months’ extension to enable them to 
finish the work.. Appeal dismissed. . | 
-A Brighton electrician, passed for labour duty abroad, who 
was recently put back until called up, having received his 
papers, has now been given three months’ exemption. 

St. Albans City Tribunal has refused exemption to Thomas 
G., Brockwoll (20), junior charge engineer with the North 
Metropolitan Electri¢ Power Distribution Co., Т44., claimed 
as being indispensable in thé interest of the lighting service. 
. Messrs, Barlow & Alden, Ltd., Oxford, appealed for Albert 
Greenaway (33), electrical fitter, engaged on installations at 
farmhouses and. forms. He was conditionally exempted 
whilst. remaining in his present occupation. . 

Three months’ exemption has been allowed to Mr. F. P. 
Beale (33), Watford, for 16 years electrician to Mr. Grimes, 
at Bushey Hall. | 


The Military appealed at Oxford against a certificate of: 


exemption granted on January llth to A. C. Tombs (92), 
Junior assistant electrical engineer with the Oxford Electric 
/0.. Ltd. The chief engineer (Mr. Francis) said that it was 
difficult to get & man of sufficient experience and acquainted 
with local conditions for the particular work done by Tombs. 
The certificate was withdrawn. | y 

On domestic grounds, conditional exemption has been 
granted to Mr. E. Green (34), electrician, of Oxford. 

At Oldham, Meesrs.. Caton & Sons, electrical engineers, 
appealed for the manager—a practical engineer on motor and 
dynamo work, aged 38, | 
and also for three electrical fitters. all married. Temporarv 
exemption until January 1st was allowed to the manager and 
two of the fitters, and the remaining man, who is 32 years 
of age, was ordered to serve, but is not to be called before 
October ‘14th. 1 
. Three youths employed at an électricitv station were ap- 
pealed for at Stretford, and it was stated that their ages were 
18 years. The appeals were disallowed, but the three are not 
to'be called: up before the end of October. _ 

_,At Blackpool, on September, 7th, conditional exemption was 
alowed to the foreman of a local firm of electrical engineers, 
who claimed that he was in a reserved occupation. 

At Ramsbottom (Lancs.), an appeal was made for a iram- 
way depot foreman, aged 23 and single. and it was stated that 
an effort had been made to get an older man, but without 
success. If he were taken away the car service would 
probably he stopped until another man could be found. , Ex- 
emption until January Ist was allowed. Conditional exemp- 
iu was granted to а tramcar driver, aged 31 vears and 

angle. —.. 

The Bury Tribunal has granted conditional exemption to 

a Corporation. tramway employé, married and 30 years of 
age, who wis wounded in Gallipoli; temporary exemp io 


i 


and married—who was indispensable; 
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until October 3lst to the chief clerk in the Corporation elec. 
tricity department, aged 29; and a similar period to a student 
of wireless telegraphy, aged 19, who is to sit for an examina- 
tion shortly. ў 

At Rochdale, Messrs. A. Diggle & Co. appealed for Percy 
Dawson (19), armature winder, who was described as indis- 
pensable. The Tribunal decided that the man should report 
for service in three weeks, and a representative of the firm 
said he would appeal against the decision.—Temporary ex. 
emption till December 31st was allowed to W. Jenkins (41), 
assistant to engineer-in-charge of electric pumps, &c., ар. 
pealed for bv Mr. S. S. Platt. 

Oldham Tribunal has given two months' exemption to Mr. 
W. S. Long, electrician, of Whissenthorpe. | 

At Hastings, on September 13th, exemption was claimed for 
Charles Winter (40 years and 8 months), electrician at the 
“ Albany ^" Hotel, employed by Sir H. Lunn. Не was given 
three months on joining the Volunteers. 

The Peterborough Electric Traction Co., on September 13th, 
appealed for a chief traffic inspector, a mechanic and driver, 
a fitter and mechanic, an electrician and mechanic, a fore- 
man, and the chief clerk, cashier, and storekeeper. Each 
was given four months' exemption. 


BUSINESS NOTES. 


A Birmingham House of Commerce.—The Birmingham 
Chamber of Commerce, which increased its membership from 1,637 
in 1913 to 1.908 in 1914. and 2,208 in 1915, the increase showing 
an accelerated pace in the early months of this year, is proceeding 
with a scheme for establishing a Permanent House of Commerce in 
New Street, at a cost of £50,000. Donations are being invited 
from those interested in the commerce of the city and district. 
and we understand that, as a result of private efforts, £22,000 has 
been raised. It is desired to erect a building which shall be worthy 
of the commeree of the city and district. We would urge those 
who are interested either in the scheme itself or in the progress of 
the Birmingham Chamber of Commerce, to communicate with the 
president, Mr. H. W. Sambidge. at the registered offices, Winchester 
House, Victoria Square, Birmingham. - 


Book Notices.— Directory and Chronicle for China, Japan, 
Nraits Settlements. Indo-China, Philippines, Фс. 1916. London: 
Hong-Kong Daily Press, Utd. 30s. net. —This Directory has now 
reached its fifty-fourth year of publication, and that fact alone, 
before one proceeds to examine its gontents, gives it a considerable 
measure of authority. It opens with a calendar of the year, a list 
of the Chinese festivals and observances, and particulars of weights, 
measures and money ; very full information concerning treaties— 
commercial and otherwise—and a host of other subjects of real 
value follows, leading on to the Directory sections in which the 
different places in the countries mentioned in the title are dealt 
with in detail. names and addresses of public departinenfé and 
officials. traders and commercial houses and their personnel" being 
riven.. Excellent maps are attached to most of the sections, and at 
the end there is an alphabetical list of Foreign. Residents in the 
whole of the places included. "Those having trading relations with 
these parts, or anxious to promote such, shopld find the volume of 
inestimable value. | | 

The Slide. Rule. By C. N. Pickworth. Manchester : Emmott 
and Co., Ltd. Price 2s. net.—The fourteenth edition of this well- 
known work has been revised, and a section has been added dealing 
with the solution of algebraic equations of the second and third 
degrees by the slide rule. It is often less troublesome to arrive at 
an approximate solution by trial and error than by the orthodox 
methods, and. as usual, the slide rule comes in handily. 

"Dynamo and Motor Attendants and their Machines." By F. 
Broadbent: London: S. Rentell & Co., Ltd. Price 28. 6d. net. 

" Mechanical Drawing." By C. B. Howe. London: Chapman 
and Hall. Price 7s. 6d. net. | 

'" Proceedings of the Incorporated Municipal Electrical Associa- 
tion.’ 1916. London: Wyman & Sons. Price 5s. 


American Export Trade Investigations.—Wa read in 
the U.S. Commerce Reports that an expert (Mr. Frank Rhea) 
from the Division of Valuations of the Interstate Commerce Com- 
mission will represent the Bureau of Foreign and Domestic Com- 
merce in an investigation of the field for American railway 
equipment and supplies in the Far East, Australia, and South 
Africa. He is already engaged in making arrangements for con- 
ferences With manufacturers, contractors, and selling agents, which 
wid be held during a preliminary trip to the principal manu- 
facturing centres in the States in September. He will then ро 
abroad to enter upon a careful study of the conditions as they affect 
railway construction. equipment, traffic, the probable extension or 
reconstruction of railways, tramways, &c. While all specific 
opportunities for securing orders will be promptly reported, the real 
purpose of the investigation is to gather fundamental facts for the 
American manufacturer. 


Patents and Alien. Enemies.—Application has been 
made to the Board of Trade to avoid or suspend Patent No. 3,117/11. 
granted to Van Devoorde. for the removal of boiler incrustation. by 
Messrs. J. C. McQuitty, Ltd. ; and Patent No. 3.755/11, granted to 
Piernay, for refuse destructors, by Mr. S. N. Wellington. А licence 
nas been granted to Messrs. Reavell & Co., Ltd.. in respect of Patent 
No. 3525/12. granted to Lawaczeck. | 
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Catalogues and Lists.— Messrs. FRASER & CHALMERS, 
Ltp., Erith, Kent.— Illustrated catalogue of 40 pages (Series A, 
Section 15), containing full descriptive particwars of their steam 
turbines. The half-tone illustrations show a number of plants 
that have been installed by the company, including a high-pressure 
turbine of 6.300 KW., 3,000 m.P.M.. driving a turbo-alternator, 
recently supplied to the South Metropolitan Electric Light and 
Power Go., Ltd.. and giving very satisfactory results. 

MESSRS. SANDYCROFT, LTD., Chester.- Illustrated list of between 
10 and 50 pages (art paper), describing, and excellently showing, 
their patent enclosed liquid starting switches ; standard water- 
cooled liquid controllers for winder and haulage motor control ; 
and automatic liquid controllers for А.С. and D.C. motors driving 
air compressors. Copies will be forwarded on application. 


Epison Swan ELECTRIC Co.. Lrp.. Ponders End. Middlesex. — 


Leaflet No. B 3,146. containing descriptive particnlars concerning 
Ediswan Н.О cells. 

MESSRS. OZONAIR. LTD.. 96, Victoria Street. London, S.W.— 
Supplement to their pamphlet relating to ozone apparatus for 
laboratory and research work. It describes a new laboratory ozone 
renerator for which an efficiency hitherto unattained is claimed. 
The impetus which the war has riven to research in the chemical 
and metallurgical industries is expetted to cause a considerable 
demand for such apparatus. 

MESSRS. BERRY, SKINNER & Co., 86, Newman Street. Oxford 
Street. London, W.—Folder giving latest prices of Osram drawn 
wire lamps for automobile lirhting. 

MR. Harry Moss, 116, Horton Granve Road, Bradford. —~ 
Illustrated price list of the " Whisperphone." 


American Investigation of Electrical Export Possi- 
bilities.— The Electrical Reriew and Western Electrician publishes 
the following interesting piece o£ information : -" The Bureau of 
Foreign and Domestic Commerce. United States Department. of 
Commerce, has selected R. A. Lundquist. consulting engineer, of 
Minneapolis. Minn.. to study the markets for electrical goods in 
China, India, Australia, South Africa, and a number of other 
countries in the Far East. Some years aro; American electrical 
goods met with considerable competition in the Far East. but the 
war has greatly handicapped the principal European competitors, 
and American manufacturers аге making a serious effort to take 
advantage of the situation and get permanent possession of the 
markets. А great deal of preliminary study is still needed. and 
Special Agent Lundquist’s part in the campaign will be to ascertain 
the types. qualities, and costs of electrical apparatus with which 
American goods come into competition. as well as to look into the 
xeneral opportunities for the sale of such goods. Before leaving 
on the trip, the special agent will spend some weeks in the 
principal business and manufacturing centres conferring with 
manufacturers; exporters, and business houses on the seope of the 
investigation." 


Liquidations. — DERBY ELECTRICAL Co. Ltp.—This 
company is winding up voluntarily with Mr. J. Perry Jones. Woods 
Lane. Derby. as liquidator. A meeting of creditors is called for 
September 22nd. 

BAKELITE Co.. Ltp.—Creditors should send particulars of their 
claims, £c.. to the Controller, Sir W. B. Peat, 11, Ironmonger Lane, 
E.C.. by October 12th. 

Dey TIME REGISTERS. LTD.--AÀ meeting is called for October 
23rd, at 57. City Road. London. E.C.. to hear an account of the 
winding-up from the liquidator, Mr. W. R. Howard. 

C. A. MULLER, electrical accessories merchant. Bradford.— 
Creditors must send particulars of their claims to the controller, 
Mr. W. Durrance, 12. Duke Street, Bradford. by October 20th. 

BOHLER, BROs. & Co., steel manufacturers, Sheffield.—-Creditors 
should send particulars of their claims, &c.. to the controller, Mr. 
С. C. Webster, Styrian Steel Works, Renton Street, Shettield. by 
October 9th. 


Bankruptcy Proceedings.—THoMAS Brookes, electrician 
at munition works, late picture house proprietor. Halesowen.— 
Receiving order made September Sth, at Stourbridge, on debtor's 
own petition. 

JAMES BROCKIE, mechanical engineer, 41, London Road, Forest 
Hill. Kent.—October 5th is the last day for the receipt of proofs for 
dividend by the trustee, the Hon. W. J. Н. Boyle, 132, York Road, 
Westminster Bridge Road, 8.Е. 


For Sale.—Mxssns. WHEATLEY KIRK, PRICE & Co., 
the agents for the Controller appointed by the B. of T.. invite 
tenders, by October 4th, for the stock of cable and electrical acces- 
sories, office furniture, &c.. of Turner & Burger. Particulars 
appear in our advertisement pares to-day. 


Trade Announcements.—Messks. Dick, KERR & Co., 
LTD.. inform us that in future the sale of the Britannia lamp in 
the United Kingdom will be entirely in. the hands of a subsidiary 
company known as the Britannia Lamp and Accessories Co.. Ltd.. 
which will incorporate the existing business of Watlington & Co., 
Ltd, who have hitherto acted as distributors for the Britannia 
Lamp in London and the South of England. The lamp will con- 
tjnue to be made by Messrs. Dick, Kerr& Co.. Ltd., at Preston, and they 
will remain responsible for its quality and performance. All com- 
munications in respect to lamps for use in the United Kingdom 
should in future be addressed to the Britannia Lamp and Accessories 
Co.. Ltd., Britannia House, 48, Milton Street. London, E.C. 

MB. H. FOWLER, electrical engineer, of William Street, Windsor. 
whois serving with the Forces, announces that his business is being 
carried on as usual, under the supervision of Mrs. Fowler. 


Aluminium.— The statement attributed to U.S. Consul 
Willrich, on page 275 of our issue of September 8th. to the effect 
that the “only other aluminium works in the British Empire ” is 
that of the British Aluminium Co., Ltd., is, of course, incorrect. 
The Aluminium Corporation, Ltd.. which, as our readers know, has 
its works in North Wales, is also а British manufacturer of 
aluminium. and is under Government control, 


LIGHTING AND POWER NOTES. 


Argentina.— An electric power house is shortly to be 
established at Puerto Deseado (Territory of Santa Cruz) ; the plant 
has been supplied from America. 


Ayr.—ANNUAL REPoRT.— The clectric light undertaking 
continues to show progress, the total units sold being only 68.000 
less than in the previous year. notwithstanding the reduction of 
122,000 units for public lighting. The power units sold show an 
increase of 58,000, The account shows a credit оп the year's work- 
ing of £72. The reserve fund has been increased to £5,614. Last 
year the price of current was increased by 15 per cent., and this 
year a further increase of 10 per cent. has been found necessary. 
The whole of the new generating plant has not yet been delivered. 
The new plant when installed will effect a big saving. and go far 
to counterbalance the great increase which has taken place in the 
nrice of coal and other materials. | 

The Electric Lighting Committee recommended that the charges 
for electricity for heating, power, and lighting be increased by the 
addition of 25 per cent. to pre-war rates; for tramways, 30 per 
cent. to be added to pre-war rates: and for public lighting, 
60 per cent. to be added to the pre-war rate of 24d. per unit. 
The increase in the charge for public lighting will commence as 
from May l6th last, and the increases to the other consumers 
will be effective from the commencement of the current quarter. 


Balbriggan (Co. Dublin). — Роюлс LiGuTING. — Ап 
improvement scheme, at present being considered, includes the 
introduction of public electric lighting. 


Ballybay (Co. Monaghan).— E.L. ScuEwE.— The electric 
lighting installation is now being proceeded with ; poles have been 
erected. and a lease to build a power house on the Fair Green is 
being obtained. | 


Bedford.— Y E4gm's WonkiNG.—'lhe accounts for the 
year ended March 3156 last show a total revenue of £27,113, and 
total expenses (including £438 war payments) of £18,608. The 
gross profit. £ 8.505, was insuflicient to meet interest and sinking 
fund charges by £1.016, which aum was charged to the general 
district fund. The total output sold was 3.357.392 units, and the 
maximum load 1,750 kw. We note that the output included 
2,383,750 units for power, exclusive of 233,041 units used in sewage 
pumping. ' 

Bexhill.—1n view of the special labour and clerical work 
thrown upon the staff, the E.L. Committee has decided that a 
charge of 6d. should be made for each special meter reading taken 
at the request of consumers in connection with the letting of 
furnished houses, the charge to be added to each account as rendered, 
and to operate as from January Ist next. 


Bingley.— LIGHTING ChuaRGEsS.—The electrical engineer 
has heen instructed to inquire into, and report upon, the question 
of charging consumers in accordance with their maximum 
demands. : 


Brighton.—Gas Frrinc.—The T.C. was to consider 
yesterday a proposal from the British Coalite Co. that the Corpora- 
tion should lease to it a site at Southwick. near the power station, 
for the construction of plant for carbonising coal, and should take 
the surplus gas for boiler firing, the price offered being 1°5d. per 
1.000 cb. ft. for an estimated quantity of 4,800,000 cb. ft. of gas 
per day. Mr.Christie, the borough electrical engineer, recommends 
the proposal, and forsees from it substantial reductions in the cost 
of production of electrical energy. The company would require the 
Corporation to supply electricity for the plant used in the pro- 
duction of the fuel. The Electricity Committee states that the 
Corporation will have to expend £750, in addition to the cost of 
the pipes. &c.. to adapt a section of the boilers for burning the gas, 
hut. considers the cost of fuel would be reduced by about one half. 


Canada.—The Electrical World states that the Ontario 
Hydro-Electrie Commission has decided to spend $1.300.000 in 
extensions. А block of 25,000 H.P. has been diverted from export 
to the States for supplying: Ontario consumers. It has been 
decided to double the Commissions Toronto and Dundas plants, 
and toduplicate the Dundas-Toronto transmission. The Niavara Falls 
station is being extended to handle an additional 50,000 H.P. from the 
Canadian Niavara Power Co. The maximum load of the Ontario 
system is 115,000 —120.000 H.P.. and it is expected that the Mavara 
system will use between 140,000 and 150.000 н.р. before January 
next. The Commission has also decided to link-up the power 
plants at Eugenia Falls. Big Chute, Wasdells and Swift Current, 
Ontario; some 11 miles of transmission line will be required, and 
will enable the surplus power of some of the plants to be used in 
other areas ; moreover, the line will be only six miles from the 
Niagara transmission at Mount Forest, Ontario, and will, it is 
expected, be connected to it later. 
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Chile.—The correspondent of La Prensa at Valparaiso 
states that a conflict has arisen between the lighting company and 
the Intendency. Owing to non-payment by the latter of a debt of 
25.000 pesos, the company decided to cut off the electric light in 
the office of the Intendency and in the house of the Intendent. 
That official prevented this being done by calling in the services of 
the police. The same company notified the municipality that it 
would cut off the public lighting on September Ist if the municipal 
debt owing to it of about 14 million pesos was not paid by that date. 
— Heriew of the Hiver. Plate. 

San Antonio de Areco is also in conflict with the local lighting 
company. It had been agreed that the municipality's back debt 
for lighting should be paid in two years— half each year, but not- 
withstanding, one year has passed without this obligation being 
met. It is necessary that the municipality should satisfy this com- 
promise in order to avoid the inhabitants being left in darkness 
again, as happened some months avo. 


Christchurch.—Havine received an account, showing an 
increase of 10 per cent. from the Bournemouth agd Poole Elec- 
tricity Supply Co.. with whom it has a contract, the B. of G. has 
referred the matter to a Committee for a report. 


Continental.— Norway.—An unusually prosperous year's 
working has been achieved by the municipal electric light and 
power installation at Trondhjem. А surplus of 184.661 kroner was 
shown over and above the budget estimate of 380.000 kroner, 
enabling a sum of 223,000 kroner to Бе transferred to the credit of 
the city’s general funds. The working of the electric tramways 
yielded a surplus of 135.783 over the budget estimate of 66,750 
kroner. of which a sum of 50.000 kroner was diverted to the city's 
general funds. The electricity works and the tramways now repre- 
sent an asset of 3,094.000 kroner. 

The Norwegian Stadsraad announced. on September Ist. its 
approval of the scheme of the communal authorities of Gjerstad to 
raise a loan of 30,000 kroner for the purchase of a waterfall as a 
beginning of the work of construction of the projected communal 
electric power station and electric light and power installation. 

The communal administrations of Jevnaker, Lunner, Gran and 
Grandbu have decided to raise a loan of 500.000 kroner. under the 
common guarantee of the several communes, in order to enlarge the 


Hadelund electric station. The Stadsraad has sanctioned the 
scheme. 


Denny.— Prick INcnEAsE.— The T.C. has decided to 


increase the price of energy for power and lighting as from the 
beginning of the quarter by $d. per unit. 


Dover.— KENT Coar.—The local Snowdown Colliery is to 


supply 1.500 tons of an improved washed nut coal to the electricity 
department. 


Elland.— PRICE IxcnEAsE.—Owing to the increased cost 
of production, the U.D.C. has increased the price of electricity for 
lighting purposes to 5d. per unit, and for power purposes by a further 
74 per cent.. making a total advance of 20 per cent. 


Hove.—INcREASED PRtIcES.—The T.C. has decided, as 
from September 30th, to increase the price of electricity for lighting 
by 4d. per unit on the flat rate and by 10 per cent. on the indicator 
rates of 7d. and 4d. 


India.— The question of introducing some form of 
electrically-propelled vehicle for use in Simla is once more 
engaging the attention of the municipality, and the electrical 
engineer has been instructed to submit specifications for an 
electrical jinrickshaw. based on suggestions made in a note by 
Captain Batty in the report of the Simla Improvement Committee. 

А hydro-electric scheme to supply Coimbatore with electric 
power and good drinking water is being investigated. It is under- 
stood that the railway workshops at Podanur will be developed 
considerably. Coimbatore will be one of the most important towns 
in Southern India. A small separate scheme for lighting Ootaca- 
mund from the Sandinullah river is also being investigated and 
prepared by Mr. Gibbs, of the Tata hydro-cleetrie scheme.—J/udian 
Engineering. 


Kilkeel (Co. Down).—E.L. ScnEwxrE.— The Irish Towns 
Electric Light and Power Co.. Ltd.. has intimated to the District 
Council that it must delay the installation of electric lighting in 
the town owing to the difficulty of vetting materials. 


Kilmarnock.—The Corporation electricity department 
has had another very successful year. The units sold amounted to 
5.026.800, and the revenue to £23,285, The output in units alinost 
doubled. and the revenue increased by £9.429. The Corporation 
has been asked to take on a number of large consumers. 


Kirkcaldy.—PrRoposrep Poast EXxtTensioxs.—The T.C. 
has decided to ask Sir John Snell to report on the whole question of 
electric supply in the burgh, the engineer, Mr. Francis, having 
reported that a 2,500-KW. eet could be erected on the present site for 
£21,500. and that à new power station on the sea front containing 
two 3,500-KW. generating sets would cost £113,950: two local 
firms have intimated that they will require a largely increased 
‘supply of electricity for power. for which the present plant is 

inadequate. 

London.—StT. Pawcnas.—LiNKING-UP ReErort.—The 
‚ Electricity Committee has had under consideration the question of 
` interconnection of electricity supply undertakings. and having con- 
sidered the borough electrical engineer's report on the matter. has 
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decided that no advantages would be derived by the Council from 
linking-up with other undertakings commensurate with the cost 
to be incurred. and that no action be taken. . 

Mr. Baynes. in his report. says it is to be assumed that one of the 
Councils two generating stations has been disabled, and that it is 
essential to provide a temporary supply for the time being. The 
present combined maximum load on the two stations is 5,700 KW.. 
and the loads on the respective stations are:—Regent’s Park. 
2.000 ку. ; King's Road, 3,700 kw. He assumes that a linking 
main between two neighbouring power stations, capable of each 
carrying 1,500 kw., would suffice. Inquiries show that none of the 
adjoining installations generate power at the voltage or periodicity 
suited to the Council's needs ; therefore, in every саве transforming 
plant is essential to allow of an exchange of power between the 
neizhbouring concerns. Mr. Baynes estimates the capital outlay 
on linking-up as follows : —Mains to Islington. or Hampstead. half 
cost, £4,535; transforming plant, £8,740, Linking to the Central 
Electric Co. (Grove Road) or St. Maylebone. half cost of mains. 
£3.435 ; transforming plant, £8.740. Total cost of linking-up. во аз 
to draw or give energy to two neighbouring stations, based on the 
assumption that each power station pays half the capital cost of 
mains, £25.150. He points out that the cost of mains to link with 
the North Metropolitan Co. would be about £18,000, a prohibitive 
figure. Linking-up is an illusion, he continues. as its advocates | 
well know. but it is а means to the end they have in perspective. 
viz. supply in bulk. In the 22 years of supply, except for the 
earlier years of experimental period, there is not an installation that 
can boast of a more reliable service than St. Pancras ; with the 
modern plant, a higher standard of reliability is available than in 
the past. and a stand-by supply at this late period of the business 
by linking-up is now of less relative utility, and not worth the 
capital outlay. The Council must. therefore. regard such a scheme 
from a bulk supply standpoint : all the companies he has been in 
touch with are, naturally. not keen on a linking-up scheme, unless 
they are at the business end of the main. On the other hand, the 
borough authorities are more inclined (if a scheme of linking-up be 
commercially practicable), to regard the chargeable costs as purely 
reciprocatory. the balance in the exchange of current in each year 
being returned tO them. or paid for at an agreed nominal rate. 
The following figures are quoted fora supply in bulk measured 
at the switchboard at the Central Electric Co.'s power station. 
the Council bearing all transmission and transformation losses. 
(Note.—The company, should they need a reciprocal supply. are 
prepared to pay for any power from the Council at the same rates) :— 
For a maximum demand of 500 Kw. during next winter, at £3 per 
KW.. £1,500 per annum : current at 33d. per unit with coal at 20s.. 
adjusted to 27s.. at 20 per cent. load factor, £1.606 per annum. 
Allowing for transmission and transformation losses, this runs out 
at '926d. per unit. St. Marylebone figures for a supply in bulk, at 
20 per cent. load factor. will be 1'19d. per unit. Mr. Baynes 
mentions the cost of production with the new plant :—Repayments 
on capital and interest on new L.C.C. terms, per unit, '0145d.: 
coal, '3130d, ; water, oil. &c.. '0139d. ; repairs, maintenance, '0257d. ; 
wages, '0349d. ; extra rates. taxes, insurances. &c., :01424. ; total 
cost of production. 3162d. With reference to the B. of T. circular 
letter as to saving coal. bearing in mind the phenomenally low 
steam consumption obtainable with the new Ljungstrom turbine in 
operation, and having regard to the extra capital expenditure on 
linking up. it will be difficult, concludes Mr. Baynes, to show а 
commercial economy. including a saving in coal consumption. 
were the Council linked up to neighbouring power stations which 
do not possess machinery of so high a standard of efficiency. | 

YEARS WorKING.—The accounts of.the electricity undertaking 
for the year ended March 3lst last. show that after paying all 
working expenses, repayment of loans. interest. &c.. and providing 
tor accrued charges. a profit remains in the revenue account on the 
year's working of €10.896. Of this amount the Finance Committee 
proposes that a sum of £6.000 should be deducted from the lighting 
portion of the estimates for rates for the ensuing half-year. and 
that the remaining £4.869 be transferred from the revenue account 
to the reserve fund account. | 

FULHAM.—The Electricity Committee recommends ап expendi- 
ture of £1.000 on repairing masonry and a fractured cast-iron 
circulating pipe. 20 ft. below ground, due to subsidence. A concrete 
culvert is to be constructed for the protection of the pipes. and & 
concrete wall round the sump. é 


Luton.—The Sanitary Committee is recommending that 
the House Sub-Committee be empowered to have electric light and 
radiators installed at Spittlesea Hospital, and that the borough 
engineer report upon the question of installing private telephones 
between the various blocks., 


Newton Abbott. —PUBLIC LicHTING.—At the meeting 
of the U.D.C.. it was reported that the Electric Supply Co. was to 
make a further concession, which would result in an additiona 
saving of £153. in regard to the termination of the contract for public 
lighting. which expires next June, in addition to the £215 a year 
already allowed. . i 


New Zealand.—The report of the working of the Dunedin 
electricity undertaking for the year ended March 31st last shows 
that 12,079,925 units were sold, as against 10,999,608 unite in the 
previous year : the total number of consumers connected amoun | 
to 5.937, and the motors numbered 928. of 7,770 m.p. The con 
nected load was 14.192 x w.— Commonwealth. Engineer. 


Nuneaton.— | HREE-PHASE ExTENSIONS.— The T.C. has 
adopted a recommendation to utilise the three-phase system 10 
meeting future requirements. amongst which may be Messre. 
Courtauld's new factory with 1,200 looms, and the extension 0 
supply to the Stockingford district. 
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Portsmonth.— YFAR’s WoRKING.—The accounts of the 
Corporation electricity undertaking for the year ended March 31st 
last show a total revenue of £50,605, or £1,000 less than in 1914-15; 
expenditure amounted to £35,820. a great increase on the previous 
year, and the gross surplus was reduced from £22.361 to £14,785, 
an amount which was insufficient to meet financial charges, and 
necessitated drawing on the reserve fund for £7,288 the deficit 
for the year. | 

This fund also contributed £4,331 towards new turbine plant. 
and still has а balance in hand of £19,787: the insurance fund 
account also amounts to £7.24. The energy sold amounted to 
3.603.860 units. and the maximum load to 2,490 Kw. 


The T.C. has decided in order to meet some part of the loss in ' 


working. to increase the charges for electricity by 5 per cent. for 
lighting (making a 20 per cent. increase). and by 10 per cent. for 
power and lighting (making a 25 per cent. increase). The chairman 
said the trouble was due to increased coal cost ; seaborne coal could 
not be obtained, and the fuel cost per unit had increased from 
‘ead. in 1913-14 to 1'37d. in 1915-16. 

Pwllheli,—The T.C. has decided to carry out а scheme 


forthe provision of an electrical plant for the Corporation kinema 
at the Town Hall, at а cost of €220. 


Shipston-on-Stour.—O wing to the failure of the elec- 
tric supply from August 11th to 25th, and tothe alleged prospective 
future breakdowns. the B. of G. has decided to obtain estimates for 
a plant of its own to be installed. 


Silkstone.— The R.D.C. has given permission to the 


Yorkshire Electric Power Co. to erect a line at Silkstone Common 
and to lay mains at Silkstone. 


s 

Southend-on-Sea. — STREET Licutinc, &c. — The 
(‘ouncil has adopted the recommendation of the Economies Com- 
mittee that the Highways Committee be asked to consider the 
question of substituting electricity for gas in those street lamps at 
present lighted by the latter illuminant. and for that purpose 
terminating the agreement with the Southend Gas Co. in March. 
1917. The Committee has decided to await a report by the borough 
surveyor. The sale has been completed at the price of £1,155 of 
two 180-KW. dynamos. resulting in a profit of £200. which will 
he held against a probable increased cost of the machines when 
required by the electric lighting department after the war. 


South Shields.—YEAR's Моккімс. — Тһе annual report 
of Mr. H. S. Ellis, the borough electrical engineer, on the working 
of the electricity undertaking for the vear ended March 81st last. 


shows the adverse effect of the war. the financial result being a 


deficit of £1,961. of which, however, £932 represents items not 
strictly chargeable to net revenue. The revenue for the year 
amounted to £30,738 (as against £34.483) and the gross profit was 
£13,515 (8s against £10,949). working expenses showing a small 
reduction. After meeting interest and sinking fund charges, which 
were higher than in 1914-15, the result was as stated above. the 
amount required being transferred from reserve. In the previous 
year £1.616 was contributed to the reserve and £1.600 to thc 
rates. The reserve fund now stands at £14.815. Due to the 
severe lighting restrictions. and despite an increase in power units, 
the total output sold amounted to 1.123.154 units. as compared with 
4.665,380 units in 1914-15. The total working expenses amounted to 
'914.. as against '85d. per unit in 1914-15, but coal cost fell from ‘35d. 
to “34d. per unit. and was less than in any previous year except 
1912, this being due to the purchase of fuel having been left in the 
bands of the chairman and engineer to secure favourable lots as 
circumstances arose. During the year. 129.179 units were sold for 
heating. &c.,and the revenue from this source is gradually expanding. 
according to Mr. Ellis, due to the efforts of the sales department, 
which has been in operation five months, at an out-of-poeket 
expense of £5. It is interesting to note that no increase has been 
made in the price of electricity. We note that the maximum load 
was 2.247 KW. ; the connected load. 8.189 KW.: and the load 
factor. 225 per cent. From the summary of capital expenditure. 
314 per cent. represents machinery and 38' 7 per cent. mains: 
meters and instruments each account for 4'5 per cent., and together 
exceed cost of buildings. 8'6 per cent. 

Swindon.— PRICE IxcRnEASE.— The T.C. has decided to 
increase the charge for electricity for lighting from 44d. to 5d. per 
unit : it ia hoped to reduce an expected loss of £1,660 by about 5 1.000. 

Waterford.—Nxw Loan.—The Irish L.G.B. lias sane- 
tioned the application of the Corporation for power to borrow 
£1.00 to defray the preliminary expenses in connection with the 
introduction of electric lighting. 


TRAMWAY and RAILWAY NOTES. 


Birmingham. —On Wednesday morning the tramway 
service was interrupted for 13 hours, except as regards those por- 
tions supplied from the Aston generating station ; the stoppage is 
reported to have been due to the difficulty of keeping up the steam 
supply at the Summer. Lane generating station. where the poor 
quality of the coal now used has led to a similar state of affairs 
two or three times during the past year. * 


Continental.—SPArN.—Good progress is being made 


with the electrification of the steam tramways of the Sociedad | 


Valenciana de Tranvais, in the Valencia district. The first line to 
be completed is that between Valencia and Grao. 


NoRWAY.—The electric tramway company at Bergen—a joint 
stock concern—has now shed all its German members. five 
residents of Bergen having been chosen in their steads at a meeting 
on August 24th. This may be regarded as one of the incidental 
effects of the war. 


Edinburgh.—T&Axwav REPonT.—The report of the 
experts on the future of the tramway system was submitted to the 
Tramways Committee last week. It was recently pointed out in 
an interim report that whatever system might be adopted by the 
Corporation, it was desirable that it should permit the freest commu- 
nication without change of car between all parts. and that it was not 
advisable or necessary to retain the cable for any routes in the 
city. The latest report extends to 80 pages, and the Town Clerk 
will prepare a summary. Speaking on the matter at a meeting of 
the Labour Party, Councillor Graham stated that financial con- 
siderations alone might lead to the choice of the overhead trolley 
system for Edinburgh. They must decide without delay, for the 
future development of the city, especially towards the Rosyth 
area. was bound up with the immediate settlement of this 
problem. ` 


Keighley.— The В: of T. has granted an extension of 
two years to the period for the construction of the tramways at 
Stockbridge, Aireworth Road, &c. 


Leeds.— ACCIDENT. — Recently а car running from Pudsey 
to Stanningley got out of control on a steep gradient near the 
junction at the latter place, and. jumping the track, ran into a 
shop. Ouly one person was reported injured. 


New Zealand.— The result of the year's working of th 
Dunedin Corporation tramway department to March 3186 last, 
was a gross profit of £34,714 and a net profit of £4,840. being a 
reduction of £415 on the previous year. The passengers carried 
numbered 14,819,751, an increase of 150.740. 


Portsmouth. YEAR'S WonkriNG.—The report of the 
Corporation tramway department forthe vear 1915-16 shows that 
29.338.918 passengers were carried as compared with 27.554.194 
in 1914-15, although the car-mileage was only 2,170,778 as against 
2,138.02]. 

The total revenue for the year was £127,516 (equalling I4d. per 
c.m.)- as against £123.99]: the working expenses. however, 
amounted fo £62,078 as compared with £58,657 in 1914-15, and 
the gross surplus was £65,467, ог about £130 better than in- 1914-15. 
Allowing for interest credited and deducting interest and sinking 
fund repayment and income tax. a balance of £21,777 remained 
which was carried to the appropriation account, from which 
£13,000 was contributed to rate relief. and various coñtributions 
were made to renewals. reserve, and extensions. The renewals fund 
stands at £67,424, and the reserve and insurance fund at ‘£24,233. 

A total of 3.009.860 units were generated at the tramway power 
station. at a cost of '614d. per unit, and a total cost including dis- 
tribution and capital charges of 1°385d. per unit. The station 
plant capacity was 2.075 KW. and the maximum load 1,100 Kw.: 
the load factor was 495 per cent. and 3°29 lb. of coal were used 
per unit generated, the cost averaging ‘375d. per unit with coal 
at 21s. 3d. per ton. | 

Of the passengers carried over 90 per cent. were penny fares. 
We notice that the list of officers of the Corporation tramways 
comprises the town clerk, deputy town clerk, and borough 
treasurer, ful/owed by the general manager. Mr. Spaven. and 
engineer. Mr. Lironi. We presume that the former gentlemen 
arc essential to the operation of tramways, at any rate, in Ports- 
mouth, but lest the ratepayers should think that the last two are 
superfluous, we would suggest that the order be inverted in future 
lists. 


Rhyl.—The Council has sanctioned the taking of a strip 
of land at Foryd for the construction of a light railway between 
Kinmel and the town. 


Southend-on-Sea.—The Light Railways Committee has 
adjourned for six months consideration of an offer of the Lough- 
borough Car Co. to sell to the Corporation an Edison electric ‘bus. 
The electrical engineer has reported upon the difficulties at present . 
experienced in dealing with rail corrugation ; it has been decided to 
purchase an oxy-acet ylenecutting and welding plant for the repairing 
of rails. &c., at a cost of £418. 


U.S.A.—The New York Chamber of Commerce has 
approved the proposed contract between the city and the New York 
Central Railroad for the West Side improvement. which contem- 
plates the reconstruction and electrification of the company's freight 
lines on the west side of Manhattan. It is reported that a Haitian- 
American syndicate is to acquire the existing public utilities in 
Haiti, consisting of railroads. electric light plante. а tramway in 
Port-au-Prince and adjoining valleys, and an electric light plant in 
Cap Haitien. 


TELEGRAPH and TELEPHONE NOTES. 


China.— The American Minister at Peking states that 
the annual report on the administration of the telegraph service of 
China for last year has been submitted by the Ministry of Com- 
munications. During the year. more than $6,500.000 was received 
through the telegraph service. and over $570.000 through 
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the telephone service. making a total receipt of $7,080,000. 
The total expenditure on the telegraph service was $1.110.000 
and that on the telephone service $300.000 and more. making 
а total of s4.410.000 and more. The total profit was there- 
fore 32.670.000, Deduceting from this the sum of 81,630,000 
as working capital of the electric administration. a net. profit. of 
more than S1.000,000 was made during the vear. 


France, — The French Marine Commission has decided 
to appoint nine commissioners, who. with the delegates of the 
French Navy, shall control the installation. of wireless telegraphy 
and armaments on mercantile ships and the rules for the navigation 
of such ships.— Zhe Timex. 


Russia.— Тһе Minister of the Interior has proposed. to 
the Council of Ministers that the Chief Postal and Telegraph 
Department be empowered to negotiate with the Swedo-Danish- 
Russian "Telephone Co. for the purchase of the Moscow telephone 
кукіет by the Treasury. The Minister urges that. in view of the 
new law өп the construction and maintenance of telephone com- 
munication, the Government is obliged, within the limits of its 
means, to undertake the purchase of the telephone systems, at least 
in the chief towns of the empire. and the first in order is the 
Moscow system, for the concession of the company named above 
runs out on November lst/14th, 1919. The cost of buying up the 
Moscow system will amount to 23,000,000. roubles ; but this, it is 
hoped. will be recouped by the profit on exploitation. 

The telephone system in Petrograd, established originally on а 
euncession basis, has passed entirely into the hands of the Town 
Council, the date of transfer being July 28th/August loth. On that 
day the cessation of the agreement with the Post-Teleyraphs 
Department. for the exploitation of the telephone system became а 
leal fact. 


CONTRACTS OPEN and CLOSED. 


OPEN. B 


Argentina, — lenders for the installation of electrie power 
plant and material for the lighting of a hospital at Bell Ville. 
Province of Cordoba (about. € 10,000), Comisión Asesora de Asilos 
x Hospitales Regionales (Belgrano 909, Buenos Aires). 
Trade Journal, 


Australia.—SvbNEY.—January 22nd. 1917. Electrical 
plant (converter, battery, booster. and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall." 


MELBOURNE.—September 29th. City Council. Insulated and 
H.D. copper cables. See "Official Notices " September sth. 

October 17th. For the Deputy P.M.G. (1) Sleeves and tapes 
(Sched. No. 1.355) and (2) 3.100 stay-rods, with low tighteners 
(Sehed. No. 1.359).* 

October l8th. Victorian Government Railways. . Electric time 
releasing mechanisms for automatic signalling (Cont. No. 30.343)." 
November Ist. 50,000 yellow flame arc carbons.* : 

December 11th. City Council. Supply and erection of coal 
transporter plant. See "Official Notices " September 15th. 

PERTH. November 8th. P.M.G. Accumulator parts (Schedule 
327 W.A.).* 

SOUTH AUSTRALIA.—November 15th.  P.M.G.3 Department. 
Automatic switchboards and all associated apparatus. for telephone 
exchanges, Brighton and Glenelg. | 

Castlebar.—A difficulty having arisen in relation to the 
acceptance of the tender of Messrs. Burke for the electric lighting 
of the town, the Urban Council has decided to re-advertise. 


Grenada.—October 31st. The Government of Grenada, 
British West Indies, is inviting proposals for supplying electricity 
for lighting and power in the town of St. Georges, Grenada, and 
residential suburbs within a radius of three miles. Plan and 
particulars, £2 2s. Tenders to Colonial Secretary. Grenada. British 
West Indies. 


Halifax.—b. of G. Tenders for electrical fittings for 
the workhouse. the St. Luke's War Hospital and other institutions 
for six months. 


Manchester.—September 25th. Guardians. Six months’ 
supply of electric lamps. Mr. J. Macdonald. Clerk. Union Offices, 
АП Saints, Manchester. : 

. September 28th. L.«& Y. Railway. Twelve months supply of 
steel sheets (Siemens and electrical), schedule 51. Mr. Waring. 
stores department, Osborne Street. Manchester. 


New Zealand.—WELLINGTON. October Llith. Public 
Service Stores Tender Board. 1.000 magneto extension bells. 1.000 
ohms.* 


Spain.— Tenders have just been invited by the municipal 
authoritics of Abanto y Cieriana (Province of Vizcays) for the 
concession for the electric Hzhting of the town. 

Tenders have just been invited by the municipal authorities of 
Albaida de Aljarafi (Province of Seville) for the concession for the 
electric ligbting of tbe town during a period of 10 years. 


Board of 


October 3rd. Installation of a telephone system connecting the 
towns of Gandesa. Falset., and Reus (estimated cost £3,100), 
Tenders to Departments de Fomento de la Mancomunidad de 

Cataluna. Barcelona.— Board of Trade Journal, 


‘Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London, 


CLOSED. 


Government Contracts.—list of new contracts during 
August, 1916: 
War OFFICE. 

Electric cable апа wire.—B.T. S Helsby Cables, Ltd. ; General Electric 
Co. Ltd.; W. T. Нешеу Telegraph Works Co. 4 Ltd.; Hooper's 
Telegraph & India-rubber Works, Ltd.; Johnson & Phillips, Ltd. ; 
Liverpool Electric Cable Co., Ltd. ; Siemens Bros. & Co., Ltd. ; Ward 
and Goldstone. 

Electric eells.-—J. C. Fuller & Son, Ltd.: Siemens Bros. & Co., Ltd. 

Insulator cups.—T. De la Rue & Co., Ltd. 

Engine and dynamo.--Petters, Ltd. 

Electric light tittings.—General Electric Co., Ltd. 

Generating sets.--Aster Engineering Co., Ltd.: Austin Motor Co. (1914, 
ltd. ; W. Н. Dorman & Co., Ltd. ; Fyfe, Wilson & Co.; Keighley Gas 
and Oil Engine Co., Ltd. ; Petters, Ltd. 

Telegraph-pole guys.—G. J. Young & Co. 

Electrice lamps.--Cryseleo, Ltd.; General Electric Co., Ltd.; Pope's 
Electric Lump Co., Ltd. 

Magnetos. —C. А. Vandervell & Co., Ltd. 

Motors and starting pancls.—Electric Construction Co., Ltd. 

Switchboard parts.— Automatic Telephone Mfg. Co., Ltd. 

Works services.—Electrie lighting at Shornclitfe : Foote & Milne, Ltd. 
Electrical] plant at Farnborough: C. A. Parsons & Co., Ltd. Electrical 
supply at Woolwich : General Electric Со. 


Inpra OFFICE STORE DEPARTMENT. 
Cable.-—Gerteral Electric Co., Ltd. 
Cells.—Siemens Bros. & Co., Ltd. 
Heceivers.—Creed, Bille € Co. 
Wire.-—Genera] Electrie Co., Ltd. ; F. Smith & Co. 


Post OFFICE. 
Telegraph apparatus.—British E. M. Ericsson Mfg. Co., Ltd. 
Telephone apparatus.-— British L. M. Ericsson Mfg. Co., Ltd. 
Battery boxes. - British L. M. Eriesson Mig. Co., Ltd. 
Telegraph cable. -Siemens Bros. & Co., Ltd. ; Telegraph Construction and 

Maintenance Co., Ltd. 

Dry cells. Siemens Bros, & Co., Ltd. 
Loading coils.--Sieinens Bros, & Co., Ltd. 
Repeating coils. - Western Electric Co., Ltd. a 
Telephone latups.-- General Electric Co., Ltd. ) 
Insulator spindles. ~F. W. Cotterill, Ltd. 
'"'elephones.— Automatic Telephone Mfg. Co., Ltd. 
Bronze wire.— B.I. & Helsby Cables, Ltd. 
Galvanised-iron wire.-- Rylands Bros., Ltd. 


COMMISSIONERS OF PuBLIC Works, IRELAND. 
Electric lighting and bells.-- V. G. Middleton. 


Luton.— The Electricity and Tramways Committee has 
considered the electrical engineer's reports upon the details of 
three tenders he had obtained for ash-handling plant, and is 
recommending the Council to accept the tender of Messra. Herbert 
Morris, Ltd., for an electric overhead telpher and runway and two 
tipping skips. for £1,888, 


Salford. — The Electricity Committee has approved a ` 


report of negotiations with the B.W. Electric and Manufacturing 
Co.. Ltd.. resulting in a reduction of £50 in the contract price for 
a l,000-K Ww. rotary converter. representing the amount of.the re- 
duction in the price of copper at the time of the acceptance of the 
tender. Tramways Committee : Hadfield’s, Ltd.. manjranese-steel 
crossings, £220. 


Sunderland. — Electricity and Lighting Committee: 
Babcock & Wilcox, 50 steel boiler tubes. 
Walsall.— Electricity Committee : Messrs. J. С, Abbott 


and Co. Ltd.. coal. Tramways Committee : Messrs. J. Parkinson 
and Son, 64-in. centre lathe, £785. 


FORTHCOMING EVENTS. 


Iron and Steel Institute.—Friday, September 22nd. At 10.30 a.m. At the 
Institution of Civil Engineers, Great George Street, 8.W. Annual meeting. 
Municipal Tramways Association.—Friday, September 22nd. At 11 a.m. 


At the Surveyors’ Institution, Great George Street, SSW. Annual general 
meeting. 


Association of Supervising Electricians.—Tuesday, September 26th. At 
r 


7.15 p.m. At St ide's Institute, Bride Lane, Е.С. Presidential address 
by Mr. A. Р. ‘Trotter. 


NOTES. 


Mica from German East Africa.— Writing Lo the Zines 
recently, a correspondent stated that, in view of the recent capture 
of Mrogoro by our Rhodesian troops. it might interest readers to 
know that this district. prior to the war. was the sole German 
colonial source of mica, а mineral of supreme importance to the 
great electrical industry of that country. The output of these mica 
mines (which was shipped in German vessels, and exclusively to 
Hamburg). was increasing rapidly in importance, and was eagerly 
purchased by the German buyers, to the exclusion of the supplies 
they were otherwise obliged to obtain through the meum ol 
English merchants. 
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.Science and Industry in France.— Writing. in La 
Lumiere Electrique. M. A. Blondel has put forward a scheme for the 
reform of the Académie des Sciences, with the object of bringing 
it more closely into connection with industry. It has been stated 
by M. Le Chatelier that in France, above all. there is a watertight 
compartment between scientists nnd men engaged in industrial 
occupations, and that the Académie should lead the way in 
removing this impediment to progress. M. Blondel points out that 
the founders of the Académie never had the intention of limiting 
its activities to pure science, but, on the contrary. admitted repre- 
sentatives of the applied sciences known in the eighteenth century, 
and he urges that representatives of the modern applied sciences 
should be added to its organisation. ' Various schemes were put 
forward by M. Blondel. and the Académie has appointed a Commission 
to inquire into the subject. 


Electrical Equipment of the U.S.S. “ Tennessee."— 
The contract for furnishing the necessary equipment for the electric 
propulsion of the U.S.S. Tennessee, a super-dreadnought of the 
largest class. now under construction, has been awarded to the 
Westinghouse Co.. of East Pittsburgh, Pa. There are to be two 
steam turbines developing over 33.000 н.р. driving electric 
generators, which furnish current to four 6.700-H.P. motors, each 
motor driving a propeller. Electric driving for battleships has been 
adopted after a careful investigation by the Navy Department, to 
whom it presented numerous features of structural, operating and 
military advantage, among which are that the steam turbines 
developing the electrical energy may be located in any desired 
portion of the ship, that the propelling machinery may be better 
protected from injury, that full power may be available for reversing, 
and that greater rapidity in manauvring is made possible, com- 
pared with existing mechanical systems of control. In addition 


to the main generating equipment and prop-lling motors, the . 


contract'includes the auxiliaries for the main turbine generator 
sets and smaller auxiliary turbine wenerators supplying light and 
power throughout the ship. The Tenne. we will have several 
hundred electric motors on board. Eleciricity will also be used for 
cooking. ice-making. refrigeration, and numerous other purposes. 
In all, 37,500 H.P. will be needed.— Лес Review and Western 
Electrician. 


Replacing Gas Lamps by Electric. —At Cincinnati. 
Ohio, the question of displacing the “was arcs " extensively employed 
by commercial houses was considered фу the Union Gas and 
Electric Co.. which has now adopted the practice of yviving a 300- 
watt electric lamp and fitting free in place of the gas arc, under 
certain conditions, which are that the electric lamp remains the 
property of the company for 12 months, then passes to the con- 
sumer, provided that he gives the company a gas arc for each 
electric lamp installed and uses the electric lamp during the 12 
months it remains the property of the company. The latter 
maintains and renews lamps duriny the 12 months. On the basis 
of 300 watts burning four hours a day for 300 days per annum, 
the energy consumption would amount to 360 Kw.-hours, which at 
5 с. per unit would amount to 318 a year, or $60a KW. connected. The 
estimated cost of providing the lamp torthe first 12 months includes : 
—Lamp, 5 : selling expense, 32 : renewals and maintenance. $3— 
a total of $10, less the credit received for the gas arc. taken at $1.5. 
The result of a.two-months' campaign was the replacing of over 
1.000 gas arcs and a number of yas burners, the proposition having 
been modified. to the extent that one electric lamp is given in 
exchange for four gas burners, or a credit viven of $1.25 for each 
burner replaced. А feature of the campaign is that 120° stores 
which were usiny little or no electric service, have wired the 
principal part of their premises, and are now using little but electric 
illumination. 


Large Electric Bake Oven.— А recent issue of the Journal 
of Electricity, Power and Gas contains a description of a large 
Hughes bakery oven used by the New Vienna Baking Co., of Salt 
Lake City, U.S.A. The body of the oven is 4 ft. high, 10 ft. wide, 
and 12 ft. deep, and is divided into four compartments. each with 
а 1}-in. tile floor, and the customary steam connection. Each half 
of the oven has three heating units, arranged at top. bottom, and 


intermediate floor. and each compartment has a thermometer and. 


internal lighte. . 

The heating units are made of resistance wire wound on 
insulated rods, which are mounted on an angle iron frame, which 
can be slid in and out for inspection or repair. Each unit is in 
three sections. and each section has three heats controlled by 
separate switches mounted in front of the oven. The oven doors 
are of the balanced type. Тһе oven is operated on а 220-volt. 
two-phase service, and has a maximum demand of 75 Kw. 
averaging 18 per cent. of its maximum demand on a 16-hour 
baking day. and 55 per cent. on an &-hour baking day. It 
requires 45 minutes to load the oven, bake the bread. and take it 
out, using }-lb. loaves, and, on this schedule, 25,000 3-Ib. loaves 
could.be baked in 24 hours’ continuous baking. The product is 
admitted by all bakers to be superior to that produced by the old 
style of отеп. i "INE E. 

A uniform temperature can be maintained practically throuzhout 
the baking period, while in the brick oven the temperature 
gradually falls, and the baking time is extended, making it 
diffeult to obtain a uniform product. 

It is stated that the bare cost of electricity is rather higher than 
the cost of coal, but the counter advantages in the lesser space 
required, abaence of dirt, smoke, &c., more than offset the increased 
fuel cost : it is also considered that the " baked electrically " feature 
for advertising purposes will go far to offset the increased cost, . 


Engineering Labour Movement.—The Associated Iron 
and Steel Workers of: Great Britain, having fully considered the 
scheme for the federation of the Unions in the iron and steel 
industry, have given approval to the scheme. and resolved to carry 
it into effect at the earliest opportunity. 

The Manchester Guardian says that “a highly-important scheme 
affecting about 400,000 skilled workers and the future Trade Union 
development of the engineering and shipbuilding trades is now 
being confirmed by a ballot of the members concerned. For some 
years it has been felt that there existed a lack of cohesion between 
the Trade Unions connected with the engineering and shipbuilding 
industry, and this led the Conncil of the Frontounders” Society to 
associate with the Executive Council of the Amaleamated Society 
of Engineers in the promotion of a scheme having for its object 
closer unity and co-operation for offensive and defensive industrial 
objects! The Sub-Committee appointed included representatives of 
the Boilermakers’ and Patternmuakers’ Societies. and a considerable 
number of engineering Trade Unions became identified with the 
movement. The new code of rules provides :—' This Federation 
shall consist of Trade Unions representing the workmen employed 
in the engineering and. shipbuilding industry. and its objects shall 
be to maintain the right of the combination of labour to promote 
the principle of collective bargaining. " 


By-Product Recovery in the U.S.A.— Tlie iron industry 
of the U.S.A. is rapidly adopting the by-product coking process. 
There are practically no by-product coke plants in the United 
States which do not recover ammonia. tar and light oil (crude 
benzols) In the vast majority of the plants also surplus gas is 
recovered and utilised either at the plant itself, or by distribution 
to outside consumers. There is not over 5 per cent. of the by-pro- 
duct coke-oven capacity of the country that is not now equipped 
with benzol recovery plants, and the by-product coking plants now 
under construction have either contracted for benzol recovery 
equipment. or indicated a strong probability that such provision 
will be made. 

Mr. J. E. Johnson states that, assuming that coking coal costs 
$2.10 delivered at the works. if this were coked in old-fashioned 
ovens, the yield would be about 60 per cent.. and the coking cost 
would be abont 60 cents per ton of coke: coke. therefore, would 
cost $1.10 per ton, and this cost would represent less than 6U per 
cent. of the heat value of the fuel. The rame coke in modern 
by-product oveds would yield 70 per cent. of good serecned coke. 
and the coking cost would be about 75 cents per ton of coke. so that 
coke would cost 53.75 per ton. There are. however. some important 
deductions from this figure. The ras can be sold to the steel 
works for heating furnaces. the tar and ammonia are recovered (the 
latter in the form Of ammonium sulphate) and sold: while under 
present. and, probably, future conditions, the benzol cau be 
recovered at a handsome profit also. 

The value of these by-products varies with the location. but is 
seldom or never less than $1 per ton of coal. In a region of high- 
priced fuel such as has been assumed, 31.50 per ton of coke would 
be a safe estimate. This would reduce the cost of coke to 32.25 per 
ton ; in other words. under such circumstances a ton of coke would 
cost. little more than a ton of coal. in spite of the loss of weight 
and the eost of the operation. Cases exist in which the coke 
actually costs less per ton than the coal from which it is made. the 
value of the by-products making up all the losses and paying al] 
the costs of the operation. 

Admitting that there are considerable technical advanta;res in 
the use ‘of gaseous fuel for power development. it is obvious that 
these may be commercially realised much more easily when the 
gasification іх done in the blast furnace with a thermal efficiency of 
90 per cent.. and without labour and capital charges, than they can 
when the efficiency of gasification is 65 per cent. and the cost 
50 cents per ton of fuel, as in the gas producer. — Met. and Chem, 
Engineering. | 


The Inquiries into Trade after the Маг. —А Press 
Association report states that the Committees appointed by the 
Prime Minister to collect information on the subject of our trade 
relations after the war are expected to have their reports drawn up 
by the end of the vear. It is stated that in all probability the 
report of Lord Faringdon’s Committee on Financial Facilities will 
be published some time this week. ; ` 

We are pleased to note that Mr. Arthur Chamberlain. of Bir- 
mingham. who may be credited with Knowing more about our 
national trade problems than Mr. Winston Churchill is likely to do 
if'he lives to be a hundred. has been chastising the latter for his 
attempt at coin-phrasing when he said : " Look after the wur and 
after the war will look after itself." If all business and industrial 
men were of military age and had to take up arms or be making 
munitions. there might be some reason for fear that in studying’ 
one problem we should be перес тїт the more immediate necessity. 
But perhaps Mr. Churchill already regrets his effort, for it has 
not been well received in any Press comment that we have seen. 
We have Mr. Lloyd George's word for it that Mr. Churchill 
encouraged the "tanks" idea ; of course inventors and engineering 
and other experts had a little to do with the matter as well. To 
encourage the devisers of means for defeating the enemy in the 
field- the while he belittles the efforts ‘of those who are trying to 
prepare suitable contrivances or devices for rendering us safe against 
enemy trade attacks after the war, is just a trifle inconsistent. But 
after all, who looks for consistency in a politician? Mr. 
Chamberlain declares that after the war will not look atter itself, 
and every business man will agree with him. He holds that unless 
England looks after it now, and looks after it very seriously and 
very wisely. we shall enter on а period of distress and hardehip 
equal to any in our history. | 
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Fatalities —At Brown Bayley's steel works, on Sunday, 
September 10th, while 7-cwt. iron bars were being brought to stack 
by an electric crane with an electromagnet attached, a man fell off 
the stack, and two of the bars fell on top of him, causing internal 
hemorrhage and shock from which death ensued. The driver. 
according to a Sheffield paper. said that when he was lowering the 
bars one of the electric wires caught another, causing a flash, and 
the carriage started running the opposite way. When it had 
travelled back two yards, the current went off. Mr. G. H. 
Godbehere, electrical engineer, said that one of the wires had come 
out of the collector and caught on the one below it. causing а short 
circuit and flash. Since the accident. precautions had been taken 
to prevent а recurrence. Verdict: “ Accidental death.” 

A young electrician named Walter McIlroy. who was enyayed at. 


ihe auction mart of Messrs. John Robson. Ltd.. Chichester Street. 


Belfast. in fitting up electric lights, has been killed hy being 
crushed between a hoist and the shaft. — 

Àn inquiry was held on September 9th into the death of George 
Dickson. aged 21, of James Street. Hebburn. A witness named 
Robert Purcell stated that he, Patrick Nolan. and Dickson were 
walking along a footpath opposite the Cemetery. when Dickson 
touched an electric lamp standard with his left arm. Dickson was 
drawn towards the standard with his arms around it and his knees 
against it. They tried to release him. but a shock threw witness to 
the other side of the road. Witness came back and struck Dickson's 
feet from underneath him. and when the youth fell they pulled him 
away. He was dead. Alfred Dixon, assistant engineer with the 
Newcastle-on-Tyne Electric Supply Co.. stated that the electrification 
of the standard had been caused by one of the cable wires getting 
into contact with the switch-chamber at the top of the standard. 
There could not have been a greater pressure than 210 volts, and 
he should not have thought that merely touching the standard 
would have been dangerous. A person who touched the standard 
was more likely to be thrown from it than drawn to it. The 
vibration caused by the road traffic might have caused the contact 
with the cable. The company had adopted a new method in 
regard to switch-chambers. In reply to Mr. T. Stuart. clerk to the 
Hebburn District Council. witness said that of the 540 standards in 
Hebburn. 130 had been changed. Mr. Stuart said a cable explosion 
occurred in March, 1913. and there was then a leakage from lamp 
standards. In the following September the company notified the 
Council that they were changing the system. In reply to other 
questions, witness said a leakage of 240 volts was too smal] to be 
recorded. He was not aware that in July a boy had been severely 
burned by contact with a standard. Dr. Norman said death was 
due to electric shock, but he thought Dicksón had taken hold of the 
standard: merely touching it was scarcely sufficient to cause death. 
The jury returned a verdict of " Accidental death." and expressed 
the hope that the company would do all they could to prevent 
similar accidents. Mr. W. S. Burton. representing the Supply Co.. 
said they regarded it as a very serious matter. and would take into 
consideration all that had been said that day. 

At the Hebburn-on-Tyne District € ouneil meeting, on Monday. 
the Clerk read a report from Prof. Thornton, who' had been 
instructed by the Council to investigate the circumstances. The 
report stated that the leakage had been in existence for some days 
before the accident. and that the type of lamp-head and switch was 
acknowledged to be imperfect. and he advised that a complete 
change over of the lamp-heads should be made before: the bad 
‘weather set in ; he further recommended that an шере once а 
quarter should be made. 

The Chairman said it was lamentable that a great’ company 
should be so indifferent in regard to danger, not only on the high 
road. where there was heavy traffic, but over the whole district 
senerally. It was also a matter for regret that the company had 
not shown sufficient sympathy with the deceased's family. 

After discussion. it was decided to refer Prof. Thornton's report 
and all other details to the Board of Trade. and also to defray the 
expenses of the funeral of the victim. 

At Mossley, on September 7th, an inquest was held on Harry 
Briggs, aged 12. of Denbigh Street. a half-timer employed at 
Messrs. Radcliffes mill. Sidney Etchells (10) said that on the 
previous Tuesday he was playing with deceased after school and 
they went to Radcliffes mill, where he saw deceased touch an elec- 
tric wire with both hands and fall into some water near the mill. 
They had often played there before, but had not touched the wire 
because they knew it to be dangerous. James Fawcitt, carter, who 
got deceased out of the water. said he received a shock when he 
touched the boy. The wire was in the boy’s left hand under the 
surface of the dam, which was shallow. The boy was dead and 
. his hand was burnt. Sergeant Hodkinson said the wire came from 
a pole, went through a pipe underground to the dam, and the end 
should have been in the water, but had evidently been pulled out. 
Dr. Cameron said death was clearly due to electric shock, and the 
jury returned a verdict to that effect, adding that there had been 
no neglect on the part of the millowners, the wire having been 
insulated satisfactorily, and the boys having been trespassers. 

Prof. Scott, of the electrical engineering department of Robert 
College, Constantinople, has been killed by contact with a wire 
carrying 10,000 volta.— Science. 


Educational, —NORTHAMPTON POLYTECHNIC INSTITUTE. 
—We have received a copy of the “ Announcements " for the Session 
1916-17, giving partioulars of the day and evening courses in civil, 
mechanical, and electrical engineering, technical optics, and 
horology ; the engineering courses include sub-sections in auto- 
mobile work, aeronautics, and radiotelegraphy, and there are 
evening courses in electrochemistry and metallurgy. The day 
classes begin on October 2nd, and the evening classes on September 
25th. Special classes for Post Office employée and submarine cable 


“Central electric stations ee ee 


companies’ employés are provided. Dr. R. Mullineux Walmsley, the 
Principal. is head of the electrical engineering and applied physics 
department. and with him is associated Mr. F. M. Denton. 

IMPERIAL COLLEGE OF SCIENCE AND TECHNOLOGY.—The City 
and Guilds (Engineering) College has instituted a diploma course of 
instruction in aeronautics. extending over a period of three years ; 
it includes teaching in electrical technology, wireless telegraphy, &c. 

The Manchester Education Committee announces that the classes 
established last year- -the " Handyman " classes for adults—giving 
&hort courses of instruction in the use of simple household tools 
and their application in dealing with the practical everyday 
problems of the home, are to be continued this winter, and that 
instruction will also be given as to what to do in various 
emergencies, such as the temporary failure of the electric light, the 
care of electric lamp bulbs, &c. Last year the classes were very 
successful, the fee being a nominal one. 


Industrial "Peace" in Australia.—ln the course of 
our series of articles on “ Labour and Industry," we referred to a 
book on " Industrial Peace." written by Mr. Williams, the secretary 
of the Geelong and District Employers’ Association. An esteemed 
Australian correspondent in the course of a letter to us on this 
subject says :—" I can fully substantiate Mr. Williams's opinion of 
the absolute failure of the Federal Arbitration Court and Wage 
Board System to in any way deal with industrial troubles. This 
country is seething with unrest, and the Unions are taking 
advantage of the shortages due to recruiting, to make fat jobs for 
those remaining behind." 


Volunteer Notes. —F'IRST LONDON ENGINEER voirs: 
TEERS.—-Headquarters, Chester House, Eccleston Place. S.W.— 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. 

Monday, September 25th—Technical for Platoon No 9. at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8.25. 

Tuesday. September 20th.—-Range Practice. 

Wednesday, September 27th.—Lecture, 6.15. 
Eyles (late R.E.), “ Demolitions.” 
Range Practice. 

Thursday. S-ptember 28th.—Instruction Class. 5.45. 
Drill. Platoon No. 6. Ran:re Practice. 

Friday, September 29th.— Technical for Platoon No. 10, Regency 


T" Mr. W. 
Platoon Drill, Platoon No. 2. 


Platoon 


Street. Squad and Platoon Drill No. 9. Signalling Class. Recruits' 
Drill, 6.25— 8.25. | 
Naturday. September 30/4. — General Parade. 2.45, Uniform. 


General Meeting of Corps, 5.30. 
large attendance. 
Sunday. October. 1)4f.--Entrenching.— Parade Victoria Station 
(SE. & С. Railway). Booking-office, 8.45 a.m. 
MACLEOD YEARSLEY, Adjutant. 


3RD BATT. (OLD Boys’) County оғ LONDON VOLUNTEER REGI- 
MENT.—Battalion Orders by Major R. J.C. Eastwood (Commandant), 
Thursday, September 21st, 1916 :-- 

Week-end Parade.— Route. March, --On Saturday, 23rd inst.. the 
Battalion will parade as strong as possible on the Practice Ground 
at Гога в Cricket Ground, at 2.45 p.m. 

Eintrenching Duties.—Entrenching on Saturday, 23rd, 

Sunday.—The Battalion will parade at Liverpool Street Station 
(Low-Level entrance, G.E.R.), at 9.30 a.m., for Entrenching duties. 

Muxketry.—Members who have sent in their names to shoot at 
Bisley on Sunday, 24th inst., will report in uniform to Sergt. 
J. W. S. Burmester, at 9.45 a.m., at No. 8 Platform, Waterloo 


Station. С. Н. Е. Duncan, Acting Adjutant. 


Copper Prices. — THE WEEK’S CHANGES.—Messrs. F. 
Smith & Co. report, Wednesday. September 20th :—Electrolytic 
bars rose from £132 to £137; ditto sheets, £150 to £155 ; ditto 
rods. from £140 to £145; ditto H.C. wire. from 1s. 84d. to 1s. 84d. 

Messrs. James & Shakespeare report, Thursday, September 21st :— 
Copper bars. sheets, and rods (best selected) rose from £150 to £154. 


Electrical Industry in the U.S.A.—The 
statistics are given by the Electrical World :— 


Investment or Persons Annual earn- 
capitalisation. employed. ings or sales. 


The Commandant hopes to see a 


following 


33,038,000,000 104,000 408,900,000 : 

Isolated electric stations : 1,519,300,000 52,000 201,600,000 
Street and electric railways—powe er 

generation, distribution, and appli- 

cation А 2,681,800,000 165,000 850,500,000 
Street and electric railways—railw ay | 

operation . 3.681,800,000 165,000 850,500,000 
Electrified divisions of steam rail- 

roads i ee ss 204,700,000 15,000 80,800,000 
Telephone .. Ge 1,262,760,000 287,000 829,900,000 
Telegraph (land and ocean) 231,600,000 44,000 75,300,000 
Electric machinery, apparatus, and 

supplier (inclnding electric pro- 

ducts of other industries) - 169,100,000 185,000 388,900,000 
Electrical dealers and contractors .. 15,000,000 50,000 120,000,000 
Electrical jobbers “a T 25,000,000 6,000 ,000,000 


$12,129, ‚660,000. 000 1,028,000 $2,824,700,000 


Italian Standard Rules for Italy.—It was announced, a 
few months ago, that the Associazione Elettrotecnica Italiana 
intendedto prepare standard rules for the construction and acoeptance 
of delivery of electrical machinery in substitution for those of the 
Verband Deutscher Elektrotechniker. The rules have now been 
published. It is considered certain that the rules will be adopted 
by all Italian electrical constructional and consulting engineers. 
and the Association is also confident that the Government will fall 
into line, and insist upon the observance D the rules in contracts 
with the State. Р 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 


also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—In view of his 
impending departure from West Ham to take up the general 
managership of the Belfast Corporation Tramways, conse- 
quent upon Mr. Andrew Nance retiring from the active 
management of that undertaking, the Metropolitan Associa- 
tion of Electric Tramways Managers entertained Mr. J. 5. 
D. Morret to dinner at the Municipal and County Club, 
Whitehall Court, S.W., last Friday evening. In addition to 
the guest of the evening, there were also present Messrs. 
Ullmann (East Mam), Schofield (Leyton), chairman and vice- 
ehairman respectively of the Association, Bruce (L.C.C.), 
Harvey (Ilford), Hammond (M.E.T.), Mackinnon (L.U.T.), 
Goodyer (Croydon), hon. secretary, Littler (ex-Chairman 
West Ham Corporation Tramways), Blain (L.G.O. Co.), Rooke, 
Scholey, Walton, Wyld, Myers, Beal, Compton, Robson 
(Southampton) and Chisholm. Letters expressing regret for 
inability to attend were received from Messrs. Fell and Slat- 
tery (L.C.C.), Williams (Erith), Murray (Walthamstow), and 
Mason (South Met.). | 

At Blackpool Corporation electricity works, on September 
14th, Mr. Moss, an engineer driver who, after 16 years, is 
retiring for health reasons, was presented with a gold albert 
with medal pendant. 
Wm. Parkinson, works manager, in the absence of the borough 
electrical engineer. 

On the recommendation of the Electricity Cominittee, the 
Newport (Mon.) Council has agreed to allow Mr. A. NICHOLS 


Moore, the borough electrical engineer, to act in an advisory - 


eapacity to the board of management of & national shell fac- 
tory, and also to be responsible for the supervision of the 
electrical equipment. 

Mr. S. Hann, borough electrical engineer at Stoke Newing- 
ton, formerly a petty officer of the Royal Naval Division, has 
been appointed to a second lieutenancy in the London Elec- 
trical Engineers. 

Mr. T. H. WELCH, shift engineer at the Fulham B.C. elec- 
tricity works, has been awarded the Honorary Vellum of the 
Royal Humane Society for life-saving under circumstances 
reported in our issue of June 9th. 


Mr. SHOESMITH, works assistant at the Dover Corporation 
electricity works, and Mr. Gasson, mains assistant, have re- 
signed. Мг. Date has been appointed to fill the latter 
vacancy. 


General.—The Times understands that Mr. Тномаѕ WORTH- 
INGTON, the Director, from its inception, of the Commercial 
Intelligence Branch of the Board ot Trade, will retire at the 
end of this month. `* Mr. Worthington is an instance of a 
business man brought in to do special work for the Board. 
He first attracted attention as a Special Commissioner to 
South America to report on the prospects of British trade 
there. On the establishment of the Commercial Intelligence 
Branch it was at once recognised that he possessed the quali- 
fications necessary for its director. ‘The office was opened at 
50, Parliament Street, in 1899, with three or four clerks, but 
was moved to 73, Basinghall Street in 1904. More than 150 
clerks are employed. Since the outbreak of war the Branch 
has done useful work in following up the ramifications of 
enemy trade and helping merchants to find among British 
manufacturers alternative sources of Supply of goods pre- 
viously obtained from enemy firms." 

Gazette Notice :—Territorial Force. Royal. Engineers.— 
London Electrical Engineers. Sergeant Н. P. Waterhouse to 
be Second Lieutenant (on probation). Second Corporal W. S. 
Browne to be Second Lieutenant (on probation). Q.M.S. К. 
W. Adcock, Singapore R.E. Volunteers, to be Second Lieu- 
tenant (on probation). 

Mr. ARTHUR Н. HaLLORAN (vice-president and managing 
editor, Journal of Electricity, Power, and Gas) has been ap- 

pointed Pacific Coast representative of the Society for Elec- 
trical Development. 


Mr. E. W. Аввотт has taken over the management of the 
Newcastle branch of Messrs. Crompton & Co., Ltd., at 21, 
. Pearl Assurance Buildings, Northumberland Street, New- 

castle-on-Tyne. For many years he has been in charge of 

the contract department at Chelmsford, and has carried out 
the electrical equipment of many important main winders, 
roling mills, coaling cranes, large haulage gears, &c. Mr. 
Abbott was responsible for the design and equipment of many 
of the early central stations in this country. 


Roll of Honour.—Sergeant Н. Braman, Signal Sergeant to 
the lst Battalion Gordon Highlanders, who has been awarded 
the Military- Medal for gallant work in the field in July last, 
was a clerk in the office of the resident engineer at the East 
Sussex County Asylum, Hellingly, S.O. Sussex. The batta- 
lon orders read: ‘‘ He repeatedly went out along the wires 
| Ды the dangerous road leading into —— during the time 
Hi & heavy barrage fire by the Germans, and through his 
_ Стойо to duty, and gallantry, the battalion was able to 
^*€P up communication with the brigade and batteries during 


The presentation was made by Mr. 
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а very critical moment, and so practically saved the situa- 
tion.’ 

Private STEPHEN Kırk, Manchester Regiment, and Private 
R. E. Davies, Cheshire Regiment, two former employés of 
the British Westinghouse Co., Trafford Park, have been 
wounded. Corporal WaLTER BaiLEy, Manchester Regiment, 
another employé, was reported missing some time ago, and 
is now officially reported killed. | 

Private Jous McGreevy, of the King's Own Royal Lan- 
caster Regiment, killed in action at the age of 19 years, was 
an apprentice electrician at. Fleetwood prior to his enlistment. 

Rifleman G. Н. Brapiey, of the King's (Liverpool) Regi- 
ment, who has been wounded, was employed prior to his 
enlistment in the Wigan Corporation electricity department. 

Private CLIFFORD Morris, Cameron Highlanders, aged 19, 
a former employé of Messrs. Whipp & Bourne, electrical engi- 
neers, Castleton, has been killed in action. . 

Driver Joseru WIGNALL, of the R.F.A., who has been 
wounded, and is in hospital at Rouen, was formerly em- 
ployed’ by Messrs. Dick, Kerr & Co., Ltd., Preston. Another 
employé of the finn, Lance-Corporal C. F. ALDRIDGE, Loyal 
North. Lancashire Regiment, 1s reported & prisoner of war. 
Gunner JOHN COULTHURST, R.F.A., aged 26, who was for- 
merly on the clerical staff of the firm, has been killed in 
action. 

Private Мылам Patni, Machine Gun Company,- Bedford- 
shire Regiment, who enlisted whilst with the North Metro- 
politan Electric Supply Co., at St. Albans, has been killed in 
action in France. 

Private E. Милек, North Staffordshire Regiment, reported 
killed in action in France after being posted as missing, was 
formerly with Messrs. Bullers, Ltd., electrical china manu- 
facturers, Hanley. 

Lance-Corporal Haro.p Wi LuiaMs, K.R.R., who has died of 
wounds, was on the staff of the Potteries Electric Traction 
Co., Hanley. : 

Private FRANK G. CHADWICK, Oxford and Bucks Light In- 
fantrv, who has fallen in action, was, on his enlistment, an 
engineer with the General Electric Co., Ltd., Birmingham. 

Private W. AskEw, 20th County of London Regiment, who 
erlisted whilst at Birmingham with the B.I. and Helsby 
Cables, Ltd., has been killed in France by the blowing up of 
a trench mine. 

The Distinguished Conduct Medal has been awarded to 
Bombardier ARTHUR EDWARD ELLIS, R.F.A., who enlisted in 
October, 1914, whilst with the India-Rubber, Gutta-Percha 
and Telegraph Works Co., Ltd., Silvertown, E. In Septem- 
ber, at Vermelles, he repaired telephone wires in 17 different 
places under heavy shell fire, and enabled communication to 
be kept up. 

Private GEORGE PERCIVAL, Cheshire Regiment, killed in 
action, aged 19, was emploved prior to enlistment at the 
Helsby Cable Works. 

Cunner JoHN ASHWORTH, of the R.F.A., killed in action, 
served in the South African war, and prior to the present 
War was employed in the Liverpool tramways department at 
Smithdown Road depot. 

Private Fraxk Hicoains, K.O.Y.L.I., is officially reported 
killed in action. He was on the staff of the Wakefield and 
District Light Railway Co. | 

Private DouGLas Gipson, Royal Welsh Fusiliers, reported 
wounded in actiom, was formerly employed in the electricity 
department at Blackpool Tower. 

Private WILLIAM TITTERINGTON, of the Manchester Regi- 
ment, a former employé of the British Westinghouse Co., 
Ltd., Trafford Park, has been killed in action. 

Private WALTER WILKINS, 2nd Battalion Oxford and Bucks 
Light Infantry, who has fallen in action in France, enlisted 
whilst engaged in the illumination department of the British 
Thomson-Houston Co., Ltd., Rugby. 

sergeant ARTHUR Mason, Oxon and Bucks Light Infantry, 
who was before the war on the Rugby staff of the British 
Thomson-Houston Co., Ltd., has fallen in action in France. 
He was 32 vears of age. 

Gunner FRED GoopMAN, R.F.A., for some years engaged in 
the special engineering office of the British Thomson-Houston 
Соя Ltd., Rugby, has died of wounds received in action in 
"rance. 

Major А. RonknTSON, D.S.O., R.E., a son of ex-Bailie 
Robertson, Aberdeen, and a member of the firm of Messrs. 
A. B. Robertson & Son, electrical engineers, Aberdeen, re- 
ceived his decoration from the King at Windsor Castle re- 
cently. The gallant officer is an Associate Member of the 
Institution of Electrical Engineers. He has been a Territorial 
officer for 12 years, and has been at the Front for 18 months. 
m is at present in a hospital in London recovering from ® 
illness. i 

We regret to learn that Lieutenant HAROLD Lomas was 
killed in France in the advance of July Ist. Lieutenant Lomas 


received his technical education and training at Owens Col- 


lege, Manchester, ‘and at the works of Messrs. Laurence, 
Scott & Co., Ltd., Norwich. In 1897, in company with Mr. 
H. C. Gunton (now power engineer to the G.P.O:), he visited 


- the States, and together these gentlemen wrote a series of illus- 


trated articles for the ELECTRICAL Review describing various 
electrical undertakings and works. Lieutenant Lomas subse- 
quently served on the staff of Messrs. B. W. Blackwell and 


Co., Ltd., and on the staff of the Crocker-Wheeler Co., of 


328 


Ampere, N.J. An American contemporary, in referring to 
his death, states that he was for over 18 years a member of 
the sales department of the latter company, and had served 
as manager of its Denver office, and also as manager of its 
Baltimore office. Mr. Tomas was a good all-round sportsman, 
well known in cricket and hockey circles in Lancashire, and, 
later, in Surrey (Wimbledon). He came over from the States 
soon after the outbreak of war to offer his services, and, after 
training, obtained a commission. He was serving as a lieu- 
tenant in a Manchester battalion at the time of his death. 

Obituary.—Mr. Josera HowonTH.—Mr. Joseph Howorth, 
of Helsby, one of the oldest employés of B.I. and Helsby 
Cables, Ltd.. was taken suddenly ill last week and was 
removed to the Royal Infirmary, Liverpool, where he died. 
He was 57 years of age. 

Mn. WinLiAM PruBLETT.—Mr. William Pimblett, who has 
. died at West Toledo, Ohio, in his sixtieth year, was formerly 
employed at the Ashton Corporation electricity works. He 
went to America four years ago. 

Mn. James M’Manon.—The death occurred at Colombo, 
on 14th inst., of Mr. James M'Mahon, general manager of the 
Colombo tramways. 

Mr. Thomas ConNisH.—The death took place on Saturday 
of Mr. Thomas Cornish, for many years head electrician for 
Mr. Henry Geer, J.P., of Okehampton (Devon). He was 54 
years of age. 


Will.—According to the Times, Mr. Witutam BLACKSTONE 
BLvrH, for 2) years in the Р, & О. service, and for 12 years 
in the Civil Service in the telegraph ships .4lert and Monarch 
left £4,917. 


NEW COMPANIES REGISTERED. 


— 


Latin-America Chamber of Commerce in Great Britain 
(word “ Limited " omitted from the title by licence of the Board of Trade) 
(144,797).—This company was registered on September 7th as a company not 
formed for profit and limited by guarantee, with not more than 1,000 mem- 
bers, each liable for one guinea in the event of winding up, to promote and 
extend the trade and financial relations between the United Kingdom and the 
South and Central American and Mexican Republics, to promote the indus- 
tries, and the exploitation of the natural resources of the said Republics. 
The subscribers are: Н. le Marchant, London House, Crutched Friars, E.C., 
managing director, Martin, Earle & Co., Ltd., and British Portland Cement 
Co., Ltd.; P. J. Machin, 62, Aldersgate Street, E.C., senior partner ої 
Machin & Kingsley, cotton manufacturers and paper merchants; A. В. 
Legina, 28, Holland Park, W., ex-President of Peru, plantation owner; J. Н. 
К. Kemmal, Oriel House, 30-31, Farringdon Street, E.C., managing director, 
Babcock & Wilcox, Ltd.; R. Shenton, Tunstall, managing director, Wedgwood 
and Co., Ltd.; J. A. Hill, Sheffield, managing director, J. & P. Hill Ordnance 
Works; А. П. Davies, 61 and 62, Gracechurch Street, E.C., managing direc- 
tor, London County Commercial Reinsurance Office, Ltd., and Rawlins, 
Fowler & Davies, Ltd. The management is vested in a council, the first 
members of which are Н. le Marchant, P. J. Machin, A. B. Legina, J. Н. R. 
Kemmall, R. Shenton, J. A. Hill, and A. Н. Davies, Secretary: W. M. Ellis. 
Registered office: 1, Gresham Buildings, Guildhall, Е.С, 


New Union Electric Co., Ltd. (144,775).—This conipany 


was registered on September Sth, with a capital of £2,950 in £1 shares (1,667 
founders’ and 1,283 ordinary), to take over the business carricd on at Park 
Street, Southwark, S.E., as the Union Electric Co., Ltd., to carry on the 
business of manulacturers of and dealers in electric lamps, contractors for 
the construction, erection, and maintenance of electric lighting, central and 
other stations, electricians, electrical, mechanical, metallurgical, апа chemical 
engincers, &c., and to adopt an agreement with А. V? Tomlinson, R. Belfield, 
and Ө. A. Knapton. ‘The subscribers (with one share cach) are: A. V. 
Tomlinson, 65, Victoria Street, Westminster, engineer; R. Belfield, 65, Vic- 
toria Street, Westininster, cnginerr, Private. company. The number of 
directors is not to be less than two or more than seven; the first are A. V. 
Tomlinson, К. Belfield, and G. A. Knapton (life directors). Qualification, 
£100. Remuneration, £150 per annum, divisible, Secretary: G. A. Knapton. 
Registered office: 93-57, Park Street, Southwark, S.E. 


Insulated Cap & Rivet Co., Ltd. (144,808).—This com- 


pany was registered on September &th, with a capital of £5,000 in £1 shares, 
to carry on the business of engineers, founders, smiths, machinists, manu- 
facturers and patentees of caps for electric lamps and rivets for all pur- 
poses, manufacturers of and dealers in all apparatus and things required for, 
and capable of being used in connection with, the employment of electricity 
for lighting or otherwise. The subscribers (with one share each) are: №, F. 
L. T. Arkwright, Caxton House, Westminster, S.W., merchant; W. К. 
Mohr, Caxton House, Westminster, S.W., merchant. Private company. The 
number of directors is not to be less than three or more than five; the first 
аге УУ. L. T. Arkwright and УУ, Е. Mohr (provisional directors). Qualifica- 
tion of subsequent directors, £100. Solicitors: Spcechley, Mumford & Craig, 
10, New Square, Lincoln's Inn, W.C. Registered otlice: Caxton House, West- 


minster, 
British Utilities, Lfd. (144,767).—This company was 


registered on September oth, with à capital of £1,000 in £l shares, to carry 
on the business of electricians, mechanical engineers and manufacturers, 
workers of and dealers in electricity, motive power, and light, manufacturers 
und constructors of articles or things of general or domestic utility, whether 
associated with electricity or not, «е, The subscribers (with one share each) 
are: B. R. Pearse, Elm Villa, Mitcham, electrical engineer; We A. S. Hellyer, 
28. Park Lane, Croydon, solicitor. Private company. The number of direc- 
tors is not to be less than two or more than five; the first are not named. 
Registered office: 48, South Park Road, Wimbledon. 


John Collins (Liverpool) Electric Jumping Horses Co., 
Ltd. (144,822).—This company was registered оп September llth, with a 
capital of £1,000 in £l shares, to take over a roundabout known as the 
Electric Jumping Horses, together with the electric motor staging, platforms, 
machinery, traction engine, mechanical organ, and electric motor used in con- 
nection therewith, lo curry on the same and the business of showmen, kinema 
and picture-house proprietors, caterers for public amusements and entertain- 
merts, c., and to adopt an agreement with John Collins. The subscribers 
(with one share each) are: John Collins, 24, Overton Street, Liverpool, round- 
about proprietor; James Collins, 24, Overton Street, Liverpool; Miss М. 
Collins, 24, Overton Street, Liverpool. Private company. The number of 
directors ie not to be less than two or more than five; the first are John, 
Collins (permanent managing director), James Collins, and Miss N. Collins. 
Qualification, £l. Solicitor: J. Shakespeare Smith, 11, Lord Street, Liver- 
pooi. Registered office: 11, Lord Street, Liverpool, 


Notable Electric Co., Ltd. (144,824).—This company was 
registered on September. llth, with a capital of £100 in £1 shares, to take 
over the business carried on at 30, Margaret Street, Oxford Circus, W., as 
the Notable Electric Co., amd to carry on the business oí manufacturers of 
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and dealers in drawn-wire metallic filament and other lamps of all kinds, 
&c The subscribers (with one share each) are: Miss A. L. Fennell, 9, 
Talfourd Avenue, Reading, secretary; W. J. Owen, 7, Grove Road, Willesden 
Green, N.W., director. Private company. The first directors are not named. 
Remuneration as fixed by the company. Solicitors: Warren & Warren, 4, 
Great James Street, Bedford Row, W.C. 


W. К. Thornton & Son, Ltd. (144,787).— This company 
was registered on September 6th, with a capital of £5,000 in £1 shares, to 
take over the business of engineers’ furnishers and electrical engineers, and 
contractors for, and dealers іп, mechanica} and electrical apparatus and 
appliances carried оп by the exors. of W. R. Thornton, of Barrow-in- 
Furness as W. R. Thornton & ‘Son. ~ The subscribers (with one share each) 
are: W. R. Thornton, 16, Coniston: Road, Barrow-in-Furness, electrical 
engineer; A. A. Haynes, 30, Hill Road, Barrow-in-Furness, railway official. 
Private company. The number of directors is not to be less than two or 
тоге, than five; the first are W. R. Thornton (permanent managing director, 
subject to holding 50 shares) and A. Haynes. Qualification of directors, £100. 
Solicitor: Р. К. Lee, 4, Lawson Street, Barrow-in-Furness. Registered by 
Jordan & Sons, Ltd., 116-17, Chancery Lane, W.C. 


pce re aee = 


OFFICIAL. RETURNS. OF ELECTRICAL. 
COMPANIES. 


Cutting Bros.. Ltd.—Particulars of £4,000 debentures, 
created June 20th, 1916, filed pursuant to Section 93 (3) of the Sey cu eg 
(Consolidation) Act, 1908, the amount of the present issue being £1,900. 
Property charged: The whole of the company's assets. No trustees. 

A memoranduin of satisfaction in full on June 30th, 1916, of debentures 
dated June 19th, 1914, securing £4,000, has also been notified. 


Bray, Markham & Reiss, Ltd.—Capital, £20,000 in 21 
shares. Return dated Julv 7th, 1916. 9,450 shares taken up; £8,850 paid; 
£600 considered as paid. Mortgages and charges: Nil. 


Electric Supply Corporation, Ltd.  (52,036).— Capital, 
£250,000 in £5 shares. Return dated August llth, 1916. 42,000 shares taken 
up; £5 per share called up on 35,000 shares; £175,000 paid; £35,000 considered 
as paid on 7,000 shares. Mortgages and charges: £154,914, 


Electric Construction Co., Ltd. (39,392). — Capital, 
£400,000 in £1 shares (100,000 pref.). Return dated June 13th, 1916. 294,200 
ord. and 62,780 pref. shares taken up; £l per share called up on 4,200 ord. 
and 36,490 pref.; £40.690 paid; £246,290 considered as paid on 220,000 and 
26,290 pref. Mortgages and charges: £165,010. 


Paignton Electric Light & Power Co., Ltd. (98,497) .— 
Capital, £15,000 in £1 shares. Return dated July 24th, 1916. 11,815 shares 
taken up; £11,815 paid. Mortgages and charges: £7,500 mortgage debenture 


and £2,900 temporary loan. 4 | 
. Portable Electric Light Co., Ltd. (126,782).—Capital, 
AM shares taken up; 


£19,000 in £1 sbares. Return dated June 16th, 1916. | 
£9,998 considered as paid; £2 unpaid. Mortgages and charges: Nil. 


Sloan Electrical Co., Ltd. (61,528).— Capital, £15,000 in 
£1 shares (5,000 pref.) Return dated July Sth, 1916. 5,000 pref. and 2,754 
ord. shares taken up; £l per share called up on 1,254 ord.; £1,254 paid; 
£6,500 considered as paid оп 5,000 pref. and 1,500 ord. shares. Mortgages and 


charges: Nil. 
| : 4 Ltd. (127,632). — Capital, 
punn evr PaT e RS Pie June m 1510. All 


£200,000 in £1 shares (85,000 pref.). 
shares taken up; £85,000 paid; £115,000 considered as paid. Mortgages and 
cherges: Nil. , 

Cryselco, Ltd. (58,218).—Capital, £15,000 in .£1 shares. 
Return dated July 18th, 1916, All shares taken up; £10,007 paid; 24,993 con- 
sidered as paid. Mortgages and charges: £8,800. 


Crompton & Co., Ltd. (129,649).—Capital, £221,007 in 
£1 shares (136,000 pref.) Return dated August 7th, 1916. 79,539 ord. and 
133,760 pref. shares taken up; £l per share called up on 7 ord. and 7s. 6d. 
per share on 133,760 pref.; £50,788 2s. 8d. paid (including £621 2s. 8d. paid 
on 2,240 pref. shares forfeited); £163,132 considered as paid, being £l per 
share on 79,532 ord, and 12s. 6d. per share on 133.760 pref. shares. Могг- 
gages and charges: £100,000 first mortgage debentures. 


Consolidated Electrical Co., Ltd.—Capital, £125,000 in £1 
shares (110,000 ord.). Return dated July llth, 1916 (filed July 17th). All 
shares taken up; £l per share called up оп 15,000 pref. and 757 ord., and 
hs. per share on 109,243 ord.; £43.067 155. paid; £81,932 5s. considered as 
paid on 109.243 ord., being at the rate of 15s. per share. No mortgages or 
charges registered. 

Yorkshire Cable Co., Ltd.—Charge on moneys due from 
War Office under contraéts for the supply of electric cables, dated September 
Ist. 1916, to secure all moneys due or to become due from company to 
Llovds Bank, Ltd., Lombard Street, E.C., and Bradford, not exceeding £4,000. 


CITY NOTES. 


The report for the year ended January 


Marconi 3156 last states that, including the balance 
Wireless brought forward, the profits amounted to 
Telegraph Co. $115,053. Interest on advances absorbed 
of Canada. $30,138, and $5,000 was placed to reserve 
against accounts receivable, leaving 

440,815. The directors state that the company’s business con- 


tinues to show substantial expansion, the feature being the 
steady development of the trans-Atlantic trafic. The plant in 
Montreal has been kept fully oceupied in supplying the 
demand for additional installations on board ships and com- 
mercial stations, as well as in meeting increased Government 
requirements. А total of some 2,300 mercantile vessels have 
up to the present been fitted with Marconi wireless stations 
by the various Marconi companies. The adverse effect caused 
to the company’s normal traffic to and from ships, owing to 
the stringency of censorship imposed on commercial messages, 
has unfortunately continued in evidence throughout the cur- 
rent period. The basis of remuneration from the Government 
for the use of a number of the company’s coast stations taken 
over by the Department of Naval Service since the com- 
mencement of hostilities, and for other services rendered, 18 
still under consideration, and an equitable settlement 1s 
awaited in the near future.—Financial Times. 


Nr d 
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In their report for the year ended March fu! business last year, and equal results were expected for the 
Electric 3186, 1916, the directors give the following present year. The electrical supply companies in which the 


Supply Co. of 


comparative figures for the past three 
Victoria, Ltd. 


years :-— 


1913-14. — 1914-15. 1015-16. 
Lamps connected 130,357 190,132 166,053 
Tramway passengers carried... 5,900,470 5,177,308. 4,877.325 
Revenue... x £59,024 .— £86,800 £56,080 
Expenditure 97,524 56,990 25.37% 
Gross profit 31,500 29,810 3U. 703 


Asin the preceding year, the progress of the conrpany has 
been adversely affected by war conditions. The returns for 
the past year may be regarded as satisfactory. The balance 
to credit of profit and loss is £25,944, plus £2,000 brought for- 
ward, 
ferred to debenture stock redemption account £6,547, there is 
to be paid on account of arrears of preference dividend 
£10,222, leaving £6,433 to be carried forward. 

The Internationale Stickstoff A.G., of 


German Wiesbaden, whose works are leased to the 
Electrical Nitric Acid Co., of Cologne, records a 
Companies. slight loss in 1915, thus increasing the 


deficit to £46,000 on an ordinary share 
capital of £103,000. 

The directors of the Kabelwerk Rheydt recommend the 
pavment of a dividend of 30 per cent. for the vear ended 
with June 30th, 1916. This rate compares with 18 per cent. 
ш 1914-15 and 12 per cent. each in 1013-14 and 1912-123. 

The trading of the Elektrowerke A.G., of Berlin, for the first 
year, Which ended on March 31st, 1916, is reported upon. The 
company, the majority of whose shares are held by the Berlin 
Electricity Works Co., took over the Golpa-Jessnitz lignite 
works for the erection of a huge station, and entered into 
contracts for the supply of 740.000,000 xw.-hours per annum 
to the Bavarian Nitrate Works and the Electro-Nitrate Works. 
The accounts show a slight balance, which has been carried 
forward; the expenditure on the power station is recorded at 
£934,000. 

The Wolfram Lampen A.G.. of Augsburg. reports net 
profits of £14,200 for 1915-16, including the balance brought 
forward. It is proposed to pay 6 per cent. on the preference 
capital of £27,000 by way of arrears for 1913-14 and 1914-15, 
leaving 1915-16 in default. The payment of any dividend on 
the ordinary capital of £26.00) is again omitted. Tt is added 
that a decision of the Supreme Court has not vet been piven 
in the matter of the patent dispute concerning the manufac- 
ture of а drawn-wolfram (tungsten) filament. 

The report of Brown, Boveri & Co., of Mannheim, states 
that the production and turnover, which experienced а de- 
cline in 1914, again increased substantially in 1915, but raw 
materials were dearer, and salaries and wages largely ad- 
vanced. Nevertheless, the financial results were more satis- 
factory than in the preceding vear. The gross profits rose 
from £185,000 in 1914 to £245,000 last year, and the net 
profits from £34,000 to £58,000 in the two years respectively. 
It has been decided to pay 10 per cent. on the share capital 
of £450,000, as against 5 per cent. in each of the two pre- 
ceding years. 

The report of the Société Eleclromttal- 
lurgique Paul Girod, of Nuremburg,. whose 
principal installations and investments are 
in France, states that the French subsi- 


Swiss 
Companies] 


diary company—the Forges et Acieries Electriques Paul Girod. - 


of Ugine, Savoy—worked very successfully in 1915. As net 
pofits, the accounts of the parent company indicate the sum 
of £59,000, and after several dividendless vears a  distribu- 
пор at the rate of 8 per cent. has been declared on the ordi- 
nary share capital of £480,000. The chairman, at the recent 
general meeting, referred to the acquisition of important 
Water powers, which he characterised as one of the principal 
hases of the company, and he expressed the opinion that the 
non-conclusion of the agreement with the Creusot Works for 
the reconstruction of the Swiss undertaking, as was proposed 
pnor to the war, had been a fortunate event for the Girod Co. 
The report of Brown, Boveri & Co., of Baden, Switzerland, 
which deals with the financial year ended on March 3lst, 
11б, states that as a result of the great decrease or complete 
stagnation in the peace production of the nations at war. an 
extraordinary demand arose for the company's manufactures, 
and orders were available to any extent. The problem of 
bringing sale prices into harmony with the cost of production 
proved to be more difficult, as all kinds of raw materials 
rapidly rose, and in some cases reached a fantastic level, and 
it Was scarcely possible to adjust sale prices to this increase. 
it Was, however, still more diffienlt to procure. supplies of 
materials, and the possibility of obtaining them also limited 
a possibility of production. This was particularly the case 
Ма copper, and the seizure of a large delivery in course of 
nie rund ina loss in output amounting to several 
| eee nre The output in 1915-10 was considerably 
ils dE e last peace year of 1913-4, and the value of 
ae ee despite the higher prices, was also greatly 
company |, С 1913-14. The report further remarks that the 
d s ee adhered to its policy inentioned a vear ago and 
oma d es manufacturing operations exclusively to the 
s. Mene: А i years of peace. In the case of the 
КЫШ ҮЗ ings In Which the company is interested, the 
arded аз 3s aren assumed a form which conld be re- 
Wis ormal, having regard to existing circumstances. 

е exception, these companies had carried on a success- 


Debenture interest requires £7,742, there is trans-, 


a 


company was also interested were partly working satisfac- 
tory and were partly prejudiced through the war, owing to 
their local situation or two special circuinstances. The gross 
profits of the Baden company, including the yield from 
securities and participations, amounted to £454,000, as corn- 
pared with £388,000 in 1914-15. After devoting a larger sum 
to depreciation than in the preceding year the net profits are 
returned at £106,000, as against £94,000, and the dividend 
recommended is at the rate of 6 per cent. on the ordinary 
share capital of £1,250,000, this contrasting with 5 per cent. 
in each of the two preceding years and 8 per cent. in. 1912-13. 


Oflicial Announcements re Companies.— he following 
companies are to be struck oft the register unless cause to the 
centrary 1s shown within three months :-- 

Auto-Electiics. 

Aute- Flash Sign Co. 

Cable Construction. Syndicate. 

Giindell-Matthews. Radiophone Syndicate, 

Lester Engincering Co, 

Llanidloes Electric Lighting Co. 

Pioneer Pump Patents (1913). 

Sandors Motive Power Syndicate, 

Scientilie Researches Co. 

Turbiro Engine & Pump Co. 

Wireless Telephones. 

County of Dorset Electric Supply Co., Ltd.—At the an- 
nual meeting, held at the end of July, Dr. J. A. Hosker, who 
presided, referred to the difficulties of war-thne; fuel. and 
other costs had been continually on the up-grade, and the 
lighting restrictions which had been strictly endorsed in all 
their four towns had dnnimshed the revenue by 25 per cent. 
Notwithstanding these facts, the gross revenue had shown 
an astonishing Increase of 50 per cent., due chiefly to the 
Increased private demand, and the demand of the War Office 
at the Dorchester Prisoners’ War Cainp. Since the date of 
the balance sheet a considerable increase in output had been 
recorded. The Blandford business was making excellent pro- 
gress, Swanage output was steadily increasing, but at Lyme 
egis there was a slight. diminution in receipts. 


Stratford-on-Avon Electricity Co., Ltd.—In their report 
for the year ended December, 1915, the directors express 
regret that in. consequence of the large abnormal expenditure 
on repairs to mains, coupled with the increased cost of 
inaterials and standing charges, they are unable to recom- 
mend a payment of any dividend. Under the circumstances, 
the directors will not at present draw their usual fees. Mr. 
J. A. Priest has been elected to the board in place of Mr. J. 
Macgregor. The annual meeting was held on September sth. 


Clyde Valley Electrical Power Co.—For the half-year 
ended June 30th last, the profit amounts to £40322, plus 
£12,013 brought forward. After transferring £17,500 to con- 
tingency fund for depreciation, &c., bringing this fund up to 
£167,500, the directors reconunend transferring to special 
reserve fund £3,536, the payment of the preference dividend 
(£9,000), a dividend of 14 per cent. on the ordinary shares 
(free of tax), requiring £7,500, and to carry forward £15,456. 


British Aluminium Co., Ltd.—The directors have de- 
clared a dividend at the rate of 8 per cent. per annum (less 
Income-tax) on the ordinary share capital for the six months 
to June 30th; also a dividend at the rate of 6 per cent. per 
annum (less meome-tax) on the preference share capital for 
the six months to June 30th. 


Direct Spanish Telegraph Co., Ltd.—In addition to the 
dividend at the rate of JU per cent. per annum on the prefer- 
ence shares, the directors have decided to pay ап jnterim divi- 
dend at the rate of 4 per cent. per annum, free of income-tax, 
in the ordinary shares—both for the half-year ended June 
ast. 


The Canadian Loan.—W' read in the “Financial Times" 
that one of the first subscriptions for the Canadian loan was 
received. from the Commercial Cable Co., who applied for 
$2,000,000, thus increasing its holding of pro-British loans 
to $10,000,000. 

Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consnmers during the four weeks ended July 
2th, 1916, amounted to 2.020.562, compared with 0,972,641 
during the corresponding four weeks of 1915. 


Stock Exchange Notice.—The committee has been asked 
to allow the following to be quoted in the Official List :— 

Consolidated Gas, Electric Light, and Power Co. of Balti- 
more.— $619,000 additional common stock. 


Folkestone Electricity Supply Co.. Ltd.—Interim dividend 
at the rate of 6 per cent. per annum (3s. per share), less 
incorne-tax, for the past half-year, on the ordinary shares. 


Eastern Extension Australasia & China Telegraph Co., 
Ltd.—Interim dividend for the quarter ended June 30th last 
of 3s. per share, free of tax. 


Eastern Telegraph Co., Ltd.—Second quarterly interim 
dividend of 14 per cent. on the ordinary stock, free of tax. 


Dick, Kerr & Co., Ltd.—Dividend at the rate of 6 per 


cent. per annum on the preference shares. 
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Lancashire Dynamo & Motor Co., Ltd.—Interim dividend 
on the ordinary shares of 5 per cent., tax free, against 3 per 
cent. a year ago.—Financial Times. 

British Insulated & Helsby Cables, Ltd.—Interim divi- 
dend of 5 per cent. for the half-year ended June 30th, less tax. 


STOCKS AND SHARES. 


. Tuesvay EVENING. 
The excellent character of the news from the various battle- 
fronts is a helpful factor in keeping prices strong. ‘There is, 


moreover, a possibility of the Bank Rate being reduced, in | 


view of the advent of a new loan towards the end of the 
year. Business on the whole is not bad. А disquieting influ- 
ence is the weakness of Home Railway stocks, induced, of 
course, by the attitude of the men in regard to the 10s. per 
week increased pay for which they are asking, and by their 
refusal of the 3s. offered them. This acts as a severe damper 
. to the market. [The additional war bonus has, since writing, 
been settled by agreement at 5s.—Eps.] On the other hand, 
New York is running a boom in American Rails, which is not 
without sympathetic effect upon Canadian utilities and Mexi- 
can issues. ‘Amongst industrials, the feature continues to be 
the strength of the rubber market, which this week has been 
fortified by a rise in the price of the raw stuff. 

Central. London assented ordinary stock is steady at 73, but 

the non-assented continues very weak at 45}. The two classes 
of preferred stocks are called 624 and 72, and, of the deferred 
stocks, 274 and 71 for the non-assented and assented respec- 
tively. Metropolitan has given way to 24%, after pone still 
. easier, and districts went back to 18. East London ordinary 
changed hands the other day at 78/9. 
- All the Steam stocks, without exception, are weak and 
depressed. So dull is the market, in fact, that it would seem 
to be approaching the condition at which stocks would be 
cheap. "There is, of course, little bear account in these days 
of Treasury restrictions; but, in spite of this, the amount of 
stock available is very small, and improvement in the labour 
situation would bring about a sharp upward reaction. 

The position in Mexico does not appear to have altered 
much from what it was when last we wrote, but, as men- 
tioned above, the New York boom in rails has shed & dim 
reflection upon Mexican stocks and shares. Mexican Light 
and Power bonds are 2 points up at 45, the preferred gained 
a point at 35, but Mexico Trams are steady and show no 
change. The feature in this section is once more a jump in 
British Columbia Electric Railway stocks, the preferred lead- 
ing easily with a rise of 24. The preference put on 2 points, 
and the deferred at 55 is 4 up. The debenture stock was 
- quoted ex dividend last week. 

The. Anglo-Argentine Tramways group remains dull. and 
heavy, for reasons that we have mentioned from time to time 
here reeently. ‘The first preference shares are 6s. 3d. down at 
34; the seconds are £3, changing hands on this basis a few 
days ago; while the debenture stocks have recently been done 
at 74, 76, and 741 for the 4 per cent., the 43 per cent., and the 
5 per cent. issues respectively. Most other things connected 
with the Argentine Republic have & weak tendency. The 
dividends on Anglo-Argentine Tramways preference are due 
ia June and Decemnrber. i 

The Telegraph market is a little easier. Eastern ordinary 
eased off to 145}, so that the stock, for once in a way, stands 
about a point lower, relatively, than Eastern Extension shares, 
the latter being 14$, and showing a small fall on the week. 
Anglo-American Telegraph deferred is a point down at 102. 
At par, the stock may be regarded as a reasonably-priced 
6 per cent. investment. Westerns are 1 down at 143. There 
is not mwch doing in Marconis. The parent shares remain 
at 3 3/16; and while Americans аге well maintained at 19s. 3d., 
the excitement recently noticeable in them has largely died 
down. Canadian Marconis have advanced to 118. on a report 
which makes a reasonably good showing, and which suggests 
that it will not be so very long before the proprietors receive 
some return on their money. 

Movements are unimportant in the home electricity sec- 
tion. Kensingtons are better at 5§, and London Electric pre- 
ference hardened to 44. Bromptons, on the other hand, are 
a trifle easier. Chelseas have regained the dividend of 18. 6d. 
deducted last week. County ordinary and preference are 
both ex dividend; and, allowing for this, there is no parti- 
cular change in the prices. 

Metropolitan Electric ordinary keep firm, on the expectation 
that at the meeting next week the scheme proposed by the 
Shareholders’ Committee, details of which were set forth in 
full in these columns last week, will be duly carried, and the 

. company thereby enabled to start afresh upon a peaceable 
and prosperous career. South Metropolitan ordinary are a 
firm spot at 19s., though business in them has been very 
limited of late. South Londons have hardened to the near 
neighbourhood of 3. 

The British Insulated & Helsby Cables Co. has announced 
the usual interim dividend of 5 per cent. on the ordinarv 
shares, the price of which remains at 191, holding the ad- 
vance of 5s. established last week. A rise of le. 9d. took 
British Westinghouse preference to 2 9/16, the hope being 
revived that the company will be able to increase the dividend 


from the 7} per cent. recently paid. General Electric ordi- 
nary at 144 are the fraction to the good, and other manufac- 
turing shares are steady. There is a brisk demand for iron, 
coal, and steel issues of all kinds. The excellent dividend 
from the Armstrong Co. quickened a demand for armament 
shares. The rubber market keeps good, as already observed, 
and the recent earthquake in Java may he said to have exer- 
cised virtually no effect upon prices. 

The Bombay Electric Supply & ‘Tramways Co. is inviting 
the holders of its 44 per cent. debenture stock to offer the - 
same to the company, and some of the proprietors are a little 
perplexed as to what they should ask for their holdings. The 
last recorded bargain in the Stock Exchange Official List was 
at 83, on July 13th; but as the interest is payable on January 
Ist and July Ist, there is nearly three months’ accumulated 
dividend in the price. Congidering the excellent character 
of the security, it is probably worth something in the neigh- 
bourhood of 90, at which the return would work out to the 
full 5 per cent. on the money. Proprietors might ask this 
price, or a little higher. 

The Electric Supply Co. of Victoria reports a net revenue 
of £30,700, or about £1,000 more than that for the preceding 
vear. The directors are proposing to pay the preference divi. 
dend, carrying forward £6,400. This would still leave another 
3 per cent. to be paid on the preference shares before they 
are clear of arrears. The 5 per cent. first mortgage debenture 
stock last changed hands at 864. Victoria Falls preference 
ате а good market at a sovereign. and the ordinary shares 
have risen to 10s. 3d.; while the 54 per cent. debentures are 
better at 1014. Тһе improvernents are due, as wè were sav- 
ing last week, to the expectations of a dividend оп the ordi 
narv shares within the course of the present vear. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIES, 


Dividend Price 
Sept. 19, Rise or fall Yield 


1914, 1916. 1916. this week, p.c. 
Brompton Ordinary .. .. 10 10 LI — i 47 11 0 
Charing Cross Ordinary . 5 6 , 8, — 714 
do. do. do. 4% Рге, 44 4% 8,0; = 8 64 
Chelsea 2: T га de b 4 txd +1/6 618 4 
City of London .. "m zu 9 8 rm - 610 8 
do. do. 6 per cent. Pref. 6 6 10 — 616 8 
County of London i4 we 717 7 1033xd — 6 9 8 
do. 6 per cent, Pref. 6 6 10d xd — 615 8 
Kensington Ordinary 9 7 68 — 645 
London Electric .. - ys 4 8 là — 6 10 6 
do. do. 6 per cent. Pref. 6 6 4 + à 618 4 
Metropolitan € vi es 4 8 2 = 5 91 
do. 4% per cent. Pref. t$ 3 = 410 
St. James’ and Pall Mall .. 10 8. 6 - 6 66 
South London  .. T 5 6 2} + A 616 1 
South Metropolitan Pref. 7 1 14 — 678 
Westminster Ordinary .. 9 7 t — 612 0 
TELEGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref. .. . 6 6 103 —1 617 6 
do. Def. ee ee BO/- 83/6 28} === , 1 8 9 
Chile Telephone .. А ws 8 8 7 — 614 5 
Cuba Sub. Ord. . б б 84 — 6 8 6 
Eastern Extension А ёё Л 8 1: 5-1 % 9 6 
Eastern Tel. Ord. 6 "A | 8 1454 —1$ vb 10 0 
Globe Tel. and T. Ord. .. s 6 7 124 — eb 8 8 
do. Pref. ‚. 6 6 10j — 510 4 
Great Northern Tel... . A 399 42 - 6 49 
Indo-European... es .. 18 18 49 — 6 19 8 
Marconi .. .. «œ .. 10 Ш 85 — 81229 
* New York Tel. 44 ey . 4 4 100 — 910 0 
Oriental Telephone Ord. .. 10 1 2 — 4 811 
United R. Plate Tel. os 8 8 | 6 _ *5 16 6 
West India and Pan. ee ee 1 A IT 1 А = RU 
Western Telegraph T m 7 8 14 —1 eb 8 6 
» Номе RAILS, 
Central London, Ord. Assented 4 4 78 = 691 
Metropolitan "AR CCS AS 243 —} 4 010 
do. District ..  .. Nil Nil 18 —1 Nil 
Underground Electric Ordinary Nil” Nil 1} — % Nil 
do. do. "A" .„ Nil Nil 6/- —8d. Nil 
do, do. Income 6 6 89} è І) 
FoRkrow Trams, &o, 
Adelaide Sup. 6 per cent. Pref. 6 6 4. -— 615 
Anglo-Arg. Trams, First Pref, 84 ~A 7123 
do. 2nd Pref... 5 8 — np. 
do. bDeb .. 5 6 15 — 618 1 
Brazil Tractions.. — .. .. 4 4 603 — 61 8 
Bombay Electric Pref. .. . 6 6 - 1h ас 6 14 3 
British Columbia Elec. Rly. Pfce. 6 5 74 +2 615 > 
do. do. Preferred — Nil 51 +93 Nil 
do. do. Deferred — Nil 65 + 4 Nil 
do. do. Deb. 4 4 65xd ae 610 9 
Mexico Trams 5 per cent. Bonds — Мі 44 +1 Nil 
0. 6 percent. Bonds — Nil 86 +1 Nil 
Mexican Light Common “з Nil Nil - 19 - Nil 
do. Pref. .. .. Nil Nil 85 +1 , Nil 
do, - ist Bonds .. Ми Nil 45 +32 че 
MANUFACTURING COMPANIES. 
Babcock & Wilcox .. .. 14 15 32, = 4 18 
British Aluminium Ord. - 5 7 26/8 — 56 0 
British Insulated Ord. .. .. 15 1% 124 ~ a 
British Westinghouse Pref. .. 7 14 аў, +19 8110 
Callenders.. .. .. .. 15 9 193 ti 0, 
do. _ 5 Pref. - - b 6 = БИ 8 
Castner-Kellner .. re | — af = 5 
Edison & Swan, £8 paid |, Nil — 10/- = э 
do. do. fullypaid .. Nil — 13 — P 0 
do. do. 5 percent. Deb. Б b 624 -— 8 6 
Electric Construction .. a 6 7% 17,6 — 8 | 0 
Gen. Elec. Pref, ee ce ee 6 6 10 — 6 8 0 
do. Ord...  .. .. 10 10 14 +a 815 
Henlsy ae oe ee oe 20 25 1 — 1 6 0 | 
do. 44 Pref, ee ee oe 43 44 43 -— б 8 4 
Indía-Ruober ..  .. .. 10 10 13 — Bog 
Telegraph Con. ee ee ee 20 90 89 ет «€ 


* Dividends paid free of income-tax, 
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THE BRITISH ASSOCIATION.—1Il. 


One of the most notable meetings that took place 
during the visit of the Britrsh Association to New- 
castle-on-Tyne was that held jointly by the Engi- 
neering and Chemistry Sections, on September 8th, 
to consider the problem of fuel economy. Mr. 
GERALD STONEY, president of the former section, 
was in the chair. 


The first report of the Committee appointed for ` 


the Investigation of Fuel Economy, the Utilisation 
of Coal, and Smoke Prevention, was subntitted; an 
abstract of it is given below : — 


THE chief material basis of the great industrial and commer- 
cial expansion of this country during the past century has 
been its abundant supplies of easily obtainable coal, which, 
until recent years, has given us a position of advantage over 
all other countries. We can no longer claim any advantage in 
this respect over our two closest competitors. 

_ Up to the present we have been wasteful and improvident 
in regard to our methods of getting and -utilising coal; not 
only are great economies in both these directions attainable, 
but also the question of the general adoption of more scientific 
methods in regard to these matters is one of vital import- 
ance, in view of the trying period of economic recuperation 
which will immediately succeed the war. | 

For some years before the war the average price of coal 
at the pithead had been decidedly on the up-grade, owing 
chiefly to deeper workings, higher wages, and greater precau- 
tions for ensuring the safety of the mines. The result of the 
great coal strike of 1912, and the legislation which it pro- 
voked, ‘was to accentuate this tendency. And if, as seems 
probable, prices continue to rise for some time after the war 
at an accelerated rate, as compared with the pre-war period, 
the question of the best utilisation of fuels will be of increas- 
ing m nce to the nation. 

The fact that the available reserves of coal in Great Britain 
only amount to about one-fortietlr, whilst those of the whole 
Empire do not amount to more than about one-fourth of the 
world's estimated total, is one which ought to be brought home 


` to everyone responsible for the economic development of our 


national and imperial resources, especially in view of the fact 
that the United States, whose competition in the immediate 
future will probably be much more severely felt than ever 
before, possesses more than half the estimated world's coal, 
and that also in regard to the two prime considerations of 
quality and cost of production she probably compares favour- 
ably with Great Britain and the Empire. 

.In the United States both the Government and the Univer- 
sity of Ilinois have, for some years past, conducted numerous 
important chemical investigations and large-scale trials upon 
the character of the principal American coal seams and their 
adaptation for various economic ends, and in consequence 
American manufacturers have at their disposal much more 
complete and systematic information about their country's 
coal resources than’ is at present possessed by their British 
competitors. Nor has Canada lagged behind her neighbour, 
as 18 proved by the recent exhaustive ''Investigation of the 
Coals of Canada with reference to their Economic Qualities," 
conducted at the McGill University, Montreal, under the 
authority of the Dominion Government. No such comprehen- 
sive investigations have ever been undertaken in this coun- 
try, where they are much needed. The Committee is of 
opinion that the example of the United States and Canada 
might be followed with advantage to the industrial com- 
munity by the Government of Great Britain, and that repre- 
sentations should be made with the object of inducing the 
Government to provide adequate funds in aid of further 
researches and investigations upon the chemical character of 
the . British. coal seams, the best means for their 
future development in the national interest, and upon prob- 
lems of fuel economy, including the utilisation of all the by- 
products obtainable from coal. 

During the ten years' period immediately preceding the 


outbreak of war the world's demands have continuously in- ° 


creased at a compound interest rate of nearly 5 per cent. per 
annum. These demands have been principally met by the 
United States, Great Britain, and Germany, which, between 
them, have hitherto annually raised 83 per cent. of the total 
anthracite and bituminous coals consumed in the world. Up 
to the outbreak: of the war the coal output of the United 
was increasing annually at a compound interest rate 

of about 6 per cent., that of Germany at about 4 per cent., 
Whilst the British output was increasing at 2 per cent. only. 
During the period 1910-14 the United States produced nearly 
twice 88 much coal as Great Britain, and, assuming that 
these relative rates of increase are maintained after the war, 
it may be predicted that Germany's output of coal will over- 
take that of Great Britain about 20 years’ hence, when each 
country. wil be producing some 420,000,000 tons per annum. 
The Public cannot be too often reminded that not only is 
abt ое Importance ав a fuel, but also that, when suit- 
ai jandled by the chemist, it yields very valuable by- 
Products, which are the raw materials of important industries. 
: 18 no doubt that we in this country have not been 
sufficiently alive to the importance of recovering such by- 


- 


products from the raw coal raised in our mines, and that we 
have been very much behind Germany in this respect. Thus, 
for example, whilst in the coking industry modern by-product 
recovery plants had been universally installed years ago 
throughout Germany, we were, in 1913, still carbonising 
about six and & half million tons of coal annually for metal- 
lurgical coke in old-fashioned beehive ovens. Also, whereas 
our total production of ammonia sulphate from coal was in 
1913 about 318,000 tons, Germany produced nearly half a 
million tons from a very much smaller output of coal. 

Progress in fuel economy involves something more than 
increased thermal efficiency in respect of power production 
and of heating operations generally, important as these un- 
doubtedly are. It also involves the whole question of the. 
better utilisation of our coal, including the recovery of by- 
products and the consequent abolition of the smoke nuisance, 
which at present, directly and indirectly, costs the country 
many million of pounds per annum. 

There are two outstanding features in the history of the 
British coal trade to which the Committee desires to draw 
attention. One is the remarkably steady increase in the 
total output of our mines, which, since 1870, has been main- 
tained at an almost uniform compound interest rate of 2 per 
cent. per annum. 

The second feature is the phenomenal growth of our 
export trade, which, during the past 60 years, has increased 
something like twenty-fold, both as regards the quantities and 
the values of coal exported. Moreover, its value relative to 
other values exported has, during the same period, increased 
fourfold, until at the outbreak of war it constituted about 
10 per cent. of our total exported values. 

The proportion of the coal raised annually in the United 
Kingdom which is exported has been doubled within the 
past 35 years, trebled within balf a century, and 15 still 
increasing. Three factors have operated in producing this 
result. One is the proximity of the finest coalfields to our 
ports, another is the increased demands for coal from Europe 
and South America, while a third has been the phenomenal 
growth of our mercantile marine. 

A vast amount of usable coal is left behind in the mine 
because, under present individualistic conditions, it does not 
pay to bring it to the surface. A larger profit on the capital 
of a colliery company can often be earned by working the 


' better classes of coal and leaving the less valuable grades 


underground. According to figures issued in the Report of 
the 1905 Royal Commission on Coal Supplies, this wastage 
amounted to nearly 25 per cent. of the total raised in the 
larger coalfields. The-question of checking this wastage by 
finding out in what ways the less valuable grades can be 
turned to good. account commercially is one of supreme 
national importance, and the Committee desires to draw 
special attention to it. Much of the coal now left behind in 
the mines ought to be converted into useful forms of energy 
and products for public purposes, and one of the most im- 
portant aspects of the fuel-economy problem in Great Britain 
is the devising and organising of means for making it possible 
to raise this hitherto wasted coal at an economic advantage. 

Coming now to the possible saving in the coal consumed 
annually in this country at the outbreak of the war (nearly 
200,000,000 tons), the 1905 Royal Commission on Coal Supplies 
found that the possible saving in our then annual coal consump- 
tion (167,000,000 tons) amounted to between 40 and 60 million 
tons. Notwithstanding the improved apparatus which has 
been put into use in the best factories throughout the country 
during the last ten years, the average result obtained for the 
country as a whole still lags behind the best possible obtain- 
able to-day in as great a proportion as it did in 1905. It will 
be the business of this Committee to estimate as nearly as 
may be the present possible margin of saving, and to point 


out the particular directions in which it can be attained from 


a national point of view. 
ORGANISATION OF THE COMMITTEE'S WORK. 

Having regard to the magnitude of its work, the original 
Committee of 13 members appointed by the Association in 
October, 1915, decided to exercise somewhat freely its powers 
of co-option, so as to make a general committee sufficiently 
large and representative of all the important interests in- 


. volved, which for the more detailed and special study of 


articular aspects of the fuel question resolved itself into 
iuc sub-committees. 

Thé General Committee next appointed an Executive Com- 
mittee, which could meet frequently in London for the dis- 
cussion of matters relative to the organisation and co-ordina- 
tion of the work of the Committee as a whole. In all, 30 
meetings have been held during the year. At the first meet- 
ing of the General Committee it was decided to organise a 
series of conferences of manufacturers and others interested 
in the fuel question in a number of the larger industrial 
centres; six conferences have already been held, and were 
productive of valuable information. mE 

During the first year of its existence the attention of the 
Committee has been fully occupied with questions of organi- 
sation and a preliminary survey of the ground which must 
be explored later on. Already several important lines of 
investigation needing the co-operation of manufacturers have 
been instituted and are well in hand, but the returns are in 
most cases not yet sufficiently complete -to justify publica- 
tion in the report. | | 

The Committee recommends that it be re-appointed to 
continue its investigations. 
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THE WORK oF THE SUB-COMMITTEES. 


The Chemical and Statistical Sub-Committee (Dr. J. T. 
Dunn, Chairman) is preparing a memorandum and a biblio- 
graphy upon the question of the cheinistry of coal, and is of 
the opinion that the time has now arrived for a re-investiga- 
tion of the subject. Some of its members have undertaken 
experimental work, with the object of providing a basis for 
а wore complete attack upon the subject in the near future. 
The Sub-Committee is of the opinion that the time is ripe 
for the organisation of a scheme of systematic co-operative 
research, aided by national funds. 

The Sub-Committee is also compiling statistical informa- 
tion relative to the different purposes for which coal is used, 
and proposes to inquire into the amount of wastage due to 
coal which, for one reason or another, is at present left 
behind in the pits. 

The Carbonisation Sub-Committee (Mr. T. Y. Greener, 
. Chairman) states that: the total amount of coal carbonised in 
this Kingdom for the manufacture of metallurgical coke or 
Lor towns’ gas in the year 1913 was probably about 35 to 40 
million tons, or approximately one-fifth of the total home 
consumption of coal for all purposes. The total coal car- 
bonised in gasworks would be about 18,900,000 tons. The 
amount of ammonium sulphate produced by gasworks in that 
time in the United Kingdom was оћсіаһу given as 182,180 
tons, which would represent an average yield of about 22.4 lb. 
per ton of coal carbonised. . 

The amount of coal carbonised for the manufacture of 
metallurgical coke in 1913 probably did not fall much short 
of 20 million tons. The larger proportion was carbonised in 
by-product ovens, producing, besides coke, tar, benzol, &c., 
some 133,816 tons of ammonium sulphate. 

With regard to the coking industry, the Sub-Committee 
has already undertaken steps to secure complete returns which 
, will enable it to arrive at an approximate estimate of the 
margins of possible economies which can now be effected in 
the coking industry. A memorandum is also in course of 
preparation describing the more important developments of 
the by-product coking industry, from its inception until the 
present day. 

With regard to gasworks practice, inquiries have been in- 
stituted regarding the present practice in connection with the 
manufacture of towns’ gas; it is also intended later on to 
consider the question of low-temperature carbonisation from 
the point of view of its possible economic results. 

The Metallurgical, Ceramic, and Refractory Materials Sub- 
Committee (Dr. J. E. Stead, Chairman) finds that the amount 
of coal consumed in metallurgical, ceramic, refractory 
materials, and cognate industries probably amounts to 
approximately 20 per cent. of the total home consumption. 
Of this, probably about three-fourths must be debited ёр the 
iron and steel industries. 

The Sub-Committee has taken steps to obtain data from 
some of the larger manufacturers of pig iron, spiegeleisen, 
ferro-manganese, &c., throughout the Kingdom. А descrip- 
tion will be given of the best methods now available for the 
utilisation of the surplus gases from a modern blast furnace. 

In like manner a series of questions relative to fuel con- 
sumptions in steelworks has been prepared for circulation 
among the larger steel plants in the Kingdom. The Sub-Com- 
mittee will endeavour to draw up a statement as to the best 
lay-out and arrangement of a combined by-product coking, 
- iron-smelting, and steel-making plant from the point of view 
of utilising as completely as possible surplus gases and waste 
heat, and thus realising the maximum fuel economy in the 
heavy-steel industry. | 

Similar inquiries will be instituted in regard to present-day 
practice and results in relation to iron foundries, manufacture 
of wrought iron, specialised steel industries, and the ceramic 


industry. All information communicated to it by individual - 


manufacturers will be regarded as confidential. 

The Power and Steam Raising Sub-Committee (Mr. C. H. 
Merz, Chairman) has decided to deal with the subject under 
the following heads:— 

1. To consider (a) the amount of fuel consumed, and (b) 
the corresponding power developed in the United Kingdom 
under the following heads: Factories, mines, railways, ships, 
and steam raising for other purposes than power. 

2. To consider the present position of central electrical 
power plants and gas undertakings as regards power supply. 

3. To discuss the relative merits of the present methods for 
producing power by steam, gas, oil, and petrol engines res- 
pectively. 

4. 'To investigate the possible saving of fuel which might be 
effected (a) by improved plant, (b) by greater centralisation 
of power production, (c) by co-ordination with metallurgical 
and other manufacturing processes, (d) by some measure of 
public control, (e) by better supervision, and (f) by the use 
of inferior grades of fuel which are at present wasted. 

While, on account of the magnitude of the subject and the 
amount of investigation involved, it is not possible at present 
to submit any report, it may be mentioned that information 
has been sought as to the amount of fuel consumed and the 
corresponding power developed, in official publications. 

The average figure of 5 lb. of coal per H.P.-hour which was 
given in the Report of the Royal Commission on Coal Sup- 
plies in 1905 probably did not exaggerate the actual consump- 
tion at that time. | 

In view of the impossibility of obtaining accurate returns 
of fuel consumption per H.P.-hour from the whole of the 


‘power users in this country, it has been decided to investi- 
gate the matter by asking for detailed returns from typical 
factories in various trades and in different districts through- 
out the country, selected by members of the Sub-Committee 
who have special knowledge of particular trades. 

Special mernoranda are in course of preparation on ques- 
tions of organisation of power production for industrial and 
transport purposes, the use of large turbine and gas engines, 
and other important aspects of the power question. 

The Domestic Fuel Sub-Committee (Mr. E. D. Simon, 
Chairman) states that the amount of coal actually consumed 
for domestic purposes in the United Kingdom’ probably does 
not fall far short of 36 million tons per annum—nearly one- 
fifth of the total consumption for all purposes in. the United 
Kingdom. То this would have to be added the '' coal equiva- 
lent '" of the gas and electricity consumed for domestic pur- 
poses, if a correct estimate of the total domestic coal con- 
sumption was to be made. The Royal Commission of 1905 
estimated that 50 per cent. of the coal consumed for domestic 
purposes might be saved by the installation of better appli- 
ances, so that there is clearly a vast field for economy. | 

The whole question of domestic uses of fuel bristles with 
difficulties and complications. It would appear that the 
kitchen is responsible for the greater part of our annual 
domestic fuel bill, and, therefore, the question of the relative 
efficiencies of kitchen ranges, gas and electric cookers, and 
hot-water supply apparatus assumes considerable importance.: 

The selection or recommendation of particular means or 
apparatus for domestic heating cannot always be based simply 
upon the question of thermal efficiency, because it also in- 
volves considerations of a physiological and even of a psycho- 
logical character. Thus, for example, systems of central heat- 
ing which have been recommended on grounds chiefly of 
thermal efficiency, and which are so universally used in 
America and on the Continent, are not usually acceptable to 
the average Englishman, who undoubtedly prefers ‘to be 
warmed by the radiation from a bright fire. | 

This being so, the Sub-Committee feels that it will be wise 
to recognise at the outset that there is probably no single 
solution of the domestic heating problem which is likely to 


: be universally adopted within any measurable period of time; 


and that, therefore, it should preferably concentrate iis efforts 
upon questions of more immediate practical importance. 

The Sub-Committee has arranged for experiments to be 
carried out with the object of determining how to produce 
in & given room suitably warm and healthy conditions at a 
minimum cost and with a minimum production. of smoke, 
and how such conditions may be defined for any particular 
room. Also, experimental work is being carried out upon the 
relative efficiencies of coal fires, gas fires, electric heaters, and 
the like. | | 

The Sub-Committee will also consider the important ques- 
tion of the prospects of substituting for raw ‘coal some form’ 
of carbonised fuel (semi-coke or coke). There can be no doubt 
that if such a substitution could be effected, without either 
increasing the domestic coal bill or involving some other dis- 
advantage, not only would there be a great addition to the 
amount of valuable by-products annually obtained from coal 
consumed in the Kingdom, but also the smoke nuisance in 
our large centres of population would be materially reduced. 


Prof. Bong, in submitting the report, said the subject was 
such a wide one that it; was obvious that the field had first 
to be carefully surveyed before any serviceable work in detail 
could be accomplished. Further, it was useless to arrive at 
anything like definite conclusions without doing a great деа 
of public educational work; consequently they had not 
reached в very advanced stage at present. He asked that the 
committee might be re-appointed: He did not think that those 
concerned in the question would ever relapse into that state of 
apathy that prevailed before. He mentioned that the committee 
had grown so large as to number 45 persons, and it had been? 
decided to have a small executive committee which could 
meet regularly in order to deal with questions as they turned 
up, and between the rather long intervals at which the 
general committee could meet. The Executive was composed 
of gentlemen either living in London or regularly attending 
in London, and it was proposed that they should meet fort- 


‘nightly. 


Dr. J. T. Dunn, as chairman of the Chemistry and Statis- 
tical Sub-Committee, pointed out that the analyses of coal 
gave hardly any information of the chemical nature of coal, 
and that it was important that workers on that subject 
should collaborate. | кр | 

Dr. J. E, Stean, F.R.S., said that his Committee (the 
Metallurgical, Ceramic and Refractory Materials Sub-Commit- 
tec) had set out a great many questions for manufacturers to 
answer, and it had been thought advisable that all answers 


' should be regarded as absolutely private and confidential, 


and dealt with by Dr. Bone. It would be premature to say 
anything about results at present. It was hoped that in а 
year's time there would be something definite to report. , 
Sir Huan Bett opened the general discussion. Не gaid 
that the increases in the output of coal proved the late Lord 
Armstrong's.prophecy to have been wrong in the first decade 
after it was made—53 years ago—and his own opinion in 189 
that the increase could not go on also was entirely Mes 
Again, however, he thought it might be safely assumed em 
the very remarkable increment shown by the figures of 19 1 
and of 1913 could not be continued. Yet thoee who looke 
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back over any considerable number of years would agree that 
had they been told of the thinness of coal seams now worked 
successfully, they would have rubbed their eyes in amaze- 
ment. Five or six years ago Sir William Ramsay made a 
suggestion that one could not set aside without examination. 
Accordingly, he placed himself in communication with Sir 
William, and told him that he would place at his disposal a 
seam of coal that would be, eminently fitted to the experi- 
ment suggested. A considerable sum of money was spent 
in preparation, and in an installation for trying an experi- 
ment. Unfortunately, the illness and death of Sir William 
put an end to the experiment, but the apparatus was in situ, 
and if any person had imagination and daring, as had Sir 
Willam, he would be very happy to put it at his disposal. 
The consumption of coal at the pit was a very attractive 
problem, and the consumption of a seam of coal actually 
in situ more attractive still. But were it possible to con- 
sume the thinner seams of coal which at the present moment 
were inextractable, and which in all probability never could 
be extracted except in the form of the denser gases, it would 
add very greatly to the prospects of those who advocated the 
transmission of energy from the colliery itself. 

Prof. Louis criticised the chemists for not having done 
more than they had in a matter of such importance. The 
chemists blamed the engineers for not saving the, 2 per cent. 
of nitrogen, but did not reflect that they could have as much 


atmosphere with 80 per cent. nitrogen as they wanted for - 
As to by-products, would it not be possible to 


nothing. 
utilise small coals and other waste coal products for the 
synthetic production of those compounds? At Barnsley only 
the “hards” were extracted, leaving at least one-third of the 
coal in the mine,: while in Nottingham they screened the 
coal, leaving behind all that was smaller than 14 in. Never- 
theless, a great deal of the waste was rather a problem for 
the chemist than the engineer, for the colliery manager was 
willing to turn his products into money if he were shown 
how to do it. ` 

Sir CHARLES A. PARSONS said economy in the generation of 
electricity from coal lay chiefly in the size of the units. Now 
was the time to see how the efficiency of the country might 
be improved. 

Dr. DUGALD CLERK stated that at the present rate of con- 
sumption the duration of an industrial civilisation based on 
coal and oil fuel could only be about 5,000 vears. Before we 
could expand the duration of the industrial civilisation of 
Great Britain beyond 500 years, we must drastically enforce 
various economies. The consumption of coal for motive power 
could be reduced without any great difficulty, by sufficient 
capital expenditure, from 5 lb. per H P. as at present at least 
to lj lb. per Н.Р. In regard to heating, we should have to 
go in. for more steam heating, the working of waste heat 
electric lighting stations, and an increased use of hydraulic 
power. | 

Prof. Н. В. Drxon said the report of the Committee was а 
tentative one, and gave suggestions for future work. They 
would not at once persuade people to give up the open fire 
altogether, though they would endeavour to show that the 
open fire could be aed with great economy if properly con- 
structed and properly worked. They had also taken statistics 
in several large towns of the amount of soot poured into the 
atmosphere, and they must admit that the domestic fire was 
a great offender. More than one-fifth of the smoke came 
from house chimneys, and he thought it was a more difficult 
problem to stop the domestic supply of smoke than that from 
industrial sources. The vast problem of extracting the nitro- 
gen, benzene, and toluol in coal must be attacked if we were 
to have a great chemical industry in this country; the engi- 
neers and chemists should work together for that great object. 

Dr. Des Vaux, of the Smoke Abatement Society, detailed 
the steps taken in London, which he thought had made 
London fog a thing of the past. Smoke was a sign of inefli- 
ciency, and they were proving to the manufacturers that to 
prevent it meant money in their pockets. 

Dr. E. F. ARMSTRONG gave some figures showing the saving 
of fuel by scientific management of the fuel departments of 
factories, and suggested that the Committee should urge on 
large consumers the advisability of engaging scientific men 
to control the.coal departments. Large consumers would save 
the salary paid over and over again. The most stringent 
factor making for economy was the increased cost of coal. 

Mr. SrRoMEYER attributed the improvement in London 
atmosphere to the efforts of the Smoke Abatement Society 
and electric lighting. The smoke that damaged window cur- 
tains and so on in London came not from outside, but from 
the fumes of the. gas consumed within, and the present 
cleanliness was due largely. to the electric light. The Man- 
chester Steam Users’ Association had carried out about 400 
experiments on coke consumption, and had sent men through 
the county to show how stoking should be done. Over- 

working of the boiler was a fruitful cause of factory smoke. 

Col. BLACKETT, speaking ав a coal producer, said they had 

been asked to produce too much coal at too cheap a rate, and 

much had been wasted. He made an offer to the chemists 
that the producers would supply them with the small coal 
if the chemists themselves would produce the by-products; 
but ordinary collieries could not start chemical factories. 
Prof. HENDERSON, speaking on the domestic aspect of the 
question, said that smokeless fuel was one of the certainties 
hoy future. The Committee would.no doubt consider care- 
uly low temperature distillation with the object of produc- 


-ing smokeless fuel. 


It would solve very largely the question 
of smoke abatement. | 
Prof. Bone said the wastage occurring in the pits, accord- 


ing to the estimate of 1905, amounted to 25 per cent. of the 


total raised. The question of checking this wastage was of 
supreme national importance. The Committee would wel- 
come an actual estimate of the margin of coal economy that 
could be effected by better management of existing plant, as 
mentioned by Dr. Armstrong. The Committee knew several 
instances in which competent men had been engaged at a 
good salary; money spent in that direction was saved ten 
times over, and he believed that in many cases it was the 
only way in which the fuel bill could be systematically kept 
down. Electrical methods were going to play a much more 
Important part in the future than in the past, and the elec- 
trical power and distribution questions were of increasing 
im portance. 

The CHAIRMAN said that the greatest fuel economy would 
be effected if some other source of power than coal could be 
obtained. He did not feel at all sure but that in the near 
future coal might be superseded. 

Mr. Merz’s paper on ‘Electric Power Distribution," of 
which we gave an abstract in our last issue, was then read. 

Sir ARTHUR Evans, President of the Association, said he 
had been very much impressed by the paper, and by the 
work that the Engineering Section, in conjunction with the 
Chemistry Section, had been doing, because he felt that of 
all the good work done at the meeting of the Association, it 
was that, perhaps, which in sore practical ways was the most 
in: portant. 


Mr. К. P. SLOAN read a paper on fuel economy, 
of which an abstract follows: — 


Fuel Economy on the North-East Coast. 
By К. P. SLOAN. 


ErEcTRIC. power supply, though of comparatively recent 
development, has already had a marked effect upon the indus- 
tries of the North-East Coast. There is now, apart from the 
power companies, practically speaking no coal burned on the 
Tyne for power purposes, except by the railways and chemical 
factories and some collieries. Many collieries depend entirely 
upon electricity supplied from the Newcastle and Durham 
electric power companies’ combined system for all their power 
requirements, and as a result of the adoption of electric trac- 
tion, the suburban railway traffic facilities of Newcastle are 
more ample than those of any other town of similar size. 

New industries have been established in the district purely 
because of the cheap power available, and extensive utilisa- 
tion has been made of the waste heat and gases existing in 
the area, for the production of electrical energy. Several small, 
and therefore uneconomical, generating stations—municipal and 
company—have been shut down, and the electrical distribu- 
tion systems which they supplied have been connected up to 
the power supply companies' system. | 

In coal, iron, апа shipbuilding the North-East Coast figures 
represent respectively and approximately one-fifth, one-third, 
and one-half of the nation’s output. | 

It was early realised that the more completely the electrical 
wants of the whole community could be met, the more 
cheaply could a supply of electricity be given and the more 
stable would the electric supply industry become. | 

The extent of the area served by the power companies 
(1,400 square miles) necessitated the generation of electricity 
at a pressure and in a form facilitating transmission over 
long distances, while the nature of the market to be catered 
for made it essential that the current should be produced as 
cheaply as possible. This, in turn, involved the use of exten- ' 
sive sites with ample coal and water facilities for the main 
coal-fired power stations, which were erected to deal with 
such portions of the load as could not be supplied with elec- 
trical energy generated by waste heat. The distance between 
the northern and southern extremities of the transmission ` 
systm is 70 miles, and it is now possible to obtain electricity 


on the same system as regards frequency and voltage through- 


out practically the whole of the area. The main trans- 
mission and distribution system is 3-phase with a frequency 
of 40 cycles per second, and the working pressure is 20,000 
volts. | E 

The capacity of plant installed represents about one-ninth 
of the total plant installed in public supply stations in the 
United Kingdom, but as the North-East Coast power com- 
panies are working at a better load factor, the electricity 
actually generated is about one-fifth. The total power at 
present being supplied is 343,000 н.р. 

Though the extension of the power supply system has been 
rapid, its development and the growth of its profit-earning 
capacity were considerably delayed by the work which had 
to be done from time to time, and the sacrifices that had to 
be made, to secure uniformity of system. 

Throughout the area under consideration there are now 
only three public supply stations not conforming to the stan- 
dard system and frequency, viz., thoee of the Sunderland, 
South Shields, and Darlington Corporations. 

By taking full advantage of the best coal and water facilities 
available, b? installing plant of a capacity much in excess 
of that which any individual manufacturer, however large, 
could adopt, and by catering for all classes of consumers. 
thereby securing a diversity of load with a resulting: con- 
stancy of output and so utilising the plant installed to the 
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best possible advantage, with the aid of a highly skilled tech- 


nical staff the power companies have secured an efficiency 
of production much greater than that practicable to any 
manufacturer producing power merely as an auxiliary to his 
main business. | 

By 1908 there was not a single finn of shipbuilders or engi- 


neers on the north bank of the Tyne which did not take 95° 


per cent. of its power from the company. To-day the propor- 
tion is probably higher still. Taking the whole area as 
regards the engineering trades as distinct from collieries and 
iron and steel works, from 75 to 80 per cent. of the power 
is supplied from the power companies’ system. $ 

Since the electrification of the Newcastle suburban railway 
system the train service has been more than doubled and the 
schedule speed improved by 20 per cent. More recently the 
North-Eastern Railway Co. have electrified some 50 miles of 
track on their Shildon-Newport route, which carries the heavy 
mineral traffic between the coalfields of South-West Durham 
and the blast furnaces and ironworks of the Middlesbrough 
district. No special generating station has been built, the 
whole of the current required being supplied by the power 
companies, whose existing mains are tapped at two points 
where they touch the railway. 

The supply of electricity to coal mines has now reached a 
high stage of development. It is estimated that, apart from 
the smaller colliery supplies, pits having an output of over 
20,000,000 tons of coal per annum now depend upon the 
power companies for their power supply. It is estimated, in 
the case of collieries, that at least 75 per cent. of the coal 
previously used for power purposes has been saved as a 
result of burning it at the economical generating stations of 
the power companies instead of each pit generating its own 
power; this is equivalent to a saving 2i at least 1,000,000 tons 
of coal per annum. p 

The counties of Northumberland and Durham and the 
North Riding of Yorkshire produce some 7,500,000 tons of 
coke per annum. The bulk of this used to be made in the 
old-fashioned beehive ovens, but during the last decade the 
retort type of oven has made rapid progress on account of 
its increased coke yield’ and the value of the by-products 
recoverable. The waste heat from these ovens and from the 
blast furnaees, and the exhaust steam from blowing engines, 
in the Cleveland distriet, form a considerable source of power. 
Local generating stations established where such surplus 
power is available feed into the main power companies' sys- 
tem in parallel with the five main generating stations of the 
power campanies; they are run so that they each supply the 
maximum amount of energy possible, all regulating being 
done by the main power stations, which also act as stand-by 
against any breakdown, The power company, having a 
. market for current many times greater than the output of 
any individual waste-heat station, is able to run such stations 
continuously at their maximum output capacity, so utilising 
completely all the current that can be produced therein. 

There are now 11 waste-heat stations in operation in the 
North-East Coast area, and the waste heat available is suffi- 
cient for the generation of an amount of power very con- 
siderably in excess of that required by the colliery owners. 
During the year 1915, two stations alone turned out 40,000,000 
units, of which only 10,000,000, or 25 per cent., were required 
for the working of the collieries, the remaining 30,000,000 
units being delivered into the mains of the power supply 
company. 

The total coal saving due to utilisation of waste heat on the 
North-East Coast now amounts to some 150,000 tons per 
annum. 

There can be no doubt that & proper appreciation of the 


enormous economies which may be effected by the avoidance. 


of inefficient and wasteful separate power installations, and 
Бу the pooling, not only of all power requirements of all 
kinds, but also of all power-producing plants, into one inter- 
connected power supply system in each industrial district, 
will be one of the most important factors in that general 


development of the country's industries which we are all 


hoping t see. 

Mr. W. B. Woopnovuse (Dewsbury) said that the greatest 
stimulus that could be given to the economical use of coal 
was to increase its price, and that stimulus had not been 
wanting during the last 90 years, as, apart from periods of 
disturbance, the average price of coal at the pit mouth had 
steadily increased. Despite this, the progress made towards 
economy had not been rapid, very largely because of a lack 
of co-operation between the interests involved. To increase 
the rate of progress somè further incentive to economy 
seemed necessary, and it was suggested that a tax should be 
imposed on all raw coal, that is, on all coal mined, and that 
ihe proceeds should be utilised for the development of fuel 
economy in its national aspect. There was an excellent 
precedent for such a tax in the application of the proceeds 
of the petrol tax for the purposes of the Road Board. As the 
essence of all economical fuel processes waa carbonisation, 
and the extraction of residuals before combustion, it would 
seem reasonable to remit the tax on all coal so carbonised. 
Of an annual output of 270 million tons. some 30 million tons 
were carbonised, leaving some 240 million tons per annum 
on which the tax would be imposed. A tax of 1d. per ton 
would produce £1,000,000 per annum, and if this tax were 
steadily increased year by year up to, say, Is. per ton. it 
would act as an increasing stimulus to economy, whilst 
giving time for developments to be made. The increasing 


cost of coal and of its carriage had another aspect; the dearer 
coal became, the less profitable it was to carry inferior coals 
long distances. Carbonisation of coal and the use of low- 
grade fuels would for this reason be carried on most econo- 
mically in the various coalfields. The development of car- 
bonisation must therefore go hand in hand with that of 
power distribution by means of electricity, and, fortunately, 
there were organisations at work to this end -in the shape of 
the power companies. What had been done on the North- 
East Coast under the guidance of Mr. Charles Merz could 
be, and was being, done in other industrial areas of the 
ecuntry. The rate of development could be enormously in- 
creased by a future co-operation between the coal owners, 
the steel makers, and the power companies. In the area of 
ihe Yorkshire Power Co., with which he was most familiar, 
there were some 400 collieries producing about 40,000,000 ‘tons 
pe- year. The co-operation of these collieries would bring 
about three things: an increase of the amount of coal car- 
bcnised, the utilisation of low-grade fuels, and & reduction of 
the cost of power. If all the coal burnt at the various col- 
lieries for their own power were properly used, it would 
produce a surplus of electrical energy more than sufficient to 
drive all the textile mills in Yorkshire. A commencement 
with that co-operation had been made, and the Yorkshire 
Co., besides supplying a large number of collieries, were 
producing a portion of their power from coke-oven gas. By 
the end of this -year it was anticipated that a further interest- 
ing development would be completed, namely, the co-opera- 
tion of the company with works employing a low-temperature 
process of carbonisation, which would not only supply a 
large quantity of fuel gas, but also would produce a smoke- 
less fuel for domestic purposes. That proeess was of special 
importance in view of the definite limit which must be set 
to the production of furnace coke, and to the large yield of 
certain distillates. Finally, on the point of the use of power 
for industrial purposes, taking the country as a whole, not 
more than one-tenth of. the power used for industrial pur- 
poses was supplied by public electricity supply undertakings. 
He added that the use made of machinery in this country 
was capable of great development, and with it the produc- 
tive output of each workman. In the United States the 
power used per workman in a large number of industries 
was three times as great as in this country. The field for 
development was therefore enormous. Power companies had 
been in operation for over ten years, and their progress had 
been retarded to a large extent by municipal indifference and 
opposition. For example, there were still in the Yorkshire 
area 12 municipalities with electricity supply systems. All 
of these were working independently of one another, and, 
with one exception, independently of the power company. 
There was a clear negation of a fundamental principle of 
power supply, and it could not be wondered at that the power 
user had been reluctant to accept a principle which had com- 
mended itself so little to the electrical industry itself. Fortu- 
nately, there was a new spirit abroad, and the prospects of 
closer and more harmonious working seemed greater than 
they had ever been, for some 24 smaller undertakings were 
acting only as distributing agents, leaving the generation of 
power to the company. 

Mr. McLaurin (Glasgow) said that the chemists had already 
shown engineers a condition under which by-products could 
be obtained, and to his mind it was an engineering-as we 
as а chemical problem, and one for co-operation. The 2 per 
cent. of nitrogen contained in the fuel was not a matter to 
be talked about lightly, because if they turned that into 
ammonia it might, roughly, be worth about 16s.; they might 
never take the whole percentage of nitrogen out of coal, but 
they might take out about 90 to 100 lb. of ammonia, which 
at ld. per lb. gave 8s. Then they could turn to the oil. Ordi- 
nary coal would contain from 15 to 25 gallons of oil that 
could be recovered, and cannel coal would contain 80 to 40 
gallons of oil. These figures were realisable. He was а 
by a colliery if he could handle cannel containing 30 or 40 
per cent. of ash. The colliery was actually using 100 tons per 
week, but the boilers had not anything like a draught sufficient 
to burn coal with such a large percentage of ash, and the 
greater part of the oil went up the chimney. It was found, 
however, that by putting this through the producer they 
never used more than 80 tons of coal, and they got out of it 
about 40 gallons of oil and 40 lb. of ammonia. They found 
also that two boilers with gas would do the work of three 
with coal. Taking ordinary coal, he thought he was per- 
fectly safe in saying that they returned to the boiler 66 to 
75 per cent. of the energy in the fuel. They were taking 
away about 30 per cent., but they returned for that 90 to 40 
gallons of oil, and also obtained 40 to 60 lb. of ammonia, 
and with.proper means he believed it could have been brought 
up to 100 lb. If they took ammonia at ld. per Ib. and took 
60 lb. they got 5s., and if they valued the oil at 3d. per gallon, 
and took 20 gallons, they got 5s.; there was 10s. returned for 
about 30 per cent. of their coal, so the problem was well 
worth tackling. At Glasgow they were distilling the coal 
not by external but by internal heat. The oil they obtained 
was different from anything he had had experience of. 
was a crude oil they got from the oil retort, but it would dry 
on wood very rapidly, making a varnish or furniture polish. 
It also dried on glass like linseed oil. Тһе oil could be 
separated into two distinct portions. One was suitable Ю 
lubricating oil. and he had been offered 8d. a gallon for X - 
ії he could raise the flash point. He concluded that there , 
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was a big field for inquiry into these oils, for they were quite 
diferent from anything he knew. 

Mr. CHAMEN Said the point he wished to speak about arose 
out of Mr. Merz's paper, and concerned the question of co- 
operation or joint working between different companies and 
municipal suppliers. The Board of Trade some little time ago 
issued а circular that it was desirable to link up undertakings, 
and а joint committee was formed, with five members of 
each Association and two secretaries. They had had several 
meetings, and had advanced almost to a point where they 
hoped to take actual steps in the provinces. These two asso- 
ciations represented power companies on the one hand, and 
municipal undertakings on the other, and it was a point of 
some significance that they had been able to meet together 
and come to @ practically unanimous conclusion. While they 
were quite unanimous that there must not be any interfer- 
ence between the areas held by municipalities and those held 
by companies, whether power or provisional order companies, 
yet the question of linking-up power stations In those areas 

‘could by common consent be quite well and most advan- 
tageously dealt with. They bad formed a scheme whereby 
the country was divided into a certain number of areas, and 
they hoped to get those areas to form committees of the 
engineers interested in the generation of electricity to con- 
sider the whole question themselves. The object of the Com- 
mittee had been, so to say, to get spontaneous action. "They 
felt 16 а disgrace that electrical industries іп this country 
should require anything in the nature of coercion by legisla- 
tion. They thought that to a large extent powers for linking- 
up existing generating stations were available, and that it 
should not be necessary, unless in a special case, to go to 
Parliament at all. If they could bury the deadly hatchet— 
company against municipal enterprise—they hoped to suc- 


ceed in getting some of the economies Mr. Merz had clearly 


shown to be possible by connecting up generating stations. 
It had been done already in some cases, and it had proved to 
be possible to make considerable savings in the fuel used. 
neither party having had to shut down his whole station; 
by agreement come to between them, one would work one 
week, including the week-end, and the other would take 
only the peaks, or such loads as the running station was not 
able to take for the time being. Then during the next week 
a change-over was made, and in that way it had been found 
possible to work linked up without any money passing at 
all. It was not likely that that result could always be 
obtained, but in that case it was obtained. His Committee 
desired him to speak at that meeting.to let the public know 
that spontaneous effort was being made, and they hoped that 
a good deal more would be heard about it shortly. He would 
like to draw attention to one thing that required almost 


immediate attention in legislation, and that was that if they - 


were to accomplish the linking-up of generating stations, and 
put in these big mains, they wanted something more in the 
way of statutory powers. At the present time all electricity 
nape eee had power to make agreements with land- 
owners and property owners for the construction of mains 
on their property, either overhead or underground, but no 
electricity undertaking had power to go on to land. The 
landlord had an absolute veto. Most landlords, he was thank- 
ful to say, had been, on the whole, reasonable, but occa- 
sionally the landlord had put his foot down and said, “ No, 
I won't let you go," and they had no remedy. The Post 
Office had experienced the same difficulty, and had an Act 
passed putting their position right, and what it was 
possible for the Post Office to do was surely, in the interests 
of the nation as a whole, possible for the electrical power 
supply jndustries also. : 

Mr. CHATTOCK said it was apparent from what had been 
said that the greatest economy in the use of coal could be 
obtained by the gasification of coal and the recovery of its 
by-products, and it had been démonstrated that it was per- 
fectly possible to run electricity generating stations by gas- 
fired boilers, in fact greater economy could be obtained by 
this means than by the burning of raw coal. From what 
had been done in this direction by members it was obvious 
that the amount of work in handling coal in that way was 
very much greater than at present in burning raw coal. 


Dealing with by-products would require a business in itself,’ 


and it was, he thought, hardly fair to ask the electrical in- 
dustry to take on this duty in addition to that of supplying 
electricity; it seemed to him that the handling of coal in that 
way should be undertaken by some other body which should 
be primarily occupied with that alone, and that the gene- 
rating of electrical energy should be distinct from the other. 
They would have to work in close touch with each other, but 
he saw no reason why both businesses should not be kept 
distinct, both from the financial and operating point of view. 
Possibly an association could be formed for handling coal 
for the production of D an association, perhaps, 
of coalowners and users of by-products. They might all be 
represented and have statutory powers given them. Elec- 
trial energy was applicable to practically all purposes for 
which coal was used at present, so that there was no reason 
why energy should not be made available for the public in 
an electrical form, so long as it did not cost the publie any 
more than at present. p 

Mr. HIGHFIELD said they were really considering two 
problems—the better use of coal and the obtaining of other 
materials from it. He thought that the discussion had shown 
that if they were to obtain those two results the coal must 


- 


be used on as large a scale as possible, and that involved the. 
use of electricity to distribute it. The electrical people were 
already at work on the problem, with the idea of enabling 
the original {nall centres to be joined up so as gradually to 
work towards large centres. Dr. de Ferranti had pointed 
that out as long аро as 1550, and the chief reason why action 
had not been taken was legislation. Other mations had been 
allowed to get six veara start of us, for the early legislation 
was of the most faulty description. The question of by- 


‘products was, he thought, an economie one, and would be 


solved by careful collaboration between the chemist and the 
engineer. It was said that our coal supply could only keep 
us going for 500 years, and that something ought to be done 
to conserve it as а national possession. If they looked at the 
question in that way they would have to consider how much 
they were going to spend in the way of capital and improve- 
ments to conserve that valuable material. He did not think 
it had been proved that large sums of public money should 
be spent on coal saving, unless it was perfectly clear that full 
interest could be earned on the money laid out in that direc- 
tion. | - 
Dr. Dvcanp CLERK said that though he agreed with Mr. 
Merz, the thing that they must have chief regard to was the 
good of the country, and not any particular good that might 
accrue to any particular individual. But in that case, if Mr. 
Merz succeeded too hurriedly they (the gas-engine builders) 
would be wiped out of existence. (Laughter.) If they could 
distribute. power in the way suggested they would get ıt 
cheaper, and that would be a national service. If Mr. Merz 
succeeded at once, then the coal-gas industries would be gone. 
But he thought they would find that we were a people of 
compromise; we never took a complete logical scheme, and he 
therefore still hoped that the gas enginé and the steam turbine 
might be able to exist together. i | | 

Prof. Bone said that so many and such varied points had 
heen made that he would ask them to excuse him attempting 
to summarise the discussion. The Association should be 
well satisfied with the results of the Committee's first year's 
work. They wanted to make their effort in the coming year 
as fruitful as possible, in order that next year they might 
submit a report of a more final character. 


/ 
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AN AMERICAN HOMILY ON ELECTRICAL, 
С ORGANISATION. | 


Оск trans-Atlantic friends have а way of expressing themselves 
which is all their own. For the characteristically American 


. comments which follow, we are indebted to a recent issue of 


the Electrical Review and Western Electrician. We leave them in 
the pure and unadulterated original form as selected by our con- 
temporary from the house organ of the Trumbell Electric Manu- 
facturing Co. We agree with our contemporary that they contain 
food for thought, though, by gum, some of it may require a good 
deal of, chewing. Some of the remarks are, of course, platitudes, but 
others are very suggestive, and not confined in their application to 
the other side of the Atlantic. Our exchange, in introducing the 
contribution, says :- - 

“ [t is wenerally conceded that at the close of. the European war 
there will be necessary a complete readjustment of trade ‘condi- 
tions and a concerted effort on the part of American manufacturers 
to meet the keen competition which will arise. The gospel of 
co-operation is an old story to the electrical industry, but at no 
time is co-operation in its fullest sense more essential than at 


' present." 


The one real thing that алев a politician is organisation. Personal 
appeals or opinions roll from the average political back as water 
from the duck. 

Organisation is collective co-operation. 

A collection of men who assemble under a name is not an organi- 
sation unless there be a tie that binds—co-operation (the give and 
take) is that tie. 

Members of a given association no more form an organisation 
than do members of a town unless the spirit and sense of 
community interest impresses itself upon their business thoughts 
and acts. 

There is a lot of hocus-pocus about many alleged organisations. 

Standardisation is the essence of organisation. 

Common counsel must prevail and local prejudices must be 
subordinated. General concern must strongly influence private 
interests and considerations, if an organisation is to accomplish its 
ends. The possible or even assured individual benefit of to-day 
must yield to the co-operative benefits of the future if any organi- 
sation is to accomplish more than a negation of its objects. 

We have a number of organisations among the various branches 
of the electrical field —among jobbers, contractors, central stations, 
engineers, and manufacturers. 

Each has an object —many objects, Each has its needs, demands. 
hopes, faults, advantages, handicaps, and virtues. Each is pro-: 
mulgated to help its members through common counsel, and to 
exchange experiences and opinions. | 

A large part of the value of each such organisation is subjective 
rather than objective. 

There is more work to do towards the self-improvement of the 
membership than in an endeavour to control the doings of those in 
allied departments of the field. | 

The jobbers have about all they can do to make themselves the 
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great selling powers of the electrical field without trying to lay 
down too many laws for manufacturers. 

Contractors have too much to do in digging out business. getting 
out and doing their work and cleaning out the kerb-stone element 
to fight the jobber or "cuss out " the manufacturer. 

The manufacturer has a vast field to cover along lines of 
standardisation of lines, lists, methods, and problems of distribu- 
tion without trying to play the part of Moses to the jobber and 
contractor. / 

Theoretically there should be no conflict worth mentioning 
between these three divisions in the electrical field. In fact, the 
ideal organisation would be that which combined and functionalised 
all three of these branches (with the central stations added) into 
one big co-operating whole. But heaven is not yet upon earth. ` 

If the different branches can work together towards better 
understanding of, and respect for, each other, heaven will be 
approaching us. Old and new firms, large and small firms, should 
meet in common counsel and with mutual respect. 

Of course, this all sounds very nice. . 

There are some methods and men you cannot respect and will 
aot tolerate. They should not be permitted in an organisation 
which stands for other things. 

I have seen jobbers try stunts that would make their fellows in 
the jobbing game " sick abed.” When one plays a mean trick on a 
manufacturer, or on a contractor, he is automatically an enemy to 
his fellow jobber. and they should censor him more severely than do 
the men he has ill-treated. 

Internal, mutual discipline ie as important in an organisation as 
is the mutual exchange of courtesy. 

Manufacturers who ignore trade standards and disrupt legiti- 
mate b»siness conditions. or try во to do, become automatically the 
enemy of every department in the field, because every department. 
in the end, is adversely affected. 

Back of a very large percentage of trouble arising between 
members of an organisation can be traced the lack of cost 
knowledge. 

Particularly is this true among manufacturers. 

But when we contemplate the action of certain jobbers and con- 


tractors, we feel that their own particular divisions have much to . 


eontend with on this line. 

The cost of doing business is only one factor. 

Business organisations need to realise that conditions are changing 
rapidly—never to be the same again. Thereis no in statu quo. 

There are still those among jobbers, contractors and manu- 
facturers who refuse to recognise the changes that time has brought. 
and will continue to bring, and who desire to be let alone to do 
business in the same old way, and who spend time inveigling against 
laws and restrictions. supervision and control, and other conditions 
come to stay. | 

This all applies in its modified form to the electrical industry. 
For years profits were large--demand no greater than supply— 
whereas to-day (barring the present conditions which, we all know, 
are temporary), there is plenty of supply, plenty of copper (don't 
worry), whereas to-day profits are strictly normal or subnormal — 
the field is plenty crowded. 

We men must be prepared for the readjustment days to come— we 
must keep our credit sound, keep our leaks closed. and be ready to 
face new conditions through which the ill-equipped and financially 
weak member cannot navigate. : 

‘Our various associations must be organising. teaching bodies, and 
we must prepare to meet world competition and readjustment of we 
know not what a nature —' after the war." 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 
Published expressly for this journal by Messrs. W. P. Тиомрзок & Co. 
Electrical Patent Agents, 28, 


High Holborn, London, W.C., and at 
Liverpool and Bradford. 


12,487. '' Magnetic compasses," A. J. Hucnes, Н. Hucues & Son, AND 
S. С. STARLNG. September 4th. 


12,496. '' Alarm for automatically announcing cutting-off of electric cur- 
rent," J. W. Younc. September 4th. - 7 
12,505. “ Radio-telephone transmitter systems." L. pg Forest. September 


áth (U.S.A., September 4th, 1915.) 


12,517. ''Dry batteries." — Bririsii Ever-Reapy Со. & А, H. SHEPPARD. 
September 4th. 

12,528. '' Electrical generators and electric motors," J. SHEPHERD. Sep- 
tember 5th. 

12,534. '' Engine cut-out switches for aerial machines." H. B. BENTLEY 


AND Tug. BLACKBURN ÁEROPLANY & Motor Co. September 5th. 


12,535. '' Electric signaling lamps for ships, &c." Davey & Co. ann Т. 
Е. Н. James. September Sth. 

12,540. ''Sparking plugs of internal-combustion engines." T. C. Sur 
CLIFFE. September 5th. 


12,559. ~“ Electric are lamps." Н. B. Ciare & W. S. Simpson. 
5th. . 

12,558. '' Electro-magnetically-operated horns." W. H. Epwarps AND Н. 
Lucas. September Sth. 

12.561. “ Dynamo-electric machines 
ignition for motor vehicles, &c."* . B. 


September 


for combined 
Brooks & W. Hort. 


electric lighting and 
September 5th. 


12,566. '' Electrolytic oxidation." W.  Brackmore, С. J. Synpicatr, A. 
Howard, & Н. C. Jenkins. September 5th. 

12,580. “ Apparatus for electrical precipitation of suspended particles from 
gases." A. Момо (Schmidt), September 5th. 

12.609. “ Wireless control systems." М. Тоссшо. September 6th. 

12.616. '' Automatic telephone systems." THe Aurowaric. TELEPHONE Manu- 


FACTURING Co. (Automatic Electric Co.). September 6th. 
12,624. ‘Systems of electric motor control," BRITISH Тномѕом-Нооѕтом 
Co. (General Electric Co., U.S.A.). September. 6th. 


19,646. '' Electrical advertising device or sign." 
Grant. September 6th. 

12,685. “ Insulating material resembling vulcanite.” 
C. MARTER. September 7th. 

12,687. *' Electric furnaces." 


Н. E. Сп & W. E. 
“Т. S. CuivreRS awp 


J. O. Bovinc. September 7th. 


12,704. ‘‘ Apparatus for producing unidirectional electric currents." F, 
Ri£BER. September 7th. i 

12,710. © Acrials for wireless, telegraph or telephone systems." С, D. J. 
DUNNING, September 7th. 

12,737. '' Electric sparking plug." А. E. Conzy, Н. L. CowsrABLE AND 
P. H. SaNps. September 8th. 


12,758. ‘Shoes or sockets for electric cable terminals." W. T. Нему’ 
TELEGRAPH Works Co. & W. S. WAKEFIELD. September 8th. 


19,781. '' Telephone systems." А. E. Reinke & 'WrsrERN Exgctric Co. 
September 9th. 

12,782. '' Telephone systems." А. E. Reinke & Western Exxctric Co. 

12,793. ‘* Magnetos for lighting automobiles and starting internal-combus- 


tion engines," J. БВтикчор & Е. GIRARDEAU. 


September 9th. (France. 
October 21st, 1915.) = 


PUBLISHED SPECIFICATIONS. 


1914. 
93,075. REGULATING MEANS FOR ELECTRICAL INSTALLATIONS. Soc. Anon. des 
Etablissments L. Bleriot. November 25th. (November 26th, 1913.) 


19215. 


10,667. Exrcrric ALARM OF Carine DEVICES USED IN RECEIVING APPARATUS, 
AND MORE PARTICULARLY IN WIRELESS Recetvinc Apraratus. A. H. Morse and 
Indo-European Telegraph Co. July 22nd. 

12,000. Evectric Surety SYSTEMS FOR USE WITH  INTERNAL-COMBUSTION 
Motors. E. C. R. Marks (Motor Ignition & Devices Co.). August 19th. 

12,103. Exvectric Distrisution Systems. Е. E. Frampton & Callender's 


Cable & Construction Co. August 23rd. 
- 15,304. CONTROLLERS FOR ELECTRICALLY-DRIVEN VenICLES. Р. S. Turner. 
October 29th. 
16,151. Wireress Triecrapny. Marconi’s Wireless Telegraph Co. & К. D. 


Bangay. November 16th. 

17,008. ELECTRIC STARTERS FOR INTERNAL-COMBUSTION ENGINES. В. Brooks 
and W. Holt. December 3rd. 

” 1910. | 

2085. SECONDARY oR $токАСЕ Batteries. Н. Wade (Ford, B.) February 
lith, 1916. [101,170.] 


2.400. ErLEcrRIC Buzzers AND THE LIKE, G. Н. J. Horan & А. W. Gamage, 
Ltd. February 17th, 1916.  [101,171.) 

3,114. Means FOR REGULATING THE VOLTAGE OF A DIRECT-CURRENT DYNAMO. 
E. Schneider. March Ist, 1916. [101,175.] 

6,603. Sparkinc Piccs. К. E. L. Guinness. May 8th, 1916. [101,197.] 
8,533. ELEcrRIC Furnaces OF THE: ELgcrRODE ТҮРЕ. H.-J. Kitchen and T. 
Ba'mforth & Co. March 10th, 1916. (Divided application on 3,598 /16.} 
10, .201. 
| The aie: in brackets are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 
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Lightning Danger ої Тгееѕ. —А U.S. Consul in Germany 


. reports that recently statistics have been collected in different parts 


of Germany as to the danger of different varieties of trees being 
struck by lightning. The result has been the following per- 
centages :—Oak, 3271; larch, 95; fir, 3°8; pine, 1°38; Scotch fir, 
(9; birch, 1^4 ; beech, 0°3 ; and alder, 0°0. 

The character of the soil is an important factor, among others, 
as to the lightning danger. Trees growing in moist soils and 
along the courses of rivers and brooks, and in the neighbourhood of 
ponds. are especially exposed to the danger. Trees. with deep 
penetrating roots are more readily struck than those with shallow 
roots nearer the surface. Аз proof of this is the greater frequency 
of the apple tree being struck than the pear in the same orchard. 
It is also stated that the poplar stands first in danger before the 
oak, elm, ash, gum, and pear tree. Together with the beech the 
least attractive to lightning are chestnut, maple, alder and mountain 
ash: Between these two groups stand the apple, cherry, linden, and 
walnut. | 

During thunder storms it is advisable, therefore, to avoid oaks. 
poplars, all varieties of pine, willows, elm, and pear. If shelter 18 
taken under a tree, which is always dangerous, it should not be 
under one standing alone. The planting of trees which attract 
lightning is recommended in the neighbourhood of houses, especially 
poplars. partly to prevent the pcssibility of " the rebounding of the 
lightning." It is well to provide such trees with metallic rods, to 
make them really effective conductors of lightning. 


Economy in Lubricating Oil—As the resut of an 
inquiry set on foot in Germany, with a view to economy in the use 
of lubricating oil, it has been found that the cylinders of steam 
engines require a supply of oil per hour represented by the expres- 
sion r d х n, in which d is the diameter of the low-pressure cylinder 
in metres, + the stroke in metres, n the revolutions per minute. ар 


r а coefficient depending upon the type of engine, the system of 


lubrication, and, still more, the skill of the attendant. The us 
by which the oil is measured is not stated. The values found for 
r vary between 1275 and 1°633, and apparently the latter figure 
need never be exceeded, whilst a value of unity, or even less, 16 
believed to be attainable. The formula agrees with practi 
results where the attendants are skilful and attentive. but in ше 
cases the consumption of oil has been found to exceed by 30 to d 
per cent. the calculated value (using r = l'6). Consequens 
economies have been put in hand, and the result has been а gen of 
reduction of consumption of oil—47 per cent. in nap res 
cylinders and 61 per cent. in the case of bearings. Thus i fom 
has been able to dispense with the importation of lubrican 
Russia, representing in 1909 a value of 14 millions sterling. 
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ENGINEERING DURING 
THE WAR. 


AND AFTER 


A HIGHLY successful meeting was held at the Man- 
sion House on Wednesday last week under the 
presidency of the Lord Mayor. It was organised 
conjointly by the B.E.A.M.A., the British Engi- 
neers’ Association, and other bodies, and the great 
engineering and scientific societies, the Ministry of 
Munitions, the Board of Trade, and other Govern- 


ment Departments, as well as many other interests, 


were represented either on the platform or in the 
body of the hall. Many speeches were delivered re- 
garding the indispensable service which engineering 
had rendered to the Empire during the operations of 
the last two years. Appreciation was expressed, in the 
form of a resolution, of the great national service 
rendered by the munition workers of the country, 
and the meeting hoped that permanent remunera- 
tive employment would be secured for these by the 
vigorous economic development of the engineering 
industry after the war. The engineering industry 
—nobody knows it better than do our readers—has 
rendered absolutely indispensable service to the 


Empire, and that fact alone would justify an appeal 
to the nation on its behalf, but the knowledge that 
in the future that industry will inevitably possess 
fundamental importance as the basis of defensive 
power and of prosperous economic development, 
strongly supports the claim for special recognition 
in any reform of a national and imperial commercial 
policy. By almost unanimous consent to-day such a 
reform must include patriotic support ой British 
engineering by all public and private users of plant 
and machinery throughout the Empire. ОҒ this 
principle the Mansion House meeting enthusiastic- 
ally approved. One other matter urged by the 
meeting was the immediate appointment of a Minis- - 
try of Industry in order to further the practical 
application of the proposals of the Paris Economic 
Conference. 

It may be remarked that there is nothing new 
in such recommendations and appeals. That is 
perfectly true. The engineering reader needs no 
educating on these matters at this date, but there 
are others upon whom it is most necessary that we 
should make a timely but lasting impression, and a 
demonstration of this character, in such a place, and 
with a series of weighty speeches which have been 


well reported in the newspaper Press, can hardly 


fail to have that effect. It may seem to be unlikely 
that the services rendered by engineering will be 
overlooked when уе come to review. the various 
factors which have enabled us to win the war. Our 
present legislators and Government departments 
have very good reasons for knowing what that assist- 
ance has been in all branches of the Services; mil- 
lions of workers, too, by reason of their activities, 
have been brought to know it; and certainly all who 
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are engaged in the practical operations of the war 
know that but for the doings ot engineering workers 
at home they would not have been able to achieve 
their successes on the sea, in the air, and on land. 
But a vague sort of recognition will not suffice, and 
what the industry desires is that such recognition 
shall assume a practical shape in the interests of 
the nation. [п order that all the manufacturing 
capacity now at our command may be employed 
after the war, giving a means of prosperous liveli- 
hood to returning soldiers and sailors and to pre- 
sent munition workers alike, there must be a safe- 
guarding and encouragement ofí British industry 
throughout this country and the whole of the 
Empire. | 

The Lord Mayor, in а characteristically appro- 
priate speech, remarked that Germany, which made 
so many miscalculations, had also overlooked our 
undeveloped engineering industries. ‘‘ Before the 
war engineering was simply one department of com- 
merce—one means for earning wages and dividends. 
British engineering to-day is recognised to be not 
merely a trade, an industry, but the main bulwark 
of European liberty." If our engineering industries 
were undeveloped to the fullest extent before the 
war it was largely due to lack of organisation,. but 
to-day they are developed because organised and 
extended for the purposes of war, and they must 
never again be permitted to fall into an '' undeve- 
loped " condition when the bands of Government 
control fall away and they are entirely free to 
handle normal contract work again. If they are 
the main bulwark of European liberty in these 
days of war, they will be no less important from 
the point of view of Empire defence and as a means 
of employment for the millions of the Empire in 
the days that follow. We have upon our shóulders 
a national resporibility for finding employment 
after the war. To find “ work for all" we must 
find work for all the factories in our midst to-day. 
In that way we may go far to help to secure the 
industrial harmony which will be so great a desi- 
deratum. The Lord Mayor advocated that steps be 
taken at once to arrange the general terms of an 
industrial truce for five years, enabling British engi- 
neering to perform a leading part in ''the most 
astonishing era of mechanical progress in the his- 
tory of the world." Alderman and Sheriff G. A. 
Touche, M.P., also urged the need for preparing 
to give employment at good wages to returning 
soldiers. We must support our home industries in- 
stead of buying from present enemies, and if he had 
his way, we should establish '' barbed wire entangle- 


ments through which no German dumper could 


crawl." British bankers must help to extent British 
trade and help to obtain orders for British goods. 
In this connection the important report of Lord 
Faringdon's Committee, published on another page 
to-day, is of great interest. Mr. C. P. Sparks, one 
of the later speakers, mentioned that the policy of 
the Institution of Electrical Engineers was that the 
first thing necessary was to protect the home trade 
if we were to secure success in other markets, and 
if an effective barrier were set up we should have 
an impetus for securing additional trade affording 
employment. 
earlier in the meeting, briefly urged the claims 


of science, and said that we ought to recognise the : 
union and interaction between science and engineer- ` 


ing. We had been too poverty-stricken in our deal- 
ings with the development of scientific discovery and 
invention, and with the trial’ of new things. 
Discoveries were waiting to be made, and there were 
young men readv to work hard at making them, 
but they must have the means. A little lavishness 
here and there was really wise. It was in that way 
that important engineering, chemical, and other 
organisations had succeeded; also by sending men 
out all over the world to find the right materials and 
to solve problems. 


Sir Oliver Lodge, who spoke a little . 


During the war the Government · 


had discovered the use of scientific advisory com- 
mittees. Those committees were doing good work, 
and they should be put on a proper basis and con- 
tinued. They should consist of young men with 
eyes for novelty and with plenty of energy, and they 
would have to be paid—say, playfully remarked Sir 
Oliver, the salary of a Member of Parliament. 
Other speakers included the Lord Mayor of Man- 


‘chester, who, reminding us of Joseph Chamberlain’s 


advice to ‘‘ Think Imperially," gave a new watch- 
word which might with advantage be posted promi- 
nently in Westminster when Parliament resumes—- 
"Think Decimally," also Mr. Wilfrid Stokes, chair- 
man of the British Engineers’ Association, and Mr. 
George Terrell, М.Р. (of the B.E.A.M.A.). But. 
to our way of thinking the most timely contribution 


. of all was that of Mr. С. Н. Roberts, М.Р. (Lord 


a 


Commissioner of the Treasury), who, as a son of 
an agricultural labourer, knew from experience 
something of the causes which lay at the root of 
industrial unrest. What a lamentable error we shall 
all fall into if, after the enemy in war is silenced we 
allow the guns of industrial strife to boom in our 
midst when all the urgent work of rehabilitation, 
the clamour of the world for manufactured goods, 
and the adoption of adjusted trade policy bring an 
abundance of work to occupy our factories. We 
must not ignore the warnings; we must calmly note 
the plain facts of the situation and recognise that 
they call for the most anxious thought if we are 
going to guard against serious strife. It is all very 
well to indulge in pious hopes that public feeling 
would not permit general strife to occur, but to act 
thus will be but to let things drift into danger. The 
situation must, as far as possible, be prepared for 
in advance, so as to avoid a colossal calamity. 
Spokesmen representing both Capital and Labour 
have been making suggestions for an understand- 
ing; what is urgently needed is that these sugges- 
tions should develop immediately into pourparlers, 
a powerful and representative conference, and à 
definite agreement or compact: be entered into as far 
as is practicable in the absence of many men with the . 
Forces. Mr. Roberts, probably bearing in mind the 
appeal of the Lord Mayor for a five years’ industrial 
truce, devoted his speech entirely to the question, 
and he was listened to with a seriousness and sym- 
pathy which augured favourably. He believed that 
unless we could establish a reasonable period of in- 
dustrial harmony the British Empire would rest upon 
very shaky foundations. Politically they had recog- 
nised a truce—minor differences which set man 
against man before the war were abandoned as com- 
paratively trifling when the interests of the country 
were at stake. The national unity must be preserved 
after the war, or the coming years would be years 
of decline. The war had to be paid for, and neutral 
nations, profiting at our expense, would be better 
equipped to pursue competition, while we should be 
in a less favourable position, with the exception that 
the war had awakened us in a way that nothing else 
could have done. It had shown us what could be 
done by means of co-operative action. As one who 
had advocated the just claims of Labour for a gene- 
ration, he frankly and sincerely asked engineering 
employers to remember that if Labour had had its 
failings. they could not ignore their own failings 
when they asked the working classes of the country. 
to assist them by co-operating. А friendly under- 
standing should be encouraged—the atmosphere was 
now favourable owing to our common losses—they 
must not wait, ' Do it now! " It was for the em- 
ployers to make the approach, and such as himself 
would be willing to help. They must remember 
that the working classes did not voice grievances 
in mere wantonness—they had such grievances. 
Human society must be based on better and more 
elevated principles. There would never be another 
opportunity like the present for facing the matter. 
He was prepared to say to his class when they were 
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properly treated, “ You are expected to give your 
best without regard to restrictive conditions." Mr. 
Roberts fully realised the importance of increased 
output, and he knew that the workers could give it, 
but the problem of securing increased production 
was not so simple as some people might express it. 
They had to face the apprehension of the workers 
that increased output would lead to glut and un- 
employment. Personally, he believed that increased 
output would increase the selling power of the 
nation. We should all work to prevent as far as we 
could the cyclical fluctuations in trade, and so make 
employment fairly regular throughout the vear for 
the whole of the working classes. In order to do 
that, one thing that was essential on both sides was 
goodwill. There are many other essentials, too— 
but that by the way. He knew that the workers 
would demand a restitution of the relaxations that 
they had agreed to during the war, in the interests 
of the State, but that need not prevent engineering 
employers from entering into negotiations now. 

If the Mansion House engineering meeting had 
vielded nothing more than this voice of warning 
and appeal from a leader of Labour to leaders of 
industry, it would have been well worth while. We 
believe that the great majority of the workers, as 
well as the employers, are heartily sick of industrial 
strife. If the workers can be induced to understand 


the position as Mr. Roberts knows it, and give an | 


increased output which will strengthen our manu- 
facturing and trading position, and if employers can 
be induced to sympathetically enter into the natural 
desires of the workers for better conditions, and to 
fulfil their responsibilities towards them as well as 
to their shareholders, the greater part of what 15 
necessary in order to secure a long period of indus- 
trial prosperity will have been done. We have to 
remember that Labour has no love for a body of 
shareholders. To him it is a soulless, heartless com- 
pany, devoid of human feelings, with an insatiable 
thirst for dividends, until perhaps he becomes a 
shareholder himself sharing in the profits, and, may- 
be, somehow in the losses. Here we introduce 
the touch of nature which may make them kin. 
though we recognise that co-operative working has 
often failed because the profit divided among the 
workers has amounted to less than a trifling advance 
in wages, and the working of the principle has been 
defeated. The problem seems to resolve itself into 
the need for finding a basis upon which the fair and 
just proportions of wages for Labour and profit for 
Capital respectively should be calculated. It may 
be that there will be many thorny questions raised 
by such an inquiry, inasmuch as both Capital and 
Labour must be sustained in decency if we are to 
have satisfactory and prosperous industry, with its 
just wage-earning and its fair dividends. But not- 
withstanding all the difficulties, we agree with Mr. 
Roberts that these need not stand in the way of 
immediate negotiations, and we trust that his invi- 
tation to the employers to approach Labour on the 
matter will be taken advantage of without delay. 


Events in rubber circles have 
been more interesting, and the hints 
thrown out in various quarters as 
to the market being imparted a sharp fillip have 
certainly received some confirmation, but this has 
been brought about by spÉcial circumstances, ог in 
connection with the filling of special requirements 
on behalf of Russia, to which country considerable 
quantities are now being shipped which are destined 
to reach the port of Archangel prior to the close of 
navigation. For some time past some difficulty has 
usually been experienced in obtaining permits for 
export, but. on this occasion the authorities 


Rubber. 


appear to have afforded every facility, and there 
is no doubt that considerable quantities of the pro- 
duct have been taken care of, so that the.position 
of spot rubber has temporarily improved. Inter- 
ested support, possibly to some extent in connec- 
tion with share operations, tended to assist the 
market upward, but there has been really no change . 
in fundamental conditions, and since the urgent 
demand has been fairly well satisfied the market 
must be expected to fluctuate, although it 1s gener- 
ally surmised that the price of fine plantation rubber 
will not break below 25. per lb., which remains to 
be seen. Prices now stand at about the same level 
as they did this time last year, when the warehouse 
stocks were comparatively small, and big tonnages 
were being diverted to American ports, but indica- 
tions this year are highly obscure. -For one thing 
the industrial outlook is not so good as it was then, 
so that it is rather doubtful whether the upward 
movement which took place over the last three 
months of the past year will this year repeat itself. 

After meeting Russia's needs the general trade 
demand is again subdued, and manufacturers seem 
in no hurry to anticipate their requirements. There 
is some fear at any rate that spot supplies will once 
again accumulate, for the shipments from the East 
continue on a liberal scale in consequence of the 
heavy production as testified by the excellent re- 
turns of output disclosed by the estates for the past 
month. Some months ago there were no signs of 
excessive supplies, but the rate at which the ship- 
ments have been going on, and the takings by con- 
sumers have shrunk, there is now no mistaking the 
fact that there is a palpable surplus which сап: 
hardly be worked off except by keeping prices at an 
attractive. level. The home stocks are something 
Over 9,000 tons, and cannot be expected to be much 
reduced unless consumers are willing to carry larger 
reserves. An unhealthy feature is that the Eastern 
estates, for some reason or other. are still reluctant 
to negotiate new orders for forward delivery except 
at their own prices, showing a premium over the 
value of spot delivery. This arbitrary policy seems 
rather inconsistent with the existence of unwieldly 
supplies on the spot. Were there anv inducement 
afforded to consumers to operate ahead, the market 
would doubtless be imparted a little more activity, 
but as it is, considerable quantities of plantation 
rubber continue to be landed on this side unsold, 
which naturally bars the way to a revival of confi- 
dence. The comparatively high price of fine hard 
Para is misleading. chiefly owing to the limited 
tonnage of this product available. 


\ 


ACCORDING to the daily Press, a 
circular has been issued by Mr. Е. 
Dudley Docker, president of this 
Federation, from the offices, 51, 
Lincoln's Inn Fields, W.C., inviting 
firms to apply at once for membership. The organi- 
sation, as our readers know, has been formed for the 


The Federation 
of British 
Industries. 


` purpose of providing a body capable of representing 


the interests of British manufacturing and produc- 
ing industries, and it 1s for every reason important 
that it should be made as strong and completely 
representative as possible. The list of members of 
the Executive Council includes the following : —Sir 
Vincent Caillard (Vickers, Ltd.), Mr. F. R. Daven- 
port (Willans & Robinson, Ltd.), Sir R. A. Hadfield 
(Hadfields, Ltd.), Mr. Henry Howard (Stewarts 
and Lloyds), Mr. Godfrey Isaacs (Marconi Co.), 
Mr. E. Manville (Daimler Co.), Mr. F. J. Nettle- 
fold, Mr. Wilfrid Stokes (Ransomes & Rapier), and 
Mr. A. W. Tait (British Aluminium Co., · Ltd.). 
Full particulars of the objects of the Federation can 
be obtained from the Secretary, Mr. R. T. Nugent, 
at the above address. The subscription is £100 per 
annum until June, 1919. 
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MUNICIPAL TRAMWAYS ASSOCIATION 
CONFERENCE. 


ON Thursday morning, last week, the fifteenth annual 


meeting of the above Association was opened at the. 
Surveyors’ Institution, Great George Street, S.W., and 


although no comparison can be made with pre-war gather- 
ings, yet there was quite a satisfactory muster of members. 

Mr. Peter Fisher, of Dundee, this year’s President, after 
welcoming those present, announced with regret that Mr. 
A. L. C. Fell (L.C.C. tramways), who had been ill for 
some time, had had a relapse (which we understand will 
necessitate his taking a six months’ voyage), and a 
resolution expressing sympathy with Mrs. Fell was passed 
by the meeting. 

. Mr. Fisher's Presidential address followed ; 
an abstract of his remarks. 

Mr. McElroy's paper on the subject of passenger trans- 
portation in large cities (which we also reproduce in abstract), 
and a short discussion, 
morning. 

The paper is an interesting contributjon to a subject 
which will, no doubt, sooner or later require the careful con- 
sideration of the authorities of our largest cities, and that 
it did not attract more speakers in the discussion is probably 
evidence that the **saturation point" in surface passenger 
transport has reached an appreciable ic in only one or 
two instances in this country. 

Mr. McElroy's suggestion to provide “ parallel routes by 
forming new streets and widening others at considerable 
cost," 18 probably not intended to be of general application ; 
its possibility or otherwise seems to depend very much on the 
map. Inany case the expensive duplication of routes to take 
care of “rush” traffic may be a costly expedient if we have 
ultimately to fall back on the electric railway—the ideal, 
though most expensive, method of dealing with traffic 
peak “loads elec trically. 

À new tramway route in a populous city has a habit of 
building up its own traffic, and it seems possible that the 
new route might in a brief Space of time be no better off 
than the original one. 

A rough estimate of the financial features of such a 
parallel-route scheme would be a valuable addition to the 
paper, as also would an alternative estimate of the cost of 
relieving existing routes during rush hours by means of 
electric or other "buses, running in adjacent thoroughfares. 

American authorities have not, so far as we are aware, 
given much time to the study of the motor-’bus in relation 
to surface traffic problems, and in this country the "bus 
authorities have left the rush-hour traffic problem severely 
alone, so that we have no practical data as to the capabilities 
of the "bus in this respect. We agree, however, with our 
indefatigable friend, Ald. Fred. Smith, of Liverpool, that 
the paper ought to have appealed to a wider circle than it 
appárently did. 

In the afternoon the paper by Messrs. Holford (Salford) 
and Clough (Bury), on the ‘ Utilisation of Tramways for 
Goods Traffic,” was read and discussed. 

The subject has always been an attractive one in South 
Lancashire, where the map is studded with manufacturing 
towns, little and big, interlinked by tramways of a uniform 
gange, and there are other areas where similar conditions 
exist to a considerable extent. 

The authors give а brief history of the subject, but we 
notice that they do not refer to the earlier proposals of Mr. 
A. Н. Gibbings, at a time when the indispensable links 
between the inland towns and Liverpool were being con- 
structed by the South Lancashire ‘Tramways Co. Mr. 
Gibbings read a paper on “The Carriage of Goods on 
Electric Tramways ” before the Manchester section of the 
I.E.E., in the early part of 1908, in which he discussed 
the problem as regards South Lancashire. 

In the discussion, Mr. Mozley (of Burnley) contested the 
view that tramways have no powers to construct lines into 
yards of mills, warehouses, &c., and pointed out that the 
general adoption of the system of railless battery-trolley 


we append 


"powers from Parliament ; 


occupied the remainder of the . 


wagons, of the Bradford type, would involve obtaining fresh 
Mr. McElroy rather doubted the 
wisdom of tackling the general question of goods carriage 
in view of the progress made with steam or other vehicles. 

The meeting adjourned at 3.30 p.m., when special "buses 
were in attendance to convey the members to the Milman 
Street Training Depot of the London General Omnibus Co., 
where, under the guidance of Mr. Blain, the features of 
that establishment were demonstrated, in much the same 
way as on the occasion of the visit of the Tramways and 
Light Railways Association, which was described in our 
issue of July 7th last. 

On Friday morning the annual business meeting was held 
Mr. Mozley (of Burnley) being elected President for the | 
coming year and Ald. J. Miles, J.P. (of Bolton), Vice. 
President. 

The membership includes 112 managers and assistants, 76 
local authorities, and one honorary member. The total 
income of the Association for the year was £373, the year's 
surplus being £32, and the balance in hand (excluding the 
reserve fund) £228. 

The recommendation of the Sub-Committee of the Advisory 
Committee of the Board of Trade that, after the war, all 
Government departments, local authorities, and statutory 
bodies entrusted with the control of moneys raised by taxes 
or rates should be under legal obligation to purchase, so far 
as possible, only goods produced within the Empire, was 
discussed ; the Executive Council agreed with the principle 
enunciated in a resolution submitted by the Council of the 
Incorporated Municipal Electrical Association, viewing with 
deep concern the recommendation. 

An amendment to delete the paragraph from the report 
was lost, and the report was adopted. 

On Friday afternoon, through the courtesy of the L.C.C., 
а ітаПег-саг was available for inspection om the Embank- 
ment ; the Council possesses 158 of these cars, practically 
all of which have been constructed from the chief officer’s 
design. | 

These cars weigh unloaded 6 tons 5 cwt. each, and will 
accommodate 30 inside and 18 outside passengers, the seat- 
ing being of the cross type. 

"The weight of the car is carried by rubber-padded coil 
springs on swinging links connected to long laminated 
springs which rest on a seating on the top of the axle-boxes. 

The underlying principle of the automatic brake gear, 
which is spring controlled, consists in maintaining a con- 
stant relationship between the pull on the draw bar and the 
pressure on the shoes. 

By the adoption of radial ball bearings in the axle-boxes, 
the tractive effort at the draw bar, on the level, has been 
reduced from 38 to 17 lb. per ton of load. 

А very simple type of automatic coupling is employed. | 

The visitors were subsequently conveyed in special cars 
to the Council's Central Repair Depót and generating 
station at Greenwich, while another party visited Bexley to 
inspect. the Woods-Gilbert rail planer in use on the local 
tramways. 

Practically the whole of the repair work on the L.C.C. 
cars is carried out at the repair depot, which is, we believe, 
the most extensive one of the kind in the country. 

As many of our readers are aware, the Greenwich tram- 
Way power station is gradually being re-equipped with 
turbine plant, and at present there are installed four 
5,000-KW. and two &,000-KW. turbine sets, while two of the 
original vertical-horizontal Corliss reciprocating sets аге 
still available for duty, thongh these will in the near future 
be superseded by turbine plant. 

Part of the boiler installation, utilising the two chimneys 
whose aspirations were cut short at the instance of the 
Observ atory authorities, is now operated In conjunction 
with a mechanical-dranght. installation, resulting in а con- 
siderably increased evaporation from a section of the plant. 

The following is an abstract of the Presidential address :— 


THE annual report of the Executive Council shows that a 
large proportion of the work of that body during the past 
year has been in relation to problems arising out of the war, 
i.e., supply of tramway tickets, tramway tire supplies, reten- 
tion of tramway employés, Munitions of War (Amendment) 
e 1916, classification of tramway material, women as tram- 

- conductors, Lights (Vehicles) Order, 1915, British trade 
alter the war, and disabled soldiers and sailors. 
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In connection with the Munitions of War (Amendment) 
Act, 1916, your Council were successful in getting the term 
"munitions work" extended to cover ''tramway facilities.” 
No fewer than 44 municipal tramway undertakings are up to 
this date certified under the Act, and many others are 
authorised to issue Class ‘‘B’’ Priority Certificates to facili- 
tate the delivery of supplies for maintenance. 

It is not always realised by the average man that tramways 
sre to-day playing a very important part in the national 
crisis in carrying workpeople from their homes to the fac- 
tories and vice versa. It is therefore very gratifying that the 
Government have realised the great importance of tramway 
undertakings and have given them such facilities as enables 
them to keep going. 

The past year has not been fruitful in developments and 
extensions so far as tramways and other passenger-carrying 
facilities are concerned. The most outstanding features of the 
year are the readjustment of tramway fares and stages, the 
employment of females on a large scale, and the introduction 
of volunteer labour for driving, the latter innovation having 
been introduced in Birmingham, Newcastle, and Bradford, 
art 320 auxiliaries are employed with quite satisfactory 
r А 

In several cases changes have been made whereby the 
average fare per passenger has been materially increased, and 
in all these cases additional revenue has been the result. 
Strange as it may seem, some authorities have actually been 
considering the decreasing of fares and the cheapening of 
tramway facilities. 


Present conditions provide ample justification for suggest- 


ing that the existing low fares should be adjusted so that the 
increased costs can be fully met. While the accounts of 
most municipal tramway undertakings look fairly satisfac- 
tory, still it must be admitted that much necessary expendi- 
ture 1s only suspended till the end of the war. 

There are now 8,609 females employed on tramways as 
follows :—8,433 as conductors and 176 as drivers. 


Some idea as to the part tramways are taking in the great. 


conflict may be obtained from the following figures :— 


Number of municipal tramway employés who have | 
joined His Majesty’s Forces A box 20,905 
Percentage of total number of employés ... 2 . 38 
Number of men who have left municipal tramway 
undertakings to join munition factories 1,893 
Percentage of total number of employés ... m 31 
Amount paid to dependents of employés serving 
with His Majeaty’s Forces As .. £854,649 
Average allowance per man per week  ... .. 10s. 74d. 
Amount collected on cars for various national and 


other objects ... oe UM M АЁ 243,800 
Amount contributed by municipal tramway em- 
ployés to various relief funds Ў £36,070 


What of the future? Changes will come. The war cer- 
tainly will not only be'an interruption of what formerly 
existed. What will be the precise nature of the problems 
which, when they emerge, must be boldly faced, no one can 
forecast. It is a matter still in the region of conjecture. 

The history of municipal tramways is a history of progress 
and improvement. Sometimes we were tempted to think 
that everything had been done which could be done, and yet 
. ш tramway enterprise, as in all other departments of human 
affairs, there is no such thing as finality. 

Simultaneously with the cessation of hostilities various 
proves relating to our employés will present themselves. 
or example, the question of war wages and bonuses, and the 
Position to be taken up regarding our men who may be in 
receipt of pensions but still able to perform certain duties. 

The development of tramways from а passenger-carrying 
point of view has occupied our attention almost entirely in 
the past. Now the other point of view, viz.; transit, such as 
tramways can offer for goods, should have our fullest con- 
sideration. | 

In the days to come, when economic competition between 
nations will in all probability be even fiercer than in the 
past, transit will undoubtedly play an important рагі. 
Relaxation of restrictions and regulations may be necessary, 
but when national interests are involved there should be no 
difficulty in this respect. 

Railways are crowded with traffic of all kinds, and con- 
siderable complaint is heard all over the country regarding the 
delays that are taking place. It is therefore just a little sur- 
prising that the Government have not seriously considered 
the usefulness of the various tramway undertakings for the 
carriage of munitions and general merchandise. 


-——— M  À—— ——— e aa 


Some Notes on Passenger Transportation in Large Cities. 
Abstract of paper by Mr. J. M. McELrroy (Manchester). 


SYSTEMATIC studies of the passenger transportation require- 
ments of the large cities in this country have not in the past 
been undertaken with that thoroughness which has been 
characteristic of many cities abroad, particularly in America. 

Town-planning Schemes and the making of provision for 
future transportation requirements are really part and parcel 
of the same problem, and should be considered together. 

As cities grow, due to the gradual increase in population. 
and as the riding habits of the people develop, it becomes 


$, 
400 


100 


more and more dificult to make tbe channels of passenger 
transport equal to the ever-growing demands. : 

There is а constant migration of the population from the 
inner to the outer zones, and this is greatly accelerated by 
every extension and improvement ‘n the means of transit. 
Suburban districts rapidly become urban, and new suburban 
districts in the outlying areas are always in process of forma- 
tion. Smaller towns and districts on the outskirts are drawn 
into closer touch with the cities, and a greater community 
of interests is being established over a gradually widening 
area. 

Every extension of the means of transit into the outer 
zones adds to the difficulties of handling the trafic in the 
central zone, and in time the congestion becomes so acutre 
that the city authorities realise that they are face to face 
with the inevitable tratfic problem. | | 

Some years ago a student of traffic questions, having 
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analysed the statistics of à number of European cities, found 
that on the average the number of passengers carried increases 
in the same ratio as the square of the population. 

This rule is approximately true as regards American cities, 
but it does not appear to be true as regards British cities. 

The curves in fig. 1 show the percentage increase of the 
passengers carried, and the square of the population in Man- 
chester and the surrounding districts during the past three 
decadeg; fig. 2 shows similar information as regards Greater 
T.ondon; figs. 3 and 4 show the facts as regards Greater New 
York and Boston. 

Many factors tend to accelerate ‘the normal growth in a 
particular city. Quite apart from the question of the in- 
creased facilities and the introduction of general improve- 
ments in the means of transit—which are always followed by 


м GREATER Naw Yorn . м BOSTON 


a rapid rise in the number of passengers carried—the factor 
as to the fares charged, and the changes made therein from 
time to time, has a most important bearing on the subject. 
Comparative statements as to the number of passengers car- 
ried tend to be misleading because they do not indicate the 
average distance travelled by each passenger. 

The ultimate volume of passenger traffic which can be dealt 
with by facilities which use the street surface is limited by 
the capacity of the arterial routes near the central parts of 
the city. When the traffic on these routes approaches the 
saturation point then additional arteries must be opened out 
or other transit facilities provided 

The new facilities which may be provided are (1) Railways 
—(a) in shallow subways, (b) in deep level ‘‘ tubes,” (с) on 
elevated structures; (2) shallow subways in the congested 
areas into which the surface cars can be run. 
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Many cities have not waited vntil the saturation point of 
the surface facilities has been reached before underground or 
overhead railways have been constructed: time saving has 
bcen the main factor which has led to the construction of 
many city railways. 

Experience shows that the provision of shallow subways for 
surface cars cannot be justified owing to the great cost of 
construction and the comparatively small amount of traffic 
which can be passed through them. 

Underground lines of any description can only be justified 
by a dense traffic demanding the operation of high-speed 
irains run at very close intervals, and such lines should be so 
laid out that they can be worked in conjunction with the 
surface lines, which should gather the local traffic and feed 
the underground lines. 

It is not at all likely, having regard to the general ехрегі- 
erce, that private enterprise will be willing in future to 
shoulder the great outlay involved in the provision of under- 
ground facilities. 

The average cost per route mile of existing underground and 
elevated railways in Greater New York is £564,313, in Chicago 
£372,563, in Philadelphia £485,167, in Boston £684,063, and 
in London (taking the Central London. City and South Lon- 
don, n Northern and City, and London Electric. Lines) 
4,664,930. 


In New York the total outlay on the underground and 


elevated lines—when the extensions are fully completed— 
wil be 4£137,000,000. The expenditure on the extensions; 
undertaken in recent years, will be £68,000.000. This capital 
‚ 1s being provided roughly half and half by the city and by 
the operating companies. The companies are to get out of 
the revenue all their operating expenses and 6 per cent. upon 


seating capacity and its ability to cope with traffic of a widely 
fluctuating character, will be utilised where heavy peak loads 
have to be catered for. On the other hand, where the volume 
of traffic is not great, or where there is a steady traffc flow 
throughout the day, motor 'buses will probably prove to be 
thé more suitable vehicles. In some instances it may be 
found to be advantageous to run the two types of vehicle 
along the same routes. : 

The aim should be to use the highways as channels for 
passenger, transport to the best possible advantage, and the 
most efficient means of doing this can only be decided upon 
in any particular case by a study of the traffic characteristics. 

Attempts have been made to show the relative efficiency of 
the two types of vehicles—tramcars and motor 'buses—by 
comparing the average load. It has been pointed out that 
" the average load of а tramcar with 74 seats is 104 passengers 
and of the motor 'bus with 34 seats is eight passengers, and, 
therefore, the relative efficiency of the motor 'bus is almost 
twice as great as that of the tramcar." А 

The relative efficiency of the two types of vehicle cannot 
otherwise be gauged than by their ability to cope with the 
volume and flow of traffic in particular cases. — 

Fig. 8 shows the loading of a typical tramcar during a full 
day's continuous running on the Palatine Road route, Man- 
chester. The car has a seating capacity for 75 passengers. 
The diagram also shows the seating capacity of a motor ’bus. 
The tramcars have the whole of the seating accommodation 
available in all conditions of weather: in bad weather the 
outer seats of motor ’buses are nearly always empty. 

The average number of passengers carried per car mile on the 
tramcar shown ‘on the diagram was 14. The fallacy of using 
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their investments, and out of the balance the city is to get 
the interest on its investment plus 1 per cent. for sinking 
fund, and if there is any profit after these payments have 
been made it is to be divided equally between the city and 
the companies. But the city authorities are not looking for 
rofits. They are determined to provide adequate travelling 
acilities—and so important a duty on the part of the munici- 
pality do they consider this that they have made up their 
minds to do it properly, even if it entails a charge upon the 
rates of the city. | 

In London—where all the capital for the underground rail- 
ways has been found by private enterprise—the amount avail- 
able for dividends on the ordinary capital was only sufficient 
to pay just over 2 per cent. 

n studying the problem which we are now faced with in 
Manchester—where several of our arterial routes approaching 
the centre of the city have practically regched the saturation 
point—I came to the conclusion that the proper course was 
to improve and make more efficient the existing surface lines 
by opening out parallel routes, by forming new streets and 
widening others at considerable cost, and also by adopting 
tramway terminals near the heart of the city, the latter being 
necessary on account of the narrowness and bad lay-out of the 
central streets. 

The necessity of utilising the streets to the fullest advan- 
tage involves the question as to the most suitable means of 
surface transit, having regard to the traffic requirements. 

An abstract discussion as to the relative merits of tramcars 
and motor 'buses, without references to the particular purpose 
for which they are intended to be used, is likely to be very 
misleading. Each type of vehicle has its peculiar advantages, 
and will be utilised for'handling that class of traffic for which 
it is best suited. The tramcar, on account of its greater 


this figure as a measure of the car's efficlency is too obvious 
to need comment. 

. Figs. 5 and 6 (kindly prepared for me by Mr. A. L. C. 
Fell) show what the tramcars and motor 'buses are doing 
respectively to meet the traffic demands on a typical route 
in London. Fig. 5 shows that the motor 'buses make no 
attempt to deal with the peak between 7 and 8 a.m., but 
obviously cater for a steady all-day traffic. 

Fig. 6 shows the relative seating capacity of the tramcars 
and motor 'buses referred to in fig. 5. 

Fig. 7 shows the fluctuating Shane of the loading on 
the London Electric Railways and on one route of the London 
General Omnibus Co. Here is an illustration of the ability 
of the railways to handle heavy peak loads and the lack of 
capacity in the case of the motor 'buses.  - 

Ihe making of proper provision for handling the rush-hour 
traffic will always be the difficult part of the passenger trans- 
portation problem. It involves, and will continue increasingly 
to involve, a large expenditure of capital and comparatively 
high operating costs. 

It is on account of this that competition by separate com- 
panies for the steady all-day traftic by means of vehicles 
which can be run on the public streets at a relatively small 
capital.cost, and which escape many of the obligations pl 
upon those who cater for the peak loads, is unfair and, sho 
not be permitted. ‚ 

The right to operate public service ‘vehicles, acquired by 
merely obtaining an annual licence, is archaic, and new legis- 
lation dealing with this matter is urgently needed. COH 
sions to use the public streets, if granted, should carry with _ 
them obligations in the public interest, with corresponding 
security and protection for the operators. | T 

It is becoming more and more clearly recognised, by a 
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thate who are qualified to judge, that the public interests are 
best served by making the facilities for city passenger trans- 
portation a monopoly—a monopoly subject to the control of 
the city authorities, who should possess full powers either to 
provide and operate the facilities themselves, or, if they think 
ft. to grant franchises to private companies to do so, subject 
to control and regulation in the public interest. 
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The world's experience has shown that every city should 
have @ permanent authority directing the initiation and carry- 
ing out of all schemes for new transit facilities, in order that 
there may be continuity of policy, and that the future needs 
of the city and the surrounding districts over a wide area may 
be'properly looked after. 


DISCUSSION. 


Coun. H. Gorpon (L.C.C.), in opening the discussion, said 
sme years ago he found, when on the Continent, that the 
travelling habit was much more extensively developed in 
continental cities than in London, and that tramway con- 
struction was more extensive per head of population. He 
thought it was a fallacy to suppose that there was any real 
connection between journeys per head and population of cities. 
He had studied the problem of relieving trattic congestion in 
the centre of our cities, and arrived at the conclusion that 
none of the proposed means would be effective. Experience 
in Paris and London showed that crowded thoroughfares be- 
came no less crowded by the provision of underground elec- 
tric railways. He did not think they should be troubled 
about that, as it was an indication of prosperity; he thought, 
however, that a great deal could be done by the proper regu- 
lation of traftic. They ought to use the most suitable 
vehicle for transport, and it was known that the tramway car, 
relative to its carrying capacity occupied the lesser space. 
The flexibility of the 'bus was a myth when it was con- 
sdered how that flexibility interfered with the regular flow 
of trafic. Тһе tramway could not etliciently carry the rail- 
way peak load, and, on the other hand, the motor "bus was 
excellent for isolated journeys. The unified control of London 
underground railways and 'buses should be extended to the 
tramways as well, and all should be controlled by a public 
authority. | | | 

Coun. Barrow (Birmingham) said he wished to emphasise 
the importance of the tramways working in with the “ town 
planning ’’ department. Several schemes of town planning 
were in being at Birmingham, and roads of 100 or 120 ft. 
wide were provided for. The traffic problem of the centre 
of Birmingham had always been a difficulty, and a special 
committee had been appointed to deal with it. 

Ald. Е. Saar (Liverpool) said it had been perfectly clear 
to them some years ago that they could improve on German 
methods in Liverpool. They were faced with traffic develop- 
ments in Liverpool in the future, but he doubted whether 
the result of working hand in hand with the town planning 
people would not result in the transfer of tramway profits for 
road construction, &c. 

Mr. J. B. Нлмитом (Leeds) said he had brought the sub- 
ject of passenger transportation in cities before them two 
years ago, and he had no doubt there must be a central 
authority to exercise control. He aggeed that they appeared 
to be approaching a condition of saturation in large cities, 
but it was perhaps unfair to accuse them of lack of foresight 
in view of the phenomenal increase in traffic in recent years. 
Now that they realised the position there should be co-ordina- 
tion amongst the authorities and public control by the munici- 
pality of all passenger transport facilities. | 

Mr. McEtroy, in replying to the discussion, said that sooner 
or later the arterial roads would approach saturation point, 
and then the problems he had mentioned would have to be 
faced. He urged them to make financial provision in all large 

cities in connection with their tramways to meet the possible 

developments of the future. 


A PROPOSED BRITISH TRADE BANK. 


THE Committee which was appointed by the Board 
of Trade some months ago to investigate the 
question of'financial facilities for assisting British 
trade after the war, has acted with businesslike 
promptitude in reporting its conclusions and making 
its recommendations. That this Committee has 
found it possible to complete its work earlier than 
have those which are concerned with particular in- 
dustries is probably due to the fact that after the 


. discussion that the matter received in the years pre- 


ceding the war there was little difficulty in esti- 
mating the needs of the case and in focusing the 
views of the majority of responsible opinion. But 
probably also it has been considered that the find- 
ings in regard to this matter should in any case be 
decided before other committees published their 
conclusions, inasmuch as future policy in regard to 
financial facilities may have a more or less important 
effect on all of those industries. It will be remem- 
bered that Mr. Runciman, in the House of Com- 
mons, referred to the possibility of '' additional in- 
stitutions "" having to be set up if the existing bank- 
ing institutions, of which we were nationally so 
proud, found it impracticable to handle more exten- 
sively what we have for years come to know as in- 
dustrial banking business. It was therefore as well 
that so many banking authorities and financiers were 
members of the Committee. The recommendations 
that they make are so framed as to aim at the better 
support of British enterprise in after-the-war compe- 
tition with the enemy. It is proposed that a British 
Trade Bank, under Royal Charter, be formed with- 
out delay, so that the preliminaries may be completed 
before the war is over, and that its operations be 
especially conducted with a view to assisting our | 
overseas trade. It is considered that it will not 
unduly interfere with existing banks, banking 
houses, or financial institutions, but will fill a gap 
between the home banks and the colonial and 
3ritish-foreign banks and banking houses, and will 
develop facilities not provided by the present sys- 
tems. Its chief features would be as follows: — 

1. It should bave a capital of £10,000,000. The first issue . 
should be from £2,500,000 to £5,000,000 upon which in the 
first instance only a small amount should be paid up, but 
which should all be called up within a reasonable time. A 


further issue should be made afterwards, if possible, at а 
premium. 

2. It should not accept deposits at call or short notice. 

3. It should only open current accounts for parties who are 
тшш to make use of the overseas facilities which it would 
afford. 

4. It should have a foreign exchange department, where 
special facilities might be afforded for dealing with bills in 
forelgn currency. 

5. It should open a credit department for the issue of credits 
to parties at home and abroad. | : 

6. It should enter into banking agency arrangements with 


existing Colonial or British-foreign banks wherever they could 


be concluded upoh reasonable terius, and where such arrange- 
ments were made it should undertake not to set up for а 
specified period its own hranches or agencies. It should have 
power to set up branches or agencies where no British 
foreign bank of importance exists. 

7. It should inaugurate an information bureau in close touch 
with the Commercial Intelligence Department of the Board of 
Trade. 

8. It should endeavour not to interfere in any business for 
which existing banks and banking houses now provide facili- 
ties, and it should try to promote working transactions on 
joint account with other banks, and should invite other banks 
to submit to it new transaetions which, owing to length of 
time. magnitude, or other reasons, they are not prepared to: 
undertake alone. , | 

9. Where desirable, it should co-operate with the merchant 
and manufacturer, and possibly accept risks upon joint 
account. : 

10. It should become a centre for syndicate operations, 
availing itself of the special knowledge which it will possess 
through its information bureau. | | > 

11. It should receive Government assistance, being appointed 
to carry through foreign commercial and financial transactions 
in which the Government may be interested. 

The Committee considers it desirable that the 
British Trade Bank should receive as much official 
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recognition as possible without coming under Gov- 
erninent control: 

" Our Foreign Office should, for instance, be asked to in- 
struct British Embassies and Legations abroad to put the 
Institution's representatives in contact with all commercial 
attachés, consuls, &c., with clear instructions to them that 
the institution is a commercial concern enjoying the full con- 
fideuce and approval of the Government; and sinilar instruc- 
tions should be given by the Board of Trade to their Trade 
Commusstoners mn the Dominions.” 

Fhe Committee did not consider it necessary to 
take much evidence, as that which had been put 
before. other Committees, which have not yet re- 
ported on their trades, on the same subject, was 
put at its disposal. The report contains the follow- 
ing statements : — 


It is desirable that we should state clearly our definitions of 
banking facilities in the British sense, and of what we would 
call by the wider name of financial facilities. The former are 
properly limited to those which can be provided without a 
“lock-up” such as would impair the liquidity of funds and 
deposits at call and short notice. For this reason the usual 
practice of, bankers here is to confine their advances as a rule 
to a currency not exceeding a few months. Ву financial 
facilities we mean, generally speaking, those which would 
involve a longer currency than this. 

A careful study of the evidence above referred to, and our 
own knowledge of banking arrangements and facilities, lead 
us to the conclusion that there exists to a considerable extent 
at the present tine in this country the machinery and facili- 
ties for the finance alike of home trade and of large overseas 
contracts, and for'carrying through much of the business 
which has been done by foreign banks. The British banks 
afford, we believe, liberal accommodation to the home pro- 
ducer. British bankers are not shy in making advances on 
the strength of their customers’ known ability and integrity, 
and the charges for accommodation are, we believe, often 
lower than the corresponding charges in foreign countries. 
Similarly, the colonial banks and British-foreign banks and 
banking houses render immense assistance to British trade 
abroad, and certainly in the Far East, and in manv parts of 
South America British banking facilities do not fall short of 
those of апу other nation. We find also that in the case of 
large contract operations British contractors, with the assist- 
ance of financial houses, have in the past been ready to pro- 
vide large amounts of capital and to take considerable risks in 
connection with the operations which they have undertaken. 

Our arrangements, however, are faulty in our not co-ordi- 
nating many of the facilities mentioned in the previous para- 
graph. We recognise also that the British manufacturer mav 
be frequently in want of finance of a kind which a British 
Joint stock bank with liabilities as above described could not 
prudently provide, whereas the German banks in particular 
seein to have been able to afford special assistance at the incep- 
tion of undertakings of the most varied description, and to 
have laid themselves out for stimulating their promotion and 
for carrying them through to a successful completion. 

We conclude, therefore, that there is ample room for an 
institution which, while not interfering unduly with the ordi- 
nary business done by the British joint stock banks, by 
‘Colonial banks, and by British-foreign. banks and banking 
houses, would be able to assist British. interests in à manner 
that is not possible under existing conditions. 

Such an institution might in many ways be beneficial to the 
development of British industry and manufactures. It might, 
jn certain cases, after careful examination, agree to make 
advances for the extension of existing manufacturing plant, 
or perhaps for the amalgamation or co-ordination of certain 
works, so as to reduce the cost of production. Tt would assist 
these works to obtain orders abroad, and give them reasonable 
financial facilities for executing these orders. It should give 
a preference in matters of finance to orders which are to be 
executed in this country. 

Such an Institution could also take a leading part in the 
inception of transactions and assist in connection with the 
machinery of overseas business. In the case of German 
manufacturers it frequently happens that on the board of the 
manufacturing company there is a representative of a bank, 
and there seems little doubt from an exainination of the in- 
formation which is available that the German banks have 
exercised an amount of control over the manufacturing con- 
cerns in which they are interested, whieh would not be 
possible, even if it were desirable, m the United Kingdom. A 
large number of our manufacturing undertakings are wealthy 
concerns, and would not tolerate for one moment interference 
by bankers in their affairs, and, indeed, would probably resent 
any inguirv into the nature of their business arrangements. 
Such manufacturing concerns, however, do require assistance 
when thev transact overseas business. ‘Take as a single 
instance the case of a Midland manufacturer selling goods to 
Italy. The Italian buyer has been accustomed to long credit, 
and if long credit is refused the business will probablv be 
impossible. The manufacturer sells goods for, say, £50,000, 
and the payment of that price would leave him with a con- 
siderable margin of profit. but the offer of the Italian buyer 
to pav him the equivalent of £50.000 in lire at six or twelve 
months is not attractive. Пе would much rather accept a lower 
figure than £50,000 for a clean cash transaction in sterling, 


* 


and it is in connection with such business as this that an 
Institution of the kind contemplated would be liable to act 
as intermediary (taking part of the whole of the financial 
liability) with profit to itself and satisfaction to the manufac- 
turer. 

_ Or to take another case, that of a contractor who has entered 
Into a coutract with а foreign Government, payment being 
шафе as works proceeded, such payment being possibly in 
paper ш а foreign currency, the contractor in that circum- 
stance would willingly share his profit with.an institution 
Which would be responsible for the finance of the securities 
receivable by him. 

16 would be essential in conducting business with manufac- 
turers and merchants, that the Institution should draw and 
accept bills, and it should generally be in a position to under- 
take credit operations. It might be well to provide that a 


. certain portion of uncalled capital, or a portion of paid up 


capital (if it is deemed wise to have all called up) should be 
reserved against this class of risk. \ | 

If an Institution is formed to carry out transactions of the 
kinds indicated above, it follows that it must be equipped with 
knowledge of affairs in the countries with which it may do 
business, and its managers must, by personal visits, acquaint 
themselves with the conditions of business in all important 
foreign centres. It must have either branches or agencies in 
those countries, and in this connection the exceptional posi- 
tion held by British-foreizn and Colonial banks should be 
fully availed of. Instead of having to organise, as was the 
case with German banks, new subsidiary undertakings, the 
Institution would largely use, under agreement, the existing 
banks and the facilities which they can afford. 

The Institution must be equipped with an up-to-date 
inforination department, and this will of necessity play a large 
part in its usefulness and financial success. This might pro- 
perly be called a Bureau d'Etudes, independent of the Com- 
mercial Intelligence Branch of the Board of Trade, but in 
close touch therewith and under agreement entitled to all 
pessible facilities. That such a bureau is essential has been 
made abundantly clear by the evidence given by witnesses 
we have heard, and also by the evidence given before other 
committees. It would not necessarily deal only with schemes 
in Which the Institution proposed to take financial interests, 
but might be made a centre for investigation of projects on 
behalf of others, and a considerable revenue might be obtained 
thereby. Chambers of commerce and joint stock banks whieh 
were disposed to help valuable clients, would no doubt avail 
themselves of the opportunities it would afford for informa- 
tion. One of the chief objects of the bureau, for instance. 
would be the organisation and keeping up to date of retums 
as to the status of firms abroad. It should also obtain the 
earliest information from abroad about new business openings, 
large contracts offering, State and other' loan and issue pro- 
posals, &c. If it were found that foreign firms were securing 
business in competition with British firms, or were develop- 
ing business that British traders were leaving alone, tlie 
causes should be at once investigated. The periodical journeys 
abroad of the Tnstitution’s managers. and representatives 
would supplement the information that would be gained 
through diplomatic and official channels. 

The bureau would also have to undertake the examination 
of industrial projects. This would be a costly business, as it 
would be necessary to have upon its staff men whose opinion 
upon technical questions would enable it to investigate 
thoroughly matters brought up for consideration. It would, 
however, avail itself of the services of the eminent consulting 
engineers, consulting chemists, &c., Whom we possess in this 
country. 

It is absolutely clear that the personnel of the Institution 
would call for great discrimination. It seeins to be generally 
agreed that the lines upon which a joint stock bank is con- 
stituted would not be applicable in the ease of the new 
concern. | 

An executive committee consisting of a whole-time chairman 
and three managing directors would appear essential. (There 
would probable be three distinct departments, financial, indus- 
trial, and commercial, No doubt there would be overlapping 
between the departments, but this would be = innnaterial.) 
They would draw good fixed salaries, and would be entitled 
to a substantial share in profits. There should be a general 
board of directors, composed of men with banking. financial. 
industrial, and commercial knowledge, and in close touch 
with the leading industries of the country. 

Nearly as important as the board would be the general 
staff. It is fair to assume that women will in the future take 
a considerable share in purely clerical work, and this fact 
will enable the Institution to take fuller advantage of the 
qualifications of its male staff to push its affairs in every 
quarter of the ође. Youths should not be engaged without 
a language qualification, and after a few vears’ training they 
should be sent abroad. It could probably be arranged tbat 
associated banks abroad would agree to employ at each of 
their principal branches one of the Institution's clerks, not 
necessarily to remain there for an indefinite period, but to 
get a knowledge of the trade and characteristics of the 
country. If industry is to be extended, it is essential that 
British. products should be pushed, and manufacturers, mer- 
chants, and bankers must combine to push them. It is 
believed that this pushing could be assisted by the creation 
of а bodv of business voung men in the way above described. 

In this connection it is perhaps worth pointing out that at 
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the close of the war there may be a considcrable number of 
educated young men who will not be willing to settle down 
again to the humdrum of an office, and from these it should 
be possible to select à number who would be desirous of 
going to the Colonies and foreign countries to push business 


To what extent the electrical export trade is. increasing in 
volume as well as value, it is dithcult to state. since the Govern- 
ment reports give the numbers of articles shipped for only four 
electrical classes. For the classes these numbers compare. ав 
follows :— 


op their own account. It the case of labouring men, the 
Government are contemplating the establishment of land 
settlements, &c., at considerable expense, aud siniarly it has 
been suggested that Government assistance might be given 
tu the class above-mentioned, who would probably require 
the advance of some capital to enable them to make а start. 
‘be Institution might act as agent for the Government in 
this connection. The reluctance on the part of young men to 
‘go abroad in recent years has been brought to the Com- 
mittee’s notice, and they think it is very desirable that the 
spirit of enterprise should be encouraged and that an incen- 
tive should be given to them to set up in business in foreign 
countries. 

In the case of young men with some little means of their 
own, the Institution should be willing—after careful examina- 
tion of credentials—to grant larger and longer credits than 
bave been customary with existing banks. The principle of 
becoming special partners in a business for a period of years 
will be well worth the consideration of the management when 
the Institution 18 formed. 

The evidence perused by us indicates the necessity for 
fuller financial ‘facilities for home industries, espectally in 
connection with the enlargement of works and the financing 
af contracts, and where it is demonstrated that a lock-up of 
capital for an indefinite period is not involved, assistance 
might be provided by the Institution to meet these require- 
rents, 

If financial assistance is given by the Governinent to under- 
takings in connection with what are known as "' key ” indus- 
tries, the business should, i£ possible, be done through the 
medium of the Institution, and 16 should be appointed an 
agent for carrying through foreign commercial апа financial 
transactions in which the Government may be interested. 

Foreign banks have, in most of their operations, adopted 
the course of forming syndicates to undertake any business 
uf considerable magnitude. They have headed such syndi- 
cales and they have taken the labouring oar in connection 
with investigations. The members of the syndicate have 
generally included other banks, and associated with them have 
heen those who were particularlv interested in the class of 
business proposed to be done. These syndicates are formed 
after the first superficial inquiry has satisfied the banks that 
there is apparently a good business to be done. Directly this 
point 18 reached the expenditure in connection with thorough 
investigation із on account of the syndicate. If the business 
is ultimately proceeded with the profits or losses on the wind- 
up of the business are shared pro rata after allowance to the 
bank for management. Some such procedure should be fol- 
l wed here. It would enable the Institution to undertake 
business of а comprehensive character, and its ‘imprimatur ” 
would have value when issues were made to the public. 

Many new undertakings intrinsically sound have been 
issued in the English market. The capital has been based 
upon estimates of expenditure made by reputable engineers, 
but owing to unforeseen circumstances the actual cost has 
far exceeded those estimates, and, as a consequence, further 
capital has frequently had to be raised at higher rates of 
interest and in a form (such as prior lien bonds) which has 
had a disastrous effect upon the securities originally sub- 
scribed for by the public. An Institution issue, whether of 
debentures or shares, should be an assurance to the public 
that until final completion there would be no risk of the 
Priorities given at the time of issue being interfered with by 
nre-preference creations. 

We are of opinion that there are strong reasons why the 
Lank should be formed without delay, so that preliminaries 
may be completed before the war is over. Our eneinies are 
sure to make at the earliest moment strenuous efforts to 
regain their position in the world of commerce and finance, 
and it may well be that, when peace comes, unemployment 
may be rife at home unless new markets are exploited. Tt 
seems to us desirable, therefore, to ascertain in advance the 
requirements of foreign countries and the whereabouts of raw 
materials for our industries. 

We believe that а bank constituted upon the above bases, 
with efficient management, should not only be a great boon 
to British trade, but should prove a commercial success. 


AMERICAN ELECTRICAL EXPORTS. 


WE give below the figures relating to electrical exporta from the U.S. 
in May and June. for which we ure indebted to recent issues of the 
American Electrical. Review and Western Elec rivian. 

The figures for May show a total far in excess of any previous 
month. The total value of electrical shipments last May was nearly 
3) per cent. over that of May, 1915, and nearly 17 per cent. over 
that of February, 1916, which was the highest monthly figure 
Pe ORA recorded. The exports for June exceeded in value those 
of June, 1915, by nearly 54 per cent. though showing a decrease 

some 8 per cent. from the record total of May, 1916. 


Numbers exported in 


Articles. May, 1916. Muy, 1915. June, 1916. June, 1915 
Electric fans " oy e 2,609 2,013 1,977 8,781. 
Arc lamps... - seh T Lon 46 16 131 
Curbon-filament 1аторѕ .. А 79,474 60,196 . 985,541 14,689 
Metal-filamment lamps s. . 798,499 257,104 302,640 350,713 


In the following table are given the detailed figures for last May 


and June and for the corresponding months a year ago :— 


Nuinbers exported in 


Articles. May, 1916. Muy, 1915. June, 1916. June, 1915. 
Batteries .. i T s $157,397 $79,618 $159,976 $113,950 
Dynamos or generators .. " 138,534 44,155 145.0605 191,464 
Fans ,. p ks ave ae 33,0248 озин 24,431 48,106 
Insulated wire and cable is 292,086 302,029 290,151 253,247 

Interior wiring supplies, «c. 
(including fixtures) .. © 38,403 131,600 36,835 70,915 
Lainps — Are ИХ Pah is 2,539 1,200 156 1,826 
Carbon-filament ее Y X33 7,593 4,188 11,432 
Metul-filament.. ЧА 140,649 42,234 133,683 78,536 

Meters and other measuring 
instruments DA е as 9.641 67,813 72,540 41,214 
Motors : sx ie - 425,04 209,011 321,147 283,923 

Telegraph instruments — (in- 
cluding wireless apparatus) .. 16,187 . 2,964 8,564 1,522 
Telephones .. is ie sa HOM OTD 57,090 183,965 44,342 
Transformers m a Mis 173,98% 23.217 dA 70,543 
АП other  .. 1,572,175 764,514 7,712,396 $36,061 


$3,437,609 $1,802,209 $3,150,144. 82,047,081 


The following table gives a detailed comparison of the last two 
fiscal years ended June 30th in each case :-— 


Total oe 


Electrical exports in 


1914-15. 1915-16. 

Batteries m s = 2% T: 22 aug $967,146 — 31,569,836 
Dynamos or generators .. és e M E .. 9,013,130 1,165,961 
Fans .. К М ЕЕ Р Ge 24 Di vi 256,304 350,729 
Insulated wire and cable bre i "T d 0 01,U11,250 3,157,239 
Interior wiring supplies, &c, (including fixtures) .. E 758,351 818.9585 
Lumps--Arc Е s S ie Vs 30,984 18,693 

Carbon-filaiment bi ^ em 101,923 144,872 

Metal-tfilament.. Us - du Gs .. | 473,149 1,282,039 
Meters and other measuring instruments .. T zs 440,916 116,381 
Motors A 7 2 m mu are " .. 9,818,743 4,215,974 
Telegraph instruments (including wireless apparatus) . . 76,271 148,536 
Telephones we РЯ Ne aD 2 r К 1,149,361 1,329,316 
Transformers y Ж s ; 624,483 993,193 


Allother  .. . 8,152,141 19,970,236 


À eomparison of the electrical totals for the last four fiscal years 
is given below, the year 1912-13 having the preceding highest 
total :— 


Fiscal year. 


Electrical exports. 


1912-13 ee е 9 ee ee oe ae ee $26,772.816 
1913-44 .. i ove su Е ae .. 20,060,844 
1914-15  ,. wie x ci ey 2. 19/TA V0 


1910-16 ГЕЈ ee . . ee oe ae ee 30,254,020 


The foregoing firures do not include electric locomotives, which 
are listed separately. During the fiscal year 1915-16 there were 
shipped 64 such locomotives, valued at $454.544 ; in 1914-15 these 
numbers were 43 and 3324,78; in 1913-14 they were 48 and 
$437,422 respectively. 


NEW ELECTRICAL DEVICES, 
AND PLANT. 


FITTINGS, 


Commutator-Slotting Tool. 


A writer in the Alectrical Review and Western Electrician has 
found that a коой and handy tool for cutting down high mica 
between commutator segments can be made as follows :-— 

Take a piece of hack-saw blade 2 in. long--a piece with fine teeth 
is preferable—and grind it down if too thick to ро between the 


Fic. 1.—ZOMMUTATOR-SLOTTING TOOL, 


segments. Next take a piece of wood 3 in. long, 1°5 in. wide, and 
(^75 in. thick, and saw a slot the length of it with a hack-saw deep 
enough so that the 2-in. piece of saw protrudes д in.. or more if 
desired. when it is inserted in the slot. Bore а hole through the 
wood piece on each end of the piece of saw. as shown in sketch, 
put in stove bolts, and tighten. This tool can be used on.a 
commutator without removing the brush gear or end casting. 


The Sterling Staff-Signalling System. 

Facilities to enable the staff of any large works to locate each 
other at any moment during working hours have for years been 
badly needed, and although telephones are installed in nearly 
every works, they do not satisfactorily fulfil the requirementa of a 
busy staff moving about from workshop to workshop. 


bi 
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Suppose that Mr. A., chief mechanical engineer, is going his 


round in a works of moderate size covering five or six acres. At 
the moment he happens to find himself in the tool room discussing 
the requirements of a new tool. He is suddenly urgently required 
in the main machine shop. How is one to get in touch with him 
without loss of time? Until recently the most practical method 


was to go to the nearest telephone, ring up the works central . 


exchange, and ask the operator to try and locate Mr. A. by ringing 
round to all departments; alternatively, messengers were sent 
hurriedly through the works. 


Both these methods appear antiquated compared with a patented . 


system which we met with when recently visiting the Sterling 
Telephone Co.'s extensive works at Dagenham. The company has 
devised an ingenious system of luminous lamp signals fitted at 
numerous points throughout the works. A bank of five differently 
coloured electric lamps is fitted in a prominent position at each of 


FIG. 2.—CONNECTION-BOX OF STERLING STAFF-SIGNALLING- 
SYSTEM. 


20 different points in the various shops. A cable connects each 
point with the works central telephone office. A bell is fitted close 
to each bank of lamps, or, in the case of a noisy shop, an electric 
hooter is employed. The central telephone operator is provided 
with a board fitted with 20 pushes and a special control switch. 

When Mr. A. is wanted, the central operator cuts in the control 
switch and pushes the button corresponding to Mr. А. ; her work is 
then finished for the moment. The bells and hooters in each shop 
now ring and continue automatically and intermittently to do so 
until Mr. A. observes that he is required ; he then immediately 
goes to a telephone which is located near the bank of lamps, and 
calls up the works central, which puts him through to the party 
desiring to speak to him. 

The system is 80 arranged that 20 different colour combinations 
can be produced on the bank of five lamps ; thus it is that Mr. A., 
` to whom, say, the colours red-blue-yellow have been assigned, 
knows at a glance when he is wanted. All that is required to make 
the system perfect is to instruct each member of the staff to glance 
at the bank of lamps directly the bell or hooter sounds. 

It will readily be seen that an enormous saving of time is afforded 
by the “Sterling staff-signalling system ; " any member of the staff 


can immediately locate any other, irrespective of their position at 


Еа. 3.—BANK OF COLOURED LAMPS. 


the time. It would be well worth while for works managers to 
pay a visit to the Sterling Co.’s works, where they will receive a 
full explanation of the system. Weare informed that the company 
is prepared to undertake similar installations, provided they are 
required for munition works. It і obvious that the system 1s 
equally applicable to hospitals, and other public institutions. 


Concrete Poles. 


A new method of making reinforced-concrete poles is described 
in Concrete by L. R. Allison. The poles are composed of one 
part Portland cement to three of sand and gravel, poured into 
forms in which the reinforcing rods are supported; the forms are 
then locked in a machine and revolved at a suitable speed depending 
on the diameter of the poles, with the result that all voids are 
filled and a hard, smooth surface is obtained. Obviously the 
greatest compression is at the point of greatest radius—.e., the 
external surface, where it is most needed. After about half an 
hour the mould is withdrawn from the machine and left to stand 
for 24 hours; the pole can then be handled safely, and after 


with them through the post (as the English firms wo 


further setting in the open air, keeping the surface well moistened, 
is completed. The reinforcement consists of twisted steel rods 
equally spaced round the circumference at a distance of $ in. from 
the outside, the rods being held in place with wire hoops, The 
poles are hollow from end to end, the diameter of the hole being at 
least 3 inches, The base and capital of lighting standards are cast 
separately by the centrifugal process, the former being provided 
with a cut-out box having a concrete cover. The foundations are 
cast in position, reinforced with j-in. twisted steel rods, and the 
poles are securely anchored to them. The hollow core of the pole 
accommodates the electric conduit leading to the lamp at the top ; 
when this is in place, the core is filled up with cement grout, 
Poles of this type are largely used in Californian towns. - 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


To Go—or Not to Go? 


In agreement with the true statements by '' Balanced Up," 
and referring to ‘‘ North-East Coast’s’’ reply, in which he 
draws attention to the assertions of eminent men that 
power station and sub-station operation constitute a field of 
activity for semi-skilled and unskilled men, I am prompted to 
draw attention to the conditions existing in & certain electric 
supply company which in the past has obtained the services 
of many young trained engineers by the ‘‘ valuable experi- 
ence," and alluring prospect of advancement described in its 
advertisements. This revelation by '' North-East Coast " that 
such ''valuable experience ” simply consists of semi-skilled 
and unskilled work, coming from a gentleman who, I pre- 
sume, occupies an influential position, and originated by the 
eminent men mentioned in his letter, is apt to be prejudicial 
to engineers who have sacrificed time and money in station 
work training. In common with others adopting electrical 
engineering as a profession, I find, after an experience cover- 
ing a period of nearly ten years in the technical, construc- 
tional, testing, and operative branches that the result of my 
attraction to this supply company’s ''valuable experience 
and alluring prospects of promotion ” consists of a so-called 
salary, or, to be exact, mere pittance, coupled with duties 
now described as semi-skilled or unskilled. Being prevented, 
through no fault of my own, from applying my. ability to 
better advantage, during a time when the nation's -leaders 
are urging trained men to give the country the utmost benefit 
of their skill, I, with many others, am hoping that the military 
authorities will shortly, by substitution, transfer us from our 
semi-skilled and unskilled positions to a more useful sphere of 
activity. I would also like to add that the policy of cheap 
labour, irrespective of ability, promotes discouragement, con- 
sequently reducing the efficiency of the individual engineer, - 
with an increase in the old Capital versus Labour feud. This 
state of affairs does not appear to be a very sound basis on 
which to meet the enemy in after-the-war competition. 


Industrial Conscript (Single). 


The Wire-Drawing Industries. 


Your remarks in a recent issue under the heading of 
“The Wire-Drawing Industries" may perhaps do somethin 
to waken up the High Conductive Copper Association out o 
the lethargy which it has sunk into during recent years. . 
is not to be expected that individual wire firms will be dis- 
posed to grapple with this serious growth of foreign aggres- 
sion while they are-members of an association which, while i 
purports to look after their own interests, still clings to its 
out-of-date conservative methods when outside competitors have 
successfully adopted the measures required to put customers 
interests first and their own second. 
The scope and purposes of the H.C.A. are confined to purely 
selfish endeavours to prevent internal competition among the 
big firms in order to keep up prices. If instead, or in addi- 
tion, it devoted its chief attention to organising a sound policy 
for frustrating the methods of the German and other foreign 
wire firms by adopting some of the means by which the latter 
have become serious competitors in Great Britain and else- 
where, it would be guaranteeing its own success with tar 


greater certainty than by assuring itself that its members are 


not cutting each other’s throats by underselling one another. 
The fact that the new small firms are doing so well 1s ger 
because they creep in under the very noses of the zh 
moving big firms, and find new markets which the = ie 
firms never condescend to look for, or even suspecte су 
existence of. І know one German firm which did more ч 
with this country three years ago than probably any 
H.C.A. firms did in their entire foreign trade. T^ 
Its success was due to the fact that it looked Md inn 
customers thoroughly, and instead of merely борин о 


done) it sent its agents round to its customers to ensure the | 
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attention which all buyers expect and look for. Apparently 
bs роса the dignity of the H.C.A. firms to adopt a similar 
attitude ! 

The H.C.A. is probably unaware that there are other new 
srall wire firms which would be started at once but for the 
difficulty of obtaining the rolled copper for drawing down 
from the big firms. While the H.C.A. is able (at present), 
because of the monopoly it enjoys through the shutting-out of 
foreign competition, to prevent other small wire firms being 
started, by refusing to sell them the rolled copper for drawing 
down, and thus preventing home competition, it is acting as 
a monopolist in two ways, i.e., by preventing others from 
trading where there is legitimate trade to be done and by 
adopting no proper means of gaining that trade itself. Con- 
sequently, the surplus must be going elsewhere—probably to 
America. This position, however. will cease immediately after 
the war 18 over, and then the H.C.A. will have to devise a 
more up-to-date policy of doing business, and cast overboard 
many of its present antiquated and unenterprising methods. 


Herbert Worthington. 
Preston, September 22nd, 1916. 


LEGAL. 


MUNITIONS COURT CASE. 


TRE Oldham Munitions Tribunal last week heard a complaint 
by a firm of manufacturers of electric accumulators in the 
Ashton district, who summoned two labourers for failing to 
obey orders. According to the assistant works manager, the 
ттеп were employed in the casting department, and on the 
llth inst. they should have left that department to work on 
a blast furnace, but they refused and went to the.office and 
asked for their wages. A representative of the National Union 
of General Labourers said the men were told by the foreman 
there was no further work on their own job. At the casting 
work their ordinary time was 49 hours per week, and the aver- 
age wage £2 4s.; but the blast furnace job meant they would 
have to work from 80 to 88 hours for the same wage. They 
asked the foreman if there was any other work they could 
do, and, receiving an answer in the negative, asked for their 
discharge certificates. Both men now said they weré willing 
to go back to their ordinary work, but a representative of the 
firm said they could not take them back on the same work, 
as they had not the material for them to work on. 

Mr. James Hodgson (chairman) said there had been no 
evidence to show that the men refused to obey orders. Before 
men were removed from one class of work to another the 
men were entitled to establish а new contract. and the men 
could not be moved without their consent. The case would 
be dismissed. 


GERMAN ELECTRIC PATENT FOR CLEANING BOILERS. 


In the Patents Court, on Friday last, Messrs. J. C. 
McQuitty, Ltd., of the Albert Engineering Works, Belfast, 
applied for a licence to use the German patent 3,117 of 1911 
E an electric hammer for removing the incrustation in 
oilers. | 

Mr. McQuitty described the method on which the hammer 
works. To the electric motor is attached a flexible tube, 
having at the other end a hammer-head. The hammer-head 
does not itself strike. It contains a series of cogged wheels 
which are electrically driven, and when the hammer-head 
is brought in contact with the incrustation these tap the 
scaling as they perform revolutions at the rate of 7,500 taps 
a minute. The electric energy required is not great. The 
electric motor is simply coupled to the lighting or power 
supply of the works, and the result is an efficient mechanism, 
which is a notable time-saver and performs the work ordi- 
narily done by four men. It gets over the ground rapidly. 
does not mill, chip, or injure the plating, and, by reason of 
the flexibility of the tube, reaches awkward places and out- 
of-the-way corners where it is impossible to make an effective 
blow with an ordinary hammer. It is known as the Van de 
Voorde patent. Mr. McQuitty pointed out that it was invalu- 
able for munition works and for naval engineering purposes, 
and could be used by an unskilled workman. 

Mr. McQuitty said his company was a limited company, pri- 
vately constituted, having only three shareholders, and their 
business had always included that of millwrights and boiler 
scalers. He had already made two of these electric hammers 
experimentally, and he proposed to commission the Westing- 
house Co., of Manchester, to provide him with the electric 
motors. He had never had any engagement with the patentee. 
He was in negotiation with him before the war broke out, 
but the negotiations fell through on a question of method of 
payment. The two experimental hammers which he had 
made worked quite efficiently. He had some trouble at the 
beginning because of the inadequacy of the specifications, but 
he had repaired their omissions, and there was certainly an 
original element in the hammers as he proposed to put them 
upon the market. In a further statement, he said he did not 
know that anyone else was making this type of hammer. 
There was no English manufacture. The Germans, before 


the war, and before the prices of material went up, asked 
£22 108. for the hammer. 

When the Controller asked Mr. McQuitty if he would pay a 
royalty of 5 per cent., the applicant rejoined that he thought 
25s. royalty on each hammer made would be excessive con- 
sidering the amount of experimental work he had had to do 
in perfecting the thing, and the fact that he desired to sell 
it at as cheap a rate as possible. He only got 20 per cent. 
profit at the present time on his labour in work he did for 
the Government. 


The Controller: An ordinary manufacturer's profit is 25 рег . 


cent., and you are entitled to place your royalty on the top 


‘of that. The Controller said the applicant must pay to the 


Public Trustee a royalty of a sovereign on every machine 
made, and the Court would then recommend the Board of 
Trade to grant him a licence. 


| 


WAR ITEMS. 


Exports to China.—The ‘‘ London Gazette ” for Septem- 
ber 22nd contains further lists of persons and bodies in China 
and Liberia to whom exports may be consigned. 


Silvertown Employés War Relief Funds.—In connection 
with these funds, we are informed that £1,500 has been col- 
lected to date, and regular donations have been made to the 
Prince of Wales's Fund, British Red Cross Society, Belgian 
Relief Fund, Serbian Relief Fund, and the Anglo-Russian 
Hospital at Petrograd. 


Claims Against the Enemy.—The Public Trustee has pre- 
pared and issued several documents explaining how claims 
should be made on behalf of British subjects against enemy 
subjecta and enemy Governments. Our readers do not need 
to be told how important it is for them to make their claims, 
and to do so in the proper form. The bill against Germany 
has to be prepared, it will be a colossal sum, and the work 
of the Public Trustee Office will be simplified if its instruc- 
tions are properly complied with. | Cominunications on the 
matter have to be addressed to the Public Trustee (Trading 
with the Enemy), Kingsway, W.C., but forms can also be 
obtained at the Manchester Office, Albert Square, Manches- 
ter. It should be noted that shareholders in English com- 
panies owning property in enemy territory should not make 
claims in respect of their individual holdings, as the com- 
panies should, of course, make the necessary claims in their 
corporgte capacity. 

A Siemens War Savings Association.—Some years prior 
to the outbreak of war a number of the employés of Messrs. 
Siemens Bros. & Co., Ltd., formed argongst themselves a 
Thrift Club, which has had a successful career. As a branch 
of the club, à War Savings Association has been organised 
at the Woolwich works under the name of ''The Bowater 
War Savings Association." Its management 1s exclusively 
in the hands of a committee of employés, which committee 
is solely responsible for exact and regular administration. 
Since the inception, in June last, this Association has pro- 
gressed well, the membership having increased from. 500 to 
about 1,400, and, up to the present, nearly 4,000 War Savings 
Certificates have been purchased under the Government 
Scheme No. 2A, by which all subscriptions, as soon a8 they 
are paid, are converted into War Savings Certificates, these 
being allotted to each subscriber in priority of completed 


subscription as and when the full value has been paid. 


Exemption Applications.—At the Guildford Tribunal, the 
Woking шеси upply Co. appealed for its chief clerk (29), 
the only male clerk left. It was stated to be essential that 
there should be a man in charge with technical knowledge 
ond an intimate acquaintance with the locality. Appeal dis- 
missed. | | 

When the Imperial Tramways Co. applied to the Stockton- 
on-Tees Military Tribunal last week for the exemption of a 
clerk on the ground of indispensability. the manager (Mr. 
Freshwater) said the company were straining every nerve to 
release all men possible. They had from 70 to 90 lads їп their 
employ from 16 to 18 years of age whom they were training 
as motor-men and in other capacities. The moment these 
lads came of military age they were given their leaving certifi- 
cates, and the recruiting officer was notified. Exemption 
until January Ist. mE 

At Maidstone, the Corporation tramways manager appealed 
for a number of men. Three drivers and a turner were 
given conditional exemption ; and another driver, a clerk, and 
a blacksmith were refused any time.  . 

West Kent Appeal Court has dismissed an appeal for 


| exemption filed by Mr. G. W. Ironsides (84), electrician, 


Anerley. 

The East Kent Appeal Court has adjourned, for the purpose 
of obtaining a certificate fram the Ministry of Munitions, an 
appeal by Mr. E. Hunt (27), assistant electrician at the 
Faversham Cotton Powder Works. 

Bromley (Kent) Tribunal, on September 20th, granted three 
months’ exemption to Mr. Rilev, electrician, Walter’s Yard, 
and to his electrical machinist, Е. Johnson. : 

Wm. C. Wheeler, electrician, in the employ of Mr. F. H. 


' Norman, Moor Park, Much Hadham (Herts.), has been given 
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exemption until October 7th, with по further appeal without 
permission. 

At Malvern. on the application of the electrical engineer to 
the U.D.C. (Mr. S. Trow Smith), conditional exemption was 
eonceded to W. T. Powell, boiler fireman at the electricity 
and destructor works. A. L. Berridge, shift engineer, also 
appealed for, was given until December 30th for a substitute 
to be found. 

Mr. R. W. Мапе, Bexhill-on-Sea, appealed for Jas. Bloor 
(35), electrician, passed for labour duty abroad, necessary to 
the business. On condition that he joined the Volunteer 
Training Corps Bloor was exempted. 

The Chatham and District Tramway Co. appealed for three 
motor-men and a switchboard attendant. Tt was stated that 
five wounded soldiers had been trained as drivers, but it was 
found that when left to themselves thev lost their nerve, and 
they had to leave the work. Conditional exemption was 
allowed with the consent of the military representative. 

A month's exemption, in order to find a substitute, has 
been granted by Walton-on-Thames Tribunal to F. G. Fuller 
(34), electrician to Mr. W. K. Marriott, Moorlands, Cobham. 

Before the Warwickshire Appeal Court, the Militarv ap- 
pealed against exemption until October Ist granted to Horace 
Walter Gilbert, electrician and wireman. Rugby, and against 
exemption allowed to a charge hand at the Rugby Urban 
Council's refuse destructor. The former case was put back 
for further consideration, and the latter appeal was allowed, 
the exemption being limited to Octoher 1st. 

At Wevmouth, Perey W. Child, electrician, was appealed 
for by Messrs. Brooking & Co., engaged on a Corporation 
housing scheme. A month was granted, with no further 
appeal without consent. 

An appeal, at Sheffield, hy Mr. W. Johnston (35), electrical 
engineer, has been respited for the result of a medical exami- 
nation, and one by Mr. Ernest Jones (33), electrical engineer, 
has been disallowed. | 

Before the Essex Appeal Court, Messrs. Taylor, Walker and 
Co., Upminster, appealed for Albert Robert Barry, their elec- 
trician, who was medically rejected when the war broke out. 
The appeal was dismissed, and consent to go to the Central 
Tribunal was refused. | 

Before the Essex Tribunal, Mr. Frank Marwood Burley, 
electrical engineer, of Southend-on-Sea, appealed for exemp- 
. tion. He said that he was 35 and single, and that his busi- 
ness consisted of putting electrical fittings into houses, and 
m it was the whole of his capital. Ho had contracts running, 
and if he had to close it would be absolute ruin to him. 
Eighteen months ago he offered to enlist. but then he had 
someone to take charge of his business. The appeal was dis- 
missed, and & month's grace allowed. | 

Messrs. Smart & Brown, electrical engineers, Erith, ap- 
pealed to the West Kent Appeal Court for the exemption of 
two fitters, aged respectively 20 and 19. Col. Atkinson agreed 
that the company was doing important Government work, 
but he could not agree to such young men being indispens- 
able. The appeals were dismissed. 

On the ground that he was doing public service in his 
occupation, Exeter Tribunal has granted exemption until the 
end of the усаг to A. Dicker (37), ticket inspector on the 
Exeter Corporation tramways. 

At Honiton, on September Llst, the engineer and manager 
of the local electricity works appealed for exemption. It 
was stated that he had total charge of the works, and was 
the only procurable electrician with sufficient. technical know- 
ledge to manage the machinery, &c. Пе was originally 
starred, and was in a certified occupation. Appellant was 
directed to go before the Medical Board and report the result. 

At Caterham, on September 2Ist, Mr. S. B. Howard. 
manager of the local branch of the Urban Electric. Light 
Supply Co.. Ltd.. appealed for a stoker and mechanic, aged 
98. The Chairman said the Tribunal considered the man in 
a certified occupation, and conditional exemption would he 
granted.  - 

Dover Corporation, on September Brd, appealed for exemp- 
tion for a driver of an electric scavenging vehicle, who had 
already had six months, and could not be replaced. The 
Advisory Committee did not assent. A month was allowed to 
obtain a substitute. | 

At Bolton, lass week, an appeal was made bv a local firm 
on behalf of a man employed in the making of horse shoes, 
but the appeal form also stated that the man in. question 
was employed as an electrical engineer. It transpired that 
he was working as an engineer in the davtime. and at 
the horse shoe business every night and on Saturdays and 
Sundays. The Clerk said the firm employing the man in the 
daytime at his regular work had appealed at Turton for him 
and had been unsuccessful. It would be a peculiar position 
if the Bolton Tribunal allowed the claim in respect of the 
man's spare-time job. The appeal was disallowed. | 

At Oldham, on September 91st, temporary exemption until 
December Ist was granted to an electrical engineer and con- 
tractor, who is 39 vears of age, and said he was doing work 
for the tramway department, ‘which was work of national 
im portance. The whole of his life's savings were at stake if 
he had to go away on Army service. 

At the Aberdeen City Military Tribunal, Messrs. J. Blaikie 
and Sons, T.td., asked exemption for an apprentice electrical 
engineer and а blacksmith. Mr. H. J. Grav, advocate, stated 
that before the war the firm had 62 employés, and 31 were 
now left, 28 having joined the Army or Government service. 


The firm had been experiencing trade grievances in connec. 
tion with employing men at electrical. work who were not 
electricians, Mr. McDonald said the Electricians’ Trade 
Union had eaused a great deal of trouble. The Chairman: 
[t is an unreasonable attitude to take up in these times. Mr. 
Gray. pointed. out that the firm could not overtake the work 
with the men they had. Mr. MeDonald thought the Union 
was raising all the difheulties it could. The Chairman 
asked whether a discharged soldier, though a skilled 
mechanice, could get employment as an electrician. The 
manager said the Union would not accept a man unless he 
had served his apprenticeship to that particular trade. The 
Chairman : That is a disgraceful state of matters. The ap- 
prentice electrical engineer's саш was dismissed, with a 
recommendation for one month, and the blacksmith got tem- 
porary exemption for two months. 

referring to the above, the Branch Secretary of the Union 
has denied that any unreasonable attitude has been taken up 
by it in this matter; he regards the remarks by several mem- 
bers of the Tribunal as being quite uncalled for. ‘* We have 
done all within our power to. keep matters going smoothly. 
All our members are either on work of national importance 
or at the Front. The real grievance is this: While our mem- 
bers are being called to military service, workers employed 
on alien trades are called to do electrical work. These indus- 
trial aliens are eligible for military service. We ask any 
fair-minded individual to think over this point and then con- 
sider whether our protest is reasonable or not.” 

At Burnley Tribunal, last week, Mr. Mozley, tramways 


manager, applied for the exemption of three employés, a cashier 


and two general clerks, aged 30. 28, and 94. Mr. Mozley said 
thev had now got to that stage where they were only left 
with three clerks. who were the seniors of the staffs. They 
had lost 10 men for the Army, and four had left for other 
occupations. The Chairman: Cannot. you get women clerks? 
—]t takes a good many years to reach senior positions, where 
they supervise and check the work of juniors. The Tribunal 
granted exemption to the end of the year to the senior clerk, 
two months to the second, and refused in the case of the third. 

The Northumberland Appeal Tribunal, sitting at Newcastle, 
dismissed the appeal of Frederick Nicholls, aged 22, single, 
who had been a commissioned otficer in the Army, had re- 
мапе, had entered. the employment of Messrs. Armstrong, 
Whitworth & Co.. had been debadged, had gone to à muni- 
tion factory as timekeeper and checker, and was studying 
wireless telegraphy at nights. Appellant asked for temperary 
exemption until January Ist to engble him to undergo 4 
Government wireless examination. 

АБ Southwark, Messrs. Alexander Hawkins & Co., elec- 
trical engineers, of London Road, S.E., applied for the exemp- 
tion of their manager, who previously had been granted an 
extension. The firm had only asked for the exemption of four 
men, 15 having joined up. They had tried to get someone 
to take the man's place, but had failed, although they had 
advertised extensively. The Mayor said some effort must be 
mide to replace this man, as big operations were gomg on. 
Mr. Hawkins said if they were not entirely engaged on Gov- 
ernment) work he would not have appealed. Не had been in 
the firm's employment for 15 vears. One month's exemption 
was yvranted to enable the firmi to replace the manager. 

Mr. F. Freshwater, manager of the Teesside Electric Tram- 
ways, in applying at the Stockton Tribunal for the exemp- 
tion of a clerk, said the man was so indispensable to the соп: 
pany that he was working from early in the morning until 
late at night. Exemption until January lst was granted. | 

At the Richmond (Yorks.) Military Tribunal, a civil engl- 
neer who had been engaged for two vears at the local mili- 
tary camp. applied for an exemption to enable him to pro- 
ceed to India. to act as assistant engineer in electrical works 
near Bombay. The engineer there was a single man, an 
had joined the Colours. Applicant was 32, and had оса 
passed for general service. A strong man was required i 
the Indian post as there were great risks of fever. If he go 
the exemption he thought the emigration officer might issue 
a permit for him to leave the country. The Military repre 
sentative expressed the opinion that the authorities wou 
not permit such an active man, passed for general service, 
to go abroad. Exemption until January 1st was granted. | 

At the City of London Tribunal, Messrs. W. Grantham an 
Sons, builders and decorators, appealed on bebalf of C. ha 
Dalton, the only electrical engineer in the firm's employ. w^? 
was stated to be essential to the business. "е ишо 
representative said that the man had registered as à that 
penter. but thia was explained by Mr. Dalton, who sal the 
he registered as an electrical engineer, but he also put on try 
paper that he was a carpenter as he was engaged a8 y poe. 
instructor at a technical school. Mr. Lister, for the Bi 
said that if Dalton went they would have to close that aa 
ment. The Chairman said that the man was % carpen ei 
and his emplovers were not electricians. They were descr! 
as builders. The case would Һе disallowed. on 

At the Stockton-on-Tees Military Tribunal, when the eld 
agement of a local kinema theatre appealed for @ отв 
electrician and kinema operator, the Chairman явке Pa 
they could send married men into the Army and exe. for 
man such as applicant. Exemption until November 155 
arrangements. 

The Skelton and Brotton Military Tribunal granted ed lo 
tion until January Ist to a linesman in the emp oy 0 
local Council's electric supply undertaking. 
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The Rochdale Tribunal has granted conditional exemption 
t| A. Worrall (29), motor-man, and T. Mason (36), wireman, 
sho were appealed for bv the Corporation tramways depart- 
nent; and temporary exemption until the end of October to 
1 Е. Kershaw (35), traffic clerk, also appealed for by the 
department. Н. Holden (32), einploved in a local mill and, 
it week-ends only as a motor-man on the Corporation tram- 
was, appealed. and was exempted until the end of Novem- 
wr. Án appeal by Messrs. Fryer & Hartley for Thos. Hartley 
if), electrical wireman and fitter, was withdrawn, the man 
having now been badged. | 

At Rawmarsh, on September 22nd, the general manager of 
th Mexborough and Swinton tramways, was appealed for by 
the company, and it was stated that the whole of the tram- 
ws and the electric lighting were under his control. Condi- 
tana] exemption was conceded, and also to an clectrictan 
Agel at the tramway shed, the only man left to repair 
wires and cables. | 

Exemption has been refused to E. C. Stow, electrician, of 
Halstead, Sevenoaks, appealed for by Mr. J. Russell. 

Sevenoaks Tribunal has granted four months’ exemption 
to John Pink (31), electrician to Messrs. S. Young & Son. 

Before the Rerks. Appeal Court, Mr. R. 1T. Cain (32), elec- 
ican in. the service of Princesa Hatzfeldt, of Foliejahn 
Pak, Windsor, appealed against refusal of exemption. The 
Princess also appealed, but exemption was refused. 

At Newport Fale of Wight), Mr. E. W. Tyler, electrical 
engineer, appealed for his son, Mr. A. Q. Tyler (31), the only 
van left to do electric tight fitting. He said that two sons 
vere serving, and a third was called up for October Ist. Can- 
ditional exemption was given. : 

M Ryde, on September 15th, Messrs. Ashton & Holt, elec- 
ina] engineers, appealed for Wm. White (24), the only 
vehanie. left. The appeal was dismissed, and the firm were 
avn leave to go to the Hants Tribunal. 

M Ventnor, on September 15th. L. J. Boxall. of the staff 
of the Isle of Wight Electric Tight & Power 'Co., was con- 
cled a certificate of conditional exemption. 

M Shanklin (Tsle of Wight), on September 90th, Mr. H. 
kuping, electrician, was granted conditional exemption on 
пате in the Volunteers. The same exemption was con- 
“wded to Chas. W. Spencer, apprentice with the Isle of Wight 
поспе Light & Power Co., his occupation being held to he 
à сете one. 

On the appeal of the Corporation. tramway manager (Mr. 
G. Webster), Rochdale Tribunal has allowed exemption until 
November 30th to F. Travis (28), traffic clerk. 

The Wetherby Tribunal, last week, refused the application 
—but not to be called up before October 15th—of a butler to 
Major G. R. Lane-Fox. M.P. (who is on active service). It 
was stated that the butler had the responsibility for the whole 
of the electric lighting and heating plant, being the only man 
lft in the house. There was a nominal staff of S6 men, in- 
duding the Hunt servants; of these 47 had joined the Colours. 
_ M the West Riding Appeal Tribunal, last week, a partner 
ш а private telephone company said last vear the two part- 
ners realised that one cf them would have to go, so it was 
ranged that the appellant, who had certain domestic res- 
Mnsibilities, should remain to run the concer, and the other 
rartner should go. The appeal for exemption was allowed. 

At Morecambe, Mr. H. B. Atkinson (29), electrical engi- 
reer, sald he was now working single-handed, having the 
assistance of only a boy of 15. There was no other electrical 
‘veineer in Morecambe, apart from the borouch engineer. 
He had been in business eight years, and all his capital was 
invested in it; he had about 50 installationer to attend to in 
the town. . In answer to Dr. Watterson (Military representa- 
tive), who questioned the work having to be sent out of the 
twn, and suggested that the borough electrical engineer 
could do it, Mr. Atkinson said that world he a contravention 
ef the law, A little ‘breeze’ occurred when Mr. Tbhhotson, 
(пе horough accountant, attempted to explain the position 
^t the borough electrical engineer and private work. Condi- 
tonal exemption was granted. 


BUSINESS NOTES. 


Ls cmn cud 


v rade and Other Conditions in the Argentine, — U.5. 
E gie J. 8. Calvert, of Buenos Aires, reports that dur- 
к -:19 American sales to Argentina '' increased greatly along 
the result of the absence of competition from 
will prob ligerent powers. A great deal of this business 
nj \elobably be kept after peace is declared, as the attention 
to thi, 3n manufacturers seems finally to have been directed 
поуке, but, in some instances, there have been some 
а others P shipments from the standpoint of quality, and 
considerabl arsh terms of, payment have been exacted to the 
resultin “© annoyance of the Argentina firms? involved, 
however In general criticism. The Situation is not gloomy, 
developed Р the prospects for. retaining the business already 
by the f. eve been made brighter to a considerable extent 
act that quite a number of American firms last year 


established in Buenos Aires branches or properly accredited 
agencies, showing themselves really serious in their desire 
to enter this market. The practice of relying upon irrespon- 
sible or uninterested representatives and, worse still, upon 
the mailing of catalogues, seems to have died ott among 
American firms really inclined to build up their trade with 
Argentina. The cardinal rule in exporting goods to this 
country 1s that they must be shipped exactly as ordered; no 
substitution is tolerated. But during the year the Consul’s 
attention was directed several times to cases where the mer- 
chandise received was not according to samples submitted when 
orders were given. It 18 hardly conceivable that any great 
number of American manufacturers would, if properly advised 
by their representatives, fill any orders from this country 
unless they were in a position to send the exact kind and 
quality of goods ordered, and nothing else, better or worse.” 

Mr. Calvert gives in tabular form comparative percentages 
of imports from the United States in 1913 and 1915. Ameri- 
can electric wires and cables which were nil in 1913 were 14.3 
per cent. of the total in 1915; vau р stood at 13.5 
per cent. American in 1913, but was 31.9 in 1915; iron and 
steel wire increased from 40 per cent. to 93.7 per cent.; and 
steel rails from 21.6 per cent. to 61.7 per cent. 

“Tron, steel, and other metal products were imported in 
smaller quantities than usual in 1915. Very little new con- 
struction of any kind took place, and the policy of retrench- 
ment caused by the crisis of 1913 and prolonged by the out- 
break of the war was continued. The United States, how- 
ever, got a fair share of the business, and increased materiallv 
its exports to Argentina of shect iron and steel, tin plate, and 
wire.” 

The report later states that during 1915 trade between the 


. United States and Argentina developed to a considerable 


extent in articles in which in former years the trade was 
negligible. Among them may be mentioned miscellaneous 
machinery and machines, chemicals, and automobiles. 

"A great deal of this business will be permanently held, 
and may be, in fact, increased. Miscellaneous machi- 
nery. machines, implements, devices, and specialities, not 
specifically mentioned, form, it is believed, quite a large 
part of the total imports from America. At any rate, these 
articles are seen in ever-increasing numbers in the shop 
windows and stores of Buenos Aires. Their good quality 
seems to be generally accepted, the only hindrance to their 
more extensive sale being the high and uniform prices that 
are charged for them in the shops. Taken as a whole, the 
vear 1915 was a very good one for American trade in Argen- 
tina, and the prospects of its continued growth are favour- 
able.” 

Mr. Calvert, in referring to industrial and economic condi- 
tions. says that despite its large exports the country has not 
vet regained its former economic position. Conditions are 
steadily improving. The value of goods imported during the 
vear was small. and stocks were allowed to get low. ere 
is a much brighter outlook for 1916, and * it is confidently 
expected that from now on the situation will improve, that 
business in all lines will grow, and that soon the country 
will find itself in a much sounder condition than prior to the 
panic of 1913, which was brought on largely by speculation 
and injudicious promotion. A good sign of the gradual im- 
provement is found in the drop in the number of commercial 
failures during 1915. 

“The raising of funds on long terms for Governmental 
purposes or important private projects is still a matter of 
securing outside capital, and the restricted amount of Euro- 
pean capital available is not sufficient for the rapid develop- 
ment of the country’s resources, nor, in fact, for the comple- 
tion of some works in course of construction. During the 
vear the question of obtaining American capital to replace 
the European aroused considerable mterest among the Argen- 
tine public, and. as a matter of fact. reached a concrete form 
through the action of American bankers in placing several 
loans for the Argentine Government. There has not. been, 
however, so far as can be learned, any considerable invest- 
iment of American capital in private undertakings.” — 

The report savs that the latest telephone census shows that 
there are 71 establishments in the Republic, with а capital 
of £9.951,086, employing 4.494 persons at a total wage of 
£390,640 per annum. ‘‘In Buenos Aires two systems are In 
operation—the Compañia Unión Telefónica, and the Com- 
pafiia Cooperativa. The former, which is the largest. also 
maintains exchanges in Rosario, Bahia Blanca, La Plata, 
Cordoba, and other cities of the Republic. It is understood 
that efforts are being made to secure а concession for the 
installation of a new service, using automatic instruments of 
American make, in the city of Buenos Aires." 


For Sale—Messrs. WHEATLEY KIRK, PRICE & Co. 
have issued a catalogue of electric cables. fittings. &c., that are 
being sold by tender by order of the Controller of Turner & Burger, 
London. 


Patents and Alien Enemies.—Application has Тоеп 
made to the Board of Trade to avoid or suspend Patents Nos, 
11.530/13 and 11.615/13. granted to the Farbenfabriken vorm. 
F. Baver & Co. for thevulcanisation of caoutchouc, by Mr. A. Smith, 
of Excelsior Works. Clayton. Manchester, who has also applied for 
the grant of a licence in respect of patents Nos. 12.777/13 and 
12,661/14, granted to the same firm for vulcanising processes. 
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A Kingsway Insurance Office.—In the past the whole 
of the headquarters staff of the British Engine. Boiler and Electrical 
Insurance Co.. Ltd., with which the name of Michael Longridge is 
inseparably associated, has been stationed at Manchester. and all 
technical matters have had to be dealt with there. It will readily 
be recognised that in the case of business in London and other 
centres situated at a distance from Manchester, the passing on 
of matters, say. for example. urgent communications respecting an 
electrical breakdown, or the discussion of complicated technical 
points, involved delays. and. perhaps. laborious correspondence. 
The company. which is already so well known to steam and elec- 
trical plant users, and particularly to our readers, by reason of the 
excellent reports of breakdowns that we were annually per- 
mitted to publish until comparatively recently, has struck out 
progressively, in order to obviate the above disadvantages, and thus 
better meet the requirements of its increasing business in the 
: London area, by opening а larger office than formerly in London, 
with a complete staff for dealing with the inspection and insur- 
ance of all kinds of electrical plant. We paid a visit to the 
premises, which are in a thoroughfare which is becoming more 
highly charged electrically as the years pass by. and would have 
been more so by now with the completion of the G.E.C. new offices 
if the war had not interfered, at Imperial Buildings, 56, Kingsway. 
W.C. The guidance of this technical department has been placed 
in the hands of Mr. Н, Llewellyn “I. Foster. M.Inst.C.E.. M.L E.E., 
formerly the chief electrical engineer of the company at their head 
office at Manchester. Mr. Foster, in the course of somewhere about 
30 years’ experience of British electrical machinery and plant, has 
naturally accumulated a very wide practical experience of many 
types of manufactures which stands him in excellent stead in 
dealing with insurance questions in connection therewith. and he, 
with his staff of inspectors, will be available in readiness for 
handling matters of emergency with expedition and skill. Mr. 
H. F. Taylor, formerly secretary to the company. has been appointed 
to take charge of the new London otlice, and with him is 
associated Mr. W. J. Walsh as assistant manager. These two 
gentlemen have likewise migrated from Manchester. Considering 
the difficulties of securing workers in war-time, the matter of 
engaging a suitable office staff has been well handled. and with 
every modern office equipment, and an excellent svstem of electrical 
illumination, a good start has been made in setting a new oryan- 
isation to work amid congenial surroundings. 


The German Cable Makers’ Syndicate.— Тһе agreement 
of the Syndicate of Cable Makers. to which all the larve German 
electrical firms belong, would nominally expire with the end of 
September. Negotiations. however, have been proceeding with a 
view to a further provisional extension of the Syndicate for a 
period of six months, a definite prolongation being postponed until 
after the war. The situation of new business under existing con- 
ditions is characterised as very quiet. It is also reported that the 
Syndicate of Makers of Insulated Conductors has been renewed 
until the end of June, 1917. 


Concordia Electric Wire Co., Ltd.—4A notice, dated 
September 20th. issued by the secretary of this company. announces, 
by direction of the Public Trustee. that а [British syndicate has 
purchased the shares vested in him under the powers conferred by 
the Trading with the Enemy Amendment Act, 1916. Pending the 
reconstitution of the board, no orders will be recognised by the 
company unless they are issued on the official order forms of the 
company, signed by Mr. К. Belcher. one of the existing directors, 
and countersigned by Mr. Leonard Thornton, the secretary. 


Book Notices.— Whiltakers Arithmetic of Electrical 
Engineering. London: Whittaker & Co. Price 2s. net.— This is 
the third edition of a useful collection of examples. examination 
questions, &c., many of which are worked out in full. In the new 
issue two new chapters have been inserted, dealing respectively 
with electricity supply economics and illumination. and a consider- 
able addition has been made to the number of exercises. 

The Indicator Handbook. By С. N. Pickworth. Manchester : 
Emmott & Со.. Ltd. Price 3s. net.—This. the fifth edition, has 
been brought up to date, and a note has been added on recording 
indicators which are actuated electrically. The book is one of those 
which merit the title of "standard " works, and is indispensable to 
the user of the indicator. 

" The Fan, including the Theory and Practice of Centrifugal and 
Axial Fans." ВуС. Н. Innes. London : The Technical Publishing 
Co., Ltd. Price 8s. 6d. net. 


Trade Announcements.—It is officially announced. that 
the Board of the BRITISH MANNESMAN TUBE Co. has been recon- 
stituted, and the directors are now :— Мг. Richard S. Guinness 
(chairman), Sir Robert Balfour. Bart., M.P., Sir Hugh Bell. Bart.. 
and Mr. С. Не еу (managing director), Mr. Hugh W. Dunn will 
continue to act as secretary. 

Mr. F. J. Roden has resigned his position as a director of the 
E.S. Co.. Ltd., of " The Light House.” 233. Tottenham Court Road. 
W.. and his interest in the business has been taken over by Mr. E. 
Cecil Beman, the managing director, who will be entirely 
responsible for the direction and control of the company. 

MESSRS. GEORGE ELLIson, of Birmingham, have removed their 
Yorkshire Branch Office from Sheffield to Standard Buildings, City 
Square, Leeds. 

Mr. EpwiN T. Lrnnow. electrical engineer and contractor, has 
removed to 87. Parkhurst Road, Holloway. N. 


Bankruptcy Proceedings.—THoMAS Brookes, Hales- 
owen, electrician at munition works.— First meeting, Septem- 
ber 29th ; public examination, October 25th. 


The Electrical Company's Stock for Sale.— Messrs. 
WHEATLEY KIRK, PRICE & Co. are offering for sale by public 
tender the business. British trade connections. and stock of the 
Electrical Co., Ltd. Full particulars are given in our advertisement 
pages to-day. | 

Catalogues and Lists.—CaRRON Co., Carron, Falkirk. 
—New seasonal catalogue of electric heating appliances. In the 
course of 24 pages, illustrated, particulars and prices are given of 
various designs of luminous radiators, electric stoves, electric fire 
interiors, electric fires, Carron elements, dog grates, and electric 
fireplace suites. Several new models are shown, but the particular 
feature of the list is the Carron electric fire interior. 

MESSRS. CREDENDA CONDUITS Co., LTD., Chester Street, Aston. 
Birmingham.-—Leatlet illustrating new designs in electric fires. for 
which the London agents are Messrs. Baxter х Caunter, Ltd. 


Trade with Russia.—^A representative of the British 
Board of Trade has arrived at Nijni Novgorod with the object of 
establishing direct trading relations between the Russian and British 
markets. For next years Fair, the British Board of Trai 
will organise an exhibition of British manufactures which can he 
exported to Russia.— T'i mes. 

The Daily Chronicle says that at present two representatives of 
the Indian Government, Messrs. Blake and Chadwick, are in 
Petrovrad on a special mission of study and inquiry into the possi- 
bilities of future trade intercourse between Russia and the Indian 
Empire. 


Private Arrangements.—J. W. SrxPsoN, 5, King Street. 
Margate, electrician..- A circular, dated September 25th, has been 
issued to the creditors herein by Messrs. Poppleton, Appleby and 
Hawkins. of 4. Charterhouse Square, E.C., stating that Mr. Simpson 
has consulted them respecting his affairs, as they are representing 
several of his trade creditors. and in order to protect the estate, the 
debtor, on the advice of his solicitor. has executed a deed of 
assignment to Mr. E. Н. Hawkins, as trustee for the creditors. in 
consequence of one execution having been levied and others 
pending. As а result of negotiations with the execution creditor. 
a satisfactory arrangement has been made whereby the execution 
will be withdrawn on terms. and it is proposed that the estate 
shall be wound up under the deed, an offer having been made for 
the purchase of the stock and fixtures by private treaty. The other 
assets consist of book-debts. which the trustee will collect, and in 
three months' time it will be possible to close the estate and dis- 
tribute a dividend. The debtor states that his unsecured liabilities 
amount to £363 and the assets to £265, subject to preferential 
claims of about £100. The largest trade creditors have approved 
of the arrangements that have been made. 


LIGHTING AND POWER NOTES. 


Aldershot,.— The electrical engineer has been instructed 
to present a full report on the present, position and future require- 
ments of the electric light undertaking. 


Bedford.— Loan Sanction, &c.— The Finance Committee 
reports that application has been made to the L.G.B. for sanction 
to borrow £41,900, in connection with the electricity undertaking. 
and that sanction has been granted for £4.072. It will, therefore. 
be necessary to include in the revised estimate the sum of £825. 
the amount disallowed. to meet which the Committee recommends 
that the present increase of 5 per cent. on the electric light charges 
be increased to 10 per cent., until further notice. The recom- 
mendation was referred to a Committee of the whole Council. The 
Committee stated that inquiries were being made by contractors 
revarding a supply of energy for lighting. power and cooking pur- 
poses for a new factory. and when it was ascertained what would 
be required and what the firm would be prepared to pay. the matter 
would be laid beforethe Council. The engineer has been directed to 
make house connections in all cases he deemed proper, on condition 
that the whole capital expenditure in connection therewith shouid 
bé borne by the applicants. 


Bispham.—Paicr INcREAsE.— The U.D.C. has decided 
to increase the charges for electricity from October Ist. owing t^ 
the increased cost of production as follows :-—For lighting pur- 
poses by 14. per unit ; for other purposes by 20 per cent. 


Canada.— The Attorney-General for Ontario has rejected 
an application of the Electrical Development Co. for permission to 
take action in the Ontario Courts as to the right of the Hydro 
Electric Commission to undertake the proposed Chippewa-Niarara 
development. It is also stated that the Province of Ontario would 
oppose any application to the Dominion Government for dis 
allowance of legislation passed by the Ottawa Legislature last 
session. 


Colombia.—The Municipal Council of Zaragoza Depart- 
ment of Antioquia has been authorised to raise & loan of £3.000, 
for the installation of an electric power plant and the construction 
of an aqueduct. 

The Municipal Councils of Mosquera (Cundinamarca) and Con- 
cepeion (Antioquia) are borrowing £2,000 and £1,000 respectively 
for electricity purposes.— Board of Trade Journal. 

Crayford.—Ptsiic Licurine.—The Р.С. has appro’ ed 


of a draft five years’ agreement with the West Kent Electric Co. 
for lighting the roads on the new estate at Barnes Cray. 
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Continental.—^PArN. — Application has recently been 
made for a concession to utilise the water power of the River 
Cadagua, in the Valle de Mena (Province of Vizcaya), for the gene- 
ration of electrical energy for lighting and power purposes in the 
town and district of Nara. 

The Sociedad Anonima Portland Iberia has set up a very complete 
Portland cement factory at Castillejo, some 60 miles distant 
from Madrid, on the River Tajo, whose waters are utilised in con- 
nection with a hydroelectric station, to drive the plant, which 
is capable of an output of 60,000 tons of cement yearly. The 
specifically cement-making plant has been supplied by the firm of 
F. L. Smith, of Copenhagen ; the hydroelectric and electric plant 
by E. Grasset & Co. and Brown, Boveri & Co. There are three 
groups of Francis turbines, driving Brown, Boveri alternators. 
The pressure of the alternators is 3.150 volts, raised for trans- 
mission to 30,000 volta. three-phase. The electromotors are coupled 
direct to the machines they drive. They are non-synchronous 
motors of Brown. Boveri make.— /»ndwsíria e Invenciones. : 

NORWAY. — The town authorities of Drammen have voted 
1.073,000 kroner for various works, with a view to utilising addi- 
tional power from the commune's power station at Labro. 

The municipal authorities of Aalesund have voted a sum of 
528,300 kroner for the building of a hydro-electric station on the 
Spilkevik River, the erection of transmission lines, Kc. 

The commune of Fjeld has decided to expend 300,000 kroner on 
an electric supply scheme. 

The district authorities of Grytten have arranged to purchase 
the Stavemfos waterfall and erect an electric generating station. 


Crompton.—E.L. Proposans.—The Electricity Com- 
mittee of the Oldham T.C. has expressed its willingness to meet a 
deputation from the U.D.C. to discuss the question of supplying elec- 
tricity to the district. The request of certain local manufacturing 
firms that Oldham should supply the electrical energy required at 
Shaw station for a loading crane was supported by the U.D.C., but 
the Corporation cannot see its way to supply the station alone 
owing to the small demand. It is understood that the residents of 
Shaw are anxious to obtain a supply of electricity, and the Cor- 
poration is evidently prepared to make the necessary arrangements 
provided suitable terms can be arranged with the U.D.C. 


Croydon.—The Electricity Committee has decided to 
accept the offer of Messrs. Callender to lay a new H.T. feeder from 
the generating station to the sub-station in Southbridye Road. the 
total cost, with provision for public street lighting, being estimated 
at £1,535, which is to be charged to reserve. ' 


Dover.—PRicE INcREasE.— The T.C. has decided, in 
order to meet expenditure, to increase the price of current supplied 
to private consumers, the tramway, and for power by id. per unit, 
and for heating from 2d. and ld. to 2d. and 14d. 


Haslinden.—An anonymous donor has forwarded a 
cheque for 50 guineaa for the purchase of an electrical machine for 
use in the massage department of the Auxiliary Military Hospital 
during the war, and afterwards for private use by Miss Harrison, 
the masseuse at the hospital. . 


Heston and Isleworth.—The electrical engineer reported 
that the estimated loss of revenue through the non-lighting of the 
street lamps in the September quarter was £244, and the net loss 
£174. The Council agreed that the works department should bear 
half the loss. 


London.—5TOoKE NEwINGTON.—There was a surplus of 
£1,023 on the year's working of the electricity undertaking ; £500 
has been allocated to reserve, £500 to reduction of rates, and the 
balance carried forward. 

The Finance Committee has received a claim from the Inland 
Revenue authorities for £350, excess profits tax in respect of 1915, 
based on & three years' average. 

PoPLAR.—The Electricity Committee has considered a report by 
the engineer on extensions required to meet increasing demands, 
the installation of an additional 6.000-Kw. set is estimated to cost, 
under present conditions, £76,500, of which £64,750 would be 
chargeable to loan account. As an alternative the engineer 
suggests linking-up with the L.C.C. tramway generating station 
at Greenwich, which would involve a capital expenditure by the 
Council of about £8,100. The Committee stated that if this scheme 
ів adopted it would be of advantage to both undertakings, the 
peak of the load at the two stations occurring at different hours ; 
the engineer is to continue negotiations with a view to its adoption. 
The Committee recommends the provision of a Lee recorder on the 
turbines in the old engine room. The Committee arranged for the 
provision of an electrical exhibit—jointly with Stepney B.C.—at 
the National Economy Exhibition at the People's Palace. 

Acting in collaboration, the engineers of the Poplar and Stepney 

rough Council electricity departments have got together a very 
attractive exhibit, comprising lighting fittings, motors, vacuum 
cleaners, and a great variety of heating and cooking apparatus, 
representing most of the well-known makers. Electric irons, of 
Which a considerable number are used in these districts. form a 
Prominent feature of the show, the ease with which they are 
coupled up to a lampholder and put to good service being demon- 
strated by a young lady. It is remarkable how a living exhibit of 
this kind appeals to the passing crowd. Actual demonstrations of 
the cooking of cakes, boiling water, &c.. are also given. The 
engineers in charge of the stand report that good work is being 
done in educating the public to a due appreciation of the con- 
venience and other advantages of electricity in heating and cooking 


—the lighting speaks for itself; in addition to the local visitors 
many West-End residents have called at the stand. & fact which 
emphasises the importance of efficient collaboration between all the 
metropolitan supply undertakings—for this East- End exhibition is 
thus directly benefiting the West-End supply authorities, at no cost 
to the latter, and the service should be reciprocated. Clear evidence 
is afforded by the exhibits of the progress that is being made іп 
the design of heating and cooking apparatus. Poplar having led 
the way in connection with " halfpenny units.” it is pleasing to 
record that excellent results are being obtained ; the lighting 
charges have not been increased during the war. and the power 
charges, in spite of the great cost of coal, have only been advanced 
10 per cent. 

KENSINGTON.-—The B.C. has been recommended to agree to the 
proposal of the Notting Hill Electric Lighting Co., Ltd., to increase 
the charge for electric current by a further 10 per cent., bringing 
the price to 6d. per unit. | 


Ormskirk.— The B. of С. has decided to ask the Chloride 
Electrical Stora;re Co. to put the battery in order, under the terms 
of the maintenance agreement, and is to employ Mr. Gibbs, who 
has been appointed consulting engineer, to superintend the work. 


Rawtenstall.—l.aNkriNG Up.— The engineer recently 
reported that the original scheme for the supply of electricity to 
Haslingden had been amended in order that Rawtenstall electricity 
undertaking might be linked up with the Accrington undertaking. 
A larger cable has been laid. and additional switchgear will be 
necessary : application is to be made to the L.G.B. for sanction to 
borrow £100 for this work. 


Rochdale.—WoRkKs EXTENSIONS.—At a meeting of the 
Gas and Electricity Committee the Works Sub-Committee reported 
against the recommendation of the borough electrical engineer that 
the full scheme of electricity works extensions and improvements 
(recently suggested as desirable by an expert adviser). should be 
carried out, and the report was adopted. The full scheme was 
estimated to cost £60,000; the smaller scheme, now in hand, is 
estimated to cost £ 10,000. 


Shipston-on-Stour.—4A meeting was held on September 
21st to consider the desirability of taking over the plant of the 
Electricity Co. and amalgamating the concern with that of the 
Gas Co. It was announced that the directors of the Gas Co. would 
be pleased to amalgamate if the proposals were considered to be 
suitable. A provisional Committee was appointed to gothoroughly 
into the matter. | 


Southampton.— The question of coal storage at the 
electricity works is causing difficulty, and the Committee is 
approaching the Railway Co. to extend its sidings. In connection 
with a new arrangement for dealing with the ashes in the boiler- 
house, it will be necessary to install an elevator similar to the one 
now at work. The engineer reports that cable faults developed in 
the Western Shore Road recently, between the West Station and 
the works, and near the Baths; it was found that continuous 
flooding by sea water had caused deterioration of some of the 
cable, and the engineer has been authorised to renew it at & cost of 
nearly £300. The Committee authorised him to carry out the 
works suggested. 


Walton-on-Thames.— PRICE INcREAsE.— The B. of T. 
has informed the U.D.C. that it has consented to the varying of the 
maximum prices in the local Electricity Supply Order, the price 
for September 30th to be 7d. per unit. 


West Ham.—PRicE IxcREAsEs.— The E.L. Committee 
has decided to recommended a general increase in the rates charged 
for electricity. The engineer has arranged for the rewinding by 
the contractors of the 5.000-KW. turbo-alternator which failed, and 
is to make arrangements for the repair of No. 6 engine. 


Wigan.— Loan APPLICATION, &С. — The Т.С. has 
decided to apply to the L.G.B. for sanction to borrow £11,038 for 
a cable to connect Hindley and Ince to the Corporation generating 
station, and to provide transformers and switchgear. 

Ata special meeting of the T.C. on Wednesday last week. the chair- 
man of the Electricity Committee, in proposing the adoption of the 
minutes of that Committee, stated that it had been found impera- 
tive to terminate the appointment of the electrical engineer. and 
further tendered his own resignation, if it was considered that he 
was partially responsible for the situation which had arisen. 


TRAMWAY and RAILWAY NOTES. 


Blackpool.—TRaFFic REcoRDs.—Figures presented to 
the Tramways Committee, on September 21st. show that during 
the four weeks ending September 14th the receipts were £18,906, 
compared with £14,967 last year, an increase of &3.939, or nearly 
£1,000 a week. The receipts per car-mile reached the high figure 
of 2s. 10{4., an increase of id. From April Ist to September 14th 
the receipts were £65.508, compared with £53,379. an increase of 
£12.129. The passengers carried numbered 10.230,229, compared 
with 7,884,432, an increase of 2.345,797, The takings per car-mile 
were 2s. 2d., an increase of 24d, | | 
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Cardiff.— AccipENT.—On Saturday last a саг was pro- 
ceeding at a moderate speed. when the overhead trolley-arm left 
the wire and swuny with ereat violence against ап iron standard. 
The arm was broken off and fell on top of the ear, inflicting face 
and head injuries ou four passengers. 


Clayton-le-Moors.— The Lanes. and Yorks. Railway Co. 
has applied to the B. of T. for an extension of time until June 5th, 
1915. for completing the works authorized in the Clavton-le-Moors 
Light Railways Order, 1912. which includes work in the districts of 
Clayton-le-Moors U.D.C., Burnley R.D.C., and in the Borough of 
Accrington. 


East Ham.—Hatrreenxy Fares.—The Council has 
considered the question of the abolition of halfpenny tramway 
fares and stazes : in view of the fact that up to the present the 
L.C.C. has not arrived at any definite decision on this question, 
further consideration haa been deferred, and the Mayor, the 
chairman of the Tramways Committee, and the enginecr have been 
appointed to attend any conference of the metropolitan boroughs 
that may be convened on this question. 


Glasgow.— At its last meeting the T.C... by a large 
majority, decided to increase the working hours of the tramway 
depart ment from 51 to 54 per week, except in the cases of permanent- 
way labourers, mains and cable labourers, and red-leaders, in whose 
cases the hours were raised to 56, and to pay a war bonus of 2s. to 
the men and Is. to the women. It was explained by ex-Bailie 
Montgomery, the convener, that. even this increase did not bring 
the employes up to the standard of the working hours in similar 
undertakings. For the extra three hours it was proposed to pay 
time and a half. The addition to the wages bill would be £44,405, 
and the net cost, allowing for the value of the three extra hours 
work. would be £25,393. "The increases represented an advance of 
11 per cent. on the wares since June. 1914 

It was reported at the T.C. meeting that altogether 1.091 women 
had been engaged. 630 had resigned. and 85 had been dismissed ; 
there were now 1.385 women on the cars, of whom about 150 were 
employed as drivers. 


Lowestoft.—The tramway receipts for the four. weeks 
ended July 22nd totalled £631, comparing with £801] for the 
corresponding period last vear. To September 9th the receipts 
were £6,809 as compared with £8,739, The Tramways Committee 
has recommended that £750 be provided in the borough rate on 
account of the deficiency : it has been decided that from October Est 
the cars shall cease running at 8 p.m. The tramway manager 
has been instructed to employ women drivers if necessary. 


Oldham.— FEMALE LABOUR —Six female саг cleaners 
have now been pnt on for night shift work at the sheds. in addi- 
tion to the female car cleaners who work through the dav. The 
manager reports difficulty in getting suitable women as car con- 
ductors. and he told his Committee that. Manchester and Preston 
appeared to be experiencing the same difficulty. 


Rochdale.— The Tramways Cominittee has refused an 
application by the local branch of the Tramway and Vehicle 
Workers Union for an increase of waves for the workers in the 
tramway department. 

COLLISION. -Two cars came into collision on the Spotland 
route on Sunday night, and considerable damage was done to both 
of them. The drivers were injured, and had to be taken to the 
infirmary. 


Rotherham,—Co.L.ision.—On Saturday last, as a result 
cf a collision between two ears on the Dalton section of the 
Corporation tramways. five women and two children were slightly 
injurcd. 


Swansea.— Tramway LEasES.— The B.C. has received 
а recommendation of the Tramways and Electric Lighting Com- 
mittee that new leases be granted by the Corporation to the 
Swansea Improvements and Tramways Co. of (a) the tramways 
included in the tramway lease dated October 23rd, 1906: (5) the 
light railways and electrical equipment included in the light rail- 
way lease of October 23rd. 1906; and (ce) the tramways recently 
constructed under the Swansea Corporation Act, 1912, and that. the 
existing tramway and light railway leases shonld be surrendered. 
For the sake of economy the Council resolved that one new lease 
he ranted, and that if such a course is not practicable the three 
new leases be granted. 


TELEGRAPH and TELEPHONE NOTES. 


Breakage of Insulators.—During the hearing of a case 
at Oldham Police Court. in which a boy was summoned and fined 
for damaging insulators on the telegraph poles, it was stated that 
about 1.000 insulators in Oldham had been broken during the past 
12 months. 


New Zealand.— The Telegraph Money Order Service, 
which was instituted on July Ist last with certain of the British 
Oversea Dominions, will be extended on October 2nd to British 
Guiana and New Zealand. The transmission of the telegrams of 
advice at the deferred rates reduces the charges by one-half, 


Norway.— A соџігасі has heen concluded, through the 
firm of A. B. Laurentzon. with the Western Electric Co.. for the 
building of a new telephone exchange in the town of Hamar. 


Science in France.—The French recognition of the need 
for a closer harnessing of science in the service of electricity is 


shown by a recent. decree signed by the President of the Republic. ` 


In his covering letter to the President. the Minister of Commerce, 
Industry, and Telegraphs states that the war has exercised a real 
influence on the rapidity of the progress accomplished in the last 
two years in telegraphy and telephony: it bas led scientists and 
technicians, whose labours were formerly directed elsewhere, to 
occupy themselves with problems raised by these subjects and 
radiography. It has also definitely affirmed the need for a 
collaboration of science, industry. and the public services. Hence 
it is needful to call for the assistance of eminent scientific and 
technical persons for the settlement of such problems as are raised 
by telerraphy and postal equipment, and that their services to this 
end should be retained permanently. Then follows the indication 
of the creation of a single Technical Committee, in six sections, in 
the room of the several Committees formed at varions periods pre- 
viously. It is incidentally remarked that the staff of the Adminis- 
tration of Posts and Telegraphs has grown from 75,000 in 1895 to 
135,000 at the present time. 


Telephone-tapping.—On September 25th, charges of 
unlawfully having plans and telephone-tapping apparatus in his 
possession, which had been preferred against John Yeardye, an 
inspector of works, were withdrawn by the military authorities, who 
ascribed the incident to Yeardye's carelessness and inquisitiveness. 


_ Wireless Telegraph Patent Décision The all-important 

valve" patents have been oceupying the Courts of the United 
States for a considerable time in an action brought. by the Marconi 
Co. against. Dr. Lee De Forest for an infringement of their Fleming 
patents, and a counter-action by De Forest claiming damages for 
infringement by the Marconi Co. Judgment was given last week 
in favour of, the Marconi Со. Dr. Fleming's patents were declared 
to be master patents, not anticipated by De Forest or anybody 
else. The De Forest. Audion was held to be an infringement of 
the Marconi Co.'s Fleming patents. 

The Atlantic Communication Co. of America, а subsidiary com- 
pany of the Telefunken Co. of Berlin, has infringed a number of 
patents in order to obtain a possible wireless service across the 
Atlantic. and fearing an action by the Marconi Co. against it 
which is pending, recently purchased Lhe De Forest. patents for the 
sum of 8150.000., 

Dr. Fleming's "valve," апа many infringements of it, have been 
largely responsible for the developments in the reception of wire- 
less telegraphic messares over long distances. It was the intro- 
duction of these " valves " which rave a value to the Poulsen 
system. and has been principally responsible for such success as the 
Germans have obtained both abroad and at home in wireless 
telegraphy. We are informed that the experiments recently carried 


out in wireless telephony in the United States, which gave sensa-* 


tional results, were achieved solely by the use of the Marconi Co.'s 
Fleminz valve patents. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYDNEY.—January 22nd, 1917. Electrical 
plant (converter, battery. booster. and switehboards) for the 
Castlereagh Street sub-station, for the Municipal on Specifi- 
cation trom E.L. Department, Town Hall.* 

MELBOURNE.—September 29th. City Council. 
н.р. copper cables. See "Official Notices " September sth. 

October Lith. For the Deputy P.M.G. (1) Sleeves and tapes 
(Sched. No. 1.855), and (2) 3.100 stay-rods, with low tighteners 
(Sched. No. 1.359).* 

October 18th. Victorian Government Railways. Electric time 
releasing mechanisms for automatic signalling (Cont. No. 30,343).* 
November Ist. 50,000 у Том flame arc carbons.* 

December lith. Ciy Council. Supply and erection of coal 
transporter plant. See " Official Notices ` September Lith. 

PERTH- - November Sth. P.M.G. Accumulator parts (Schedule 
527 W.A.). 

SOUTH  AUSTRALIA.— November 15th.  P.M.G.s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 


Grenada.— October 31st. The Government of Grenada, 
British West Indies, is inviting proposals for supplying electricity 
for lighting and power in the town of St. Georges, Grenada, and 
residential suburbs within a radius of three miles. Plan and 
particulars, £2 2s. Tenders to Colonial Secretary. Grenada, British 
West. Indies. 


Halifax.—^eptember 25th. L. and Y. Railway. Twelve 
months’ supply of steel sheets (Siemens and electrical). schedule 51. 
Mr. Warino, stores deparument, Osborne Street, Manchester. 


Johannesburg.— Municipal Council. "Twelve gross of 
carbon brushes for electric motors. (Contract No. 178.)* 


iate and , 
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New Zealand. — WELLINGTON. October ТИ. Public 
Service Stores Tender Board. 1,000 magneto extension bells, 1.000 
ohins.*® 


Paris. — October 2nd. Four lots of rubber-insulated 
telephone cables. Particulars from the Direction de l'Exploitation 
Téléphonique 2° Bureau, 105, Rue de Grenelle, Paris. 

October 2nd. Nineteen lota of paper-insulated, lead-covered 
electric cables (one lot relates to the transformation of old 
material) Particulars as above. 

October 7th. Thirty-three lots of porcelain or glass double and 
single bell insulators. Particulars as above. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


Faversham. — T.C. 500 tons of Welsh coal for the 


electricity works : Messrs, Davis, £2 Is. 6d. per ton. 
Glasgow.— Tramways Committee. Tenders accepted :— 


V.LR. cable.— Pirelli, Ltd. 
Chilled-iron brake blocks. -Miller & Co. 


Johannesburg.—The Town Council Works Committee 
proposed to accept an offer of the South African General Electric Co. to 
let on hire an electrically-driven vehicle for street-watering purposes 
for £10, plus £12 for a driver, and £15 for yaraging, charging, 
oiling and greasing total £37. To mount a 450-gallon tank with 
a sprinkler on the vehicle will cost £6 10s. The purpose of the 
Committee is to make a comparison of cost between horse and 
motor-driven traction. 


London.—PoPran.—The Electricity Committee reports 
having invited tenders from 15 firms for the provision of ash- 
handling plant at the generating station, but two tenders only 
have been received, nearly all the firms being fully occupied with 
war work. Only one of the tenders received is complete. The 
most complete scheme is that of Messrs. Strachan & Henshaw, of 
Bristol, at a total estimated cost of €3.855. An alternative scheme 
for loading into wagons only, with grab. but allowiny in construc- 
tion for eventual extension in accordance with the complete 
specification, has been obtained. the estimated eost, exclusive of 
foundations, being £1,419. With the foundations, the total cost 
of the scheme is estimated at + 1.600. The plant is necessary to 
enable the motor-wagons obtained for removal of ashes, and now 
loaded by manual labour, to be fully and economically utilised. 
The Committee recommends that ash-handling plant, as specified, 
be obtained and erected at a total estimated cost of £ 1.600. 

SOTTHWARK.—The Electric Light Committee has accepted the 
following tenders for coal :--Messrs. G. Hinchlitfe & Co., supply 
during 12 months of 7.000 tons Midlands 14-in. slack, at 21s. 11d. 
per ton ; and Messrs. E. Foster & Co., supply during 12 months of 
2000 tons West Cannock 2-in. slack, at 22s. 5d. per ton. 


New Zealand.—WELLINGTON.—The following tenders 
have been accepted by the Public Works Department : - 


Bare copper wire and cable, £2,140.--S. Brown, Ltd. 
Braided cable, £3,853. -- Lawrence & Hanson Electrical Co., Ltd. 
Insulated cable, £2,576.— Turnbull & Jones, Ltd. 


—-Vew Zealand Shipping and. Commerce, 


Southampton.—The contractors for installing electric 
light at the Eastern District School have written stating that when 
tendering they had a favourable offer for tubes. fittings, &c., which 
has since been withdrawn. and in the circumstances they must 
withdraw their tender or increase the amount by £55. А sub- 
committee is considering the matter. 

Tenders accepted for coal for the electricity works :—- 


Usher & Co.— 1,800 tons Bolsover 13-in. slack, 23s. 6d. per ton. 
Cory Bros. & Со. —1,000 tons Ibstock D.S. nuts, 27s. 6d. per ton. 
Stewart & Co.--900 tons Stockingford nuts, 276. 6d. per ton. 
Bradbury & Со.--300 tons Measham nuts, 2s. 2d. per ton. 


[ 


NOTES. 


On Setting the Clocks Back.—Mr. F. Hope-Jones, 
M.LEE, M.Brit.Hor.Inst., kindly sends us the following hints on 
the proper method of restoring our tlocks and watches to the paths 
of probity and rectitude :— 

fany millions of clocks and watches will be set back an hour 
on Saturday night at the end of the month. and there is no doubt 
that some damage and much inconvenience will be caused by care- 
less handling of them, particularly in the case of striking clocks. 

i Watches and time-pieces—the latter easily distinguishable by the 
act that they have but one key-winding hole—can be turned back 
an hour without fear of damage, because the hands are spring-tight 
Tn the axles of the wheels. 
s Striking clocks are of two kinds. one in which the hourly pro- 
ramme 18 dictated by a snail and rack, and the other which 
accomplishes it by means of a “dividing " or " locking " plate. In 
latter, when you turn back the hands you do not carry the 


striking part with them. and if they are once out of phase with 
the striking, they will not right themselves. 

If you are in doubt as to which of the two classes your striking 
clock belongs to. and none but a professional wateh and clock maker 
or an expert amateur is likely to know. it. will be well to treat all 
striking clocks in the same way and either stop them for ап hour 
and then start theim again, or set them forward 11 hours. The 
latter course is recommended as being the easiest and least likely to 
interfere with their internal arrangements. But vou must be 
careful to give them time to strike after each hour and between the 
quarters if necessary. 

Employés’ time registers and workmen's time recorders of all 
kinds, on the other hand, mnst be stopped for an hour and restarted, 
otherwise the typeprinting mechanism will be put out of phase 
with the clock. 

When daylight saving was introduced in May last, it was said 
that electric clocks had come into their own, and it was certainly 
а great boon in some thousands of business establishments, fac- 
tories, and institutions to be able to кеб on all the clocks in a few 
minutes by merely pressing a lever in the master clock. 

But there is no such automatie device in electric clocks for set- 
tine the clocks back. and the controlling pendulum should be 
stopped for an hour and then set coing again. Of course.on board 
ocean liners. where the clocks are changed daily, " Synchronome ` 
installations are provided with special facilities for the purpose, 
On turning the hands of the master clock hack, the dials through- 
out the ship are short-circuited and have to wait until the hands 
of the master clock have reached the place from which they were 
moved, automatically switching in the others again. , It has never 
been suzrested that daylight saving justifies this device being 
fitted to ordinary installations ; however; it is no small advantage 
to be able to stop and start. large yroups of electrical impulse dials 
by dealing with their master clocks, and the Svynchronome Co. will 
set 5,000 to time by this means in London alone. To sum up :— 


Watcher... ae ... Set the hands back. 

Non-striking clocks Set the hands back. 

Striking eloeks e. Set forward 11 hours and allow 
plenty of time for them to 
strike. 


Stop for an hour and restart. 
Stop for an hour and restart. 


Emplovés’ time recorders 
Electric clocks .... sia 


The Changed Outlook of Labour.— Mr. Stephen Walsh, 
M.P., chairman of the Works Section of the English Conciliation 
Board, speaking at Wigan. on Saturday. said that our own people 
had often been set aside while positions of trust and responsibility 
had been viven to Germans; but wherever the Germans went 
they had not merely been carrying on their freedom of trade; 
they had at the came time been carrying on an accursed system of 
spying in our midst. which had almost. led to the undoing of the 
nation. British fairplay was proverbial all the world over. and we 
had carried it to such a degree under the guise of trade that there 
had been traitors in our midst who bad almost destroyed the 
kingdom and all that it stood for. After the horrible facts which 
the last two vears had viven us. surely it was the lesson of common 
sense, not to speak of high statesmanship, to develop our own 
resources in our own land. Why should we always make ourselves 
the dustheap and the dunghill of the whole world? "There was a 
thousand and one thines which we could just as well produce in 
our own land, or in the Dominions affiliated with us, instead of 
being dependent. upon the foreigner.— Morning Post, 


Liverpol Electrical Dispute.—3 long drawn out dispute 
between the Liverpool Master Builders" Association and the Liver- 
pool branch of the Electrical Trade Union seems at last to be on 
the wax to settlement. "The friction arose out of a demand on the 
part of the men for increased wages, reduced hours. and various 
minor concessions. Arbitration was at length agreed upon between 
the parties, and the Rev. H. Bunnico is acting as arbitrator, his 
decision to be final. He is now in Liverpool taking evidence with 
the object of ending the deadlock. -Lirerpoal Post. 


A Lamp-Filament Вгеакег. — A device for breaking the 
filaments of incandescent lamps which are returned into its supply 
depart ment, has been constructed by the Boston Edison Co.. and is 
in regular use in the local lamp division, Among the thousands of 
incandescent lamps returned ая having been burned out by cnstomers 
are many which, though not entirely useless, are, nevertheless, 
unfit for further service. To prevent purchasers from sorting the 
lamps and reselling those with filaments intact. a means of breaking 
the filaments of lamps of sizes np to 250-watt tungsten was sought. 
As а result. an apparatus was constructed consisting of a laminated 
U-shaped electromagnet with a gap sufficiently wide to admit a 
large-sized lamp between its jaws. А quick-acting lamp socket is 
arranged between the jaws of the U and is supplied, in series with 
a resistance. from a 220-volt А.С. cireuit. In addition to this fixed 
resistance. another can be switched-in in parallel. When a lamp 
is pushed intothe socket the effect is to break the filament instantly. 
The resistance in series with the lamp prevents short-circuiting on 
the 220-volt main in case of an occasional defective base. If, as 
sometimes happens with very. large tunystens, the filament breaks 
and welds near the leading-in wires, the second resistance іх thrown 
in, thus allowing more current to flow, and invariably breaking the 
filament. The direet-current field is left on continuously while 
operating. With this apparatus filaments are. broken as rapidly as 
the lamps are inserted in the socket. and placed to one side. and the 
lump is in no way injured, nor is the blackening of the bulb 
increased. 
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Steel Conductors for House Wiring.—Judging hy an 
editorial in the Electrical Review and Western Electrician, the use 
of iron and steel wires for house-wiring. which originated in 
Germany under the stress of circumstances, is attracting attention 
in the United States. As we pointed out in our issue of June 20th, 
there is a great deal to be said in favour of this practice. in view of 
the small eurrents required nowadays for domestic lighting cireuits. 
Our American contemporary suggests that the use of iron wire 
may prove to be a much more satisfactory means of reducing the 
cost of wiring than the concentric svstem, which was recently 
taken up in the United States with great enthusiasm, but appears 
to have given very disappointing results as rewards economy. We 
hope that the Wiring Rules Committee of the LE.E. will take the 
subject into consideration, as it. is a matter of no little importance 
to our own electrical industries. 


American Glass for Lamp Bulbs. — The glass used 
in making electric light bulbs is a very special kind of glass that 
must withstand sudden changes in temperature and also great 
pressure. Heretofore it has been thought that only ;lass made 
with a certain amount of potash was suitable. 

The outbreak of the war cut off the supply of potash from Ger- 
many. However, recently the research chemists of the General 
Electric Co. have succeeded in producing a wlass for making elec- 
tric light bulbs by replacing potash with soda in the elass mixture. 
This glass has proved greatly superior to the old potash wlass: so 


much so. that potash plass will no longer be used. — Canadian 
Engineer, 


Applications for Provisional Orders.—The Board of 
Trade has addressed the following letter to the Parliamentary 
Agents’ Society :—- 

I am directed by the Board of Trade to state that they have 
under consideration your letter of September ath, submitting on 
behalf of the Society of Parliamentary Agents certain representa- 
tions for a modification of the notice issued by the Board last vear 
to the effect that applieations for Provisional Orders would not be 
entertained except in cases when extreme urgency existed. 

The Board realise that the position has altered since the issue of 
the notice in question, particularly in the direction indicated in 
the circular letter issued by the Local Government Board on 
August 28th last. апа in these circumstances the Board of Trade 
will be prepared to entertain applications for Provisional Orders 
in the ensuing session when it can be shown that the establishment 
of works under the schemes proposed will be proceeded with as 
soon as practicable after the termination of the war. t 

In determining whether an application shall be allowed to pro- 
ceed, the Board wil] have particular regard to the considerations as 
to how far the exereise of the powers will provide an outlet for 
labour or for the utilisation of plant and machinery which have 
been provided for the purposes of the war. 

The Board will be prepared to consider proposals before any 
expenditure is incurred in respect of the publication of notices, &e.. 
and to intimate whether. in their view. a prima facie ease has been 
made out for the promotion of the application subject to consider- 
ation of objections. 

The Board are. however, of opinion that it is undesirable that 
proposals shall be put forward which are likely to provoke serious 
opposition. or to prove unduly costly to promote. 

I am to'add that the policy of the Board in dealing with these 
applications may be subject to further modification in the event of 
a change in the general situation due to the war. 

I am. Sir. 
Your obedient. Servant, 
C. Hipwoon. 


Fatality. —The Times states that a Belfast electrician, 
named Gerald J. MacErleane, was killed at the Inver Bleach Works. 


Larne. on Saturday, owing to his clothes becoming entangled in the 
machinery. 


Electro-Harmonic Society.—The first smoking concert 
of the season will be held at the Holborn Restaurant ( King's Нап), 
on Friday. October 13th, at 8 p.m. The other events in the pro- 
gramine for the season are as follows :— 


Ladies' Night Monday. November 20th. 
Smoking Concert Friday, December 15th. 
Smoking Concert. Friday. January 5th. 
Ladies’ Night Monday. February 12th, 
Smoking Concert Friday. March 16th. 


Educational Notes.— UNIVERSITY oF LONDON, UNIVER- 
SITY COLLEGE.—Prof. J. A. Fleming, F.R.S.. will deliver а public 
lecture on " Long-distance Teleyraphy and Telephony." on Wednesday, 
October 18th, at 5.30 p.m.. and a course of six lectures on “ Long- 
distance Telephony." on Fridays at 5 p.m.. beginning October 27th. 
1916. "The publie lecture is open without fee or ticket. The 
course is open to non-members of the University; application 
for tickets of admission to it should be made to the Secretary. 


THE POLYTECHNIC SCHOOL OF ELECTRICITY, Regent Street, W. 
—The evening classes in electricity. electrical engineering and 
physics commence on Monday next, under the charge of Mr. W. 
Hibbert, A.M.L E.E. 


The Restriction of Output.—The Sheffield correspondent 
of the Engineer writes as follows on this important subject :- — 
" The question of munitions output.is often discussed in a way that 
would lead one to suppose that the idea of restriction was dead and 
buried. I was speaking with a director this week rewarding 
prospects for Sheffield trade after the war. He knows the situation 


in and out and through and through. His opinion was that every- 
thing depended upon the attitude of the men. The best men amongst 
trade union leaders, he believes, are quite to be depended upon to 
advise the workers wisely. but there is fhe other element to 
take into consideration, which poisons the minds of many of the 
workers, with the result that output is seriously restricted. ' You 
must remember, he added. ' that after the war, output is going 
to he the great question. The German workmen earned. before the 
war, less than our men, worked longer hours. and turned out more 
per man. There is, of course. no suggestion of lower wages in 
this country to meet the difficulty, but the output will have to be 
quiekened. The war has speeded things up, but few realise how 
much latent energy there still remains if certain men would only 
utilise it. They eould do it without injuring their health in the 
slightest or shortening their lives by an hour. The director with 
whom I was speaking is of opinion that trade unionists everywhere 
will have to recognise the truth that a man must be free to tum 
out as much as he reasonably can in a given time, and that his 
earnings must be according to his merits. The policy of measuring 
the work of a man by the ability of the slowest is one that has 
been holding us back industrially. and therefore commercially, In 
future a man must be at liberty to put in his best work, and 
employers must place no restriction upon the earning possibilities 
of such а тап. That will be the sort of profit-sharing that will 
not only appeal to the men themselves, but will bring out the best 
men and multiply the output. The other day I had an opportunity 
of chatting with a munition worker, who had seen things that amazed 
him. A short time avo he was a tradesman ; now he knows far more 
about shells than do many men who have worked among them all 
their days. ‘It is not, he said. `во much what the trade unions 
tell the men to do. as what some of the trade unfonists agree 
amongst themselves to do. For instance, there was a certain part 
of a shell which these men declared they could only make at the 
rate of 15 a night shift. Well. you could go to sleep half the night 
and do 15 easily. A proof of what I say is that just recently a 
youth- —he was not much more—-made 65 during a night shift, and 
felt. none the worse for it. Take another operation in shell making. 
The trade unionists said they could only do a dozen a day. but a 


, youth the other day did 30 without any particular exertion, whilst 


anybody could do 20 in the time. It is not in that spirit that 
ware possibilities will be increased after the war. If the workers 
do not co-operate with the employers about the enterprise of the 
latter in entering new markets abroad, whether they be Russian or 
any other, their efforts will be futile. The interest of the employer 
is the interest of the worker, and where that is not so. trade union 
leaders may quite be trusted to present the case of the men." 


Volunteer Notes.—Frrst LONDON ENGINEER VOLUN- 
TEERS. - Headquarters. Chester House, Eccleston Place, S.W.— 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. 

Monday, October. 2nd. — Technical for Platoon No. 9, at 
Regeney Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. 

Tuesday. October. Ard.— School of Arms, 6—7. 
"Developinent of the Soldierly Spirit." 
Practice. 

Wednesday, October 4th.—Instruction ‘Class, 5.45. 
Drill, Platoon No. 3. Range Practice. 

Thursday. October Sth-—Platoon Drill, Platoons Nos. 5 and 6. 
Range Practice. 

Friday. (October. 61h, —Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill. 6.25—8.25. 

Saturday, October Tth.— N.C.O.8 Class, under Company Com- 
mander W. D. Bentley. 2.30. 

Sunday, October. 8th.-—Entrenching.—Parade Victoria Station 
(S.E. & C. Railway). Booking-office, 8.45 a.m. 

.Vofe,.-—Members who have not yet obtained their Cards of 


Membership should apply to the Adjutant on Tuesdays or 
Thursdays. 


Lecture, 7.15. 
The Adjutant. Range 


Platoon 


MACLEOD YEARSLEY, Adjutant. 


Institution and Lecture Notes.—lron and Steel 
Institute.—At the autumn meeting of the Institute. Sir William 
Beardmore. chairman. stated that it was proposed by the Council to 
form Committees to report on new developments in the iron and 
steel industry. and that a Research Committee should be appointed 
to make suggestions and give advice. It was hoped by these 
means to encourage a greater interest in the affairs of the Institute. 
The Council announced that the Privy Council had sanctioned the 
new by-law providing for the expulsion from the Institute of 
members who were subjects of a country at war with the United 
Kingdom. 

Institute of Metals.—At the autumn meeting, last week, Sir 
G. T. Beilby was re-elected president of the Institute. 

The Faraday Society.—The Society will hold a general dis- 
cussion on “Refractories ` at its first autumn meeting. the date 
of which is provisionally fixed for Wednesday. November 8th. 1916. 
The discussion will be presided over by Sir Robert Hadfield, F.R.S., 
President of the Society, and the opening paper will be read by 
Dr. J. №. Mellor. of Stoke-on-Trent. Suggestions are invited from 
those specially interested in the subject as to any particular aspects 
which they would like ventilated or discussed. and those who are 
desirous of contributing to the discussion, or who wish to show 
any exhibit at the meeting, are invited to communicate with Mr. 
Е. S. Spiers, Secretary of the Faraday Society, 82, Victoria Street. 
Westminster, S.W. 
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Appointments Vacant.—Shift engineers for the St. James 
and Pall Mall Electric Light Co., the Malden U.D.C., and the 
Scottish Central ‘Electric Power Co., Ltd.; borough electrical 
engineer and manager for Wigan (£400). See our advertisement 
pages to-day. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway oficials,to keep readers of the 
ELECTRICAL REVIEW posted аз to their movement, 


Central Station and Tramway Officials.—Mr. A. C. Cramp, 
borough electrical engineer, reported to Croydon Borough 
Council on Monday that the main part of his work as honorary 
disttict manager of the Croydon area of the Metropolitan 
Munitions Committee had now been completed. Part of a 
letter received by Mr. Cramb from the Committee ran as 
follows :— 

Your willingness at all times to give effect. to the wishes of the Board 
(of Management), and the thoroughness with which the work of your district 
has been carried out, has been highly appreciated by them, and has consider- 
ably assisted them in carrying out their important functions. The Board also 
wish to thank you for your kind promise to render them assistance at any 
time in the future. 


In a further letter to the Council, the Cominittee expressed 
gratitude for Mr. Cramb’s untiring efforts and whole-hearted 
devotion to the work. 

Thirty-one applications were received for the appointment 
of tramway manager at West Hain in place of Mr. Mollet, 
resigned, and seven candidates were interviewed. Mr. M. L. 
SLATTERY, trafüc manager, L.C.C. Tramways, for the past 
9| years, and previously at Oldham, Blackpool, Blackburn, 
and other places has received the appointment. 


General.—London Gazette Notice.— Territorial Force, Royal 
Engineers. Tyne Electrical Engineers: Sergeant RICHARD 
Owen Porter, from Devon Fortress R.E., to be Second Lieu- 
tenant (on probation). 

After 14 years’ service in the electrical branch of the chief 
engineer's department of the London County Council, Mr. 
Н. G. Hoan is resigning to take up an important position 
with Messrs. W. C. Tackley & Co., Ltd., electrical and 
mechanical engineers, of 925, Blythe Road, Kensington, W. 
Since he entered the Council's service in 1002, Mr. Hoad has 
carried out а very large number of electrical installations at 
the various offices, schools, institutes, museums, lodging- 
houses, &c. 


Roll of Honour.—The following is a list of men from 
Simplex Conduits, Ltd., who have been killed in the war :— 
Betts, A., Worcester Regiment (brass shop), France. 

Bodfish, H., Warwickshire Regiment (foundry), France. 

Ireland, J., Warwickshire Regiment (enamelling shop), France. 

Mousley, E. A., R.A.M.C. (stores office), Epypt (died of wounds). 

Parker, G., Warwickshire Regiment (fittings shop), France. 

Robbins, S., Worcester Regiment tfuse department), France, 

Swarsbrick, D. H., Warwickshire Regiment (purchasing department), France 

(Somme). ` 

Fowkes, P. F., Royal Engineers (Manchester office) (died training at home), 
Lock, W. A., R.F.A. (general office), France. 

Liddiard, B., Warwickshire Regiment (general office), France (Somme). 
The following have been wounded :— a 

Bill, N., Warwickshire Regiment (heating department), France. 

Birtley, А., Warwickshire Regiment (purchasing department), France. 
Boulton, C., Wiltshire Regiment (general office), France (Loos). 


` 


Baird, G., Scottish Horse (Glasgow office), Gallipoli. 

Cain, J., Warwickshire Regiment (foundry), France. 

Quinney, J., R.F.A. (fuse department), France. 

Raison, F., Lancashire Fusiliers (forwarding department), France. 

Gough, M., R.G.A. (foundry), France. 

Aldrich, Warwickshire Regiment (foundry), Gallipoli. 

Howell, W., Middlesex Regiment (foundry), France. 

Wooland, R., Warwickshire Regiment (forwarding department), France. 

Lieutenant W. Н. STUART GARNETT, who was killed at a 
flying school last week, was, according to the Times, the 
second son of Dr. William Garnett, and brother of the prin- 
cipal of the Manchester School of Technology. He was 834 
years of age, and for a time was a practical engineer, and 
“brought out a remarkable text-book on the turbine.” 

Sapper Jonn Brunton, R.E., 21 years of age, who was at 
an electricity works at Grangemouth before the war, has died 
from wounds. 

Second-Lieutenant D. К. Cooprr, Northamptonshire Regi- 
ment, reported missing, aged 22, was an electrical engineer 
with the Portsmouth Corporation. 

Rifleman Norman Bnockrrv, King's Royal Rifles, reported 
wounded, was employed by Messrs. Catons, electrical engi- 
neers, Oldham. 

Private RicHARD MITCHELL, North Staffordshire Regiment, 
who has fallen in action, enlisted whilst on the staff of the 
Hanley Corporation electricity works. : 

Corporal J. H. Ricwarps, Royal Warwickshire Regiment, 
who has been wounded, is an electrical engineer, and was 
formerly on the Torquay Corporation electricity works staff. 
He was recently awarded the Military Medal for gallant 
conduct. 

Private W. Ёотнкваплт. Royal Warwickshire Regiment, 
formerly with Messrs. Willans & Robinson, Ltd., of Rugby, 
has fallen ir action. 


Corporal FRANE THIRTLEWOOD, Oxford and Bucks. Light 


Infantry, killed in action, enlisted in September, 1915, whilst 
in the cost statistics department of the British Thomson- 
liouston Co., Ltd., Rugby. 

Private NEWELL, Royal Fusiliers, who is reported killed in 
action, after being missing since August "th, last, enlisted 
early in the present year. He was formerly in the drawing 
ollice of the British TPhonison-Houston. Co., Ltd., Rugby. 

Private JoskrH. NUTH, R.A.M.C., who has died from dysen- 


tery at Salonica, was formerly engaged at the Corporation 


electricity works at Tunbridge Wels. Before going to 
Salonica he served at the Dardanelles and in Egypt. 

Sergeant J. D. SUTTON and Sergeant A. J. L. Moore, Oxford 
and Bucks Light Infantry, both of whom were on the stall 
of the British Thomson-Houston Co., Ltd., Rugby, have been 
wounded, " : 

The Norwich Electricity Committee reports that Mr. A. J. 
RANDALL, for many years employed in the electricity depart- 
ment, has recently been awarded the Military Medal for con- 
spicuous bravery in laying and repairing telephone cables 
under heavy shell and rifle fire, and was decorated by the 
General Commanding before the whole Brigade. The Council 
is recording on its minutes its appreciation of Mr. Randall's 
action and of the honour accorded to hiin, and the Mayor is 
conveying. to Mr. Randall ап expression of the Council's 
appreciation, 

Private Harry HeGues and Corporal Joserra Gorbon, both 
of the Lancashire Fusiliers. and formerly in the employ of 
the Lancashire Electric Power Co., have been killed. 

Bombardier J. Pairs, of the R.F.A., formerly employed by 
Messrs. Dick, Kerr & Co., Ltd.. Preston, has been wounded. 

Private E. Pearce, of the King’s (Liverpool) Regiment, 
reported wounded and in a convalescent сатр in France, was 
formerly engaged as an electrical engineer at Blackpool. 

Staff-Sergeant Howanp. BRAMALL, formerly employed at the 
British Westinghouse Works, Trafford Park, has been awarded 
the Military Medal. 


Obituary.—Sir GEORGE FRANKLIN.—We regret to record the 
death, which occurred suddenly on Saturday last, at the age 
of 63 years, of Sir George Franklin, of Shefheld and London, 
who was chairman of the National. Telephone Co., Ltd., in 
the period immediately preceding the transfer of the telephone 
system to the Post Office. We gather from one of the finan- 
cial dailies that Sir George joined the board of the National 
Co. in 1592, after having arranged the acquisition of the 
telephone business of the Sheffield. Telephone Exchange and 
Electric Light Co., whieh Messrs. Taskers initiated in Shef- 
field. The electric ight svstem was taken over by the muni- 
cipalitv, and the telephone exchange. was eventually absorbed 
by the National Telephone Co., when Sir George joined. the 
board. On the death of Mr. Gaine he assumed also the office 
of general manager, a dual position, which was probably only 
rendered. possible by the able assistance given by the engineer- 
in-chief and the general superintendent. As president of the 
company, Sir George acquired from the start the confidence of 
the shareholders, and was especially successful in his conduct 
of the annual meetings, his statements being invariably clear, 
practical, and businesslike. He became president in 1906 in 
succession. to Sir Henry Fowler, and occupied. that position 
until the undertaking was taken over by the State on January 
Ist. 1912. Sir George was president of the Constantinople Tele- 
phone Co., chairman of the Telephone Development Co., and 
of the United River Plate Telephone Co., and a director of 
the British Thomson-Houston Co. 

Mr. Вісналкр Price WiLLIAMS.—The Times, in recording the 
death of Mr. Richard Price Williams, an old railway engineer, 
savs that when the telegraphs were taken over by the State 
in 1871 the railways successfully contended that their pro- 
perty in the telegraphs and wayleaves should also be pur- 
chased under the * Gladstone " purchase clause of the Regula- 
tion of Railways Act, 1844, and Mr. Williams was entrusted 
with the preparation of most of the claims, the satisfaction of 
which cost the Government some £3,000,000, 

Mr. T. A. BerL.—The death occurred on Thursday last week, 
suddenly, of Mr. T. A. Bell. electrical engineer, Bradford. 
Mr. Bell. who was 48 vears of age, carried on, in conjunction 
with his brother, Mr. L. A. Bell, the business of Charles Bell, 
electrical and hydraulic engineers, of Joseph Street, Bradford. 

MR. Сокрох Daviks.—The death has taken place, suddenly, 
of Mr. Wm. Gordon Davies, traffic manager of the Chatham , 
and District Light Railways Co. He was 69 years of age. 


NEW COMPANIES REGISTERED. 


Mcleod & Sons, Ltd. (144.591).— This company was 
registered. on September 20th, with a capital of £2,000 in £l shares, to take 
over the business of manufacturers of ships’ telegraphs and nautical instru- 
ments, marine, mechanical, electrical, and general engineers, and compass 
adjusters carried on by J. Y. MeLeod and Т. W. McLeod as McLeod & Sons 
at 15, Cheapside, Liverpool, The subscribers. (with one share each) аге: 
J. Y. MeLeod, 15, ns Liverpool, nautical instrument. maker ; T. W 
McLeod, 15, Cheapside, Liverpool, nautical instrument maker; А. W. Jones, 
41 Castle Street, Liverpool, accountant, Private company. The number of 
directors is not to be less than two or more than five; the first are J. Y. 


McLeod (managing director) and T. W. McLeod. Registered office: 41, Castle 
Street, Liverpool. 
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Selson Engineering Co. (Italy). Ltd. (144,892).—This 
company was registered on September 20th, with a capital of £3,000 іп £l 
shares, to carry on the business of mechanical, electrical, and general engi- 
neers, manufacturers. of and dealers in machines and band tools, appliances, 
implements and instruments, machinists, founders, motor and engine. builders, 
Фе. The subscribers (with ane share cach) аге: H. F. Henshaw, 85, Queen 
Victoria Street, EC. engineers; F. M. оп, 85, Queen. Victoria. Street, 
E.C., engineer, Private company, Table A" mainly applies. Solicitors : 
Stephenson, Harwood & Co., ЗЬ, Lombard Street, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Evershed & Vignoles, Ltd. (432,002).— Capital, £30,000 
in £10 shares. Return dated July 13th, 1916. AH shares taken. up; £30,000 
paid. Mortgages and charges: £15,000. 


Walters Electrical Manufacturing Co., Ltd.—A memor- 
andum of satisfaction in. full on. various dates of debentures dated July Jlst, 
1907, securing £2,000, has been filed. 


Duroglass, Ltd.—Issue on September 12th, 1916, of 


£1,200 debentures, part of a series of which particulars have already been filed. 


Gorseinon Electric Light Co., Ltd. (39.944).—-Capital, 
£10,000 in £1 shares. Return dated April ТТВ, 1916. 0,300 shares taken up; 
£0,548 paid, leaving £2 in arrears, Moitgages and charges: £780, 


International, Dowsing Electric Heating & Appliances 
Co., Lid. (83,693). Capital, £20,000 in £1 shares, Return dated December Bist, 
HRO «(fied August Dist, T910. ЛОТ shares taken ap; seven shares issued tor 
cash; £15,100 considered as ра. Mortgages and clatpes Nil 


CITY NOTES. 


The annual meeting was held last Fri- 

Victoria Falls day at Salisbury llouse, B.C., Mr. А. E. 
and Transvaal  llspüry, the managing director, presiding. 
Power Co., Ltd. Тһе chairman said they were to be con- 
gratulated on the very satisfactory results 

obtained during the year, and on their nnproved. financial 
position. Those results had been obtained through the com- 
pany having brought into commission the further plant which 
Was In course of construction during the previous year, and also 
through the economies effected in the operation and working 
of the plant by the staff in South Africa. Пе was able to 
report a continuance of this progress during the current year, 
the earnings of the combined undertakings for the eight 
months ending August 31st. last showing the substantial in- 
crease of over £70,000 over the corresponding period last year. 
Proceeding to deal with the balance sheet, the chairman said 
that the combined. share and debenture capital stood at 
47,465,620. ‘The first mortgage debentures remained at 
£3,000,000, but the second mortgage debenture capital, which 
stood at £1,465,620, showed a decrease оп the previous year's 
figure, a further £73,300 of these debentures having been pur- 
chased. and cancelled. during the vear 1915, the total amount 
redeemed by purchase to that date being £184,350. The 
creditors and credit: balances amonnted to £588,580. On the 
other side of the balance sheet the item of leases and con- 
cessions. and purchase of undertakings stood at £1,526,303, 
ax compared with £1,536.638, a decrease of £10,335, accounted 
for by a charge for depreciation and by certain items which 
had been sold or transferred to other accounts. The expendi- 
ture on and in connection with power stations, buildings, 
equipment, and land, stood at 42,130,015, a decrease of £3,815, 
accounted for by sales, amounts transferred to other accounts, 
and depreciation written olf, less further expenditure of 
£73,399 in connection with extensions made to the company’s 
stations during the vear. ‘The company's Investment in the; 
Rand Mines Power Supply Co.. Ltd., figured in the balance 
sheet at £3,415 8904. as compared with 45,192,494, the decrease 
of £76,600 being the amount written off, equivalent to the 
depreciation on that company’s machinery and other property, 
less further advances made to that company during the year. 
The cash at bankers and on loan amounted to £979,040, and 
In addition the company held at the date of the balance sheet 
£100,000 of 43 per cent. war loan, which figured in the 
balance sheet at £06,000, The itan in previous balance sheets 
representing preliminary expenses had been written off. Deal- 
ing with the profit and loss account, the interest charge on 
debentures had decreased from АЛУЫ М? iu the vear 1914. to 
£232,550, the decrease being accounted. for bv the amount of 
debentures purchased for redemption, and this charge for in- 
terest would decrease each vear proportionately to the amount 
of debentures redeemed. The directors had applied £274,024 
towards depreciation and certain. writings off, including. pro- 
vision for INcome-tax and excess profits duty. саттуу forward 
£224,080. The year's operations had resulted in an increased 
profit of £61,832. In 1913 they carried to the balance sheet 


£128,411. in respect of 1914 £161,248, and in respect of the’ 


year under review the substantial «шп of £223,080, increasing 
that account to £350,005. Out of the Бајапее the directors 
had paid two dividends on the preference shares at the rate 
of 6 per cent. per annum, each dividend being for ten months, 
which brought the dividends on the preference shares up to 
December 3lst, 1915, the date of the accounts. Those divi- 


dends accounted for £177,500, which left £164,568 to be carried 
forward. Shareholders would agree that this increase іп the 
profits was very satisfactory, showing as 1t did a continuance 
of the prosperity of the undertaking. The directors had very 
carefully considered. the disposal of the sum of £55,000 by 
which the carry-forward was increased. The accounts showed 
that the company had entered the stage when the earnings 
were more than sufficient to meet the 6 per cent. on the 
preference shares. ‘The amount, adinittedly, if expressed as 
à percentage of the share capital, was small, and did not 
represent 2 per cent. on the issued capital. Further, the 
tines they were passing through and the uncertainty of all 
financial conditions, including that as to future taxation, made 
it essential to conserve as far as possible the resources of the 
company. Again, the board had to watch demands for power, 
and it was obvious that the management of this great under- 
taking must be conducted on lines which were reasonably 
conservative. Therefore 1n respect of the past year the board 
decided that it was in the best interests of the company to 
add this wnount to the carry forward. In view of the con- 
tinued increase in the earnings, the board was not unmindful 
of the desirability of adopting a policy of paving the dividend 
on the preference shares at the end of each six months as 
and when such dividend became due. The directors had in 
contemplation the payment, at the beginning of next year, 
of a full 12 months’ dividend on the preference shares at 
the rate of 6 per cent. out of the profits earned during the 
year 1916, which would thus bring the dividend on the prefer- 
ence shares right up to date. Thereafter it was confidently 
anticipated that the preference dividend would be paid regu- 
larly, in. half-yearly onstalinents, munediately after the due 
date. The prospects of the company in the near future, 
judged by the progress 1nade up to the present time, were very 
encouraging, and, as he had already told them, there was an 
Increase this year of £70,000 up to the end of August com- 
pared with the similar. period last. year, while the earnings 
for the vear 1915 exceeded the requirements of the cumulative 
preference dividend and enabled the pavinent of these divi- 
dends to be brought up to the date of the balance sheet. In 
endeavouring to look into the future it must be remembered 
that as the profits increased the amount pavable as excess 
profits dutv, as long as that tax remained in force, increased 
also. So far as was known there was no reason to expect that 
the earnings should fall during the remainder of the year, and 
if this proved to be the case, and taxation was not further 
increased, the results of the present year should enable a 
start to be made in the payments of dividends on the ordinary 
shares, and in the establishment of a reserve fund which was 
so desirable in an undertaking where the supply had to be 
given. Within a reasonable time of demand. As he said last 
year, the heavy capital expenditure of the company had now 
practically terminated; but as from the end of this vear provi- 
sion would in future have to be made for the redemption of 
the first debentures by annual instalments of £165,000, which 
includes the premiun, but as this sum would he met out of 
the annual charge for depreciation, and inasmuch as a similar 
sum, more or less, had been set aside out of the profits in 
previous vears Which had been utilised in providing the neces- 
sary funds for the extension of the company's plant now com- 
pleted, this charge against profits would not be felt to any 
greater extent than formerly, and the only extra charge they 
had therefore to consider, at present at апу rate, was that of 
the inereased income-tax and excess profits duty, which latter 
charge would doubtless cease with the termination of the war. 
The extensions to the Brakpan power station had been com- 
pleted, and the whole of the plant ordered for all the power 
stations of the combined undertakings was now installed and 
in working order, and this plant, which had a capacity of 
274,875 H.P., should enable them to meet normal increases 1n 
business without encroaching on the specified reserve. plant. 
Before concluding, he and his colleagues wished to register 
their appreciation of the untiring loyalty. of the staff both in 
‘London and South Africa. As they knew, the chairman was 
still serving with Tlis Majesty’s Forces, as also was Major 
Wills, another of the directors. As regarded members of the 
staff serving with the Colours, they would be interested to 
hear that in South Africa, ont of a total number of 670 em- 
ployés, there were serving their country 210, or 31 per cent., 
either with the Colours or on work connected with the war. 
As regarded the London staff, nine were serving with the 
Colours and three were emploved on munitions work. 

lord BRABOURNE seconded. the motion. 

Replying to questions, the CHAIRMAN said that the assess- 
ment of excess profits was caleulated according to the provi- 
sions of the Act, which were very special, and they were not 
calculated on dividends actually paid. They had to bear m 
mind that although they had not paid an ordinary dividend 
they had been earning profits which had been devoted to 
bringing the cumulative preference dividend up to date. 
The report was adopted. 


Мк. Grorce Watson, presiding at the 


Manaos annual meeting, held in London on Sep- 
Tramways tember 15th, said that the report showed 
and Light some improvement, the total receipts bav- 


Co., Ltd. ing increased by £104, while the total 

expenses fell by £8,068. The debentures 

had been further reduced by £2,900, leaving a balance О 
4991.000, in addition to which there were issued £50. 

debentures as collateral security against the loan outstanding. 
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The very substantial reduction in working expenses had been 
obtained by a rearrangement of the services given to the 
publie; by the adoption of wood fuel; and by keeping a very 
strict watch upon all expenditure, but the physical condition 
of the property and the efficiency of the service had in no 
way suffered from the economies which had been effected. 
Іл fact, rather more money was spent last. year on the upkeep 
of the track, car bodies, and trucks than during the previous 
. year. They were still continuing to use local wood i fuel, 
and during the year had used practically nothing else. "Elie 
price of coal delivered in Manaos was now about three times 
as mach as before the war, and the coal bill in normal times 
used to amount to over 15 per cent. of the whole operating 
expenses. The serious effect of the change would therefore 
be readily seen, and instead of a large increase in the generat- 
ing: cost per unit they found that the unit of electricity cost 
exactly the same as it did in normal times. The most serious 
item of the profit and loss account was the loss on exchange, 
which this year amounted to £13.093, as against £6,150. The 
average rate at which they brought money from Manaos dur- 
ing 1914-15 was 13id., as against nearly 16d. for the previous 
year. The result for the past year had been substantially 
inore unfavourable. The conditions in Brazil, although imi- 
proving in many ways, did not reach a point at which 
exchange inight be favourably effected. The scarcity of com- 
mercial bills, the increase in the issue of paper, and the small 
amount of imports seriously affecting the revenues of the 
country, all tended to keep down the sterling value of the 
wilreis. His reasons expressed а усаг ago for expecting ex- 
change to remain cornparatively steady still held. good, and 
while the present arrangement for funding the Drazilian debt 
continued he considered that exchange should remain steady. 
The balance of trade continued to be in favour of the 
Republic, and the Government had displayed during the last 
year, and were still displaying, a very pratifving tendency to 
avoid waste in national expenditure. He bad recently seen 
in the newspapers that that tendeney was not confined. to 
national expenditure, but that even officials had agreed to 
accept a lower remuneration during the present crisis. Since 
the end of the fiscal year a marked unprovenient had taken 
place in exchange, and the average rate for the last four 
mcnths had been about 121d. The chairman referred to the 
company's. claim against the State Government for public 
lighting, and the effect of the rubber industry upon the com- 
pany's affairs. 


The Compagnie Electro-Mecanique. re- 


French corda net profits totalling £21,000 for 1915, 
Electrical as compared with £25,000 in the previous 
Companies. — 12 months, and £20,000 of the former has 


been distributed among the shareholders, 

The accounts of the Société d'Eleclro-Cliimie for 19135-16 
show net profits amounting to £73,000, as compared with 
£35,000 in the preceding year. It has been decided to pay a 
dividend of £2 per share, as against £1 10s. in 1914-15. 

The Société des Appareils Electriques Grivolas reports net 
profits and balance forward of £29,700 for 1915-16, as con- 
trasted with £20,800 in the previous vear, and £9100 in 
3913-14. A dividend at the rate of 5s. 7d. per share has been 
declared, this comparing with no distribution and 4s.. per 
share in the two preceding years respectively, 

The Maison Breguet, which has abstained from publishing 
accounts since the outbreak of the war, has couvened a general 
meeting of the shareholders for October, when accounts for 
1613-14, 1914-15, and 1915-16 will be submitted. It is stated 
that notwithstanding the euetuy occupation of the company’s 
works at Douai, large profits have been realised, as it has 
been possible actively to develop working at the shops in 
Paris. The results obtained will permit, after writing off the 
value (£64,000) of the buildings, plant, and materials at Douai, 
of the payment of a dividend of £2 per share, this contrast- 
ing with a dividend of £1 per share paid on account for 
1913-14 and £1 per share for 1914.15. 


-——— —— i .————————- 1 


Dundee, Broughty Ferry & District Tramways Co.—Mr. 
CkonGE BALFOUR, the chairman, presided at the annual meet- 
ing, when a final dividend on the preferred stock at the rate 
of 6 per cent. for the half-year, less income-tax, was declared. 
The chairman said he hoped when they met next year they 
would be able to record the triumph of the Allies’ cause. The 
receipts for the vear amounted to £11,525, or a decrease of 
£1465 compared with the previous year. Against that de- 
crease, however, they had a saving im expenditure, after 
Ineeting the increased cost of coal, amounting to £421, making 
the actual decrease a little over £1,000. 


Direct West India Cable Co., Ltd.—l or the vear ended 
June. 1916. the net result of working was £14,705. as against 
£13,553 last year, which, with the credit to revenue account 
of 464,219 with which the vear began, makes a total of 
273.925. An interim dividend of З per cent., free of tax, was 
paid in March, also a special interim dividend of £l ds. at 
the same time at which a call of £1 5s. per share was made, 
and a further 3 per cent.,'tax free. is now proposed. The 
balance to be carried forward is £53,399. "The company's 
cable was interrupted between Bermuda and Turks Island for 
54 days, and the insulation is still low; £7.375 has so far been 
paid on account of the cost of repairs; the balance has not 
yet been ascertained. 


Halifax and Bermudas Cable Co., Ltd.—For the year 
ended June, 1916, the net result was a balance of £12,745, as 
арап £10,079 for 1915. An шегин dividend of 3 per cent., 
free of Income-tax, has already been paid, and a further equal 
payment is now to be made. Lhe balance to credit of revenue 
account, Which was last year £11,519, has had to be debited 
With the various items recorded m the revenue account for 
repairs, &c., and is now £7,710. The company’s cable worked 
etticiently during the year, except for a few days while being 
repaired in the. llalitax Harbour. 


t 


STOCKS AND SHARES. 


TUESDAY EVENING. 

These moonless nights make men think of things far from 
financial, and the " Special "' scribe, who writes with a price- 
list in one hand and the hope of Zeppelin. prisoners iu the 
other, strains both ears the while, us be confuses fog signals 
With anti-aircraft guns, and the roar of the passing motor 
‘bus with the propeller of nocturnal raiders. The Stock 
Exchange markets find. business themes Jess exciting than 
experiences of the Zepp. nights, and the all-absorbing desire 
Is to have front seats for the next spectacle of a maurauder 
descending in flames. 

Nevertheless, business goes on steadily all the same: Some 
Stock Exchange. firms find their. hands ful. Ihe. Treasury 
Scheme 7 B,“ the depletion of stalls, the rubber boonilet- 
ali рау their parts in providing members with work. The 
Home Railway crisis is settled once tore, the inen receiving 
twice the previous war bonus, and this time the Under- 
ground Electric Railways of London has fallen into line with 
the State-controlled steam companies. For a few hours the 
Railway market assumed a better complexion, but the re- 
covery did not last for long enough to attract any public 
buving, and prices are still very dull. The £10 shares of the 
Underground Electric are 1/16 better at 1 13/16, оп vague 
rumours of a possible raising of fares, 

London and North-Western consolidated stock has been, 
and still remains, about the firmest iu what is called the 
" Heavy " market, this being due to the partial electrifica- 
tion of the suburban system, which is now completed. This 
makes ап nnportant addition to the steadily-growmg hst of 
electrified companies, and the prophet may safely vision the 
time in a none-too-distant future when steam services for 
suburban train tratie will have ceased to be. Adaptation of 
the current to long distances is a matter of more time. 

With the conclusion, for the thie being, of the Daylight 
Saving Scheme, Electric Lighting shares have come in for 
further inquiry, although, as we have pointed out before, 
there are so few shares on offer that the present quotations 
are largely nominal; апа business accordingly is quiet. Lon- 
don Electnie preference are again better on the week: their 
rise to 4 9/16 represents the only change in the list since we 
last wrote. The manufacturing shares are good; British 
Aluminium ordinary have risen Is. 9d. to 25s. on the declara- 
tion of an increased. dividend. General Electric ordinary con- 
tinue their improvement, rising 5s. to iti. Westinghouse 
preference hold their rise of last week, and Callenders are a 
good market at 121. 

Various telegraph dividends have appeared during the last 
day or two. The Direct Spanish announces an interim of 2 
per cent., which is the regular rate; it is thought, however, 
that there will be an increase in the бта dividend or bonus, 
and the price of the shares has risen a little to 51. The 10 per 
cent. preference are T}. The Direct. West’ India Cable Co. 
has done less well, the net profit of £7,300 (allowing for main- 
tenance and repairs) being £8,700 below that for the previous 
year: the reason for this is that there was & breakdown in 
the cable between Bermuda and Turk’s Island, which took 
nearly two months to repair, and cost the company £7,400. 
The Direct West India Co., however, has a substantial carry- 
forward, and the dividend is maintained at 6 per cent. А 
bonus of £1 5s. per share has been declared, and a call of the 
ваше amount made. The Halifax and Bermudas Cable Co. 
made £700, also allowing for maintenance and repairs, 
against £3,100 in 1913, the decline in this case also being due 
to exceptional cable repairs; the dividend, however, 15 1nain- 
tained at 6 per cent. | 

Oriental Telephones are better at 2 5/16. There аге no 
changes in the Eastern group. Marconis lost 1/16. A few 
fluctuations in Canadians and Americans have left the prices 
at 19s. and 115. respectively. Chadburn’s (Ship) Telegraph 
Co. announces a net profit of £9,500, being an increase. of 
£2 500. after raising the depreciation by £2,000 and setting 
aside an additional £6,000 as compared. with last. vear, for 
income and excess profits tax. Fhe company bas declared а 
dividend on its ordinary shares at 5 per cent. Of course, 1n 
cases where companies are making these big reserves against 
excess profits tax, if it should turn out to be that the sums 
are over-generous, the shareholders will reap the benefit in 
the course of a year or two after the declaration of peace. 

Victoria Falla & Power ordinary shares have been an active 
market between 10s. 6d. and 11«., and the preference rose to 
ој. 9d. Some attention has been paid to the 54 per cent. 
second debentures, a little stock of the last-named having 
come to market at 1023. At this price the bonds look cheap, 
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because the security 1s ample, the interest payments are made 
free of tax, redemption is at 103 or by purchase in the mar- 
ket, and the yield on the money (taking income-tax at 5s. in 
the £) works out to the equivalent of rather over 7 per cent. 
Coupons are payable on January 1st and July Ist, so that at 
the present time there is three months’ interest included in 
the price. 

There is no stopping the rise in British Columbia Electric 
Railway issues. This week the deferred has put on four 
points, the preferred three, the 441 debenture stock two, and 
the preference one. Some of the buying is reported to be on 
account of New York, where, by the way, the Stock Exchange 


is having the time of its life, and brokers are busier than, 
When a single motor: 


most of them have ever been before. 
company in America can make over 60 million dollars profit 
in one year, and when the shares of а munition-making com- 
pany rise from 95 to 710, no further evidence need be cited 
of ae abnormal conditions prevailing on the other side of the 
pond. 

Mexican affairs are drifting towards the melting-pot, and 
the latest news is far from happy. Some of Villa’s followers 
are reported to have risen against Carranza; and Villa is 
giving further testimony to his ability to make things ex- 
tremely uncomfortable for the latest President. There are 
: no changes in the prices of the Mexican utilities. Canadians, 
on the other hand, are very firm, and these, with the shares 
in the utilitv companies of the States, steadily improve. 

Armaments are better, and certain of the Copper group 
have hardened. The rubber market is active and buovant. 
Business is on an animated scale, and although the price of 
the raw stuff supplies scanty encouragement to enthusiasm, 
there is no mistaking the eagerness of the speculative investor 
to buy good shares. 


SHARE LIST OF ELECTRICAL COMPANIES. 


Homes ELROTRICITY COMPANIES, 


Dividend Price 
—nÀ Sept. 26, Rise or fall Yield 
1914. 1915. 1916. this week, p.c. 
Brompton Ordinary oe ..` 10 10 eg — #4711 0 
Charing Cross Ordinary s 6 b Béh — 71 4 
do. do. do. 43 Prel.. 4à 4$ B4 == 6 6 4 
Chelsea a s NE nS 5 4 Exd — 618 4 
City of London .. z. T 9 8 191 — 610 8 
do. do. 6 per cent. Pref. 6 6 10 — 515 8 
County of London ЕР TIE 1 1043 — 69 8 
do. 6 per cent. Pref. 6 6 10 — 615 8 
Kensington Ordinary .. . 9 17 6 — 645 
London Electric .. Ls E 4 8 1 == 61) 6 
до. do. 6 рег cent. Pref. 6 6 4 + gh 611 4 
Metropolitan xs Me Pa 4 8 2 — 591 
Bt. James' and Pall Mall .. 10 8 6 — 6 5 6 
South London  .. ИР а b b 211 — 616 1 
South Metropolitan Pref. ae 4 1 14 — 67 8 
Westminster Ordinary .. .. 9 7 63 — 612 0 
TELEGRAPHS AND TELEPHONES. 

lo-Am. Tel. Pref. 0 ee 6 6 102 l— b 17 6 
Ang do. Det. oe ee 90/. 88/6 2831 S 1 8 9 
Chile Telephone .. s es 8 8 7 — 614 65 
Cuba Sub. Ord. .. 65 ee b b 8A — 6 8 6 
Eastern Extension oe ee 7 8 148 — *5 9 6 
Eastern Tel. Ord. s 1 8 1454 — *6510 0 
Globe Tel. and T. Ord. .. as 6 7 124 — *6 88 
do. e a 6 6 104 — 5 10 4 
Great Northern Tel... - 22 22 42 — 6 4 9 
Indo-European .. .. .. 183 18 49 — 613 8 
Marconi  .. че oe .. 10 10 8$ — A 8.140 
New York Tel. 44 xs EN 44 4$ 100 — 410 0 
Oriental Telephone Ord. .. 10 10 2% + ^ 6 6 
United R. Plate Tel... ve 8 8 63 — *% 18 b 

West India and Pan, .. as 1 — 1 — — 

Home RAILS, ' 

Central London, Ord. Assented 4 4 78 . — 659 7 
Metropolitan s e vá 1 1 943 — 4 010 

do. District  .. x x x n — А Nil 

Underground Electric Ordinary N t + 

do. 5 do. "A" .. Nil Nil 6). — Nil 

do. do, Income 6 6 893 — *6 14 1 
| Foreien TRAME, &0, 

Adelaide Sup. 6 per cent. Pref. 6 6 415 — 6 1 6 
Anglo-Arg. Trams, First Pref, 5 ч, Bá == 111 3 

do. 2nd Pref. ee b 8 — I 
do. 5 рер. .. 5 5 16 — 618 4 
Brazil Tractions .. e v» 4 4 1d == 6 11 8 
Bombay Electric Pref. .. es 6 6 1C = 5 14 8 
British Columbia Elec. Rly. Pfce. 5 5 15 +1 618 4 
do. do. Deb. 4 4 67 +8 610 9 

Mexico Trams 5 per cent. Bonds — "Ni 48 —t Nil 

о. 6 percent. Bonds — Nil 86 —1 Nil 

Mexican Light Common nee Nil Nil 19 — Nil 

do. Pref. .. ле Nil Nil 85 = Nil 

do. 1st Bonds Nil Nil 46 oe — 

MANUFACTURING COMPANIES. 

Babcock & Wilcox " . 14 16 3A == 4 18 0 
British Aluminium Ord. 2» 5 7 98/. 4- 1/9 614 4 
British Insulated Ord. .. . 16 "m 124 = тоо 
British Westinghouse Pref, .. 7 7 22; +1/9 517 0 
Callenders.. - T - 15 92 123 +2 воо 
do. 5 Pref. ee ss 6 b ag == 5 17 8 
Castner-Kellner .. vs . D — — 6 6 8 

Edison & Swan, £8 paid ә Ni — 10/- — Nil 
do. до. 5 percent. Deb. б b 624 = 8 0 0 
Electric Construction .. - 6 7% 17/6 — 811 6 
Gen. Elec. Pref. .. T 6 6 10 — соо 
до. Ога. .. sà .. 10 10 14 +2 615 7 
Henley .. s te .- 90 95 16 — 79 2 
do. 44 Pref, Фе es ae 4$ 44 4 — b 6 0 
India-Rubber ee ee ee 10 10 19 — *4 8 4 
Telegraph Con. ee ee ee 20 20 89 imd *j 4 0 


* Dividends paid free of income-tax. 


MARKET QUOTATIONS. 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances. 


Wednesday, September 27th. 


Latest Fortnight's 
CHEMICALS, &c. Price, Inc. or Deo, 
a Acid, Oxalic oe ° о ee es per lb. 1/8 ee 
a Ammoniac Sal es "m .. per ton £'15 ee 
a Ammonia, Muriate (large crystal) £54 ee 
a Bisulphide of Carbon  .. vx »" £33 ee 
a Borax.. sa T: s v j £34 - 
a Copper Sulphate oe eo ee 1] £61 oe 
a Potash, Chlorate eo ee, oe per lb. 2/6 ee 
a $5 Perchlorate Es » 9/- e 
a Shellac ee eo oe per cwt. 128/- ee 
a Sulphate of Magnesia  .. .. per ton £18 куе 
a Sulphur, Sublimed Flowers  .. T £117 £1 ino. 
a j3 Lump .. 5% ай A 211 10 £1 ine 
a Soda, Chlorate - iw per Ib. M- 1а. dec. 
a » Crystals E ыр .. per ton 120/- is 
a Sodium Bichromate, casks .. per lb. к 29 
METALS, &c. 
c Brass (rolled metal 2 to 12" basis) per lb. 1/82 to 1/8: 4d. ine. 
c , Tubes (solid drawn) Ж „ 1/4 to 1/4 3d. to 1d. inc 
c » Wire, basis .. ВР -— M ET. to 1/3 4d. inc. 
c Copper Tubes (solid drawn)  .. jj 17 to 1/74 |34. to ld. ino 
g » Bars (best selected) .. per ton £157 £7 ine. 
g 39 Sheet ee ee ee ” £157 £7 inc. 
g » Rod ee ee ee ee » 2157 £7 inc. 
d n (Electrolytic) Bars T " 4188 £6 ino. 
d » ji Sheets... ўз 4158 £6 ino. 
а 55 » Rods ТЕ: * "b pH ^h inc. 
jj з ‚С. Wire per lb. . ine, 
F Ebonite Rod s eec ee ee Р 99 i ee 
F ” Sheet ee oe oe [T] 2/6 ee 
n German Silver Wire ee S "i 2/3 - 
h Gutta-percha, fine .. РИ ee ” 6/10 EM 
h India-rubber, Para fine .. s m *d. dec. 
i Iron Pig (Cleveland warrants) .. perton Nom. oe 
» Wire, galv. No. 8, P.O. qual. Ан #86 ae 
g Lead, English Pig .. a vd » £32 5 10/- inc. 
g Mercury е WA s .. per bot. |£17 19 6to £17 16 ae 
e Mica (in original cases) small .. per lb. 6d. to 8/- Vs 
€ n» » » medium » 8/6 to 6/- m 
e » . Т] [T] large . » А 118 to 14/- & up. ee 
d Silicium Bronze Wire .. .. per Ib. 1/81 d. inc. 
r Steel, Magnet, in bars .. .. per ton £95 £10 inc 
g Tin, Block (English) ss T Т £118 to 2174 £2 inc. 
n » .Wire, Nos. 1 016 .. es рег lb. 2/10 49 


eee 
Quotations supplied by— 


a G. Boor & Co. g James & Shakespeare, 
c Thos. Bolton & Sons, Ltd. A Edward Till & Co, 
d Frederick Smith & Co. i Bolling & Lowe. 
e F. Wiggins & Sons, 1 Richard Johnson & Nephew, Ltd. 
f India-Kubber, Gutta-Percha and n P. Ormiston & Sons. 
Telegraph Works Co., Ltd. r W. F. Dennis & Co. 


a 


Kalgoorlie Electric Power & Lighting Corporation, Ltd. 
—The directors have declared a dividend on the preference 
shares at the rate of 4 per cent. per annum for the six 
months ending September 30th. 


Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consumers during the four weeks ended 
August 25th, 1916, amounted to 9,073,503, compared with 
2,042,910 in the corresponding four weeks of 1915. 


Clyde Valley Electrical Power Co.—At the half-yearly 
meeting, held in Glasgow last week, Mr. F. C. GARDINER 
gaid that the profit for the half-year was considered satisfac- 
tory, in view of the large increases in the price of coal and | 
cost of labour and all material necessary for carrying on the 
business, and the cost of repairs, due to the heavy demands 
made on the company for direct and subsidiary munitions 
work. The contracts for supply showed an increase during 
the half-year of 4,403 H.p., and connections to mains ар 1D- 
crease of 7,544 н.р. It was expected that the new power 
station at present under construction near Cambuslang would 
be іп ‘commercial operation by the end of October. 


United Electric Car Co., Ltd.—At the annual meeting, 
on September 20th, Mr. Ковект B. BARNINGHAM stated, that 
throughout the year their works had not been employed at 
anything like their full capacity. The orders for cars 1n pro 
gress twelve months ago had all been completed and de: 
livered, and very few orders for tramcars had been receive 
during the year. Corporations at home were holding back 
their orders at the present time, and foreign trade they coul 
hardly expect. The directors had obtained all the Govern- 
ment work they could get, but there was not much chance 
for the company to share in large profits. He had good hopes 
that the company would be ultimately paid for the cars they 
had delivered, chiefly in South America, but one could not 
say how the purchasers, who were chiefly in occupied terri- 
tory in Belgium, would come out of it all. He was satine 
that when hostilities ceased there would be plenty of wor 
both at home and abroad. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING AUGUST, 1916. 


THE returns of electrical export and import business for August £213,714 in July, the general falling-off in value being. no doubt, 
show a very considerable increase in value of the former as com- due i the n cut in ы са о into this 
countr e only notable exception was in the case of lamp an 
жүнү мы су и ч парове а lamp- -part dtd which reached a higher level, totalling 5 
The total value of the exports was £553,957, as compared with aa ids о. Ке m n : a Es ges nd кш usines is ? 
2487575 in July and £603,510 in June. The month's business lamps and parts out of her total of 638.737 worth of business, and 
‹ ә Й , 
included over £100,000 worth of submarine telegraph cable, while it may be noted that she now occupies the second place as regards 
rape "ec ae кашлы E а value of еш! materi entenia me country. А Japan в od 
; : : í as an im r of electrical material in ritain resu in 
It will be noted that during the month the value of our exports £5,785 worth of business, as against £4,381 worth in July. 
to the Continent reached a high level. The re-exports for the month amounted to £14,948, or nearly 
The imports total for the month was £183,151. as compared with £1,000 better than in the previous month. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. - 


$ 152 | 1 ale. ‚ | ws | ised, 
Sg зд 3.083 14 „вк 33 ^. | 882! des | 
Destination of exports and country consigning | 498 ч=п | 255 of | Ue я 5 Be | Зор 9-5 Б jg SE | acs 4 
imports $33.13: 281 £2 Баа 282) P2 (gee tge à | 253! peil 6 
PB ni С 2° apai BE Di dio 8 ios 
= оет | Ы 3 ол m | 3 99 E 
8 se a | 4и”, те. E 
£ £ £ £ £ £ £ £ £ £| £ £ £ 
Russia, Sweden, Norway and Denmark ... | 1,391 | 547 | 169| 1,774 | ... | 2,274 [29.350 | 1,704| 920 | 607 | 123| 9,812 | 48,675 
Netherlands, Java and Dutch Indies ..| 822 | 9,283 | 1.350] 34 | 70 50 | 775 1,289 | 128 | 4,863] 432 | 19,096 
Belgian Congo... Vus m is vis dun iss 109| ... "T гч dus РЯ EP zi х 2 Pos 
France . BS we e .. | $288 | 429 | 1,1021 217 | 577 | 172 19,876 | 2.757] 605 | 470 |: 61 1,501 | 32,055 
Portugal i, TREES 22 | 151] ... foe ni: 947 ТОР УЯ .. | 2,049) 70 | 3,265 
Spain, Canary Isles and Spanish N. Africa... 340 22 75 15 .. | 1,357 | 2,660 & 60 | 120 269| 549 5.475 
Switzerland, Italy and Austria-Hungary ... 300 477 105| ... Я e. | 06,041 ДЕП "" 68 622, 785 8,398 
' Greece, Boumania, Turkey and Bulgaria ... 10 32 €— 32 | е 28 188 о... yas "S ns 792 
Channel Isles, Gibraltar, Malta and Cyprus... | 109 55 ló| 165| . 139 | 140 | .. is 17| 287 927 
U.S.A., Philippines and Cuba Bus wwe] 849 20 | 265] 28] .. 11 | 310] ... | 158] 28 31| 284 | 1,984 
Canada and Newfoundland ... sal LEE soe 961 | ... 252 | 4300 | ... | 104 | ef oe 566 | 6,453 
British West Indies and British Guiana "n 223 36 31| 204 Sas TN 155 ©. 93 us 74| 118 934 
Mexico and Central America de vu 20 405 |... NE Ж ы 553 И m e des 31 | 1.009 
Peru and Uruguay... .. .. an 86 | 362 80 | 557 55 |... 68 MEE cade 379 | 1.664 
Chile... Me M" NM sat jx: 318 | 187 62) 170] .. 684 908 ifs 30 | 47 | 2,348) 35 | 4,789 
Brazil .. —.. 4. 6. 0... wwe |5588 | 93 | 612 | .. | L121 | 1.796 | 555| 933 | 33] 144| 968 | 7.731 
Argentina e g 498 110,875 | 201| 1,085 | ... 714 | 2.514 78| 4,379 | 153 | 1,042| 4.010 | 25,549 
Colombia, Venezuela, Ecuador and Bolivia... |... 270 | ... ets 6 10} 672 | ... |... 42 ae 994 
Egypt, Tunis and Morocco ...  ... «| 151| 902 58] 674 | 42 | 232 | 691 | 114] 2,0600 | 83 31| 417 | 5,456 
British West Africa .. Vi. же | 24 | 478 8| 219] ... p 196 | ... 46. Vus 96 | 1,067 
Rhodesia, O.R.C. and Transvaal... eee | 1,787 | 2,620 | 974 2,805 |... 456 | 1,048 | 292} 1,026 261 379 64 | 11,712 
Cape of Good Hope ... .. а... | 768 6,052 | 506] 503 | 40} 200/ 1,139] ..| 716| 21| 115|10,039 | 20,099 
Natal... 783 | 7,187 | 428 695 | ... e. | 5,974 | 732] 1,087 | 43 87| 9,755 | 26,771 
Zanzibar, Brit. Е. Africa, Mauritius. & Aden | 200 | 119 40| 481]... те 392 0 а.и 251| 426 | 1,922 
Azores, Madeira and Portuguese Africa  ... 95 469 43 20-| us 166 26 Т2] aa sisi 17 37 945 
French African Colonies and Madagascar... sis 42 ІЭ. 2 S ae 20 eds Uae dus 44| ... 119 
Persia ... P s ЖР Т pu; 224 a TA ies ae m "M mi 21]| ... us m 245 
China and Siam o 0 e e wee | 988 | 5,851 | 1,381] 1,565 | ... | 1,430 | 3,029 |. ... | 585] 90 84| 2,530 | 17,483 
Japan and Korea ^ ... — .. 5. a due 18}... seg 36 10,179 | ... | 486 | ... | 2,382/94,371 107,474 
Ida ..  .. .. ..  ..  ..|2,27 13,963 | 3,152] 3,158 | 175 | 2,106 |21,061 | 4,921] 7,798 | 136 | 3,932) 842 | 63,871 
Ceylon ... .. 20| 161 | 322] 382-1 .. we | 2.344 8| 169] ... 256, 40 { 3,702 
Straita Settlements, Fed. Malay States and | 
Sarawak .. 0. ave ..| 202 834] 200] 279] .. 42 | 971 | 365] 112 | 86 24| 3,115 | 6,230 
Hog Kong .. ..  ..  ..  ..| 145 | 1,857 | 348 2331| .. | 1,261 | 1440] 0 |. .- 24 | 481| 77 | 5,804 
West Australia sce 0 e | 256 | 2,535 | 237| 169 | ... 20 | 3,668 | ...| 139] 10| 309| 107] 7,450 
South Australia es 4... M | 123 | 2,529 321 71| .. 63 | 337] 43] 423] ... | 1,129) 52 | 4,802 
Victoria „з. ese | 777 |11,453 | 2421 1,798 | 10| 660 | 6,938 | ... | 1172 | 309 | 1,057] 346 | 24,762 
New South Wales ... .... ... ee. | 1,115 45,338 | 875| 1,596 | 66 | 1,848 |14,581 | 7,814| 3,143 | 305 | 1,355] 749 | 48,785 
Queensland... .. .. 2... 63 | 401| .. 191 | ... 193 | 840 | ... | 1,205 | 103] 313] 418 | 3357 
Tasmania EN irs si 47 ae 9. 121] ae е 163 iui 16 | ... s 20 426 


New Zealand and Fiji Islands ae 832 | 5,449 | 1,679) 2,162 | ... | 1,880 | 3,624 | 2,382, 1,209 16 | 1.709| 574 | 21,516 


———————e | — ——Á | —OM | ——————À Jo—A rr | — ee — — | d— M нн. ое лала, 


Total, £ [21,473 |102,325114,176122,564 | 980 [18,881 |148,880| 22,295|30.066 [3,183 |25,602|143,532/553,95 7 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
Russia, Norway, Sweden and Denmark ... | 716| 56]... | ae | 840) .. | 5,378) 30 | 1,565 | 398 | 1660 | 10.688 
0 eee "TES 12 


ie 24 » eae | 1,197 | 709 |... 128,089 | 8,304]... Ж 39| 399] .. Ке 38,737 
France ne ae e i|. 781 8| 22| 455 | 642| .630 52 | 160 | 5,938 |1,507 70 10,265 
Switzerland а... | 1,025 | 657 | 246 791... | 7,522 | 1,853 | ... 216 [1,464 101 13,163 
Italy ... Se әш ш ее 414]38,927]... TE e ... | 3,672 к! ae к” 8,013 
United States... о. ш. ш... | 7,183 | 2,005 | 459 | 5,242 | 2,394| 2,458 [17,854 [46,411 | 6,230 (3,705 2,558 96,469 
рп... о е „, o a: | B83 f 2s we | 1,392 | 2,612]... d 198 | ... ne 5,785 


——À (| — | ——— 0| ——— | ef ef рсчаи ous | cose Д ee 


Total, £ [12,869 | 7,362 | 727 135,257 |14,792/10,610 {28,809 | 46.640|14,546 |7,074 4,389 . [183,075 
Additional imports.— Canada, electrical machinery, £50; batteries and accumulators, £14. Channel Islands, machinery, £12. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


| 


Various countries, mainly as above ..| 2,082| 2,203 | . | 2,918 , 15 | 1,724 | 4,354 a | 70 | 465 1,117 14,948 
| 
a a ee eet BN DR et ЖОЛИ РНЕ СЕЕ ee 
TorAL Exports: £553,957 ToTAL RE-EXPORTS: £14,948 ToTAL IMPORTS: £183,151 


T ШЕ —The amounts appearing under the several headings are classified according to the Customs returns. The first and 

о contain many amounts relating to “goods” otherwise unclassified, the latter, doubtless, consisting of similar 

eee ri ds d appearipg in adjacent columns. Imports are credited to the country whence consigned, which is not necessarily 
country of origin, 
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THE INSTITUTION 


WIRING RULES. 
By DONALD SMEATON MUNRO. 


(Concluded from page 314.) 


Rule No. 64, with three sub-divisions, finishes the 
subject of wood casing, and apparently one may 
adopt cheap casing of small size under floors and 
through walls, and generally act in a reckless 
fashion with regard to crossings and joints, yet be 
untrammelled by any restriction. Bunching is per- 
mitted between wires of the same polarity on final 
sub-circuits. Are wires from branch switches to 
lamps to be classed for the purposes of this rule as 
if always at the potential they have when the switch 
is closed or when the switch is open? 

Rule No. 65.—A feature of the new rules is the 
introduction of tough rubber compound protection 
as a substitute for conduit or casing. The tests 
which this class of protector has to undergo to con- 
form with the regulations include capability to resist 
abrasion, acid, oils, and alkalis. The tests are 
hardly stated with scientific accuracy as to the 
degree or period of resistance to these formidable 
enemies of wiring systems. But everybody knows 
that ‘‘cab-tire’’ sheathing is meant when the Institu- 
tion uses the more sonorous title, and the precise 
degree of resistance to trouble is the very high 
standard set by that doughty class of covering. 

It is to be hoped that no hard-faced inspector will 
apply the fire test specified; under using conditions 
““ The resistance of the covering to fire is to equal 
or be superior to that of vulcanised rubber.” 
Generally the vulcanised cover of cables is tucked 
safely away in a steel conduit, and the inspector's 
blow-lamp is not so deadly as it would be if tried 
on the neatly varnished surface of a bunch of tough 
rubber compounded cables cleated to a wood parti- 
tion, and possibly running up to a nice dry garret. 

Rule No. 66 refers to armoured wiring, and states 
that the metal covering, brass, copper, or the like, 
must be of substantial thickness. One wonders if 
the Stannos covering would pass muster. 


Lead-covered systems are dealt with under Rule | 


No. 68, and they are dealt with in style. The rule 
does not permit of lead-covered conductors beneath 
floors, behind wall surfaces, or on new brick or 
plaster. Such severity shows a very high degree of 
freedom from mere commercial interests on the part 
of tlie Committee, for some of the largest cable 
companies have been pushing such systems for 
years, and recommending their use for all kinds of 
situations. The writer has seen a whole book full 
of pictures of handsome buildings wired throughout 
with lead coverings. Personally, he felt that it was 
a pity; but there were the names also attached of a 
host of contractors, and even of consultants, who 
had risked the experiment. 

Lead-covered systems ought not to be too much 
encouraged, but they are better than some of the 
other systems that are permitted more freedom 
under the rules. If such conductors were further 
protected by a thorough coating of bituminous com- 
pound or tape, they would be saved for a long time 
from the chemical elements of destruction which 
lie in wait for lead behind building surfaces. Of 
course, some of the modern systems are covered 
with a substance which looks like lead, and is so 
largely, but is stated to be a “‘ special metal." Does 
that exempt such systems from the control of Rule 
No. 68? In this connection one remembers that 
some years ago it was considered necessary to 
specify a high percentage of pure English lead for 
cable coverings. Now it seems that cable makers 
desire to get away from the very name of lead for 
indoor work. 

Flexible conductors are next dealt with, and Rule 
71 reminds us that fitting flexibles must only be 
joined to the ordinary wiring by screw terminals, 


and not by soldering. In the installations which 
have lasted for nearly a quarter of a century with, 
out trouble, we soldered such connections, and, in 
addition, soldered the flexible at the lampholder 
ends, and thus obviated the risks of sparky hot con- 
tacts in inaccessible places. 

We now pass to the section dealing with ''Protec- 
tion in Special Positions." Here there is no hint of 
how to proceed in corrosive, high temperature, wet 
or other difficult places, but the section refers us 
back to four preceding rules, and goes on merely 
to specify the use of casings and tubes for parti- 
tions, &c. 

Bare conductor conditions are then well described 
in Rule No. 75, with nine sub-divisions. There is, 
perhaps, one section too many, as the matter of 


‘double insulation with straining gear is the subject 


of sub-division (b), and again appears fully in (e). 

Rules 87 to 95 are devoted to switch and distribu- 
tion boards, and deal with the subject well. І 
should be noted that teak-cased fuseboards must 
now be lined with fire-resisting material, and a mini- 
mum clearance of 14 in. must be provided. One 
hopes that the makers will act at once in this direc- 
tion and save contractors the worry of making 
special big cases. 

Switches and circuit-breakers are described in Nos. 
96 and 97. The chief item of interest is the con- 
demnation of that type of ironclad switch which has 
a slot for the handle. It has always been a wonder 
to the writer how such a futile type persisted. The 
sizes of switches are governed by load tests. This 
1s quite proper, and one hopes that makers will now 
classify their switches accordingly, and not call a 
switch 50-amp. size when under prolonged working 
conditions it will only break and carry 10 amp. 
safely. Some indication of approved contact areas 
might with advantage have been appended to the 
rules. - 

The sections devoted to fuses and wall plugs and 
sockets have been considerably improved. It is 
evident that the Committee attach great importance 
to their recommendation to use cord-grips on port- 
able appliances. It is repeated three times (Rule 
104, 109, and 114). Does it apply to portable stan- 
dards? 

Rule No. 110 says that switch lampholders must 
be controlled by a wall switch. Lately there has 
been an extended use of ceiling rose switches. Are 
they to be classed as lampholder or as wall switches? 

Rule 111 states that a lampholder must not be in 
metallic connection with the metalwork of a port- 
able hand lamp. Must we fit insulated holders as 
well as cord-grips on all portable standards now? 
There is much to be said for the general adoption 
of insulated holders except on cord pendants, where 
they are not necessary. | 

There are several important provisions anent 


heaters in Rule No. 117. Those taking over 1,000 


watts are to have D.P. switches. It is to be hoped 
that the ironmongers and stores—so beloved by the 
Tungsten Lamp Association—who are now selling 
2. 3, and 4-Kw. heaters, will tell their customers of 
this necessity. Those of us who are only elec- 
tricians wilf note with malicious glee that the Insti- 
tution anticipates heaters being used with pressures 
up to 650 volts. The smart ironmongery salesman 
may expect to hear something from madam then! 
Nothing is said about the earthing of heaters. 
Manufacturers must note (Rule No. 118) that at 
least one section of the heating elements is to be 
controlled by the wall switch only. | 
Rule No. 120 states that heating circuits must 
be protected by a wall switch in each room. Thus 
in a dining-room with sockets for radiator, hot- 
plate, &c., a big master-switch must be provided at 
much expense, and probably never used. 
Resistances, choking coils, and transformers аге 
next dealt with, then motors-and dynamos. Noth- 
ing is said about the earthing of any of these. 


~ 
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neither is any suggestion given as to approved : 


methods of wiring to them. This is a point on 
which much guidance is necessary. 

In dealing with accumulators, Rule No. 126 states 
that "each regulating cell should be protected by 
aíuse." This is astonishing. If such fuses are to 
be of any use they should be placed near the junc- 
tion with cells. The atmosphere of a cell room will 
soon cause the fuses to blow, and in blowing they 
may even cause the cell room to blow up. In any 
situation the blowing of a fuse on a regulating cable 
would cause serious flashing at the switch regula- 
tors on the board. | 

Again, Rule No. 127 implies that a battery must 
have a D.P. switch and fuse control. This is often 
difücult to arrange in practice, and protective con- 
trol can be otherwise secured. 

Some differences are made in the tests for wiring. 
It is not now necessary to test the wiring proper 
before the fittings are erected. The old method was 
useful when the work was divided; now in such a 
case, when the tests are low, there may be differ- 
ence of opinion as to where the faults lie. 

We know that branch switches and their treat- 
ment are the chief factors in an insulation test. Yet 
these are not counted, and the insulation must not 
be less in megohms than 25 divided by the number 
of lamps. 

An appendix is given which shows the number 
and sizes of 250-volt cables which can be drawn into 
the various conduits made to the Engineering Stan- 
dards Specification. The table differs here and there 
from that prepared by the various conduit makers 
for the same sizes of cables and conduits. No indi- 
cation is given of length of conduit through which 
the stated number of wires can be drawn, nor of the 
reduction in yards of length per normal bend. 
Neither 1s note given of the sizes of conduit for 
single main conductors. If the table is-worth giving 
at all it should be complete for convenient refer- 
ence. 

À table prepared for the 650-volt cable would have 
been even more interesting. for then we should be 
learning about cable thicknesses which have hitherto 
been beyond our experience. 

A great amount of space is occupied throughou 
the pamphlet by general specifications of items like 
copper conductors, ceiling roses, and constructional 
details of switches, sockets, fuseboards, and other 
accessories. This in spite of the fact that some of 
these particulars are already published fully in the 
British Standard Specifications. Some advantage in 
clarity and easy reference would be gained if such 
manufacturers’ items weré printed separately in a 
section by themselves, and not interposed with 
matter referring to methods of use and erection. 

In the few months which have elapsed since the 
rules were issued, several critics have directed 
attention to the more important alterations required 
in current practice, and it has been suggested that 
this issue should have been delayed until after the 
war, when the wiring world would be less harassed 
with urgent work and more ready to consider 
-= changes. 

The rules are not yet final or perfect, however, 
and now that peace is distantly in sight, and stocks 
of old standard articles are unprecedentedly low, it 
is the best time to be preparing and changing pat- 
terns and methods. So the next set of regulations 
may be on more model and permanent lines and be 
areal charter to good average wiring practice. 


Board of Trade Inquiries—The Commercial Intelli- 
gence Branch of the Board of Trade has received applications from 
firms at home for the names of manufacturers or producers òf :— 
Bulbs for electric lamps; electric smoothing irons for boot uppers ; 
and steatite insulators. 


THE BRITISH ASSOCIATION.—IV. 


The Utilisation of Coal as Fuel. 


Durinc the visit of the British Association to New- 
castle-on-Tyne a joint meeting of the Geology and 
Chemistry Sections was held, on September 7th, on 
the investigation of the chemical and geological 
characters of different varieties of coal with a view 
to their most effective utilisation as fuel and to the 
extraction of by-products. 

Prof. G. A. LEBOUR, in opening the discussion, said that the 
attitude or relation of geologists and chemists to the matter · 
of coal was rather a peculiar one. Geologists had to find the 
coal, but in order to ascertain that the mineral found was 
coal they had to turn to the chemists, and the chemists 
could not always tell. Some authoritative classification of 
coal should be arrived at which should be to the satisfaction 
of both the geologists and the chemists. Coals were very 
different, and their chemical properties were not uniform; 
there were known cases in which two coals had practically 
the same composition according to the analysts, but differed 
in their physical properties. It was the physical properties 
that were of interest to the industrial world, and therefore 
they would like, if possible, to have a definition of coal 
which might comprise all sorts of schedules, such as coking, 
&c., and its physical and chemical properties. Geologists 
regarded coal as a rock, usually found in layers, with a roof 
and a floor. Floor and roof both varied, and according to the 
variety and dilference in the roof there should be a corres- 
ponding difference in the nature of the coal. Chemists had 
very often to investigate coal without the slightest knowledge 
as to the conditions under which it was secured. If those 
particulars were given to the chemists, they might be able 
to explain the phenomena that had presented great difficulties. 

Prof. W. A. Bone said the great difficulty with the chemists 
was that there was not much to say of a definite character. 
They usually applied certain tests to coals to secure informa- 
tion regarding their specific use for commercial purposes, and 
used tests which had been found to be more or less satis- 
factory. They could determine the carbon, hydrogen, and 
organic nature with a certain amount of precision, but too 
frequently these results came out differently according to the 
amount of air. More recently they had been studying the 
action of pyridine, which removed and dissolved certain con- 
stituents in the coal, and a good deal of work had been done 
by other individuals with other methods of testing coal, but 
little had been done in the way of correlating, or bringing the 
different undertakings to a focus, so that they might be seen 
in their proper perspective. Until that was carried out he 
did not think the chemists would be in a position to say very 
much about the exact chemical nature of the constituents of coal. 

Prof. KENDALL, regarding the matter as a geologist, was of 
opinion that much research work was needed іп co-operation 
with the chemists. There should be a general investigation of 
the coal and of coal seams, because a chemical analysis was 
not enough. The ash present in coal was one of the factors 
controlling its economic use, and so they Would like to know 
what the ash was, and what was its relation to the original 
plant substance. 

Dr. J. T. Dunn said they should know what each section 
was doing. Until chemists knew something about the 
chemical nature of coal they could not hope to present any 
scientific classification to the geologists, and they would not 
get far until they knew whence the coal came. Chemists, 
geologists, and botanists should join in their researches. 

Prof. Bone thought there was every peces that shortly 
the State would take up the question and. grant subsidies for 
the investigation of coal. It was practically the result of the 
movement begun at the British Association meetings at Man- 
chester last year and in various scientific quarters as to the 
value of the properties of coal. They had had an assurance 
given that the question would be dealt with in the very early 
future. | 

Prof. Benson said his study of coal over many years un- 
pressed him with the fact that the difficulty involved in the 
problem was the question of the chemical nature of coal. 
Pyridine dissolved up to 30 per cent. of the coal, but of the 
composition of the remainder they were ignorant. 

Dr. Marte C. Stores spoke of the little progress that had 
been made in the study of the constituents of coal, and said 
that the chemists, in estimating the nature of coal unaltered 
by heat or chemical action, had done no more than to separate 
them into two main classes of constituents, which had been 
termed cellulosic and -resinic. If the different by-products 
from coal were traceable to specific parts of plant life, and 


‘those plant remains were recognisable in the plant itself, a 


considerable step might be made in the knowledge of coal 
and its potentialities, for the individual plant portions might 
be isolated by suitable methods, and the substances for which 
they were responsible when coal was heated, determined. It 
was on such work that they were engaged. . This study was 
obviously a case for co-operation. The ultimate aim of the 
research was a complete scientific knowledge of the chemical 
composition and mode of formation of coal. ` 

Dr. D P. Jones and Dr. G. Ніскілма also took part in the 


discussion. 


- 
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The Problem of Industrial Unrest. 


THE Economics and Statistics Section of the 
British Association on September 6th turned its 
attention to the question of industrial unrest, the 
basis of the discussion being the report of a com- 
mittee on means for the promotion of industrial 
harmony. _ : 

The report, which was very long, considered the 
subject in three sections: The causes of industrial 
unrest, attempts at diminishing industrial unrest, 
and the Committee’s recommendations. The causes 
were stated to be: (1) desire for a higher standard 
of living, (2) desire of the working people to exer- 
cise a greater control over their lives and to have 
some determining will as to the conditions of work, 
(3) the uncertainty of regular employment, (4) the 
monotony in employment, (5) suspicion and want 
of knowledge of economic conditions, (6) the com- 
plaint that some labour is irregular and less satis- 
factory, (7) the effects of war measures. Attempts 
at diminishing industrial unrest included concilia- 
tion and arbitration boards, arbitration (a) volun- 
tary, (b) compulsory, profit-sharing and co-partner- 
ship, and co-operation. The summary of the report 
stated that the aim of the investigation was to dis- 
cover certain general principles which must under- 
lie a harmonious economic organisation. Before 
the problems of industrial unrest could be solved 
those principles must be applied to particular indus- 
tries. With their special application the Committee 
did not deal, and the’ suggestions put forward in- 
cluded only broad principles possible of wide appli- 
cation. The recommendations might be divided 
into groups, as they concerned: The general atti- 
tude and outlook of employers and workmen; 
machinery for dealing with disputes; the organisa- 
tion of industry; and post-war arrangements. The 
recommendations were thus summarised : — 


1. (1) That there should be greater frankness between em- 
ployers and workpeople, and that they should discuss indus- 
па matters together or through duly accredited representa- 

ves. 

(п) That employers should consider the cost of labour, and 
not the wages earned by individual workmen. 

(11) That the fundamental facts and principles of industrial 
and economic life should be known by both. 

2. (1) That employers and workpeople should improve their 
organisations with a view to determining jointly the condi- 
tions under which industries should be carried on. 

(п) That in each industry permanent boards or committees 
be set up to consider all matters of common interest. К 

(ш) That there be а joint national board to which local 
boards could refer unsettled disputes. 

3. (1) That the necessity for co-operation between employers 
and employed be recognised by both. 

‚ (п) That employers establish : (a) Associations of one trade 
in а given district, (b) national associations of one trade, (с) 
local federations of trades, (d) national federations of. trades. 
(6 and d being organised under a system of representation.) 

That workpeople establish unions and federations corres- 
ponding to the above. 

. (ni) From the two national federations there be elected an 
industrial council. 

(iv) That the State give recognition to approved associations, 
unions, and federations under carefully devised regulations, 
the State being the representative of the consumer and of 
the community. 

‚4. (1) On demobilisation, that district boards of really prac- 
tical men be established to consider and adjust difficulties, 
especially as to the replacement in industry of men who have 
joined the Forces. 

(ii) As to agreements and regulations in abeyance for the 
period of the war. .The industrial community will have an 
opportunity for considerable reconstruction. The new organi- 
sation suggested should take this in hand. 

Archdeacon CUNNINGHAM expressed a feeling of disappoint- 
ment at the report, the recommendations of which had no 
relation to many of the causes of industrial unrest. There 
was no suggestion in it as to getting a higher code of morals 
both on the part of Capital and Labour. He referred to the 
housing question, and said employers of labour should be 
responsible for the proper housing of their employés. 

Prof. W. R. Scott referred to the suggestion that had been 
made of an industrial war after the present military war, and 
said its prevention, while not in the power of any individual, 
was, he thought, within the power of the nation. If they 
could only prevent .industrial war they could not only pay 
the interest on the war loans, but provide a material sinking 
fund for the reduction of the debt. He advocated co-opera- 


' sought. 


tion between interests, and for that object the most practical 
method he could see was that associations representing capital 
and labour should ,act in conjunction. . 

Sir HvaH BELL said he did not accept the report in its 
entirety, although he was a party to it. No very definite 
conclusions could be suggested, for the question was in an 
obvious state of flux. The war had brought home these ques- 
tions in а much more urgent form. It was olear that as soon 
as the war had come to an end problems that might have 
found a solution gradually would become urgently in need 
of an immediate solution. It seemed desirable in the present 
circumstances to present not so much definite conclusions as 
indications of the directions in which improvements could be 
It was impossible, as they understood matters at 
present, to devise any scheme of compulsory arbitration. 
What they wanted to bring home to Capital and Labour alike 
was the fact that the centre of gravity was very much 
changed. He was convinced that they must dismiss proposals 
of profit-sharing as а solution of the problem before them. 
That they were going to have & troublous time, he thought, . 
was beyond doubt, but the disposition to wait until circum- 
stances had developed, rather than make preparations for 
eventualities that might never happen, would, he thought, 
stand them in good stead, as it had before. 


Address to the Economic Science and Statistics Section. 
By Pror. A. W. KIRKALDY, M.A., PRESIDENT OF THE SECTION. 
(Abstract.) 


In every sphere this great war has worked, and will yet work, 
great changes, but in the economic sphere the effects that 
can already be noted far exceed those in any other. Up to 
the present the war has cost us over £2,000,000,000. We 
have consumed that amount of commodities and services, we 
have diverted capital and labour into new channels of pro- 
duction, but these channels, unlike those connected with a 
good scheme of irrigation which,may make the wilderness 
to blossom like the rose, have emptied themselves in the 
desert and the runnels are now dry and worthless. The 
warring Powers have turned their attention from profitable 
production, the output of wealth, the exchange or use of 
which will produce new wealth, to the production of instru- 
ments of destruction, which: not only consume themselves, 
but carry out a work of destruction which entails the loss of 
other accumulations-or possibilities of wealth. There is abso- 
lutely nothing tangible to show for this expenditure. Thus 
the position 1s that for two years we have been сое 
our wealth, and to that extent must remain the poorer an 

be short of many of the goods and services we used to con- 
sider necessaries of life, until we have, by renewed efforts 
and a return to the industries of commerce and peace, taken 
ешн to restore those useful things which have been con- 
sumed. 

When the war ends, it wil be incumbent on us all to 
redouble our activities, increase the productivity of the mill, 
factory, and field; for, so long as there is a deficiency ш 
excess of what we were accustomed to, so long must some of 
us, and especially the poorer members of the community, 
feel the pinch occasioned by this devastating war. 

The war, in spite of the suffering and loss occasioned, has 
not been all loss. As a nation—nay, as an Empire—we have 
found ourselves. We shall emerge from this war a better 
disciplined, a more serious people, better equipped mentally 
and, physically to cope with new conditions. We have learned 
what hitherto had only been suspected, or at most known to 
а few, that we have not produced anything like our industrial 
maximum. | 

An insidious element of friction threatening to develop into 
class war has been sapping our energies. There have been 
faults on both sides, but daylight is being thrown over the 
situation, and the waste and loss of this friction has been laid 
bare. If we do not take to heart this great experience ап 
alter our ways for the better, then we deserve to go down а 
a nation. 

Not only was there loss through friction between employers 
and employed, but in many industries we were continuing to 
use out-of-date tools and methods long after they should 
have been discarded. A long era of prosperity had not, 
indeed, caused decadence, but was threatening to do so. The 
war has shaken us up and shown us the realities of life, 
making the mistakes of the material side with which we 
have to do here plain and unmistakeable. 

To beat the national enemy we had to re-equip our work- 
shops, and the new equipment will be available to а great 
extent for future work. Moreover, we have been taught by 
a bitter lesson that up-to-date equipment is as necessary ! 
we are to maintain our position as an industrial and commer- 
cial nation as it was to enable us to maintain our inter- 
national position. 

I want to attempt now to make a forecast of what may be 
expected in the commercial and industrial spheres when un 
sheathe the sword. Germany has over-run some importan 
nanufacturing districts. Belgium, North-Western Franc 
and Poland have not only been occupied by the enemy, bu 
machinery and industrial equipment haye in many cases 
been removed to Germany. The busy industrial areas me 
tioned have undoubtedly suffered very considerably, and wi 
require to reconstruct and re-equip towns and factories, 8n 
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to reorganise the labour force. То set сопипегсе and industry 
ai work араїн оп anything like the previous scale must be a 
work of some time. On the other hand, in spite of every 
effort, Germany has.found it impossible to interfere with the 
industries of the United Kingdom either by force or intrigue; 
nor have the Entente Powers.as yet invaded Germany. Imn- 
deed, for the purpose of this forecast it,is wise to assume 
that German industrial equipment will not be affected detri- 
mentally by the war. When once again the world begins to 
get into its normal stride, so far as one can foresee, England 
and Germany will for some time be the only two European 
nations prepared to take any considerable part in international 
trade. | 

Meantime, during the period of the war, two countries— 
the United States of America and Japan—have enjoyed new 
and unlooked-for trading advantages. So far as competition 
fran the United States is concerned, it 1s probable that we 
need. not feel unnecessarily pessimistic. The South American 
States are at the beginning of a period of development which 
шау well prove to be rapid. The possibilities opened up by 
the Panama Canal route, even though the present canal 
should prove a failure, will not be resigned before another 
attempt is made to pierce the isthmus; that a cutting will 
eventually be made is, in my opinion, beyond question. 
American developments, then, may be expected to take place 
principally on the American continent, in the Pacific, and in 
the Far East. In these regions there is ample room for‘both 
British and American enterprise. | 

Nor will Japan, for some time to come at any rate, coin- 
pete with our staple manufactures. The developinent made 
br Japan during the war would seem to indicate that it is 
Germany, and not Great Britain, that will have to bear the 
bunt of Japanese competition. Small goods and fancy 
articles which came freely into our markets from Germany 
and Austria before the war are now being made in Japan. 
Our merchants, being unable to get supplies of these goods, 
sent samples to Japan, with the most satisfactory’ results as 
to price, finish, and quality. Thus we have been able to 
extend our business relations with our ally at the expense of 
our enemy. Moreover, although there is no certain informa- 
tion on the subject, it is more than possible that when normal 
trading is resumed it will be found that Japan has been 
extending her business in these and other classes of goods 
into other markets hitherto the preserve of the Central 
Powers. | 

Hence it is of special interest to attempt to forecast to what 
extent and with what prospects England and Germany will 


be in competition in international trade after the war. This - 


will depend for the most part on two sets of factors: (1) the 
internal industrial condition of each country, and (9) coin- 


mercial factors. So far as the former are concerned. there is 


much that this country should realise and take to heart. ` 

The United Kingdom, in spite of the war and its heavy 
Чаш on our resources, has been enjoying an exceptional 
time of seeming prosperity. А large section of the work- 
people have been earning high wages, whilst some em- 
ployers have been earning handsome profits. High prices, 
high wages, high profits have been the order of the day. The 
return of peace will very considerably modify the last two of 
these, and how will those affected face the change? ^ 
To understand how the parties will answer this question, 
certain agreements must be remembered. Foremost among 
these is the State guarantee that certain trade union restric- 
tions and Government regulations which have been in abey- 
ance for the period of the war shall be reimposed when peace 
1s restored. Tf we were reverting to pre-war conditions there 
would be much to be said for this, but one hopes that both 
parties realise fully that conditions have radically changed, 
and that in consequence both employers and workpeople 
must be prepared to meet the new situation in a new spirit. 
Why were these agreements and regulations set aside? Be- 
cause 16 was known that they hampered output, and our 
military success depended upon our producing the greatest 
Possible amount of munitions of war. Our commercial suc- 
cess will now equally depend on getting the utmost possible 
Production out of our industrial equipment. Are we, then. 
going to restore these obstacles just at the most critical 
Moment? | i 
_With the return to more normal times the national neces- 
city for war stores and munitions will cease, and our indus- 
trial forces will have to rely on the home and foreign markets 
for employment. Foreign competition will almost certainly 
be greatly intensified. There may be at first a great demand 
for manufactured goods of all kinds, as a consequence of 
decreased supplies during the war, but all the principal trad- 
Ing nations will strain every nerve to get the greatest possible 

are of orders. If, under such circumstances, we indulge in 
an Internal struggle between Capital and Labour, instead of 
ending our whole energies to retain and extend our hold on 
markets, we shall lose an opportunity which is not likely to 
return. And yet there is a widespread expectation among 
еп:ріоуегв and workpeople that the European war will be 
Succeeded by serious industrial strife. 

So far as the commercial factors are concerned, we have 
almost everything in our favour. We have not outraged the 
Sentiments of humanity by employing inhuman methods in 
Waging war. We have retained our position as Ње head- 
quarters of the money market. We have our shipping re- 
sources and equipment practically intact. Our merchants 
and exporters are keen and ready to carry on their business 


oss occasioned by the war and the blockade. 


With even greater energy than before the war. We have 
arrears to make up, but have the will, and, with harmony at 
home, the ability to carry on a more extended trade. Our 
capital has not been seriously affected, and there are no 
signs that it will be—our financial establishments and banks 
ure prepared to do their share. 

Turning to Germany, there is a most interesting condition 
of affairs to study. If beaten in the war Germany will be a 
poor country; the econoinie position will be deplorable, but 
hardly irreparable. Every section of the community has 
already felt to some degree the effects of the war. When, 
peace comes there will be a determined attempt to regain the 
old position. А disciplined people, acting under a Govern- 
ment that will be compelled by circumstances to foster every 
possible means for repairing the broken machine of trade and 
for restoring the national wealth, will without any doubt be 
prepared to make heavy sacrifices to regain what has been 
lost. The Government will offer advantages in the shape of 
low railway rates and canal facilities, and, as far as possible, 
bounties on export business and on shipping to encourage 
and extend foreign trade. Manufacturers and merchants will. 
cut down profits, and workpeople will be carefully taught 
that only by increased productivity and by a period of low 
wages can that which has been lost be regained. One fore- 
sees a remarkable attempt by a united and determined nation 
to make good in as short a period as possible the waste and 
German goods 
for export will be cheap, and the low price will be still further 
emphasised by the depreciation of the mark. For so long as 
the mark is at a discount there will be a pro tanto advantage 
to export trade, and although the mark may eventually 
regain its par value, a few months or even weeks will have 
an appreciable influence on re-opening foreign business. 

Thus a comparison of English and German possibilities in 
foreign trade on the resumption of peace shows that there are 
certain advantages on both sides. The German advantages 
are solid and appreciable, but if England is seething with 
industrial friction the advantages she possesses will be 
neutralised and her failure a certainty. 

This leads us to consider whether a policy can be devised 
which will remove causes of friction and assure to our indus- 
tries а new era of prosperity. 

As the war developed there has been a growing tendency 
to demand organisation in every sphere of national life. The 
striking successes scored by Germany have been universally, 
and probably rightly, ascribed to thoroughness of organisa- 
tion and complete preparedness before provoking the con- 
flict. It has been forgotten that Germany has for many 
decades prided herself on her Army, even as England has 
relied on her Navy. The test of war has proved that Ger- 
many was a very difficult country to oppose by land, but that 
in naval matters England is supreme. The economist, how- 
ever, has to investigate into those matters which are con- 
nected with his science—namely, the production, the distribu- 
tion, and the consumption of wealth. Can it be said that the 
want of organisation and other faults of our military system 
are typical of what has been going on in the industrial and 
commercial sphere? I, for one, cannot bring myself to 
accept the truth of this. For upwards of a century our 
industries have been gradually developing, and the progress 
has, on the whole, been along healthy lines—each decade has 
seen some advance more or less great. 

German attention to industry and commerce is much more 
recent. She was able to benefit by our experience, nor was 
she slow in doing so. To take a simple illustration : A manu- 
facturing finn of 50 vears' standing has developed a system 
and has equipped factory and workshop as occasion demanded. 
A rival, seeing the possibility of competing successfully in 
the same business, organises a new company, raises the 
necessary capital, and is able to commence operations with 
plant, machinery, and equipment of all kinds absolutely 
up-to-date, and even with some new improvements. In these 
cireumstances, provided that the management be good, and 
that there is a deinand for the goods produced, the new firm 
has on the manufacturing side considerable advantages. The 
older firm, however, is поё, devoid of advantages. It has a 
certain connection, a goodwill, and with able management 
these will enable it to compete with the newcomer, whilst 
the managers will have time to consider how to put the 
manufacturing side of their business on a par with that of 
the rival firm. The position in a simple instance like this is 
fairly easy to understand. In the case of a nation, with its 
many and varied interests, it takes a very much longer time 
for the situation to develop. The agitation for Tariff Reform 
and Colonial Preferences is a proof. that several years before 
the war broke out soine Englishmen were awake to the fact 
that a new condition had come into existence, and that, if we 
were to preserve our advantageous position, we must take 
careful stock of newly-arisen factors in world-trade. For Ger- 
many was not the only one, nor perhaps the most serious, of 
these factors. The United States of America, from the time 
of the Civil War, had bent her energies to the work of internat 
development. Having concentrated on this for nearly 40 
vears, she began to expand a world-policy both political and 
commercial. Japan, too, emerged with unexpected sudden- 
ness into the arena. Thus, as the nineteenth century drew to 
a close, the economic interests of England required careful 
and earnest attention. The fiscal controversy undoubtedly 
had the great and important effect of waking English traders 
out of the lotus-eating condition into which they were in 
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danger of sinking. All our principal, and many of our less 
important, industries. were carefully reviewed. There was, 
however, a very subtle policy being pursued, which required 
very minute know ledge and wide experience to grasp. It was 
our proud boast that we left trade free and untrammelled, 
that we believed in the health-giving effects of open. competi- 
tion. It needed the stern lesson of the war to make known 
how this generous policy could be utilised to our detriment 
by a rival commercial nation. The facts as to the exploiting 
of the mineral resources of the Empire, us to how the dye 
and colour industry and various by-product industries have 
been developed so that certain vital trades almost passed 
under foreign control, came to light only just in time. 

It became plain, as these facts leaked out, that we needed 
a better system of industrial and commercial intelligence. 
There was also a lack of unity of working among our prin- 
cipal industries incompatible with the growing interdepend- 
ence Which has been а marked feature of modern economic 
life. Sufficient of the facts have been made public to warrant 
the demand for reconstruction and improved organisation of 
those departments responsible for the national trade. 

It would be most unwise, as well as ungencrous, to attempt 
to blame our Board of Trade. That departinent has, on the 
whole, worked hard and well for British interests. But 1t is 
both wise and necessary to criticise the policy that has over- 
weighted this one Government department, and although 
there should be very careful consideration before either re- 
commending or making a drastic change, attention ought to 
be given to the frequently-expressed opinions both of cham- 
bers of commerce and of individual traders in favour of the 
creation of a Ministry of Commerce. To this Ministry there 
might be transferred some of the functions of the Board of 
Trade, whilst at the same time the new Ministry might be 
responsible for maintaining that general survey over trade 
and commerce without which any organisation we may 
attempt would be incomplete. 

If this view be accepted, it is not fair to charge our indus- 
trial interests with lack of organisation. An examination of 
any one of our industries—shipbuilding, shipping, the manu- 
facture of various goods for export—shows that each has been 
well, and in many cases exceptionally well, organised; but 
the organisation requires to be completed by some machinery 
with responsible officials to co-ordinate the organisation of 
the several interests. Even in this direction something has 
been attempted. The Associated Chambers of Commerce 
gives. at any rate, the germ of an organisation for attending 
to this great need. We may ask whether this could be still 
further elaborated so as to give the country what is wanted. 
Have our chambers of commerce sufficient standing to make 
their association strong enough for the work. or should we 
look to the State to supply the keystone to the arch? Per- 
haps the time has come when a word of warning should be 
uttered. Ате we not getting rather too prone to fall back 
upon the State? We were, and perhaps still are, the most 
gelf-dependent people in existence. Both the employer and 
the trade union have in the past been but little inclined to 
turn to the State. Can the completion of our industrial and 
commercial organisation be adequately attained by the inter- 
ests concerned, or must we look to another State department 
or sub-department to effect what is required? Our past his- 
tory seems to suggest that before turning to the State we 
try the initiative of the interests at stake. 


(To be concluded.) 
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. Radio-Telegraphic Investigations. 


The report of the Committee states that the observational 
work done for the Committee during the past year has been 
carried out at about 25 stations distributed in Australia, the 
United States of America, Canada, New Zealand, Ceylon, 
Trinidad, Dutch East Indies, Fiji, and the Gold Coast. 

Of the four kinds of forms issued by the Committee for the 
collection of statistics, the first, relating to the number and 
strength of the strays at 11 a.m. and 11 p.m. Greenwich mean 
time, has been in most regular use, and the stock is almost 
exhausted." No further edition of this form will be issued 
during the war, and thus the collection of statistics will come 
gradually to an end. 

The difficulty of obtaining clerical assistance for the work 
of reducing the forms has greatly impeded progress, but a 
ceríain amount of work has been accomplished and has 
yielded results of interest. So soon as the several sections of 
the work are rounded off the results will be published. 

The reduction of Form I is proceeding by the collation of 
records and reports of excessive atmospheric disturbance since 
August, 1914, in North America and Australia, and by their 
examination in conjunction with meteorological data from 
the corresponding daily weather charts. 

The reduction of Form II 18 proceeding by the correlation 
of instances of exceptionally good or bad transmission with 
meteorological data, and by analysis of statistics from Cocos, 
Fiji, Lagos. Malta, and Sierra Leone. 

Several important exceptional phenomena have been re- 
ported which will, after discussion, be published. These 
include reports of aurora, strays, and signals in Alaska and 
Hudson Bay; severe atmospheric disturbances in Malta; 
simultaneous strays on both sides of the Atlantic; effect of 
tropical storm in the Gulf of Mexico, September 30th, 1915. 


“Evectric Co. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED), 
сонш expressly for this journal by Messrs. W. P. Thompson & Co, 


slectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1916. 


12,808. ''Dual ignition system for internal-combustion engines." Т, Bur 
Gkss. September Hlth. 


12,824. ‘ Electrical measuring instruments," BRITISH WESTINGHOUSE ELEC- 
TRIC & MaNUrFacrUkING Со. September lith. (U.S.A., September 10th, 1915.) 


12,842, “Incandescent clectric lamps." J. T. боши September 11th. 


12,850. “ Portable electric lamps for inspecting purposes.” R. W. Н. Dyer. 
September llth. ` - 


12,874. '' Automatic and electricallv-controlled sprinkler for fire, &c.” R. j. 
WILKINSON. September 12th. 


12,897. '' Manufacture of articles embodying components "of vulcanisable 
plastic and fibre." A. E. ALEXANDER (Rubber Regenerating Co.). September 
12th. А Я 

12,903. '' Bipolar electrode electrolysers," С. G. Hersunn, September 12th, 


12,950. *'' Manufacture of electrically-welded and hand-made link chains and 
cables." К. GREEN. September 13th. 


12,971. “ Automatic and semi-automatic telephone systems.” 
AND THe RELAY AUTOMATIC TELEPHONE Co. September 13th. 


12,985, "' Art of electrical tuning." M. I. Puris. September 13th. 
September 17th, 1915.) 


12,986. ‘ Electrical wave transmission." Е. Н. Акмоткохс & M, I. Perm 
September 13th. (U.S.A., September 17th, 1915.) 


12,987. *'' Wireless systems, &c." E. Н. Armstronc & M. I. Purin. Sep- 
tember 13th, (U.S.A., October Ist, 1915.) 


12,988. *'' Transmission of electrical signals." Е. Н. Armstrong & M. I. 
Purin. September 13th. (U.S.A., February 10th.) 


D. A. B. Hur. September 13th. 


12,994. *'' Distant control of electric circuits for operating motors, &c." 
L С. W. Guest & H. О. MERRIMAN. September 13th. 


12,997. ''Sparking plugs.” September 13th. 


Н. J. HERK 


(U.S.A. 


12,989. “© Sparking plugs.” 


V. PERRETT. 


12,999. '' Telephone appliance," W. C. Croxon & Е. Maver. Septembr 
13th 
12,005. “ Magnetos for telephonic, &c., calls." J. B. NasaERES. September 


l3th. (France, September 18th, 1915.) 
12,080. '' Telegraphw." J. S. Witners (Сох). September 14th. 
13,089. *' Selenium cells." Е. E. FOURNIER D'ALbr. 
13,097. “ Sparking plugs for internal-combustion engines." Т. CROSBEE ANO 
Sons AND Н. К. Wicks. September 15th. 
12,121. “ Charging systems for storage  batterics." British THOMSON 
HovsroN Co. (General Electric Co., U.S.A.). September 15th. 
13,142. "'' Electric battery cells.” С. K. BAMBER, September. 15th, 


13,150. *' Electric cable terminals." W. T. Henvey’s ТЕҺЕСНАРН Works 
Co., Ілр., & W. Н. Nicuors. September loth. 

13,173. “ Magneto ignition apparatus," G. Е. Cooke. September 16th. 

13,181. ''Sclenium relay." М. Martinez. September 16th. 

13,007. ‘ Telephone hand set." В. B. Grace, С. Н. Nasu & WESTERN 
September 13th. 

13,071. “ Devices for closing contacts by radio-telegraphy." Т. Н. NAKKEN. 
September 14th. (Holland, September 15th, 1915.) 


September löth. 


PUBLISHED  SPECIFICATIONS. 


2915. - 
7,757. ELECTRICAL SYSTEMS FOR USE WITH INTERNAL~COMBUSTION ENGINES: 
C. Е. Kettering & W. С. Chryst. May 25th. (June 24th, 1914.) 


8,012. Tececrarn Transmimers. Н. J. C. Forrester (Piersen Telegraph 
Transmitter Co.). May 3lst. 

12,309. Ster-sy-ster RHEosrAT Switches. Е. A. Ross. August 26th. 
12,318. ErscrRicaL HEATING AND Cookino Apparatus. С. С. Nobbs & W. №. 
Nobbs. August 26th 

12,444. Systems ОЕ Execrric Suip PROPULSION. 
C». (General Electric Co., U.S.A.). August 30th. 
12,561. TkLEGRAPH SYSTEMS. British Insulated & Helsby Cables, Ltd., 
H. H. Harrison. September 1st. | 

12,564. WIRELESS SIGNALLING Systems. British Thomson-Houston Co. (Gene- 
ral Electric Co., U.S.A.). September Ist. 

12,673. Automatic Trirrnons Systems. Relay Automatic Telephone Co., 
Ltd. September 3rd. (November 17th, 1914.) 

13,062. Fittincs FOR ELECTRIC Lamrs. S. Quincey. September 13th. 
15,303. Systems оғ DISTRIBUTION FOR  ELECTRICALLY-OPERATED Ran WAY 


Dritish apap 


Trains. P. S. Turner. October 29th. С 
17,034. MEANS FOR LAYING AND COLLECTING Fiep TeLEPHoNE. Wrres. А. 
G. Smith. December 3rd. 
1916. 


The numbers in brackets are those under which the specifications will be 
printed and abridged and all subsequent proccedings will be taken. 

1.309. MEANS FOR SUPPORTING AND INSULATING  ELEcrRic. LINES. 
Ltd., & С. V. Twiss. January 27th, 1916. — [101,233.] 

1,635. Exrctric Joint. б. Н. Scholes. February 3rd, 1916. 
9,964 /15. 101,237.) 

3,559. ae тс CaR-LIGHTING Eouipments. Albion Motor Car Co. & T. B. 
Murray. March 10th, 1916. [101 243.] 28h 

4,575. HoiprRs FOR INCANDESCENT ELecTRIC Lawes. March ib, 
1916. (101,250. 

MT. s FOR TELEPHONIC COMMUNICATION TO AND FROM MOovING Кш 
way TRAINS AND THE LIKE. V. С. Werner & К. Н. Warívinge. May ? 
1915 100,453.) i 

m TELEGRAPH TRANSMITTING Apparatus. W. J. Mellersh- Jackson (ер, 
ега Union Telegraph Co.) November 4th, 1915. (Divided applica 
15,579/15.) [101,278.] 

11,397. Means For TELEPHONIC COMMUNICATION TO AND ғком Mo 
way TRAINS AND THE LIKE. V. G. Werner & К. Н. Warfvinge. 
1915. ([101.281.] 
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NATIONAL ADAPTABILITY IN WAR TIME. 


AGAIN and again during the war, as the Allies' 
policy has been developed by the course of events, 
we have found it necessary to alter our manner of 
dealing with many matters. What seemed to be a 
proper decision and policy at one particular stage 
was not suited to another, and we have had to adapt 
our methods, and our arguments relating to them, 
in accordance with the changes. Looking back- 
ward after two and a quarter years of warfare such 
as the world has never witnessed before, we have 
to recognise changes that might under some cir- 
cumstances be regarded as strange inconsistencies 
of conduct, but which considering all things have 
not been inconsistencies at all, and for which no 
excuse is needed bearing in mind all the exigencies 
—that could not possibly be foreseen—that have 
arisen. 

It may be interesting to review some of the 
points that we have in mind; we are led to 
do so by the issuing of a notice by the Board 
of Trade, which appeared in our last issue, express- 
ing its willingness now to entertain applications for 
provisional orders in the ensuing Parliamentary 
session if it can be shown that the establishment of 
works under the schemes proposed will be pro- 
ceeded with as soon as practicable after the war. 
Last vear the Board intimated that such applica- 
tions would only be considered where extreme 
urgency could be shown to exist. As our readers 
are aware, some electrical undertakings, by virtue 
of war demands, have received special facilities, 
but others have had to defer all extension work 
involving the expenditure of new capital, and among 


‘these there have been cases of extreme difficulty 


leading to the stoppage of electrical progress. In- 
deed; there are places where new connections not 
only will not be handled during the war, but the 
restrictive conditions are expected to obtain for 


` some time after the war, until new plant is available. 


When the first shock of war shook the nation, actual 
experience, as well as apprehensions, led to an appeal 
being made ta authorities at home and іц {һе colonies 
asking them not only to refrain from cancelling con- 
tracts already placed, but to assist British works over 
a period of industrial emergency by giving them all 
the business possible. The late Lord Kitchener in 
those days issued his appeal for men, and our class 
of workers from all ranks, high and low, hastened 
to the Colours, manufacturers in many cases giving 
inducements of all kinds to assist the movement. 
But the kaleidoscope of war soon made the first of 
its so frequent changes, and munitions, unlimited 
munitions, became the clamorous demand. Then in 
place of the appeal for contracts to keep the factory 
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wheels turning, came the discounting of private work 
and the imperative demand for the whole available 
suitable manufacturing capacity to be reorganised 
and readjusted, and much more to be added, for the 
purposes of war requirements. It was becoming 
apparent that it was an engineers’ war, and nothing 
that hindered the provision of the necessary material 
could be permitted. Private manufacturing and con- 
tracting operations had to a large extent to be set 
aside.» Buyers abroad who had only a little while be- 
fore been urged to buy were now being disappointed 
in deliveries, and found that the Mother Country was 
so busy with her war work that she could not meet 
their needs, at any rate with the promptitude they 
desired. Some of them could not, or would not, 
wait—they turned to neutral countries. and these are 
now still supplying them, perhaps to a greater ex- 
tent than the present situation requires, but others 
patriotically deferred: their orders, preferring to 
suffer inconvenience for a season, until circum- 
stances perforce compelled them to defer action no 
longer. To-day, as the organisation of our indus- 
tries has been highly developed, and as vast new 
factories and equipments have been put down and 
large accessions of new labour of both sexes have 
been trained, the pressure of Government demands 
upon private factories is relieved somewhat, 
and they are freer to undertake certain classes 
of manufacturing. In the early months of war, 
when it was unknown how essential skilled engi- 
neering workers would be, because it was over- 
looked that we were to fight the entire and enor- 
mous industrial system of Germany organised for 
war, engineering and allied workers flocked to the 
Colours. But, later, when the demand for engi- 
neering munitions was beginning to be understood, 
the pressing need for skilled workers occupied our 
serious attention, and factories, from which by in- 
ducement and encouragement sometimes of a liberal 
kind, the exodus was facilitated, urgently needed 
their workers back again. In some cases they were 
selected and returned from the fighting line, or when 
home on sickness, on leave, or slightly disabled, were 
returned to their then very essential service at home, 
other fighting men being available to take their 
places. Then the demand was for more munitions, 
and those were anxious days for the Allied cause, 
such as we trust, and are assured, will never return. 
To-day there is another kaleidoscopic turn in process, 


and the cry once again is for more men. Thanks to. 


the new factories and to the new and diluted labour, 
and the co-operation of the workers, the munition- 
making facilities are all that are required, and when 
the Minister of Munitions becomes Minister of War, 
with all his experience of the: munitions problem, 
the unbadving of the unessential is found to be the 
most important need of the moment. The appeal 
is for the vounger men, whether skilled or not, after 
having served their country well in her hour of need, 
to take their rightful place with the fighting forces 
and allow others to take their place, if need be, at 
the bench. Whether munitions work has been turned 
to as an accommodating shelter by those who should 
have been more ready for the other call is not our 
concern Here; munitions were urpentlv needed, and 
the need was well met, and those who worked at 
them had, in most cases, their full reward. We had 
to feel our wav graduallv, doing what seemed to be 
the best thing at the time. Мапу of the badged, we 
believe, were anxious to fight, and will welcome the 
withdrawal of the badge; others were not so. and 
thev are being led aright. What is now the unques- 
tionably strong feeling of the country is that no 
young man shall be badged to-day who is not really 
absolutely indispensable, and upon the interpreta- 
tion of this,word will probably rest the revision of 


the lists of certified occupations. Industry, not 
slow to recognise the necessity for loyalty to the 
greatest cause ever fought for, will not withhold 
its co-operation in this difficult matter. 

The latest change in the scene, to which we have 
referred in our opening remarks, is as hopeful as it’ 
Is interesting to industry. It is not a change either 
in engineering works policy or in the department 
of labour. It amounts to the removal of an em- ` 
bargo on enterprise, and it is a further illustration 
of the fact that if we-‘‘ leave after the war to look 
after itself " we shall be neglecting certain very 
serious responsibilities. If we are going to find 
work for all our factories, so as to give “© work for 
all" who need it, we must look ahead, and the 
Board of Trade is to be congratulated upon its 
timely announcement, though it may be it is rather 
late for the coming Session if notices have to be 
lodged by the usual date. Under stress of war 
demands it was necessary to'put obstacles in the 
way of expenditure upon certain kinds of works, 
as we have stated. Further, there was neither the 
time пог the disposition to discuss the details of 
works that could reasonably wait. To-day most, 
people see the need for preparing for another state 
of things than that prevailing just now, and they 
remember that preliminaries in connection with cer- 
tain classes of public work do not generally suffer 
from too much expedition. The Board, in intimat- 
ing to the Society of Parliamentary Agents its 
willingness to entertain proposals, recognises that 


_ the position has altered since last year’s notice, and 


it is now ready to consider applications for provi- 
sional orders which will make work soon after the 
war ends, and will afford an outlet for labour or for 
the utilisation of plant and machinery which have 
been provided for the purposes of war. 

It is, of course, necessarv to include a reservation 
to the effect that the policy of the Board in dealing 
with these applications may be subject to further 
modification ‘‘in the event of a change in the 
generał situation due to the waf." This is as it 
should be—optimism is good, but cocksure miscal- 
culations we prefer to leave to the Prussian mind. 
'The announcement is a reminder to us that, though 
there will be changes, strange. pathetic, and remark- 
able in almost every walk of life after the war, there 
will be some things going on much the same as be- 
fore—we shall be applving for provisional orders for 
eas and water works. docks, electricity works, tram- 
ways and light railways, and providing a certain 
amount of work by these means. The Board of 
Trade and Parliament will probably do their utmost 
under the altered circumstdnces to expedite ap- 
provals. and will not so often obstruct enterprise 
as in the past, because work for all will be the aim 
of all. The announcement may, we think, be con- 
sidered to be one small item in the whole programme 
of preparation for Demobilisation, and all who are 
interested in electrical and other public concerns 
should have their plans prepared in good time. The 
matter should be attended to now as far as that 15 
practicable without in any way interfering with the 
progress of the vital operations connected with the 
war. | 


LÀ 


THERE has been a phenomenal 
demand for copper again in the last 
few weeks, chiefly in connection 
with the constant requirements of belligerent coun- 
tries on the Allies’ side, and this has obviously done 
much to accelerate a further upward movement 1n 
prices for all kinds of material, whether of copper 
itself or allied products. The big trans-Atlantre 
producers have made huge sales of refined meta 
to domestic consumers and for export combined, 
and there is not now much doubt that the market 15 
bare of supplies for anvthing like near deliveries. 


Copper. 


` D 
\ 
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so that the tendency remains entirely in favour of 
holders. The cost of electrolytic now ranges from 
about £138 upward, according to position, but the 
high prices under present abnormal conditions do 
. not seem to have much effect; on the attitude of con- 
sumers, whose anxiety at this juncture is to have 
their needs well provided for in anticipation of fur- 
ther tightness over the winter months. War needs 
admittedly have been covered. well ahead, but the 
fact remains that with but little.to be had, Ameri- 
can views, having regard to the future course of 
the market, are more optimistic than ever. Ameri- 
can manufacturers are conducting operations on an 
unprecedentedy heavy scale, which is likely to con- 
tnue for an indefinite period, so that the current 
refineries’ output must be expected to be fully taken 
up in view of the heavy contracts awaiting execu- 
tion for export. 
stocks on the other side have, in the last few 
months, practically disappeared, for the exports 
were not only abnormally heavy, but the deliveries 
from the refineries were rather short of actual 
needs, due to the setback in. refinery operations 
during the hot months. The refinery output, as a 
matter of fact, is still considerably short of the huge 
tonnage reached towards the middle of the year. 

Operations are now steadily improving, but it is 
doubted whether the output will be restored to high- 
water mark unti] the early months of the coming 
year, when new refinery capacity becomes available. 
Supplies from other sources than America are for 
the present limited, since producers in that direction 
too are very well sold ahead. Shipping arrange- 
ments for Russia have been for the present about 
completed, but it is probable that gaps will have to 
be filled elsewhere this side of Christmas, which is 
likely to keep the tendency on the firm side. The 
total shipped by America during June, July, and 
August represents some 107,000 tons, which com- 
pares with about 52,000 tons for the same period in 
the previous year, an increase of 55,000 tons. The 
fact is worth noting that America is now also 
shipping much larger quantities ,of manufactured 
copper to this side. The apparent growing scarcity 
of metal, as indicated to some extent by the absurdly 
small quantities left in official warehouses, has domi- 
nated the market for standard copper, which has 
again risen steadily up to about £118, for near de- 
егу, which commands a-big premium over the 
pnce for forward delivery. Dealings in warrant 
copper, however, remain in exceedingly narrow 
compass, as speculation is prohibited. The demand 
from sulphate makers has abated somewhat, but 
rough Bessemer copper is held for full prices. At 
the extravagant level of values ruling, there is 
naturally more inducement to push production, and 
there- should eventually be more than sufficient 
metal to go round, but for the present buyers are 
largely in the hands of the sellers. 


WE recently drew attention to 

The the excellent address delivered by. 
Reorganisation Mr. Gerald Stoney at the meeting 

of Industry. of the British Association, in 

| which the President ef the Engi- 
neering Section dealt with the internal reorganisa- 
tion of factories with a view to the attainment of a 
higher degree of efficiency of production. In his 
presidential address to the Economic Science Sec- 
tion, of which we conclude an abstract in this issue, 
Prof. A. W. Kirkaldy discussed with equal insight 
and understanding the broader problems of external 
reorganisation which will arise in the near future, 


and which demand the most earnest; consideration of 


employers and workers. Referring to the immense 
*conomic waste entalled by the war, he pointed out 
that, after all, there was a brighter side to the ques- 
tion—it was not all dead loss. Both morally and 
Physically the nation had benefited from the bitter 


It is probable that the unsold . 


Ф 


lesson it had learnt, and its faults and weaknesses 
had been remorselessly laid bare, the first essential 
to their amendment. So far as our industrial future 
is concerned, Prof. Kirkaldy is distinctly optimistic; 
he holds that American and Japanese competition 
will not materially affect our foreign trade, and that 
our chief opponehts in the industrial field will be 
the Germans, who possess appreciable advantages 
and will exert every effort to regain their old posi-- 
tion in the trade of the world, no matter what the 
cost. This is indeed their only hope; and if we 
return to the condition of industrial strife and fric- 
tion that prevailed in this country before the war, 
we cannot hope to be successful in the conflict— 
nay, rather, our failure is a certainty. Above all, 
our rate of production must be maintained at the 
highest possible value. 

Yet our Government has undertaken to restore 
all the trade union agreements and restrictions 
that have been waived during the war—and that 
guarantee must certainly be fulfilled, if the workers 
demand it; but will they? Surely the lessons of the 
war will not have fallen on deaf ears; a nation that 
could rise to the height already attained in this 
great crisis is not a decadent or stupid race, and we 
confidently look forward to the manifestation of'en- 
lightened views on the part of the workers when 
the time arrives for the resumption of their normal 
occupations. ` But it is not only the workers who 
have lessons to lay to heart, and Prof. Kirkaldy 
insists on the necessity of fundamental reorganisa- 
tion of what he calls the ''Industrial Army of 
Labour "—including under this head the captain of 
industry equally with the unskilled labourer. Our 
business men, he says, have hitherto worked as 
independent units; in future they must combine their 
forces, and work as members of associations—not 
with the lack of sympathy and co-operation that has 
been so deplorably manifest in the past, but with 
sincerity and zeal. How often have we complained 
of the inveterate prejudice against hearty and com- 
plete co-operation that has betrayed itself when- 
ever attempts have been made to bring British 
manufacturers together for a common object! Un- 
fortunately, as the professor states, not only has 
half-hearted adhesion been given to such move-, 
ments, but also there has been a lamentable want 
of loyalty to agreements entered into by associa- 
tions on behalf of their members. This want of 
loyalty and tendency to isolated and independent 
action has been still more strongly in evidence, be- 
cause more publicly displayed, in connection with 
the workers’ trade unions, and Prof. Kirkaldy truly 
declares that in both cases success depends on 
absolute loyalty to the pledged word—without which 
industrial harmony cannot be achieved. ` 

For the details of the system of organisation 
which he proposes we refer our readers to the 
abstract of the address. His remarks on the sub- 
ject of the return of the Army to industrial pur- 
suits are also worthy of attention, and in this 
connection the report of the committee on the 
replacement of men by women in industry, ab- 
stracted on a later page, is of interest. It is held 
that, apart from the sad roll of those who have 
given, and will give, their lives and limbs for their 
country, many men will not return to indoor life, 
and at least one million will remain under arms; it 
should not be forgotten, too, that a large propor- 
tion of our citizen soldiers are drawn from other 
than industrial ranks. Moreover, our financial’ 
position is sound, and there is every prospect of a 
period of good trade after the war. There may 
even be a marked shortage of labour, in spite of 
the greatly increased adoption of automatic machi- 
nery and improved methods of prodyction conse- 
quent upon war conditions. We look forward to 
the future without any qualms, confident that if 
employers and employed will, work together: for the 
common good, our future prosperity is assured. 
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MUNICIPAL TRAMWAYS. ASSOCIATION: 
CONFERENCE.—II. 


Goods Traffic on Tramways. 


AT the recent meeting of the Municipal Tramways Associa- 
tion, Messrs. G. W. Holford, of Salford, and W. Clough, of 
Bury, read a paper on the “ Utilisation of Tramways for 
Goods Traffic,” in which they gave a short history of the 
subject so far as South Lancashire is concerned, briefly 
described the operation of goods traffic on several York- 
shire and Lancashire tramway systems, and roughly 
examined the question of the powers of tramway authorities 
to undertake such work. | 

It may be recalled that years ago the Douglas and Laxey 
line in the Isle of Man and the Bessbrook and Newry 
line in Ireland both catered for goods traffic. — . 

In the South Laneashiré area the object in view has 
generally been to provide speedier transit than under 
. existing conditions between the manufacturing centres and 
the Liverpool and Manchester docks. 

Mr. Gibbings dealt with the subject before the Institu- 
tion of' Electrical Engineers at Manchester in 1908 ; Mr. 
Bellamy touched on it at the Municipal Tramways Con- 
ference at Liverpool in 1904, and subsequently the tramway 
managers in this area have discussed the problem, without, 
however, finding a solution of the question of loading and 
unloading facilities: | 

In 1918, at the Tramways and Light Railways Associa- 
tion Conference, Mr. Edwardes referred to the subject again, 
and, more recently, Mr. Mallins has considered the con- 
уеуапсе of goods from the Liverpool docks over the 
Corporation system, but we gather that the Dock Board 
has not favoured the idea so far. The authors point out 
that Southern Lancashire is an ideal area for such a scheme ; 
the continuous tramway network of the Corporations of 
Ashton-under-Lyne, Bolton, Bury, Liverpool, Manchester, 
Oldham, Rochdale, Salford, ‘Stalybridge, Stockport, and 
Wigan, together with the Lancashire United and Oldham, 
Ashton and Hyde Co.’s systems cover 403 miles of 4 ft. 84 in. 
route ; it has also been pointed out by Mr. Mozley that 
there is a considerable mileage of 4-ft. gauge interconnected 
tramways in North Lancashire, and similar interconnected 
tramway systems exist in West Yorkshire, although we 
believe there is a considerable variation iu gauge in the 
latter case, which would complicate the use of the track by 
purely tramway vehicles for through traffic, though, of 
course, it would not prevent the development of a local 
goods carrying service such as was recently suggested by 
Mr. J. B. Hamilton, the manager of the Leeds tramways for 
his city. The authors point out that under municipal 


management traffic can be dealt with on well organised lines ` 


with fares and services fixed on an equated basis, but if 
half-a-dozen or more private individuals were catering for 
passenger traffic then disorganisation would follow ; they 
think that similar organisation would also benefit the 
transport of merchandise over certain areas, and urge that 
it is a matter for consideration of the whole of the parties 
interested. | 

Amongst the various instances of goods carriage on 
tramways, the authors cite Burnley, where a goods wagon 
‘was propelled in front of an ordinary car for the conveyance 
of heavy parcels weighing between 56 lb. and 5 ewt. The 
charges were based on 3d. per cwt. per package with a 
minimum charge of 3d. The financial results were not 
satisfactory, and the daily running of the wagon has been 
abandoned, but it is now run for a guaranteed load of not 
less than 4s. carriage, | 

At Glasgow the Corporation track is used for the con- 
veyance of material from a railway station to one of the 
shipbuilding yards, a distance of half-a-mile, for which the 
Corporation charges 2d. a mile; the company uses an 
electric locomotive for hauling and Id. per unit is also 


charged for electricity ; as much as 160,000 tons рег 


annum bas been dealt with. 

Since 1904 the Huddersfield tramways have carried coal 
from the railway to three different mills, two of which are 
three miles distant, and the other five miles. The Cor- 
poration siding to the railway cost £1,243, and the other 
sidings were built by the mill owners. Two self-propelled 


- 


tramway trucks were built, each equipped with two 45-H.P. 
motors. During the year to March, 1916, 12,121 tons of 
coal were carried. 

In 1910 the Leeds Corporation tramways carried some 
30,000 tons of sand for the waterworks department, a dis- 
tance of 34 miles, suitable wagons with hoppers being 
provided. The revenue was, roughly, £1,900, and а satis- 
factory net profit resulted. More recently an agreement 
has been entered into for carrying fireclay and coal for a 
local firm, a distance of five miles, across the city, and Mr. 
Hamilton, the tramway manager, is preparing a scheme for 
general mineral and goods carriage over the city tramway 
system (as already mentioned in our columns). "mo 

Many tramway undertakings convey their own permanent- 


way materials, and some special parcel-carrying vans have . 


been provided. | 

The authors quote the judgment of Mr. Justice Farwell, 
in the High Court, in 1906, in the action by Messrs. Sutton 
and Co. for an injunction to restrain the Manchester Cor- 
poration from acting as carriers or delivery agents except on 
their tramways, and from expending any of the Corporation 
moneys for that purpose.. They then inquire briefly into the 
powers of tramway authorities in the matter of goods con- 
veyance, and come to the conclusion that (1) tramways have 
powers to convey goods on tramways ; (2) that no difficulty 
need be anticipated in obtaining consent to run attached 
vehicles ; (3) that there is no power granted to construct 
lines into railway or mill yards which are not owned by the 
Corporation, and that such lines would have to be privately 
constructed—although this view was contradicted in the 
discussion. 

The authors point out that although the original 1870 
Tramways Act apparently intended that, if necessary, the 
same vehicle should be used on tramways and railways, 
ldter Acts (such as the Salford and Bury Corporation 
Acts) contain a clause expressly prohibiting the use of 
railway vehicles on tramways; on referring to the Standing 
Orders relating to Bills deposited in Parliament, it is found 
that provision is still made for the running on tramways 
of “carriages or trucks adapted for use upon railways,” 
and the authors conclude that the prohibition clause has 
been inserted into Municipal Acts which ‘only provide 
9 ft. 6 in. between rail and kerb, to comply with the 
Standing Order covering that matter, which, no doubt, is to 
provide for the greater overhang of railway vehicles. 

Railway wagons cannot run along tramways as at present 
constructed, because the overhang is much more than the 
tramway allowance of 11 іп. ; also the railway wheels are 
5 in. wide, with a l-in. flange. Tramway wagons cannot 
be used on railways, because the wheels are too narrow to 
pass over the gap of 4 in. in railway crossings and the 
flanges too small to safely negotiate curves. 

The authors consider that for transit between towns 
some distance apart, with loads of a moderate character, 


tramway charges would be cheaper than present railway ` 


charges ; taking 25 miles, and making no allowance for 

return load, the tramway rate would be 41s. &d., or 4s. 2d. 

per ton, whereas an actual railway-rate is 13s. 2d. per ton, 

and this leaves a large margin out of which to provide ware- 
housing or loading facilities. 

Sidings might facilitate the collection of goods, but 
would involve more points and crossings, which are undesir- 
able on passenger routes, and in narrow streets sidings are 
impossible. | 

Mr. Edwardes, in his paper, said. he found that the small 
amount of tonnage handled in the average mill would not 
pay interest and sinking fund on the cost of a siding. 

Traffic between adjacent towns, the authors think, can 
only be done by the use of a vehicle which could use the 
tramways and yet be on equal terms with . independent 
vehicles in the handling of goods; the same consideration 
applies to traffic between dock and railway yards and mills 
and warehouses. 

A vehicle of the type indicated has been introduced by 
Mr. C. J. Spencer, manager of the Bradford tramways, and 
was illustrated and described in our issue of May 19th last. 

` Between May 15th and June 17th this vehicle (which 
consists of a railless trolley vehicle adapted for use over the 
tramway route and fitted with a battery to enable 1t to 
operate independently when necessary) ran 741 miles, 
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carrying 247 tons and earning £74 ; and making allow- 
ance for periods when it was withdrawn for private reasons, 
the earnings would have been £91. The estimated first 
cost is £800 or £900. | AM 

Mr. Spencer considers that it would cost £10 per week 


of 6 days, running 240 miles, to operate, as against £12 58. 


for a petrol vehicle. 


Mr. C. J. SPENCER (Bradford), in opening the discussion, con- 
gratulated the authors on their paper; the subject was most 
opportune. They had to consider how they might assist in the 
transport problems of the future, and it was necessary to ascertain 
whether tramways could be used for goods traffic on a financially 
successful basis. On the basis of the cost of operating their 
cars at present, it might cost. say, 2d. per ton-mile to handle goods 
traffic, and although the latter cost might be increased under goods 
transit conditions, there would be savings in capital cost, tickets, 
conductors, &c. Goods traffic would improve the tramway load 
factor. Electric power was considerably cheaper than petrol power, 
but other conditions had to be studied ; from the public point of 
view, the cost of road provision and maintenance should be charged 
to petrol costs. Would the proposal reduce streét congestion? He 
thought the public control of goods transit would result in as 
much improvement as in the case of passenger transport. It was 
a question of substituting an organised for a disorganised system. 

Мв. Н. MozLEYv (Burnley) said the railways did not care 
to be troubled with the short local traffic round towns. 
There had been difficulties in carrying goods on tramways 
on account of statutory charges; now these difficulties were 
to юте extent overcome. Night traffic would, however, be 
intolerable, and goods traffic could be worked in with the passenger 
traffic during the day. At Burnley they were endeavouring to 
cater for the “ carrier " traffic to the outskirts, and this required a 
combined “ road and rail" vehicle, which, he believed, was the 
solution of the problem. If they were to adopt the Bradford 
system, they would have to go to Parliament for fresh powers to 
use heavy motor vehicles. He pointed out that, contrary to the 
authors’ statement, his Council had powers to build sidings into 
works. and he thought others had also. | 

Mr. J. B. HAMILTON (Leeds) said there were two points of view ; 
one was the relief of traffic congestion, and the other point of view 
was the financial one. In Leeds they had superseded cumbrous 
steam tractors. and he believed that they could deal with 
mineral at less cost than was possible with steam or petrol. They 
were satisfied that they could not touch the business with the 
statutory charges, and so an arrangement had been come to. and 
they charged 3d. per ton-mile for the distance of five miles, and 
were just making it pay. | 

Мк. WILKINSON (Huddersfield) pointed out that the authors’ 
costs for 10 tons at 10d. per mile, would be much reduced if the 
weight were doubled. Somé' years ago he had to consider the 
question of handling 100,000 tons per annum, and he was con- 
fident that he could have conveyed the goods on a 3d. per ton-mile 
rate. The idea was to carry the whole railway truck on a bogie 
running on the tramways. Similar work had been done in Ger- 
many, and in one case he had found a rate of 6d. per truck-mile. 
wing a 10-ton truck. | 

MR. MCELROY (Manchester) said tramways were originally 
constructed becavse it was recognised that a metal wheel on a 
metal rail gave cheap traction. Passengers collected and delivered 
themselves ; but immediately they considered the carriage of woods, 
the question of terminal facilities arose. Tramways would be 
quite suitable for this if sidings into works could bemade. He 
felt that in view of the great progress made in petrol, steam, and 
other vehicles, they must hesitate before they agreed to tackle the 
general problem of goods carriage. 

Mr. CLOUGH (Bury), in replying, assured them that 3d. per ton- 
mile was a paying rate. They had not suggested night traffic. as 
there was plenty of opportunity to deal with it in the day. Не 
agreed that powers would have to be obtained to make use of 
vehicles such as those employed at Bradford, for regular goods 
traffic. i; 


THE NATIONAL INSURANCE ACT, - 1911. 
Umpmer’s DECISIONS ON UNEMPLOYMENT INSURANCE. 


- 


By JOS. J. H. STANSFIELD, F.C.LS. 


FoLLowrNG the passing of the National Insurance (Part IT) 
(Munition Workers) Act, 1916, and the order of the Board 
of Trade dated September 1st excluding certain classes of 
munition works from unemployment insurance, a large 
number of applications have been made to the Umpire for 

8 decision as to whether contributions are or are not 
payable, 

Ав some of these decisions affect the electrical industry, 
they are given below as ‘advertised in the Board of Trade 
Journals issued up to September 28th, 1916. Decisions 
in which the Umpire has decided that contributions are 


payable are indicated by the letter X following the number 
of the decision. 

Contributions are payable under these decisions as from 
September 4th, 1916. 


CONTRIBUTIONS ARE PAYABLE FOR 


Mechanical Engineering.—1,651 X. Smiths, stampers, piercers, 
and other workmen engaged in general oddwork on metal goods. 

1,654 X. Workmen engaged in polishing, plating, or enamelling 
metal goods, whether carried on as a separate business or in con- 
junction with other manufacturing processes, and whether in 
connection with articles intended for use in war or not. 

Electrical Engineering.—1,690 X. Workmen engaged in (1) arma- 
ture and coil winding, (2) ‘mica and insulation cutting. and (3) 
commutator assembling in connection with the manufacture of 
electrical machinery and instruments. ~> 

1,691 X. Workmen engaged in the manufacture of electrical 
recording, measuring, and testing instruments, such as ammeters, 
voltmeters, meggers, &c. 

1,692 X. Workmen engaged in the manufacture (including 
assembling) of sparking plugs and magnetos. 

1,693 X. Workmen (other than those engaged in the manufacture 
of porcelain parts) engaged in the manufacture (including 
assembling) of small electrical switches, fuses and lampholders. 

1,694 X. Workmen engaged in the manufacture of electrical 
batteries and accumulators. 

1,760 X. Workmen employed by switchgear manufacturers, and 
engaged in drilling slate bases for electrical machinery whieh is 
intended for use in war, or in the manufacture of munitions of war. 

1,793 X. Workmen engaged in making wooden crates for 
packing purposes. 

1.814 X. Workmen engaged in making small ebonite or vulcanite 
parts of electrical. appliances such as magnetos, sparking plugs, 
&c. (and not covered by decision A 1,230, see Board of Trade Journal, 
January 2nd. 1913). 

1818 X. Workmen engaged in the manufacture of metal 
filaments for electric glow lamps. | 

1,853 X. Workmen described as machine or hand паіегз, 
hoopers, dovetailers, conveyor attendants, or truckers engaged in 
connection with the manufacture of wooden cases. ESEA 

1,914 X. Workmen employed wholly or mainly in the manufacture 
or repair of telephone and telegraph instruments and signalling 
apparatus. 

Cables, Overhead Lines and Street Lighting. —1,711 X. Workmen 
employed by electric cable manufacturers and engaged in (1) strand- 
ing wire, (2) insulating with rubber or gutta-percha, and (3) lead 
sheathing and armouring.  : 

1,713 X. Workmen engaged in the manufacture of rubber 
solution. : 

1.805 X. Workmen engaged in proofing flax, jute, cotton, asbestos 
or other fabrics with rubber. | 

1,806 X. Workmen engaged wholly or mainly in the manu- 
facture of carbon electrodes for use in the production of munitions 
of war. 

Generation and Supply of Electrical Energy.—1.763 X. Work- 
men employed by coke manufacturers and engaged wholly or 
mainly in connection with the operation of by-product plant for 
the recovery of light oils or other chemicals from the waste gas 
or tar. | 

1,764 X. Workmen employed at gas works or at gas by-products 
and engaged wholly or mainly in the distillation of tar or in the 
extraction of light oils from tar or oil. , 

1.807 X. Workmen enga;zed wholly or mainly in the manufacture 
of carbide of calcium. 


CONTRIBUTIONS ARE NOT PAYABLE FOR 

Electrical Engineering.—1,695. Workmen (other than metal 
filament and metal cap makers) engaged in the manufacture of 
electric glow lamps, unless these are intended for use in war. 

1,714. Persons described as calibrators or test-room assistants 
and engaged mainly in calibrating or testing electrical instrumenta. 

1,785. Workmen engaged in the manufacture of metal conduit 
fittings for electrical conduit tubes, including assemblers, 
enamellers, finishers, packers, and general labour employed on the 
premises in connection with such manufacture (excluding workmen 
engaged in ironfounding in respect of whom contributions are 
payable under Part II of the National Insurance Act. 1911). 

Cables, Overhead Lines, and Street. Lighting.—1,665. Workmen 
employed by a- rubber merchant, and not employed in connection 
with the manufacture of rubber or rubber goods. 

1,710. Workmen employed by electric cable manufacturers and 
engaged in insulating cables with paper, fibre or similar material 
other than rubber or gutta-percha not intended for use in war. 

1,739. Workmen (other than those engaged in the manufncture 
of rubber thread) engaged wholly or mainly in the manufacture of 
elastic or rigid braids or webbing. 

Generation and Supply of Electrical Enerqy.—1 818. Workmen 
employed by coke manufacturers, and engaged wholly or mainly in 
connection with the working of the coke ovens, and not covered by 
decision 1,763 X (see above amongst " payable " decisions). 

1,905. Workmen engaged in the outdoor repair and maintenance 
of overhead, third rail, conduit, surface contaet or cable equipment 
of railways, tramways, light railways or electric power supply 
undertakings. 

1.906. Workmen employed by electricity supply companies as 
meter fixers or readers, fuse hands, crane men, boiler cleaners, or in 
any of the occupations set out in decision B 264 (Board of Trade 
Journal of July 4th, 1912) (also see p. 277 ELECTRICAL REVIEW, 
August 16th, 1912). 
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In 1912 the Board of Trade made an order exempting 
drivers and attendants of any vehicles, and stablemen or 
other workmen employed in attending horses or cleaning 
any vehicle. This has been slightly modified by decision 
1,866 X, which states that “drivers or attendants of 
vehicles employed in connection with insured trades, and 
employed mainly on the premises on which such trades are 
carried out," must be insured for unemployment insurance. 


GAS AUTHORITIES AS SUPPLIERS OF 
ELECTRICITY. 


By J. W. NAPIER. 


AT the annual meeting of the North British Association of 
Gas Managers at Edinburgh, on September Ist, Mr. J. W. 
Napier, of the Alloa Gas and Electricity Works, read a paper, 
of which the following ів an abstract :— 

The object of the author in presenting this paper is to 
create an interest in the supply of electricity as an agent in 
providing light, power, and heat for public needs, and to show 
that the dual supply can most profitably be given by the exist- 
ing authority for gas supply—company or rounicipality—having 
regard to the economics of the question from the point of 
view of both the supplier and the consumer. The author does 
not wish to discuss the merits of the illuminants as ‘such, ог, 
indeed, to consider gas and electricity as rivals—this is a fast 
disappearing conception, and happily so—and disclaims any 
idea of opposition to purely gas interests. It is not intended 

that this review of the subject should have reference to the 
larger towns or to areas already supplied by electricity autho- 
rities, having Parliamentary powers. 

In these times of change and overthrow it becomes us to 
take a fresh perspective of events and conditions of things so 
that the horizon of our outlook may be widened and the 
scope of our responsibilities broadened and strengthened. In 
this regard the trend of things has undoubtedly been towards, 
centralisation of supply, no matter what the commodity may 
be. Competition as a factor in serving the public interests 
most economically has been of great value, but it may be 
carried beyond the limit of sound judgment, and it is to be 
remembered that the supply of gas and electricity as a mono- 
poly in the hands of one party has the safeguarding and 
watchful control of Parliament. The author is aware that 
in Scotland several gas supply companies have for some time 
past been seriously considering the supply of electricity. 
There are several instances where Parliamentary power has 
been granted to gas companies for electricity supplv, notably 
the Tottenham District Light, Heat, & Power Co. 

The Alloa Electric Lighting Order was obtained in 1899, and 
th: Town Council immediately concluded an agreement with a 
company for а bulk supply to be continued during a minimum 
period of 14 years. Thearrangement was that the Corporation 
took delivery of the current at a sub-station in the town, and 
thereafter themselves undertook the distribution, having pro- 
vided and laid down at their own expense the street cables. 
The arrangement for supply from the company was doomed to 
failure, and this was entirely due .to the excessive rates of 
charge imposed upon the Town Council. In order to end the 
unfortunate position of affairs, after ten years the arrange- 
ment with the bulk supply company was terminated by 
mutual agreement, the Corporation to pay an indemnity of 
£3,000, spread over a period of six years. The full sum has 
now been paid. 

It was now possible to decide upon the erection of a sta- 
tion. The gas works site was utilised, and has proved most 
satisfactory. 

‚ Suction producer gas plant with gas engines was decided 
upon as the most economical type of plant, best suited to the 
local circumstances. 

In 1910 the plant first put down consisted of one 85-B.H.P. and 
one 140-B.H.P. gas engines with dynamos direct coupled, with 
one producer gas plant for use with gas coke. and a storage 
battery (Tudor) of 221 cells and capacity to meet the demand 
after 11 p.m. and on Sundays. In 1911 a twin-cylinder hori- 
zontal type engine of 250 B.H.P., with generator, was installed, 
with two separate sets of producer gas plant for use with 
coke. In 1914 the demand for electricity had increased to an 
extent that required more generating plant. A much larger 
unit of plant was now installed—à vertical engine of 600 
B.H.P. with eight cylinders, together with two sets of pro- 
ducer plant of ample capacity. A cooling tower was erected 
with duplicate centrifugal pumps, motor-driven. With an 
arrangement of underground and overhead water tanks and 
pumps the water required for the producers is circulated 
through the scrubbers over and over again, it being only 
necessary that the water be cooled sufficiently. The scrubbers 
while fed with a constant supply of water do duty chiefly in 
cooling the gas, there being no impurities to absorb except 
sulphur gases. When some qualities of anthracite are used in 
the producers, or gas coke from horizontal retorts, very great 


hy 
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care must be taken to clean the gas thoroughly from traces of 
tar. With the use of vertical-retort coke, however, all tar 
troubles immediately cease, the volatile matter in this coke 
being practically nil. | | 

The supply is on the three-wire system, 220 volts for light- 
ing and 440 volts for power. Since 1914 the output of current 
has rapidly increased, and at the present time a 700-в.нр. 
vertical engine and generator are in process of erection, on 
the same lines as that already described. | 

The increase in the output of energy is shown in the fol- 
lowing statement :— 


CONSUMPTION OF ELECTRICITY. 


Max. load 

Private Public on feeders. 
Year. Lighting, Power. Lighting. Total. KW. 
1911 55,460 13,922 28,988 ~ 98,390 85.0 
1912 59,145 92,015 27,897 78,557 105.6 
1914 ,087 247,060 24 845 960,949 229.0 
1916 135,821 642,347 11,794 780,963 440.0 


It will be observed that the greatest increase has been for 
power purposes, and this has had a very important influence 
on the working results and success of the station. | 

Regarding cost of production, the following statement gives 
the working results for thé past year :— 

Amount. Pence per 


" unit sold. 

Fuel .. Bare tu £767 0 2 0.93 
Oil, waste, water, &c. 963 11'10 0.11 
Wages of workinen 95110 5 0.29 
Repairs and maintenance 432 4 9 0.18 
Rents, rates, taxes ... T: КЕ . 14 8 9 0.0 
Management, office, and legal expenses 159 6 8 0.05 
Insurance of plant ... "LEY .. 18711 1. l 0.05 
Total £2,975 13 8 0.90 

\ 


The price charged for coke was 18s. per ton. __ 

For stations of the size of Alloa, gas-engine driven genera- 
tors and producer gas plant undoubtedly provide low works 
costs, and our experience has amply proved the wisdom of the 
choice of plant. , LN 

The prices charged to consumers are for lighting, 4d. per 
unit; for power, from 2d. to 0.8d. per unit. An extra 15 per 
cent. on power and 5 per cent. on lighting will be charged 
until further notice. 
FINANCIAL RESULTS. 


Revenue— ` 
From private lighting -— M .. £1,988 
From power and heating m T is 2,832 
From public lighting ...  .. - " 128 
Rents, royalties, &c. Pipe a iai is ы 18 
Total  . £4,956 
Working costs 2,976 
Gross profit £1,980 
- Gross profits— 
Before providing for interest, &c. .. £1,949 
Per cent. to capital outlay — ...  ..  .. Dy 
Interest ES m t 
Sinking fund | TE 
Surplus 


In using coke as the fuel for the production of electricity 
8 product of the distillation of coal is being utilised, the raw 
coal having been consumed in the vertical retorts 10 а eae 
tific manner, yielding a satisfactory heating gas for industrs 
and domestic needs, as well as a smokeless solid fuel, xd 
the other valuable by-products, tar and ammonia. "This aspec 
of the generation of electricity from gas engines with pro" 
ducer gas made from gas-works coke as the fuel 18 of ext 
ordinary importance from a national standpoint, having 
regard to the wasteful use of coal direct for electricity genera 
tion. The combination of gas and electricity production 1n 
the manner outlined is a singularly good example of realising 
in а highly economical way the value of coal. . : 

The producer plant in use at Alloa is of the suction уре, 
and therefore the nitrogen value of the coke has not bee T 
recovered as ammonia. The installation has been too em 
to warrant the capital expenditure for recovery plani, And 
with the horse-power of engines now installed & креп ү 
producer gas plant on the Mond type with recovery plan d the 
been determined upon. Conditions of war have prevente ie 
expenditure of money on new plant, and the installation the 
therefore been delayed in erection. The conception z : 
scheme is as follows:—Coke contains about 1 per cen Ey 
nitrogen, and the results of experiment on the p GEN: : 
have shown a yield of 30-40 lb. sulphate per ton. The ie 
plant will be erected on the gas works site, and & supply the 
producer gas will be afforded to the gas works for. Serie 
retorts, and to the electricity station for driving | t Ore 
engines. The gas works are already equipped with plan rt be 
the manufacture ‘of sulphate, and this plant will in pa 
available. T 

The strongest evidence I can bring to prove that electio 
has а permanent place in public demand coincident w 


large consumption of gas, and that competition does not enter 


in to destroy the interests of either department, із an example 


е 
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of the gas and electricity supply of Alloa. For many years 
Alloa has enjoyed @ low rate for gas for lighting and cook- 
ing, in pre-war times 2s. ld. to 2s. 4d., and a specially low 
rate of Is. 4d. to 1s. 10d. for power. Every facility has been 
given to consumers to take advantage of the use of gas, with 
the result that for a population in the area of supply of 17,200, 
the gas manufactured per annum is equal to 150,000,000 c.f., 
considerably higher per consumer than most towns in. Scotland. 

As regards the consumption of electricity, it will be noted 
that the annual output has increased from about 100,000 units 
in 1910 to about 800,000 units in 1916. The author is not con- 
gious of any collision of interests in the supply of the two 
forms of energy—new consumers are not lost, as they are bound 
to come toas for supply—and ijs only concerned with the joint 
success of the two works forming one department of business. 
Consumers demand whatever form of energy is most con- 
venient and best suited to their requirements, and they are 
supplied accordingly. A showroom was recently opened in 
which there is exhibited lighting, heating, and cooking appa- 
ratus for both gas and electricity. 

The directors of а gas company in considering a scheme for 
electricity supply may reasonably conceive that by embark- 
ing upon an electricity scheme the consumption of gas will 
be lessened, and electricity take its place. Such a view is 
dangerously wrong. Of no area of gas supply can it be said 
at the present time that the use of gas has reached the utmost 
lint, and an increase in consumption for domestic use, as 
well as for шаи needs, should yield an increasing output 
from year to ydar. To embark on an electricity supply scheme 
would simply be pursuing the same line of business, but by 
a diferent avenue. Where electricity is available for light- 
ing it will command a fair shure of domestic use, while for 
public buildings and shops, preferment is given to electricity. 
Further, considering the adaptability of the electric motor, 
there will be а certain displacement of gas engines thereby, 
and for larger units of power electricity will be installed. 

It will be perceived that with this view of things the advan- 
tages and gain will be with the company supplying the two 
kinds of energy. Provided the area concerned is a suitable 
one, industrial to be preferred in order to obtain the highly 
valuable day load, the electricity side of the business can, in 
my opinion, be made remunerative if diligence is shown (1) 
in keeping down the capital account, (2) in selecting a type 
of plant the working of which will be conjoint with the in- 
teresta of the gas works, (3) that the. gas works be selected 
as the site for the generating station, (4) to dissociate in prac- 
tice any spirit of- competition, and to push the sale of elec- 
tricity as а legitimate and remunerative business. From the 
point of view of the interests of the public, 1t is not desirable 
that there should be a duplication of works supplying the one 
kind of commodity, though in two different forms, as the 
increased. cost of production must fall on the consumer. . 

From the evidence now adduced it may be fairly claimed 
that the co-existence of gas and electricity supply under one 
control is at once a practical and commercial proposition. 
The fresh field of business will appeal chiefly in the case of 
towns where there is at present no electricity supply. It 1s 
шу settled conviction that what is required of the gas industry 
of today ia a broadening of the basis of its function as sup- 
ns of the public need for energy—gas and electricity. 

ere is small doubt but that gas companies, if they do not 
prepare the way, will be met in the near future with competi- 
tion where there is no electricity supply at present. It is a 
true indication of strength and vitality when an industrial 
usiness can comprehend the issues that lie in front of it and, 
having done so, prepare accordingly. | 


DISCUSSION. 

The President, Mr. ALEXANDER Masterton (Edinburgh), 
said he thought the author had made out quite a good case 
for gas authorities taking over the supply of electricity. The 
strongest argument, to his mind, was the economy which 
would be effected in regard to the use of coal as a result of 
the combination. The author’s experience and the data he 
had given ought to be of considerable service and assistance 
to municipal authorities who were considering the problem of 
the supply of heat, light, and power. Placed under the juris- 
diction of a capable engineer and manager—one without bias 
either towards gas or electricity—the joint management ought 

to be in favour of economical working and the production 
of these two agents for supply to the’ public at cheap rates. 
There was no reason why the two competitors should not 
work side by side, promoting the interests of each other in 
the best possible way. 
be ne Davip Rosertson (Dunoon) considered that there need 
_ 26 no rivalry between gas and electricity provided they were 
under the One control. He thought the author was proceeding 
on right lines when he suggested that gas companies or cor- 
borations ought to have the control of the electricity supply in 
any one district, If the electricity station was placed in the 
gas works there, was absolutely no doubt but that economy 
would follow. 

Mr. CLARKE (Chesterfield) said he happened to be in the 
ee Position of being chairman of & gas company manu- 
icuring 220 million cu. ft. of gas, and vice-chairman of an 
electrical company with plant up to 2,500 xw. These two 
es Were antagonistic and conflicting, and as chairman 
of the gas company he was suspected of having leanings to- 
wards electricity and vice versa. The great point he desired 


to make as the outcome of his experience was that the two 
urdertakings were quite separate and distinct, and a parti- 
cular set of conditions appertained to each. He could see that 
the combination might be successful in small residential 
towns, but only there. 

Mr. J.. W. NAPIER said he had been most careful to point 
out in his paper that his conception of a joint scheme did 
not apply to towns of considerable size. In large centres, he 
frankly admitted that separate management was not only 
desirable but necessary. ‘Taking а broad view of things, he 
was satisfied that for towns of a population up to about 20,000 
an amalgamation of interests would prove beneficial. 


MANCHESTER ELECTRIC VEHICLE TRIAL. 


A MOST interesting report is that recently made by Mr. S. L. 
Prakce, chief engineer of the Manchester electricity depart- 
ment, to the Electricity Committee of that city, on the trial 
use of an electric vehicle in place of horse haulage in connec- 
tion with the work of the department. The vehicle, a one- 
ton standard G.V. lurry, supplied by Messrs. Drake & Gorham, 
was fitted with an Edison battery and a 3-H.P. motor capable 
of 300 per cent. overload for short periods. 

The trials were carried out by vhe testing department, under 
the direction of the superintendent, Mr. H. A. Ratcliff; the 
lurry has been employed in the service of the department since 
the end of March, 1916. 

Mr. Pearce mentions that the report deals with the subject 
on the basis of the actual results obtained, and no attempt 
has been made to work up a case for the electric vehicle, and 
that, so far as personal considerations were concerned, he 
had been somewhat sceptical as to the possibility of an electric 
lurry being able to compete with existing contract carting 
arrangements, and also as to the claims made on behalf of the 
former. 

l. Horse Carling Conditions.—Light lurries were ordered 
from the contractors as required by the several departments 
concerned, payment being on a flat rate on & time basis. As 
an equitable rate a figure of 1s. 4d. per hour has been taken 
for the purpose of comparison. 

2. Test Conditions.—It was obvious that if the electric lurry 
was merely to replace and do the equivalent work of a horse 
lurry 16 would certainly not compare favourably, owing to the 
higher standing charges and the additional running costs. 
Consequently, 16 was necessary to reorganise the carting 
arrangements to a very considerable extent so as to give as 
nearly as possible continuous employment for the electric 
vehicle, and also whenever possible reduce the number of 
separate journeys by combining two or more departmental 
carting jobs in one round journey. 

3. Driving Arrangements.—The employment of a special 
driver appeared to be undesirable; two fitter's labourers were 
therefore trained for the work. The driver's attendance is 
not always necessary, and he can therefore be employed on 
other work, thus reducing the standing charges considerably. 

4. Working Cost of Electric Lurry.—The figures arrived at 
(on & liberal scale) are:—Standing charges, 1s. per hour; 
running costs, 9d. per mile; driver, 7d. per hour during the 
time he is actually employed with the lurry. 

(a) Standing Costs.—The standing charges have been cal- 
culated on a basis of 9,500 working hours per annum, i.e., 
50 hours per week for 50 weeks in the year. 

The ''life" of the chassis and body has been taken at 
10 years, and written down accordingly at 82 per cent. per 
annum. 

The makers state that the battery will last for at least 10 
years, or alternatively for 100,000 miles. The guarantee, how- 
ever, is only for four years, and five vears has been taken as 
a reasonably safe estimate of the working *‘ life” of the bat- 
tery, and it has been written down accordingly at 182 рег 
cent. per annum. 

The possible scrap value of the battery after five years' 
“life” has been ignored. 

Interest on the full capital outlay has been allowed at 44 


per cent. The actual capital charges are therefore as fol- 
lows :— | 
Outlay on chassis, £355. less 5 percent. ... £387 5 0 
Outlay on battery, £280, less 5 per cent. 9060 0 0 
Outlay on body  ... ТА Qus di .. 45 0 0 
Outlay on tires... d " bas . 905 0 0 
Outlay on filler’... dos € ied .. 210 0 
010 15 0 
4} рег cent. оп £675 15s. 
S3 per cent. оп £384 153. 33 18 4 
183 per cent. on £266 4917 6 - 
113 19 0 
Insurance ... ©... ni " Ре .. 10 0 0 
Two drivers’ licences at 5s. each ... Med 10 0 
£194 9 0 


10194: 9. /9,500 = 11.95d., or, say 1s., per hour on a 
basis of 9,500 hours per annum. 
p 
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If the interest rate be taken at 5 per cent. the figure be- 
comes 12.27d. In addition there is the wages of the driver 
at 7d. per hour, but this is hardly a true standing charge for 
the reasons given above. | 

(b) Running Costs.—The load is an ''off реак” one, and 
does not cost more than one-third of a penny per unit, but 
in order to cover small incidental expenses the cost of cur- 
rent is taken at one halfpenny per unit. 

The vehicle normally requires about 6.5 ampere-hours per 
mile, which corresponds to about 0.7 xw.-hour per mile; but 
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Curves SaowIna VEHICLE Costs: Horse, А PER HOUR, 
B PER MILE; ELECTRIC, C PER HOUR, D PER MILE. 


as the efficiency of the motor-generator used for charging the 
vehicle is only about 70 per cent., the actual consumption per 
mile is approximately one KW.-hour. 

The cost of tires has been based on a ''life" of 19,000 
miles, and repairs and upkeep of vehicle and battery have 
been taken at ld. per mile, which is well in excess of the 
makers’ allowance of 0.6d. per mile. 

Tires: 12.000 miles at £25 the set = 95 X 240/12,000 = 
0.5d. per mile. 

Total running costs per-mile :—Current at id. per unit, 
0.5d.: tires, 0.5d.; repairs and upkeep, 1.0d.; total 2.0d. 

5. Comparison of Costs.—From the above results the accom- 
panying curves have been drawn, and | 
they enable the relative costs for any 
condition of speed to be seen at a 
glance. The curves show :— 

^. The cost per hour for horse lurry 
and driver. 

B. The cost per mile for horse lurry 
and driver. 

c. The cost per hour for electric lurry- 
and driver. 

р. The cost per mile for electric lurry 
and driver. 

All the curves have been drawn to a 
common base of ‘ miles per hour." 

The two most noticeable features are: 
—(a) The cost of the horse lurry per 
hour is naturally independent of the 
mileage; (b) the standing cost of the 
electric is only 9d. more than for the 
horse lurry, and is actually 4d. less if 
the driver is not in attendance. 

Obviously comparable resulte can only 
be obtained by getting more work out 
of the electric in the same time, i.e., by 
increasing the average miles per hour. 

It has been found that two miles per 
hour is an average figure for an ordinary 
horse lurry. For the ordinary carting 
© dav of nine hours this gives an average ` 
daily mileage of 18, which із а very 
reasonable estimate. 


Before these trials were conducted Mr. Pearce was of the 
opinion that an electric lurry would only be worth considera- 
tion if it could be shown to be capable of doing the work of 
one and a half horse lurries; actual operating data covering 
a period of four weeks ending May 6th, 1916, plainly shows 
that the electric lurry is the equivalent of at least one and 
a half horse lurries, work for work, both on the total average 


daily mileage and also on the average miles per hour. 


Referring to the curves, it is seen that at two miles per 
hour the horse lurry costs 8d. per mile, and a horizontal line 
drawn through this point cuts the electric curve at 3.16 miles 
per hour; a condition which the tests have proved to be prac- 


tically fulfilled. 


the makers claim. Ав the bulk of our carting 


Owing to the organising of the carting rendered possible 
by the use of a mechanical vehicle, each Journey undertaken 
has represented the carting of 1.6 departments, and therefore 
the total work done by the electric is the equivalent of that 
done by 1.5 X 1.6 = 2.4, or, say, two horse lurries. 

The average cost works out аё 7.654. per mile (instead of 
8d.), or 188.1 x 7.65d. = £6 per week. 

Calculating on a basis of two miles per hour for the horse 
lurries, data shows that the electric is the equivalent of 
3.37/2 X 1.61 = 2.71, or, say, 24 horse lurries. 

The electric lurry is variously estimated as the equivalent 
of from two to three horse lurries, with a preponderance of 
opinion in support of the higher value. 

For 58 heurs during the four weeks ending June 3rd, 1916, 
or an average of 14.5 per week, the driver was actually work- 
ing as a motor fixer's labourer. This represente & saving on 
the driving item of 14.5 X 7d. = 8s. 5d. 

The net cost of the carting is therefore £6 — 8s. 5d. = £5 
118. 7d. for 188.1 miles, ог 7.12d. per mile. 

Assuming the electric to be the equivalent of 24 horse 
lurries, the amount saved per week is 2.5 X £3 68. 8d. — £6 
= £9 Єз. 8d. (The figure of £3 6s. 8d. represents 50 working 
hours at 1s. 4d. per hour.) 

This caleulation makes no allowance for possible reduction 
in actual driving time. The amount saved in а year of 50 
working weeks will therefore be £116 13s. 4d., or nearly sufh- 
cient to cover the capital charges on the electric lurry. 

6. Total Cost of all Carting (1916).—January £150 4s. &d., 
February £131 1s., March £158 8s. 2d., April £109 4s. 3d., May 
£110 16s. 114. . 

Owing to the weather conditions there was a marked reduc- 
tion in all the carting during the month of February. Tt is 
therefore permissible to regard the mean of the January and 
March costs as a reasonable average value. 

The Easter holidays would reduce to some extent the total 
carting for the month of April, and to allow for this the 
actual cost is increased by £6. 


Average cost rer month for January and March £154 6 5 
Average cost per month for April and May 13 0 


Actual reduction due to the operation of the 


electric lurry а "E is .. 41510 
Average cost per month of electric lurry ... .. 960 0 0 
Amount saved by electric lurry per month J5 510 


Taking the weckly cost of a horse lurry as 75s., i.e., 50 
hours at 1s. 6d. per hour, ог, say, £16 6s. per month, and the 
electric lurry as the equivalent of 24 horse lurries, then the 
reduction of the carting account should be ;—4£16 6s. X 2.5 
= £40 158. E 

This estimated figure agrees very closely with the actual 
reduction obtained as above. 

Were it not for the unduly inflated price of electric vehicles, 
and more particularly those fitted with Edison batteries, very 


t 
STANDARD G.V. Lurry, MANCHESTER ELECTRICITY DEPARTMENT. 


much better working costs than those given above could be 
obtained. - 
7. Speed.—The first impression of the speed is that 10 15 
very low, and it is undoubtedly lower on the average tban 
is in the city 

area, however, it is at least questionable whether a bigher 
average speed would be much of an advantage. On his 
there is certainly room for improvement, but this could only 
be obtained at the expense of а larger battery and an un- 
necessarily high and undesirable speed on the level. h 
The very low speed on hills is the natural result of the 
characteristic speed torque curve of the series motor, 80 oy 
further accentuated by the comparatively high internal resist- 
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ance of the Edison battery. Probably this is one reason why 
lead batteries are frequently preferred for vehicle work, 
although personally Mr. Pearce considers that any gain in 
this respect is more than counter-balanced by the objections 
attaching to the use of sulphuric acid on vehicles. 

The average speed is higher than can be maintained by a 
horse, and on the level is probably as good as that obtained 
with a steam lurry; but although better than a horse it can- 
nof equal a petrol vehicle on hills. . 

On average roads and with average loads the average speed 
isabout 9 to 11 miles per hour, and may under exceptional 
conditions reach 12 miles per hour. On hilly roads the aver- 
ag speed is 7 to 9 miles per hour, but less if the hills are 
exceptionally steep. 

Qn a recent trial run 16 miles 
down grade in Middleton Road, 
there were no side roads. | 

The apparently low speed has not prevented the obtaining 
of an average of 30 miles per day, and a maximum on one 
occasion of 50 miles in the day. 

It is questionable whether the railway companies’ petrol- 
inven parcels vans average more than 35 miles per day. 

As a result of these extended trials, Mr. Pearce recom- 
mended the Committee to retain the electric vehicle, stating 
that he had little doubt, in the light of the experience gained, 
that electric lurries could be advantageously used for other 


branches of the department’s carting work in preference to 
horse-drawn vehicles. 


er hour was obtained on a 
ut the road was clear and 


NEW ELECTRICAL DEVICES, 
AND PLANT. 


FITTINGS, 


Large Impulse Turbines. 


MESSRS. FRASER & CHALMERS, LTD., of Erith, who, since 1905, 
have been developing the horizontal multi-stage impulse turbine, 
recently supplied to the South Metropolitan Electric Light and 
Power Co., Ltd., the turbine illustrated in fig. 1, driving a 6,300-Kw. 
alternator at 3,000 R.P.M. The large clearances permissible in 
this type of turbine, and the diminished axial thrust, rendering a 
balancing piston unnecessary, are amongst the chief reasons for 
preferring the impulse to the reaction principle ; the small number 
of stages and consequent short length of the machine are additional 
advantages, the latest type of Fraser & Chalmers turbine having 
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filament ; apertures at the top of the chamber permit the gas to 
escape into the outer space and equalise the pressure on the mer- 


Fic. 3.—GaAs-FILLED CARBON-FILAMENT LAMP. 


cury, while the outer wall of the bulb remains cool and can there- 
fore withstand the comparatively high pressure. One form of the 
lamp is illustrated herewith. 


NOTES FROM CANADA. 


[FROM OUR SPECIAL CORRESPONDENT. | 


For the second time the great Quebec bridge has met with 
disaster. 

A few generations ago it would have been said that the Spirit of 
the great river was determined that the waters should not be 
spanned by mian, and probably the attempt would have been 
abandoned. To-day we are more prosaic, and doubtless work on a 
new centre span will be proceeded with almost immediately. One 
sympathises with the engineers, whose labours of several years 
were about to be brought to a successful conclusion, and who must 
now be so bitterly disappointed. 

It is just a few weeks over nine years since the first attempt at 


Lona BLADES. Snort BLADES. 


Fic. L—FRAsSeR & CHALMERS TURBINE DRIVING 6,300-KW. ALTERNATOR.  FiG. 2.—BLADING OF FRASER & CHALMERS TURBINE. 


те velocity wheel with two rows of moving blades at the first 


high-pressure stage, and a number of single impulse stages for the 


rest of the expansion. The turbine interior is also subject to lower 
temperatures and pressurés and possesses close governing character- 
istics. Nickel steel is used for the blades, which are milled out of 
*quare bars together with the fork by which they are fixed to the 
moving wheel; the method of securing the blades is shown in 
ñg. 2, the velocity wheel being provided with similar blades to 
those of the single wheels. The design of the turbines has been 
standardised, and special machinery has been installed for their 
«elusive production. A small-power impulse turbine of the 
multi-veloeity stage impulse type is also made. 


‚А High-Efficiency Carbon Lamp. 


The Eleetrical World describes а new patent gas-filled carbon- 
t lamp of German origin, which is said to have an efficiency 

‘ven higher than that of metal-filament lamps. The bulb is filled 
at the start with an indifferent gas at a pressure slightly below 
"t of the atmosphere. The filament is of the concentrated 
helical type, and is supported just above a pool of mereury, which 
lš evaporated by the heat when the circuit is closed. A glass tube 
‘urrounding the filament and its supporting conductors and dipping 
‘nto the mercury forms an inner chamber in which the mercury 
"арош tises, pushing the inert gas upwards and away from the 


4 


building the bridge failed ; at that time 63 men lost their lives, 
On this second occasion, fortunately, only 13 men were killed, 
though this is bad enough. 

So far, the two bridges have cost about £5,000,000, and yet the 
river is not spanned. ' | | 

It is observed that the Council of the Т.Е.Е. adv cate the adoption 
of British standards throughout the British Empire. This would 
be a great and worthy object to work for, but the Council may be 
assured that whatever might be aecomplished in other of the 
Dominions. such as South Africa and Australia, it would be no easy 
task to deal with Canada in this respect, аз the influence of the 
U.S. (already very strongly established so far as standards are con- 
cerned) would be almost impossible to counteract. ae 

As has been pointed out in these notes before. too mapy Canadian 
engineers get their engineering education and training in the US. 
for British standards and methods to obtain much of a footing 
here. What is needed is the training of Canadian engineer . 
students in the British Isles, so that they will come back home 
with a knowledge of British methods and British firms instead of, - 
as is often the case at present, a knowledge of U.S. methods, &с., 
and a supreme contempt for “old country " ideas. | 

It is not enough, either, that large numbers of engineers should 
come from England; the young men born in this country must be 
given an opportunity to receive their engineering training ш 
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British workshops and to return knowing the capabilities of the 
engineers there, the methods in vogue, &c., before much can be 
done in getting British standards adopted here. 

U.S. standards and specifications prevail here in connection 
with the following among other items :—Cast-iron water mains, 
structural steel, Portland cement, wrought-iron pipe, screw 
threads, pipe flanges, electrical conductors, temperature rise and 
insulation tests for electric motors, transformers, &c. To what 
extent these prevail may be judged by the Trade Returns of 
Canada in engineering materials, &c., the ratio of U.S. to British 
imports being, in normal times, about 7 to 1; at present the 
disparity is probably much greater. 

In Saskatchewan the Government (Provincial) is investigating 
the possibility of developing the water power of the rivers in the 
north of the Province for the benefit of the towns and villages 
there. It is argued in some quarters, however, that utilisation of 
the great lignite fields, and even of the immense quantities of the 
straw produced each year on the farms, would be a better and 
cheaper method of obtaining powér than using the available water 
power, owing to the cost of development and the long transmission 
. lines necessary in this last case. 

The Doininion Government is reported to have appointed a Com- 
mission to investigate the subject of generating some 2,000,000 H.P. 
on the Niarara River below the Falls. The scheme under consider- 
ation was given publicity some time ago, and involved the building 
оба dam in the rapids whereby the water level would be raised 
100 ft. 

The Canadian Niagara Power Co. is installing three more 
12,500-H.P. units at Niagara Falls, making the total capacity of the 
station 112,500 H.P. 

In the City of Montreal the Board of Control has before it a 
scheme of hydro-electric development in connection with an 
enlarged aqueduct. A number of prominent engineers consider the 
proposals to be unwise, and have requested that the Board have an 
independent investigation made ; the Board have, however, recently 
refused this. 

The Hydro-Electrie Power Commission of Ontario had & rather 
serious shut-down on its system not long ago. One of the 
large oil switches at the Dundas inter-switching station (where the 
main supply of power comes in from Niagara Falls, and is dis- 
tributed at Dundas to the various main transmission lines) caught 
fire and caused serious damage, interrupting the supply over the 
whole of the Niagara system, covering an area not much smaller 
than England, for several hours. A somewhat similar, but less 
serious, accident occurred shortly afterwards at the generating 
station at Niagara Falls. А 

The Germans аге reported to have been trying to obtain a 
substitute for switch and transformer oil, presumably because oil 
is growing scarce in that country. The accidents referred to above, 
furnish a very good reason why in Canada and other parts of the 
world a less inflammable insulating liquid should be found as soon 
as possible. Carbon tetrachloride does not yet appear to be a 
satisfactory substitute for a good switch oil. 

As rates for current steadily come down, as they are doing in 
Ontario, there will be an ever-widening field for electric heating 
and cooking appliances. English manufacturers might look into 
the possibilities of supplying electric water-heaters to fit into the 
warm-water tanks which are a feature of so many of the houses 
in the larger towns and cities here where a public water supply is 
available. Heaters for this purpose are already on the market. 


WAR ITEMS. 


War Saving Certificates.—The ‘‘ Times ” states that one 
of the largest telegraph and cable companies in London has 
taken £100,000 worth of War Savings Certificates for its 
employés all over the world. 


Eneiny Goods Prohibited in New Zealand.—By Order in 
Council the importation of goods manufactured in the enemy's 
territory into New Zealand is prohibited.—Times. 


The A.E.G. and Shipbuilding.—A further development 
proposed by the A. E.G. is reported in the German newspapers, 
which state that the company intends to embark upon the 
construction, of oil-driven ships with Diesel engines. An 
option baa Коп obtained from the State of Hamburg on a 
large site at the Finkenwerder, where an industrial works 
and shipyard are to be built either before the end of the 
war or directly afterwards. The company is said to be in 
close contact with shipowners on the matter, particularly the 
Hatmburg-American Co. 


Sub:station Lighting: Prosecution.—The Hull Police 
magistrates have fined Wm. Stevenson, night chargeman at 
the Corporation electric sub-station on the Prince's Dock 
side, £5 ds. for leaving five windows brightly illuminated at 
1.55 a.m. on August 26th. A constable said that when he saw 
defendant he said that this always occurred when they were 
charging up. Defendant said that the windows were painted, 
and he was not aware that anything more than & subdued 
light was showing. The sub-station superintendent said that 
the windows were painted a dark amber colour in December 
last, and they had had no previous complaint. They could 
not use screens or blinds because of 4һе acid gases in the 
almosphere. 


Controlled Establishments.—The number of establig 
ments now controlled by the Ministry of Munitions is 4,319. 
107 having been added since the last announcement. ' " 


Trading with the Enemy.—The “ London Gazette » 
September 29th contains a further list of persons and bod. 
in the Netherlands, Sweden, and other countries with whom 
trading is prohibited. 


To be Wound Ор. —Тһе following companies hav 
ordered by the Board of Trade to be woandean :— ere 

Selas Co., Ltd., Manchester, manufacturers of Installations 
for lighting and heating. Controller: J. P. Garnett 61 
Brown Street, Manchester. | 5, 

Feld Bros & Со., Ltd., London, E.C., manufacturers of 
electric wires. Controller: J. E. Percival, 6, Old Jewry, EC. 


Wages in Railway Shops.—Men emplo in railway 
shops are asking for an advance of 10s. a week, and represen- 
tatives of the craft workers were to meet in London on Wel. 
nesday to discuss the position. The application is to be всу. 


` sidered at a conference of the railway companies. There sre 


EN 100,000 skilled and unskilled men affected.—Daily Tii 
graph. 


Munitions First.—The Minister of Munitions has issued 
& notice requiring all persons, firms, and companies engaged 
in the manufacture of cranes; aerial ropeways, capstans, con- 
veyors, grabs, elevators, hoists, lifts, runways, shear le, 
transporters, travellers, or winches, whether operated hy 
steam, electric, hydraulic, pneumatic, or hand power, not to 
carry out, without a permit issued under his authority, in any 
factory, workshop, or other premises, any work consisting ví 
the manufacture, assembling, or erection of any of the above- 
mentioned articles except under :— i 

(a) Orders received from or in connection with work for the Admiralty o 
War Office. 

(b) Orders of a value not exceeding £50 required for war work. 

(c) Orders which have already been sanctioned by the Ministry of Muni- 
tions as Class * А” work. 

Liquidation of Enemy Firms in East Africa.—Th 
Colonial Office notify that the undermentioned firms are ш 
process of liquidation :— 

Hansing & Co., Mombasa, Zanzibar, &c. 

Deutsche Englische Ost Afrika Kompagnie, Voi.. 

African Handels-Gesellschaft m.b.h., Mombasa and Zanzibar. . 

Westdeutsche Handels- & Plantagen-Gesellschaft, Mombasa. 

Wm. Hintsman & Co., Mombasa. Р? 

Wm. O'Swald & Co., Mombasa, Zanzibar, &c. 

Strathmann & Joachim, Mombasa, 

Alois Schweiger & Co., Ltd., Mombasa. 

‚ George Goetze, Afrika Hotel, Mombasa. 

Deutsche Ost Afrika Gesellschaft, Zanzibar. 

Chas. A. Heyer & Co., Nairobi. 

С. Denhardt & Co., Lamu, ae 

Claims should be submitted by December 1st to the Tun 
dator of Enemy Aliens, Mombasa, accompanied by: (а) [ 
declaration of the nationality of the claimant; (b) an peg d 
supporting the debt and aflirming that no satisfaction ^u 
been received; (с) copies of all invoices showing marks o 
packages and port to which goods were shipped. 


Exemption Applications.—At the Shrewsbury T ribunal 
the head of a firm of electricians applied for a man aged a 
single, who was employed in making tools and setting lat : 
for women. He was the only one they had to do that sor 
of work. Asked how many women he had working, app 
cant said two, but some had left. However, he should 
more if this man remained. Exemption final for a mo 
was granted. | trial 

At Accrington Tribunal, on September 29th, the elec if 
engineer applied for five employés at the electricity wort 
Their ages were 25, 39, 25, 41, and 27. Captain а E 
told the Tribunal that the cases came before the A e 
Committee, but on account of there being three young "n 
under 30 years of age among them they declined p 
anything to do with them. They felt strongly Es em 
management of the electricity works ought to get ol | i 
The engineer said there were good grounds for ma ng {һе 
The first one, aged 25, had been 2л lost 
as there until, gin 
Older men Captal 


Р | 
Harwood: What will happen if, as ап М.Р. 18 propos Pé, a 


^ x doin , 
young men up to 95 or 30, whatever they are witb- 
be called up? The Town Clerk: They will aa ais Har. | 


: , her ev 
The Huddersfield Tribunal gave three months’ fune to 


emption, conditional on remaining at his ae the recom- 


) t- 
tional impe! 
t Immingham 


Ro 

Sheffield Tribunal has given conditional exem tion Makin 
Smith (33), electrical engineer, appealed for by Bradman (3!) 
and Co., Ltd.; and until October 3156 to E. die | 
electrician, appealed for by Messrs. Stuart & ths’ exemption 

Epsom Rural Tribunal has granted two mon с Ordesall. 
to Ernest E. Johnson, electrician, of The LoT or George 

At Aldershot, Mr. Burch, The Arcade, appel fain 
Hubbert, electrical wireman and fitter. a om the сашр 
asked if Mr. Burch had got any men back iT 


mendation of the Tribunal to get work of na 
ance, was now a munition volunteer worker а 


Docks. 
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shops, and he replied " No; they are asking me for more 
men." Two months were allowed. | 

Sheffield Tribunal has granted exemption until the end of 
the year to Mr. W. Johnston (85), electrical engineer. 

At Bath, Mr. Geo. Hitchens appealed for the retention of 
F. J. Hitchens (38), electric fitter. The appeal was respited 
for a medical examination. 

At Kingston-on-Thames, Mr. H. H. Biden (35), electrician, 
applying for renewed exemption, stated that he had lost his 
foreman and all his men, and could not replace them. As 
all his capital was in the business, he wished to hold it to- 
aether until the close of the war. Не was allowed final 
exemption until December 3lst. 

Ап electrician who appealed at Broadstairs stated that, 
although unfit for Army duties, he was passed by the Medical 
Board for service. The Tribunal decided that he should go 
before the Appeal Medical Board. | 

An electrical engineer who appealed at Kingston-on-Thames, 
etated that he had thrice been rejected on account of chronic 
acute deafness, but was now passed for service in Class C2. 
The Mavor asked if appellant was of any use in the Army, 
and Colonel Chapman replied in the affirmative, adding: 
“The qualifications for C2 аге that a man should be able 
to walk to and from work a distance of five miles, and should 
he able to see and hear sufficient for ordinary purposes. The 
Tribunal allowed final exemption to October Ist only. 

Mr. A. C. Edwards (37), electrical engineer, of Wedmore, 
appealed at Bromley (Kent) on personal and business grounds, 
and was allowed a delay of two months. 

The Military appealed to the Bucks Tribunal against exemp- 
tion allowed to Wilfrid Parmenter (28), electrician at the 
High Wycombe Electroscope Theatre. It appeared that the 
local tribunal granted the concession because respondent, 
passed by the Army Medical Board for home service, was 
ee The appeal was allowed, and the exemption can- 
called. 

At Melton Motvbray, renewed exemption was sought by 
Mr. C. W. Wright for Jesse Atkin. electrician at Saxilbve 
Park. Mr. Wright explained that he was under legal obliga- 
tion to supply an electrician to the mansion, and Atkin could 
not be replaced. As he was passed for home service, and 
was acting as a special constable, Atkin was given condi- 
tional exemption. 

At Newton Abbot, the Urban Electric Supply Co. appealed 
for W. Н. Carpenter, clerk and electrician, and P. G. Ste- 
phens and A. W. Prudence, electricians and wiremen. The 
manager, Mr. Smith, said that owing to the military require- 
ments, they had to work day and night, and Carpenter was 
indispensable. Exemption was allowed to Stephens (re- 
served occupation) and Prudence (medically rejected), but the 
appeal for Carpenter was dismissed, he being 21 years of age 
and single. Mr. Smith said he should appeal. 

At Aldershot, the Traction Co. appealed for Mr. A. E. Web- 
ster (31), secretary, regarded as indispensable to the carrying 
on of the concern. It was stated that Mr. Webster was the 
only one who had full knowledge of all the details relating 

to the financial interests of the company; he had control of 
the books, and had under him a clerical staff of 14, of whom 
ll were females. Three previous exemptions had been given, 
and a further three months were allowed. The company 
also applied for an inspector, claimed as being in a certified 
occupation, but the Military and Tribunal dissented, and dis- 


missed the appeal; and for three drivers, two of whom were : 


given a final month, and the other а month for him to be 
bacged or replaced. | 

Before the Chichester Tribunal, a junior wireman and а 
shift engineer and assistant fitter were appealed for by the 
Electric Light & Power Co. The engineer stated that the 
staff had been reduced to à minimum consistent with safetv, 
and the wireman was the only skilled man left for the work 
he was doing, except the mains superintendent. If the 
Miltary could find substitutes they did not wish to retain 
any single men. The wireman was refused exemption, and 
the shift engineer was allowed three months. 

A Chichester electrical engineer, appealing for his brother, 
‘tated that he was the only man left to carry on the business. 
[he Chairman said that they could not exempt single men of 
J. and 14 days’ exemption would be granted, with no fur- 
ther appeal without leave. 

At West Ham, Н. E. Wright (36), a Corporation train way 
conductor, who appealed, said that he was the patentee and 
maker of a tram and 'bus ticket holder. It was agreed that 
the holder was a very handy thing, but the appeal was re- 
lused, and the calling-up delayed for three weeks. 

At the Aberdeen Tribunal, H. W. Munro. electrician and 


overhead lineman; was claimed by the Aberdeen Corporation . 


ranways. Mr. R. S. Pilcher, tramway manager, stated that 
Munro, who had been passed for general service, was a 
tilled worker in a public utility service. There were three 
overhead linesmen. There were only seven exemptions in the 
department out of з staff of 302. Seventy-five per cent. of 

e staff were serving. Temporary exemption of two months 
was allowed. 

Kidderminster Tribunal has granted three months each to 
Mtr. W. Н. Hughes, electrical engineer, and to E. Turner, 
tramway car shed foreman; and has respited for a medical 
‘ftamination an appeal by Thomas Barth, wireman and elec- 
m fitter. : 

nelly Tribunal have granted two months’ exemption to 
the electrician employed ab HACLAC E Theatre. ne 


At Shrewsbury, Mr. Smallwood, electrical engineer, ap- 
pealed for George W. Browning (22), wireman, the last one 
left out of the staff of 14. Exemption was granted until 
December Ist. i 
_At Stroud (Glos.), the Electric Light Co. sought exemp- 
tion for several men, and the Military Representative agreed 
that the company had done the very best they. could to meet 
the military authorities. He thought that matters would be 
inet by releasing the married men and taking the single ones. 
The company had suggested that the men claimed might be 
replaced by incapacitated soldiers; four such men had been 
provided, and they had useful careers before them. Several 
of the men were put back until the end of the year, and 
others until March 3156. 


Contraband of War.—The following are ‘in the additions 
to the list of articles to be treated as absolute contraband :— 


Insulating materials, raw and manufactured. 
Cadmium, cadmium alloys, and cadmium ore. 


Books for Prisoners of War.—The needs of the British 
Prisoners of War Book Scheme (Educational) for the ensuing 
week are:—Works on transformers (Stil), alternating cur- 
rents (Still), alternating currents (Siemens), '"Text-book of 
Electrical Engineering" (Thomialen), ‘ Electrical Hand- 
book " (Trautwine), '' Steam Electrical Hand-book " (I.E.E.), 
“ Modern Electrical Practice” (Gresham Publishing Co.), 
" Hand-book of Electricity,"  '' Electrical Engineering ” 
(Slingo & Brooker). Will readers please address offers of 
new or second-hand copies of books to Mr. A. T. Davies at 
the Board of Education, Whitehall, London, S.W., from 
whom further information respecting the working of the 
scheme can be obtained on application? 


Disabled Sailors and Soldiers and Electrical Work.—The 
classes organised at the Northampton Polytechnic Institute 
by the Institution of Electrical Engineers, in co-operation 
with the London County Council, for the purpose of giving 
a preliminary training to disabled sailors and soldiers as elec- 
tricity sub-station attendants are about to be resumed. Up to 
the present some 40 men have been admitted to the courses, of 
whom 25 have been placed in electricity supply undertakings, 
the remainder having either found other situations or been 
unable to complete their course. The courses are free to the 
men, and the work consists of demonstrations and exercises 
in the first principles of electrical engineering and of physics, 
practical work in the electrical and physical laboratories. and 
demonstrations in the power-house of the Northampton Insti- 
tute. By the courtesy of some of the London supply com- 
panies visits are also paid in the last week of the course to 
sub-stations and generating stations in thc London district, 
and instruction is given by the men in actual charge of the 
stations. A third batch: of 20 men will begin their course 
about the middle of October, and will be ready to take up 
employment as probationers about the middle of November. 
Engineers having vacancies which could be offered to these 
men are requested to communicate with Dr. Walmsley, Prin- 
cipal of the Northampton Polytechnic Institute, Clerkenwell, 
London, E.C., who will also be pleased to send application 
forms‘ for admission to the courses, with full particulars, to 
disabled sailors or soldiers wishing to join. 


Exports to China and Siam.—The '' London Gazette ” 
for October 3rd contains further names of persons and bodies 
to ras or which exports to China and Siam may be con- 
gigned. 


BUSINESS NOTES. 


Greece.— According to the U.S. Consul at Patras, 
commercial and industrial conditions in Western Greece were, 
upon the whole, satisfactory during 1915. He goes on to show 
how beneficially the war has affected importation from America, 
both volume and variety having greatly increased. Prior to the 
war, the imports from the States were not more than £20.000 per 
annum, but during 1915 the value for articles in which the Con- 
sulate lent direct assistance alone was £749,200, во that the total 
far exceeded that figure. The great bulk consisted of wheat and 
other food supplies. The Consul says it is practically certain that 
when peace is restored a large part of the trade now done by 
American exporters will revert to the original sources of supply. 
Metal manufactures are mentioned as one of the fields in which 
there will probably be sharpest competition, and in which the 
American exporter will have the best prospect of holding his 
ground. А suggestion is made in regard tothe question of credit :— 
" If possible, the American exporter should make some concessions 
as to terms. This market was formerly accustomed to credits of 
from two to sfx months. It is doubtful whether such credits were 
necessary, 88 was maintained by many importers. The fact that 
importers have, during the war, been able to do an abnormally 
large business (in certain lines particularly) on the basis of 'cash 
against documents port of shipment’ seems to indicate that local 
importers can do a cash business if necessary. It is hardly 
probable that this market could be persuaded to continue its ' cash 
against documents port of shipment’ business with America in face 
of credits that will doubtless be offered again by European markets 
upon the termination of the war. Several firms have expressed a 
desire to continue their business with American markets after the 
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war, provided the American exporter is willing to deal on a basis of 
‘cash against documents port of destination’; which would be 
equal, from the seller's standpoint, to something like 30 days cash. 
The local importers have begun to discover that the American 
method of doing business on a practically cash basis has certain 
decided advantages to the buyer, and that the long-credit terms 
offered in the past by other markets have generally been balanced 
by higher prices.” | 

The U.S. Consul at Salonika also refers to the same subject in the 
following terms :—" The great difficulties which affected American 
trade during the past year were insufficiency of transportation 
facilities. excessive freight rates, the non-delivery of cables. and 
disorganised banking facilities. 
pean terms of sale are generally more favourable as regards credit 
than those of American firms. However, price and quality are 
more important factors than credit. It is reasonable to believe 
that long credit is not given without making provision for interest 
and a percentage for possible loss. It is difficult for American 
firms, who have no representatives in the Balkans, to ascertain the 
financial standing of local firms, as no commercial rating agencies 
have branches in Salonika. It is believed, however. that local banks 
would answer credit inquiries from American banks more readily 
and completely than inquiries coming directly from American 
manufacturers or exporters. Аз of possible interest in this 
direction, the names of the following local banks are submitted :— 
Banque d'Orient, Banque Nationale de Grece, Banque Impériale 
Ottoman, Banque de Salonique, Banque d'Athénes, and Banque de 
Commerce et Dépots.” 


China.— The U.S. Consul at Harbin refers to the 


foundation of the decided success of Japan in Northern Manchuria | 


that was laid by the Russian Government and by the Russian 
Chambers of Commerce. `‘ Every encouragement tq trade between 
the two countries has been given by the two Governments. The 
Russian Government placed enormous orders with Japan. and the 
Chambers of Commerce of various cities of Russia sent to the 
municipal administrations and to the banks liste of the various 
kinds of goods that Japan could profitably export to Russia as well 
as those that Russia could supply in return." 

In the list of goods offered to Russia by Japan are the following : 
— Aluminium and manufactures thereof ; electric bulbs ; electrical 
machinery and fixtures : enamelled ware ; earthenware : machinery 
and equipment for technical purposes: wire. Plans were worked 
out by the Japanese rail ways and by the Russian Imperial Ministry 
of Communications for the organisation of special exhibition trains 
to tour in Manchuria and Mongolia, but this scheme has not yet 
been put into effect. There was a great influx of Japanese 
merchants and small shopkeepers into Harbin during the last 
half of 1915. and it is said that every firm of any standing in 
Japan now has its agents there, and they have opened branches for 
the accommodation of the buyers from Russia, It has thus heen 
the firm policy of the Japanese fo make Harbin and not 
Dairen or Vladivostok or Moscaw the distributing centre for all 
trade between the two countries. The Consul tells American 
manufacturers that, under present conditions at least they must 
meet with very great obstacles in the competition for the trade of 
Northern Manchuria. Yet never before has so much American 
interest been shown in this trade, nor have such serious and intelli- 
gent efforts been made to secure & part of it. At least three 
large organisations of capital had decided by the end of 1915, or 
early in 1916, to station agents of American nationality, or to open 
branches, in Harbin. "These plans look beyond the present trade 
to the pramise of the future. It is believed that a certain 
American banking house will open a branch in Harbin. 

The Consul at Mukden says that previous to the war there was 
keen competition between German and Japanese importers of cheap 
articles for sale to Chinese. Since German goods have ceased to be 
obtainable in the market this line of trade has fallen entirely into 
the hands of the Japanese. He adds that the most hopeful 
direction in which American manufacturers may look to overtake 
their Euro"^an competitors would seem to be in the supply of 
electrical rulway and mining materials, and iron and steel manu- 
factures, and perhaps, at the end of the war. in that of arms and 
munitions. А 


Copper Prices —THE WEEK'S CHANGES, 

Messrs. Е. Smith & Co. report: Wednesday, October 4th :— 
Electrolytic bars rose from £138 to £140; ditto sheets from £156 
to £160; ditto rods from £146 to £148 ; ditto H.C. wire from 1s. 51d. 
to Is. 5. ; silicium bronze wire from 1s. 83d. to 18. 9d. 

Messrs. James & Shakespeare report : Wednesday, October 4th :— 
Copper bars, sheets and rods (best selected) rose from £157 to £164. 


Dissolution.—(GirBERT, FIELD & Co., cycle and electrical 
engineers, Station Street, Burton-on-Trent.— Messrs. W. C. Gilbert, 


Е. Rogers, and Е. J. Field have dissolved partnership, Mr. W. С. | 


Field retiring. The remaining partners will attend to debts, &c. 
Trade with our Allies.—Sir Algernon Firth, President of 


the Aszociation of Chambers of Commerce, addressing commercial 
men at Wolverhampton, last week, said aliens should not be allowed 
membership of the British Chambers of Commerce, and the British 
Consular Service should be served by British. Dealing specially 
with trade after the war, he urged merchants and manufacturers 
to recognise the importance of the Russian and Italian markets. 
Two immense opportunities were waiting to be grasped. In 1913. of 
Russian imports 47 per cent. was done by Germany and Austria. 
It was our duty and interest to enable Russia to wipe these clean 
off the slate. In Italy the Germans had exploited the markets. 
unscrupulously, and now that the connection with Germany was cut 


Under normal conditions, Buro- 


off, we ought to establish cordial business relations with Italy, 
even if the efforts did not secure an immediate returm.— Doriy 
Telegraph. 


Book Notices.— Applied Mechanics, Vol. I. By Andres 
Jamieson. Revised by E. S. Andrews. London : Chas. Griffin & Со. 
Ltd. Price 6s. net.—In spite of the depletion of our technical 
colleges by the war, the demand for the text-books of the late 
Prof. Jamieson has necessitated the issue of this, the tenth, edition 
of his well-known work. It has been revised by Mr. Andrew: 
with a tender hand. avoiding any departure from the methods «t 
the author, and the latest papers set in the A.M.InstC E 
examinations have been added. So successful a manual needs ле 
commendation other than its own record. 

The Fun By С. Н. Innes. Revised by W. M. Wallace an] 
Е. К. Jolley. London : Technical Publishing Co., Ltd. Price s. àd 
net. - This is the second edition of a work first issued 12 years az, 
it has been thoroughly revised and checked, most of the figons 
have been redrawn, and a new chapter has been added on ten 
practice in the construction of fans and centrifugal compren. 
The connection between the fan and the electric motor is growin: 
ever closer and more intimate ; the load is ideal in many resper. 
and consequently the fan may reasonably be annexed as пий 
belonging to the electrical field. There is probably no department 
of study in which greater progress has been made in recent tear 
than in that which concerns the behaviour of air when solid boi: 
are moved through it at high velocities, and remarkable resni 
have been obtained, which should be of use to the designer of fan: 
on scientific lines. In this work the author applies to the subjecit 
the theory of the centrifugal pump. on the basis that in practic 
the compression of the air is so slight that it may be regarded a:. 
like water, an incompressible fluid, and the examples of actual test: 
which he adduces certainly support this contention. Fans of many 
types are dealt with in detail, and the book can hardly be dis- 
pensed with by engineers engaged in designing or selecting fan: 
&nd centrifugal air compressors. ) 

Lektrik Tumbler Switch Controls for Glow-lamp Circuiti- 
Messrs. А. P. Lundberg and Sons have issued a booklet deseribi::. 
with eloquent diagrams, the advantages and modes of applicati” 
of some of the many controls detailed in their " Lektrik Lightin- 
Connections," and showing the types of switches used, the purpo= 
and effect of cach device. and the number of wires required. The 
diagrams are of a novel kind. intended to assist contractors аһ! 
others concerned in explaining the controls to their clients. an 
are therefore reduced to their simplest terms. The booklet. which 
is distributed gratis, should be very useful. 


Catalogues and Lists.— M EssRs. I. FRANKENBURG ANI 
Sons. LTD., of Greengate Rubber and Cable Works, Salford. Mar- 
chester, have sent us a copy of a small ring-hinge pocket memo. 
book with celluloid covers. such as they will forward to anybody i 
the electrical trade on application. 

IGRANIC ELECTRIC Co, LTD., 
London. E.C.—Leaflet No. 520, giving a full 


147. Queen Victoria Stret. 
and illustraed 


description of their push-button control system for motor-drivel. 


planers and vertical slotters. 

Messrs. Wares Dove BITUMASTIC. LTD., 5, St. Nichola 
Buildings, Newcastle-on-Tyne.--32-page pamphlet. containın? 
particulars of their " Bitumastic " (brand) solution, testimoniàs 
concerning its protective qualities, and photographs of water 
tanks, pipe lines. gasholders, and other engineering works av 
structures coated with it. 

Messrs. LANDIS & СҮН, LTD.. 72. Windmill Road. Hampor 
Hill. Middlesex.---32-paye illustrated catalogue of portable an 
switchboard patterns of their induction-type wattmeters. 


British-Made.—— According to the Financier, a member t 
the Southwark Borough Council last week gave notice of tb 
following resolution :—"' That, in order to promote and encoura" 
in this country the development of industry and the manufactur: 
of most classea of goods hitherto produced in enemy countries. 1115 
necessary, in the opinion of this Council, that there shall becreatel 
an adequate demand. and that this demand can be assured by !t 
being made obligatory on all Government departments and pub" 
and local authorities throughout the country to use. as far S 
‘possible, only British-made goods, and so create at once an opel 
market sufficiently large to secure the economic interests of the 
various industries affected, and to urge forward the interests? 
technical education.” er 

Mr. Stephen Walsh, M.P., a well-known Labour man, speaking 33 
Wigan, said that after the horrible facts which the last t"? 
years had given us, surely it was the lesson of common zn 
to develop our own resources in our own land. " Why should n 
always make ourselves the dustheap and dunghill of the jum 
world? There were а thousand and one things which we со 
just as well produce in our own land, or in the Dominions affiliate 
with us, instead of being dependent upon the foreigner. 


Bankruptcy Proceedings.—A. F. Hawpon, electric 
engineer, Yetholm, Emfield Gardens, Gosforth. Northumberlan 
October 14th is the last day for the receipt of proofs for x je 
by Mr. C. Woollett, the trustee. 30, Mosley Street, Newcastle 


d 


Tyne. 
К 
Trade Аппоцџпсетепё, — Ќоснраге ELECTRIC Be ae 
have taken new showroom premises at 30A, Hare Hil 


Littleborough. 


| South Africa.—The Cape Times ‘stated in A A 
“ Electrical goods are arriving from the United Kingdom 
freely now: but contracting work has not improved.” 
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To Home Firms Trading with the Russian Far East.— 
H.M. Consul at Vladivostock (Mr. R. M. Hodgson) writes that his 
attention has been called to the fact that home firms, when tele- 
graphing to firms at that port, not infrequently fail to give an 
adequate address to which replies should be sent. It should be 
noted that telegraphic or abbreviated addresses are not accepted by 
the Russian postal authorities, and that, consequently, it is im- 
possible for the persons who receive such telegrams to answer 
them. Mr. Hodgson adds that local firms do not have telegraphic 
address lists, and it is therefore advisable that full addresses 
should be given to firms' to whom senders of telegrams are 
unknown.—Avard of Trade Journal, 


4 


LIGHTING AND POWER NOTES. 


Abertillery. — PRICE INCREASE.— The Council has decided 
to increase the price of electricity by Id. per unit. 


Australia. — The Brunswick Council (Victoria) has 
decided to float a loan of £5,000 for the purpose of extending the 
electric lighting scheme. 

The Narrabri (N.S.W.) Municipal Council will shortly take a 
plebiscite of the ratepayers on the question of borrowing £7,500 to 
finance an electric supply scheme for the town. 

The South Australian Government proposes submitting to Parlia- 
ment an amendment of the Adelaide Municipal Tramway Bill. soas 
toenable the Tramways Trust to supply power for electric lighting 
toits constituent Corporations and District Councils, and to private 
consumers.— Tenders. 

Aylesbury.—The electrical engineer has reported that the 
Diesel engines have been successfully run on tar oil. and 5,200 
gallons Of the oil had been stored. 

Bahia.—An American Consul reports that practically 
nothing was done throughout the past. уеаг in connection with the 
large hydro-electric plant under construction near Bahia. 

Barnes.—At the meeting of the U.D.C., last week, the 


electrical engineer reported an application from the Barnes 
Mechanical Works for a further supply of 100 H.p.; it was neces- 


вагу to lay a special cable to the premises at an estimated cost of ` 


£1.000. The Council decided to accede to the application, subject 
to the firm providing the capital for the necessary cable. 


Bradford.— The local Press, in referring to the extension 
of the boiler house at the eleetricity works, mentions that the 
demand for electricity for the past half-year shows a bigger in- 
crease than in the previous 12 months, and that the supply to the 
spinning and weaving industries is rapidly growing. | 


Chester. —HYDRO-ELECTRIC РАХТ.—\Үһеп the Elec- 
tricity Committee's proceedings came up for confirmation at the 
last meeting of the City Council it was stated that, at the request 
of the Ministry of Munitions, the work of adding a 12-in. curb to 
the weir, negotiations for which had been in progress several 
months. was now to be carried out. It is expected that this will 
reult in a saving of 1,200 tons of coal a year. 

Christchurch.—ELectriciry PRICES.— With reference to 
the proposed increase of 10 per cent. on the contract price for 
electricity supplied by the Bournemouth and Poole Electric Supply 
Co.. the B. of G. has offered to pay during the duration of the war 
an additional 5 per cent. on the electricity consumed, such addi- 
tional payment to be the maximum, and to run from January Ist, 
1916, to the end of the war, or for such lesser time as the company 
shall impose, the offer to be without prejudice to the terms of the 
contract. 


Continental.—SParN.—Application has been made for а 
concession to utilise the water power of the River Inola at Salardu 
(Province of Lerida) in the generation of electrical energy for 
lighting and power purposes in the district. 


Dewsbury.— REVISED CHARGES.—The Electricity and 
Tramways Committee proposes the adoption of a new tariff for 
electricity supply to the Ravensthorpe district, under which the 
charges are to be 4d. per unit, plus 10 per cent.. for lighting : for 
power, 24d. per unit for one hour per day of the consumer's 
maximum demand, and a id. per unit for all energy used above 
that quantity, plus 15 per cent.; 24 per cent. discount is allowed 
for prompt payment. 


Doncaster,.—Y E&ARg's WonkKING.—For the year ended 
March 31st, there was a deficiency of £263 on the electricity under- 
taking compared with a surplus in the previous year of £1,295. 


Eastbourne.—SLoT MeETERS.—The Electricity Com- 
mittee has adopted a suggestion by the engineer with regard to the 
supply through slot meters (which before the increase in charges 
was at the rate of 6d. per unit, as compared with the ordinary Hat 
rate of 5d.. no meter rent being charged), that as it would be an 
expensive matter to alter the mechanism to adapt the meters for the 
Increased’ price, a meter rent of бв. per annum, or ls. 6d. per 
quarter, be charged those consumers obtaining their supply through 
slot meters, During the past year, the engineer reported, the con- 
sumption by 79 slot meters was 5,032 units, an average of 6377 unita 
Эзг meter, which, at a 14. per unit, represented 5s. 4d. per annum. 


Ebbw Vale.—Owing to the large number of new con- 
sumers there has been practically no decrease in the revenue of the 
U.D.C. electricity undertaking, and at present, there is no necessity 
to increase the tariff rates. 


Erith.—PRorosED Loans.—The U.D.C. has decided to 
negotiate for loans of £1,300 and £4,000 for electricity purposes, 
these sums being unspent balances of sanctions by the L.G.B. in 
July, 1912. 


Edinburgh. — Figures furnished by the Corporation 
Electric Lighting Department indicate a substantia] reduction in 
the electric lighting as a result of the Summer Time Асі. The 
decrease from May 21st last is 13 per cent. as compared with the 
corresponding period of last year. On the other hand, there has 
been a large increase in the amount of electricity required for 
power purposes, resulting in a total net increase of рег cent. in 
the amount of electricity supplied by the Corporation. 


Falkirk.— Treasurer Gilchrist, moving the adoption of 
the Finance Committee's report on the estimates of income and 
expenditure for the year 1916-1917, stated that last year there was 
a loss in the electricity department of £156, and unless the price 
of electricity were raised there would be a loss again this year. It 
was therefore recommended that the cost of electricity for lighting 
be increased by 5 per cent. and for power by 10 per cent. This 
would mean an estimated additional income of £546, which would 
be sufficient to meet the expenditure of the department and leave a 
balance of £172. . 


Gravesend.—^ALE oF PrawT.—The T.C. has accepted 
an offer from the Piggott Electrical Co. of £825 for the purchase 
of the No. 1 generating set, used as a stand-by, and not. run for the 
past two or three years. It will be replaced after the war by a 
larger set. 


Haslingden.— The Corporation has agreed to supply 
electricity to Messrs. J. Perritt & Sons’ premises at. Helinshore. 

The Tramways and Electricity Committee has deterred con- 
sideration of the question of the department supplying electrical 
apparatus to consumers, pending inquiries from neighbouring 
authorities. ` 


Hornsey.—The T.C. has made an arrangement with the 
Great Northern Railway Co. for the disposal of clinker and ashes 
from the electricity works, necessitating the construction of a 
gangway from the works to the siding. at an estimated cost of 
£15, and the Council is to make an annual payment of £1 to the 
company for the use of it. 


Ilford.— PLANT ExTENSION.—À Special Committee of 
the U.D.C. reports that the electrical engineer has submitted pre- 
liminary tenders for the provision of main and sub-station plant, 
cable and conduits required in connection with the utilisation of 
the steam at the refuse destructor, for directly augmenting the 
supply of current to the eastern side of the district, instead of 
transmitting it in the first instance to the Ley Street works. 
Application is to be made to the L.G.B. for sanction of the borrow- 
ing of £10,000 for the necessary plant and building. 


Kingston-on-Thames.— YEAR'S Workinc.—The annual 
report on the Council's electricity undertaking to March 31st last 
shows a deficit of £629 on the year, as compared with a loss of 
£1.295 in 1915. The total receipts from the commencement of 
supply in 1893 have been £209,716. ; the total expenditure on works 
cost excluding capital repayments, amounted to £129,192: and 
after repayment of principal and interest, there was a deficit on 
the full period of working of £18,745. The electrical engineer 
reports that the two horizontal Diesel engines had worked satis- 
factorily throughout the year, the fuel costs per unit generated 
being only ‘464d., against 3°286d. per unit for coal for the steam 
plant. The chairman of the Electricity Committee stated that 
although the report was more favourable than the previous one, 
he was bound to draw the attention of the Council to what might 
be in store for it in the future. Daylight saving had made a great 
deal of difference to the revenue ; in consequence of an accident to 
one of the Diesel engines, they would not be able to use it again 
until February or March, and the expenditure on coal, through 
having to use more steam, had gone up seriously. In additiou, 
there was the cost of the new crankshaft, about £1,000, which he 
anticipated would have to be paid out of revenue. 


London.—HaxxERsMITH.—The L.C.C. has sanctioned 
the borrowing of £650 for the purchase of a site for a sub-station. 
It is proposed that Messrs. Callenders carry out the cable work, at 
the cost of £628 in connection with the bulk supply to the Chis- 
wick Electric Supply Corporation. In connection with the 
pumping of coal from the Council's wharf to the electricity works, 
arrangements have been made with the Port of London Authority 
for the use of the Thames water for this purpose. 


Northampton.—PRicE INCREASE, — The local Electric 
Light and Power Co. has temporarily further advanced the price 
of current for lighting and heating by 10 per cent., and for power 
by 12} per cent., as from the Michaelmas meter readings. 


Preston, — WORKHOUSE LIGHTING.—A new 55-KW. 
generating set, installed at Fulwood Workhouse, was formally 
started on Friday, last week, by the senior Lady Guardian. 

Salford.—The Electricity Committee proposes to enter 
into an agreement with Messrs. F. Smith & Co. for the supply of 
current on certain conditions, including & minimum payment of 
£600 per annum. 
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Sunderland.—PLANT EXTENSION.—A scheme is under 
consideration of the Corporation for an important extension of the 
plant at Hylton Road. In his report to the Electricity and 
Lighting Committee, Mr. Blackman, the city electrical engineer, 
points out. that the need for an immediate extension is shown by 
the fact that when the largest turbine broke down last year the 
works costs ran up in consequence by £3,500, and they were for 
the time without any stand-by. The demand upon the under- 
taking has grown during the last 12 months by about 330 Kw., and 
new consumers would in the near future further increase the load. 
The extensions are estimated to cost £45,246. 


Torquay.—PRickE IxcREAsE.— The T.C. has decided to 
increase the charge for electricity for private lighting by 4d. per 
unit from the Michaelmas reading of the meters. The Electricity 
Committee recommends that the question of the supply of 
electricity to the Tramway Co. consequent, on the rise in the price 
of coal be reopened. 


Twickenham.— The Council has declined to meet the 
proposed increased charges of the Twickenham and Teddington 
E.S. Co. on the ground that the price of energy for public lighting 
(which the Council interprets as lighting on its property) is 
limited by agreement to 23d. per unit. 

The Council has been recommended by its Committee to give the 
company six months’ notice of termination of a licence for an 
overhead line, the company to remove the latter at the end of that 
period. This action apparently follows on a report by the surveyor 
that the overhead line had been renewed and added to without the 
consent of the Council. œ 


Walthamstow.— The Lighting Committee has considered 
the report of the electrical engineer as to the result of the official 
tests carried out on the Ljungstrom turbine plant, and has instructed 
him to report further before finally taking over the plant at the 
expiration of the maintenance period. 


Wednesbury.—PRorosED Loan.—The T.C., on Monday, 
decided to apply to the L.G.B. for sanction to borrow £5,000 for 
electricity developments. 


Wimbledon.—PRick INcnEAsk.—The Electric Lighting 
Committee has resolved that, on and after the date of the next 
reading of the meters, the charges for supply to ordinary con- 
sumers of Wimbledon and Merton. and for the hire of meters be 
increased by a further 15 per cent., making a total increase of 
25 per cent., and that the prices to be charged to ordinary con- 
sumers in Maldens and Coombe be increased to 6d. per unit for 
lighting purposes, and to ljd. per unit for power, heating and 
cooking purposes. and that the charge for meter rents in the last- 
mentioned area be increased hy 25 per cente To secure more 
efficient working of the Curtis turbo-alternator, a new governor is 
to be fitted at a cost of £80. 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.— The Corporation tramway men have applied 
for an increase of wages. 


* | 

Australia.—In the report of the Chief Commissioner of 
the New South Wales Government tramways for the year ended 
June 30th, 1916, it is stated that the total output of electrical 
energy for the year was 94,352.117 Kw.-hours, of which the 
alternating current gave 93,662,028 and the direct current 690,389 
KW.-hours. On comparison with the previous year, the total 
output shows an increase of 797,858 Kw.-hours, or 0°85 per cent. 
With regard to the new power house at White Bay. it is stated that 
six additional Babcock & Wilcox boilers, making eight in all. 
complete with economisers, fans, and chimneys, have been erected 
and put into service as required. Twenty miles of trolley wire on 
the City lines and 14 miles on the North Sydney lines have been 
renewed. Five miles of high-tension transmission cable have been 
erected between White Bay power house and Burwood sub-station. 
Nine miles of low-tension feeder cable have been erected overhead 
and 104 miles laid underground on the City lines. 


Barnsley.—The Barnsley and District Electric Traction 


Co. has reopened its motor-coach service between Barnsley, 
Goldthorpe, and Doncaster on Sundays, Mondays, Wednesdays and 
Saturdays only ; the service includes parcel delivery. 


Blackpool.— The lease of the tramway between the Grand 
Hotel and Squire's Gate. at present held by Lytham and St. Anne's 
Tramway Co., expires in July next. and as the Corporation próposes 
adding this to the routes under its own control, negotiations are in 
progress with a view to the Lytham and St. Anne's Co. having 
running powers over this section. as well as over that portion from 
the Central Station to the Grand Hotel. 


` Bradford.—WacEs. — The Tramways Committee, on 
Monday night, gave further consideration to the application of 
the employés for another advance in wages, involving a revision 
of the entire scale of pay. and an extra cost to the city estimated at 
£21,000 per year. and decided to refer the question for settlement 
to the Committee on Production. The application affects over 
1,000 employes, who want permanent advances varying from 5 to 


15 per cent. in addition to the present war bonuses, which range 
. from 3s. to 4s. per week. The increased cost of living is the 


ground of their demand. 


Brighton,.—AccrpENT.—On Saturday last, a passenger 
accidentally struck a tramway gong during the temporary absence 
of the driver. and the conductress, thinking this was the signal to 
start, released the brakes, with the result that the car ran away 
down Queen's Road, eventually leaving the rails and colliding with 
a building. The passengers kept their seats and escaped injury. 


Chester.—TRaAck RENEWAL.—The city surveyor is to 
prepare a report and estimate of cost of relaying the tramway 
track where necessary, and the electrical engineer is to submit 
afterwards a detailed report and estimate of the cost of buying the 
tramway undertaking up to date, and of alternative methods of 
traction. 


Doncaster.— YrAR’s WorKING.—The surplus on the 
tramway undertaking for the year ended March 31st has fallen to 
£756 from £2,855. 


Edinburgh. — ARBITRATION PROCEEDINGS. — Certain 
matters which are in dispute between the Tramway Committee and 
the Tramway Co. are to be submitted to Sir Alex. Kennedy, the 
arhiter under the lease. which expires in three years. The 
points of reference relate to the condition of the lines, and par- 
ticularly to a very large section which the Committee had called 
upon thecompany to put in good order. a request which the com- 
pany had refused. The proposed reference will. it is expected, 
clear the way for more rapid progress in the negotiations with the 


company on the whole question. 


Glasgow.—A Corporation car, in charge of “a woman 
driver, Jumped the points in Dumbarton Road, shortly before mid- 
night on Saturday last, and before it could be stopped, ran into a 
shop, one or two people being injured. 


Hanwell.—At the meeting of the U.D.C., last week, it 
it was reported that the London United Tramway Co. proposed ' 
taking up the rails in Lower Boston Road for repairing purposes 
elsewhere. and had asked that this action should not be considered 
as an abandonment. of the, at present, unused line. It was decided 
to assent to the proposal. 


Ilford.—VEuicLE | LiGuTs. — The tramway manager 
reports that the police authorities have now definitely decided to 
press tramways to carry out the new Lights on Vehicles Order to 
the fullest extent, and two white lights in front of the car, at the 
extreme corners, and one red light at the extreme off-side corner 
at the rear, have now to be shown. То carry this out he is fixing 
a considerable number of carriage lanterns purchased some time 
аро. In addition. he has found it necessary to.buy twin-wire and 
special lamps and lampholders. The work will cost at least £50, 
and considerable alteration will have to be made to the wiring 
of the cars. 


Leeds.—AccipENT.— Twenty-two persons were more or 
less injured in a collision between two cars on Wednesday night. 
last week, owing to one of them which, having got out of control 
near the Wortley terminus. ran down an incline and crashed 
into а car coming up a single line. The cars became interlocked 
and together ran down the hill, by good chancé keeping the 
metals, until they ran off the line at the terminus, but fortunately 
did not overturn. Several passengers jumped off unhurt, and the 
driver of the runaway car was thrown off his platform without 
injury ; only five persons had to be taken to the infirmary. 


Leyton.— VEHICLE Licnts, &c.— The tramway manager 
has been authorised to alter the lights on cars to conform to the new 
hghting regulations. The cost is estimated at £55. The Great 
Eastern Railway Co. proposes to strengthen the approaches to the 
bridge carrying Lea Bridge Road over the rail way, and as it is con- 
sidered that the proposed work was rendered necessary owing to the 
cars on the tramway over the bridge. the Council has been asked if 
it will admit liability for payment of the expense to which the 
company will be put. The Legal and Parliamentary Committee of 
the Council is to report on this matter. 


London. — NortH  LoxpoN ELECTRIFICATION. — The 
Broad Street to Richmond electric train service was brought into 
use on Sunday last ; a saving.of 10 minutes has been made on the 
old journey time. 

SOUTH-WESTERN ELECTRIFICATION.—The opening of the 
Waterloo to Claygate electric train service, which was to have 
taken place on Sunday, has been postponed. 


Newport.—CoLLIsION.— Two cars came into collision on 
Saturday night. owing to & driver leaving a car, which started off 
uncontrolled. No passengers were hurt. 


New Zealand.—In the railway statement for the year 
ended March 31st. 1916, presented by the Hon. W. H. Herries, 
Minister of Railways, it is shown that the particulars of expendi- 
ture on electric block working, telerraph and telephone facilities, 
and electric lighting for the year totalled £14,762 for new work : 
whilst maintenance was responsible for 4£15.857. During. the 
year electric lighting has been installed at five additional stations, 
10 railway dwellings, and in numerous buildings and goods yards. 
An electric engine-traverser was installed at Linwo d, and the 
electrification of а 20-ton overhead crane in the boiler shop at Petone 
was also carried out. The installation of electric motors and trans- 
formers for Newmarket workshops is, it is added, in hand. 
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The Invercargill Municipal Tramway Department is increasing 
its power generating plant. which at times is fully loaded. and 
tenders are shortly to be invited for two additional boilers of 2.000 
eq. ft. heating surface, and a 2,300-volt, 750-Kw. turbo-alternator. 


Northampton.—The В. of T. has extended to August, 
1917, the period for the construction of the tramways authorised 
by the Northampton Corporation Act. 1911. The Tramways 
Committee has decided to inform the L.G.B. that it has no works 
which are likely to be carried out immediately on the termination 
of the war. ; 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYDNEY.—January 22nd, 1917. Electrical 
plant (converter, battery, booster, and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.* 

October 17th. For the Deputy P.M.G. (1) Sleeves and tapes 
(Schedule No. 1,355), and (2) 3,100 stay-rods, with low tizhteners 
(Schedule No. 1,359).* 

MELBOURNE.— October 18th. Victorian Government Railways. 
Electric time releasing mechanisms for automatic signalling (Cont. 
No. 30,343).* —November Ist. 50.000 yellow flame arc carbons." 

October 3lst and November sth. Deputy P.M.G. Telephone 
parts ; switchboard ; instruments, &c. Schedules Nos. 1,363, 1,364, 
and 1,368.* 

December llth, City Council. Supply and erection of coal 
transporter plant. See “Official Notices ` September Lith. 

PERTH.—November 8th. P.M.G. Accumulator parts (Schedule 
527 W.A.).* 

SOUTH AUSTRALIA.—November 15th.  P.M.G.'& Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 


Johannesburg.— Municipal Council. Twelve gross of 
carbon brushes for electric motors. (Contract No. 178.)* 


New Zealand.—WELLINGTON. October 11th. Public 
Service Stores Tender Board. 1,000 magneto extension bells, 1,000 


ohms.* 
Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 0 


CLOSED, . . 
Aylesbury.—U.D.C. Maintenance of battery, Chloride Co. 


Bradford.—B. of G. Messrs. T. Broadbent & Sons, a 
18-in. electrically-driven hydro extractor (£197) for the workhouse 
laundry. | 


Derby.— Т.С. Accepted tenders :— 


R. Wade & Sons.—Poles, £134. 

B.I. & Helsby Cables, Ltd.—Armoured cable, £2,990; copper cahle, £500; 
sundry materials, £50. | 

British Thomson-Houston Co., Ltd.—Switchgear, £253; extension of main 
station switchboard, £262. 

British Electric Transformer Co., Ltd.—9375-kw. transformer, £286; 150-kw. 
ditto, £160. 


Hebden Bridge.— U.D.C. Messrs. Connolly Bros., Ltd., 
100 yards of cable ; Mr. O. Watson, for laying the same. 


Ilford, —In reference to the current contract. with Messrs. 
A. Foster & Co. for 500 tons of Graigola large Welsh coal. at 25s. 5d. 
per ton, the Electricity Committee reports having been notified by 
the contractors that the price is to be increased by 2s. 6d. per ton, 
under the Price of Coal (Limitation) Act. | 


Kingston (Surrey).— The following tenders have been: 

accepted for coal to the electricity works :— 

Spencer Whatley, Ltd.—12 trucks (approximately 110 tons) South Leicester 
m main nutty slack, 20s. 7d. per ton ; and 12 trucks South Leicester 
lá-in. deep nutty slack, 218. 7d. — | 

E. Foster & Co.—1,200 tons Snibston 14-іп. slack, 22s. 1d. per ton (delivered 
100 tons per month over 12 months) ; and 1,200 tons Bolsover nutty 
slack, 22s. 9d. (ditto). | 

London.—HaMMERSMITH.—The Electricity Committee 

recommends the acceptance of the offer of Messrs. W. H. Bowater 
for 100 tons weekly for 12 months of Holly Bank slack coal. at 21s. 6d. 
рег ton delivered at Shepherd's Bush, or at 23s. per ton at Chan- 
cellors Wharf; and of Messrs. Cory Bros. & Co. for 100 tons per 
week to end of December, 1916, of Aberclyd small coal. at 27s. per 
ton alongside wharf. 


Maidenhead: — T.C. Crynant Colliery Co., Ltd., 600 
toas of large Welsh steam coal. Messrs. George Hinchliffe & Co., 
109 tons of large Llydcoad Welsh coal. 


Salford.—Tramways Committee. Messrs. Isaac Bentley 
and Co., Ltd., for a six months’ supply of oils and paints. £600. 
The Electricity Committee is accepting the tender of the British 
Westinghouse Co., at £275, for equipping a blank cubicle with 
B.T. switchgear, together with the necessary control panel, in 


iuc with & 1,000-Kw. rotary converter recently supplied 
em, 


Walthamstow.— Lighting Committee. Accepted offers : 
Cleeves & Co. and Hinchliffe & Co., for a supply of Griff peas, and 
has decided to allow Messrs. Cleeves to substitute Griff peas at 24s. 
per ton in place of D.S. nuts at 26s. per ton under their contract. 


Wednesbury.— T.C. British Westinghouse Co., rotary 
converter, £3,190, for the King's Hill district. 


FORTHCOMING EVENTS. 


Chief Technical Assistants’ Association.—Saturday, October 7th. At the 
Tavistock Hotel, Covent Garden. Discussion on “ Advantages and Dis. 
advantages of Electrical and Steam-driven Auxiliaries," opened by 
Mr. Thompson. 


Association of Mining and Electrical Engineers.—Saturday, October 7th. 
At the Midland Hotel, Manchester. General Council and annual meeting. 


Salford Technical aud Engineerin Association.— Saturday, October 7th. 
Аё 7 p.m. At the Royal Technical Institute. Lecture on '* Endurance of 
Metals under Varying Btresses," by Mr. J. H. Meulen. 


Association of Engineers-in-Charge.— Wednesday, October llth. At 8 p.m. 
t 


St. Bride's 
F. Bailey. 


Electro-Harmonic Society сне October 18th. At 8 p.m. At Holborn 
Restaurant (King's Hall). Smoking concert. (See “ Notes” to-day.) 


nstitute, Bride ne, E.C. Presidential address by Mr. 


NOTES. 


Electric Tipping-Wagon Costs.—The last issue of the 
Electric Vehicle contains, amongst other interesting matter. some 
data regarding the operation of the 3-ton G.V. electric vehicle, fitted 
with a tipping body and alternative 650-gallon tank for road 
sprinkling. which has been in use for some time by the Ipswich 
Corporation. For the year ended March 3156 last, the vehicle 
covered 6.154 miles, and carried an estimated load of over 9,000 
tons. 

The actual expenses incurred were :—Garage, £18 4s.: repairs, 
oil. £4 14в.; electricity (7,961 units), £36 9s. 9d.; wages, 
£15 168. Мі. ; interest (on £958 108.). £47 18s. 6d.; depreciation 
(less battery and tires). 10 years' life, £71 19s. ; tire depreciation 
(8.000 miles’ life), £38 10s.; battery renewal (two years’ 
guarantee), £94 10s. ; insurance and driver's licence, £8 14s. 8d. : 
making a total of £396 16s. 7d. 

It is expected that the battery (Ironclad Exide) will outlast the 
two years’ ruarantee, and the tires might have covered over 8,000 
miles had they not run over unmade roads, &c. Experience shows 
that the vehicle is very reliable and economical, and so simple to 
drive that any intelligent labourer or horseman can be taught all 
there is to learn in a few hours. Its handiness in negotiating con- 
gested streets and in manceuvring to loading and tipping places ia 
a great advantage. 


Resuscitation after Electrical Shock.—In the last 
number of the У. E. L. A. Bulletin, Mr. №. P. Strickland. general 
inspector of the New York and Queen's Electric Light and Power 
Co.. of New York City. says :— 

Recently one of our foremen, after climbing a pole. preparatory 
tostringing primary wires. received a shock that caused him to fall 
to the ground. It is inferred that in adjusting his belt and shifting 
his position, his spur cut out, and that, to save himself. he 
instinctively reached out and touched the wires carring 2.300 volts. 
When the other linemen and ground hands reached him. to all 
appearances the man was dead. One of the linemen, following 
instructions, immediately took hold of the ankles of the limp 
body, lifting it until the whole weight rested on the neck, and 
then letting it fall. He then took a pair of connectors, and 
hammered the soles of the injured man's feet without removing 
his shoes. Another lineman opened the man's mouth, pulled 
forward the swallowed tongue (which occurs in electric shock), 
and was about to begin the Schaefer prone method of resuscitation, 
when the man returned to life. He was removed to the hospital, . 
and is alive and well to-day. though suffering severely from his 
burns. 

For the past year the writer has been teaching his men to strike 
thefeet without removing the shoes in all cases of electric shock. 
Some years ago an accident occurred where a man came in 
contact with 6.600 volts, fell from the pole, and was restored to 
consciousness by this means, although he was terribly burned, and 
died three days later. Another accident that ‘came to the writer's 
attention happened in New Jersey, when a man came in contact 
with a wire carrying 2,200 volts. This man was struck violently on the 
feet, hi® tongue was pulled forward, and he was restored to con- 
sciousness before the arrival of the doctor.— Electrical Reriew and 
Western Electrician. 


Ozone in Military Surgery.—4A novel method of treat- 
ment for wounds. involving the use of ozone, has recently given 
remarkable results. Wounds which have defied the ordinary 
methods have quickly yielded to the new treatment, which consists 
in dispensing with bandages, subjecting the wounds to repeated 
applications of a stream of ozonised oxygen, and covering them 
only with & loose layer of lint in the intervals. The painful 
process of removing and replacing bandages is thus obviated, and 
healing takes place rapidly without undue inconvenience to the 
patient. The ozone is generated by electrical means. 
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Axial Exhaust for Ljungstrom Turbine.—A recent patent 
describes the addition of radial blades to a Ljungstróm turbine, as 
shown at A A in the accompanying sketch. The guide piece BB 
splits the disk of steam issuing radially from the regular 
Ljungstróm blade system and turns it to either side, causing it to 
pass axially through the blade system A. In the sketch, only one 
row of stationary guide blades on either side, and one row of 


/ 


SY 


f 


| 
} 
M 
N 
1 
| 
; 
S 


GEEBDEPPOBPEDPPPELOLCELOOP POPE 
L4 


SECTION SHOWING RADIAL BLADES. 


moving blades attached to either rim of the revolving element, are 
shown, although more could be used if desirable. А full area is 
thus obtained for the final exit of the steam, permitting more com- 
plete expansion, or, in other words, reducing the "leaving loss." 
The greater velocity of the blade allows of a greater velocity of 
steam flow with the same efficiency, which conduces to the same 
end. The radial disposition of the blades reduces to a minimum 
the difficulties due to centrifugal force.— Power. 


Electric Lighting in Motor Garages.—A radical change 
has recently been made in the rules of the American National 
Board of Fire Underwriters governing the installation and use of 
electrie light and electrical devices in motor garages. The new 
rules are not enforced in garages which can only accommodate one 
or two cars. They provide that in any portion of a building in 
which self-propelled vehicles carrying volatile inflammable liquid 
are kept, and any portion of the building that is on or below the 
floor or floors on which such vehicles are kept, which is not 


‘separated therefrom by tight, unpierced fire-walls or fire-resisting 


walls, all wiring must be done in approved metal conduit or 
armoured cable, and because of the danger from inflammable 
vapour, which always seeks a low level, all cut-outs, switches. 
switchboards, outlet boxes, junction boxes, receptacles, cord 
connectors, and any contact points at which a spark may be 
produeed by the connection or breaking of the current must be 
situated at least 4 ft. from the floor. All motors and dynamos 
(except those actually a part of the vehicle), unless they are of 
the fully-enclosed type, and all charging panels, unless they have 
all sparking points surrounded by a vapour-tight enclosure, shall 
also be at least 4 ft. above the floor. 

All cords for portable lamps shall be of an approved type, 
designed for rough usage, and must carry the male end of a pin- 
plug connector. the female end being so hung that the connector 
will break apart readily in any position. 


Lignite as Station Fuel.—A considerable share in con- 
nection with the maintenance of the economie life of Germany 
during the habi been taken by the lignite industry in different 
parts of the couftry. In Saxony, where the establishment of а 
Government monopoly of the supply of electricity is under consider- 
ation, active discussion has been aroused by the purchase of extensive 
lignite fields and the proposed acquisition of the Hirschfeld power 
station of the Electricity Supply Co., which belongs to the A.E.G. 
group, and which procures fuel from the Herkules Lignite Co. 
The most important undertaking. however, is in the district of 
Bitterfeld, where the  Electro-Works Co. (late Golpa-Jessnitz 
Lignite Works) is under an obligation to deliver 500,000,000 Kw.- 
hours per annum to the Imperial Government nitrate works and 
250,000,000 Kw.-hours to the Electro-Saltpetre Works. The develop- 
ment of the Bitterfeld district during the war is reported to have 
been so great that many industries have been established there, and 
the time is foreseen when the rich lignite deposits will no longer 
be partially converted into briquettes for domestic cogsumption. 
but will be used entirely in connection with the production of power 
for the electrochemical industry and for the recovery of by- 
products. 


: Canada Produces Electrolytic Copper.—The U.S. 
Consul at Fernie, British Columbia, states that the first pure 
copper known to the trade as electrolytic copper was turned out at 
the new copper refinery in Trail, British Columbia, on August 
20th, 1916 :—* The electric current was switched on to some of the 
tanks containing the copper anodes, and the pure metal, the gold 
and silver values being left in the slimes, was the result. In the 
near future a daily production of 10 tons is expected. This is the 
only place in Canada where pure copper has been made," 


New Zinc Industry in Norway.— According to a U.S, 
Consular report, new works are about to be started at Drammen 
for the extraction of zinc by an electric wet process, invented by a 
Belgian engineer. Raw materials for the first year, about 10,000 
tons, have been secured, and special attention will be paid to ores 
containing from 5 to 30- per cent. zinc, which have hitherto been 
considered worthless. 


y Sulphite Refuse as Fuel.—4A factory is to be erected at 


Greaker, in Sweden, for the utilisation of refuse from sulphite. A 
Swedish engineer has invented a method for extracting a substance 
from sulphite lye which, in powdered form, will be made into 
briquettes and used as fuel. It is claimed that the powder thus 
formed yields 6,000 calóries per kg., while the best English coal 
gives 7,000. 


The Mechanism of Light Production in Animals.—1 his 
subject has recently been further investigated by Prof. E. Newton 
Harvey, at Tokió. who gives a short account of his researches in 
Science, He finds that the dried and powdered luminous organs of 
the firefly behave like the compound lophin (triphenylglyoxaline) 
investigated by Radziszewski, which, if hydrolysed in the presence 
of oxygen by alcoholie potassium hydrate, emits light with the 
formation of benzoic acid and ammonia: in the absence of oxygen, 
no light is produced, and benzaldehyde is formed instead of benzoic 
acid ; the alkali acts as a catalyser. 

In the firefly it is natural to suppose that an organic catalyser, 
an enzyme, is concerned in light production, and Prof. Harvey 
states that the existence of such an enzyme has been definitely 
proved. He gives the credit of the discovery entirely to Prof. 
Raphael Dubois, of the University of Lyons, who experimented on 
the subject in 1884, but whose work has received little attention. 
He confirms Dubois's discovery that two substances are present in 
the luminous organs of Pyrophorus moctilucus, the West Indian 
cucullo : a thermostabile substance, luciferin, which oxidises with 
light production, and a thermolabile enzyme, luciferase. In 1887, 
Dubois showed that the same was true for the luminous mollusc, 
Pholas dactylus, and Prof. Harvey has isolated these substances 
derived from various sources. Lueiferih of one form will act with 
luciferase of another, and rice rersa, in producing luminescence. 
but whether the luciferin and luciferase of all forms are identical 
is still an open question. Mr. Harvey has recently discovered that 
pyrogallol will produce light with vegetable oxidases (potato or 
turnip juice) on the addition of hydrogen peroxide ; as little as one 
part of pyrogallol in 254,000 parts of water gives perceptible light, 
and the behaviour of the substances is closely analogous to that of 


‘the animal products, the pyrogallol + НО, corresponding to 


luciferin and the vegetable oxidase to luciferase. Не concludes 
that the problem of bioluminescence has been solved in its broad 
аксі, though it will take some time to fill in the details. 

The subject has always been of interest to electrical engineers 
in its bearing upon the future of electric lighting. 


A Large Chain Drive.—In the American Machinist a 


- description is given of a hydroelectric plant in which a silent- 


chain drive is employed to transmit no less than 5.000 H.P. The 
installation is situated on the Snake River, Oregon, where a fall of 
21 ft. is available: it was originally intended to increase the head 
to 42 ft., and the power plant had been purchased for that head, 
when funds ran short, and the owners were unable to build the 
necessary dam. On the advice of Prof. J. R. Allen, it was decided 
to make the best of the cireumstances by gearing two turbines, 
running at the speed corresponding to the reduced head, to on, 


А t L 
CHAINS TRANSMITTING 2,500 Н.Р: 


generator running at its designed speed. Gear wheels could not be 
used, owing to the space and cost required, and, with some mis 
givings, the use of chains was decided upon, as involving the € 
cost and space. A view of the four chains employed оар 
the power of one turbine is given herewith; each chain x m. 
wide, of 2 in. pitch. and the distance between centres 18 129 in. 
The chains, made by the Morse Chain Co., run at 1,765 ft. e 
minute, and are almost noiseless. The plant has been running 40r 
two years without giving any trouble. 
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“The Delineation of Internal Organs by an Electrical 
Method."—4An article which appeared in the British” Medical 
Journal under this title. on Saturday last, has been much 
quoted in the lay Press, and. comine from such a source, cannot be 
lightly regarded. The claims that are made for the method. are, 
however. &o extraordinary, and the means by which the results are 
obtained are so obscure and vaguely described, that we must 
express the gravest doubts as to the trustworthiness of the 
account. 

A lengthy but unecenvinciny description of the apparatus 
employed is given by our contemporary, together with repro- 
ductions of diagrams or pictures reported to be obtained by tlie pro- 
cess, which are equally lacking in verizimilitude. Without following 
the origina! account in detail, we may briefly say that two batteries, 
A and B. are employed, of " equal strength, together with a means by 
which alternations in their currents can be produced and varied at 
wil. Battery Ais connected toa metal screen А. 18 in. by 12in.. which 
stands vertically on a pedestal near, but zot touching. the patient's 
hody. Battery B is connected to a screen B. which is supported 
horizontally + or 5 ft. above the centre of screen А. " The primary 
result of this arrangement is that any electrical field emanating 
from screen A is always at right-angles to that of screen в. The 
fields themselves are respectively charged by the currents derived 
from the batteries A and B with their alternating interrupters. 
Consequently, it is open to the operator to choose at will the 
section of the body which shall be brought within the influence of 
the combined electrical fields, as also the plane of the body which 
the lines of force in ficld А shall affect." Another curious state- 
ment is that “at given instants of time during the operation of the 
appliances, the current in electrode B is very unstable. con- 
sequently it has placed around it a wire coil, which insulates 
it from atmospheric electricity." The patient having been 
placed in the right position, quite close and head on 
to screen A, and with the affected orvan directly under 
screen B, though at a considerable distance from it. a wax sheet is 
placed upon a recording cylinder and “the currents from batteries 
A and B are simultaneously released.” The recording eylinder 
revolves under a stylus called “the hammer needle.* which 
traverses the cylinder cice trom end to end: the currents are 
then cut off. “What has happened in the meantime is that the 
current from battery A has reached electrode A, and has thence 
been projected horizontally from all parts of screen A as an electric 
field.” The same thing is said of screen Б. except that the direc- 
tion of the field is "vertically downwards.” What has also 
happened is that the two fields have met at riirht angles, and as they 
are of precisely equal strength. and are synchronised in respect of 
alternations. it might be expected that they would have precisely 
neutralised one another, and that consequently no exhibition of 
dynamic force would be obtainable from them. But in practice 
this is not what occurs.” We should think not. It would be 
interesting to see any kinds of fields at right angles neutralise one 
another. But these electric fields are new to our experience, and 
we learn that in practice " an effective current from below always 
manages to reach electrode В, and thence passes to the detector.” 
The result is a diagram on the revolving wax sheet. " which pre- 
cisely resembles the outline of the living tissues lying vertically 
below screen B.” 

The writer remarks that " when the resulta are compared with 
the visible means by which they are reached, they seem at first 
quite incomprehensible, if not incredible." We agree. The 
inventor, we are informed, " believes that the results are primarily 
due to the fact that the process interposes between two alternating 
electric fields of equal strength—and at the precise point where they 
meet—a third electric field, whose facultative potential force is thus 
released. and can be converted into dynamic power. It is this 
released circuit which operates the recordine needle, and the 
pattern tapped out on the revolving cylinder varies with the shape 
of the organ furnishing that circuit.” The italics are ours. 

The writer remarks that the foregoing is onc legitimate way of 
summarising the inventor's view in simple language. It. is, indeed. 
simple, with the exception of the word " facultative.” the bearing 
Of which upon the subject is obscure. But "another would be to 
say that the force operating the needle is the balance of current 
which remains after the horizontal current from electrode A. rein- 
forced by the electricity contained in the organ through which it 
has passed. has met the descending current emanating from 
electrode B." Without tiring the reader with further quotations, 
we may point out that the author of these incantations obviously 
has no conception of the configuration of electric fields or of their 
properties ; he has utterly mistaken and distorted ideas regarding 
electric circuits and currents. and, if he is not misquoted, confuses 
these two terms: no intelligible particulars of the recording 
mechanism are given. and the electrical connections are only 
vaguely suggested. That such an equipment could by any possi- 
bility produce a definite representation of any part of the body or 
of anything else in the world, is utterly unbelievable ; the language 
is that of quackery from start to finish, and we fear our esteemed 
contemporary has fallen a victim to a stupid or malicious 
imposture. 


Claim by the Victoria Falls Power Co.—In an action 
recently begun in the local division of the Supreme Court, the 
Victoria Falls Power Co. sued the Brakpan Mines, Ltd.. and the 
Consolidated Mines Selection, Ltd.. for £62, the balance unpaid 
of an amount of £2,321 for steam energy supplied by tho plaintitfs 
during August, 1914, іп terms of a contract dated March 9th, 1910, 
entered into between the plaintiffs, the Consolidated Mines Selec- 
uon Co, and the Brakpan Mines, Ltd. 

According to & report in a South African newspaper, plaintiffs 
further sought to recover £1,753, payments made to the defendants 


between July, 1913, and February, 1914. under. it is alleged, a 


mistake of fact in the belief that the contract mentioned contained 


a clause entitling the defendants to a rebate on the prices for 
steam energy, whereas the contract contained no such clause. 

Defendants in their plea said it had been agreed between the 
parties to the contract that the terms of the agreement to be 
drawn up should not be more favourable to the Brakpan Mines 
than those in the azreement then in existence between the Rand 
Mines Power Supply Co. and any of the Rand Mines groups, and 
that the defendants should have exactly the same favourable terms 
in revard to the air supply as those granted һу the Rand Mines 
Supply Co., Ltd.. to anv of the companies comprising the Rand 
Mines yroups. When the contract was finally completed and 
signed. the clause embodying the agreement referred to was 
omitted owing toa mutual mistake. Defendants pleaded that there 
was a clause in the Rand Mines contract, referred to, to the effect 
that if there should be any increase or reduction in railway rates, 
siding charges. &c..on coal consumed by the Power Co. above or 
below those ruling on January Ist. 1905, the difference in cost of 
producing power occasioned thereby should be added to or deducted 
from the prices specified in the contract. The amounts of £692 
and £1.753 represented rebates which, it was claimed, the plaintiffs 
were bound to allow defendants by reason of reductions made in 
railage charges on coal subsequent to January Ist, 1908, and which 
defendants were entitled to claim. 

Alternatively defendants claimed that the plaintiff company was 
not entitled under the terms of the licence of the Victoria Falls 
Co. to charge higher prices than those which defendants would 
have had to pay after the reductions of the £692 and £1,753. 
The railway charges on coal consumed by the plaintiff company 
had so far been reduced below those rates on January lst, 1908, 
and the defendants would be entitled to the reductions referred to. 

Defendants in reconvention claimed the rectification of the 
contract. 

Plaintiffs in their replication denied the allegation that the 
contraet was not complete, and held that it was binding and final 
as it stood. ; 

The hearing was adjourned. 


A 15,000-H.P. Vertical Turbine.—The electrification 
plans ot the Puget Sound lines of the St. Paul Railway include a 
great system of power houses to supply the current necessary for 
the operation of these lines : the transmission lines of the Montana 
Power Со.. which has undertaken to supply the road with power, 
form a network that covers the greater part of Montana and a 
portion of Idaho. not only supplying electric power for the 440 
miles of railway that are being electrified, a large portion of which 
is now in operation, but also furnishing power for many mining 
enterprises. For this work the power company has 12 power 
stations, either already developed or projected, and by a complete 
system of interconnections a constant supply of power is insured. 

These stations, which will have an ultimate capacity of 243,890 
KW.. supply alternating current at 100.000 volts, which at the 
points where it is used is stepped down to the required pressure. 
In the case of the railway, the current is utilised at 2.300 volts by 
motor-generators, which furnish direct current at 3.000 volts to 
the trolley wires. 

One of the smaller power stations is operated by steam turbines. 
but all the rest depend on water power. and to supply this a 
number of reservoirs have been established in different places. 
The largest reservoir. at Hebyen, has a storage capacity of 300.000 
acre-ft., located at the headwaters of the Madison River. and this 
can supply in turn the several installations on the Madison and 
Missouri rivers, so that the same storage water is used a number 
of times. giving an available storage capacity considerably greater 
than the above figure would indicate. Besides this great reservoir 
there are several auxiliary reservoirs at various points that bring 
up the total available capacity to 418,000 acre-ft. | 

The larvest of this great system of power plants is at Great 
Falls, Montana ; there are six turbines at this station. each rated 
at 15,000 shaft H.P.. that will give a combined output of 90.000 Н.Р. 


In addition to the main turbines, there are being installed two 


similar units of 850 H.P. each for driving the exciters. 

The big turbine has a single runner workiny in a cast-iron scroll 
case, and operating under a head of 150 ft. апа its size may be 
judged by the fact that. the intake is f ft. in diameter. The shaft 
of this turbine is vertical, and the moviny parts of both the turbine 
and the electric generator are suspended from a thrust bearing on 
the top of the generator.—-Scientific American, 


Fuel Economy in the U.S.A.— The recovery of the 
valuable by-products from American coke manufacture made big 
advances in 1915, and has now attained the proportions of an 
important industry. The value of these by-products last year was 
nearly S30,000.000. a large increase over the previous high-water 
mark of $17,500,000 in 1914. Under the spur of almost fabulous 
prices for benzol products. retort coke-oven plants throughout the 
country quickly installed elaborate benzol-recovery systems. and 
now save the valuable oils that not very long ago were being burned or 
wasted, or, if saved. were begging for a market. The benzol 
products obtained in 1915 umounted to 16.600.657 gallons. More 
than 138.000.000 gallons of tar were obtained from coke ovens, and 


“sold for 33.568.384, in 1915.. The ammonia brought a total of 


$0,507.475. to the producers. Surplus рая to the extent of 
84,350,000.000. cb. ft.. valued at $8.625.000, was sold or used. The 
by-products. which had a total value of 328,821,5795. were obtained 
by the earbonisa*ion of 19,500,000 tons of coal. from which was 
also obtained 14,000,000 tons of coke. valued. at 48.500.000. The 
total value of the coke and by-products was more than $78,300,000. 
— NCience, 
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Appointments Vacant.— Works electrician (12s. per day) 
for the Municipality of Port Elizabeth, South Africa. See our 
alvertisement pages to-day. | 

Electro-Harmonic Society.— The first smoking concert 
о” the season will he held at the Holborn Restaurant (King's Hall), 
ол Friday evening. October 13th, 1916, commencing at & p.m. 
The programme is as follows :—Tenor, Sapper Frank Webster ; 
biss-baritone, Sapper Joseph Farrington; comedian, Mr. Ben 
Osborne ; humorous entertainer, Mr. Walter Churcher : solo violin, 
Signor Francesco Vigliani; entertainer at the piano. Mr. Leslie 
Harris ; solo pianoforte and accompanist. Mr. Bernard Flanders, 
A.R.A.M. Captain Н. Riall Sankey. C.B., late R.E., has kindly 
consented to take the chair. 


Electric Steel in France.—^A new electric steel furnace 
has just been brought into operation at a power station of the 
Tramways Départementaux, where it is being used for the 
smelting and refining of the steel turnings arising from the shell 
factories in that region. The furnace. which is said to be of the 
Keller type. will be able to deal with 30 tons of turnings per day, 
yielding 25 tons offsteel. Power is supplied from the Eymoutiers 
Works at a pressure of 30,000 volts, reductions to 10.000 volts and 
then to 100 volts being made at the tramway station. 


German Wiring Rules, — Further modifications have been 
made in the wiring etandards and practice laid down by the German 
Electrotechnical Union (V.D.E.) in order to effect yet further 
economies in cotton and reclaimed rubber. Cotton mav no longer 
be used as covering material for rubber-insulated zinc and 
aluminium conductors of 16 sq. mm. (say. 7/16 s.w.G.) and larger 
cross-section. In rubber-insulated zinc and aluminium wires, and 
in armoured wires, a paper sheathing is now to be used over the 
rubber in place of the rubber or impregnated strip. formerly pre- 
scribed for the duration of the war. An earlier rule permitted the 
nse of paper in this connection. but did not make it compulsory. 
Flexible conductors for use with counterweight fittings in low- 
pressure installations are temporarily removed from the rules. and 
will not be made until further notice. Probably this deletion is 
due to difficulty in making satisfactory conductors of this type from 
"substitutional" materials, though it may, of course, be in the 
pature of a war economy by suspending manufacture of a class of 
wire which cannot be said to be indispensable. The Commission 
recommend especially that, wherever possible, use be made of 
wiring composed of materials of which there is no shortage. e.g.. 
paper-insulated sheathed wiring. Conduit should only be installed 
where absolutely essential. For the duration of the war, and for 
some time thereafter. copper for wiring purposes. may have a 
resistance of 20 ohms per km. per sq. mm. cross-section at 20° C. ; 
the standard on which the LEE. wiring table is based is 
approximately, 17°5 ohms per km. per sq. mm. at 20° C, 


Wages of Electricity Works Employes.—A number of 
men employed by the Islington Borough Council/in their electric 
light department applied for leaving certificates at the London 
Munitions Tribunal on Tuesday. on the ground that they were not 
being paid fair wages. They asked that the 7d. per hour paid to 
labourers should be increased by 2d.. with a proportionate increase 
to gangers and handymen and Trade Union conditions for other 
employés except engineers and bricklayers, whose Unions were 
acting separately. It was stated that some 70 or RO men were 
involved. After a long consultation in private. the Chairman said 
that the Court were of opinion that the Council ought to take into 
consideration the question of whether the fair wages clause had 
been observed. They were of opinion that the undertaking was 
now a certified munitions factory, and that it had been brought 
under a clause which called upon it to pay a rate of wages no less 
favourable than those recognised in the district by trade societies. 
The case would be adjourned, so that the Corporation might consider 
the matter. and to give them an opportunity of negotiating with 
the men. If at the end of the negotiations the men felt that they 
had a grievance, they could come back to that Court.— Morning 
Post. 


A Remedy for Slippery Iron Plate Floors.— Writing 
to the American Machinist, Mr. W. A. Lailer says : — 

In one part of our shop we have installed a large area of shcet- 
iron floor-plates that were entirely satisfactory until the corruya- 
tions wore off, after which the smooth-worn plates wave consider- 
able trouble owing to several nasty falle of the men that resulted 
—the trouble being enhanced because of the presence of oil and 
zrease. Roughening the plates by means of chipping was tried, 
but this could not be done very satisfactorily nor without excessive 
wear on the plates. 

It then occurred to us to try to coriode the plates slightly as 
often as necessary. to prevent them from becoming too slippery. 
Since a deep rusting effect was not desired, because of excessive 
eating-away of the plates. we arranged to take care of it in the 
following manner: We take a small amount of powdered salam- 
moniac, which is used as a corroding agent in our work, and mix 
it up thoroughly with a large quantity of fine sand. This mixture 
is then sprinkled over the floor so that all parts are covered. and 
then the whole mass is watered, using an ordinary sprinkling can, 
and left to lie over night. In the morning the sand is swept up, a 
rust coating being producel by the action of the salammoniac that 
will last for several weeks. after which the process is repeated. 

We found that this method involved less time and cost and was 
more effective in eliminating danger from slippery iron plate floors 
than any other of which we have heard 


Inquiries.—Makers of the * Volco" battery, marked 
"R.P.S. & S., Ltd," and makers of the Flaman (Paris) speed 
recording instruments, are asked for. 

A correspondent is anxious to get into touch with a firm able to 
supply windmills for driving dynamos. 


Volunteer Notes,—FiRsT LONDON ENGINEER VOLUN- 
TEERS.— Headquarters. Chester House, Eccleston Place, S.W.— 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. 

Monday, October 9th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. 

Tuesday, October 10th.—School of Arms, 6—7. Lecture, 7.15, 
"Organisation and Discipline," Company Commander A. Hynam. 
Range Practice. 


Wednesday, October. 11^^.—Instruction Class, 5.45. Platoon 
Drill, Platoon No. 1. Range Practice. 
Thursday, October 12th. —Platoon Drill, Platoon No. 7. Range 


Practice. 

Friday, October. \3th.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill, 6.25—8.25. 

Saturday, October l4th.— General Parade, 2.15 ; Uniform. for 
Drill. 

Sunday, October 15th.—Entrenching.—Parade Victoria Station 
(S.E. & C. Railway). Booking-office, 8.45 a.m. 


(By order) MACLEOD YEARSLEY, Adjutant. 
October 4th, 1916. > | 


Electrochemistry їп Norway.—The Fredriksstad Elektro- 
kemiske Fabriker A.S. has increased its share capital from 350,000 
kroner to 700,000 kroner. 

The Bremenger Power Co.,whose head office is at Bergen, has decided 
to raise its share capital from 600.000 kroner to 5,000,000 kroner. 
The company also intends to utilise the Selvas stream. in 
Bremenger. to the extent of 21.000 turbine H.P., and to establish a 
carbide factory with an estimated annual output of 30.000 tons of 
carbide : also a cyanamide factory. The aggregate capital of the 
several concerns is put at 9,000,000 kroner. 


Electric Farming in Canada.— According to telegraphic 
information received at the office of the High Commissioner in 
London for Canada from the Minister of the Interior at Ottawa, a 
large number of farmers within a radius of 50 miles of Lethbridge. 
Alberta, will shortly install electrical plants for various purposes 
on their farms. These plants are run by small petrol engines, and 
cost. from $300 to $500 (about £62 to £103) each, according to the 
power generated.— Board of Trade Journal, 


Fatalities. — On Saturday last ап assistant elec- 
trician named Gerald J. MacErlean. aged 18. in the employ- 
ment of Mr. Stanley Johnston, electrical engineer, Belfast, was 
killed in the Inver Bleaching Works, Larne. He was carrying out 
some electrical repairs in the bleach house, and while working at 
some wires near the roof his sleeve was caught in some cogwheels. 
He was found hanging over the shafting, and was dead. There 
were lengths of electric wire coiled round the body. His head was 
almost severed from his body. : 

At Peak Dale, last week, an inquiry was held into the death 
of Tom Bennet, aged 35, & wagoner and weighman employed 
by the Buxton Lime Firms Colliery. who was found dead 
in a tunnel. lying on a pipe through which an electric wire 
ran. The inquiry was attended by Mr. G. Scott Ram, Elec- 
trical Inspector to the Home Office, Mr. J. D. Mottram, and 
Mr. W. J. Charlton, Inspectors of Mines, and Mr. A. C. Ainsworth. 
for the company. Mr. T. C. Griffiths, electrical engineer for the 
company, said that this particular line of wiring was there before 
his time. It was to provide light for the tunnel. Verdict : ‘‘ Killed 
accidentally by an electrical discharge.” 


REVIEWS. 
A Manual of the High-Speed Steam Engine. By Н. KrAY 
Pratt, A.M.l.Mech.E. London: Constable & Co. Price 


58. net. 


The high-speed steam engine may be said to be a direct 
outcome of the activities of the electrical engineer. 

When electric Pohang first came into vogue the dynamos 
were driven by ordinary steam engines coupled up by belt. 
It was soon seen that ihere were many objections to this 
arrangement and that much better results, to say nothing of 
epace saving, should be obtained by using a. direct-coupled 
engine, assuming that such an engine could be designed an 
inade to run at dynamo speed. We all know the success that 
was achieved in the desired direction by Willans, Chandler, 
Brotherhood, Morcom, and other distinguished engineers. 

Yet, in spite of the general adoption of the high-speed steam 
eugine in recent years for electrical work, it is remarkable 
how little has been published about it in book form and 
dealing exclusively with the practical design and running 0 
this type of engine. Mr. Pratt remedies the deficiency Very 
effectively in the 270-page illustrated handbook under review. 
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No designer of these engines, however standardised his 
engines may have become, can fail to find in it suggestions 
likely to be helpful, whilst it will be of still more general 
assistance to the greater number of persons engaged in, or 
responsible for, the running of these fascinating machines. 

Though the volume deals primarily with the design of the 
dcuble-acting, forced lubrication type of engine, the single- 
acting type 1з also considered. The various details each have 
chapters to themselves, such as steam cylinders and adjuncts; 
valves; pistons; connecting rods, piston rods, crankshafts; 
baseplates and fiywheels; and .governors. Materials of con- 
struction, as well as foundations and erection, are well dis- 
cussed. The chapters on testing and on practical working 
wil be found specially helpful to those responsible for the 
good performance of these engines. _ | 

The concluding portion of the book is devoted to descrip- 
tions and illustrations—from photographs and working draw- 
ings—of а selection of well-known high-speed engines, includ- 
ing the Allen, Alley & MacLellan, Belliss & Morcom, Bróther- 
hood, Browett & Lindley, Bumsted & Chandler, Chandler, 
Sisson, and Willans. The distinctive features of the several 
designs are skilfully touched upon by the author, making 
this chapter of value also to the potential purchaser of a 
high-speed engine as well as to the designer and maker.— 
G. S. S. 


Arithmetic for Engineers. By CBas. B. СтлрнАм, B.Se. Lon- 
don: Chapman & Hall. Price 5s. 6d. net. 


The ''directly useful ” technical series of text-books issued 
by Messrs. Chapman & Hall already includes a number of 
valuable manuals for engineers, and this latest addition by 
Mr. Clapham is in no way inferior to its predecessors. The 
series is designed to occupy a midway position between the 
usual types of theoretical and practical text-books, and 
Arithmetic for Engineers deals with the subjects of algebra, 
mensuration, logarithms, graphs, and the slide rule with a 
distinct bias towards the practical, but without entirely 
neglecting the theoretical side of these subjects. | 

Ав the author rightly points out in his preface, the title of 
the book inadequately describes the contents, but the more 
apt title of ‘‘ Mathematics for Engineers ” had already been 
chosen by Mr. Rose for a more advanced treatise in the same 
series—hence this misnomer. The subjects dealt with in the 
present volume are the simpler portions of practical mathe- 
matics—vulgar fractions, decimal fractions, symbols and their 
uses, simple equations, logarithms, mensuration, graphs, and 
the slide rule. Every section is treated in a remarkably com-- 
plete and painstaking manner, indicating that the author has 
had considerable experience as a teacher of mathematics. 
Diagrams to illustrate the examples and worked exercises of 
all kinds abound, and no detail has been thought too small 
to merit careful attention. In fact, the attention to detail 
is carried to such lengths as to render some parts of the book 
verbose, and the necessity for more than the mere passing 
mention of some of the matters to which whole paragraphs 
are devoted seems to us quite superfluous. It is just as fatal 
to labour a subject overmuch as to scamp it unduly, and a 
book written so laboriously as to ensure the understanding of 
the veriest duffer is liable to be tedious to the average student. 
Mr. Clapham certainly seems to be catering for a very block- 
headed type of student in some of his earlier pages; but it is 
also true that the majority of text-books on elementary mathe- 
matics seriously err in the other direction—by taking far too 
much for granted. | | 

Chapters I and IT deal with vulgar and decimal fractions, 
and contain а multitude of examples taken from every con- 
ceivable branch of engineering science. Important paragraphs 
ia Chapter II deal with degree of accuracy and approxima- 
tion for result—two points to which it is essential that the 
attention of all engineering students should be directed in the 
very early stages of their mathematical training. 

The chapter on symbols deals fully with brackets, square 
roots, powers, and indices. A very useful section is devoted 
to clearing up the difficulties which the beginner invariably 
discovers in connection with the addition and subtraction of 
+ and — quantities. The illustration of this Бу reference to 
changes of temperature on a thermometer is apt and well 
written. 
` At first sight, a chapter of 30 pages on simple equations 
would appear to be an untimely waste of space in a book 
Which has already dealt in some detail with subjects which 
are usually taken at a much later stage, e.g., indices and 
square roots. But Mr. Clapham has found so тапу things to 
say about these '' short statements that two things are equal "' 
that it would be utterly impossible to spare even half a dozen 
of these pages without injuring the treatment. Included in 
this chapter are examples of simple equations involving frac- 
tions, brackets, indices, and surds. 

Although regretting lack of space for the fuller treatment 
of the theory of logarithms. the author has not wholly 
neglected the theory, while he has given a very complete 
account of the use of logarithms with a large number of 
practica] examples. 

apter VII. on mensuration, is undoubtedly the most valu- 
able portion of the book. In just over 100 pages the author 
аз covered all the ground usually covered in mensuration 
ooks, and not only so, but he has provided a unique collec- 
tion of illustrated examples which are worthy of unstinted 

Praise. Starting with units and measurement, this chapter 
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deals in succession with perimeters, angles, and areas, and 
dea 


the following chapter completes the treatment by ling 
with volumes and surface areas; useful tables of circumfer- 
ences, areas, and volumes of all the principal figures are given 
at the ends of these chapters. 

The last chapters on graphs and the slide rule are both 
clearly written accounts, with many examples worked out in 
full, and others left for practice by the student. 

It is extremely difficult to estimate the true worth of this 
book taken as a whole, or to recommend it to any particular 
type of student. Some parts of the first three chapters, and 
the whole of the rest of the book, may be regarded as cover- 
ing the average first and second-year courses in arithmetic 
given to engineering apprentices. But the greater portion of 
Chapter I, and much of Chapters II and III, is certainly work 
that should be done in the elementary school before a boy 
can call himself, by any stretch of the imagination, an engi- 
neer. In fact the early part of the book is more correctly 
" Arithmetic for Everybody," for the student who becomes an 
engineer before he knows the meaning of plus and minus, or 
can cancel a vulgar fraction down to its simplest form, ia 
surelv extinct in these days, and it is not now necessary to 
explain the multiplication of 3 by 5 in five steps (page 22) to 
anyone above the age of 19. The latter part of the book can 
be heartily recommended to young engineering apprentices 
for its very thorough treatment of logarithms, mensuration, 
graphs, and the slide rule. 

The book is well indexed and serviceably bound, and is fair 
value for the price asked.—P. H. S. K 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as tu their movements. 
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Central Station and Tramway Officials.—Erith U.D.C. 
has decided to grant a payment of £50 to the electrical 
engineer and manager, Mr. J. C. WILLIAMS, in respect of ser- 


. vices rendered. 


hugby U.D.C. has increased the salary of Mr. SHENTON, 
manager of the electric light works, by £25 a year to £250. 

The Walthamstow Lighting Committee has decided to fix 
the wages of Messrs. G. Е. BRIDGMAN and Н. J. HALLIDAY, 
who have been trained by the electrical engineer as switch. 
board attendants, at 25s. per week each, rising by half-yearly 
increments of Ys. 6d. per week to 35s. Mr. В. Е. MASON, 
switehboard attendant, is to be promoted to the position of 
Junior charge-engineer, with an increase of 2s. 6d. per week, 
and his maximum salary is to be increased to 45s. a week. 

The Kendal Electricity Committee has decided to increase 
the salary of its electrical engineer by £25 from October Ist, 
making £200 per annum. 

On 2nd inst., Mr. J. S. D. MorreTT, of West Ham, took up 
thes Belfast Corparation 
tramwavs, in succession to Mr. Andrew Nance. 

Mr. J. BUCHANAN, engineer-in-charge at the Hammersmith 
B.C. electricity works, has resigned his position. | 


General.—Mr. Cuas. MaYFIELD, electric] engineer, of Lon- 
don, was married last week, at Clifton, Bristol, to Miss Laura 
Coates, daughter of Colonel Coates, late Sheriff of Bristol. 

Mr. W. E. WATERS, secretary and cashier at the Farnworth 
D.C.'s electricity works, who has accepted an appointment 
at Messrs. Cammell, Laird & Co.'s works, at Sheffield, has 
been presented by the mernbers of the Farnworth staff with 
à smoker's cabinet and set of pipes. 

Mr. JOHN RoorTHAAN, manager for Messrs. Ferranti, Ltd., 
electrical engineers, Hollinwood, Manchester, is now in the 
hands of the Germans. He was one of the 66 passengers on 
the Dutch liner Prins Hendrick, which, whilst on a voyage to 
Gravesend, was captured by the Germans and taken to Zee- 
brugge. Mr. Roothaan was returning from a visit to Amster- 
dam in connection with the firm's business. 

London Gazette Notice.—Territorial Force. Royal Engi- 
neers. Tyne Electrical | Engineers. Second-Lieutenant 
TaoneL Horton (Royal Warwick Regiment) to be Second- 
Tieutenant. 

The Manchester City Council, on Wednesday, approved the 
action of the Tramways Committee in granting the request 
of the Board of Trade for permission for Mr. J. M. McELRov, 
general manager of the Corporation tramways, to act as 
referee to determine the difference between the Bacup Cor- 
poration and the Rawtenstall Corporation re stages and fares. 

Mr. H. Browne, Messrs. Falk, Stadelmann’s renresentative 
for the South of England, has been appointed to the London 
Electrical Engineers, Territorials. Arrangements have been 
made for his colleague, Mr. С. Н. BrazLEY, to wait upon his 
clients during the remainder of the war. 


Roll of Honour.—Captain R. S. Wabe, King's Own 
(Royal Lancaster Regiment), reported wounded, is the son 
of Mr. W. S. Wadie, electrical engineer, of Chiswick, W. 

Gunner В. Н. Saunperson, of the R.F.A., formerly on the 
staf of the Carlisle electricity works, has been granted a 
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gold medal by the King of Serbia in recognition of his gal- 
lant services during the campaign of the Mediterrunean 
Expeditionary Force. | 

Gunner Chas. Hopson and Private В. AsuwonTH, Loyal 
North Lancashire Regunent, employés of Messrs. Dick, Kerr 
and Co., Ltd., of Preston, are reported killed in action. Pri- 
vate E. E. Kayiey, Loyal North Lancashire Regiment, also 
with the same firm, is reported from France to be missing. 

Pioneer BERTRAM .GREENWOOD, of the Royal Engineers, is 
in hospital suffering from gas enteric. He was employed by 
a London firm as electrician. 

Private LuTHER McKecunir, R.F.A., has been killed in 
action, - He had been employed at the Keighley and Barrow 
Corporation electricity works. 

Private ALFRED Hanson, Somerset Light Infantry, reported 
killed in action, was an employé of Messrs. 'T. Smith & Sons, 
electric crane makers, Rodley, near Leeds. 

Company-Sergeant-Major THomas Н. GREENWOOD, West 
Riding Regiment, has been killed in action. He was an еш- 
ployé of the Halifax Corporation electricity works. 

Lieutenant EDWIN ScCHONFIFLD, London Regiment, aged 26, 
has been killed. He was, according to the Times, engaged 
in the office of his father's firin, Messrs. A. Schonfield & Co., 
electrical engineers, Hope Street, Glasgow, before the war. He 
had been recominended for a captainey. 

We regret to note from the Times " Deaths Colunn " that 
Second-Lieutenant P. Н. Вуха, R.F.A., only son of Mr. and 
Mrs. Max Byng, 4, Kensington Court, W., has died on his 
24th birthday in a hospital abroad. 

Second-Lieutenant J. В. Moors, Connaught Rangers, killed 
in action in his 21st year was, according to the Times, with 
the British Westinghouse Co., at Trafford Park. 

Second-Lieutenant Н. KiNasBURY, Roval Garrison Artil- 
lery, son of Mr. J. E. Kingsbury, has heen wounded in actiou. 
He is now in hospital in London, and is doing well. 

Rifleman GiLBERT Hackine (24), King's Royal Rifles, em- 
ployed by Mr. Thompson, electrician, Blackburn, has been 
killed in action. А 

Private FRED SMITH, of the King's Liverpool Regiment, has 
been wounded in action. Prior to the war he was engaged 
on electrical work in .Paris; he served his apprenticeship 
at the Winter Gardens electricity station, Blackpool. | 

Captain DesMonD СгЕпЕ Parsons, Irish Guards, killed in 
action on September 15th, aged 26 vears, was the voungest 
son of the Hon. R. Clere Parsons, M.I.C.E., A.L.E.E. 

Sergeant A. E. JoHNson, Lancashire Fusiliers, who was 
in civil life electrician to the Tenterhouse Bleaching Co., 
Norden. Rochdale, is reported killed in action after being 
missing since August 7th, 1915. 

Private VERNON West, wlio has fallen in action in France 
at the age of 21 years, was before the war on the staff at the 
Horsham U.D.C. electricity works. 

Lieutenant Суки. А. C. AItKens, R.E., reported as missing 
in July, and as having died in August, aged 93, according 
to the Times, obtained his first appointment in the. Tyne 


Electrical Engineers Corps. He was articled for five vears to 


the North-Eastern Marine. Engineering Works. He rendered 
excellent signalling service in addition to his other duties, 
and also saved a number of lives through his skilful dressing 
in the field. \ 


Obituary.—Mr. JoHN ]lesRY Lrer.—Mr. John Henry Lee, 
who died at Derby on September 94th. at the age of 64 years, 
was associated with the old Electric Telegraph Co., and 
entered the Governnient service at the time of taking over the 
system in 1870. Tle was. until his retirement in 1908, tele- 
graph superintendent at Derby. 


NEW COMPANIES REGISTERED. 
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Magnetic Waves, Ltd. (1,525r).—Particulars filed Sep- 
tember 28th, 1916., Capital, 425.000 in £1 shares, Registered in Jersey, 
Channel Islands, in August, 1916, to carry on the business of electro-magnetic 
wave treatinent, &c. British address: 133 and 135, Oxford Street, W. Sir 
Ernest W. Robinson, Bart, Craipmore, Queen's Road, Jersey; Н. G. Barrett, 
Mill Land, Clayton, Sussex; R. X. Pitcairn, 10, Hanover Square, W.; and 
T. W. Nonnan, Spring Hill, Wellingborough, are autherised fo accept. ser- 
vice. Directors: Sir Ernest W. Robinson, Bart, Н. G, Ваго, T W. 
Norman, and В. A. Piwaun. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electric Ignition Co. (1913). Ltd.—A memorandum of 
satisfaction in full on September lst, 1916, of debenti res dated May 24th, 
1913, securing £2,500, has been filed, 


Lancashire Electrical Engineering Co., Ltd. (56.992).— 
Capital, £5,000 in £1 shares. Return dated July 26ih, 1916. 1,878 shares 
taken up; £5U paid; £1,828 considered as paid. Mortgages and charges: Nal. 


Birmingham District Power & Traction Co., Ltd. 
(19.077).—Capital, £1,050,000 in £10 shares (35,000 cum. pref., 35,000 pref. ord., 
and 25,000 def. ord.). Return dated June Ist, 1916. 20,978 cum. pref., 35,000 
pref. ord., and 35,000 def. ord. shares taken up; £10 per share called up on 
20,978 cum. pref., 27,000 pref. ord., and 35,000 def. ord. shares; £829,780 paid; 
Н as paid оп 8,000 pref. ord. shares. Mortgages and charges: 


Edmundson's Electricity Corporation, Ltd, (52,013).— 
Capital, £640,000 in 80,000 ord, shares of £2 each, and 40,000 cuin. pref. and 
40,000 поп-сит. pref. shares of £5 each. Return dated August 3rd, 1916. 
AM shares taken up; £3 per share called up оп 06.800 ord. and £5 per share 
on the non-cum. pref, and cum. pref. shares; £600,400 paid; £39,000 con- 
sidered as paid on 13,200 ord. shares. Mortgages and charges: £447,350, 


John Davis & Son (Derby), Ltd. (66,606).— Capital, 
£35,000 in £1 shares (15,000 pref.) Return dated July 6th, 1916. 15,000 ord. 
«nd 11,000 pref. shares taken up; £26,000 paid. Mortgages and charges; Nil. 


Evershed & Vignoles, Ltd. (43,206c).— Capital, £30,000 in 
£1) shares. Return dated July 13th, 1916. АП shares taken up; £30,000 
paid. Mortgages and charges: £15,000. 


Chloride Electrical Storage Co., Ltd. (35,389c).—Capi- 
tal, £135,250 in £1 shares (62.000 pref.) Return dated August 30th, 1916. All 
shares taken up; £l per share called up ou 48,750) рге. and 26,988 ord ; 
£75,738 paid; £59,512 considered as paid on 13,250 peel, and 46,262. ord. 
Shares, Mortgages and charges: Nil, 


Electric & General Investment Co., Ltd. (31,506).— 
Capital, £201,500 in 19,900 pref. and 2U.000 ord. shares of £5. each, and 
40,000 def. shares of 15, each. Return dated August Sth, 1916. All shares 
taken up; £5 per share called up on the pief, £1 per share on the ord., and 
ls. per share on the def. £121,500 paid. Mortgages and charges: £114,560. 


William Denton, Ltd.—Debenture dated September 18th, 
1916, to secure £1,200, charged on the company's undertaking and property, 
present. and future, including uncalled capital, Holder; E. D. Parsons, 30, 
Coleman Street, E.C. 


Marconi International Marine Communication Co., Ltd. 
(65,759).-—Capital, £350,000 in £l shares. Return dated June 28th, 1916. 
300,084 shares taken up; £201,084 paid; £1055,000 considered as paid. Mort- 
gages and charges: £114,560. ° 


CITY NOTES. 


An extraordinary general meeting was 

Metropolitan held on September 28th, at ' Salisbury 
Electric Supply House, E.C., to consider the report of the 
Co., Ltd. shareholders’ committee which was ap- 
pointed at the general meeting in March. 

[The report was printed in the EvectricaL Review for Sep- 
tember 15th.} Mr. W. HARRISON Cripps presided over а com- 
paratively small attendance. In opening the proceedings, 
after a feeling reference to the loss the company had sus- 
tained since the last meeting in the death of Lord John Hav, 
one of the original directors, he said that the object of the 
meeting was to confirm а compromise. Compromises pro- 
verbially satisfied nobody, and it was useless to pretend that 
he was entirely satisfied with, the arrangement come to be- 
tween the committee and the board. He would have liked all 
the questions at issue between the board and those respon- 
sible for the appointment of the counnittee to have been 
thoroughly thrashed out, and in particular that every share- 
holder should have been placed in a position to form a judg- 
ment on their merits. The publicity necessarily incident to 
such a process was, however, considered to be adverse to the 
true interests of the company, and having satisfied himself 
that an arrangement was possible on the basis of his own 
resignation of the chairmanship of the board, he could not 
allow his own wishes or his own interests to stand in the 
way of what otherwise seemed to be to the advantage of 
the company asa whole. Jn resigning an office which he had 
now held for 17 years, and to the duties of which he had 
devoted the best years of his life, he would have liked to 
review the work which had been done and to give his reasons 
for believing in the existing and future prosperity of their 
undertaking. Under existing circumstances he could not do 
this. Were he to attempt it he would be reviving contro- 
versies Which it was the chief object of the compromise to. 
set at rest. To every word of what he said at the last meet- 
ing he still adhered. Much of it had since been confirmed 
by reports made by Sir Jehn Snell, late President of the 
Institution of Electrical Engineers, and Mr. Pixley, the well- 
known city accountant, reports which had been submitted to 
the counnittee and would be invaluable to the directors for 
future reference and guidance. He regretted that the com- 
mittee in their report did not further explain the statement 
as to the fall in dividend since 1905, implying that 16 was 
the result of bad management on the part of the board, and 
suggesting that it was the cause of the retirement of certain 
directors. It was that etatement that so thoroughly alarmed 
the shareholders when asked for their proxies. The earnings 
of the company had not fallen; they had increased. . he 
actual cross receipts in 1906, the vear after the sale of nearlv 
half of the property to Marvlebone, were £175,000. Last July 
they had risen to £253,000, a rise of over 44 per cent.: and 
they had already received the report of the progress during 
the past half-year. They would remember that 1906 was the. 
first year after the loss of Marylebone, and was therefore the 
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first year for ascertaining either increase or decrease of 
receipts. He explained in March that the initial full in 
dividend in 1906 was fully and amply compensated for out 
of the excellent award of £1,212,000. Included in this sum 
was compensation for lost future dividends assessed by the 
arbitrator at no less than £660,000. At a special meeting it 
was unanimously decided to return that sum, representing 
the lost future dividends, to the shareholders, who received 
approximately a bonus of £6 10s. for each £10 share held. 
Не was sorry the shareholders could not have seen Mr. Pix- 
lev's report on this vital inatter, which entirely supported the 
explanation given by bim (the chairman) at the last meeting. 
He also saw that the committee suggested that Mr. High- 
field's services as engineer should be retained. He feared they 
eculd not have followed the facts The board, fully confident 
of the value of Mr. Highfield as an engineer, had already 
retained his services for a period of five years from the coin- 
mencement of this year. ‘The arrangement come to by the 
board had been the subject of diverse criticisms. With 
criticisms made by those who did not share his own views 
he was In no way concerned. But there were two criticisms 
put forward by his own supporters on which he desired to 
sy а few words. How, he had been asked, had he brought 
himself to abandon this er that particular hne of policy, or 
this or that commercial principle on which he had. till now 
insisted as essential to the well-being of the eoupany? His 
answer was that neither he nor they would have abandoned 
any line of policy or any commercial principle to which they 
had heretofore attached importance. The compromise which 
had been come to decided nothing as to poliev or principle. 
Tt affected merely a change of personnel in the directorate. 
The reconstituted board would consider all those questions 
aud determine them to the best of their ability, and in accord- 
ance with the best advice that could be obtained. He had 
no doubt that every member would act bona-fide in the in- 
terest of the company. Аз on all boards, there might be 
diferences of opinion, a certain ainount of give and take. 
But obviously questions of that sort were better decided by 
an authorised board of directors than bv an ad hoc cow- 
mittee. He had also been asked why, with so many able 
business men already shareholders in the company, they had 
thought it necessary to find a new chairman and new direc- 
tors from outside. In his opinion that criticisrn was well 
founded, and he was afraid that he was not altogether free 
from responsibility. The new chatmnan and new directors 
were selected by the committee, but he (the speaker) made 
it 3 condition of his resignation that they should be gentle- 
men not hitherto connected with the company. That might 
have been taken to exclude existing shareholders, though 16 
was meant only to exclude those who had already taken pert 
in the management of the company. ‘The matter was not, 
however, now of any great importance. The new chairman 
and directors, whether taken from inside or outside, might 
be assured of the cordial co operation of their colleagues. 
Mr. George Verity was known to them all as having always 
taken an interest in the company, and his brother, the late 
Mr. John Verity, was long a valued member of the board. 
He had not the advantage of knowing the other two gentle- 
men noininated, who, however, seemed to have a wide ex- 
perience of company matters. With close attention to detail, 
and goodwill on the part of all concerned, he saw no reason 
why the prospects of the company should not be assured, and 
fo: his own part he would in the future, as in the past, do 
everything in his power to advance the interests of the com- 
pany, in whose future he had the utmost confidence. 

Mr. ROGER GREGORY, chairman of the shareholders’ com- 
mittee, then moved the adoption of the report of that body. 
He said that, speaking for the committee, he wished to sav 
how greatly they appreciated the generous terms in which 
Mr. Cripps had expressed hinself in his speech, and for the 
way in which he had carried out a task which must have 
been a painful one to him personally. With regard to the 
report, as the chairman had said, it was entirely a compro- 
mise. The task of the committee had been an arduous and 
a difficult one. They had interviewed numerous witnesses, 
and had had before them a great mass of reports, some of 
them of a highly technical and difficult nature, and they had 
formed their conclusions to the best of their ability. As thev 
proceeded with their work it seemed to hituself and his col- 
leagues on the committee that a change in the board was 
desirable, and he believed they had succeeded. in selecting 
three names which would commend themselves to the share- 
holders as desirable additions to the board. It aight be 
asked why they had not suggested the three directors whose 
resignations had resulted in the appointment of the coni- 
mittee, but, as he had said, the report was the result of a 
compromise. He fully agreed that great credit was due to 
those who first realised the necessity for an inquiry. With 
regard to the future, he did not think there was anv cause 
for anxiety about the company's prospects. The shareboiders 
had a very valuable property indeed, and he believed that 
if it was carefully and properly managed they could look 
forward to considerable prosperity. The  cominittee had 
amassed a large amount of very useful information in the 
course of their inquiries; which would be at the disposal of 
the new board. Regarding Mr. Highfield’s services, he would 
like to say thet he thonght all the committee were agreed 
that they had been of the greatest possible value to the 
company. 

Mr. J. Carr SAUNDERS seconded the motion. 


company. 


nerative. 


Mr. Toy proposed an amendment to refer the report back 


to the comiittee with instructions that they should amplify 
it and report to an adjourned ineeting on November 9th. In 
the course of а long speech Mr. Тоу said he must confess to 
„в feeling of disappointment at the result of the labours of 


the committee. ‘The report did not give them a vestige of 


information, and the shareholders were asked to take its con- 
clusions проп trust. 
the reports which had been brought before the committee, 
and they had not been taken into their confidence in any way. 
The suggested compromise was inconclusive and unsatisfae- 


They were not given access to any of 


tory, and if they were not very careful 1% would land the 


company in further dithculties. 


Mr. PiERsALL formally seconded the amendment. 
Mr. GREGORY said he admitted that the report might seem 


& bald and colourless docunient, but if it had gone into 
detail it would have had to deal.with the intimate relations 
that existed between the company and its customers, and 


such publieity would not have been to the advantage of the 
All the information which the committee had 
would be placed before the new board. and 16 would be for 


that body to deal with it as they thought best in the interests 
of the shareliolders. 


Sir R. MELVILL BEACHCROFT, а member of the committee, 


sud they had employed four technical experts occupying 
probably the highest positions in London im their several pro- 


lessions. Those gentlemen had made their reports,: and, as 


was usually the case, none of them agreed. with. the others. 
Under the circumstances he thought the compromise sug- 
gested was the best course to take, and he thought the share- 
holders were indebted to the chairman for having been will- 
ing to sacrifice himself in order to bring about an arrange- 
inent of the kind proposed. 
industry in London was uncertain. Just before the war the 
London County Couneil proposed a Bill for amalgamating the 
companies and buying them out by agreement, which Bill, 
he was confident, would be reintroduced the moment the 
War Was over. 
a divided board, but one that was united, and they would 
want the help of the most experienced men who were now 
dealing with this question. 


The future of the electrical 


When that time came they would need not 


Mr. PAXTON expressed disappointment that the committee 


had not made any reference in their report to the part taken 
by Mr. Tuckett in bringing about the inquiry. It was, he 
said, that gentleman’s technical knowledge that showed him 
that something was wrong as soon as he was elected a direc- 
tor. and the shareholders had to thank him for the part he 
had taken in the matter. 


Mr. FRaNK BAILEY, as an original shareholder, and as one 


whose official connection with the company ceased five years 
ago, said he was disappointed with the compromise put for- 
ward by the committee, which did not seem to be accom- 
panied by sufficient evidence as to its utility. 
mittee thought that Mr. Tuckett, Lord Avebury, and Sir 
James Pender did right in resigning their seats on the board, 
they had а right to expect something more conclusive than 
the report which had been issued. 
could have done was to have made some public recognition 
of the services of those gentlemen. 


If the com- 


The least the committee 


On a show of hands the amendment was negatived by а 


large majority, only mine voting for 16, and the report of the 
committee was adopted. 


Mr. A. W. Tait, Mr. George Balfour, and Mr. George Verity 


were then elected as directors of the compauy in accordance 
with the recommendation of the committee, and a further 
resolution. was agreed to directing the committee to plaé¢e at 
the disposal of the board the reports of the experts employed 
by them. | 


On the motion of Mr. A. SAMUEL, à cordial vote of thanks 


was accorded to the chairman for the services he had ren- 
dered to the company in that position during the past 17 
years, and a similar vote was accorded to the shareholders’ 
cominittee. 


f 


The report for the vear ended March 

Escher, Wvss 3lst. 1916. of the А.С. der Maschinen- 
& Co., Ltd, fabriken Escher, Wyss & Co., of Zurich 
and Ravensburg, the majority of whose 


shares passed again into Swiss ownership some time ago, 
states that the effects of the war were felt considerably less 
than in the preceding financial year, as a more active demand 
set in gradually for the company’s specialities. 
ouly possible to take advantage to a moderate extent of this 
favourable state of affairs owing to the increasing difficulties 
which arose from the enormous rise in the prices of almost 
all raw materials and intermediate products, and in obtaining 
deliverv of them. A further hindrance to business lay in the 
low level of the rate of exchange with individual countries, 


It was, however, 


which in many cases caused contracts to be no longer remu- 
It had therefore been necessary to work other 
markets to a greater extent, and the hope was expressed 
that the new business connections thereby obtained would 


also be maintained after the conclusion of peace. The fre- 


quent changes in the workmen and staff in consequence of 


military requirements and the migration of skilled workmen 
had es nnferenrehle effect on the nroduction, Notwithstand- 
ing these difficulties, it was possible to raise the decree of 
activity in most departments almost to the normal level of 
the last year of peace. During the year the hydraulic turbine 
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plant for the Barcelona Light & Power Co. was set in opera- 
tion with very favourable results, and the financial settlement 
of this great transaction was now proceeding satisfactorily in 
every respect. The delivery of machinery to different coun- 
tries, particularly Russia, suffered from great difficulties, 
especially in the steam turbine department, which conse- 
quently did not develop quite as had been expected. In the 
meantime the demand for steam turbines had increased, and 
was very active at the present time. After placing £32,000 
to the depreciation fund, as coinpared with 421,000 in 1915-16, 
the accounts show net profits amounting to £17,000, as 
against £13,000 in the previous year. It is proposed to pay 
a dividend at the rate of 4 per cent. on the ordinary share 
capital of £260,000, being the same as in 1915-16. 


Calcutta Electric Supply Corporation, Ltd.—Interim 
dividend on the ordinary shares at the rate of 7 per cent. per 
annum for the half-year ended June 30th. 


Cuba Submarine Telegraph Co., Ltd.—lnterim dividend 
on the ordinary shares for the half-year ended June, 1916, at 
the rate of 5 per cent. per annum. 


Montreal Light, Heat & Power Co.—Interim dividend at 
the rate of 8 per cent. per annum for the quarter ending 
October 3lst. 


STOCKS AND SHARES. 


TurgspAY EVENING. 


Stock Exchange markets have had an abrupt check to their 
previous vitality and strength. It was not supposed that the 
Government would issue any new form of borrowing to come 
into direct competition with existing securities, so that the 
offer of three-year 6 per cent. Exchequer Bonds has come 
as a surprise and a disappointment. Critics blame the Gov- 
ernment for this new departure, and complain that holders 
of the existing 44 per cent. War Stock have been badly 
treated, in that their option to exchange into a new loan is 
once more rendered nugatory by the fact that the latter is 
in the shape of Exchequer Bonds, into which the proprietors 
of the War Loan cannot make a direct exchange. 

The defenders of the short-term policy point out that the 
6 per cent. Exchequer Bonds are likely to prove very tempt- 
ing to foreign investors, whose money will be useful at the 
present time in keeping steady the rates of exchange. But 
.for this advantage, it may be wondered whether the Treasury 
is not paying an extravagant price, and whether a straight- 
out 5 per cent. longer-term loan would not have achieved an 
enormous popular success. 

The immediate consequence is that all fixed-interest securi- 
ties have become unstable, and their prices have dwindled. 
Indeed, for the moment it is difficult to say upon what basis 
stocks and shares can be valued. Obviously, the 6 per cent. 
Exchequer Bonds set up a new standard—at all events, for 
the time being. Severe falls in Consols, the War Loans, 
Colonials, and similar stocks have been the natural corollary 
to the Treasury’s offer, and no doubt, in course of time, 
markets will settle down again, just as they did after the 
advent of the 44 per cent. War Loan some 15 months ago. 
But until the investor becomes familiar with the new bonds, 
and with the standard of comparison which they set up, we 
are not likely to see any noticeable improvements in the 
purely investment descriptions. 

Home Railway stocks have suffered acutely in that the 
depression caused by the 6 per cent. issue comes at a time 


when further Labour trouble among coal miners begins to . 


manifest itself. It was only a fortnight ago that the railwav- 
men were given & substantial increase of wages, and every- 
body hoped that the Labour world would be content to carry 
on under present conditions, at all events through the winter. 
The coal miners, however, think otherwise, and, in the cir- 
cumstances, it is not surprismg that proprietors of railway 
stocks should feel somewhat despairing of their investments. 
The flatness has extended to electric railway varieties, and 
Districts, Metropolitans, and Underground Electric are all 
lower on the week. London & North-Western Consolidated 
dropped below par, in spite of the start which has been made 
with its electrified suburban systein. Underground Electric 
Income Bonds gave way to 88. 

The meeting of the Metropolitan Electric Supply Co. passed 
off with no more ruffling of the waters than might have been 
anticipated, having regard to all the circumstances of the 
case. The resolutions were duly carried; and, as we have 
said before, the thanks of the shareholders are due to the 
committee which spent so much time and energy upon the 
affairs of the company since spring. No change has occurred 
in the price of the shares, and the Electric Lighting list is 
steady throughout. The reversion to winter-time had no effect 
upon prices. It may be recalled that the dulness which 
occurred in this market upon the introduction of summer- 
time was recovered in less than a month, so that the success 
of the scheme was not tinged by so much as a shrinkage in 
the prices of the shares of the illumination companies. 

Anglo-Argentine Tramways begin to show a better ten- 
dency. The first preference are up 1/16, this being the first 
advance which has occurred for many weeks. Brazil Trac- 


tions, however, are a weak market; there appear to be several 
lines of shares about, which have a ditficulty in finding perma- 
nent homes. British Columbia stocks continue to advance, 
the preferred and the deferred both showing gains of a 
point on the week. Mexicans are weaker, though the Tram- 
way Co.'s 5 per cent. first mortgage bonds have recovered 
their recent small loss. The bonds of the Electric Light and 
Power Co. fell 2 points, this notwithstanding distinctly more 
encouraging reports from Mexico than we have been accus- 
tomed to of late. Bombay Electric preference are in demand. 
The New York financial papers dwell upon the remarkable 
way in which some of the Mexican railroads are recovering 
from their misfortunes under ihe recent chaotic regime. 
Stocks and shares in the Canadian-American power com- 
anies are mostly firm, though the spirit of speculation, which 
as reached boiling point in New York during the past fort- 
night, has been concentrated upon railway and munition 
issues, to the exclusion of the more humdrum Utilities. 
Canadian General Electrics have risen four points to 194. 
Marconis reacted to 3, but recovered most of their loss. 
Americans are quiet at 18s. 3d., and Canadians at 10s. 6d. 
Amongst the Industrials, something of a reaction has 
occurred in arinament shares, as well as in the iron and steel 
department. British Westinghouse preference eased off to 
24, on the other hand, Telegraph Constructions are good at 
39, and Electric Constructions at 18s. 9d. are 1s. 3d. up. 
Activity in. the rubber share market has been checked to no 
small extent, although prices on the whole keep firm, there 
having been little selling. The various impositions of excess 
profits tax in Colonial and Allied countries are exercising 
their natural effect upon prices of shares in companies con- 
nected therewith, and a slight dulness in some of the copper 
companies’ issues 18 due to this cause. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELECTRICITY COMPANIES. 


Dividend Price 
Mw Oct.8, Rise ог fall Yield 
Brompton Ordinary  .. - 10 10 ei — #111 0 
Charing Cross Ordinary ss 5 b 8,9, — 714 
, до. do, do, 4àPref. 44 4j BY, ome 6 6 4 
Chelsea ee ec ae ee 5 4 3 => 6 18 4 
City of London .. a x 9 8 d - 610 8 
do. do. 6 per cent. Pref, 6 6 1 — 616 8 
County of London ^ .. .. 1 1 1033 — 6 9 8 
do. 6 per cent. Pref. 6 6 1 — 616 8 
Kensington Ordinary .. .. 9 7 Б — 645 
London Electric .. КА i 4 B 1 — 6 10 6 
do. do. 6 per cent. Pref. 6 6 4o, — 611 4 
Metropolitan “a $^ Vs a 8 2 — 591 
do. 43 per cent. Pref. 4% s3 — q4 0 
St. James’ and Pall Mall .. 10 8 6 — 6 56 
South London  .. ге "PM 6 213 — 618 1 
South Metropolitan Pref, Me 7 1 1 — 67 8 
Westminster Ordinary .. P 9 q 6 -— 612 0 
TRLEGRAPHS AND TELEPHONES, 
Anglo-Àm. Tel. Pret. ec oe 6 6 102 — 6 17 6 
do. Def. ee ee B0J- 83/6 934 + 4 q 8 9 
Cuba Sub. Ога. .. га as b 6 83 — 6 8 6 
Eastern Extension is 7 8 14g — eb 9 6 
Eastern Tel. Ord. is i 1 8 1453 — *6 10 0 
do. Pref. 6 6 10;xd — 611 7 
Indo-European ee ee ee 13 13 49 — 6 19 8 
Marconi  .. js өө .. 10 10 8p, — 8 6 8 
New York Tel. 44 бә is 4à 43 100 — 410 0 
Oriental Telephone Ord. .. 10 10 25, — 4 6 6 
United В. Plate Tel. .. .. 8 8 62 = е5 18 6 
West India and Pan. eo oe 1 — 14 — — 
Western Telegraph  .. "P | 8 142 — % 8 6 
Home Балт, 
Central London, Ord. Assented 4 4 78 == 691 
Metropolitan ee ee ee 1 284 —1l 4 5 1 
а Dati Ordinary Nil Nil 1 3 =; Nil 
Unde und Electric Ordina m 
do, do. “A” УЫ Nil Nil б d —64. Nil 
do, do, Income 6 6 88 — *6 16 4 
FonRRIGN Trams, &с, 
Adelaide Sup. 6 per cent. Pret, 6 6 413 - 616 
Anglo-Arg. Trams, First Pref, b b EN = 114 б 
do. 2nd Pref, .. 8 ЕЕ = 
do. b Deb. eo b b 16 -— 6 18 4 
Brazil Tractions .. 23 4 4 594 — 1} 614 6 
Bombay Electric Pref. .. .. 6 6 103 — 614 8 
British Columbia Elec. Rly. Pfce. 6 b 15 — 618 4 
do. do. Preferred — Nil 61 +1 Nil 
до. do. Deferred — Nil 60 41 Nil 
do. do. Deb. 4i 4 67 == 610 9 
Mexico Trams 6 percent. Bonds — Ni 44 41 Nil 
do. 6 per cent. Bonds — Nil 86 — Nil 
Mexican Light Common .. Nil Nil 18 -1 Nil 
do. Pref. ee ео Nil Nil 88 = Nu 
MANUFACTURING COMPANIES, 
Babcock & Wilcox — ..  .. 14 15 зА — 4 18 { 
British Aluminium Ord. e 56 7 99/- +1). 5 10 i 
British Insulated Ord. .. .. 15 "n 191xd _ 7 0 С 
British Westinghouse Pref. .. 7% 7 2 —« 90 Ü 
Callenders ee es ee ee 15 90 1 -— 8 0 8 
do. 5 Pref. eo ee 5 Б 4 -— 6- n 8 
Castner-Kellner ee ee ee 20 — at == б Nil 
Edison & Swan, £8 paia eO Ni — 10/- - Nil 
do. do. fullypaid .. Nil — 1 — 0 
do. do. b percent. Deb. 5 6 6 — 8 М ^ 
Electric Construction ..  .. 6 7À t +h 8 0 0 
Gen. Elec. Pref... .. « 6 6 10 — 6 151 
do. Ord.. на . 10 10 14 — 6 9 3 
Henley ee ee в 90 96 16 т 1 8 0 
до. 44 Pref, ee oe es 4à 4% 4 = eg 8 4 
India-Rubber ee ee ee 10 10 19 == $ 8 Ü 
T'elegraph Con, ео ee eo 20 90 803 = L| 


* Dividends paid free of income-tax, 


- 
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METAL MARKET. 


Fluctuations in September. 
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Refining Zinc by Electrolysis.—4A good deal of experi- 
mental work has been carried eut during the past few years at the 
works of the Consolidated Mining and Smelting Co. at Trail, in 
the Rossland Division of British Columbia. in connection with the 
refining of zinc by electrolytic means. Spelter of good quality 
having in this way been produeed to the extent of about half a 
ton per day. it was, some time ayo. decided to establish a special 
plant capable of turning out up to 35 tons per day. The installa- 
tion, which includes departments for grinding, roasting. leaching. 
electrolysing. and melting, an electric power station. and a special 
dust-collecting plant, is now rapidly approaching completion. The 
experiments have, 80 far. been practically confined to the ore 
obtained from the company’s own mines. and thus it is not possible 
to say whether the same process is capable of dealing with the 
prevailing zinc-lead ores of the district. 


The Electrolytic Coating of Silvered Mirrors.— The old 
method of coating mirrors by the mercury process is а long. 
tedious, and unwholesome operation, which has been nearly univer- 
sally replaced by silvering. -The latter method is, however, by no 
means perfect ; the very thin film deposited by reduction of a 
solution of nitrate of silver is neither as white nor as brilliant as 
that of tin amalgam; it is deficient in strength, being detached by 
the slightest friction, and tarnished on exposure to sulphurous 
fumes. These faults are only very imperfectly overcome by a 
backing of varnish, of itself often a source of deterioration. Long 
ago an electrolytic deposit had been considered as a substitute. but 
experiments in this field yielded only mediocre results, whose 
irregularity was mainly due to the extreme thinness of the silver 
coating. Indeed, in the electrolytic method, it i$ this metallic film 
which constitutes the kathode. whose very minute cross-section is 
8 poor conductor. When the contact is made around the periphery 
of the silvered glass, the electrolytic deposit takes place almrost 
entirely in its immediate vicinity, and at points remote from the 
edges the thickness of the deposit diminishes rapidly. so that at 
the centre there is scarcely any deposit. 

This drawback has been cleverly overcome by Delere. Gresy and 
Pascalis, whose method is in actual use in Paris by the Compagnie 
des Glaces de Saint-Gobain. The process consists in multiplying 
the number of current-carrying points of contact on the silver 
kathode by means of flexibly supported metallic combs. "These 
combe have brass teeth, to each of which is attached a globule of 
tin. a soft metal which avoids scratching the silvering. All parta 
ofthe electrode immersed in the electrolyte are covered with an 
insulating layer of paraffin, with the exception of the points in 
contact with the silvering. The anodes consist of bands of pure 
copper supported between the contact points. The mirror to be 
coated is laid, silvered side up, in a shallow tray containing the 
electrolyte, the latter being kept of uniform strength by forced 
circulation. During the plating the current is interrupted every 
few minutes, and the contact points are shifted a short distance. 
The electrolytic action is thus uniformly distributed over the entire 
surface, resulting in a very homogeneous deposit of copper. Mirrors 
80 protected resist the action of sulphurous fumes under the most 
unfavourable conditions, and possess the unexpected advantage of 


Increased reflecting power.—Journal of the Franklin Institute. 


AMERICAN VIEWS ON THE DESIGN AND 
MANUFACTURE OF ELECTRIC 
COOKING STOVES. 


THE report of the Electric Range Committee at the recent 
Chicago Convention of the National Electric Light Asso- 
ciation contained, amongst other things, an instructive 
summary of American central station opinion as to design, 
manufacture, &c., of electric cooking stoves. 

Although great progress is being made in electric 
cooking in the States, it will be noted that the conditions 
affecting design and production are not unlike those which 
prevail here. | 


Ав regards design. a summary of answers to questions addressed 
to 46 operating companies shows that types of ranges sold up to 
the present time have been the products of five manufacturers, all 
but one of whom have been making various electric appliances for 
some years past. There were 4,659 ranges reported sold, the 
majority of those apparently giving good satisfaction both as to 
operation and number of burners and sizes of ovens. The principal 
mechanical complaints were burning out of elements. slowness of 
operation, and fragile construction. There seems to be a variance 
of opinion regarding the relative merits of the open coil and 
enclosed burners. the former apparently being the more popular. 
The type of electric range most desired seems to follow the lines 


- of the popular vas ranges. There should be four three-heat burners 


on the top (one 1.50U-watt, two 1.000-watt, and one 750-watt). 
The side and upper ovens are by far the most popular. Ovens 
should be at least 12 by 15 by 18 in., and should contain a broiling 
element and а baking element. A warming Oven above or below 
the baking and broiling oven is a desirable adjunct. The doors on 
side ovens should open down. y 

-It will be noted that the gas stove has set the fashion in 
America as here, although the arrangement of the stove 1s 
quite different from that favoured on this side, being much 
less compact. | : 

Apparently those undertakings which have connected the 
greatest number of ranges are doing all the wiring in 
connection with the installations. The costs for installing 
vary from $4 to $30, and average $125, and cost price is 
usually charged. 

The demand of the American consumer 1s for a cooker 
costing from $30 to $40, but apparently many of them pay 
another $10 to get“ just what they want." 

These prices presumably include control switches, which 
are, we believe, usually attached to American stoves, 
although frequently forming an item of additional cost in 
this country. s 

The majority of the supply undertakings hold the- view 
that a durable and efficient stove, with at least three hot- 
plates and a side or upper oven, should, under present con- 
ditions, be obtainable at as low a price as $30 to $35, but 
some concerns fear that low price may mean a sacrifice 1n 
quality, which will do harm in the future to electric 
cooking. 

Such a price for an efficient and durable stove of the 
kind indicated is low, judging by English prices even before 
the war, but presumably there are reasonable grounds for 
believing that a stove which will satisfy the consumer can 
be made at the price in America, whatever may be the case 
here. | 


We note that it is recommended that rotary snap switches соп” 
trolling the service to various heaters should have а distinctive | 


: feature, either in colour or position of indicator, or both, when 


current is off. The distinctive feature at the present time on most 
of these switches is the reading of the word “off.” but in а dim 
light. or when the eyesight is not of the best, reading is not 
always easy. A distinctive colour for the lettering of the word 
" off." or the uniform or distinctive position for the indicator. will 
quickly convey the idea to the operator whether or not the circuit 


. is disconnected, even if only a hasty glance is given. 


British practice for large installations appears to favour 
the use of pilot lamps as indicators, but very small pilot 
lamps are open to objection, and, in any case, are an extra 
which one would rather dispense with, if some satisfactory 
distinctive feature could be incorporated in the switch ; 
possibly self-Iuminous lettering might answer the purpose, 
as in the case of the numerous luminous dial watches for 
night use. | | ` 

We note that a large number of ranges have been placed 
on short-period deferred payments not extending beyond a 
year; simple hiring-out of stoves does not seem to be 
practised—at any rate, it is not mentioned. 


` 
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A very interesting section of the report which we par- 


ticularly commend to the attention of British central station 
engineers, is that giving the ideas of some of the supply 


companies on dealing with manufacturers in order to obtain 


an ideal electric range at the lowest possible price ; these 
confirm the views previously expressed in our pages", and 
are summarised as follows :— 


“The manufacturer should be willing to stand behind his 
product with a proper guarantee, and willing to defer some of the 
profits from the business until a future date, and not hope to make 
all on the first few ranges sold, but bring the price down as low as 
possible, and let the central station have an opportunity to put out 
more ranges." | 

" Standardise requirements of the central stations, во as to limit 
the types of ranges made by different manufacturers, and thus 
reduce their overhead expenses. Also show manufacturers that 
increased output depends primarily upon lower-priced ranges."  - 

" Develop hot water attachment and durable elements.” | 

“It seems as if a canvass of number contemplated to be used 
would allow greater number to be made, and this would allow cut 
in price, or manufacturing company could sign tentative contract 
to sell at certain reduced price if specified number were ordered by 
entire trade.” 

E Power companies to combine, in order to secure quantity 
prices." ; 

" Standardisation of types should reduce production costs. Some 
method of collective bargaining between representatives of the 
manufacturers and central stations to establish standard designs 
for a pre-determined period might work to the mutual advantage 
of all concerned." 

“ Standardise and cut out novelty idea.” 

“ А maximum production to lower unit cost." 

“Through increased output, central stations could club together 
and order a certain number in advance.” 

" Dispense with nickel and frills, unless especially ordered." 

" Standardise, so as to cut down manufacturers’ cost." 

" Study the gas range closely, and capitalise its experience." 

" Let the electric manufacturers make the element and the stove 
manufacturers the stove." 

" Ship complete line of repair parts to the distributor." 


"* Manufacturers should be more particular in details and 
mechanical construction." 


" Do not load the development costs on first shipments." 

" Better insulation in oven on cheaper ranges." - 

"Standardise on design and equipment. Reduce number of 
types of ranges, and talk quantity to the manufacturers." ` 

We again take the opportunity of urging those interested 
in promoting electric cooking in this country to abandon 
the haphazard systems of the past in regard not only to 
design, but also to manufacture and marketing of the 
electric stove. 

It is useless to attempt to grapple with an immense 
business, such as electric cooking has a good prospect of 
becoming, on any but commercially-organised lines, the 
logical essentials of. which are quantity production оп 
standardised lines, interchangeability of parts which may 
have to be replaced by the user, and mutual guarantecs as 
between manufacturers and supply authorities as regards 
price and disposal of output. И 

Only in some such way as this—with present electric- 
heating methods—can we hope to place electric cooking on 
a really competitive basis and to achieve real success 


“с with it. 


THE BRITISH ASSOCIATION.—V. 


Address to the Economic Science and Statistics Section. 
Ву Pror. А. W. KIRKALDY, M.A., PRESIDENT OF THE SECTION. 
(Abstract.) 

(Concluded from page 364). 

INDUSTRIAL ORGANISATION. 

The industrial army of labour force of this country includes 


all those who either organise industry or take any part, how-- 


бег important or however humble, in its working, from the 
captain of industry down to the humblest weekly wage-earner. 
In connection with this force we now have two sets of organi- 
sations whose interests some people consider to be antagonistic. 
I would emphasise the fact that these two are really one 
force, their main interests are identical, and they can best 
serve those interests by striving to minimise differences and 
by doing all that is possible to work,in harmony. | 
British trade unions have a fairly long history behind them, 
and may be said to be in advance of any similar unions the 
world over. But the fact that of recent years there has been 
a tendency for small unofficial sections of given unions to 
kick over the traces and disregard the policy and agreements 
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: a member of an association. 


of their leaders shows that perfection of organisation has by 
no means been attained. 

 Employers' associations are of more recent formation, nor 
have they so far attained to anything like the same complete- 
ness. Both organisations, especially the employers', are in 
need of further development. The economist can point to 
imperfections and make suggestions—only those conversant 
with practical working facts can formulate a practical policy. 
The individual British business man is unexcelled by the busi- 
ness man of any other country. In times of rapid transition 
and crisis he has again and again shown his leadership. He 
knows his business thoroughly, and as a working unit he has 
taken & very high place. But one of the most marked deve- 
lopments of modern trade is & growing interdependence of 
industries. Hand in hand with this we have beconie familiar 
with &nother phenomenon, the amalgamation of businesses 
of various dimensions into one great company or corporation. 
This phenomenon is common to both commercial and manu- 
facturing interests. It is as marked among banks as among 
steel and iron companies. The comparatively small manu- 
facturer or business man is giving ace io bigger and inclu- 
sive organisations. These two and somewhat parallel deve- 
lopments are making a new demand on the individual. He 
and his predecessors exemplified individualism ; the new stage 
upon which we have entered demands a modification of the 
old policy. Business, like everything else, is subject to evolu- 
tion, and evolution on healthy lines can only be obtained by 
grasping fundamental facts and applying experience in 
accordance with economic laws. There need be nothing revo- 
lutionary about the required changes in our business organisa- 
tion. We merely have to note what has already occurred, 


‘mark healthy tendencies, and clear away or prevent obstruc- 
` tions to natural growth. Our past history amply justifies us 


in pursuing this policy without uncertainty as to the result, 


` Our entire industrial history is one of the best examples of 


steady and, on the whole, well-ordered evolution. We have 


"shown our ability to adapt ourselves to the needs of the . 


moment. As а race we are healthily conservative without 
being reactionary—that is to say, we know how to preserve 
what is good in the old and amalgamate it with the new. In 
other words, our organisation enjoys that useful quality of 
elasticity which enables us to keep abreast of the times. 

Our business man’s qualities emphasise his defects. For 
generations our business men have worked as units, and 
individualism has become almost second nature. The call 
now is that the individual shall sink a part of his personality 
and become, so far as one side of his activities is concerned, 
We have had employers’ alli- 
ances, federations, and associations. Some have failed, some 
have managed to keep afloat, others have had a certain 
amount of success. None have hitherto quite attained to 
what is required. To the onlooker it would appear that when 
our employers meet as an association there is a lack of sym- 
pathy among the members, and if this: should persist it 
would be fatal. Each individual knows his own business; he 
does not know, and perhaps it would be true to say he does 
not care to know, his neighbour’s concerns. At any rate, a8 
a result there is a lack of cohesion, there is a lack, too, of 
that co-operation which is required if the association is to be 
really successful and accomplish the objects for which it has 
been formed. This working in co-operation, the large 
organisations of capital, and the working together in associa- 
tions, are comparatively new things to our business com- 
munity. Time and experience will put things right; at pre- 
sent we have not accustomed ourselves to a newly-developing 
condition of affairs. Our business men, then, need ёо focus 
their attention on these early ailments of the movement and 
get them removed as soon as possible. 

A second group of defects arises indirectly, but almost 
inévitably, from that which has just been considered. Some 
alliances, rings, and associations have failed and come to an 
end. And in certain cases the cause has been unmistakeable, 
for there has been a lamentable want of loyalty, and even 
in some cases it must be said honesty, to the agreements 
entered into by the association. 

Only to mention one group as an instance of this—the new 
trades combination movement, which caused quite a consider- 
able stir during the late ‘nineties of last century, especially 
in the Midlands among the metal trades. Articles app 
in the journals, and a book was written explaining the move- 
ment, and great hopes were entertained that a new era ha 
opened out before both Capital and Labour. But all ended 
in а failure. There was for a time a kind of syndicalism—8 
syndicated industry enabling employers to increase their 
profits, and the workpeople to earn abnormally high wages. 
So long as competition could be kept out of the market, 
things went swimmingly, and a specious prosperity developed. 
But the consumer was being exploited—the increased prices 
charged for such goods as metal bedsteads gave would-be 
competitors and unscrupulous members of the alliance their 
chance. The cheap wooden bedstead, however, made its 
appearance on the one hand, and on the other there_ were 
such things as secret discounts and commissions, and this 
special alliance" ended in failure. The history of that short, 
but industrially instructive, movement has yet to be written. 
Its cardinal facts should be known to those who now have an 
opportunity for shaping the industrial future of this country. 
Three lessons stand out from this experience :— 


1. We must learn to work together in association. 
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9. All members of an association must be absolutely loyal 
and honest to their engagements, either written or implied. 

3. Such associations must be regulated or the community 
will be exploited. = ‚ 

Nor is it impossible to suggest a method by means of which 
this may result. When employers’ associations have justified 
themselves it should be possible to obtain State recognition 
for them, and it would be practical politics, when both 
employers’ associations and trade unions have developed to 
the point at which both ,merit State recognition, to enforce 
under penalty agreements made between them on all those, 
either employers or коры who wished to work at the 
industry within the area under the recognised organisations. 
Thus it would rot be necessary to make membership com- 
pulsory; self-interest would be the extent of the pressure. 

ing to workpeople’s unions, we also find defects which 
require removing. The policy of union has been practised 
among the workers for upwards of a century, and for at 
least half that time with well-marked success in certain 
directions. In the first instance it was the aristocracy of 
labour that realised the advantage of collective action, but, 
notably since the late ‘eighties of last century, efforts have 
been made to extend the policy to all des of labour. 
Hence the ailments which have to be noted are rather more 
mature than those affecting employers’ associations. Success 
in certain directions has perhaps led some of the more 
ardent spirits to expect more from their uniens than working 
conditions allow. The experience of old and tried leaders has 
led them to adopt a more cautious policy than the young 
bloods are inclined to accept. Hence there has been а want 
a loyalty, different, it is true, from that met with among 
employers, but equally disastrous if persisted in to the object 
in view. 

All the men in a given industry should be members of the 
union, provided that the union is well organised and ably 
administered. This should, however, be the result of self- 
interest and a regard for the good of fellow-workers, rather 
than of compulsion; how that may be attained has been sug- 
gested. Perfection of organisation will come when work- 
people not only realise the real possibilities of collective action, 
but are prepared to follow. loyally leaders who have been 


constitutionally elected. The leaders are in а better position . 


to know the facts of the case immediately under review, but 
ii their leadership has been found faulty there should be 
adequate machinery for replacing them with men who com- 
mand the confidence of the majority of the members. When 
agreements have been entered into, the terms should be im- 
plcitly observed, even though they may turn out to be less 
advantageous than was expected. Periodical revision would 
make it possible to rectify mistakes or misapprehensions. 
But it cannot be too strongly emphasised that for both sets 
of organisations the great factor making for smooth and 
satisfactory working is absolute loyalty to the pledged word. 
À large employer of skilled labour writing to me on this 
point said: ‘Ір my opinion no industrial harmony can exist 
between employers and employés until trade unions through 
their executives can compel their members to adhere to and 
honourably carry out all agreements entered into with the 
employers. . . . In fact, until a more honest code of morals 
euss on both sides no improvement can be looked for." 
Further, there is a need for a more complete and authorita- 
üve central authority, both for individual industries and for 
federated trades. The machinery for this exists; it merely 
requires development. When the local and central machinery 
has been perfected, the right to strike, which, in common 
with the right to lock out as a final resource, should be 
jealously maintained, would be carefully regulated, and would 
only be resorted to as the considered judgment of the most 
experienced. men on either side. It should be impossible for 
either an individual association or a section of it to order a 
strike or a lock-out on its own responsibility. 
, What, then, do I consider should be the main outline of 
уйы organisation? Employers should be organised 
into :— 

(a) Associations of ойе trade in a given district. 

(b) National associations of one trade. 

(c) Local federations of trades. 

(d) National federations of trades. 


Of these, b and d should be organised under a system of . 


representation. 


. Workpeople should have unions and federations correspond- 
Ing to those of the employers, and in both cases the national 
federations should be carefully organised councils who would 
enjoy а large measure of authority, tempered by the necessity 
to win and preserve the confidence of their electors. From 
these two representative bodies there could be elected an 
industrial council as & court of appeal, representative of the 
whole industrial activity of the country, and so far as these 
various bodies were approved by the State they would enjoy 
far-reaching powers.  - 

Approval by the State should depend on the observance of 
moderation and working in conformity with carefully devised 
regulations. For the State in this matter would be the repre- 
sentative of the consumer. and of the national interest. With- 
out this you get something not very far removed from syndi- 
calism, but under careful regulation abuses might be avoided. 
. At the head of the organisation there would be a real 
industrial council representing the industry of the country. 
The Industrial Council established in the year 1911 has never 


-honestly supported by their members. 


had a fair chance to show its mettle. It was established at a 


''eritical time; perhaps the Government did not feel justified 


to throw a great responsibility on an untried body. Never 
theless, i& exemplified a very wise policy, and one regrets 
that it has not been tested, for even now both employers and 
workpeople feel that some such council is preferable to State 
irterference, and there is a clearly articulated distrust on 
both sides of official arbitration. 

We do not need at the present juncture to attempt a new 
experiment. Our old system, whatever ita failings, has been 
tried and proved sound. Its elasticity has been its salvation, 
and it is capable of still further evolution without calling for 
drastic changes. The improved organisation that is now 
suggested would contain nothing that is new or untried. It 
would consist of natural developments of what already exists. 
Employers and workpeople have organised themselves into 
associations and unions, some of these have developed federa- 
tions of similar or even of unconnected interests; and both 
parties have their national congresses, or at any rate the 
germ of them. The demand now is that the organisations 
already in existence be perfected, and that those perfected 
organisations shall in all their agreements be loyally and 
Success depends on 
absolute loyalty to the pledged word. | 

Here we have & practical policy suited to the needs of this 
critical stage in our history. The ideal organisation has yet 
to be formulated, but what is here proposed would form a 
definite step in advance, and the very elasticity of the system 
would be a good augury for the future.. 

Among the innovations recently introduced into this coun- 
try, and one calculated to have important effects on our 
industrial well-being, is automatic and semi-automatic machi- 
nery. We have been accustomed to the use of labour-saving 
machines—indeed, this country was the birthplace of many of 
them. The re-equipment, -however, of our factories for war 
purposes, both in tools and workpeople, has wrought a revolu- 
tion éomparable with that effected by the introduction of the 
steam engine. | 

From the point of view of craftsmanship our old system 
had ‘much in its favour. Our mechanics in certain trades had 
to be highly skilled, for the description of work turned out 
made considerable demands on the operative. In America and 


-Germany standardisation has been carried very much further 
than in this country, and consequently repetition work was 


much more generally practised than with us. 

One may grieve over the passing of our old methods, as 
one is sometimes tempted to regret the days of cottage indus- 
tries. "Neither, however, is compatible with modern condi- 
tions, and an important part of the work of reconstruction 
and reorganisation will be connected with standardisation and 
the further introduction of repetition work. This will call 
for the exercise of careful and experienced industrial states- 
manship, if trouble is to be avoided, for agreements will have 
to be framed which will in the long run work equitably and 
satisfactorily to all the parties concerned. | 

A Committee of this Association has been investigating for 
the past two years into the extent to which women have 
recently replaced men in industry. A certain amount of 
exaggeration exists as to the number of women who have 
entered our factories or undertaken services left vacant by 
men who have joined the Forces. The total number is in 
round figures about 600.000, as against five million men who . 
have joined either the Navy or the Army as a consequence of 
the war. | 

The entry of large numbers of women into industry has 
been viewed with а certain amount of alarm by the men, 
and trade unions have naturally stipulated, where possible, 
that these women shall receive the same rates of pay for the 
same work as the men, and that when the men return the 
women shall give place to them. 

That there was little ground for alarm as to the influx of 
women can be realised by a consideration of a few facts and 
figures. The majority of men who enlisted were workpeople 
of one sort or another; of these, unhappily, some have been 
killed in battle or have been rendered incapable for work. 
Even so, the majority will come home requiring occupation. 
What opportunities will they find? | 

To answer this question at all satisfactorily it is necessary 
to consider some determining factors. Thousands of men 
have left indoor occupations and their accustomed town life 
and have been trained, drilled, and disciplined under open-air 
conditions. They have lived, worked, and fought in the open 
country in some cases for many months. The new experience 
has had potent effects. Physique has improved, the outlook 
on life has changed, in many cases new hopes for the future 
have been formed. Inquiry shows that there is a division of 
opinion as to the extent to which disbanded members of the 
Forces will decide on making a radicat change in their mode 
of life. Yet the experience of what occurred after the South 
African War warrants us in assuming that considerable num- 
bers will only return to indoor occupations and town life if 
there be no alternative. It is too soon yet to form an opinion 
as to what opportunities there will be for land settlement. 
But it is known that offers will be made both at home and 
in various parts of the Empire. A moderate estimate of 
those accepting these offers. and of our losses of killed and 
permanently disabled, would be at least one million. Then 


. we shall undoubtedly require, at any rate for some years. & 


much larger standing Army. Even on a peace footing this 
at ‘a moderate computation may be put at a million men. 
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These two figures, and neither of them errs on the side of 
exaggeration, will absorb two million men who will be perma- 
nently lost to the old occupations. К 

Moreover, there is good ground for anticipating that if the 
war concludes before our resources are unduly strained, and 
there is every prospect that it will, there will be a period of 
good trade. We have to restore our own depleted stocks of 
goods, our mercantile marine demands a large amount of new 
tonnage, railways and other transport services will require 
much new equipment. "Turning to the Continent, parts of 
France, Belgium, and other of the entente countries will need 
reconstruction works of considerable proportions, and in this 


. work we shall play a great part. World markets, too, have 


been kept short of many manufactured goods. We shall be 
in a position both to finance and carry on а greatly extended 
system of industry and commerce, for not only is our banking 
System prepared to face this, but our man force has been 
greatly improved, and our industrial equipment to a great 
extent remodelled. 

Reverting to the somewhat thorny question of the women 
who have been engaged on what were men’s occupations, I 
see no cause for alarm. Many women came forward from 


` motives of patriotism and will gladly resume their former . 


state. The question, I believe, will rather be how can we 
obtain the labour necessary to cope with the post-war demand. 
The new equipment of our factories will place us in a posi- 
tion to increase very greatly our output, and this should 
enable us not only to face a possible labour shortage, but if 
the recommendations made by this Section of the Association 
meet with a favourable response, our labour force should 
enter upon a new period of prosperity consequent on a re- 
modelling which has been rendered possible by a reorganisa- 
tion of our industrial machinery. This new epoch for labour 
would include higher wages, shorter hours, and better work- 
ing conditions. To effect these salutary advances both em- 
ployers and employed песа to exercise sanity of judgment, 
frankness in mutual discussions, and a recognition of the fact 
that the prosperity and material well-being of each is bound 
up 1р з common effort to maintain and develop our industrial 
and commercial position. 


Electricity in the Chemical Industries. 


IN the course of his address as President to the Chemical 
Section, Prof. G. G. HENDERSON, F.R.S., stated that many of 
the more striking results in the field of modern chemical 
industry had been obtained by taking advantage of the powers 
we now possess to carry out operations economically both at 
very high and at very low temperatures, and by the employ- 
ment on the manufacturing scale of electrolytic and catalytic 
methods of production. Thanks largely to the invention of 
the dynamo, the technologist is now able to utilise electrical 
energy both for the production of high temperatures in the 
different types of electric furnace and for. electrolytic pro- 
cesses of the most varied description. Among the operations 
carried out with the help of the electric furnace may be men- 
tioned the manufacture of graphite, silicon, and phosphorus; 
of chromium and other metals; of carbides, silicides, and 
nitrides; and the smelting and refining of iron and steel. 
Calcium carbide claims а prominent place in the list, in the 


. first. place becauée of the ease with which it yields acetylene, 
. which is not only used as an illuminant, and, in the oxy- 


acetylene burner, as а means of producing a temperature so 
high that the cutting and welding of steel is now a compara- 
imely simple matter, but also promises to serve as the starting- 
point for the industrial synthesis of acetaldehyde and many 
other valuable organic compounds. Moreover, calcium carbide 
is readily converted in the electric furnace into calcium 
cyanamide, which is employed as an efficient fertiliser in place 
of sodium nitrate or ammonium sulphate, and as a source of 
ammonia and of alkali cyanides. Among the silicides car- 
borundum is increasingly used as an abrasive and a refractory 
material, and calcium silicide, which is now а commercial 
p10oduct, forms a constituent of some blasting explosives. The 
Serpek process for the preparation of alumina and ammonia, 
by the formation of aluminium nitride from bauxite in the 
electric furnace and its subsequent decomposition by caustic 
soda, should also be mentioned. Further, the electric furnace 
has made possible the manufacture of silica apparatus of all 
kinds, both for the laboratory and the works, and of alundum 
ware, also used for operations at high temperature. Finally, 
the first step in the manufacture of nitric acid and of nitrites 
from air, now in operation on a very large scale, is the com- 
bustion of nitrogen in the electric arc. | 

Electrolytic methods are now extensively employed in the 
manufacture of both шора and organic substances, and 
older processes are being displaced by these modern rivals in 
steadily increasing number. It is sufficient to refer to the 
preparation of sodium, magnesium, calcium, and aluminium, 
by electrolysis of fused compounds of these metals; the refin- 
ing of iron, copper, silver, and gold; the extraction of gold 
and nickel from solution: the recovery of tin from waste tin- 
plate; the preparation of caustic alkalis (and simultaneously 
of chlorine), of hypochlorites, chlorates, and perchlorates, of 


hydrosulphites, of permanganates and ferricyanides, of per- | 


sulphates and percarbonates; the regeneration of chromic acid 
from chromium salts; the preparation of hydrogen and oxygen. 
As regards organic compounds, we find chiefly in use electro- 


-lytic methods of reduction, which are specially effective in 


+ м 


the case of many nitro compounds, and of oxidation, as for 
instance the conversion of anthracene into anthraquinone. At 
the same time a number of other compounds, for example 
jodoform, are:also prepared electrolytically. 

Referring to the training for chemists supplied by the uni- 
versities and technical colleges, Prof. Henderson said that the 
facilities for practical instruction with respect to accommoda- 
tion and equipment were generally adequate, but the per- 
sonnel could with advantage be largely increased, and at least 
the junior members of the staffs weye miserably underpaid; 
if the best brains in the country were to be attracted towards 
science, as they ought to be, some greater inducement than 
a mere living wage should be held out. Hence no opportunity 
should be lost of impressing upon the Government the neces- 
sity for increasing the grants to the scientific departments of 
our higher teaching institutions; and for the provision of 
research scholarships. Wealthy men in this country should 
acquire more generally the habit of devoting some part of 
their means to the endowment of higher education. The 
private donations for science and education made in the. 
United States during the last 43 years amounted to the magnifi- ` 
cent sum of £117,000,000, and recently the average annual 
Fenefactions for educational purposes totalled nearly 
£5,000,000. ; 

The chief diffculty which confronted those who were eager 
for progress in educational matters was that so many of our 
most famous schools were still conducted on mediæval lines, 
in the sense that the ‘‘ education ’’ administered was almost 
wholly classical. Consequently, ‘‘ though science enters into 
every part of modern life, and scientific method 18 necessary 
for success in а] undertakings, the affairs of the country are 
in the hands of legislators who not only have little or no 
acquaintance with the fundamental facts and principles un 
fied by these aspects of knowledge, but also do not under- 
stand how such mattera can be used to strengthen and 
develop the State. Our administrative officials are also mostly 
under the same disabilities, on account of their want of a 
scientific training: They are educated at schools where science 
can receive little encouragement, and they do not take up 
scientific subjects in the examinations for the Civil Service, 
because marks can be much more easily obtained by atten- 
tion to Latin and Greek; and the result of it all is that science 
is usually treated with indifference. often with contempt, and 
rarely with intelligent appreciation by the statesmen and 
irembers of the public services whose decisions and acts 
largely determine the country’s welfare. The defects of a 
system which places the chief power of an organisation which 
needs understanding of science in every department in the 
hands of people who have not received any training in scien- 


нле subjects or methods are obvious." * The remedy wae 


also obvious. 
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. Female v. Male Labour. 


AT a meeting of the Economic Science Section of the British 
Association at Newcastle-on-Tyne, on September 8th, the 
report was considered of the committee appointed to investi- 
gate the replacement of*male by female labour in consequence 
of the war. The official abstract of the report follows :— 

The activity of the Ministry of Munitions, the schemes for 
the “dilution of labour," and the scarcity of skilled male 
labour have brought about in the second year of the war & 
marked development in the demand for female labour. At 
the present time (July, 1916) over half a million women have 
replaced men who have left their occupations for more urgent 
national service. 

The women who have taken the men's places have for the 
most part had previous industrial experience, though seldom 
(in industry proper) of the kind of work they are now doing. 
Many of them are married women, or single women trans- 
ferred from other occupations. Generally the supply has been 
drawn from the neighbourhood, but some of the munitions 
establishments have attracted women from a wide geographi- 
cal area, not always limited to the British Isles. 

Besides the employment of women on tramways and railways, 
in banks, and as postal servants (positions open to the public 
view), replacement has occurred through the whole of indus- 
try. Few women are to be found taking the place of highly 
skilled men; but large numbers have released the unskilled 
and those termed, in engineering. ‘‘ semi-skilled.” But when 
the work of the men involved a degree of skill and experience 
which women seldom possess, new machinery of a more auto- 
matic kind has been introduced (sometimes to such an extent 
as almost to transform an industry), and subdivision of pro- 
cesses has changed highly skilled work into a series of repeti- 
tion operations which can be accomplished, by relatively un- 
trained workers. This has to be borne in mind when women 
aie stated to be doing the work of skilled men. ' : 

The success of the women on these repetition processes 18 
marked. They learn quickly; they are good timekeepers; 
they have, so far at least, stood the strain of long hours 
extremely well, and their manual dexterity enables them to 
achieve good resulta in the way of output on repetitive pro 
cesses. On work demanding greater judgment and adapta- 
bility the evidence of their success is not áo great; but their 
industrial training has been short. 

For some time the employment. of women on men в pro- 
cesses was opposed by trade unions, which still in some 10- 
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dustries bring forward strong objections to replacement. But 
in the most important industries agreements have been reached 
between men and employers as to the conditions on which 
replacement may be carried owt during the period of the war. 
Those conditions usually include an agreement as to women's 


wage-rates and a guarantee of the re-employment of the men ` 


replaced. | | 

The wages of women in war-time have been influenced by 
the fixing of a minimum for certain kinds of munition workers 
in certain classes of munition establishments; by the compe- 
tition of munitions with other industries in the demand for 
female labour; by the pressure of the trade unions; апа. by 
the general rise in prices. The fact that even in districts 
where the competition of munitions is keenest the wage-rates 
for women in other industries, on processes involving similar 
skill and exertion, have not always risen to the munition 
level, suggests that the withdrawal of the nuntmum recula- 
tion, twelve months after the war, will lead to a fall in 
women's wages. But it is unlikely that they will fall to 
their general pre-war level. 

The fact that not a great proportion of the women war 
workers were previously occupied suggests that after the war 
the problem of & large surplus of women may not be so 
serious as has been feared. The married women are for the 
most part in industry only for the period of the war; and 
‘inquiry amang women workers generally shows that many 
of them have no desire to remain in competition with men. 
But this involves the question of the increased demand for 
women on repetitive processes; and if, as seems likely, the 
subdivision of processes and the highly automatic machinery 
introduced owing to war conditions have come to stay, there 


may be а change in the relative demand for skilled and for 


unskilled labour to the disadvantage of the former. 

Prof. Scorr (Chairman of the Committee) said women were 
stated as yet to Бе deficient in the higher industrial qualities, 
but they had, however, shown that they excelled an those 


operations which required deftness of touch. and in those . 


operations that were of a comparatively routine character. 


Gaseous Explosions.—The interim report of the Committee 
(Dr. DuGALD CLERK, Chairman) stated that during the ses- 
sion most of the members of the Committee were engaged 
on work in connection with the war, and no Notes were 
submitted for consideration. Consequently the grant of £50 
made to the Committee at’ the Manchester meeting of the 
Association in 1915 was not drawn upon by the Chairman. 
The Committee recommended that it be reappointed, and 
that a sum of £50 be granted to it for the ensuing session, 
so that should the war come to an end during that time the 
work of the Committee could be resumed without delay. 
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CORRESPONDENCE. - 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communt- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


War-time Generosity. 


We all know that many people are badly hit by the war, 
but one would hardly be so venturesome as to suggest that 
firms carrying out Government contracts are short of cash, 
hence their `` response " to а recent appeal for donations 
sent out by the Professional Classes War Relief Council, 
which ig doing such a large and, unfortunately, necessary 
work, is all the more significant. 27,00 of such firms were 
appealed to at a cost of £216. The result of the appeal was 
the magnificent average contribution of 4.9d. each (i.e., the 
total receipt from this source was £546). 
` For purposes of comparison, it may be stated that the same 
appeal was sent to 14,000 Justices of the Peace, who con- 
tributed £1,044, or an average of 1s. 6d. each, while 10,000 
directors of public companies contributed £995, an average 
of 98., which, to say the least of it, makes the manufacturers 
4.94. look small, and leads me, as one of them, to sign myself 

| : Shylock. 


September 98th, 1916. 


Munitions Work Wanted. 

May I, as the founder of the Amateur Ordnance Volunteer 
Association, which aims to find munition work for home 
workers who are debarred from any other form of national 
service, ask the favour of your kind interest in making our 
wants known to any of your readers who can find us any 
repetition work, fine screw-bolts and straining eyes, taper 
pins, or any small munition components? We are at present 
on shrapnel sockets for the Ministry, but these are a little 
too complicated to employ all our workers. We have been 
doing shell bases, which we can do well up to the 6-in. sizes. 
Both Messrs. Armstrong and the Ministry speak well of our 
work, and it seems & pity for thousands of pounds' worth of 
Precision tools and workers trained on model making to 
work within fine limita, to be standing idle at this crisis. 
We only want to be helpful, not competitive, and we make 


м 


no personal profit. Should any of your readers See an open- 
ing for us, would they be kind enough to communicate with 


me? 
(Rev.) W. M. W. Pitchford. 
Lamport Rectory, Northampton, September 27th. 


The Institution Wiring Rules. 


_ We have read with interest Mr. Smeaton Munro's remarks 
in the ELECTRICAL REVIEW of September 29th, particularly 
those dealing with Rule 63, and have little doubt that some 
of them refer to the Henley wiring systein. 

We think some comment is desirable in reply to his re- 
marks as to the ‘special metal” sheathing to which he 
refers. It is true that 16 was, and still is, considered necessary 
to specify a high percentage of pure lead for cable covering 
generally. This is to ensure that the lead is refined and free 
from deleterious matter, whereas the '' special metal "" sheath- 
ing in question is composed of an alloy of pure lead and 
other metals which are mixed with it in certain predeter- 
mined proportions for specific purposes, which is quite a 
different thing from using impure lead. 

Mr. Munro may also be interested to know that we have 
supplied. considerable quantities of our "' special metal" 
sheathed wires covered with compounded tape for special 
situations. 

We are pleased to see that Mr. Munro considers that lead- 
covered systems are better than some of the other systeins 
that are permitted more freedom under the rules. - Lead- 
covered wiring has been used for very many years. but 
failed to grow in popularity owing to the absence of suitable 
fittings and means of earthing until the introduction of the 
Henley wiring system some five or six years ago. 

We can assure Mr. Munro that the host of contractors, and 
even consultants, to whom he refers do not regret having 
what he calls “risked the experiment," but we suggest that 
it can hardly be called an experiment now, in view of the 
length of time and the large amount of work that has been 
carried out under the system. 


| W. T. Henley’s Telegraph Works Co., Ltd. 
London, E.C., October 2nd, 1916. 


Closing Down The Electrical Co., Ltd. 


With reference to the closing of enemy businesses, I was 
extremely glad to note in the paper some considerable time 
ago that the Electrical Co., Ltd., was to be closed, but until 
I received a notice regarding the sale of their stock I was 
not certain whether this was not another case of closing an 
enemy business and keeping it warm until such time as the 
enemy was able to come back to it, in a simular manner to 
that of the Sanatogen Co. | 

I note on the advertisement sent me a foot-note, which 
states: ‘‘The Controller, Mr. Maurice Jenks, is prepared to 
receive offers for the trade and business connections as lately 
carried on by the above company," and I am of opinion that 
this is directly opposed to the question of closing the enemy 
concerns down, as it simply leaves a loophole for the present 
owners to purchase the business and keep it going until 
such time as the war is ended. 

There seems to be-a good deal of explanation required by 
the public with regard to this so-called closing of enemy 
businesses, as if the authorities are serious in saying that the 
business is closed, this should mean that the whole concern 
is done away with and the stock sold. 

Contractor. , 


—— 


To Go—or Not to Go? 


[n reply to ‘ North-East Coast," I am not “ fed up." nor - 
am I "one of those young men perpetually permeated with 
the spirit of discontent," nor even " one who has come 
to pick up all the information they can in order to better 
their positions," and in support of this, if " North-East 
Coast’? will guarantee me a decent living wage with pro- 
gression according to ability after the war, I shall stop where 
Iam; in fact shall be glad to do so. I do not want. what 
some North-East Coast officials call a living wage—it 1s not 
so long ago since a certain one highly-placed in that quarter 
made the statement that £1 per week was enough for any 
single man to live on. “Үе Gods!” u 

Ile goes on to refer to the speeches made before the British 
Association, and makes the statement that only semi-skilled 
labour is necessary for the operation of power stations and 
systems: if so, I don't want a system engineer's position. 
“N E.C.” will find plenty of women nowadays to undertake 


semi-skilled and repetition work. As for the combination of 


mechanical with electrical experience, I should like to know 
in what manner does " N.E.C." find where it lies. — Does 
he expect it to show itself from the man on the switchboard 
with full leave to inspect his oil rings hourly, or maybe to 
enlace a burnt-out lamp: : 
is turn, I refer “N.E.C.” to a paper read by Mr. R. P. 
Sloan before the B.A., in which he states that the a 
high-class state of electrical affairs on the Tyne xu и п 
brought about by utilising . . + - to the best advantaxe 
with the aid of a highly skilled technical ERU шы 
Review, p. 3241). Yet skilled labour is not needed. — TE 
Perhaps if T did stick it for so long as there are volts оп, 
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the system I might be able to keep myself. I think if the 
young man of to-day between 18 and 24 years of age cannot 
keep himself without aid from home to the extent of half 
his wages it might be as well if this war should see the end 


of the world. Balanced Up. 


ers ht Б: ВЕ эш = — 


In reply to your correspondents '" Unsettled,” '' Balanced 
Up," ‘ North-East Coast," and ‘ Industrial Conscript," my 
advice is to clear out of station engineering as quickly as 
possible, as the prospects do not compensate for the trouble 
and time taken to become a station engineer. Fortunately, 
the war cannot last for ever, and as soon as things are normal 
again, with no controlled finns to hamper your movements, 
and decide how much work you have to do, for the “ salary ”’ 
they choose to: oller you, I say look out for something else; 
there is not much fear of its being any worse. I, for one, 
wil never again take a ''starred " employment, and when 
I get my discharge from the Army, after the war, 1f England 
is not once aguin a free country, as of yore, 16 will never 
see me again. 

My own experience is very similar to that of “ D.U.," inas- 
much as I have been associated. with the North-East Coast 
for a number of years, but, fortunately, I am now out of 
station engineering of from 1 to 20,000 volts, and most fer- 
vently say, '' Never again!" 

“ N.E.C." rather gives ine the impression that he is closely 
associated with some of those patriotic employers who regard 
nearly all their emplovés (on pay days) as semi-skilled, and 
themselves as benevolent teachers. Let us, for them sake, 
hope that after the war is over the process of '' unhadging ”’ 
will take a few days, as they otherwise might find their 
staff reduced to a few old hands, without interest or pros- 


pects in life. 
Safely Out. 


FOREIGN AND COLONIAL TARIFFS ON 
| . ELECTRICAL’ GOODS. 


NICARAGUA.—The Board of Trade have received a copy 
of the Niearaguan Law of July "7th which provides for a 


general increase of the Customs duties leviable on goods (with - 


certain exceptions) imported into Nicaragua, by 334 per cent. 
(not 38% per cent. as originally reported by Н.М. Consul at 
Managua—see the ELECTRICAL REVIEW of August 18th). 

The Law, which came into force on the date of publica- 
tion, viz., July 17th), authorises the collection of import 
duties at the rate of 80 cents to the peso of the Tariff, in 
place of 60 cents, as hitherto, the effect being that the duties 
are increased by one-third. This increase is the same for all 
goods, with a few specified exceptions. 


TRANSIT OF GOODS THROUGH FRANCE.—Certain 
amendments have been made in the official statement pub- 
lished on May llth—see the Review of June 9th—giving 
particulars of the arrangements for transit through France 
of goods sent from the United Kingdom to Switzerland, Italy, 
and Spain vid France. Full information on the subject can 
be obtained: from the Commercial Intelligence Branch of the 
Board of Trade. 

SWITZERLAND.—A list of articles in respect of which 
licences for export to Switzerland are only granted if the 
goods are ‘consigned to the Société Suisse de Surveillance 
Economique has been issued by the Contraband Department 


of the Foreign Office. The list includes electrical and allied 


goods as follows :—Accumulators, electric, and accumulator 
plates; batteries, electric and parts; cable, insulated; carbons 
(electric)—carbons for electricity (except electrodes) and car- 
bon brushes for dynamos can be sent under the small parcel 
scheme (see below); copper wares, including carbons for elec- 
tricity containing: copper, and including all metal articles 
containing 10 per cent. or more of copper and its alloys; 
perforated copper plates; copper leaf; copper cables, insulated 
and non-insulated; insulated electric copper wires; copper 
cables with lead sheath, or iron fittings; electrical cables of 
all kinds containing copper; electrical appliances adapted for 
use in war, and their component parts; electrical fire lighters; 
electrical insulated wire cables; electrodes, piles, and com- 
ponent parts; gloves, rubber; electrical machinery, electric 
dynamos, and motors; magnetos and their parts; metal, anti- 
friction; mica, crude or in sheets; mica splittings, ground 
mica and mica wares; rubber, viz., balata, gutta-percha, 
rubber wares, 1ubber-proofed and rubber-mixed goods, and 
rubber preservatives; rubber, vulcanised, in sheets; search- 
lights; shoes, rubber; telegraph and telephone apparatus, 
nee of; telegraph and telephone materials; and wire, insu- 
ated. 

The articles printed in italics are allowed to benet under 
the special scheme for small parcels, i.e., they may be ex- 
ported to Switzerland without an acceptance certificate being 
previously obtained from the S.S.S. Parcels thus exported, 
whether by post or otherwise, must nevertheless be con- 


signed to the S.S.S. for the account of the ultimate con- . 


signee vid the International Postal Parcels Bureau, Pontarlier. 

[It should be noted that articles or substances composed 
wholly or partially of products named in the list must them- 
selves be consigned to the S.S.8.] 


NEW PATENTS APPLIED FOR, 1916, 
„(ЧОТ YET PUBLISHED). 
Compiled expressly for this journal by Messrs. W. P. Тномрѕок & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


13,198. “ Flectrical fuses or cut-outs.” Н. W. Cox. September 18th. 

13,221. '' Method of adapting tungsten, &c. for contacts in maynetos” 
С. A. Кісмох. September 18th. Sue 

2,295. “ Incandescent electric lamps." С. E. J. BRANDT. September 18th 
(France, September 18th, 1915.) zh 

13,237. “ Telephone systems." R. C. M. Hastincs. September 18th. 

13,251. “ Telegraphy." J. S. Witners, К.С. (Cox) September 18th, 

13,2689. * Electrical. signalling." L. W. Austin, L. Cones & С. О. 
Sovigk. September 19ta. . 

13,277. ** Telegraphy." L. W. Austin, L. Coden & С. О. Sour. Sep. 
tember 19th. 

13,279. ‘* Production of electric currents." J. Е. SEPULCHRE. September 
19th. ; ; 

13,294. '' Electric ignition systems employing magneto-electric machines.” 
British THOMson-Houston Co. & А. P. Young. September 19th. 

13,302. * Ignition magnetos.”. L. Bicnos & J. C. Rousset. September 
J9th. (France, September 21st, 1915.) 

13,303. “Transmitting apparatus of  radio-telegraph and radio-telephone 
statiors." Е. G. Simrson., September 19th. 

13,304. “ High-tension electric current collecting and transmitting or con. 
ducting devices." EtTaBLissEMENTS БЕ DioN-DotroN Soc. ANON. September 
l9th. (France, November &th, 1915.) 

12,314. “ Ships’ stokehoid, &c., telegraphic apparatus." AV. CHADBURX AND 
Wa К. Снлозокх. September 20th. 

13,242. '' Electrically depositing metal." Е. H. Jones. September 20th. 

13,343. '' Method of forming metal electrodes used in electric-arc soldering 
апі deposition of metals." Е. H. Jones. September 20th. 

13,366. '' Automatic and semi-automatic telephone systems.” T. M. Іхмах 
ANO Tue RELAY AvroMarIC TELEPHONE Co. September 20th. . 
А 13,383. '' Vacuum tubes," M. O’Gormax & К. WnHiDDINGTON. September 
От. 

13.390. *“ Electric pocket lamps, torches, &c." Е. A.  BeLLow. September 
2lst. 

13,422. * ** Electric lampholders of the Edison screw type." , B. T.H. Со. AND 
A. №. BUNN. September 21У. 

5 13,439. “ Production of electric currents." J. F. SEPULCHRE. September 
lst. : 

13,443. “ Dvnamo-electric machines," Амѕснит2 & Co. September lst. 
(Germany, September 22nd, 1915.) 

13,458. * Electrical warning apparatus." J. Ню. September 22nd. 

13,483. ‘* Storage battery plates.” А. E. Wire (U.S. Light & Heat Cor- 
poration). September 22nd, 

13,486. © Electrically-heated soldering bolt or bit." F. Busaanp & A. E. 
Weovkouse. September 22nd. 

15,487. ‘* Galvanic batteries," J. E. Presion. September 22nd. 

13,488. “ Automatic telephone systems." B. B. JOHNSON. September 2nd. 

13,489. *'' Automatic telephone systems.” L. C. BycGrave, Н. J. HERIK, 
Tus Relay Automatic TELErHONR Co. & Е. M. Warp. September 22nd. 


PUBLISHED SPECIFICATIONS. 


t 


1914. 


24,629. Recucatinc MEANS FOR ELECTRICAL INSTALLATIONS. Soc. Anon. des 
Etatlissements L. Bleriot. December 24th. (December 27th, 1913.) 


1915. 

519. PoLvPHAsE GENERATOR FOR HIGH-FREQUENCY CURRENTS WITH POLYPHASE 
Tunen Spark Gap. L. Rouzet. January 12th. (January 12th, 1914.) 

8,334. DYNAMO-ELECTRIC POWER TRANSMISSION APPARATUS OF THE UNIPOLAR 
Type. M. Breslauer. June 4th. (June 4th, 1914.) ' 

8,451. Printinc TELEGRAPH Systems. A. D. Cardwell. June 7th. 

11,412. SPooLiNG MACHINES SPECIALLY APPLICABLE FOR THE WINDING ОР COILS 
FOR EvecrricaL Apparatus. Walter McGee & Son, Ltd., and A. С. Walls. 
August 7th. (Cognate application, 14,994/15.) 

12,644. Ecvectric Testinc Apparatus. J. C. Crozier & W. С. Wheller. 
September 3rd. — 

12,781. Exvectric Lichtinc or Veunictes. P. F. Smith & У, S. Robinson. 
September 7th. 

12,792. Evectric INCANDESCENT Lamps. British Thomson-Houston Co. 
(General Electric Co., U.S,A.), September 7th. 

12,936. WASHING APPARATUS FOR USE IN CONNECTION WITH SECONDARY 
SroRAGE Batteries. О. Oldham. September 9th. 

12,984. ExectricaL Cookinc ArPAKATUS AND SWITCHGEAR THEREFOR. Е. S. 
Giogan & E. W. B. Burder. September 10th. р 

13,283. Means FOR REGULATING THE OutTPpuT or DyYNAMO-ELECTRICAL 
MACHINES DRIVEN AT VARIABLE SPEEDS, N. Е, Duftv. September 17th. 

15.057. X-ray Apparatus, Е. E. Greville. October 25th. (Addition to 
21,609 /14.) 

15,222. CowBiwED ELECTRIC LamMPHOLDER AND DETACHABLE SHADE SUPPORT. 
G. St. J. Day. October 28th. 

15,497. CowsiNED ELECTRIC Switches AND Рис Covup.incs. J. B. Mclndoe. 
November 2nd. (Cognate application, 6,258/16.) 

16,471. Метнор кок Propuctinc Durable PRIMARY GaLvawic. Batrery CELLS 
WITH Zinc ANODES AND ALKALINE ELEcrROLYTE. J. N. Bronsted & Hellesens, 
H Enke & V. Ludvigsen (firm of). November 22nd. 

16,516. Evectric BarrgRIES. Е. J. Beaumont. November 23rd. 

16,731. PoxraBLE Batrery Lames. С. A. Vandervell. November 26th. 

17,480. CONSTRUCTION OF CORD GRIPHOLDER FOR USE IN CONNECTION WITH 
ELrcrRICAL. Apparatus, G. Markt. December 14th. 


A910. 

The numbers in brackets are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 

419. Swircuic. Devices FOR STARTING INTERNAL-COMBUSTION ENGINES. R. 
Bosch (firm of) January llth, 1915.  [100,017.] | ‚ 

3,758. Масив SwitcHInG TeLepinong Systems. Western Electric Co 
March 19th, 1915. [100,198.] " 

6,044. METHOD OF AND MEANS FOR ASSEMBLING AND UNITING OR CONNECTING 
TOGETHER ACCUMULATOR Prates. А. Allegranza. April 27th, 1916. [101,221.} 

7,258. Catt DISTRIBUTING TELEPHONE Systems. Western Electric Co. May 
23nd, 1915. (100,535.] , 

8211. Printing TELEGRAPH Systems. A. D. Cardwell. June 7th, 1915. 
(Divided application on 8,451/15.) [101,329.] 

8,285. Роктав Е Evectric Licuters ror Gas. R. W. Sanders. 
1916. [101.330.) 
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NATIONAL ELECTRIC POWER SUPPLY. 


On Tuesday last, as though by pre-arrangement, but 
doubtless as the result of pure coincidence, we re- 
ceived a number of documents relating to the reform 


of electricity supply in this country, which must be 


regarded as of the first importance to the industry. 
Particulars will be found elsewhere in this issue of 
the Memorandum which the Joint Committee ap- 
pointed by the Incorporated Municipal Electrical 
Association and the Incorporated Association of 
Electric Power Companies has addressed to elec- 
tricity supply undertakers throughout the country, 
and of the Interim Report of the Committee for the 
Interconnection of Lancashire and Cheshire Elec- 
tricity Supply Systems—the first body to take action 
in the matter; another paper, to which, for want of 
space, we cannot do justice in this issue, and which 
is, therefore, deferred for the moment, is the presi- 
dential address of Mr. R. A. Chattock to the Bir- 
mingham Association of Mechanical Engineers, in 
which the author discusses the present position of. 
the engineering industry, and advocates the erection 
—under compulsion by the Government if necessary 
—of “ super-stations " for the generation of elec- 
trical energy from coal under the most economical 
conditions, : | i 

These several communications clearly prove that 
the -electricity supply industry is now very wide 
awake to the defects of the existing system, or, 
rather, negation of system, on which it is working, 
and is determined to inaugurate a new era as quickly 
as possible. The activity of the Lancashire and 
Cheshire Committee merits the highest commenda- 
tion; with the start gained by its own initiative, and 
the impetus imparted by the energy of its leaders, 
it has already shot ahead, and appears to be well on 
the way to the formation of a provisional Joint 
Board of Control without awaiting the formal ap- 
pointment of a Board on the more leisurely lines of 
a Government Department. The splendid field in 
which it operates—embracing undertakings capi- - 


 talised at over eight millions sterling, generating 


plant rated at 260,918 Kw., and an annual output of 
421 million units—affords magnificent scope for the 
adoption of co-operative methods on the largest. 
scale, and the ecọnomy foreshadowed aş regards the 
consumption of coal alone, a matter of £82,000 a 


= year at 17s. 6d. per ton, but far greater at pre- 


sent export prices, amply justifies the capital outlay 


involved, to say nothing of the 30 per cent. increase 


in effective capacity, and the many other advantages 
presented by the scheme. A feature of the Com- 
mittee's report which is of the first importance is 
the statement that the Treasury will be prepared to 
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find the money necessary for the scheme of inter- 
connection. We note, too, with satisfaction, that 
the inclusion of the power companies in the scheme 


have been appearing in the newspaper Press, and 
all the speeches that have been delivered from public 
platforms, will avail us little unless they lead to 


action. The search for a basis for negotiations has 
occupied many men of eminence in public life dur- 
ing the past few weeks, and we sometimes note with 
feelings of regret that there is a disposition to ask 
for practically a new heaven and a new earth in 
exchange for a truce. We sympathise deeply with 
the demand of Labour for better conditions, but it 
will be a pity. if the prospects of peace and pros- 
perity are spoiled by arguing for more than industry 
has it in its power to give. Some of the things that 
are sought will, we believe, prove to be matters for 
the legislature and the nation as a whole; others it 
will be within the power of industry to confer by 
direct negotiation and agreement with the autho- 
rised delegates of the industrial workers. In order 
that these matters may be exhaustively investigated, 
affording a basis for a reasonable policy in which 
the nation, the industries, and the workers shall 
recognise and carry their. own peculiar responsi- 
bilities, it is necessary that machinery should exist 
capable of handling the problems with intelligence, 
experience, and authority. We therefore extend 
our hearty good wishes to the new department 
which Mr. Arthur Henderson, M.P., the Labour 
Adviser to the Government, has now brought into 
full operation. We gather from a reference thereto 
in the Times that one of Mr. Henderson's prime 
objects is to lay the foundations for a regular and 
definite system of co-operation and communication 
between industry and the Government. This is 
most essential if we are to proceed on sure lines, 
and it is satisfactory to learn that consultative com- 
mittees of employers and trade unionists have 
already been appointed, a separate committee being 
set up to deal with the subject of women's labour. 
There will also be colonial and international com- 
mittees which will assist the Department as may be 
found necessary. One of the great virtues of the 
foregoing arrangement is that the Department will 
give all the interests concerned an opportunity for 


is regarded as essential. We trust that in this signi- 
ficant phrase we see the end of the old-time jealousy 
and distrust with which the municipal authorities 
viewed the activities and advances of the great com- 
panies which, in the face of innumerable obstacles, 
shave laboured to establish their undertakings firmly 
on what often appeared to be barren soil. 

Once more we may draw attention in this connec- 
tion to the crying need for compulsory wayleaves. 
Now that the ruling powers have set their minds on 
the development of connecting links between the ^ 
different districts, surely they will realise the abso- 
lute necessity of providing the facilities required for 
that purpose, as well as for the ordinary develop- 
ment of any supply undertaking. 

Let it not be thought that, because we give pride 
of place to the speedy Northerners, we do not ade- 
quately appraise the value of the important step 
that has been taken by the Joint Committee. Ina 
sense, the work of the latter covers that of the 
former, just as the greater includes the less; the 
joint Committee, in fact, is calling upon all dis- 
tricts to do that which the Lancashire and Cheshire 
districts have already done, and is providing the 
necessary machinery to facilitate the work. The 
Memorandum which it has issued is admirably con- 
ceived, and well backed-up with practical illustra- 
tions of some of the advantages of interconnection. 
Much of what we have said regarding the concrete 
scheme applies equally to the abstract recommenda- 
tions of the Joint Committee, and we heartily wel- 
come the evidence of its activity and practical 
methods of operation. Of the proceedings of the 
allied Committee—that of the Institution of Elec- 


trical Engineers—we have no information as yet, ^ being heard before particular conclusions are arrived 

but we have no doubt that it is making progress at. The industries affected will be able to make 
e | their representations from both the employers’ and 

with its part of the work. ` the workmen’s standpoints whenever material points 
In conclusion, we have one word to say wrtlr 


are at issue. Mr. Henderson and those associated 
regard to the Borough of Eccles. It is stated in 


with him in this very important undertaking are 
the Committee’s interim report that that borough 


anxious to have the co-operation of all sections of 
| : . the industry, and the invitation given through the 

withheld the information required for the purpose 

of the investigation. No reason is given for this 


Press to employers and workpeople alike to submit 
information as to important points of principle to , 
action, or inaction, but the natural inference is that 
Eccles wishes to have nothing to do with the 


which they desire consideration to be given, wi 
doubtless ће accepted. We hope that this is no hap- 
scheme. So much the worse for Eccles—but we do 
not hesitate to say that to oppose a scheme of 


hazard or casual invitation. If it is to meet with 
the response that is necessary it should be brought 
national economy such as this is to strike a blow 
for the Germans. At such a time local interests, 


directly under the attention of atleast all the 
organised bodies that it may concern; probably 
‘even if apparently threatened, should not be placed 
before those of the nation, and we trust that the 


steps have been taken to that end. Given a proper 
co-operation on the part of everybody who is eager 
patriotism of Eccles will yet be manifested by its 
entry into the scheme. 


for the plans of our industrial future to be correctly 
drawn up, the efforts of the new Department, 
assuming that its personnel is rightly chosen, 
should have at hand before long just the very 
material out of which the new basis can be chosen. 
When such a basis has been decided upon, however. 
everything will depend upon the spirit in which all - 
parties enter into the deliberations leading up to 115 
However long the war may last general adoption. The spirit of compromise an 


Industrial it- is important that measures be Sweet reasonableness should. fully poo г 
H ken i d ti :nd parties, so that we may avoid the abominable waste 
armony. taken in good time to secure indus- of dissipating energies which industrial strife would 


trial harmony after Peace is de- 


bring if Peace within our borders were broken when 
clared. All the articles and correspondence that 


Peace between the nations returned. Utopian 


eGo (a ENS 
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dreams Of Labour will be as out of place as will the 
old obdurate spirit of ап unbending Capitalism. 
All things will have to be subject to searching 
analysis which economic conditions and actual prac- 
ticalities will inevitably impose, but there will also 
have to be applied a considerable share of sympathy 
and regard for fair dealing toward the worker, who 
will require to give efficient service in exchange for 
adequate compensation. The difficulties are great, 
but, given a continuance of the present atmosphere, 
they should not be overwhelming. Again, we wish 
success to the new Department, for its work is really 
the beginning of a national effort toward securing 
industrial harmony—perhaps by settling the terms 
upon which a truce for a period of years may be 
arranged. We are not concerned so much with 
whether that truce shall be for three or for five 
years; all that is necessary is for it to be sufficiently 


lengthy for us to see what the new world conditions 


during the period of readjustment are going to be 
and to bring, and what the actual effects of the truce 
itself will be upon our industries, our workpeople, 
and our national life,-as well as what will be the 
consequences of those effects upon our ‘relations 
n our Colonies, our Allies, and the world at 
arge. 


4 
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THERE has been a deadlock T 


Pig Lead. trading on the Metal Exchange for 


some weeks past. The slackness of 
business in the open market, indeed, has been such 
that the transactions arranged could almost be 
counted on the fingers of one hand. Official quota- 
tions practically throughout have been nominal, and 
though showing hardly any alteration, there is no 
mistaking the fact that consumers have experienced 
considerable difficulty in covering their needs in one 
direction or another. For one thing, early delivery 
has been hard to secure, as testified by the compara- 
tively high prices which have been paid privately by 
consumers, up to about £32. Complaints have been 
frequently heard of from consumers in that respect, 
who should bear in mind, however, that the Metal 


Exchange official quotations cover only shipments - 


in the current and next two months. There can 
be no free market under present conditions, while 
the situation is more than ever under the control 
of the authorities. Operators are, in any case, 
under restraint inasmuch as persistent efforts are 
understood to be made to keep down prices. There 
is probably not much metal coming in that is_not 
earmarked for special requirements, and holders of 
uncontrolled lead have doubtless no difficulty in 
finding buyers privately practically on their own 
terms, regardless of the official prices. This state of 
affairs is not unlikely to continue until a better sup- 
ply comes to market. Meanwhile, it is generally 
recognised that the position is tight, and that any 
important relief can hardly be brought about unless 
metal from controlled sources comes out. As to 
whether this will be realised shortly remains to be 
seen. There is a confident hope that a change to- 
wards easier or more comfortable conditions can- 
not be delayed much further. 

Ordinary manufacturing needs in this country are 
Probably comparatively small, but there is doubtless 
а constant big outlet in other directions, so that cur- 
rent output is being rapidly absorbed. It had been 
hoped for some time past that American lead would 
again come on offer on this side, but there is as yet 
no sign of this, for the price quoted in New York 
is still at a figure the equivalent of. which repre- 
sents many pounds a ton over London parity. The 

‚ Market there is apparently under strong control, 
the Trust showing no indication of undercutting 


outside producers for the present: The margin there 
for export is at present small, while the domestic 
outlet has undoubtedly increased. The output, 
nevertheless, is heavy, and it is quite on the cards 
that prices in America will eventually be lowered to 
a less éxtravagant level, and possibly result in a 
renewal of shipments to this country. Spanish lead 
is coming in in rather limited quantities, due to the 
continued heavy tonnage sent direct from: Spain to 
France, the total thus dispatched for the first seven 
months of this year being 38,324 tons, as compared 
with 17,594 tons in 1915. The total imports by 
France for that period represented 46,509 tons, 
against 31,684 tons in the previous year. It is 
utterly impossible to form an idea of the statistical 
position in this country so long as returns of the 
tonnages coming in are incomplete, and chiefly 
represent metal which is not under control. In the 
absence of offers.in the open market, buyers have 
lately come to the conclusion that it is almost use- 
less to bid for supplies, which tends to keep prices 
down. 


AT a time when the prices of coal 

Hydro-Electric in France have reached a very high 
‘Works in . level, special interest attaches to the 
France. development of the hydro-electric 
works in thab.country, particularly 

as the consumption of coal annually increases in a 
greater proportion than the native production. 
Unless, therefore, a new and extensive coal basin 1s 
discovered—which is considered to be improbable 
—France will always be largely dependent upon 
supplies of foreign coal, aided by the use of the 
existing water powers. Fortunately, progress in ` 
the latter direction is being made, as is indicated by 
the information recently published by M. Lévy- 
Salvador, chief of the technical service of the 
Department of Agricultural Hydraulics at the Minis- 
try of Agriculture. According to a census taken 
in regard to the situation at the end of 1915, the 
power utilised in the French Alps alone amounted 
to 738,000 H.P., and was divided.among the follow- 
ing industries : —- | 


Industries. ‘Horse-power Percentage 


installed. of the total. 

Lighting and power we 291,000 40. 

Metallurgy ... 255,000 | 34 

Electrochemistry ... 147,000 20 

Traction | - 16,000 | 2 

Saw and paper mills | 23,000 2 
Various, (chalk, cement, weaving | 

mills, &c.) oe T .. 6,000 | E 

. Total ... 788,000 99 


The great development which has taken place in 
the course of years is shown by a comparison of the 
preceding total н.р. with the state of affairs at the 
close of 1910, when the н.р. installed only reached 
4731000. The number of works has grown in the 
same period from 126 to 205, those of a capacity 
exceeding 10,000 H.P. having risen from 13 to 28. 
Included in the increase is also a number of stations 
of an individual capacity of less than 500 H.P., these 
being mostly used for local lighting purposes and 
in connection with ironworks, textile mills, cement 
works, and paper mills. Apart from the works 


already in operation, many important schemes are 


at present either in course of being carried out or 
under consideration. The demand for the supply 
of energy is increasing to such an extent that the 


distribution companies are quite unable to meet it, 


and they are preoccupied with the question of draw- 
ing upon further water powers to cope with the 
requirements, whilst at the same time many manu- 
facturers are also seeking locations for the erection 
of generating plant so as to overcome the difficulties 
incidental to the high prices of coal. 


- 
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THE EMPLOYMENT OF DISABLED SAILORS 
AND SOLDIERS. 


WE recently described (ELEC. Rev., August 4th, 1916) 
the excellent work that is being done, under the egis of 
the Institution of Electrical Engineers, by the Northampton 
Polytechnic Institute towards the training of disabled 
fighting men for employment in electricity supply under- 
takings. We are glad to draw attention in this connection 
to the admirable arrangements which have been made at 
Queen Mary's Convalescent Auxiliary „Hospitals at Roe- 


MOTOR AND LATHE Room. 


hampton, with similar ends in view. In this case, the men 
enter the. hospital primarily for the purpose of being 
provided with artificial limbs, and as the ‘process of fitting 
and testing these appliances occupies two or three weeks, 
advantage is taken of their presence to impart to them 
the rudiments of various trades, such as the installation 
and саге iof electric lamps, motors, bells, telephones, &c., 
the” management of 
motor-car mechanism, 
wood working and 
cabinet-making, fancy 
leather work, basket 
making, and commer- 
cial occupations such 
as book-keeping, short- 
hand, and typewriting. 
By the courtesy of Mr. 
J. M. Andrew, super- 
intendent of the de- 
partment, we мете 
recently enabled to pay 
a visit to the work- 
shops, the technical side 
of which has been or- 
ganised by Major Robt. 
Mitchell, Director of 
Education at the Poly- 
technic, Regent Street. 
The cost of the build- 
ings and the original 
equipment жав de- 
frayed by Lady Wan- 


tumbler switches) and fuses, used wire and cable, lengths - 
of conduit and' fittings, bells and telephones, are accept- 


. gble, for reasons which will be obvious later; but the 


most pressing requirement is a small generating set con- 
sisting of an oil engine and dynamo for country-house 
lighting, up to 5 н.р. We may point out that the loan of 
such a set for the duration of the war would serve the 
purpose quite as well as the gift, and we can assure an 
reader who is willing to assist in this way that he will thus 
confer a great benefit upon many of those men whom we 
can never adequately repay for their sacrifice. 

The workshops are situated in a range of substantial huts 
at the rear of the hospital, in pleasant surroundings, and, at 
present, provide accommodation for about 100 men ; exten- 
sions are being added as circumstances allow. The men, 
whose attendance is entirely voluntary, and who select a 
trade to suit their own inclinations, normally attend from 
9.80 to 12.15 daily; they may also spend the afternoon 
from 1.30 to 3.45 in the shops if they like, and many take 
advantage of the opportunity. It is interesting to note 
that electrical work is very popular, some 25 per cent. of the 
men who attend the workshops going in for it. "The work 
is somewhat interrupted by the requirement that men newly 
fitted with artificial limbs shall parade for inspection at 
11 a.m., but, as this is the main reason for their presence 
at the hospital, no complaint can be made on this score. 

All the shops containing machinery are provided with 
electric motive power from the electrical shop, which affords 
opportunities for the care and management of motors to be 
studied ; in the carpenter's shop there are power lathes and 
saws, and in the motor shop a complete chassis is driven by 
a small motor, this having been found an excellent method 
of demonstrating the working of the engine and geariug. 

In theelectrical workshop a motor supplied with alternating 
current from the Darnes public mains drives, through 
belting and countershaft, a direct-current generator, which 
supplies current for power and lighting to the work- 
shops; this plant is, of course, a valuable item from 
the educational point of view. The men work in small 
groups, and receive personal tuition from the instructors. 
First they spend a few days on bells, indicators, burglar 
alarms, &c., making all the usual connections; then 
they connect up three lampholders with single, two-way 
and intermediate switches, on the bench, and after- 


tage, and a good deal of A INTERIOR OF ELECTRICAL WORKSHOP. 


additional equipment | 

has been provided by manufacturers, but there is still 
need of more apparatus, especially in the electrical section. 
New and saleable apparatus is not essential ; there must: 
be hundreds of old and neglected instruments, machines, 
tools, &c., lying about the premises of manufacturers 
and contractors, a few of which would be most heartily 
welcomed by the of the electrical workshops, who would 
repair them and put them to good use. All kinds of 
accessories such as small switches (especially two-way 


wards do this in tubing—which they find a much mo 
difficult task. A three-light fitting with loop-in Wires 
and two switches is the next exercise, after which, on 
the demonstration boards seen in our illustrations, they 
connect up six circuits, all different, with two bus- a 
ammeter and voltmeter; the circuits include a circll 
breaker, р.р. switch and fuses, а wall socket, &С., an’ " 
pressure of 100 volts is finally applied to the installa 
sometimes with interesting, if unexpected, results. 


т 
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circuits wired оп ће wall in tubing are dismantled апа 
completely re-erected ; the. main switchboard was fitted 
up by the men; simple jobs in the lathe and soldering are 
taught ; а small armature is taken apart and rewound ; 
‘telephone connections are studied—wisely deferred towards 
the end of the course—and all the usual connections 
are made for simple circuits. Later on, a set of 
three interphones will be introduced into the course, 
and some ideas about alternating currents also will be 
inculcated. Excellent wiring diagrams have been pre- 
pared by the instructors, and we must congratulate 
them upon the skill and assiduity with which they have 
devised, and are carrying out, an admirable system of 
tuition. 

Many of the men go on for further instruction to the 
Regent Street Polytechnic, where they are given free 
tuition ; assistance towards their maintenance is provided 
from private sources, pending arrangements by the London 
War Pensions Committee. At the Polytethnic they 
are instructed in the management of the bioscope, an 
occupation which is obviously admirably suited to their 
circumstances. | | 

It is interesting to observe that of the total 
number of disabled men passing through the hospital, 
about 50 per cent. are able to return to the 
posts they occupied before enlisting; 25 per cent. are 
trained and provided 
with employment at 
Roehampton, and 
ihe remainder are 
passed on to the care 
of local committees in 
their own districts. 

Men partially 
trained as wiremen are 
rapidly taken up, and 
are paid 32s. 6d. a 
week, plus food. Mr. 
Isidore Salmon is 
specially mentioned in 
this connection, as 
working hard to place 
the men, and taking 
many of them in his 
own business. Certifi- 
cates are awarded to 
those who attend the 
workshops regularly, 
stating the number of 
hours during which 
- they have received 
"instruction. Every 
effort is made to assist 
the men to obtain 
satisfactory employ- 
ment, and to settle 
their personal affairs, 
and the work that is being done by the Hospital 
appears to us to be worthy of the most cordial 
commendation and support. 


P d 


NATIONAL ELECTRIC POWER SUPPLY. 


Interconnection of Generating Stations. 


THE JOINT CouxMITTEE'S MEMORANDUM. 


WE have received from the Hon. Secretaries of the Joint 
Committee appointed: by the Incorporated Municipal Elec- 
trical Association and the Incorporated Association of 
Electric Power Companies to consider the question of the 
lnking-ap of electricity supply undertakings, а copy of а 
Memorandum which has been sent to the various town 
clerks and engineers of municipal supply undertakings, and 


to the secretaries and engineers of company supply under- 
takings, together with a letter suggesting that the addressee 
should attend a general meeting of all the undertakings 
situated in the group or area in which it is suggested that 
that particular undertaking should be included, with a 
view to discussing the Memorandum and appointing а local . 
Committee as indicated therein. | 

The problems to be considered by the local Committees 
include :— 

1. The consideration of the areas shown on the accompany- 


ing map with & view to their better division if considered 
desirable; 


2. The best methods of inter-linking the existing generatin 
stations with a view to their more economical operation, an 
to the better security of the supply; 


3. The best means of providing the capital required for the 
plant and mains that are necessary, and for the equitable 
allocation of the same; . 


4. The best methods of payment between undertakings for 
any current supplied or interchanged; 


m Any special local arrangements that are considered desir- 
able. 
The Memorandum, after referring to the importance to the 


electric supply industry of the Board of Trade circular letter 
of May 25th, 1916, and to the forming of the Joint Com 
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VIEW IN ELECTRICAL WORKSHOP, SHOWING DEMONSTRATION BOARDS. 


mittee to consider the question of linking-up in all its aspects, 
states that the importance of linking-up several large sta- 
tions, and equally of linking-up large stations with small ones, 
where such linking-up^can be carried out without’ undue 
capital expenditure, is now becoming more generally realised. 
.The Joint Committee has arrived at the UE. conclu- 
sions with regard to the suggestion contained in the Board of 
Trade letter:— | 


1. That linking-up is important for the purposes of saving 
fuel, saving labour and increasing the security of supply, and, 
in the future, making for economy of capital. 


2. That the question of linking-up should be considered 
broadly from the national point of view, and having in mind 
not only the saving of fuel but the interests of consumers in 
obtaining a cheap supply of electricity for all purposes. 


3. That while the generation of electricity as distinct from 
its distribution must be considered broadly and irrespective 
of the present areas of electricity supply undertakings, clearl 
all existing rights must be respected and existing areas пш 
not be interfered with as regards distribution. 


4. That the linking-up of many existing stations could be 
carried out immediately without further legislation. 


5. That in order to arrive at a better understanding of the 
probleni, committees of engineers representative of local elec- 
tricity supply interests should be appointed in various parts 
of the country. 
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To facilitate the formation and work of the local committees- 


the accompanying map has been prepared showing a provi- 
sional sub-division of the country into areas, büt if local 
oes (known better to engineers) in any area make 
t desirable to alter the definition of these areas, it is, of 
course, open to them to suggest any such alteration. 

A local committee has already commenced work in the 
Lancashire area, and the schedule appended shows the infor- 
mation that the committee decided to obtain. . 

If the local committees will communicate from time to time 
to the Joint Committee the results of their labours, the 
experience gained by each local committee can be made avail- 
able for the use of all, and the Joint Committee is prepared 
to assist in every possible way. ` 

An Appendix “ A” gives two examples showing advantages 
which in practice have been realised by linking-up, and an 
Appendix “‘ B ” contains a diagram and description illustrating 
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INDUSTRIAL AREAS SHADED, 


an arrangement likely to be found applicable to many actual 
cases. i 

The Memorandum is signed by the following :—Messrs. J. 
H. Bowden, W. A. Chamen (Chairman), R. A. Chattock, J.S. 
Highfield, W. W. Lackie, Charles H. Merz, S. L. Pearce, 
Thos. Roles, D. А. Starr, W. B. Woodhouse; Hon. Secre- 
taries, H. Faraday Proctor, The Exchange, Bristol; A. de 
Turckheim, Caxton House, Westminster, S.W. 

An explanatory note attached to the’ Memorandum states 
that the first public distribution of electricity was carried out 
by companies working under Provisional Orders granted 
under the Electric Lighting Acts, 1882 and 1888. Under these 
Acts their plant and mains are subject to compulsory ‘pur- 
chase after 42 years from the date of the Order, and thereafter 
after күш. periòds of 10 years. _ 

The practicability of the business having been proved, many 
municipal corporations entered the field, supplying in their 
municipal areas under Provisional Orders, and in other cases 
they bought up the undertakings of local companies under 
agreement or arbitration. 
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Since the year 1900 several companies have been authorised 
to supply electricity under Special Power Acts, their areas 
covering the greater part of the industrial districts of the 
country, and these undertakings are not subject to compul- 
sory, purchase. | 

These three groups provide all the public electric supply in: 
the country, but there are still various tramway und Ings, 
railway companies, and other industrial concerns providing 
their own electric supply from independent power stations. 

Sufficient time has elapsed, and sufficient experience is 
available, to show the defects of the original legislation. 
Experience has shown that the comparatively small areas of 
the companies and local authorities working under Provi- 
sional Orders are, in many cases, insufficient to enable advan. 
tage to be taken of modern improvements in plant. It is 
also evident that the liability to compulsory purchase кро! 
upon the undertakings of companies working under Frovi- 
f sional Orders has restricted enterprise 
and retarded the development of elec- 
tricity supply. Since some of the com- 
panies operate in very important dis- 
tricts, immediate measures should be 
adopted to deal with this diffculty. 

One of the most important problems, 
both át the present time and in the 
future, is the better utilisation of our 
coal supplies. An extension of this 
problem consists in utilising the coal in 
such a way as to avoid the waste of 
its valuable constituents and by-pro- 
ducts. This object can be attained in 
a very satisfactory way only by treat- 
ing the coal at central points on a large 
scale. Electricity offers by far the most 
economical and convenient method of 
distributing the power from these centres. 

The following is the schedule of 
information desired by the Lanca- 
| | shire Local Committee: —(1) Name 
Ps ғ of authority; (2) area of supply; 

(3) system of generation and transmis- 

sion; (4) voltage of generation and 

transmission; (5) periodicity of system; 

(6) capacity and type of generating plant | 
. installed; (7) total plant capacity in Kw. 

installed, (a) A.c., (b) c.c.; (8) capacity 

of boiler plant installed, expressed in 

KW.; (9) coincident maximum load on 

system in kw. 1915-16, (a) generated, 

(b) purchased; (10) expected coincident 

maximum load in xw. 1916-17, (a) 

generated, (b) purchased; (11) effective 

generating plant capacity in KW. when 
plant: on order is completed, giving date 
of latter; (12) facilities for future ex- 
tensions on existing site; (13) contem- 

plated extensions on new site; (14) 

maximum Sunday load in Kw., (а) in 

winter, (b) in summer; (15) total Kw.- 
hours for last completed financial year, 

(a) generated, (Б) purchased; (16) 

general remarks. ` 

Appendix ''A."—(Actual Results of 
I.—Two. power stations, 
each carrying about 7,000 kw. of load, 
were linked up at a cost of £3,000, 
the link having a capacity of 3,000 to 
4,000 Kw. . 

By shutting down one station each . 
night (19 midnight to 6 a.m.) and week- 
ends (from noon Saturday to 6 a.m. 
Monday): (1) The plant load factor at 
each station has been increased from 
67 to 72 per cent; (2) the total saving of 
. coal per annum in both stations has 

been 2,000 tons, and it is anticipated 
| that this saving will be increased to 
8,000 tons. | 

| IL.—A power station having a maxi- 
mum load of 2,000 kw. was linked up with another power 
station having à maximum load of 15,000 Kw. 

(1) During the second year of working ''linked up," the 
coal consumption of the smaller station was reduced by 24 lb. 
of coal per unit on all units generated by that station; (2) 
the combined saving of coal, due to interchange of current, 
in the second year of working, amounted to 5,500 tons.  . 

In addition to the saving of coal, linking-up has resulted in - 
the following further advantages:—(1) Greater security of. 
supply, (2) reduction in the number of shifts run and wages 
paid, (3) reduced maintenance charges due to fewer plant 
hours run, (4) facility for carrying out repairs when stations 
are shut down, (5) a saving in future capital expenditure 
owing to reduced amount of stand-by plant and the use of 
larger generating sets. ' 

Appendiz ‘‘ B.’’—(Linking-up Proposal) A power station 
(A) having а maximum load of 3,000 kw. links up with an- 
other power station (B) having a maximum load of 20,000 xw. 

(A) runs for 8 hours (one shift) a day only (and possibly 
not at all on Sundays), (B) taking the load during the re- 
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maining 16 hours. During the 8 hours when (A) is running, 

which would include (A’s) peak load, (B) would transfer to 

(A) sufficient load to keep (A) at a uniform load of 2,800 Kw. 
except at the hours when (A's) own load is 2,800 kw. and 
over. Such a division of load would result in maintaining 
(A's) output at 54 million units while increasing his plant 
load factor threefold, (B’s) load factor remaining unaltered, 
while the units delivered from (A) to (B) during the 8 hours 
when (A) is running would be returned by (B) to (A) during 
the remaining 16 hours. 

Advantages.—(1) Fuel saved; because (A’s) load is always 
sufficient to enable all machines running to be run at most 
economical load, and (B) gets a better load during the slack 
hours. A saving of 1 lb. of coal per unit on 53 million units 
is equivalent to 2,500 tons per annum, or, at present prices, 
say, £1,500 to £3,000, depending upon the locality. 

(2) Wages saved; because (A) works one shift instead of 
three, thereby saving more than half his wages bill and 
reducing his maintenance charges (because of fewer plant 
hours). 
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It will be seen that such arrangement would not only result 
in a saving to the nation of 2,500 tons of coal per annum, 
but a saving to the two electric supply undertakings of, say, 
£3,000 per annum, including wages, &c., which would give 
a return of 10 per cent. even if it cost £30,000 to connect up. 


LANCASHIRE AND CHESHIRE SCHEME. 


In connection with the same subject, we have received 

from Mr. J. A. Robertson, hon. secretary of the Committee 
for the Interconnection of Lancashire and Cheshire Elec- 
tricity Supply Systems, a copy of the Interim Report of the 
Committee, which forms very interesting reading. It is 
dated September, 1916, and after discussing the question of 
economy and the needs of the existing situation generally, 
details the proceedings of the Committee since its inception 
on May 9th, 1916. Various recommendations are made 
with a view to co-ordinating the electrical supplies in the 
districts concerned, and in a number of appendices a mass 
of data and statistics is set forth. We reproduce on page 400 
а map which accompanies the report, showing the generating 
stitions, existing E.H.T. mains, and proposed new mains in 
the areas included in the scheme. It is interesting to note 
that the economy anticipated in coal consumption alone, as 
the result of interconnection of the generating stations, is 
estimated at £82,000 per annum at 17s. 6d. per ton. 

_ The report, after drawing attention to the necessity for conserv- 

ing the nation’s resources and increasing its producing capacity 

during and after the war, which has made the subject of electricity 
supply one of vital and immediate importance, states that it does 
not profess to deal with questions of general policy, nor does it 
advocate any comprehensive scheme of centralisation. Its object is 
rather to indicate the means which can be adopted at once for 


utilising existing facilities to the fullest extent, so as to meet the 


present abnormal conditions, and to prepare for the situation which 
Will arise after the war. 


Certain conditions arising out of the war have an important 
bearing on the question :— | 

(a) The restrictions imposed by the Government on capital 
expenditure, and the consequent postponement or abandonment of . 

extensions to existing supply undertakings. 

(h) The increased price of fuel and other materials, and the 
scarcity and high price of labour. 

(е) The increased adoption of electricity for power purposes, and 
the necessity for cheapening its production to meet industrial 
requirements after the war. 

To cope with these conditions, the Committee has drawn up & 
scheme for the interconnection of existing electrical undertakings 
in certain districts in Lancashire and Cheshire, as & result of 
which it is believed that the following immediate benefits will be 
derived :— 

(a) The supply from existing stations could be greatly increased, 
as the generating stations in each district would to a considerable : 
extent act as a reserve or stand-by to each other, thus reducing the 
amount of reserve plant which has to be kept in readiness in each 
station in case of emergency. It is estimated that if the generating 
systems in the areas under review were interconnected the aggre- 
gate maximum demand on the whole system could, under normal 
working conditions, be increased by 30 per cent. 

(^) The risk of interruption to supply would be materially 
diminished in the event of an accident occurring to the plant in one 
station, as the supply could be maintained from one or more 
stations in the same district. | 

(е) By making the fullest use of the efficient plant on each 
system, and only running the less efficient plant at times of heavy 
demand, a considerable saving could be effected in fuel, and to a 
lesser degree in wages, repairs, and other items of expenditure. 

(d) A number of the generating stations in each district could 
be shut down at week-ends, and at times of light load, thus 
improving the general efficiency of the system, and permitting - 
necessary repairs and overhauling of plant to be carried out with 
convenience and economy. 

(е) The interconnection of electrical undertakings by reducing 
the amount of stand-by plant would greatly conduce to economy of 
capital expenditure in future. 

The Committee was formed on May 9th, some weeks before the 
Board of Trade circular on interconnection was issued, held its 
first meeting on May 16th, 1916, and decided to consider the 
problem in the first place from its engineering aspect. For the 
purpose of the scheme the undertakings in the area were divided 
into six groups, namely :— 

А GROUP А. 


Altrincham Electric Supply Co. ; Eccles Corporation ; Lancashire 
and Yorkshire Railway ; Middleton, Manchester, and Salford Cor- 
porations; Sale and Stretford U.D.C.’s; Stockport Corporation ; 
Trafford Power and Light Supply, Ltd. | 


GROUP B. | 


Bolton and Bury Corporations ; Heywood U.D.C.; Laneashire 
Electric Power Co. (Radcliffe); Leigh Corporation ; Radcliffe 
U.D.C.: Rochdale Corporation ; South Lancashire Tramways Co. 
(Atherton) ; Wigan Corporation. 


GROUP C. 


Ashton-under-Lyne Corporation ; Glossop Supply Co. ; Oldham 
Corporation ; Stalybridge, Hyde, &c. (joint board). 


GROUP D. 


Accrington, Blackburn, Burnley, Colne, Darwen, and Nelson 
Corporations: Preston Corporation Tramways; Preston Electric 
Light Co. ; Rawtenstall Corporation. | 


GROUP E. 


Birkdale and District Electric Supply Co.; Birkenhead and 
Bootle Corporations; Hoylake and West Kirby U.D.C.; L. & Y. 
Railway (Formby) ; Liverpool Corporation ; Liverpool and District 
Co.: Liverpool Overhead Railway Co.; Mersey Railway Co.; 
Mersey Power Co. (Runcorn); Ormskirk (Company); Prescot and 
District Lighting Co.; St. Helens, Southport, Wallasey, and 
Warrington Corporations. 

GROUP F. 


Alderley and Wilmslow Electric Supply Co., Ltd.; Crewe and 
Chester Corporations ; Macclesfield Electricity Co., Ltd. ; Northwich 
Electric Supply Co. | І 

A technical census of these undertakings has been made, and the 
results are tabulated in an appendix. The mapon page 400 shows 
the position of the generating stations, and the extent to which 
extra-high-pressure mains have already been laid in the area of 
supply. under consideration. 

At an early stage in the proceedings the Committee came to 
the conclusion that no useful purpose would be served by the inclu- 
sion of the five undertakings of Group F, and consequently these 
have been dropped out of the scheme. | 

Extra-high-pressure mains have been laid to a much greater 
extent in the districts included in Groups A, B, and C than in the 
others, and a scheme for interconnecting the undertakings within 
these groups could be carried out at a comparatively small cost and 
with little delay. The majority of the undertakings included in 
Group D can also be conveniently linked up with each other, but 
the interconnecting of this group with Groups A, B, and C is not 
provided for at present. The district within which the under- 
takings included in Group E are situated is a very wide one, and to 
interconnect all these undertakings at the present time would 
entail a capital expenditure out of proportion to the realisable 
savings. This does not, however, rule out the possibility of 
adjacent undertakings in this district linking up by mutual 
agreement. 
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The Committee, after careful consideration. therefore, has 
decided forthe present to confine ita proposals to the four Groups, 
A. B, C, and D, comprising 32 undertakings. In Group A, the 
cost of linking up Sale and Altrincham with the other under- 
takings in the Group could not be justified at present, and this 
also applies to the two Preston undertakings in Group D. There 
remain, therefore, 28 undertakings, which include the Lancashire 
and Yorkshire Railway Co.'s 25-cycle system and the undertaking 
of the borough of Eccles. The Committee makes no proposals for 
dealing with these two undertakings in this report, the first 
named on the ground of expenditure involved, and the last 
named on account of the necessary information being withheld. 
Of the remaining 26 undertakings, the majority are operating 
on the three-phase alternating-current supply system, with 6,000 
volts as the pressure of generation and transmission, and 50 periods 
as the frequency of the system. 

Six appendices give information regarding the undertakings 
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included the following 
heads :— 

Capital expenditure and plant capacity. 

Units generated and coal consumption. 

The estimated capital expenditure involved. 

New mains and transformers to be provided for interconnecting 
purposes. 

Principal features of the returns from the undertakings. 

Lancashire and Cheshire Electricity Supply Systems—tabulation 
of technical data. 

The estimates in. Appendix 3 are based on the abnormal prices 
now ruling for materials, and, with one or two exceptions, allow a 
section of not less than 0°15 aq. in. of copper oh all new mains, and 
sufficient capacity of transforming plant to enable any undertaking 
to receive not less than 3,000 Kw. from the adjacent undertakings 
with which it is connected. 

Interconnected stations would enter into arrangements to give, 
receive or exchange electrical supplies for one or more of the 
following objects :— н 

(а) For the purposes of economy only—i.e., to avoid the in- 
efficient running of plant or to facilitate the shutting-down of 
stations during the week-ends, at night, and at all other times of 
light loads. | 


in Groups А, В, С, and Р, under 


HAwSBOTTO 


(b) For stand-by purposes, i.e., for emergencies. 

(c) For bulk supplies, i.e., in саве of a shortage of plant or for 
economica] reasons. 

The Committee, after careful consideration, has come to the con- 
clusion that if the undertakings in Groups A, В, C, and D are 
interconnected, the average coal consumption per unit generated. 
viz., 3°24 1b., can be reduced by not less than `5 lb. of coal per unit. 
With coal at 17s. 6d. per ton, this reduction represents an annual 
saving on the present output of the undertakings of about #89 ооо, 

Having arrived at these preliminary conclusions, the Committee 
considered it desirable to ascertain more definitely the views of the 
Government departmenta concerned on this question, and after 


- correspondence, a deputation consisting of Mr. Pearce, Mr. Purrett. 


Mr. Welbourn, Mr. Robertson, Mr. Watson, and Mr. Wheelwright. 
on July 13th, was received by representatives of the Board of 
Trade, the Local Government Board, and the Treasury. 

The deputation, in the first place, fully explained the steps that 
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had been taken, and advanced the view that. as the whole scheme was 
part of a national effort to effect economies, and as the return 
on the outlay involved was so substantial, the Government might 
favourably consider the question of providing the necessary capital 
to effect the interconnection proposals on such terms аз wO 
prove a strong ‘inducement to the several parties interested to pro- 
ceed with the scheme. А representative from the Treasury 58! 
he wa: authorised to say that the Treasury would favourably con- 
sider the expenditure of moneys required for the scheme. provide 
that the Local Government Board and the Board of Trade were satis- 
fied with the proposals which might hereafter be submitted to them. 

With regard to the coal saving, a representative of the Boar of 
Trade pointed out that, viewed from the national standpoint. the 
annual saving to the country would be substantially greater than 
the sum of £82,000 estimated by the Committee, as the present- 
day export value of coal was 45s. to 503. per ton. 

Considerable discussion ensued with regard to the procedure 
which would be necessary to give effect to the Committee 5 
proposals. nt 

The deputation considered that powers should be given toad oa 
Committee or Joint Board, with a view to co-ordinating the electric 
supplies in the various districts on the following lines:— |, { 

(a) To raise capital from time to time for the provision 0 
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linking-up mains, transformers, and such other works as may be 
required for interconnecting purposes, and to allocate all expendi- 
ture on the joint scheme on an equitable basis between the under- 
takings participating in the joint scheme. 

(b) To adjust the running hours of the existing generating 
stations in such a way that the maximum fuel saving might be 
effected. This would entail the shutting-down of certain stations 
during the night or week-ends, or at times of light lead, the 
supply being furnished by the stations possessing the more 
economical plant. 

(е) To lay down general rules for determining the charges to be 
made for :— 

= 1. Reciprocal supplies. 
2, Stand-by supplies. 
3. Bulk supplies, 


(d) To act in an advisory capacity in regard to future extensions 
of plant ; that isto say, to recommend where such extensions could 
be carried out to the greatest advantage. | 

re) To appoint from time to time such officials as may be neces- 
sary to act in an advisory capacity to the Board, and to carry out 
the instructions of the Board, under powers which may hereafter 
be conferred by the Government. | 

The representatives of the Government Departments recognised 
that some measure of control should be vested iu such a Joint 
Committee if the best results were to be obtained from the 
echeme. 

As a result of its investigation the Committee is satisfied that 
very substantial economies can be effected by the interconnection 
of the various electrical undertakings comprised in Groups A, B. C, 
and D, as indicated above. 

(a) In order to bring the scheme before the local authorities and 
others concerned, the Committee recommends that a conference 
should be held at an early date of all the statutory supply autho- 
rities included in Groups A, B, C, and D. Such conference to be 
presided over by a Government official. | 

(b, That, subject to general approval being given to the scheme 
by the authorities concerned, an application should be made to the 
Board of Trade to set up a Joint Committee or Board. under 
Section 8 of the Electric Lighting Act, 1909, with general powers 
on the lines recommended in the report, and with the addition 
of further powers, if required, to enable agreements to be entered 
into with the power companies, whose inclusion in the scheme is 
regarded as essential. 

fe) That. pending the appointment of such a Joint Committee 
or Board, undertakings favourably situated may enter into 
voluntary arrangements for joint working. Provided that where 
existing works or works to be laid down for the purpose of inter- 
connecting are suitable and sufficient to form part of the whole 
co-ordinated scheme at a later date, the capital expenditure on such 
works, or the annual charges on same, shall be recoverable from 
the Joint Committee or Board. 

(d з In order to ensure that any local scheme for interconnecting 
shall be carried out in such a way as to conform with the require- 
ments of the scheme as a whole, the Committee recommends that 
if the proposals contained in this report are adopted. the local 
authorities interested should temporarily appoint a Joint Com- 
mittee. to which all proposals for the provision of mains or other 
interconnecting works shall be submitted for approval or otherwise 
before such works are commenced. 

The report is signed on behalf of the Committee by Mr. S. L. 
Pearce (chairman) and Mr. J. A. Robertson (hon. secretary). 

The estimated expenditure is as follows : — 


(1) Estimate of cost to interconnect existing 
systems in Group А... is bs ves 
(2) Estimate of cost to interconnect existing 
systems in Group В... ids фе — 31,375 
(3) Estimate of cost to interconnect existing. 


£583,830 


systems in Group C ... m ТР әз 23.900 

(4) Estimate of cost to interconnect Group А 
with Group B and Group C ss iu 83.783 

(5) Estimate of cost to intereonnect existing 
systems in Group D... is bus es 83.500 
Total - vee TT Vus e. £281,397 


The new mains required average 22.000 yards per group, ranging 
from 8,800 to 48.400 yards ; with 20,680 yards for interconnecting 
the groupe, the aggregate length is 109,550 yards, or about 624 
miles. The total capital expenditure and other details regarding 
the groups are given below : — 


Generating Boiler Coal 
ü T plant plant consumed 
| /'apita capacity, capacity, r unit 
Group. outlay. KW. ei rens Ib. | 
А ... £4,383.748 ` 131,968 123.680 2°95 
B 2,112,015 65.636 58.900 360 
Ge dy 895,728 33,085 23.530 3'39 
D xa 951,097 30.229 22.600 +0 
Total ... £8.315.588 260,918 228.710 - — 
The total. maximum demand of the 26 undertakings scheduled 


ast winter w 
160,862 Kw. 
amounted 
of all the 


as 138,429 Kw.; next winter it is expected to be 
The total units generated in the last completed year 
to over 421 millions, and the average coal consumption 
stations was 3°24 lb. per unit generated. 


v 


NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. | 


Convertible Electric Fires. 


The BIRMINGHAM ELECTRICAL ACCESSORIES MANUFACTURING 
Co., LTD., of Whitmore Street. Hockley. Birmingham, has recently 
introduced a series of low-priced heating devices, amongst which 
attention may be drawn to the patent convertible electric fire, 
Which can be used either as a decorative fire or as a heater for 
cooking and kettle boiling. Figs. 1 and 2 show the finn's No. 1 


Ес. 2.—-FIRE USED FOR WATER 
“HEATING PATTERN. 


Fig. 1.—CoONVERTIBLE ЕКЕ. 


(1,000-watt) pattern in the two positions ; the framework is of 
vitreous enamelled cast iron, with the heater carried in a steel 
box and protected in front by a grill. 

The firm also supplies a little torpedo radiator for putting under 
office desks or tables, with a loading of $4 to 1 kw.. and the 
"Smootha" electric iron—a neat little appliance. at a very moderate 
price. All elements are guaranteed for 12 months. and spare 
elementa are stocked and can be forwarded for the consumer to 
effect his own replacements, : 


“Lightning Bug" Electric Lantern. 


We understand that Messrs. W. YouNaG, ROBINSON & Co., of 
Windsor House, Kingsway, W.C.. have placed on the market a new 
type of electric lantern known as the “Lightning Bug." 


Fig. 3.—“ LIGHTNING Bua” T ANTERN. 


_ A special three-volt battery їз supplied with the lantern, which 
із claimed to give twice the volume of light and to burn three and 
a-half times as long as a single-cell battery. "The lantern will 
accommodate a standard single-cell battery if desired ; it is fibre- 
lined, and finished in back enamel, with nickel-plated trimmings. 


The Ediswan Esco Buzzer. 


A neat and efficient buzzer has been placed on the market by the 
Еріѕох SWAN ELEcTRIU Co., LTD., of Ponder'a End. and is illus- 


Fias. 4 AND 6.—' EDISWAN” BUZZER, 
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trated herewith. This buzzer operates with from 2 to 10 dry cells, 
and is provided with a screw adjustment outside the case, by means 
of which 12 different tones can be obtained ; the adjusting device 
is shown on the side view. Gold-silver contacts are employed, and 
the resistance is about two ohms; the finish is black japan, with 
nickel-plated cover, and the instrument measures 24 x 11 x § in. 
over all. The buzzer is useful in substitution for & bell in many 
situations, and would be suitable for signalling sets, with which 
many Volunteer signallera provide themselves. 


Liquid Starting Gear. 


MESSRS. SANDYCROFT, LTD., of Chester, have extended the variety 
of their enclosed liquid starting switches to: meet additional re- 
quirements. A large three-phase starter is provided with worm- 
gear operation to ensure slow motion; the starting time recom- 
mended is from 15 seconds for motors up to 75 H.P. to 30 seconds 
for motors up to 600 H.P., the motor starting against one and one- 
half times to twice full-load torque three times per hour. The 


FIG 6.—THREE-PHASE LIQUID STARTER INTERLOCKED WITH D.P. OIL- 
IMMERSED STATOR REVERSING SWITCH. 


standard three-phase starter can be combined and interlocked with 
a р.р. oil-immersed stator reversing switch, as in fig. 6, and a special 
type having four coupled resistance units on one base-plate, is made 
for use with the firm's " Cascade ` motors. The device is suitable 
also for haulage motors and automatic control year for air com- 
pressors, &c. 


CORRESPONDENCE. 


. Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


The Reform of Electricity Supply. 


In the discussion which is proceeding on the proposals for 
the reform of the electricity supply of Great Britain, the 
issues, which were originally fairly clear, are becoming in- 
volved due to misconception and misunderstanding. Partisan- 
ship—that barrier to reform, if tending to grow must be 
checked. It is very unfortunate that the word nationalisa- 
tion has been mentioned, for in the paper I had the honour 
to read before the I.E.E. on this subject there is no proposal 
for the nationalisation of our electricity supply, to which I 
am opposed. 

We are practically unanimous that reform is needed, and 
the proposals advanced by me were that we should attain 
that reform by (a) co-operation, and (b) co-ordination of 
control. | 

We must co-operate where centralisation would produce 
the best results, as, for example, in many instances in the 
generation and bulk distribution of electricity, but should 
remain independent where no advantage would accrue from 
centralisation, viz., in the distribution and application of 
electricity. | 

We already have Government control of electricity supply 
in a not very satisfactory form, viz., the Home Office, Local 
Government Board, Board of Trade, and Parliament itself. 
There 18 no co-ordination of control, no live connection be- 
tween the supply undertakers and the Government, and no 
EOD une plan for the electricity supply of the country as a 
whole. 

The proposal in the paper was to take this existing Govern- 
ment control and vest it in a professional public board, which 


could watch over the industry as a whole, both in the inter. 
ests of the public and the legitimate interests of the supply 
undertakers. 

In so far as the powers of this board would be contained 
in & Parliamentary Bill, it would really be what might be 
termed a quasi-Government Board, which is very different 
to a Government Department. The Board would have Gov- 
ernment authority through its Bill without many of the 
restrictions of Government departments. The Port of London 
Authority is a somewhat similar organisation, and the remark- 
able success of its administration is its justification. Again, 
the Public Trustee Office is run on less restricted lines than 
an ordinary Government department, and is self-supporting, 
and its success i8 shown in the rapid rise of this office. 

Under this Board enterprise would be extended, and it was 
to be part of the Board’s duties to encourage private enter- 
prise to the maximum extent. The Board would operate in 
cchjunction with existing undertakers when this was to the 
interests of all, and would operate in such 
districts as were unprovided for, and for 
which no private or municipal enterprise 
sought powers. | 

Shareholders of companies should realise 
that if reform can be effected in which their 
interests are protected, and in which their 
further enterprise is encouraged, then they 
have everything to gain by it. Those com- 
panies in particular whose powers are not in 
perpetuity would be given a new lease of life 
under the scheme. 

Another point made in the paper was that 
drastic alterations and the immediate sweeping 
away of existing generating stations were not 
proposed. The proposed Board would lay.out 
plans for the supply of this country to meet 
its requirements, say, 15 years hence, and then 
see that all new plant, new stations, new 
interconnecting mains, &e., &c., were devised 
to form part of the final scheme. The neces- 
sity for, and value of, a transition period was 
insisted on, both for economic and adminis- 
trative reasons. 

To sum up—reform by co-operation and co- 
ordination was to take place on the basis of 
protecting and advancing the interests of 
existing undertakings and those who had 10- 
vested their money in thein, whether share- 
holders or corporations. It is possible to do 
this and at the same time benefit the country 
as a whole, because the electricity supply m- 
dustry is rapidly growing. The savin^ in coa 
alone under the scheme would amount to 
several millions sterling per annum. The owners of the 
undertakings, as well as the general public, would participate 
in this beneficial result. 

Moreover, it must not be lost sight of that if the supply 
industry is not reformed from within it will be taken that 
the industry is not capable of effecting such much-needed 
reform. This leaves it open to attack from without, when 
probably more drastic and less equitable action would result. 
Apart from this, it is the duty of all to look at the problem 
from the standpoint of the national need, and seek to attain 
the desired end. 

It is useless to expect to achieve this result by taking 8 
short and narrow view. Any particular series of proposa 
if looked at from the standpoint of the immediate results 
might not be considered advantageous, but studied with a 
view to the ultimate result, for which all undertakings would 
be working on a preconceived and scientific plan, wou 
certainly be carried out. In this connection, the establish- 
ment of the Publie Electricity Board would inspire confidence 
and justify the broader view being accepted by individual 
undertakings. ` Р 

There is по reason to fear that because powers аге veste 
in a public board sympathetic to electricity supply, persona 
interests will suffer—we may reasonably expect the opposite. 
So long as these interests are adequately protected m the 
Bil, and we can be assured those responsible will see to 
this, then the shareholders should work for the reform as 
being in their interests and the interests of the whole country. 

Finally, let us not make the foolish mistake of distrusting 
those who represent the industry in positions of innuere. 
The recommendation (2) of the Council of the I.E.E. to A e 
Board of Trade means, I take it, neither more nor less t x 
it states, and the Council of the I.E.E. deserves the 1281 8 
and encouragement of the industry for all the trouble 1t nas 
taken in this matter. | : 

When we read the names of those who constitute the eed 
mittees dealing with this reform in electricity supply we hey 
be assured, by their past and present achievements, that ioe 
will only take such steps as they are satisfied will Rs E 
of true progress, which includes the interests of the indus 
itself as well as those of the greater public. cil 

I hope the time may not be far distant when the оте 
with the support of the whole industry and share a he 
may be able to boldly approach the Government and ав as 
the Parliamentary authorisation of a complete chee си | 
what as outlined in the paper discussed by the Institution. 


Ernest T. Williams. 
London, N.W., October 3rd, 1916. 
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Precedence for Disabled Men. 


I must apologise for the delay in tendering my thanks for 
the ELECTRICAL Review, which continues to arrive regularly. 
Owing to the fact that we have been engaged in the recent 
"strafe" here, postal arrangements have been somewhat 
upset, and the arrival of six copies at one time meant some 
concentration to get into touch again with current events. 
I need hardly say—since others in like case have already ex- 
pressed their views—that your valuable paper is the great 
barrier between us and ''rust"' in matters electrical. 

Those of us who were serving with the Territorial Force, 
other than in a specialist unit, at the outbreak of war have 
perhaps had occasion to regret the difficulties of getting trans- 
ferred to a unit where we could use our technical knowledge 
in the interests of the country. We hope the time is past 
when technically-trained men will be debarred from leaving 

а "fighting" unit for a '' specialist’? unit. 

Surely it is as essential to ‘гап’ the human element on 
as efficient lines as the mechanical? 

It is gratifying to read the accounts in your columns of 
what is being done in training disabled soldiers and sailors 
for power-house and sub-station duties, &c. All honour to 
those who are willing to do so much for those who have 
given so much, and it is to be hoped that the disabled mem- 
hers of the Services who are now filling the gaps in elec- 
trical staffs may be able to continue to do so permanently. 

In your issue of August 18th Mr. Killingworth Hedges, 
writing on this subject, raises a point, along with that of 
pensions, which to my mind is of as much importance as 
the pension question. I quote the passage: '' As the disabled 
men will probably in some cases lose their jobs when the 
large number of mechanics now in the Атту return to work.” 

It must be painfully obvious to most thinking people that 
the struggle we are now engaged in will not cease with 
"cease fire." We shall have as great a dutv after as now, 
and we must have as fit armies industrially then as military 
now. 

In four vears’ experience as attendance in sub-station and 
power house, I formed the conclusion that they are not the 
places to bring out the best in a man who wants to go 
further—rather, there is a tendency to ‘ rest on one's oars "' 
and be content to see that the kilowatts are delivered. to those 
who are keeping the great industrial machine going. At the 


«me time, this class of job is capable of providing a very 


fair living for а disabled man (or pair may be the latest 
pathetic combination), whether or no he (or they) is over- 
burdened with his disablement pension. 

Can there be no guarantee given to such men as prove suit- 
able to be able to continue in the billet they have been fitted 
for, many of whom will perhaps have insufficient. technical 
knowledge or practical experience outside what they have 
specialised in, to enable them to compete in other directions? 

Such of us as return from this ''strafe'' physically sound 
should make it a point of honour to keep out of such jobs 
as our less fortunate comrades can fill but who are, on 
account of their honourable disabilities, debarred from greater 
efforts. 

As we are comrades in arms now, so let that camaraderie 
continue, and let the fittest be in the “first line" as a 
common duty in the struggle to соте. | | 

Perhaps station engineers and others in choosing their staffs 
later on will see the justice of giving preference to the dis- 
abled. 

We have been told as “Tommies,” '' Your sufferings and 
privations will not be forgotten by a grateful country," but 
we sometimes argue whether there will Һе time for senti- 
ment later on. Let us give the unfit à chance first. 

Mavbe there is sufficient point in this argument to induce 
vou to give publicity to а question liable to be overlooked, 
but which is a very real question to тапу men who have 
been through the war-mil and emerged “unfit for active 
. service." Thanking you for your interest, 


A. P. Holloway (Sergt.). 
Egyptian Expeditionary Force. 


[Those who are '' willing to do so much " for our wounded 
heroes know well that they can never do enough for them; 
how can a man be adequately compensated for the sacrifice 
of a limb, or—worst of all—of sight? When all is done, we 
shall remain their debtors, and we heartily endorse Sergeant 
Holloway's appeal to station managers to give preference to 
the disabled. and to their comrades to make way for them.— 
Eps. Etec. Rev.] 


Closing Down the Electrical Co., Ltd. 


_ Referring to the note headed ‘‘ Closing Down the Electrical 
Co., Ltd.," and signed ‘‘ Contractor," appearing in your last 
issue, your anonymous correspondent js disturbing himself, 
and those of your readers who pay any attention to his views, 
quite unnecessarily. I am in a position to assure you that the 
Board of Trade, to whom all controllers are accountable, 
exercises the greatest possible care to see that anv sale of a 
пзшезв ав а going concern under the powers of the Trading 
Ms the Enemy Amendment Act, is a genuine sale to bona- 
* 1n SS owners of British origin, and there is no possible 
inat ole for the present owners to purchase the business 
еер 16 going until such time as the war is ended,” as 

your correspondent suggests. 


I should not have thought it worth while to refer to tho 
matter had it not been for the criticisins that have been 
appearing in other journals recently regarding the Board of 
Trade’s handling of the Trading with the Enemy Amend- 
ment Act, and I am, therefore, glad to take this opportunity 
ot stating that in my opinion the Act is being administered by 
that Department in a most efficient and practical manner, 
and without any avoidable delays. 

Maurice Jenks, 
Controller to the Electrical Co., Ltd., 
and other German-owned businesscs. 


London, E.C., October 9th, 1916. 


а————_ 


Ozone in Military Surgery. 
I notice in the current number of the Revirw а note on 


“Ozone in Military Surgery," in which you speak of “a 
novel method of treatment." Surely you remember Dr. 
Stoker, of the Oxvgen Hospital. Doctor, now Major, Stoker, 
K.A.M.O., is the one responsible for this treatment, but you 
create quite an erroneous impression by speaking of it as 
“a novel treatment." Major Stoker has been practising it 
and advocating it for years, and for more years than that it 
has been in regular use on the Continent. It is quite true 
that 16 18 only recently that it has been possible to use it on 
such an extensive scale, but probably if there were a little 
more enlightenment on these subjects, and a little less official 
opposition, it would not take 12 or 15 years to introduce such 
a wonderful treatment, and at the end of the 12 or 15 veara 
to have it brought under one's notice as “a novel method 


of treatment.” 
Ozonair, Ltd. 
EDWARD A. JosEPH, Director & General Manager. 


[ We recollect nothing of the Oxygen Hospital, but we feel 
certain that the use of ozone as described in our note is a 
real Innovation in military surgery. Can Mr. Joseph show 
that the treatment has ever before been applicd to wounds 
received in warfare? 

ТЕ the process itself is old, and yet unknown. “surely ” 
that is Mr. Joseph's fault; various articles on the uses of 
ozone have appeared in our pages, but this particular treat- 
ment has never been brought to our notice.—Ebps. Erec. REv.] 


eee 


Domestic Electric Openings in India. 


I shall be glad if you will kindly publish the following in 
your paper, for the purpose of showing the various electrical 
firms the domestic requirements in the Indian Bazaars :— 
There appears to be great demand for small domestic grind- 
ing inills suitable for grinding wheat, grain, and maize, for 
domestic purposes, driven by small electric motors of 220 volts 
D.C. The machine should be capable of adjustment for grind- 
ing coarse or fine flour of the various kinds. It should also be 
capable of grinding not more than 10 lb. an hour. Anything 
larger than this would not be a saleable article. The machine 
is intended for purely domestic use for grinding the house- 
hold requirements, as the Indian, owing to his caste, prefers 
to have the wheat ground on his own premises. 

Particulars are solicited from various electrical firms, and 
should be addressed to 

H. C. Greenwood, 
Chief Electrical Engineer. 
Municipal Committee, Amritsar, September 15th, 1916. 


WAR ITEMS. 


Another Committee to be Appointed.—According to Mr. 
Percy Alden, M.P., the Government is appointing a Social 
and Economic Committee. 


Wages in Railway Shops.—It has been agreed that all 
men employed in the railway workshops shall receive a war 
bonus of 5s. a week, and all boys (under 18) similarly em- 
ploved 2s. 6d. a week. ' 


Tramways and Munitions.—The Ministry of Munitions 
has intimated to the South Shields Corporation that the Cor- 
poration tramway undertaking is a certified trade, as it is of 
и jn connection with the carrying on of munition 
work. 

Trading With the Enemy: Black List.—The Foreign 
Trade Department has issued а new consolidating list, con- 
taining the names of over 2,000 persons and firms with whom 
persons in the United Kingdom are forbidden to trade under 
the Trading with the Enemy (Statutory List) Proclamation, 
1916. Although the list Fas now been in existence for seven 
months, cases still come to the notice of the department in 
which firms are corresponding with persons whose names 
appear in it. It is important, the department points out, 
that everyone engaged in foreign trade should realise that 
he is under obligation to make himself familiar with the 
statutory list, and to observe it in his dealings. Failure in 
this оо renders him liable to heavy penalties.—Daily 
Telegraph, 


gies Cee ee eRe ea = CIIM eT а 
404 THE ELECTRICAL REVIEW. [vol 79. No. 2,029, OCTOBER 13, 1916. 
—————————— ———— a CMM 


Waste.—The Lord Mayor of Birmingham says that the 
war has taught us that there was tremendous waste in busi- 
ness through insane competition—competition between capital 
aud capital, labour and labour, and capital and labour. All 
must work in harmony.—Times. 


A Swiss Trade Forecast.—The U.S. Consul at Berne 
quotes the following views expressed by a leading Swiss firm 
respecting the present end future economic conditions in 
Europe:—'' We presume that the war will introduce great 
changes in Ainerican trade relations, and that many Euro- 
pean agencies now lodged solely in the hands of German 
firms will be better transferred to neutral ground. On the 
other hand, a great many articles, which America in the 
past was unable to send to Europe in successful competition 
with European products, will come to the front in view of 
America's greater financial supremacy and the dissipation in 
all the belligerent countries of all competitive power.” 


Electrical Trade After the War.—The Woolwich B.C. 
has received a letter from the Council of the I.M.E.A. stating 
that it has appointed representatives to give evidence before 
the Electrical Trades Committee appointed by the Board of 
Trade to consider the question of British trade after the war. 
It is proposed to draw the attention of the Committee to 
several matters of special importance in the trading interests 
of municipal undertakings, and to emphasise the fact that 
such undertakings are especially concerned in the develop- 
inent of British trade after the war. In many towns, con- 
tinues the letter, large capital outlay has been incurred in 
order to meet the demand for power required for the manu- 
facture of munitions, and unless, after the war, there is a 
great development of British trade to absorb the power so 
provided, there will be a large amount of capital not bring- 
ing in adequate return. Such being the case, it is desirable 
that the representatives of the I.M.E.A. should be able to 
give the Board of Trade Committee some idea of the amount 
of capital which has been expended for war purposes, and 
the Association asks the B.C. to let it have approximate 
‘figures for such expenditure in connection with the Wool- 
wich undertaking under the usual headings of land, build- 
ings, machinery, mains, &e., the figures to include all work 
in hand or about to be put into execution, as well as that 
already carried out. The B.C. has authorised the electrical 
engineer to furnish the Association with the desired inforina- 
tion. and to bring to its notice the importance of maintain- 
ing for general manufacturing purposes the various muni- 
tion factories established in the country during the war. 


The Financial Results of Continental Companies in War. 
time.—-The accompanying table represents a list of a number 
of the investments held by the Bank for Electrical Under- 
takings, of Zurich, and shows the financial results of each, 
as far as ascertainable, for the past three vears. The figures 
given are percentages on the ordinary shares :— 


DIVIDEND PERCENTAGE ON ORDINARY SHARES. 


1913 or 1914 or 1915 or 
1913-14. 1914-15. 1915-16. 


Officine Elettriche Genovesi, Genoa... TT .. 10 10 6 
Società Meridionale, Naples 4 5.2 5.2 
Dinamo, Milan aa Т 3 4 4 
Idroelettrica Ligure, Milan 8 8 8 
Società Adriatica, Venice . е T ес 7 7 7 
Soc. Elett. Riviera di Ponente (R. Negri), Milan 6 6 6 
Soc. [droelettrica Valle d'Aosta, Milan ede — — 5 
Compania Sevillana, Sevilla oa i 8 8 7 
Gaz ct Electricité, Lisbon 7} 3} — 
Strassburg Electricity Works 11 11 11 
Rheinfelden Power Works sss 8 8 8 
German. Transmarine Electricity i3 sus see, ll 10 10 
Abo Electricity Works, Finland... Mikes n5 ИЕ е — — 
Silesian Gas and Electricity, Breslau 10 10 10 
Mark Electricity Works, Berlin | ... € У 3} 3 
Upper Rhenish Power Works, Mulhausen КА 6 — -— 
Konigsburg (Prussia) Electricity and Tramways 8 8 — 
Main Power Works, Hochst es : 5 5 5 
Lech Electricity. Works, Augsburg 71 — — 
Thuringia El ctricity Supply, Gotha ; 4i 4} 5 
Lower Elbe Electricity Works, Altona .. 4 5 5 
Electricity Suppl: Co., Berlin 12 10 10 
Bavarian Supply Co., Davreuth |... es — 4 — 
Petrograd (1886) Lighting Co., Petrograd 8 B 7 
Electrica, Bucharest suai EM 9 9 9 
Compagnie Centrale d'Energie, Paris 5 — — 
Central Swiss Power Works, Lucerne... 5 5 6 
Uniona Ttaliana Tramways, Genoa s 9 RI 7 
Berlin Elevated and Underground Railway G 4} 4 
Siesta Light: Railway, Kattowitz о} 2} 21 
Futterfld Electrochemical Works... vds a ИШ 10 10 
Brandenburg Carbide and Electricitv, Berlin... — 7 — 
Bavarian. Nitrogen, Munich 8 -— — 
Brown, Boveri & Co, Baden m ^ 6 
Felten & Guilleaume, Mullieim 8 R 11 
Motor Applied Electricity, Baden 7 7 7 
Watt Electrical Undertukings, Glarus 6i 51 3 
Societé Centrale, Paris ба 6 — — 
Soc. Impresa Elettriche, Milan M - pe uw 7 7 
Berlin Electrical Industry Bank... .. eas me. 4 4 — 
Flectro-Trustce Bank, Hamburg ... ET e e 94 51 5] 
Electricity Co. (Inte Lahmever). Frankfort-on-Main ... 7 6 7 


Те should be mentioned that in a few cases where no per- 
centages are given for last year the financial results have not 
vet been published. | 

Exemption Applications.—At the Shoreditch Tribunal. Mr. 
L. Davis (trading as the Reliance Wire Co.), of Curtain Road, 
E.C., appealed for G. W. Hardy (37), mechanical fitter. The 
firm were stated to be doing a large amount of electrical] work 
for contractors who were working for the Ministry of Muni- 
tions. The work was of such a nature that they believed thev 
were entitled to а badge, and had applied to the Ministrv of 
Munitions for one. They had been told that the matter was 


under consideration, and were advised to appeal meanwhile. 
They had a turnover of £17,000 a year, and had 100 machines 
running by power, which were looked after by Hardy. Mr. 
Weber said it was rather obvious the Ministry of Munitions 
had decided that it was a case for the Tribunal to settle, and 
not them. The Tribunal decided to grant four months’ 
conditional on joining the V.T.C. | 

At Boston, Mr. R. W. Sanders, electrical engineer, applied 
for the retention of C. E. Clare (30), electrical case-maker, on 
the ground that he was indispensable. Mr. Sanders stated 
that the man was the only one he had on this class of work, 
and he was voluntarily badged. Major Bell replied that this 
class of badge had “гип out." Clare said that he was the 
only man in the town who could do this class of work. The 
appeal was refused. | 

At Oxford, conditional exemption was sought by Mr. H. G. 
Watson (25), electrical engineer and fitter, sole owner and 
manager of an electrical business. He stated that all his 
capital was invested in the concern, that he.had large lighting 
contracts, had lost the whole of his staff, and now had to 
carry on the business single-handed. The Military Repre- 
sentative suggested that, having lost all his staff, appellant 
should go into the Army, where he would be very useful, 
but it was pointed out that the business was an old-estab- 
lished one, that he had contracts with eight colleges, and 
that his last man was joining up on October llth. Condi- 
tional exemption was allowed on appellant remaining in the 
O.V.R. | 

Application was made by Mr. Е. G. Curel, engineer and 


‘manager of the electric light department of the Witney 


U.D.C., for extended exemption for Victor Brice (19), elec- 
trician. Mr. Curel stated that it was quite impossible to 
replace Brice. He had advertised three times, but had re- 
ceived no replies. He had been passed for garrison duty at 
home. The Tribunal allowed two months in which to obtain 
a substitute. | | 

Mr. Trivett, electrical engineer, Seaton (Devon), appealed 
for Herman Cawley, and he was given until November 30th 
to get a substitute. | 

At Reigate, Mr. Makovski. of Messrs. Tamplin & Makovski. 
electrical engineers, appealed for W. H. W. Peachey (19), 
passed for home garrison duty. The Military Representative 
said they were anxious to get hold of home service men to 
release others. The appeal was dismissed, the -calling-up to 
be delaved until October 25th. | 

At Chelnisford, Messrs. Christy Bros. & Co.. Ltd., appealed 
for A. Urquhart (33) and Frank Hart (36), highly-skilled 
erectors of electrical machinery. With assent, the appeals 
were allowed. 

Before the West Kent Appeal Court, exemption was 
claimed for C. E. Stow, electrician to Mr. J. Russell, at Hal- 
stead Place, near Sevenoaks. Appellant said that he suffered 
from a dilated heart, and was only fit to do light work. The 
Military Representative intunated that there would be an- 
other medical examination when applieant was called up. 
and if he was a clever electrician he would probably be put 
in a part of the Army where he would be useful. The appeal 
was rejected. 

At Maidstone, Mr. Lambert, manager of the Corporation 
tramways, appealed to the West Kent Tribunal for the chief 
clerk, Mr. F. Brvan (27), and asked for time in which to 
train .a woman to do the work. The Court refused any 
exemption. | | 

At Holyhead. the municipal electrical engineer (Mr. p. 
Williams) appealed for a fireinan, previously exempted until 
September 25th. He stated that all efforts to replace the 
man had failed, and, in the interests of the community, it 
was essential that someone should do the work. The Tribunal 
conceded two months. | К 

On appeal to the Epsom Rural Tribuna], Мг. С. Williams. 
electrical engineer, of Downside Mill, Cobham, has obtained 
three months’ exemption. 

At Southend-on-Sea, Messrs. H. Garon, Ltd., High Street. 
appealed for an electrician, aged 95, and he was granted 
until the New Year. | : 

At the Middlesbrough Tribunal, a firm of electrical engt- 
neers applied for exemption for the manager of the electrical 
department, who had been passed for service abroad, but not 
for general service. The employer said that if exemption were 
given the man, a badge could be obtained for him. Exemp- 
tion until January Ist. 

At the Winchester Tribunal, the Mayor and Ald. Stopher 
did not adjudicate in an application by the Corporation elec- 
tricity department for the exemption of a shift engineer in 
the power station, aged 19. 'The engineer said that this was 
a certified occupation, and although he had been willing 
release the man, who was in Group 1, if he could obtain F 
qualified substitute, he had been unable to do so. He 28 
applied to the barracks to see if he could get а disabled sol- 
dier, but without result. He asked for exemption until he 
could get a skilled substitute. The Tribunal found that the 
man was engaged in а reserved occupation, but intimate 
that they would be pleased if a substitute could_be found. 

At Ilfracombe, the Electric Light Co. applied for the re- 
tention of Mr. H. J. Stewart, resident engineer and manager, 
certified occupation being claimed. On the same gro 
exemption was sought for Alfred James Rudd, stoker. Eac 
was granted conditional] exemption. | | 

At Bath, Messrs. R. Kendall & Sons applied for the re 
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moval of a condition for exemption that an electric fitter 
named A. C. Brackstone (89), should obtain munition work 
within 14 days, on the ground that another of their employés 
had been taken for munition work. General Bradshaw inti- 
mated that if the man was in the C Class he would probably 
not oppose the application. For this purpose a medical 
examination was ordered. | 

At Ryde (L.O.W.), a letter was read from Mr. A. F. Braith- 
walte (39), electric power station engineer and local manager 
of the Ryde electric supply system, stating that in conse- 
quence of a serious illness, including an operation, he was not 
&ufficiently strong to undertake military duties. A medical 
certificate enclosed stated that he was totally unfit for military 
service, and conditional exemption was granted. 

Mr. A. L. Duncan, of Knossington Grange, appealed to 
the Melton Mowbray Tribunal for Edwin Stableford, his 
electrical engineer. Final exemption until January 186 was 
conceded. 

At Maidstone, Messrs. Oswald Jones & Co., electrical engi- 
neers, appealed for Mr. E. W. Sells (33), their business 
manager. 
rejected, but had now been passed for general service. 
had Jost 12 out of 16 men. Exemption was refused. 

At Barking, Mr. W. E. Kidnor, acting electrical engineer to 
the U.D.C., appealed for J. J. White, motor-man. He said 
that the Ministry of Munitions was not issuing badges, but 
intimated that men who were exclusively engaged in tramway 
work were in а certified occupation, and that appeal must be 
made to the local tribunal. Two months were allowed, with 
leave to appeal. 

At Brighton, an electrical engineer who appealed stated that 
he had charge of four electric hfts. and of a firm's electrical 
appliances to enable all the hands to make munitions. Asked 
if а month's exemption would meet the case, appellant re- 
plied in the negative. Conditional exemption was given on 
appellant joining the Volunteers. 

Before the Gloucestershire Appeal Court, the Bourton-on- 
the-Water Electric Light & Power Co.. Ltd., appealed for 
the retention of an employé, aged 19, having the entire charge 
of the plant, and who could not be replaced, as a substitute 
could not be found. The Chairman expressed the opinion 
that a substitute could be found if the company offered 
higher wages. The appeal was dismissed, and the calling-up 
delayed for а month. 

Maidenhead Tribunal has given exemption until January 
Ist. on his joining the V.T.C., to George P. Lovegrove (33), 
electric fitter with Mr. Jonathan Bond. 

Before the Herts. Appeal Court, the North Metropolitan 
Electric Co. claimed exemption for Thomas George Brook- 
well (20), junior charge-engineer. claimed to be in a certified 
occupation. It transpired that Brookwell was onlv engaged 
on approval last July, and the Chairman observed that the 
company would have to put up a very strong case. The 
representative of the company said that the man was passed 
for sedentary work at home onlv. Mr. E. J. Gape (military 
representative) : In that case, I don’t want him. If you had 
taken the certificate before the Citv Tribunal vou would have 
had exactly the same treatment. The appeal was dismissed, 
with right to appeal when Brookwell is called up. | 

At Shipley, an arc lamp trimmer, employed by the District 
Council, applied for exemption. He was given until Nov- 
ember lst, but was told to get work of national importance 
in the meantime. | 


They 


BUSINESS NOTES. 


Japanese Porcelain.—The U.S. Consul at Yokohama 


says that a considerable increase in the demand for Japanese — 


porcelain, as a substitute for European products. in the United 
States, Canada. Australia, India and the South Seas is reported by 
the Japan Chronicle. Before the war, the yearly exports amounted 
to about $1.994,000 in value, but this year more than $2,192,500 
worth has already been exported in the first six months. "In 
Owari, Mino, Kyoto, Kyushu and other porcelain-producing centres 
in Japan, manufacturers are almost suspending the manufacture 
of goods for domestic use. and are throwing their energies into 
articles for export. According to merchants here. Japanese porce- 
lain goods, especially insulators and other articles for industrial 
purposes, shipped to India, Australia, and the South Seas compare 
quite favourably both in price and quality with European pro- 
ducts. but table utensils exported to the United States, Canada and 
other places are inferior to German goods in many respects. and it 
18 expected that the Japanese articles will find it difficult to main- 
tain a place on the markets opened to them by the war." 


Trade Combinations in Russia.—The U.S. Commercial 
Attaché at Petrograd. in reporting. states that there has been 
legislation in Russia avainst combinations in restraint of trade, 
similar to anti-trust legislation in the United States. For instance, 
in Russia it is not possible for one company to hold stock of 
another company.. The Russian Government, however, has not 
pages the formation of community-of-interest organisations, 
in ipa not incorporated companies, but are associations of 

viduals with common meeting places. The Government does 


Mr. Jones stated that Mr. Sells was originally | 


not interfere with the holding of such meetings, and requires no 
official scrutiny of the records. At the meetings of such societies 
prospective orders from the Government and from private railways 
and other interests are discussed, and schedules are drawm up 
showing the capacities of the various works. Prospective orders 
are then apportioned to suit conditions, at prices common to all. 
In consideration of this apportionment of orders. the fitness of 
certain works to manufacture special classes of articles. such as 
cars or locomotives. or to furnish certain sections of rails, or 
structural material, or certain qualities of steel, is given careful 
attention at the meetings. Prominent among the commu ait y-of- 
interest organisations are the Prodamet, a combination of more 
than 30 big steel concerns; the Prodoparovoz. a combination of 
seven locomotive makers ; and the Prodovagon. a combination of 
12 car builders. The central committees of these organisations act 
as both selling and purchasing agents. They are opposed to pur- 
chasing in foreign countries any goods that can be produced in 
Russia. There is no record that any member of these organisations 
has contravened the letter or the spirit of the agreements. 


Book Notices.— Ihe Faraday House Journal for the 
Michaelmas term contains the first of a series of " Notes on Elec- 
trical Engineering," by Dr. Alexander Russell; a biographical 
sketch of.J. К. Stothert : and obituary notices of Second-Lieuts. 
F. R. Hoggett and J. H. Parr-Dudley, as well as additions to the 
lengthy Roll of Honour of Faraday House. , 

"Journal of the Manchester Municipal School of Technology.” 
Vol. VEIL. Manchester: The Education Committee. 

" Proceedings of the Amerioan Institute of Electrical Engineers." 
Vol XXXV. Хо. 9. September, 1916. New York: The Institute. 
Price $1. 

"Scientific Papers of the Bureau of Standards.” No. 281. A 
study of the inductance of four-terminal resistance standards. 
Washington : Department of Commerce. 

“Science Abstracts. А and B." Vol. ХІХ, Part 9. September 
28th. 1916. London: Е. and Е. N. Spon. Ltd. Price (each copy) 
1s. 6d. post free. ' 

We have received a сору of the first number of Cheap Stean, 
which is a magazine published by Messrs. E. Bennis & Co., Ltd., 
of 28, Victoria Street. S.W., for establishing closer personal contact 
with the firm's friends, and as a medium for discussing questions 
arising in connection with boiler-house practice. There is a 
biographical article, with photograph, on the founder and managing 
director of the company. Mr. Edward Bennis, and other contri- 
butions deal with plant supplied to a Japanese paper mill, self- 
starting and self-stopping elevators, the performance of mechanical 
stokers on a fluctuating load, atmospheric: pollution, the care of 
mechanical stokers, &c., as well as a number of articles of interest 
to the commercial man. | 

“British Opportunities in Russia." By L. A. Rojansky. London: 
The Anvlo-Russian Translations Bureau, Ltd. Price 2d. 

“Electrical Measurements and Testing, D. and A. C.." 
Dawes. London: Chapman & Hall. Price 3s. net. 

" Engineering Applications of Higher Mathematics." 
Karapetoff. London: Chapman & Hall. Price 3s. net. 

“ Eclipse or Empire?" Ву Н. B. Gray and S. Turner. London: 
Nisbet & Co. Price 2s. net. 


By C. L. 
By V. 


" Electric Lamps for Argentina.—4A circular, issued in 
September by the Compania Argentina de Lamparas Electricas Z, 
says :—' We have the pleasure to announce that this company has 
already received 328 cases of machinery, apparatus, and material 
for the manufacture of metallic-filament electric lamps. "These 
cases have been unloaded from the Spanish ss. Leon XIII. and 
constitute our first consignment from Europe. For mid-October 
we expect to receive another consignment from the U.S.A. The 
manager of the company, Senor Eugenio Carrio, and the technical 
and mechanical staff, arrived on the Leo» XIII. When circum- 
stances become normal again, a commencement will be made on our 
great works at Longchamps, F.C.S. In the meantime our factory, 
workshops, and offices will be situated in the large building pur- 
chased by the company, situated at Avenida Alvear and Coronel 
Diaz, Nos. 2740-50-60, and Cervino, 3227-31, which will permit us, 
before the end of October, to offer the lamps of our manufacture to 
the public implying an important departure in favour of 
national industry." — Review of the Rirer Plate. 


Trade Announcement.—MkssRs. Mason & Brown have 
removed into their new works—Volta Works. Vestry Street, 
Leicester—and all communications should be addressed to them 
there. ` | 


Electrical Imports into. Pernaambuco.—The imports of 
electrical machinery, supplies, &c., into Pernambuco in 1914 and 
1915 were :— 


| 1914. 1915. 
Insulators me ш... s. E2042 0 £343 07 
Macbinery ... tax js 30,99] 8.018 
Electric motors  ... M T 2,529 300 
Telegraph, telephone posts, bridge 
and fence material ш... 13,552 4 
Lighting apparatus 6,059 1,257 


English Porcelain—It is announced that Messrs. 
DovuLTon, of Lambeth, have, after lengthy experiments, succeeded 
in producing laboratory porcelain, which was. prior to the war, 
practically a German monopoly. Another development of the 
Lambeth business is the production of.the special porcelain 
required in connection with the manufacture of sparking plugs. 
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The Electrical Position in South Africa.—In the 
course of a recent article, the South African Mining Journal says : 
—" [n reviewing the present position, a buyer remarked, the war 
is anything but over, therefore stocks must be kept up to provide 
for all eventualities. As regards values, there have not been any 
fluctuations of any moment during the past month. There is a 
little weakening of electrical goods. particularly those which 
copper largely enters into, otherwise there is no sign of the general 
run of mining material weakening, as freight seems rather inclined 
to harden. The foundries are all well employed with new work 
and repairs from the mines, which are giving work out quite 
freely, as many things cannot be obtained for certain from oversea, 
and that is where the local makers come in. In this connection 
the Quasi-Arc system of electric welding process is making much 
headway in Johannesburg. At the beginning of the 
year, electrical materials were scarce; but since then stocks have 
gradually increased ; therefore, Johannesburg is to-day well supplied, 
and, with a few exceptions, all every-day lines are available. 
However, the demand is anything but good. as the mines have 
large stocks on hand and the ordinary town business is exceptionally 
dull. Electrical bells of the larger kinds in pre-war days came 
from the Continent, and when those were absorbed considerable 
inconvenience was often caused in getting the right thing ; but 
now British supplies are coming forward to fill up the rap. In 
connection with electrical spares, quite a lot is being done in 
Johannesburg in fixing up cord grip-holders as well as parts for 
electric torches. It is probable that this industry will continue 
even after the war. There may be an advance in the price of 
lamps through increased costs in the manufacture: however. as 
the stocks in South Africa are at present on the big side. nothing 
of importance is likely to happen for the next few months.” 


Catalogues and Lists. —ENGINEERING AND ARC LAMPS, 
LTD., Sphere Works, St. Albans.—Leaflet giving particulars and 
prices of the " Nevaknot " adaptor for use with electrical apparatus 
using flexible connections, such as electric laundry and other irons, 
electric drills, &c. It obviates the difficulty of tangling and ulti- 
mate breakage of flexibles. Also an illustrated list concerning 
fittings for "Half-watt" (nitrogen filled) and metal-filanjent 
lamps. 

Messrs. DRAKE & GORHAM, LTD., of 66, Victoria Street, London. 
S.W., in issuing a pamphlet giving prices and illustrations of a 
number of their half-watt lanterns, half-watt and one-watt lamps 
of various makes, bowl fittings, &c., have included a feature which 
is of special interest to most of us at the present time. It consists 
of illustrations, executed in their appropriate colours, of ribbons 
of honours conferred for distinguished naval, military and civil 
service, by Britain, France, Russia, Belgium, Prussia and Turkey. 

ELECTRICAL ENGINEERING AND EQUIPMENT Co.. LTD.. 109-111. 
New Oxford Street, London, W.C.—Forty-page catalogue (No. AB 1), 
giving illustrations and tabulated prices of carbon materials for the 
electrical and allied industries — cinema carbons. arc lamp carbons, 
carbon brushes, battery rods and plates, carbon electrodes, &c. 

Messrs. W. SANDERS & Co., Falcon Electrical Works. Wednes- 
bury.— Circular containing an illustrated description of their new 
type of fuseboard, in which the use of all-china and slate bases is 
obviated.’ 

"AZ" ELECTRIC LAMP MANUFACTURING Co., LTD., Southfields, 
S.W.—Advertising blotters have been prepared for free distribution 
to the trade, and numbers сап be over-printed with the dealer's 
name if required, 


Bankruptcy Proceedings.—In the course of the public 
examination of MR. ToMAS MAKINSON SANDERS, civil engineer, of 
Throgmorton Street, E.C., whose gross liabilities are returned at 
£217,412. against assets estimated to produce a surplus of £91,627, 
the debtor said that in 1910 he contracted to purchase, for £350,000, 
an option for the supply of hydro-electric current in bulk to 
undertakings in Mexico. Companies were formed, in one of which 
he received a shareholding of £3.000,000, and arrangements were 
made for a bond issue of £6,000,000. Owing tothe disturbed state of 


Mexico, the issue had not yet been successful, and in May. 1912. he . 


assigned his interest. At the time he went into that business he 
was worth a million of money, but he came out of it with only 
£ 100,000. 


Morse Silent Chains.— Referring to the description in 
our last issue (p. 380) of a large chain drive employed to transmit 
5.000 H P., and furnished by the Morse Chain Co., of Ithaca, New 
York, U.S.A., the WESTINGHOUSE BRAKE Co., LTD., of 82, York Road. 
King's Cross, inform us that they are the sole licensees outside of 
the American Continent for the manufacture of silent chains under 
the Morse patents, and that such chains are manufactured at their 
works in London. 


E.C.C. Hospital Fund.—The employés of the ELECTRIC 
CONSTRUCTION Co. LTD.. Wolverhampton. have contributed 
£88 10s.to the Wolverhampton and Staffordshire Hospital this 
year against £70 last year. 


For Sale.—Messrs. DENYER & RUMBALL will sel] by 
auction on October 17th the wireless plant, tools. patents and land 
at Norman's Bay, Sussex, of Universal Cheap Cables, Ltd., by order 
of the liquidator. Particulars may be found in our advertisement 
pages. 


The Electrical Co., Ltd.—Mxssns. WHEATLEY KIRK, 
PRICE & Co. have issued a bulky catalogue of the stock of the 
Electrica] Co., Ltd., for which tenders must be delivered by 


Tuesday next. There is a large variety of accessories, including 
motors and motor parts, small motors, fans, heating and cooking 
apparatus, dial fuse gear, conduit fittings, Sunshine arc lamps, 
meters, instruments, Siemens carbons, flame and other carbons, 
Nernst material, Aegma lamps, miniature carbon lamps, &c. 


Condensing Plant Сопігасіѕ. — Гне MiRRLEES Watson 
Co.. LTD., Glasgow, have recently received orders for 31 seta of ' 
condensing plants of varying steam duties up to 130,000 10, steam 
per hour. 

^ 


LIGHTING AND POWER NOTES. 


Aberdeen.— PUBLIC  LiGHTING.—À movement is on 
foct for an improved scheme of street lighting, and Mr. Bell, city 
electrical engineer, and Mr. Forbes, inspector of lighting, are to 
report to the T.C. as to the cost, &c. It is proposed to have electric 
lamps in the principal streets connected with the police office, so 
that on warning being given the whole of these lamps can be 
extinguished simultaneously. The difficulty of dealing in the same 
way with the gas lamps precludes any extension of the public gas 
lighting. Я 

Australia,—4A public mecting of Glen. Innes, N.S.W., 
residents has condemned the action of the Municipal Council in 
rejecting the electric lighting proposals, and a resolution to obtain 
a report for further consideration from Mr. J. F. Donoghue, 
electrical engineer. was carried. 

The South Brisbane (Queensland) Municipal Council һал 
endeavoured to obtain an electric supply for lighting and power, 
in addition to that supplied by the Brisbane Tramways Co. An 
Order in Council has now been made, granting powers to the City 
Electric Light Co. to supply electricity to South Brisbane. The 
Council has the power to take over the supply at the end of five 
years, and also to ask the Government to appoint a Committee for 
the purpose of reviewing the charges made for the supply for 
lighting and power. All mains and lines are permitted to be above 
ground. 

The North Illawarra Council has received offers from the South 
Bulli and the Corremal-Balzownie Collieries to supply electricity 
for lighting in the municipality.— Tenders. - 


Ballyconnell (Co. Cavam).—STrREET LiIiGHTING.—The 
R.D.C. has accepted the tender of the Ballyconnell Electric Co. to 
light the town until March next. 


Barking.—I.oan Sanction.—The U.D.C. has received 
sanction to a loan of £4,250 for mains extensions and plant for a 
supply of energy to the Cape Asbestos Co. 


Bentham.—E.L. ScHEME.— The new electric lighting 
installation was inaugurated last week. Owing to new applica- 
tions, the works have had to be enlarged, and a new supply feeder 
has been erected from the generating station at Low Bentham. 


Bolton. — STREET LicutTinc.—The Electricity Com- 
mittee has suggested a joint meeting of the Gas and Electricity 
Committees to discuss the question of the control and supervision 
of the street lighting arrangements. 


Burton-on-Trent.—The electrical engineer repofts that 
during the past month the number of units sold for lighting. 
motors. heating. &c., was 322.511, and for traction 50,659. showinz 
an increase of 60,042 in the former instance, and a decrease of 1.16% 
for traction, as compared with the corresponding month last 
year. 


Carrickmacross.— Ihe Lighting Co. has increased the 
price of electricity by 2d. per unit. 


Colchester.—In view of alleged smoke nuisance, it has 
been decided to give each stoker at the electricity works a bonus. 
conditional on satistactory stoking. 


Edinburgh.—Pvusiic Licutinc.—The Lighting Com- 
mittee has recently held a demonstration of modified street lighting. 
using a 50-C.P. metal lamp on each post and alternatively a 100-C.P. 
lamp on alternate posts, and the former arrangement is favoured. 
If approved it will be adopted on all car routes where electricity 
is the illuminant. 


Gillingham (Kent).—P&icE REvisioN.— From Novem- 
ber Ist, the price of current is to be increased from jd. per unit. 
plus 10 per cent. for heating, to ld., plus 10 per cent., and all 
accounts (except in case of contracts) will be increased 15 per cent., 
in addition to 10 per cent. already added. The 10 per cent. charged 
for meters, radiators, cookers, and other hired apparatus is to be 
discontinued. 


Hull.—New PLaxt.—The Electricity Committee, 11 
view of the growth of the load, has decided to purchase an 
additional boiler and to apply for sanction to the necessary 
expenditure, 
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London. — BERMoNDSEY.— The B.C. has decided to 
increase the charges for electricity by a further 5 per cent. Coal 
and cartage account for an extra expenditure of & 4.922 for the year. 


Manchester. — PROFITS AND Taxks. — At last week's 
meeting of the City Council, Alderman’ Ashton moved the following 
motion:—" That, having regard to the present high rate of 
income-tax. and to the liability thereto of the profits of the trading 
departments of the Corporation, a Special Committee of this 
Council be appointed to review the basis on which the Electricity. 
Tramways and other Committees have hitherto made annual 
contributions out of their profits in aid of the city rate, and to make 
such recommendation in regard thereto as they may consider 
desirable” The motion was deferred to another meeting of the 
Council. 


Newcastle-under-Lyme.—PRicE INCREASE.—The price 
of electricity for lighting is to be increased to 74d. per unit, less 
5 per cent. discount. 


Newport (Mon.).— MARKET LIGHTING, &c.—Nevotiations 
are in progress with a firm on the east side of the river for taking. 
a supply of energy estimated on a maximum demand of 300 Kw. 
The Council is recommended to approve a draft agreement with 
Messrs. Smith's (Newport), Ltd.. for a bulk supply. The Markets 
Committee is to ask the electricity department to install in the 
Market Hall 12 600-c.P. half-watt lamps, in lieu of the existing 
arc lamps which the Committee decided should be removed, the 
hire of the new lamps to be 5s. per lamp per quarter, and the 
charge for current and maintenance to be 14d. per lamp per hour, 
such lamps. however, being intended to be a stand-by in case the 
lighting of the stalls fails at any time. 


New Zealand.—The Public Works statement, presented 
last month to the New Zealand Parliament, shows that the Lake 
Coleridge hydro-electric power scheme has attained results beyond 
' anticipation. Three units of generating plant capable of an output 
of 5.000 H.P. were originally installed. The demand for electricity 
warranted the installation of two further units, which would briny 
the output to 10,000 H.P. Arrangements are in hand for utilising 
the energy for tramway traction and for the operation of machinery 
in meat works, flour mills. tanneries. dairy factories and other 
established industries in and around Christchurch. Тһе total 
expenditure to March 31st was £329,719. Survey and investigation 
for a comprehensive scheme to serve the North Island has been in 
progress, and several schemes are under consideration. —. 1 wstral iun 
Mining and Engineering Review, 


Ripon.— Prov. ORDER.—The T.C. proposes to apply to 
the B. of T. fora prov. order for electric supply in the city and 
adjacent parishes. | 


Rotherham.—NEw Loaxs.—Application has been made 
to the Treasury for sanction to the T.C. raising £75,000 for addi- 
tional electrical plant. The L.G.B. has sanctioned the borrowing 
of £735 апа £3,020 for the purchase of а motor-tipping wagon 
and a coal and ash conveyor plant respectively for the electricity 
department. The Electric Light Committee is recommending the 
Council to purchase land and buildings in Rawmarsh Road, for the 
extension of the electricity works ; the present owners are willing 
to postpone the completion of the purchase until 12 months after 
the termination of the war. The Committee proposes to enter into 
an arrangement with the Great Central Railway Co. for the pro- 
vision of a railway siding at the electricity works. 


Stockton-on-Tees.— Loans.—The L.G.B. has sanctioned 
the borrowing of £805 for electricity mains, but is not prepared to 
sanction loans in respect of mains, £685, and services, £202. 

Swansea.—The electrical engineer reported that during 


the month 1,212 applications for current for heating had been 
received. which he attributed to the new electrical showroom. 


The Harbour Trust is be asked on what terms it will take a bulk . 


supply for dock lighting, &c.; the Trust has its own generating plant. 
Stockport.— Application has been made to the B. of T. 


for consent to the extension of the generating station in Millvate. 

It is anticipated that in addition to the new turbine which has 
just been officially tested, further provision will be needed in the 
near future. The engine room at the electricity work has 
been so designed that two further turbines can be installed when 
necessary. un 

Tasmania.— Electricity from the Great Lake scheme was 
supplied to the Hobart City Tramways and for street lighting on 
August 13th, and general use of the energy for power and lighting 
commenced on August 14+. The city is 65 miles from the power 
house, and the scheme is working satisfactorily.— Tenders, 


Wadebridge.— STREET Тлантіхс.—Тһе U.D.C. has 
decided to extend the contract for public lighting with the electric 
lighting company for three years. provided. on account. of restricted 
lighting. the price is reduced by 15 per cent. whilst the present 
conditions are in force. The company had offered a 10 per cent. 
reduction. 


Waterford.—SucGEsTED E.L. SCHEME.—At a Corpora- 
tion meeting, the Mayor stated that Mr. W. F. Peare, acting on 
the borough surveyor’s suggestion, had communicated with several 
companies as to the installation of a public electric lighting system 
in the city, and one of the largest companies had sent a representa- 
tive, who had inspected the whole area, and had stated he was 
prepared to recommend an offer. This gentleman was told. the 

Mayor added, that the Corporation had no money to spend on the 


scheme. and the company should be prepared to finance it on behalf 
of that body. | 

Wigan.— Breakpown Rrport.—The Special Committee 
appointed to inquire into the breakdown at-the electricity works 
last December, has submitted its report. It concludes that the 
boiler failures were due to the use of canal water for feed purposes, 
the unsuitability of which had been demonstrated tothe Electricity 
Committee from time to time during the past eight years ; to the 
inefficient or non-cleaning of the boilers: and the insufficiency of 
the boiler-plant capacity. The only remedy adopted had been a 
water-softening plant, and an expert report on this seemed to show 
that it was inadequate for the work, and that lime and magnesia 
were vetting through it to the boilers. А series of recommendations 
are made, including one regarding the use of town's water. The 
Cominittee appears to place all the blame on the ex-chief engineer. 
although it seems evident from the report that the Committee was 
equally to blame. . i 


Worcester.—NEVERN FISHERY BOARD AND WATER POWER. 
—Plans have been submitted by the Corporation in connection with 
the development of the Powick water-power plant. to the Severn 
Board of Conservators. The Board is opposed to the suggested 
further development as being prejudicial to the fishing, and is to 
ask the Board of Agriculture and Fisheries to withhold its consent 
to any raising of the weir, and otherwise to oppose the scheme. 

The Electricity Committee recommends the T.C. to purchase ten 
60-KW. transformers and switchgear for same, and to apply for 
sanction to a loan of £1,000 for this purpose. It was intimated 
that the great increase in power demand rendered this necessary. 


TRAMWAY and RAILWAY NOTES. 


Australia.— The .Bill to sanction the construction of a 
high-level cantilever bridge across Sydney Harbour haa passed its 
second reading in the N.S.W. Parliament. It will be possible to 
carry out the preliminary work in conjunction with the city rail- 
way. but the bridge will not be built under existing war 
conditions. 

MELBOURNE SUBURBAN RAILWAYS ELECTRIFICATION. — Mr. 
Jones, the Railways Commissioner, in co-operation with Mr. Merz, 
the consulting engineer, has cabled that arrangements have been 
made for the supply of certain switchgear and sub-station converting 
plant which Messrs. Siemens Bros. are unable to supply within 
the preseribed time, and for the accelerntion of the deliveries of 
plant under other contracts to enable the Sandringham-Essendon 
line to be operated in January. 1918.—<Australian Mining. 
Standard, 


Bacup.— Mr. McElroy, general manager of the Manchester 
Corporation Tramways, has been appointed by the B. of T. to act 
as Referee in the differences between the Bacup and Rawtenstall 
Corporations regarding tramway fares and stages. 


Birmingham.—FrEMALE  Lasovn.—The Watch Com- 
mittee has decided to sanction the application of the Tramways 
Committee that girls of 18 years and upwards should be licensed as 
conductors. Previously the age had been 21. 

Another stoppage of the tramway service occurred recently owing 
to shortage of steam at the power station ; fortunately the cars 
were only held up for half-an-hour. 


Birkenhead.— ANNUAL REPORT.—The year's working of 
the Corporation Tramways to March 31st shows total receipts 
amounting to £73,520, an increase of £7,035 ; total working 
expenses to £358,833. and a gross profit of £33.987. After deducting 
sinking fund and other charges amounting to £23,417, a net profit 
remained of £10,570, an increase of £6,070 on the previous year. 
The balance has been allocated as follows :—In aid of rates, 
£ 4,000 ; reserve fund, £2,000; renewals fund, 44.570. The credits 
to reserve fund now stand at £3.040, and to renewals fund at 
£27.97. The number of car-miles run was 1,176,951, and the 
passengers carried numbered 16,676,022. The total income per 
car-mile was 14°849d. Маг allowances to employés on active 
service amounted to £1.589, and war bonuses to £884. 


Blackburn.—The number of passengers carried on the 
Corporation Tramways during the week ended October 4th was 
234,875, and the receipts amounted to £1,221. Compared with the 
returns for the corresponding period last year, these figures show 
a decrease of 16,864 persons and £86 in receipts. 


Darlington.—It has been decided to curtail the tramway 
service, owing to the shortage Of men and difficulty of operating in 
dark streets. It was mentioned that the receipts were £350 up 
for the half-year, as compared with the corresponding period 
last year. 


Edinburgh.— Tramway Purcuasr.—The Tramway Com- 
mittee has adopted the recommendation to refer all matters in 
dispute with the Tramway Co. to the arbiter under the lease. The 
principal point in dispute is the repairs required by the city engi- 
neer and the condition in which the lines should be left on the 
termination of the lease in 1919. "The report by experts recom- 
mending the electric system of traction has also been before the 
T.C. With regard to the present difficulties. one of the unfortunate 
factors of the situation is already in evidence in the shape of an 
extensive relaying of tramway lines. The company refuses to go 
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beyond the letter of its agreement in this matter, and is only laying 
the kind of rail which is necessary for its own system. Heavier 
rails, it is pointed out, are required for an electrical system, and it 
would have been an easy matter to have laid the heavy rails forth- 
with on some arrangement for repayment of the extra cost. The 
prospect at present is that rails which have only been in use for 
some three vears will. on the expiry of the lease, have to be taken 
up again. 


Liverpool. F REF Passes.—The Corporation Tramways 
Committee has issued 8.516.067 free pusses to soldiers. 210.200 
to officers and 153.410 to nurses, representing au expenditure of 
£41 408, 


Halifax.—The T.C. has decided to consider a suggestion 
that, owing to the severe lighting restrictions. the tramway service 
be curtailed late in the evening. 


Newcastle-on-Tyne.— A ss EssM ENT.— At the last meeting 
of the City Council it was announced that the proposal to advance 
the assessment of the tramway undertaking had been abandoned, 
the fizures to remain at £40,606. ' 

At the Quarter Sessions it was mentioned that the Tramway 
Committee's appeal had been withdrawn. 


Oldham.— FEMALE Ixspecrors.—The manager has been 
authorised to appoint four women tramway inspectors, who will 
check tickets. supervise women conductors, but not regulate traffic. 
At present 106 women are employed. 


Rotherham.— The whole of the sanctions necessary to 
enable the Corporation to carry out the work of doubling the tram- 
way track in Westgate have now been received. Application is to be 
made to the B. of T. for sanction to the Corporation paving the 
cost of purchasing 12 cars from the Oldhain Corporation out 
of the tramway capital account over a short term of years. 


Sheffield.—NEw Cars.—The City Council is recom- 
mended to authorise the tramway manager to obtain tenders. at 
an early date. for 25 additional tramway-cars. The city architect 
and the general manager are to prepare plans and estimates for 
а: Попа! tramway passenver-shelters, 


Stretford.— The U.D.C. is applying to the B. of T. for 
& further extension of the period limited for the construction of 
the tramways referred to in Section 31 of the Manchester Corpora- 
tion Act, 1911. 


West Hartlepool.—Iu response to the L.G.Bs inquiry 
as to works likely to be undertaken after the war, the T.C. has 
decided to include the relaying of the Foggy Furze section of the 
tramways aud the laying of a lineon the south side of the municipal 
buildings. 


York.— RestricreDServices.—The Tramway Committee 
has decided to curtail the evening tramway services. and proposes 


to discontinue Sunday services of ‘buses during the winter. This 
is due to the difficulty in staffing the cars and shortage of labour. 


TELEGRAPH and TELEPHONE NOTES. 


À Lonely Cable Station.—In Teleyraph and Telephone Age, 
Mr. €. W. Person describes life on Midway Island, a landing station 
for the American cable between San Francisco and Manila. The 
distance between terminals is 7.3900 miles, necessitating relay 
stations at Honolulu, Midway Island. and Guam: the island is 
1.200 miles from Honolulu and 2,600 miles from Guam Island. 
Midway Island is “a patch of coral sand, & ft. above the water 
and 1} miles in length and 1 of a mile in width," surrounded by а 
coral reef 5 ft. high and 15 miles in circumference—to which it 
owes its existence. The island was barren when the first operating 
staff landed there 12 years ago: the invaders have transformed it 
into a garden of verdure. have introduced domestic fowls. pigeons, 
and cattle, and have erected buildings which provide accommodation 
and recreation rooms. libraries, &c.. for a population of 20 men, one 
woman. and a baby. Garden soil is being gradually imported. the 
sand being useless for cultivation. "The island is visited bya supply 
ship four times a year. 


Automatic Telephony.— An automatic telephone exchange 
has been opened at Dudley, with accommodation for 500 lines, 
which can be ultimately increased to 5.000, 


Cable Steamships.—The new cable repair ship Lord 
Aelrin, of the Western Union Telegraph Co.. said to be the most 
completely-equipped vessel of her class. with oil-fired boilers, has 
arrived at Halifax, N.S., after effecting a repair in transit. The 
c.8. Miniu. belonging to the same company, has been damaged by 
fire.— T: and Т. Аде. | 


Colossal Figures.—On July 31st, the Bell telephone 
system in the United States owned 19,122,921 miles of wire and 
6,290,826 stations. — T. and T. Age. 


Guatemala.— A U.S. Consul reports that the Telegraph 
Bureau handled 1,626.866 telegrams and 7.263 cablegrams during 
1915. an increase of 267.210 telegrams and a decrease of nearly 
2.000 cablegrams. The wireless station at Guatemala was recon- 


atructed and its radius increased, messages being exchanged with 


Arlington. U.S.A.. and plans were discussed as to the possible 
erection of additional stations at San José de Guatemala and at 
Puerto Barrios. 


Russia.—. wireless station has been established on 
Dickson Island. at the mouth of the Yenisei, for the purpose of 
sending meteorological telegrams to the physical observatory in 
Petroprad.—-Nature. 


Storm Breakdowns.—^ome particulars are given in the 
Telegraph and Telephone Journal of the effects of the great storm 
of March 27th in the Cardiff district. Out of 133 trunk circuits 
working into the Cardiff trunk exchange, the only circuits left 
were 16 Newport lines, which were underground. New underground 
cables to Swansea and Pontypridd were on the point of completion, 
and these were brought into use. The total faults in the district 
were :— Trunk ends, 348: junction ends. 572; subscribers line 
faults, 5.311. Out of 7,346 lines working into 10 exchanges 
(mainly Cardiff and Newport). 3.826 were working after the storm, 
and 48 of thesmall exchanges were temporarily shut down. Of the 
poles 316 were broken. and 4.766 overturned ; 1.200 miles of wire 
were down. The last subscriber’s circuit was restored on August 
1th. but a number of faulty trunk and junction circuits are still 
awaiting the re-erection of routes, there being only a small number 
of vangs available. 


Telephone Operators’ Courage.—An article and various 
notes inthe Ze/eqraph and Telephone Journal bear witness to the heroic 
devotion to duty of the telephone staffs at exchanges in districts 
visited by Zeppelins : even when the buildings shook with the force of 
explosions near at hand, the service was maintained without inter- 
ruption. and there was no need to use calming words to induce the 
girls to remain at their positions. At an exchange on the North- 
East Coast the windows were blown in, but the servic was 


" carried on. 


Train Dispatching.— l'here are now about. 135 railway 
svstems in the United States and Canada which have adopted the 
telephone method of dispatching trains. there being 780 circuits 
in operation, with 95.000 miles of wire. 

Trans-Pacific Wireless.—1u the course of a preliminary 
test direct wireless communication has been effected between the 


wireless station at San Francisco and the Japanese Government plant 
at Ochiishi. 


— ———— 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SvbNEY.—January 22nd, 1917. Electrical 
plant (converter, battery, booster. and switchboards) for the 
Castlereagh Street sub-station. for the Municipal Council. Bpeciü- 
cation from E.L. Department, Town Hall.* 

MELBOURNE.-- October 31st and November 8th. Deputy P.M.G. 
Telephone paris; switchboard ; instruments, ке. Schedules Nos. 
1,363, 1,364. апа 1,368.* 

December llth. City Council. Supply and erection of coal 
transporter plant. See " Official Notices " September 15th. 

PERTH — November 8th. P,M.G. Accumulator parts (Schedule 
521 W.A.). 

SOUTH AUSTRALIA.—November 15th.  P.M.G.s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. . 


Dublin.—November 2nd. Great Northern Railway C о. 
(Ireland). Contracts for yeneral stores for 12 months (including 
several electrical items). See " Official Notices" to-day. 

Johannesburg.— Municipal Council. Twelve gross of 
carbon brushes for electric motors. (Contract No. 178.)* 

November 13th. S.A Railways Administration. 71,778 tungsten 
drawn-wire lamps, 19,741 solid-drawn tungsten lamps, and 2,412 
carbon-filament lamps.* | 

Leeds.— Electric lighting installation for slaughterhouse, 
&c.. of Leeds Industrial Co-operative Society, Ltd.. Gelderd Road. 
Secretary, 10, Albion Street. 

Rochdale,.—Cctober 15th. 20,000 tons of gas coal, for 
the Gas and Electricity Committee. Chairman of Gas and Elec- 
tricity Committee. 

Spain.—Noveniber 24th. Construction and working. for 
60 years, of an electric tramway in Sarazossa.— B. of T. Journal, 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. 


CLOSED. 


` Australia.— Commonwealth P.M.G. :— 


300 accumulator cells, £681. —Unhehaun & Johnstone, Ltd. | Ltd. 
Apparatus tor telegraph power board, 4124. -Edison Swan Electric Co., 


Victorian Railways Department :— 
Motor-generator, &c., for battery charging of hagzage trucks, £195 
hoard und connections, £233.— Electrie Construction Cos Ltda, t and 
Fuse distribution hoxes and fuses for electric equipment, Ballara Ltd. 
Bendigo workshops, during a period of five yenrs.—W. Lucy & Co., 
Electric lamps for signal systum.—Edison Swan Electric Co., Ltd. 
Lainpholders for ditto, — Aust. General Electric Co. 
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N.S.W. Public Works Department. :-— 
Installation of electric passenger lift, Newcastle Hospital, £978. -Standard 
Waygood-Hercules, Ltd. 
The following tenders have been received for power-generating 
plant for the Queensland Government workshops. S. Brisbane :— 


Gardner, Waern & Co., £3,955 (Diesel engine). 
Engineering Supply Co. of Australia, £4,975. 
Norman, Bell & Co., £6,950. 


Brisbane Electrical Co., £7,141 and £7.091. —Tendera. 


Barking.—U.D.C. Accepted tenders :— 


Siemens Bros. & Co.--Cable, £1,014. 

Genera] Electric Co., Ltd.--Switehzear, &c., £883. 

British Electrical Engineering Co. - Transformer, £611. 

Babcock & Wilcox, Ltd.—Chain-grate stoker, snperheater, &c., £602. 


Croydon.— T.C.  High-tension. feeder cable to connect 
the generating station with Southbridge Road sub-station : 
Callender's Cable & Construction Co., Ltd. (estimated cost of cable 
and laying, £1,425). ; 


Manchester.— Electricity Committee. Accepted tenders ; 


Cable.—Callender's Cable & Construction Co., Ltd.; B.I. & Helsby Cables, 
Ltd.; Pirelli General Cable Works, Ltd.; Liverpool Electric Cuble 
Co., Ltd.; Western Electric Co., Ltd.; C. Macintosh & Co., Ltd. ; 
Johnson & Phillips, Ltd. 

Potential transformers.—British Westinghouse E. & M. Co., Ltd. 

Current transformers.—Ferranti, Ltd. | 

c.c. amp.-hour meters.—Chamberlain & Hookham, Ltd.; Ferranti, Ltd. 

А.С. single-phase meters.—Ferranti, Ltd. : 

c.c. watt-hour meters.—G.E. Co., Ltd. 

А.С. polyphase meters.— British Westinghouse E. & M. Co. 

Motor starters.—Veritys, Ltd. ; Ferranti. Ltd. 

Motors.— Electromotors, Ltd.: British Westinghouse E. & M. Co., Ltd. 

Fuse boxes.—B.I. & Helsby Cables, Ltd. 

Switchgear.—B.T.H. Co., Ltd. ; Ferranti, Ltd. 

Electrically-driven circulating water punp.—Mathcr А Platt, LIA. 

Extension switchgcar.—Ferranti, Ltd. 

Bwitchboard.— B.T.H. Co., Ltd. 


Gas Committee :— 

Electrical equipment for No. 1 retort house.--Messrs. Drakes, Ltd. 
Tramways Committee :—- 

Lifting jacks.— Equipment & Engineering Co. 


Rotherham.—The Ministry of Munitions having arranged 
to release a 5.500 turbo-alternator, the Clerk has been instructed 
to place a contract with the British Westinghouse Co. at £23,700, 
The tender of the British Niclausse. Ltd.. for two water-tube 
boilers for £13,250 has been accepted. The Committee has decided 
not to enter into contracts for tramway stores, and has authorised 
the manager to purchase such goods as are required during the 
year. also to enter into no contracts for cable during the year: the 
engineer is to purchase cable as required. 


Sheffield. — Electric Supply Department. Dewhurst/s 
Engineering Co., Ltd., for a supply of steel boiler tubes. 

The City Council is recommended to accept the tenders of the 
undermentioned firms for the supply of spare apparatus necessary 
to maintain the constant running of the whole of the auxiliary 
plant required to operate the generating machinery at Neepsend :— 

Fuller Electrical & Manufacturing Co.— Motors, £2,373. 

Siemens Bros. Dynamo Works, Ltd.—Motors, £664; transformer, £2,329. 

British Westinghouse Co., Ltd.— Motors, £135. м 

Dick, Kerr & Co., Ltd.—Motors, £280. 

J. P. Hall & Co.—Motors, £70. 

Igranic Electric Co.—Motor starters, £210. 
The above apparatus is absolutely necessary for the proper working 
of the plant under present abnormal conditions. and as it is not 
possible to obtain sanction to a loan on capital account for its 
purchase, the cost is to be charged to the renewal and special 
expenditure fund. 

The Electricity Supply Committee has accepted the tenders of 
Messrs. А. Reyrolle & Co., Ltd., for 12 H.T. switches, at £209. and 
the Chatteris Engineering Co.. Ltd.. for the electrification of the 
20-ton overhead travelling crane at Neepsend power house, at £902. 

The Council is recommended to instruct the general manager of 
the Electricity Supply Department to place an order for 50 tons of 
electrolytic copper wire bars to be made up into cables as and 
when required. 

The general manager of the Water Department has purchased 
from Mr. Fred. Spivey a 12-in. electrically-driven pump for £55. 
and from Messrs. T. Oxley, Ltd.. a 100-H.P. motor with starter. 
cables. &c., for £215. 


Sunderland.— T.C. Electricity and. Lighting Committee : 


Joseph Thompson & Co.—Creosoted redwood troughing. 
Everett, Edgcumbe & Co.—Surge arresters. | 
W. Т. Henley's Telegraph Works, Ltd.—Cable. 


Walsall.— Electricity Committee. Mid-Cannock. slack 
coal, Messrs. William Harrison, Ltd. 


Waterford.—Mesers. W. Е. Реаге, Ltd., of Waterford, 
have received а contract for switchboards and wiring for an 
extensive electrical installation at a national cartridge factory. 


Wolverhampton.— T.C. — Accepted tenders :— 


Gibbons Bros., Ltd.—A new steel roof to the boiler house at the electricity: 


works, £383. 
Melville, Dundas & Whitson.—A new crane gantry, £811, 


FORTHCOMING EVE NTS. 


Electro-Harmonic Society.— Friday, October 13th. At 8p.m. At Holborn 
Restaurant (King's Halb. Smoking concert. 

University College, London.-- Wcdnesday, October 18th. At 5.30 p.m. Public 
lecture on “Long-distance Telegraphy and Telephony," by Prof. J. А. 
Fleming, F.R.S. | 

Junior Institution of Engineers.— Wednesday, October 18. At 7.30 p.m. 
At 39, Victoria Street, S.W. Paperon “Industrial Lighting by Electricity," 
by Mr. Е. Н. Taylor. 

Belfast Association of Engineers. — Thursday, October Ith. At 7.15 p.m. 
At the Municipal Technic. Institute, College Square. Presidential 
nddress. 

Institution of Mechanical Engineers.- Friday. October 20th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, Westminster, 
S.W. Paper on “Trials on a Diesel Engine, and Application of Energy 
Diagram to obtain Heat Balance," by the late Lieut. Trevor Wilkins, to 
be presented by Professor Burstall. 


NOTES. 


Foreign Trade. — THE SEPTEMBER FiGURES.— The official 
returns of imports and exports during lust month contain the 
following electrical and machinery figures :— 

Sept. Ine. ог 

1916. dec. 
£132,579 + 025.210 


Vine months, 1916. 
Inc. or dec. 


IMPORTS :— 
+ £424.665 


Electrical goods. &c. 


Machinery ... e. 900047 — 214.040 — 581,429 
EXPORTS :— : 

Electrical goods 397.28] + 135.193 + 924.613 
Machinery ... 1.765.215 + 153,708 + 254,631 


Electric Vehicle Committee.— At the last meeting of 
the Electric Vehicle Committee, Mr. E. S. Shrapnell-Smith. repre- 
senting the Commercial Motor Users’ Association, was unanimously 
elected Vice-Chairman of the Committee. and it was resolved to 
issue an invitation to the Institute of Cleansing Superintendents 
to nominate a representative to sit upon the Committee. 

It was decided to send a circular letter to the British auto- 
mobile manufacturers and another to the British electrical manu- 
facturers, suggesting that they should consider the question of 
taking up. after the war, the manufacture of electric vehicles in 
the ease of the first-mentioned, and electrical equipments for the: 
same in the case of the second-mentioned class of manufacturera. 

Upon the basis of à communication received from the Recorder 
of the Standards Committee, Society of Automobile Engineers of 
America, stating that breakages of charging plugs and receptacles 
made according to the present standard had indicated the necessity 
of increasing the length of the outer metal protective casing of 
the receptacle, and that the American standard design had accord- 
ingly been altered by increasing the length of the said outer casing 
Һу $4 in. (18 mm.), the Committee decided to suggest to the 

British Engineering Standards Committee the desirability of 
altering the British standard in a similar manner. It may be 
mentioned that the said lengthening of the shell involves no 
alteration to the plug portion or to the contacts or moulded insula- 
tion of the receptacle. 

It was mentioned that the loan for the three Bradford vehicles 
had been granted for a period of only four years, and the Secretary 
was instructed to write to the L.G.B., asking it, after the war, to 
consider evidence that the useful life of an electric vehicle is such 
as to warrant the granting of loans for a longer period than. four 
years. 

The question of better charging facilities on the route London to 
Birmingham was avain under consideration; the Secretary was 
directed to write to the managers of the electricity supply under- 
takings at Coventry and Northainpton, in order to enlist their 
assistance in this matter. 

The Gilbert Club.—^A general meeting of the Gilbert 
Club will be held on Wednesday, October 18th. at 3.30 p.m., the 
Right Hon. Lord Moulton. F.R.S.. in the chair, for the purpose of 
winding up the club. the object of its formation having been 
attained, which was the translation, and issuing to the members, of 
William Gilbert's " De Magnete.” The inaugural meeting of the 
club was held on November 25th. 1889, under the presidency of the 
late Lord Kelvin, then Sir William Thomson. and there has been 
no general meeting of the club since that date. The lamented 
death of Prof. Silvanus Thompson. F.R.S.. the principal founder of 
the club, renders it advisabie to wind up the club. and to settle its 
affairs as soon as possible. 


Using the Canals.—The Meonrhester Daily Dispatch 
says :;—-" The old canal packet-boat system. which came into being 
long before the railways, seems to be enjoying a revival. Govern- 
ment demands. shortage of labour, and other factors have interfered 
with the expeditions handling of railway goods traffic. and traders 
have had to put up with repeated and vexatious delays. Many of 
them have consequently had their goods sent by water. Ап 
example of this is to be found in Lancashire. where the canal traffic | 
between Manchester and Wigan is gradually increasing. The pro- 
ducts in cloth and yarn of the Wigan factories are collected each 
night, and early the next morning are in the streets of Manchester 
being delivered to warehouses. Оп their return journey the boats 
carry general merchandise. ' We can beat the railways by days, 
said a carrier, ^ and there is every indication that. with increased 
facilities, the trade will develop largely. " 

The 7imes,in а recent comment, says :—".A substantial revivat 
of our inland waterways would be one of the most curious resulta 
of what, as far as transport ia concerned, i? essentially a railway war." 
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Legal.—WooLLEY v. Watson, Marsu & Co. Lrp.— 
At Lambeth County Court. before Judge Parry. Thomas Woolley. 
electrician. claimed, under the Workmen’s Compensation Act, 
compensation for injuries sustained in the course of his employ- 
ment. the respondents being a firm of electrical engineers, of 
Brondesbury. N.W. It was stated for applicant that he was a 
skilled electrician, and on May 4th he was working at Pike's 
Circuit Cinema, Charing Cross, which was in course of. reconstruc- 
tion. He was running steel tubing through the building to carry 
the wires, and requiring some tubing, he went to vet it from the back 
of the premises. On the way, he met Wilson. the foreman. who 
stopped him to give some fresh instructions to run three instead of 
five points. АБ they were talking, а man came along with a barrow 
of cement, and as he passed where they were standing. the. barrow 
slipped. and a bag of cement fell on applicants knee, knocking him 
down. He was picked up hy the foreman, and taken by Mr. Marsh 
in a taxicab to the hospital. He had been unable to work since, 
and could neither kneel nor climb ladders. His waves averaved 
£2 +в. 2d. a week. He had been sent 9s. 104. for the time he 
worked up to the day of the accident. 

Evidence for the plaintiff having been given. the case for the 
respondents was stated. They said that applicant had left off work 
for them when the accident happened. and was assisting the 
labourer, who was working for another firm, with his barrow, and 
therefore the accident did not arise out of or in the course of his 
employment. | 

Judge Parry said he accepted the plaintiff's account of the 
accident, as he did not think he was helping with the barrow. Had 
he been doiny so. the respondents could have called the man in support 
of their story. He deprecated all these quibbling points that were 
во Often raised in cases of this kind. ` He made an award for the 
applicant of £1 a week from the date of the accident. with costs. 

NORTHERN CoUNTIES ELECTRIC SUPPLY CO., LTD.. к. STEEL. 
At Morpeth County Court on 9th inst.. David Steel. carrier. was 
sued by the Northern Counties Electric Supply Со. for £2 13s. 3d.. 
for damage alleged to have been caused to a lighting standard at 
Ashington.—Mr. W. S. Burton, for the plaintiff company, said the 
claim arose out of a collision between a petrol wagon belonging to 
the defendant. and driven by him. and an electric light lamp-post. 
The defendant's wagon ran against the post. damaving it, and so 
causing it to become "alive": a boy. who came into contact 
with it, received a shock.— Fred. Beattie. chemist. Ashington, said 
he saw the wagon collide with the post. and bend it.- - The defen- 
dant said he never knew until afterwards that he came into 
contact with the post, but he now accepted Mr. Burton's state- 
ment.-—Judgment was entered for the amount claimed. 

ELECTRICIANS FINED.— At the Belfast Munitions Court. on 
Monday, W. R. Kubler and Lennox Morton. electricians, and 
E. Dalzell, apprentice electrician. were charged with playing cards 
and neglecting work during working hours. ‘The defence was a 
denial of the charges. The Court, however, convicted the men, 
and fined Kubler 50s., Morton 40s., and Dalzell 10s., the amounts 
to be deducted from their wages. 


Institution and Lecture Notes.—Association of Super- 
vising. Electricians. —The following is the prograinme of meetings 
for the coming session : — 

Türsdav: October 831st.—'' Electric Heating and Cooking," Mr. A. F. 

erry. 

Tuesday, December 12th.— Electric Meters," Mr. J. Rennie. 

Tuesday, Jannary 16th, 1917.—Half-yearly meeting and informal dis- 

cussions. 

Tuesday, February 27th.—‘‘ Modern Power Cables," Mr. Н. Savage. 

Tuesday, April 23rd.—'' Wiring Rules of the I.E.E.," Mr. W. R. Rawlings. 

Tuesday, Мау 8th.—'' Motor Control Gear," Mr. J. T. Mould. 

Tuesday, June 26th.—Annual general meeting. 

Belfast Association of Engineers.—The programme for the 
1916-17 session includes the following arrangements : — 

October 19th.— Presidential Address, Mr. Stanley Johnston. 

December 21st.— ** Water Power in Ireland," Mr. A. W. Brown. 
Md нар 18th, 1917.—*' Electric Lifts for Land and Shipboard,’ Mr. €. С. 
i Ее 16th, 1917.—“ Liquid Air," Mr. E. A. S. Swinson, 
Mar с An Anticipating Governor for Marine Engines," Mr. 
April 19th.—*'* Fmgineering Notes on a Tour in the Antipodes,” Mr. J. H. 
Chambers. 

Association of Municipal Authorities.—At the fifth annual 
Conference of the Association. in Belfast. last month. Mr. P. J. 
M'Andrew read a paper on the development of the water power of 
Ireland for industrial purposes. stating that they had only to 
utilise their water power to supply power cheaply to factories, 
railways, tramways, farming. and other purposes. in order to place 
Ireland amongst the leading manufacturing centres of Europe. 
Having studied the economic conditions prevailing. he had decided 
to bring before the public bodies of Ireland the necessity of putting 
pressure upon the Government to grant facilities for passing the 
Irish hydroelectric schemes through Parliament. He had prepared 
a report on the water-power available on the Rivers Shannon and 
Erne, which contained the approximate cost of harnessing the 
powers in those rivers. as well as the approximate revenue to be 
derived from the supply of power for lighting and industrial 
purposes. That report had been investivated by one of the 
strongest financial groups in London. and their expert had recom- 
mended the scheme to them. Application had been made to the 
Treasury for permission to register a company to make the necessary 
detailed survey. and a large sum of money had been spent on that 
survey by a large staff of engineers. His report had not only been 
proved correct. but the result of the surveys proved the scheme to be 
considerably better. Не could not give details of the scheme. for 
obvious reasons, but he could tell them that there was 50.000 H.P. 
available in each of the Rivers Shannon and Erne for eight 


months of the year, and that it varied from 20,000 to 40.000 н.р. 
each for the remaining months. Unfortunately, they had 
been debarred from proceeding with the Bill last Session, 
in consequence lof an order made by the Board of Trade stating 
that no private Bill would be allowed to proceed. In conclusion, 
he impressed upon the representatives present the absolute 
necessity for а determined effort to bring the “Irish hydroelectric” 
into being. 

Junior Institution of Engineers.- The activities of the winter 
session. commenced on Friday last. when Mr. E. Eade opened the 
series of Friday evening "informal discussions," taking for his 
subject, " Stability and Use of Cranes under Working Conditions." 
During October, similar lecturettes will be given on " Principles 
and Application of the Oil Engine,” by Mr. W. H. Abrahams; and 
"Time-saving as a Science,” by Mr. А. Н. Stanley. The ordinary 
monthly meeting will be held on Wednesday, October 18th, when 
Mr. F. H. Taylor will read a paper on "Industrial Lighting hy 
Electricity.” A special series of five lecturettes will be given on 
alternate Friday evenings. from October 20th. by Mr. E. F. 
Etchells, on * A Common-sense Notation for Engineers”: " The 
Practical Use of Units in the Evaluation of Formule" ; * How to 
Memorise Formule"; "Lorie of the Differential and Integral 
Calculus”; " Practical and Illustrative Examples of the Applica- 
tion of the Newer Concepts." 


~ 


Australian Science Meeting Abandoned.— According to 
an Australian exchange, it has been decided, owing to the war, not 
to hold the Hobart meeting of the Australasian Association for the 
Advancement of Science, which had been arranged for January. 
1917. | 


Registration of Firms Bill.—The Wholesale Traders’ 
Association held a conference yesterday with a view to urging the 
Board of Trade to secure early dealing with the Registration of 
Firms Bill in the Commons. It will be remembered that the House 
of Lords passed a Bill some months ago. 


Volunteer Notes.—First LONDON ENGINEER VOLUN- 
TEERS.-—Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding, 

Monday. October 16th, — Technical for Platoon No. 9. at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25 —8. 

Tuesday, October Vith.—School of Arms, 6—7. Lectura, 7.15, 
"Duties in Camp and Quarters," Company Commander Hynam. 
Range Practice. 

Wednesday, October. 18th.—Instruction Class, 6.45. 
Drill. Platoon No. 2. Range Practice. 

Thursday, October 19th,—Platoon Drill, Platoons Nos. 5 and 6. 
Range Practice. 

Friday, October. 20th,—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No.9. Signalling Class. Recruits’ 
Drill, 6.25 —8.25. 

Saturday, October. 21st, — N.C.O./s Class, 2.30; Company Com- 
mander Hynam. 

Sunday. October 22nd,—Entrenching.— Parade Victoria Station 
(S.E. & C. Railway). Booking-office, 8.15 a.m. 


MACLEOD YEARSLEY, Adjutant. 


Platoon 


October 14th, 1916. 


3RD (OLD Boys’ Corps) BATT. COUNTY OF LONDON VOLUNTEER 
REGIMENT.— Battalion Orders by Major К. J. С. Eastwood (Com- 
mandant), Thursday, October 12th, 1916 :— 

Week-end Parade There will be no Entrenching duty on Satur- 
day and Sunday. 14th and 15th inst. Members will receive instruc- 
tions from their Company Commanders for Sunday duty. | 

Reernits and Attestation.—The Officer Commanding will be 
at Headquarters, Lord's. on Mondays. Wednesdays and Fridays, to 
enrol Recruits. at 6-7 p.m., and also to attest any members who 
have not already attested. 

The Commandant will be present at Lord's Cricket Ground on 
Saturday. ltth inst.. at 3 p.m.. to examine Recruits, with a view to 
dismissing those who are efficient from Recruit Drill. 

Recruits will parade at Lord's Cricket Ground on Saturday. at 


245 p.m. and on Sunday, at 11 a.m. and 2.30 p.m., for Recruit 


Drill. 
G. H. F. DUNCAN, Acting Adjutant. 


Appointment Vacant.— Temporary station superintendent 
for Redditch U.D.C. electricity works (£3). See our advertisement 
pages to-day. 


Prohibited Exports.— A supplement to the Boardof Trade 
Journal of October 12th contains complete lists of articles which, 
according to the latest information received by the Board of Trade. 
are prohibited to be exported to various destinations from British 
India, Canada, New Zealand. South Africa, Newfoundland, Egypt. 
Malta. Cyprus, Mauritius, and Ceylon. The Supplement may be 
obtained from the usual sale avents for Government publications, 
price 3:4.. post free. 


Educational. NORTHAMPTON POLYTECHNIC INSTITUTE. 
— Classes for engineer salesmen and other technically-trained men: 
on the commercial side of Electrical Engineering have been 
arranged for the coming session. Particulars will be found in our 
advertisement pages to-day. 
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British Chemical Industry.— Sir Charles Bedford, general 
secretary of the Association of British Chemical Manufacturers, 
opened the session of the Edinburgh Section of the Society of 
Chemical Industry last week with an address on the " Organisation 
of British Chemical Manufactures.” He said the necessity for 
combination for mutual protection and extension of the chemical 
industry had been increasingly realised of late years ; in view of the 
recent combination of all the German chemical firms, with the 
object of waging such an industrial war after the war as would 
suffice to recover, consolidate, and extend their hold over the world's 
chemical industries, it was necessary to counter such plans, and in 
other ways to develop and protect the industries of the British 
chemical industry. It was for that reason that the Manufacturers? 
Association had been formed. Most of the leading chemical firms 
in the country were already members of it. and a strony council 
had been formed. The members were selected on grounds of 
personal fitness, and in no way as representative of the largest 
interests alone. A quite mistaken impression had got abroad in 
certain parts of the country that this new Association was a large 
capitalist combine, and that smaller firms were not particularly 
wanted. Nothing could be further from the truth. Assistance to 
new industries and a large increase in productiveness of essential 
and “ key " industries was a feature of the Association's work, and 
they would also take concerted action regarding legislation atfecting 
the industry, including patent law reform. Co-operation between 
the manufacturers and the Universities and the technical institu- 
tions would be another sphere of their activities.— Vorning Dost, 


Science at Oxford.—In Convocation at Oxford, on 
Saturday, Dr. T. B. Strong. the Vice-Chancellor. said that about 
10.500 members of the University were serving in the Army and 
Navy, and nearly 500 were in Government employment in other 
ways. Referring to the statute concerning the Honour School of 
Chemistry, he said it was an attempt on the part of the University 
io meet one of the educational needs which the war had brought to 
notice. They had neglected sadly the claims of natural science in 
elucation, and they must in some way remedy this. It was not 
merely that they wanted to produce more advanced students of 
natural science; they wanted everybody, including the average 
people, who would now be advanced students of anything, to he 
aware of, or in some degree to understand, the scientific point of 
view. He did not think this would be eusy. because it would mean 
in the end a great psychological change in the nation : they would 
have to give up the profound distrust of expert knowledge which 
prevailed so widely among them. At the same time, it was, 
perhaps, legitimate to express the hope that if thev set out on this 
adventurous course of reform, they would proceed on their own lines, 
and not attempt to import German methods and German rigidity of 
type into their system of education without serious and deliberate 
criticism. The knowledge that was most necessary of all. if the 
Empire was to continue and prosper, was the knowledge of men, — 
The Times, 


Trade. Policy for After the War.—Questions were 
asked in the House of Commons on Tuesday concerning the 
arrangements to be made to carry into effect the recommendations 
of the Paris Economic Conference. Mr. Bonar Law said that the 
Expert Committees which had been appointed to advise the Board 
of Trade had made considerable progress with their investigations, 
and Lord Balfour's Committee on British commercial policy after 
the war was sitting, and would be able to issue an interim 
report in a " very moderate space of time." Progress had been 
made with a view to safeguarding important key industries, but 
he was not yet in a position to make an announcement on the 
subject. Sir E. Carson asked whether any legislation would be 
introduced to prevent, in the event of peace. the dumping of 
German goods. Mr. Bonar Law, in reply, said that he had not 
looked into that matter. It might be necessary, but that particular 
point had not yet been considered. 


Sunday Labour Stopped.— Recent investigations into 
the question of "Industrial Fatigue," a report on which was pub- 
lished last week, have shown that Sunday labour and overtime 
generally are detrimental to output. owing to the lack of oppor- 
tunity to recuperate from fatigue. The Minister of Munitions has, 
therefore, decided to prohibit Sunday work where possible. 


Board of Trade Reorganisation, — Mr. Runciman 
informed the House of Commons on Tuesday that he had decided 
to combine the existing Commercial Intellizence Branch of the 
Board of Trade and the Exhibitions Branch in a new and enlarged 
Commercial Intelligence Department. The reorganisation is now 
proceeding. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—Hartlepool T.C. 
has decided that the salaries of the two station superinten- 
dents be increased to £176 10s. per annum, inclusive of war 
bonus, and that an additional sum of 1s. weekly in the way 
P nonus be made to the employés of the Electricity Com- 
mittee, 


. Mr. E. Grime, of Leyton, has been appointed station super- 
intendent at the Barking U.D.C. electricity works (in the 
place of Mr. W. Fraser, who had obtained the position of 
chief electrician. of the National Shell and Projectile Fac- 
tcries), at £160 per annum. 

Mr. BuLupitt, who was shift engineer at the Barnes U.D.C. 
electricity works, has been gazetted second-lieutenant. 

Mr. JOHN B. Morgan has resigned his post of electrical 
engineer to the Horsham U.D.C., having accepted the post 
of works manager to Messrs. H. & E. Lintott, electrical and 
mechanical engineers and ironfounders, of Horsham. He 
will take up his new duties on January Ist. 

Mr. А. M. Simpson, A.M.I.E.E., has taken over the man- 
agement of the Malta Tramways, which are owned by 
Messrs. Macartney, McElroy & Co., Ltd., and he will be glad 
to receive listg from firms dealing in tramway supplies. His 
address is Tramway Building, Porta Reale, Valletta, Malta. 


General.—At a recent board meeting of the British Thom- 
son Co., Ltd., electrical engineers and manufacturers, of 
Rugby, Mr. J. F. NAUHEIM retired from the chairmanship аз 
from September ЗӨ, 1916. The managing director, Mr. 
H. C. Levis, was appointed chairman of the board, and also 
retains the managing directorship of the company. 

Mr. W. А. Tookry, M.L.Mech.E., has changed his address 


from 212, Upper Thames Street, B.C., to 39, Victoria Street, 


Westminster, S.W. 

Coun. JAMES JACKSON has been appointed chairman of the 
Bolton Electricity. Committee for the remainder of the cur- 
rent financial year. 

Qn September 8th, at Newhaven, Seeond-Lieutenant W. 
S. Browne, R.B. (Л), London Electrical Engineers, of the 
electrical department, Central Argentine Railway Co., was 
married to Miss Kathleen Spencer, daughter of Mr. and Mrs. 
В. Spencer, of London and Newhaven. 


Roll of Honour.— lieutenant M. McNay, a member of the 
firm of МеХау & Sons, electrical and general machinery mer- 
chants, of Middlesbrough, has been wounded. 

Captain W. A. DovcGras, Royal Scots, who was killed in 
August, was an electrical engineer, and a member of the firm 
of Messrs. James Gray & Son, ironinongers and electrical 
engineers, Edinburgh. Не was 26 years old. 

Mr. Е. J. Lee, who was formerly in the employ of the 
Woolwich B.C. electricity department, has been awarded the 
Military Medal. > 
- Lieutenant. S. H. Biu, who up to joining the Navy а few 
months ago was electrical engineer under the Jlkley District 
Council, has been wounded. 

Corporal W. Brirawvy, Bedfordshire Regiment, who en- 
listed in September, 1914, whilst with the Western Electric 
Co., has fallen in action in France, aged 20 years. 

Second-Lieutenant T. P. Winsonx, Bedfordshire Regiment, 
who enlisted in the Army Service Corps in December, 1914, 
whilst at Faraday House, London, has fallen in action in 
France at the age of 283. | i 

Private A. Parker (27), Border Regiment, who has been 
wounded, was formerly employed in the accountant’s depart- 


. ment. (electricity) at the Mancbester Town Hall. 


Lieutenant Frank A. Eve, Canadian Infantry, who died of 
wounds on September 150, was, according to the Times, 
engaged for a time in telephone construction work in Canada. 
When the war broke out he joined the Canadian Infantry, 
and he served for а year at the front. 

The War Office announce that Second-Lieutenant W. 
2EGINALD GorFE, Oxford end Bucks Light Infantry, who had 
been missing since July 30th last, was killed in action on 
that date, aged’ 20 vears. He was on the staff of the St. 
James's and Pall Mall Electric Tight Co., Ltd., and was а 
promising — engineer. His father, Mr. Edward Goffe, 
A.R.E..B.A., a partner in the firm of Henry Dawson & Son, 
architects and surveyors, 122, Cannon Street, E.C., also passed 
away on the Hth ult. 

The Times states that Captain Keita Lucas, Sc.D., F.R.S., 
of the Royal Flying Corps, who died as the result of injuries 
received in a collision of aeroplanes on October 5th, was a 
director of the Cambridge Scientific Instrument Co. He was 
37 years of age, and was elected F.R.S. in 1913, being invited 
to give the Croonian Lecture to the Society even а year 
before his election. Before the war he was fully en- 
gaged in both teaching and research work at Cambridge, but 
he put aside all his interests in order to devote his rare 
instrumental skill and inventiveness to the Air Service. He 
is described as one of the most promising physiologists of the 
vounger generation. | 

Private W. Lissamer, Oxford and Bucks Light Infantry, 
aged 93, who has fallen in action, was with the British 
Thomson-Houston Co., Ltd., Rugby. б 

Private Reg. BartLeTT, who was with the British Thomson- 
Houston Co., Ltd.. has fallen in action. Не had been pre- 
viously wounded four times. | 

Lance-Corporal G. W. Вкхткү, formerly ап inspector for 
12 years with the Potteries Electric Traction Co., aged 46, 
has fallen in action. He went to Brisbane in 1912, and 
joined the Australian Contingent in August, 1915. 
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Private Cuas. W. Trew, Grenadier Guards, who enlisted 
whilst a stator winder with Messrs. Sicinens Bros. Dynamo 
Works Co., Stafford, has been wounded. 

Sergeant W. B. Ни, London Regiment, who was prior 
to the war on the staff of the City of London Electric Light 
Co., has been wounded іп action. 

Corporal E. F. WoobpLaNb, of the Шога U.D.C. electricity 
works staff, reported missing, is à prisoner of war in Ger- 
шапу. 

The Military Medal has been awarded for gallant conduct 
on the field to Private CHAkLES Lean, Devonsliire Regiment, 
who enlisted whilst a conductor on the trainways at Torquay. 

Private J. A. Scott, South Staffs. Regiment, formerly а 
dhiver on the Dudley and Stourbridge Tramway, has gained 
the Military Medal for bravery and devotion to duty. 

Sergeant Н. W. ATKINSON, Duke of Wellington's Regiment, 
aged 44, who has been killed in action, was employed by the 
United Electric Car Co., Preston. | 

Private Harry Greenwoop, of the Lancashire Fusiliers, 
aged 21, who has died from wounds received in action, was 
formerly employed at the Back о th’ Bank Electricity Works, 
Bolton. 


Obituary.— Mr. Percy Wibpniutky.— We regret to record the 
death of Mr. Perey Webberley at his home at Longton, 
Staffordshire, on 6th inst., at the early age of 37. Mr. Web- 
berlev was the assistant electrician in the Board of Trade 
Electrical Standards Laboratory from August, J905, until 
June, 1915, when he retired through failing health. He was 
educated at Mason University College, Birmingham, 1596- 
1509, where he took the Electrical Engineering Diploma. He 
Was an improver at Messrs. Belliss & Morcom, and acted for 
some time as assistant 1n the electrical engineering depart- 
ment of the Northampton Institute, Clerkenwell. After this 
he was employed in the Westminster Eleetrie Supply Cor- 
poration for four years in testing and maintaining instru- 
ments in the generating station, under Mr. C. О. Grimshaw, 
during which time he took first place in laboratory work in 
the electrotechnics exainination, and second in the theoretical 
work at Finsbury Technical College. He inatriculated at 
the London University in 1902. Ife was selected from а 
considerable number of candidates for the post in the Board 
of Trade on account of his knowledge of electric meters and 
of electrical measurement and testing. He was a careful and 
accurate worker and a genial and attractive colleague. 

Mr. Tom DickiNsoN.—News has been received froin Aus- 
tralia of the death of Mr. Tom Dickinson, consulting elec- 
trical engineer. Deceased served his apprenticeship with 
Messrs. Armstrong, Whitworth & Co., at Elswick, and, emi- 
grating to Australia in 1558, was appointed manager of the 
Melbourne Hydrauhe Co. Two vears later he beeame secre- 
{агу and engineer of the Sydney and Suburban Power and 
General Engineering Co., a position which he resigned. four 
vears ago to take up consulting work. He was об years 
ot age. 

ALD. J. M. RENNoLDSoN.—Ald. J. M. Rennoldson, "lather"' 
of the South Shields Corporation, died on Sunday in his 69th 
year. Deceased was chairman of the Electrical Committee, a 
position he had occupied since the establishment of the 
undertaking, 20 years ago. 


Will.—According to the Times, Сараш Huan MCKEAN, 
Manchester Regiment, of Norwood Hill House, Surrey, late 
general manager of the Ceara Tramway, Light & Power Co., 
Fortaleze, Brazil, who was killed in action on July 7th, left 
£36,344. 


NEW COMPANIES REGISTERED. 


Celynin Electric Light Co., Ltd, (144,991).—This com- 
pany was registered on October 4th with а capital of £500 in £1 shares, to 
take over the business of producers and suppliers of electric light and. power 
curried оп by the Rev. D. T. Davies, M.A. IL Evans, R. F. Jones, J. 
Jones, В. Jones, and W. Lloyd, all of Liwyngwril, Merioneth, as the Electric 
Supply Co. The subscribers (with one share cach) are: Rev, D. T. Davies, 
M.A., The Rectory, Llwynitwril, Merionethshire; H, Evans, Brynawel, 
Им угит, Merionethshire, signalman; R. F. Jones, The School House, 
Liwyngwril, certified teacher; Уу. Boyd, Glanafon, Llwyngwril, contractor, 
Private company. ‘The number of directors is not. to be hss Ihan two or 
more than «ix; the first are Rev... DP. Т. Davies, М.А, Н. Evans, К, F. 
Jones, W. Lloyd, J. Jones, and. R. Jones dl permanent) Qualifiation,. £20. 
Solicitor: A. J. Hughes, Breon Blouse, Aberystwyth, Registered by Jordan 
and Sons, Ltda, 16-1017, Chancery Lane, Woe, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


* 7 " Electric Lamp Manufacturing Co., Ltd.— Mortgage 
dated September Isth, 1916, to secure £10.00, charged on the company’s 
Manufactured stock of Lumps at factory, and present and future stock of 
materials at Southfields, and company's other assets. Holders: H. F. Brown, 
A. Simpson, and W. H. Cheetham, trading as Kilburn, Brown & Co. at 
Orient House, New Broad Street, E.C. 


_Liscard Battery Co., Ltd.—A memorandum of satisfac- 
tion to the extent of £10 on September llth, 1916, of debentures dated April 
]Mth, 1913, securing £2,000, has been filed, 


Exchange Telegraph Co., Ltd. (6,152).—Capital, £96,430 
in S023 SON shares of £10 each and 16,200 “B” shares of £l each. 
Return dated August llth, 1916. All shares taken up; £10 per share called 
up on 6,000 “A” and £2 per share on 2,023 ' A"; £64,046 paid; 232,384 
considered as paid, being £8 per share on 2,023 “ V" and £1 per share on 
16,200 ' B” shares. Mortgages and charges: Nil, 


Birmingham District Power & Traction Co., Ltd, 
(19,077). Capital, £1,050,000 іп £10 shares (35,000 cum, pref., 35,000 pref, 
ord., “and 35,000 def, ord.). Return dated June Ist, 1916. 20,978 cum. prei., 
35.000. pref, ord., and 35,000 def. ord, shares taken up; 210 per share called 
up on 20,978 cum. pref., 27,000 pref. ord., and 35,000 def. ord; £829,780 paid; 
Ti du ee as paid on 8,000 pref. ord. shares. Mortgages. and charges: 
£403 182. i 


CITY NOTES. 


The report of the Bank fur Elektrische 

The Zurich Bank Unternehmungen, of Zurich, which is a 
for Electrical great German -Swiss investment and 
Undertakings. underwriting company having a com- 
bined share and loan capital of £6,300,000, 

has just been issued for the year ended with June 30th, 1916. 
Bearing in mind that the company’s interests extend over - 
many countries in Europe, the report states that the influ- 
ence of the war upon the econonic life and trade of nations 
had become accentuated, particularly through the lack of 
shipping capacity and the various difficulties in the obtaining 
of raw materials. The electricity works had without trouble 
accotnmodated themselves to the conditions brought about 
bv the war, and were able to meet the Increased power re- 
quirements of the war industries. In this way, as well as 
through an augmentation in the number of connections for 
lighting, a larger consumption and greater receipts had taken 
place, but, on the other hand, the expenses had considerably 
expanded, especially in the case of coal. Under these cir- 
cumstances the advantages of hydro-electric works had for the 
first tine been shown to the full extent. ‘The introduction 
of summer-tiine in some countries had already tended to 
reduce the consumption of energy for lighting purposes.: In 
the case of electric tramways a revival of tratfic had been per- 
ceived almost everywhere, and the scarcity of drivers and 
conductors had been gradually almost entirely overeoine. A 
movement had taken place in most countries in favour of 
raising the passenger fares, and many traniways had already 
been compelled to do so owing to the growth in the working 
expenses. The works of the companies in which the bank is 
interested had not suffered any noteworthy damage through 
the war. The report remarks that the amount of the advances 
made to foreign electricity undertakings in во fas as these 
are not established in Swiss francs, as well as the foreign 
banking credits, had been valued in the accounts at the rate 
of exchange prevailing on the day when the accounts were 
closed, whilst the inventory value of the shares had been 
carefully ascertained on the basis of the: Stock Exchange 
quotations and rates of exchange on the closing day. Apart 
from the considerable depreciation thereby rendered neces- 
sary, the general results were unfavourably influenced by 
the great loss in exchange on the receipts of foreign dividends 
and interest, as well as through the non-inclusian of dividends 
declared but not distributed by a number of foreign com- 


panies. The accounts show the following figures :— 

| 1918-14. 1914-15. 1915-16. 
Share capital ... £3,000,000 — .€3,000,000 £3,000,000 
Loans aa aey ius 9.996000. 3,360,000 3,390,000 
Gross receipts ...  ... 513,000 483,000 458,000 
Net profits sie cei 330,000 265,000 958,000 
Dividend ... ... ... 300,000 240.000 940,000 
Dividend per cent. 10 8 8 


The report concludes that the situation of the electricity 
works in the future also will have to be regarded with reserve, 
as after so long a period of war the return of national 
economy to normal conditions will not be accomplished vith- 
out friction and obstacles arising. 


А = АС a —À —— 


The directors of the Telephon Fabrik. 


German late J. Berliner, of Наповег, recommen 
Electrical the distribution. of 25 per cent. for 1915- 
Companies. 16, as compared with 18 per cent. m the 


» 


previous twelve months. 

The accounts of Carbe, Lahmeyer € Co., of Aix-la-Chapelle, 
indicate gross profits amounting to £52,000. for 1915-16, аз 
contrasted with £60,000 in the previous year, the net profits 
being £23,000, as against £20,000, A dividend of 5 per cent. 
has been declared, as in 1314-105. | „ 

The A.E.G. Unternehmungen, of Frankfort-on-Main, whore 
various investments include £200,000 jn shares of the Felten 
and Güilletume Co., report net profits of £33,000 for 1915-16. 
as against £32,000 in the preceding year. It 1з propose 
pay a dividend of 6 per cent. on the ordinary share capital © 
£500,000, being the same rate as in 1914-15. | 

The report of the Isaria Zaller Werke, of Munich, e 
that many difficulties were experienced in 1915 in the produc 
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tion and export of electricity meters. As net profits the 
accounts show the sum of £21,000, as contrasted with £26,000 
in 1914, and а dividend of 10 per cent. is proposed, as in the 
preceding year. The share capital is to be increased. by 
£15,000 to £125,000; the orders on hand are said to be satis- 
factory, although those for Army requirements do not reach 
the capacity of the works. 

The Elektrizitats A.G., late H. Poge, of Chemnitz, reports 
gross profits of £167,000 in 1915-16, as compared with £76,000 
in the preceding year. After defraying general expenses, in- 
terest charges, and placing £22,000 to depreciation, as against 
£16,000 in 1914-15, the accounts show net profits of £393,000, 
as contrasted with £21,000. It js proposed to pay a dividend 
at the rate of 15 per cent., this comparing with 74 per cent. 
in the previous year. ‘The directors state that the orders on 
hand represent an increase over the corresponding period in 
1915. 

The report of the Kabelwerk Rheydt A.G., of Rheydt, states 
that the company was well occupied in. 1915-16, particularly 
in the rolling mill works. It could, however, not be foreseen 
whether the present still satisfactory state of activity would 
continue. The stocks and debts owing had been verv eare- 
fully estimated, as the conditions which would arise after the 
war were uncertain. The accounts exhibit gross. profits. of 
£255,000, as against £175,000 in 1914-15. After providing for 
xeneral expenses, &c., and allocating £61,000 to depreciation, 
as contrasted with £25,000, the net profits are returned at 
£184,000, as compared with £140,000. The dividend is 30 
per cent., a8 against 18 per cent. and 12 per cent. in the two 
previous years respectively. 


Quebec Railway, Light, Heat & Power Co., Ltd.—The 
gross earnings from all sources for the vear ended June, 
1916, were $1,968,601, an increase of $154,527. The operating 
and maintenance expenses were $1,029,750, an increase of 
$104,934. The fixed charges and taxes were $723,417, leaving 
a net surplus of $215,403, which added to the previous sur- 
plus, leaves а total surplus to date of $562,903. "There was 
expended on maintenance during the year $220,603. 


Monterey Railway, Light & Power Co.—At a meeting of 
5 per cent. first mortgage debenture stock holders in London, 
last week, resolutions were passed appointing a committee to 
protect the interests of the bondholders, and assenting to the 
creation and issue of prior lien charges to the tune of 10 per 
cent. of the existing debenture stock. 


Mexico Electric Tramways, Ltd.—At a meeting of the 
holders of the 5 per cent. first debentures, held on Tuesday 
in London, a resolution was passed deferring the interest due 
at July, 1916, and January, 1917, until July, 1917. 


Indo-European Telegraph Co., Ltd.—Interim dividend 
for the half-year to June 30th at the rate of 5 per cent. per 
annum, free of income-tax. 


Stock Exchange Notice.— he following securities are to 
be quoted in the Official List :—- 


Urderground Electric Railways Со, of London, F.td.—- £15,000. additional 
6 per cent, income bonds of £100 cach, Nos. 30,072 to 30,221. 

Oriental Telephone & Electric Co., Ltd.—Interim divi- 
dends declared :—3 per cent. on the 6 per cent. cum. pref. 
shares for the current year, less Income-tax; 4 per cent. on 
the ordinary shares, free of tax. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


TBE first effects of the offer of 6 per cent. Exchequer Bonds 
may now be eaid to have worn off. Investors are familiarised 
with the new rate of interest; and the competition of this, 
and of the French. National Loan, is fully recognised in all 
of the investment departments. Further falls have taken 
place in the market for Home Railway prior charge stocks. 
Metropolitan 34 per cent. preference of both classes, for im- 
stance, ів 2 points down on the week. ‘The three Central 
London assented stocks—ordinary, preferred, and deferred— 
have fallen to the common level of 70, showing declines of 
1-3 points. 

Much talk is in the air of raising the military. age limit, 
and this in itself is a deterrent upon commercial enterprise 
во far as the Stock Exchange is concerned. At the saine time, 
the Board of Trade returns for September made a wonder- 
fully pood showing. There is plenty of money awaiting: in- 
vestment, and hints which have all the appearance of inspira- 
tion have begun to peep out in the Press concerning the 
probability of the public being able to exercise the option 
which thev were given through the purchase of the 44 per 
Sine War Loan--an option extended to the new Exchequer 

nds. 

The opening of Parliament this week was expected to pro- 
duce some sort of statement on the point, so the cat mav be 
out of the bag before these lines are in print. If the Chan- 
cellor of the Exchequer or the Prime Minister, whoever may 
be the responsible party, fulfilled the obligation afforded in 
the issue of the 4} per cent. War Loan, he would give а 
big impetus to subscriptions to the present Exchequer Bonds, 


and would impart a greater feeling of confidence to other 
markets as well. 


The drop in the price of Central London stocks we have 
already mentioned. It seems a little curious that preferred, 
deferred, and ordinary stocks’ should all be standing at the 
salue price; and the obvious inference is that, so far as the 
security 1s concerned, there is little indeed to choose between 
the stocks. At the present level, the return is still under 
6 per cent. on the money. The market in the Steam stocks 
is inclined to harden up a little, except in that section devoted 
to the gilt-edged issues, which is overshadowed, of course, by 
the competition of the Exchequer Bonds. The optimist 
points to the recent statement that the Government will take 
the responsibility for the additional war bonus granted to the 
rubwavinen, but it cannot be pretended that there is апу 
public demand for railway stocks at present. 


Metropolitans and Districts improved, and the latter retain 
their advance, Metropolitans, however, sagging back to their 
previous price of 231. Underground Electrics аге rather 
better, the 6 per cent. Income bonds gaining 4, and the 
shilling shares hardening to 68. In the prior charge group, 
Metropolitan 34 per cent. preferences have gone back to 60. 

The shares of electrical companies working at home are 
disposed to improve. County of London are good at 11, and 
St. James's have risen to 6}. On the other hand, Metro- 
politans are a trifle down at 23, notwithstanding the amicable 
arrangement reached at the recent meeting. There is a 
steady demand for the prineipal shares, and this, of course, 
is the season of the vear in which all investments connected 
With illumination. usually receive a little favourable attention. 
The trouble is, as we have pointed out so frequently on pre- 
vious occasions, to get any adequate supply of shares to satisfy 
the demand for them. 

The telegraph market 1s weaker on the whole, there being 
falls m Great Northerns, Western Telegraphs, Eastern Exten- 
sions, and Anglo-American Telegraph preferred. So far as 
the American stocks are concerned, these have weakened in 
consequence of the latest outbreak of submarine activity off 
the coast of New York. This has given rise to uneasiness in 
American circles, being an unexpected development in the 
situation, and most securities connected with the other side 
of the " pond " have given way. 


In regard to the dulness in other parta of the cable section, 
this would appear to be due to a slight pressure to sell on 
account of executors; while the issue of the Exchequer Bonds 
and the Freneh National Loan naturally weigh against such 
purely investinent stocks as those in the Telegraph list. It is 
worth pointing. out, however, that the returns on Eastern 
Telegraph, Eastern Extensions, and Western shares, averag- 
ing about 5} per cent. on the money, are equivalent to 71 
per cent. vields paid less tax. 


In which connection it may be useful to remind holders of 
stocks and shares, the dividends on which are paid free of 
tax, that this does not preclude them from claiming return 
of the tax in such cases as those in which they are entitled 
to do so. For instance, a holder of £100 Eastern Telegraph 
ordinarv stock, who receives £8 per annum, has the right to 
reclaim about £2 10s. in respect of this dividend, supposing 
that he is not liable for income-tax at all. With income-tax 
standing at а reasonable figure, of course it is scarcely worth 
while to go to the trouble of reclaiming a portion of the tax: 
but when it comes to 5s. in the £, the investor who is liable 
for less than this rate naturally feels inclined to take advan- 
tage of whatever rebate he is entitled to. The vouchers 
attached to the dividend warrants are accepted by the Inland 
Revenue authorities in claiming in this manner, while as 
regards Underground Electric Income Bonds, the bankers 
will give a certificate at the time the coupons are cashed 
Which will have the same effect. 


Brazilian Tractions have been а particularly weak market, 
principally because of the further fall in the exchange and 
the growing fear that the Republic may have to extend its 
funding scheme on the Government bonds for a year or two 
after the date at which it was timed to expire. There have 
been a good many shares in the market lately; and, with 
the disfavour attaching to most Brazilian securities at the 
moment, some of the sellers had to slaughter their holdings. 
The price touched 551, but recovered to 573. at which it still 
shows a loss on the week of 9 points. Bonibay Electric pre- 
ference have fallen 3. The Mexican group is weaker. British- 
Columbia Electric issues retain. most of their recent big 
rises: an advance of 2 points has occurred in the 41 per cent. 
debenture stock, this attracting attention by reason of the 
good return which it yields and the character of the security. 
Caleutta Trams at 62 are better. Rio Trams second mortgage 
bonds gave way to 78, and Sao Paulo, Tramway and Electric, 
bonds are lower. 

British Aluminium ordinary recovered their dividend of 9d. 
per share, and are quiet at 29s. ex dividend. Other indus- 
trials are steady; the dulness in, iron and steel varieties’ is 
somewhat noticeable. Marconis have lost 4 at 2 15/16. 
Americans and Canadians have been depressed with the 
parent shares. 

The rubber share market is firm and active, the outstand- 
ing feature still being the large demand from the provinces. 
which demand London does its best to supply. The price of 
the raw stuff improved to the level half-a-crown per lb. on 
the report that some of the boats torpedoed by the U. 53 were 
carrying a good deal of the commodity. 
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. Amongst copper shares, the tone is decidedly good; and dur- 
ing the past few days a brisk rise in the price of tin, the 
metal, has attracted attention to the shares of companies 
dealing with it. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номи ELEOTRIOITTY COMPANIES, 


Dividend Price 
Аа Oct. 10, Rise ог fall Yield 
1914. 1916, 1916. this week. p.c. 


Dublin-Locan Riy, 


Brompton Ordinary ке .. 10 10 68 — £711 0 
Charing Cross Ordinary S. b 5 89, — 714 
do. do. do. 44 Pref.. 43 43 8,2, — 6 6 4 
Chelsea eo ee oe ee 5 4 8 = 6 18 4 
City of London ee ee ee 9 8 19 = 6 10 8 
do. do. 6percent. Pref. 8 6 1 — 515 8 
County of London T "e 1 7 11 + Ж 6 78 
do. КЕ H per cent. Pref. 3 108 — р 1 В 
Kensington inary eo ee — 
London Electric .. EN А 4 8 1 — 610 5 
Metropolitan i s is hi 8 — $ 5 14 8 
до. 4} per cent. Pref. 4 4 8i — 440 
Bt. James' and Pall Mall .. 210 8 64 + 3 6 8 1 
South London .. T b b 2 — 6 16 1 
South Metropolitan Pref. ave 7 3 lA — 617 8 
Westminster Ordinary .. a 9 -1 63 — 612 0 
'TELEGRAPHS ARD TELEPHONES, 
Anglo-Am. Tel. Pref, ee ee 6 6 100 - = 9 6 0 0 
до. Def. ee ee 80/- 88/6 333 ux 1 8 8 
Chile Telephone .. sx ese 8 8 7 — 614 5 
Cuba Sub. Ord. .. - - 6 b 8 8 8 6 
Eastern Extension , S. 1 8 li — $ *519 6 
Globe Tel. and T. Ord. .. - 6 7 128xd — 6 11 0 
до. Pref, -- 6 6 102 — 511 7 
Great Northern Tel. .. .. 22 92 40 -2 510 0 
Indo-European... oe 18 18 49 - 612 8 
Marconi  .. ee we .. 10 1) 245 — i 880 
New York 'Tel. 4à x^ 4% 43 100 = 110 0 
Oriental Telephone Ord. . 10 10 2 — 466 
United R. Plate Те. .. Vs 8 8 6 z 513 Б 
West India and Pan. ee oe = 1 =» =p 
Western Telegraph - aes 3 8 143 — *% 10 4 
HoME RAILS, 
Central London, Ord. Assented 4 4 70 —8 514 4 
Metropolitan Г | 1 213 + } 448 
ee Бай Elok Ordinary NI Ni ath ER ho A 
Under tric i - i 
0. do. "A" .. Nil Nil 6 - +64. Nil 
do. do. Income 6 6 88} + à 66 15 9 
Foreien Trams, &c. 
Adelaide Sup. 6 per cent. Pref. 6 6 435 — 6 16 
Anglo-Arg. Trams, First Pref, 54 - 84. — А 917 9 
do. Фоа Pret. ГЕ / b 8 zs mE 
Brazil TTractions .. vx os 4 4 57 -9 6 19 2 
Bombay Electric Pref... .. 6 6 10 —1 517 8 
«British Columbia Elec. Rly. Pfce. б b 15 — 613 4 
do. do, Deferred — Nil 5) —1 Nil 
do. do. Deb. 4i 4 o9 . $2 6 8 3 
Mexico Trams 5 рег cent. Bonds — М 43 —1 Nil 
do. 6 per cent. Bonds — Nil 86 —1 Nil 
Mexican Light Common .. МІ Nil 18 == Nil 
0, Pref. .. РЕА Nil ма 88 - Nil 
MaNvcFACTURING COMPANIES., 
Babcock & Wilcox "T . 14 15 82, - 418 0 
British Aluminium Ord. vo 5 7 29/-xd 4- 9d. 610 4 
British Westinghouse Pref, .. 7) 7 2 — e 00 
Callenders .. ad m - 146, 90 19 — 8 00 
do. b Pref. oe ee 5 b = 5 17 8 
Castner-Keliner .. ES .. 20 — 8 — 6 6 8 
Edison & Swan, £8 paid eO Ni — 10/- — Nil 
do. do. fully paid .. Ni — Н — Nil 
do. do. 4 percent, Deb. 6 5 62 - 800 
Electric Construction .. .. 6 7 +8 — 80 0 
Gen. Elec. Pref. .. ex we 6 6 10 — 600 
do. Ord. ee eo ee 10 10 14 — 6 15 7 
Henley oe oe oe oe 20 25 16 сези 7 9 9 
до. 44 Pref, ee oe ee 43 44 — 5 8 0 
India-Rubber  .. ne ee 10 10 19 — *8 8 4 
Con, e? ee ee 20 | 20 804 -—À #6 З 0 
* Dividends paid free of income-tax. 
Р) 1 
» 
ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 
Route 
Locality, miles 
А | open. 
Bristol (Trams) .. | Sept.29 A 89 80:5 | .. 
Cork .. . .. oe |. oe 928 | 9,199 |+ 68 || 39 | 19,981 |+ 196 | 9:89 | .. 
Dublin sa ex „ 29 | 86,498 |+ 874 || 89 | 986,178 | — 9,448 |54:95| .. 
Hastin we xs н 29 | 5,881 |+ 671 | 39 | 42,814 | + 9,715 | 19:8 | .. 
United „ 27 | 8,460|+ 365 | 89 | 71,246 |+ 9,873 | 49 ii 
Llandudno-Col, Вау » 29 | 92,42: |+ 606 || 434 16,575 |+ 989 | 65] .. 
Anglo-Argentine .. „ 30 |206,844 | -8,491 || 39 11,977,888— 2,792 | .. i 
ы s is » 22 ,884 |+ 618 !| 12 | 62,858 |+ 663 (26°69) .. 
Баса W.A... | Jul Ж pet "e s 17,458 M ЮГ 20.5] +, 
rile A. oe u y NEL , = › ee 
Mele н, Мады Sept.80 | 4,439 |+ 479 || 39 | 87,986 |+ 2,781 | ... |. 
Montevideo .. | August | 96,044 | — 449 || 43 | 292,882 | -18,930 | .. | ., 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, October 11th. s 
кзы ые ыр ы ыыы ы Эл Ды SERIEM ы ЫЛЛА шз ысы 1 с. 


CHEMICALS, &с. 


a Acid, Oxalic .. as jx um 
a Ammoniac Ва] Pe v^ vs 
a Ammonia, Muriate (large orystal) 
a Bisulphide of Carbon .. ES 
a Borax oe ee ae ee ee 
a Copper Sulphate ..  .. P. 
а Potash, Ch orate еа ee ee 
Perchlorate E "s 


a L 
a Shellac Pr ‘ 6/- dec 
a Sulphate of Magnesia .. £1 dec 
a Sulphar, Sublimed Flowers oe 
a. , ump ee es ee 
a Soda, Chlorate oe ee е = 
a 9 Cr stals ee pet ee ee 
a Sodium Bichromate, casks ie oe 
METALS, &c. | z 

c Brass (rolled metal 2" to 12" basis) . Ínc. 
c » Tubes (solid dr&wn) *% d. ine 
[ y Wire, basis eo eo ee d. inc 
c Copper Tubes (solid drawn) .. 11. to 4d. ino 
E » Bars (best selected) К £9 inc. 
g 2091 Sheet ae ee ee £9 inc 
g , Rod .. ee ss . £9 inc. 
d , (Electrolytic) Bars i £4 inc 
d , "" Sheets... £i iac 
d n so Rods ds £5 inc. 
d 5 C. Wire 24. inc. 
f Ebonite Rod ae ae gs T 

[T] Bhee ee ee ee eo 
n German Silver Wire а es "m 
h Gutta-percha, fine ee ee oe ee 
h India-rubber, Para fine .. ee 1d. ine, 
і Iron Pig (Cleveland warrants) .. ee 
i, Wire, galv. No. 8, P.O. qual. we 
g Lead, English Pig ee ee ee 99 £81 5 •. Е 
Eg Mercury . lt oe oe ea per bot. £17 12 6 to £17 1 “es 
e Mica (in original cases) small .. per lb, 6d. to BJ. " 
€ » » » medium  , ` 8/6 to 6j- ED 
езу С уу .» large .. T 7/6 to 14/- & up. ee 
d Silicium Bronze Wire .. .. per Ib. 1 14. inc. 


г Steel, Magnet, in bars ..  .. per ton 
g Tin, Block (English) ^, `. 


£95 T 
” £182 to £188 £9 ino. 
п „ Wire, Nos. 11016...  .. per Ib. 3/0 dido 


Quotations supplied by— 


a G. Boor & Co. g James & Shakespeare, 

c Thos. Bolton & Sons, Ltd. h Edward Till & Co. 

d Frederick Smith & Co. i Bolling & Lowe. 

e F. Wiggins & Bons. 1 Richard Johnson & Nephew, Ltd, 
f India-Rubber, Gutta-Percha and n P. Ormiston & Sons. 


Telegraph Works Co., Ltd. r W. F. Dennis & Co. 


Companies Struck Off the Register.—The following com- 
panies have been struck off the Register, and are accordingly 
dissolved :— | 

Acoustic Patents. 

British Motobloc Syndicate. 

British Tungsten Lamp Co. 

Bullough's Adjustable Rail Joint Support Co, 
Compagnie Générale Electrique de la Champagne. 

Didelon Regulators. 

Dorcaster Electrical Co 

Electrical Advertising Co. 

Electric Safety Boiler Cleaner. 

Errest Scott & Mountain. 

Glamorgan Tram & Constructional Works. 

J Defries & Sons. 

Kevan Electric Co. 

Machine Drying & Peat Fuel Co, 

Mica Manufacturing Co. i 

National Lighting Corporation. 

Platinum Corporation. 

Mexican Light & Power Co.—At a meeting of the o 
of the 5 per cent. first mortgage gold bonds, held in ево 
last week, resolutions were passed giving effect to the PO the 
approved in July in conjunction with the bondholders je 16 
Mexico Tramways Со. and others in the group. The ian 
man said that, after a vear’s experience, they were Eo thd 
ever convinced that the policy of central control of а ae 
group of companies, pooling of their resources, and ues р 
а united front, was undoubtedly the mght one and, indeed, 
the only one. Ый 

National Telewriter Co., Ltd.—The directors тер а 
the results of the company’s operations for the ni E 
June, 1916, which operations are very considerably ha Ре ће 
by the war, show a slight improvement upon those d 
previous vear, the net profit, after paying interest on iud: 
tures, being £1,020, as against £757 for the former pe 
The annual meeting was held on Monday. 


i ividend, 
Direct United States Cable Co., Ltd.—Interim div! 
Qs. an share, less income-tax at Bs. in the £, making 4 total 
of 4 per cent. for the half-year ended September. fo 
Shanghai Electric Construction Co., Ltd.—Interim 
dend ans rate of 4 per cent. actual (8s. per share) on the 
share capital, less tax. 
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ELECTRICITY SUPPLY IN BETHNAL GREEN. 


On Friday afternoon, last week, the electricity supply under- 
taking of the Bethnal Green Borough Council was formally 
inaugurated, the Mayor (Mr. Covncillor W. J. Lewis) 


rforming the opening ceremony of the New Tyssen Street - 


and Digby Street sub-stations, which, together with the 
distribution system, constitute the initial equipment of 
what has long been the only London borough which had no 


public electricity supply. The undertaking is-inoteworthy : 


E.H.T. CONTROL BOARD, NEW TyYSSEN STREET SUB-STATION. ` 


in other ways, being the first ‘all three-phase system ” to 
be laid out on the lines recommended by Messrs. Merz and 
McLellan in their 1914 report on London Electricity 
Supply, although this particular schéme was based on the 
earlier recommendation of Sir John 
Snell to the Bethnal Green Council in 
1912; it is also of interest to note that it 
ва purely bulk-supply scheme, fed from 
the Stepney Borough Council's electricity 
undertaking, and -that the control, 
management, and maintenance of the 
distribution is, by agreement, being 
undertaken by the Stepney authorities. 

The Council obtained a provisional 
order for electricity supply in 1899, 
and subsequently the late Mr. Robt. 
Hammond prepared a scheme for a com- 
bined destructor and electricity station, 
which, however, was not carried out. 

Sir John Shell's 1912 report recom- 
mended the Council to obtain a supply 
in bulk from some neighbouring author- 
ised distributor, and ultimately the 
lender of the Stepney Borough Council 
was accepted, and an agreement entered 
into for the purchase of electricity in 
bulk for a period of years, the agree- 
ment being subsequently supplemented 
with a view to the Stepney Council also 
taking over the management of the 
undertaking. In the summer of 1914, ^ | 
Mr. H. W. Couzens was appointed consulting engineer 
to carry out, the scheme as suggested, and the work was put 
in hand, but owing to the outbreak of war and conse- 
quent dislocation of business, it has only now been com- 
pleted. | 

The contractors for the whole of the cables were the 
British Insulated and Helsby Cables, while the British 


Westinghouse Co. supplied the complete sub-station elec- 
trical equipment. The bulk supply at 6,000 volts, three- 
phase, 50 periods, is delivered to the Stepney Borough 
boundary in Brick Lane by duplicate cables, from which 
point “05 sq. in. three-core, lead-covered cables, laid solid, 
run to the New Tyssen Street sub-station, and continue 
thence to the Digby Street, sub-station ; when the load in- 
creases in the northern area, it is proposed to construct an 


additional sub-station in that district. 


The sub-station buildings have been designed and con- 
structed under the supervision of the borough engineer, Mr. 
A. E. Darby ; an identical electrical equipment is provided 
in each, consisting of two oil-cooled transformers—one of 
500 K.v.A. and опе of 250 K.v.A.—together with the neces- 
sary E.H.T. and L.T. switchgear, on opposite sides of, the 
building. 

The switchgear is of standard pattern, the E.H.T. cubicles 
and oil switches, which are hand-operated, being on the 
floor with the control switchboard on a gallery above ; the 
board is divided’ into two halves, coupled by means of an 
interconnector switch, and each half contains an incoming 
and outgoing Е.н.т. feeder panel and a transformer panel, 
the interconnector panel being in the centre. 

The feeder and transformer panels are equipped with 
relays in connection with the Merz-Price protective gear, 
which has been fitted, and provides for the instant isolation 
of a faulty feeder, the supply, of course, being maintained 
through the duplicate саре. 

The L.T. switchboard contains two transformer panels. | 
and three outgoing L.T. feeder panels, as well as a station 
lighting panel, fed back from the distribution. "The feeder 
panels are fitted with ammeters and power factor meters in 
each phase. Each sub-station is equipped with a 7}-ton 
hand-operated crane, supplied by Messrs. Higginbottom 
and Mannock. ` 

. Distribution cables have been laid through the main 
streets of the borough, but only on one side of the street, 
except in the case of Bethnal Green Road ; the L.T. cables 
are of the four-core lead-covered type, laid solid—the supply 
to consumers being at 415 volts between phases for power, 
and 240 volts between each phase and neutral, for lighting. 
Although Bethnal Green has had no authorised supply in 
the past, yet a considerable number of consumers on the 
Shoreditch and Stepney boundaries have received temporary 
supplies of electricity from those boroughs, pending the 
availability of the Bethnal Green supply. It is therefore. 


~ Ree mee — 


————— we с M 


№ 


* ue 


d 
К 
rH 
H 

| 


` INTERIOR OF NEW TYSSEN STREET SUB-STATION, BETHNAL GREEN ELECTRICITY SUPPLY. 


evident that so soon as these consumers’ installations can be- 
transferred (unfortunately, in this case, the change being: 
from direct current to three-phase supply, will necessitate 
the replacement of motors, &c.), the Council will obtain a 
considerable business. It may be added that Bethnal Green 
contains a large number of small power industries, to whom 
a supply of electricity will be a great boon. 
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Energy in bulk is supplied by the Stepney authorities at 
£3 per KW. of maximum demand, plus d. per unit ; the 
; pon charge is based on “ maximum demand in any one 
our,” and a coal clause provides for the secondary charge 
increasing with the cost of coal; the agreement also con- 
tains clauses defining power factor and balancing conditions. 
As previously mentioned, the Stepney Electricity Depart- 
ment, of which Mr. W. C. P. Tapper is the engineer and 
manager, will undertake the management of the concern 
for a period of years. | 
In conclusion, we are indebted to Mr. Н. W. Couzens, 
consulting electrical engineer to the Council, for his 
assistance in connection with this description. 
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The Influence of Pressure on the Electrical Ignition of Methane. 
By W. M. Тнокмтом, D.Sc., D.Eng. 
` (Section G. Abstract.) 

THE present experiments on the influence of pressure on 


gaseous ignition have been made with methane, in the mix- 


ture 9.5 per cent. in air, which just gives perfect combustion. 
There are four kinds of single spark which may be used 


for experimental ignition, each ‘of which has characteristic 
features, and all but one of which are in practical use. These 


are: (1) A transient electro-magnetic impulse, '(2) the dis- 


charge of a condenser placed across the gap, (3) the short . 


arc formed at the point of breaking а continuous-current 


circuit, (4) the same with alternating current. The last two 


differ so much in some of their effects that they have been 
examined separately. In each of these groups there are 


Sparks which do not ignite the most inflammable mixtures 


of highly combustible gases and air. 

Although an impulsive or jump spark starts by ionisation, 
usually across a fixed gap, its igniting power has been shown 
to follow а different law from that of rupture alone. Con- 
denser discharge passes just before metallic contact of two 
terminals which are being brought together, and when the 
charging voltage and the poles are the same throtghout 
occurs at the same spark length. It is, however, an exceed- 
ingly rapid effect, and it is probable that the ionisation with 
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Fic. 1.—CHANGE WITH PRESSURE ОЕ LEAST ALTERNATING 
CURRENT IGNITING AT BREAK A 25 PER CENT. MYXTURE 
OF HYDROGEN IN AIR. ‚ 


which it starts is masked by the intense activity of the dis- 
charge, so that the ultimate ignition is proportional to its 
energy or power. 

The two circuit-break sparks are less simple. They are 
streams of electrons, following a path which becomes more 
difficult as the gap opens. The momentum of the electrons 
of this stream 1s comparable with that of the molecules of 
gas around it. The latter, therefore, penetrate the aro, and 
are exposed to the dissociating influence of its high tempera- 
ture. The conditions of ignition arise from the collision of 
the gas with the ions in the arc. The action is no doubt 
partly thermal and partly ionic; in some cases ignition is 
proportional to the current, in others, iís change 1s propor- 
tional to the current squared. The extraordinary variety of 
the reaction between gas ‘and spark, indicated by the limiting 
electrical conditions of ignition, js not to be accounted for 
on a simple thermal basis. 

Ignition by Impulsive Coil Discharge.—Ignition at atmos- 
pheric pressure has been shown to have steps which appear. 
as the percentage of gas is varied, in certain well-defined 
mixtures. | The precise origin of these steps is still obscure, 
but there can be no doubt that they are examples of selective 
action which occurs at certain frequencies of collision between 
the molecules of combustible gas and oxygen. The evidence 


. ja the mixture. 
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for this is two-fold. In the first place the steps, either up 
or down, occur in mixtures in which the proportions of the 
atomic volumes of thé two gases can be represented by whole 
numbers. | | 

The occurrence of the steps in some gases with one kind 
of spark, in others with another, clearly depends on an inti- 
mate, but at present unknown, relation between the physical 


or chemical properties of the molecule, possibly on its struc- — 


ture, and the nature or duration of the spark. 

Secondly, direct evidence that the steps are due to selec- 
tive absorption is given by the ignition of hydrogen with 
alternating-current break sparks. .In a mixture 25 per 
cent. of gas in air and at a pressure approaching 40 lb. to the 
sq. in. a step is obtained having the well-known form of 
fig. 1. This type of change occurs in nature wherever there 
is selective absorption. & ' 

In the present experiments with methane, at pressures 
lower than шор: the least igniting impulsive spark 
is measured by, the primary current of the induction coil, 
which, when broken, causes a single secondary spark just 
giving ignition. This varies with the pressure, as in fig. 2. 

The two curves given are with gas prepared by different 
methods and are seen to agree singularly well when the 
difficulties of obtaining the same conditions for every spark 
and precisely the same gas mixture are known. The fact 
that the steps are so clear is a proof that the selective action 
is definite and capable of quantitative determination. The 
collision frequency between combining molecules, or atoms 
when there is dissociation, can be changed by varying either 
the total or the partial pressures, that is, either the pressure 
in the explosion vessel or the percentage of combustible gas 
The latter has been shown to give rise to 
steps, and in fig. 3 they are also found by change of total 
pressure. The reduction of the total pressure by one-half 
has the same effect on collision frequency as halving the per- 
centage of gas in a mixture at atmospheric pressure. 

In fig. 3 it is shown that steps arise from change of pres- 
sure at successive multiples of an atmosphere. In the same 
way they are to be expected at sub-multiples of an atmos- 
phere, 4, 3, 2..., and there is evidence for gach of these. 

‘The interpretation of these steps must by the nature of 
the case be tentative. After consideration of every possible 
cause this appears to be the only one capable of explaining 
the facts. 

When the mixtures are compressed before ignition thete 
are also steps in the least igniting current curve which are 
very suggestive. The pressures at which they occur are 


2, 9, 4, and 5 atmospheres, absolute, as shown in fig. 3, 
dus abscisse of which are, however, pressures above atmos- 
pheric. 
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Еа. 2.—IGNITION OF METHANE IN AIR BY IMPULSIVE SPARKS, 
PLATINUM POINTS. 

Fic. 3.—IMPULSIVE Sparks, NICKEL POINTS. 

Fic. 4.—CoNDENSER DISCHARGE, 150 voLts, PLATINUM POINTS. 


From this there can be no doubt that the steps are caused 
by the collision frequency reaching successive multiples. 
that at atmospheric pressure. It is, therefore, a physical 
effect, and will be shown to support the conclusion that in 
gaseous explosion, collision mechanics of the simplest kind 
are of importance. | i | ; 

The pressure most favourable to ignition by impulsive 
sparks is between two and three atmospheres absolute. There 
is reason to believe that the steps continue to much higher 
pressures, and this is now being investigated. 

Ignition by Condenser Discharge differs from the above 
in two important features: (1) The least igniting spark is 
independent of the pressure from the lower limit at half an 
atmosphere to just above one atmosphere, and so forms one 
step. (The value of the least igniting capacity was 6 
charged to 150 volts, at every pressure down to 0.5 atmos 
phere, below which ignition by condenser sparks failed com- 
pletely.) (2) As the pressure is raised ignition becomes easie? 
and there are steps, but now down, as 30 lb., 60 Ib., and 8б H 
per a in. are approached. In fig. 4 there are steps af 1, 9, 
5, and 7 atmospheres, but not in this case at 2, 4, or 6. 

Apart from their physical interest these results are of some 
practical importance. The curve of fig. 3 is for ordinary 


magneto ignition; those of fig. 4 correspond to the Lodge 
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ignition by condenser discharge, the high effectiveness of 
which is well known, especially in poor mixtures highly com- 
pressed, which cannot .be readily ignited by magneto sparks. 
Electro-magnetic jump sparks and condenser discharge, there- 
fore, proceed in opposite directions, one becoming easier as 
the pressure is raised, the other more difficult. The former 
are examples of the relatively slow process of ionisation by 
collision, which is more difficult at high pressure. Condenser 
` discharge, on the other hand, is one of the most sudden 
phenomena in nature, and the spark is, in addition, of high 
enough temperature to pit platinum freely. Most of the 
energy of the charge is dissipated jn the spark. This is equiva- 
lent to the combustion of a definite mass of the gas, and the 
heat of the spark is rapidly communicated to the gas around. 
If the mass of the latter heated to ignition temperature is 
equal to or greater than that whose combustion would set 
free as much heat as there is in the spark, self-ignition can 
proceed. A short calculation from the observed least igniting 
capacity will serve to show that there is more than sufficient 
energy for the purpose, the remainder being absorbed by the 
poles or radiated, but the ratio of division cannot at present 
‘be measured. 

Compression increases the mass of gas in contact with a 
epark of a given magnitude. It follows that at the higher 
pressures & smaller spark, provided that its energy is given 
to the gas as heat, should cause ignition. 

On this view the product of least igniting capacity and gas 
pressure would be constant as a first approximation. The 
occurrence of steps rising as the pressure is lowered is a 
modification of this by selective collision. The next two kinds 


of ignition illustrate a smoother type of charge. 

Ignition by Continuous-current Circuit Break Sparks.— 
Below atmospheric pressure the least igniting current is found . 
to increase, so that the product of the current and pressure 
is approximately: constant, until at half an atmosphere there 
is а sudden and most remarkable increase of inflammability. 
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Fic. 5.—CoNTINUOUS CURRENT, 100 VOLTS, CROSSED 
PLATINUM Rops. 


Fic. 6.—CoNTINUOUS CunnENT, 240 vorTS, PLATINUM POINTS. 
Еа. 7.—CoNTINUOUS CURRENT, ELECTRO-MAGNETIC BREAK. 


The curve of fig. 5 dips sharply and rises to the lower limit 
at a third of an atmosphere. The simplest explanation of 
this is that it 1s a continuation of the selective action which 
gives rise to the steps at higher pressures. Every gas 
examined exhibits this effect; in hydrogen it is so great that 
at the dip the igniting current falls almost to zero, the mix- 
tures being those for perfect combustion. If, however, the 
break of circuit is made slowly the dip is entirely wiped out 
and the curve is hyperbolic. 

When the break was relatively slow the lowest of the three 


curves of fig. 6 was obtained; increasing the speed of break 


caused the least igniting current to take the form of the 
upper curves, each of these having the same rate of break 
throughout. 

There is, therefore, a critical relation between the collision 
frequency and the spark duration necessary for the observ- 
ance of this effect. Above atmospheric pressure there is the 
singular result that the least igniting current is almost inde- 
pendent of pressure, falling slightly at the highest pressures. 
dis s obtained at all voltages from 50 to 150, as shown in 

g. 7. 

Continuous-current spark ignition is, therefore, midway be- 
tween impulsive and condenser ignition; that is, it 1s not a 
simple energy effect, for this would cause a falling curve 
with or without steps, nor does it work by ionisation alone. 
It would appear to be a very fair mean between ionic and 
thermal ignition. : 

Ignition by Alternating-current Break Sparks at the lower 
pressures follows the type of continuous-current slow-speed 


ignition; that is, the thermal action of the spark predomi- 


nates, and at the higher pressures it remains nearly con- 
stant in value up to pressures approaching 80 lb. per sq. in., 
when it suddenly becomes easier. | 

This kind of spark has not been used in practice, but where 
break spark ignition by a movable tongue is still in use it 
might have some advantage. It is, however, better, if pos- 
sible, to use continuous-current ignition with some inductance 
added to the circuit. 

‘The influence of small changes of gas pressure upon elec- 
trical ignition is important in coal mining. Apart from the 
effect of pressure on the presence of gas or the dryness of 
the mine, a change from a low barometer of 28 in. to a 
normal 30 in. somewhat increases inflammability by impul- 


_ appreciably. All 


sive sparks, as shown in fig. 2, but has little effect on that by 
condenser or circuit break sparks. | 

The compression of an explosive mixture increases its in- 
flammability by condenser sparks, and lowers it when the 
sparks are impulsive. Circuit break sparks have the same 
igniting power over a long range of pressure. In every case 
there are mixtures in which ignition 1s abnormal, giving rise 
to steps or sudden changes in the form of the curves of 
observations. 


The Calculation of the Capacity of Radio-Telegraph Antenne. 


By Pror. G. №. О. Howe, D.Sc., M.I.E.E. 
(Section G. Abstract.) 

UNTIL quite recently the calculation of the capacity of radio- 
telegraph antenne, except in the simplest cases, was looked 
upon as an impossibility, and one of the leading text-books 
on the subject stated that, "In the case of multiple-wire 
aerials, the only way to determine the capacity is to measure 
it." This is no longer the case, however, and it is shown in 
this paper that, even for aerials of complicated design, it is 
a relatively simple matter to predetermine the capacity and 
to caleulate the effects of the earth, the masts, and anything 
else in close proximity to the aerial. The accuracy obtain- 
able is more than sufficient for all practical purposes. 

The principle of the method employed by the author has 
already been described before the British Association. It 1s 
assumed that the charge is uniformly distributed over the sur- 
face of the whole antenna, and the average potential of the 
antenna under this fictitious condition is then calculated. 
Formule have been worked out by means of which the aver- 
ege potential ean be easily determined even in the case of 
complicated antennæ. The assumption is then made that this 
average potential differs but little from the actual potential 
which the antenna would have at every point if the same 
total charge were no longer uniformly distributed, but 
allowed to have its own natural distribution. 

In the original paper, read before the British Association at 
Sydney, formule and curves were given for flat multiple-wire 
artennze with any number of wires from 1 to 12, for four- 
Wire aerials with the four wires at the corners of a square, 
and for wires meeting at various angles; the effect of the 
earth on both horizontal and vertical wires was considered, 
and some numerical examples of the application of the method 
to actual antenne were given. In September, 1915, the 
author published formule and curves by means of which 
aerials of the umbrella type can be readily calculated. 

In his ''Principles of Electric Wave Telegraphy," Prof. 
Fleming gives a number of measured capacities of actual 
aerials of various types to serve as a guide in estimating 
the capacity of any other aerial. Some of these measured 
values agree fairly well with the calculated values, but others 
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show a wide. divergence; it was in seeking to explain these 
discrepancies that the author was led to devise a method of 
calculating the effect of masts and buildings. 

In the paper it is shown that the use of a horizontal sus- 
pension cable for the antenna wires may increase the capacity 
of the aerial by 20 per cent. The presence of a mast in- 
creases the capacity of the aerial; the effect of altering the 
distance between the wire and the mast 1s shown in fig. 1. 

The capacity here considered is that which would be 
measured by electrostatic or low-frequency methods, and is 
not necessarily the same as the effective capacity at radio 
frequencies. The latter will depend on the wave-length 
employed and on other factors. To electrostatic measurements 
а wooden mast will act as an earthed conductor, whereas at 
radio frequencies its high resistance will considerably modify 
its effect on the capacity of the aerial. If the masts be of 
iron or steel and not insulated, and if, as is now common, 
the wave-length employed is considerably greater than the 
fundamental wave-length of the aerial, the effective capacity 
will agree closely with that calculated by the method 
described. 

The neighbourhood of a building also increases the capacity 
these cases are covered by the author’s 
formule, and in addition crucial tests were made to deter- 
mine the accuracy which one might expect. For this purpose 
wires were stretched between insulators so that the distance 
between the wires could be adjusted, and the separate wires 
could be insulated, earthed, or connected together as desired. 
All the dimensions were accurately measured, and the capa- 
city was determined by a bridge method. — 

It was found that, under a variety of conditions, the differ- 
ence between the calculated and the measured values did not 
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exceed 4 per cent., except in the very extreme case where 
the wires were only 7.45 mm. apart. Considering the diff- 
culty of measuring such small capacities, the uncertainty 
introduced by connecting wires, and the difficulty of accu- 


rately determining the dimensions when stranded wires 113 ft. . 


long are suspended in the open at distances of 1 cm. or 2 cm., 
the agreement must be considered very good. 

The results of measurement are sufficient to show that, even 
in extreme cases, the author’s method of calculating static 
capacity gives results of greater accuracy than is usually 
obtained in technical measurements of such small capacities. 


THE WOODS-GILBERT RAIL PLANER AND 
GRINDING MACHINE. 


THE recent Municipal Tramways Association Conference afforded 
many managers the opportunity of observing the Woods-Gilbert 
Rail Planer Co.'s grinding and milling machihe at work on the 
Bexley tramways—to the chief engineer and manager of which, 
Mr. H. P. Stokes, we are indebted for the following particulars. 

This is the latest type of machine, and is designed so as to readily 
eliminate corrugations from rails, regardless of vertical or lateral 
rail distortion and differences in elevation of the rails. 


The machine is composed of what might be termed the power. 


unit and the working unit. The former is a substantially-built 
truck carrying a 60-H.P. motor, coupled through friction clutches, 
countershafts, &c., 80 as to provide an extremely mobile and flexible 
power unit. 

The motor obtains its current from the overhead line. and is 


to proceed. The side tracking is operated by chain drive on to 
massive spindles which, on being rotated, bring the road wheels 
into contact with the road, taking the entire weight of the 
machine from the tramway track. 

When this operation is completed the operating clutch is thrown 
over in the opposite direction, and the machine at once commences 
to side track. The whole operation is capable of being performed 
in one minute. The machine can be side tracked in either 
direction. : 

The working unit, which is either the grinding head or milling 
head, as the case may be, is connected with the power unit by 
means of a pair of connecting links and a massive cantilever, 
pivoted so as to provide the necessary lift for removing the working 
unit entirely clear of the rail for fast travelling. 

When the machine is fast travelling the interconnected links 
between the two units are locked together, so that neither truck. 
moves out of relation to the other. The working unit is divided 
into two halves, each of which is dovetailed into the other, with 
a trunnion pin, so as to allow each side of the carriage to deal 
independently with the rail on which it is at work. By this means 
both vertical and lateral inequalities of the rail are automatically 
dealt with. | 

The grinding wheels also have hand-operated vertical and lateral 
adjustments. 

Resting upon rails to be dressed, and supporting thereon each of 
the two sections of the divided fore carriage, are four sets of 
multiple rollers. Each set has seven rollers fixed in staggered posi- 
tion. which by this meays eliminate all possibility of reproducing 
the corrugated surface of the rail during the grinding operation. 

The two individual halves of the truck provide substantial 
weight, so as to give an effective cut to the abrasive wheels. 

Each rail can be treated independently, or both can be dealt with 
together, the method of drive in each case being entirely free and 
independent of each other, thus allowing all possible variations 
and adjustments. 


THE Woops-GILBERT RAIL PLANER AND GRI? DI: G MACHINF, SHOWING THE GRINDING HEAD ATTACHED. 


capable of propelling the machine to the required situation at a 
speed of 20 miles per hour, in either, direction. 

The main power truck is mounted upon four track wheels pro- 
vided with substantial bearings and springs, each pair of wheels 
being connected to the motor by a silent chain drive. This provides 
the fast travelling gear. | 

The motor, which is fitted with an extended shaft, is also 
provided with a large diameter belt pulley driving through a 
countershaft on to a pair of friction cones controlled by hand 
levers, which may be operated from either side of the machine. 

The drive is transmitted from these cone wheels through 
worm gearing, which propels the machine slowly during the 
working operation, at the same time driving the working unit— 
ie., grinding head or milling head, as the case may be. 

The friction cones are very substantial in design, and provide 
both forward and reverse travel, giving perfect sweetness of action 
without any abnormal strain on the machine. The power unit is 
further provided with four heavy road wheels for the purpose of 
side tracking the machine—namely, removing it entirely from the 
tramway track on to the side of the road to allow tramway traffic 


The milling head, which is attached for the purpose of deepening 
the grooves, cutting down projecting guard lips or other re-modelling 
work on the rails, is operated in a similar manner to the grinding 
head. 
` An indicator is provided in order that the depth of the cut and 
the dressing tool may be accurately regulated. This indicator 1s 
also provided in order that variations in the width of the track 


-may be observed, and lateral adjustments in the dressing tools 


effected accordingly. It issometimes found desirable, when milling 
rails, due to the rail being loose and showing a tendency to vibrate, 
to increase the weight upon the rail in order to effectively carry 
out the work. 

This is readily provided for by operating the cantilever, 
which, when depressed at its outer end, will, by reason of links 
between it and the carriage sections, cause additional pressure 
to be exerted upon the working carriage in addition to ita own 
weight. : 

In the case of the grinding carriage, suspension chains are 
provided instead of links, as it is not necessary to exert the pressure 
&bove referred to when grinding. 
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It wil be seen that the main features of this machine are :— 
The provision of a separate working carriage built in two sections 
providing for universal adjustments. Each half of the said 
carriage being driven independently, the utmost efficiency is 
obtained from each. ` 


The method of connecting the working unit to the power unit 


provides ready means of lifting and locking into fixed position 
both carriages, so as to enable the machine to proceed rapidly to 
other points where work is required to be performed. 

The ingenious method provided for side-tracking the machine 
enables it to work efficiently with the least possible loss of time 
under all conditions of traffic. 

The machine has now been in operation on the Bexley Council 
Tramways for approximately one month. There is still & con- 
siderable amount of work to be accomplished, after which a large 
contract is to be carried out at Bolton. 

Two other machines belonging to the same company are also at 
work in the country, one at Cardiff and the other at Wigan. 

The company is an Australian concern. and has already carried 
out very extensive contracts in Melbourne, Sydney, Brisbane and 
Adelaide, whilst work has already been completed on the Oldham. 
Ashton and Hyde, Isle of Thanet, Cardiff, Wigan, and Bexley 
Tram ways, other large contracts already being in hand. 

The capacity of the machine when surface grinding is approxi- 
mately 12,000 lineal ft. of single track per month. For milling 
work, approximately 9,000 lineal ft. of single track per month. 

The work is usually carried out at night, во as not to interrupt 
traffic. : 

The machine travels at up to 20 miles per hour when not engaged 
in remodelling work, and only requires three operators ; it will 
operate on a 4 ft. 83 in. gauge, but can also be readily adapted for 
other gauges. 

Mr. J. W. Eunson, the chief engineer of the company, is at 
prsent in this country supervising the putting to work of new 
machines. 


GERMAN RULES FOR POCKET-LAMP 
BATTERIES. 


THE standard rules recently prescribed for 3-cell ''flash- 
lamp '" batteries by the Verband Deutscher Elektrotechniker, 
in conjunction with the Union of Pocket-lamp Battery Manu- 
fecturers, should be of interest to those British firms: who 
have taken up, or contemplate taking up, this important 
branch of industry. The rules prescribe that the standard 
3-cell battery made up in rounded rectangular form shall 
have the following overall dimensions ezcluding contact 
springs :—Length 62 mm. (2.44 in.), breadth 21 mm. (0.827 
in.), height 65 mm. (2.56 in.). The variations permitted are 
і mm. (0.02 in.) in length and breadth and 1 mm. (0.039 in.) 
in height. Contact strips are to be of rust-proof, springy 
metal and 7 to 8 mm. (0.275 to 0.315 in.) in width; the shorter 
strip is to be 18 to 20 inm. (0.709 to 0.787 in.) long, and the 
lor.ger strip 40 to 45 mm. (1.575 to 1.772 in.). The top of the 
battery must be covered or run-in with a suitable material, 
and each battery must bear a mark permitting its origin to 
be traced, as well as the week and year of manufacture. 
The latter date is to be in plain figures (not code), and both 
marks fnust be incapable of easy removal. On delivery from 
the works the E.M.F. of the battery should be at least 4.5 
volts, and should not exceed 4.8 volts. Provided the battery 
be stored and handled carefully its Е.М.Е. should not fall 
below 4.2,volts during the first 14 days after delivery, but 
ìt cannot be held to be unsatisfactory if it falls below this 
value after four weeks, the E.M.F. being measured by $ D.c. 
precision instrument having a resistance of at least 100 ohms 
per volt of range. The internal resistance of a new battery 
must, be so low that on connecting the terminals. through a 
resistance of 15 ohms the E.M.F. falls by not more than 0.6 
voli below the initial value of 4.5 volts. Every battery must 
be marked with the useful burning hours on continuous dis- 
charge and on intermittent discharges; these figures should 
refer to a temperature of about 20 deg. C. and to the battery 
as freshly delivered from the maker. When testing con- 
tinuous discharge the battery is to be connected to a resist- 
ance of 15 ohms, and discharge is to be taken as complete 
when the terminal р.р. bas fallen to 1.8 volts. The actual 
life on continuous discharge (to the nearest } hour) may 
be increased by 40 per cent. to arrive at a value for the life 
on intermittent discharge. 

The prescribed dimensions apply only to the normal 
arrangement of three cells side by side and with top contacts; 
they are not intended to hinder or discourage any modifica- 
tion in arrangement of cells or contacts which may appear 
desirable. On manufacturing grounds, battery cases may be 
dated ahead by eight days, but not by any longer period, and 
both trade mark and date of manufacture should be die- 
stamped. The best method of indicating whether a battery 
has been used or not is to place a guarantee-strip over the 
longer contact (and possibly over the other as well). so that 
the battery’ cannot be used without tearing away this strip. 
A notice should be printed on the. strip that the battery must 
be tested (by voltmeter) before the strip is removed and 

Provision must be made, by a hole or otherwise, so that test- 

Ing 1$ possible. Electromagnetic voltmeters of the watch type 

are quite unsuitable for testing dry cells, owing to their 


inaccuracy and high current consumption. A higher initial 
E.M.F. than 4.8 volts may easily be attained, but it is of no 
advantage, because it will soon decrease, and whilst it en- 
dures may burn out the lamp filament; an initial E.M.F. 
higher than 4.9 or even 5 volts 18 very undesirable. The 
minimum of 4.5 volts is prescribed for final works tests, and 
batteries which just pass this test will not yield 4.5 volts when ' 
received by the purchaser. If the latter is at a distance he 
should take care that batteries are received and tested within 
two weeks from the date of the works test, otherwise it may 
be impossible to get claims for defective cells admitted by 
the works within the four weeks specified as the longest 
period within which a battery may be expected to yield an 
E.M.F. of 4.2 volts. Batteries should be stored in a cool, dry 
place, and neglect to do so frees the manufacturer from res- 
ponsibility for rapid deterioration. | 

The low pressure drop which accompanies low internal 
resistance of the battery results in more light being obtained 
from the lamp and a longer useful life from the battery. 
Purity and correct mixture of the battery materials are, how- 
ever, more important than low internal resistance, which is 
no more than a contributory indication of excellence. The 
measurement ef internal resistance by determination of volt- 
age drop gives sufficiently accurate results, does not injure 
the battery, and is a test which can easily and quickly be 
made in practice. The telephone bridge method is doubtless 
more accurate, but is too tedious where many thousands of 
cells have to be tested. Formerly reliance was placed on the 
current developed by a battery on short circuit as an indica- 
tion of the excellence of the cells; this test should be 
abolished, because the result is of no value unless a very 
accurate instrument is used, and even then the very defects 
of a badly constructed battery may enable it to develop a 
very high current on short circuit. Also, a short-circuit test, 
unless completed very quickly, does permanent damage to a 
battery. As regards the life test, discharge through a con- 


Stant resistance of 15 ohms is approximately equivalent to 


running on a 3.5-volt, 0.9-amp. metal lamp, and gives more 
definite results than would be obtained by actual discharge 
through a lamp, since the resistance of the latter is not known 
accurately, and varies with the state of battery discharge. 
An average life figure for & batch of batteries of the same 
type. and made from the same lot of materials, may be 
obtained by taking the mean result of tests on three or five 
batteries. About one in 1,000 batteries delivered is generally 
tested for burning hours. The test is made on cells perhaps 
fhree days old, and the life then indicated cannot be ob- 
tained when the batteries, are three or four weeks old In 
marking the life on the battery case, it should be given as 
the hours of continuous burning for a 3.5-volt, 0.9-amp. 
lamp, since this basis of reference 18 understood more. gener- 
ally than the meaning of 15 ohms. In actual service pocket- 
lamp batteries are almost invariably used intermittently, per- 
haps for a total of five to ten minutes per diem with long 
periods for recovery. Numerous tests show that under such 


.conditions the total useful life is at least 40 per cent. longer 


than on continuous discharge, say 34 hours as compared with 
2) hours. | 


/ 


TRADE STATISTICS OF BRAZIL. 


TuE following figures show the imports into Brazil of elec- 
trical and similar goods during the year 1915. The figures for 
1914 have been added for purposes of comparison, and notes 
of increases or decreases, as the case may be, are given :— 


1914. 1915. Тас. ог dec. 

Electric cable.— Dollars. Dollars. Dollars. 

From United States 80,000 203,000 + 193,000 
», Great Britain 127,000 1,000 — 126,000 
,, Germany ы 11,000 — — 177,000 
,, Other countrie 51,000 5,000 — 46,000 

Total 335,000 209,000 — 126,000 

Insulators.— 

From United States 32,000 24,000 — 8,000 
,, Germany ids 41,000 4,000 — 37,000 
; Other countries 17,000 5,000 — 12,000 

Total 90,000 33,000 — 57,000 

Electrical machinery.— 

From -United States 686,000 461,000 — 225,000 
», Germany p 212,000 22,000 — 250,000 
,» Great Britain 491,000 137,000 — 284,000 
„ France s .. 128,000 29,000 — 94,000 
,, Other countries ... 118,000 42,000 — 76,000 

Total A .. 1,620,000 -691,000 — 929,000 

Electric motors.— T е 

. From United States 99,000 40, — 
йа Сегтапу n 55,000. 7,000 — 48,000 
, Great Britain "e 40,000 13,000 - 21,000 
» Switzerland T 22,000) 5,000 — 17,000 
,, Other countries ie 7,000 14,000 + ,000 
000 — 144,000 


Total sae .. 223,000 79, 
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Stationary engines.— 


From United States 
» Great Britain 


» Germany o 
„. Other countries 
Total 


Industrial machinery.— 


From United States 
», Great Britain 


» Germany D 

» France m3 

», Other countries 
Total "T 


een 


Rails, fish plates, and railway accessories.— 


From United States 


» Belgium xus 
» France i 
», Germany TN 


» Great Britain 
„ Other countries 


Total 
Lighting apparatus.— 
From United States 
» Germany bos 


» Great Britain 
», Other countries 


Total 


Other machinery (except agricultural).— 


From United States 
» Great Britain 
» . Germany 


» France i 

» Belgium 

»,  ltaly 

» Switzerland 

» Holland 

», Other countries 
Total 


eee 


1914. 1915. 
Dollars. Dollars. 
21,000 — 
39,000 — 
37,000 — 
46,000 — 
143,000 — 
158,000 111,000 
398,000 361,000 
309,000 13,000 
206,000 19,000 
94,000 47,000 
1,165,000 551,000 
922,000 949,000 
425 ,000 — 
365,000 .— 
215,000 13,000 
166,000 52,000 ° 
123,000 2,000 
2,216,000 316,000 
29,000 32,000 
74,000 6,000 
39,000 23,000 
17,000 11,000 
159,000 72,000 
909,000 551,000 
1,269,000 371,000 
782,000 37,00) 
488,000 123,000 
44,000 ,000 
61,000 21,000 
66,000 37,000 
533,000 96,000 
107,000 92,000 


4,259,000 1,329,000 


Telegraph and telephone posts, and bridge and 


fence material.— 


From United States 
» Belgium 
» Great Britain 
» Germany 

^ ,, France at 
» Other countries 


" Total 
Copper wire.— 


From United States 
» Germany A 
», Great Britain 
» Other countries 


Total see Ж 


Iron and steel wire.— 
From United States 
», Germany 
;,. Belgium 
„ Great Britain 
», Other countries: 


Total . 
Rubber manufactures.— 


From United States 
» Germany . 
» Great Britain 


» France des 
», Other countries 
Total 


eee 


м 


- 


- 


we 


“ 


* - 


ч 


| жеме 8 ee 
S| 38888 | 2 


N 
О 


*e 


" Hydraulic pumps and accessories.— 


From United States 
» Great, Britain 
», Germany 
» Other countries 


Total 
Scientific instruments.— 


From United States 
», Germany 
» France В 
» ' Great Britain 
» Other countries 


Total 


51,000 
63 


56,000 
46,000 


216,000 
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Inc. or дес. 
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tet it 
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Dollars. 
21,000 
39,000 
37,000 
46,000 


745,000 
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P. Е. Smith & Messrs. TitLiNG-STEVENS, LTD. 


NEW PATENTS APPLIED FOR, 
(NOT YET PUBLISHED) 
Compiled expressly for this journal by Mzssns. W. P. THOMPSON & Со,, 


Electrical Patent Agents, 285, High Holborn, Lond W. 
Liverpool and Bradíord. E d on, C., and at 


1916. 


13,564. “ Electrical watér heaters." J, Е. BARR. September 25th. 
E " Means for carrying electric cables." A. DETRAUX. September 
th, 
19,991. “ High-tension discharge apparatus." E. WiLsow. September 25th. 
se " Electric resistance furnaces.” J. C. LANDTMETERS. September 
th. 
13,617. “© Electric fire and stove." Н. S. SoUTTER. September 28th. 
13,631. '' Attachment of magnctos to power units of motor cycles." C. T. 
B. Sancster. September 26th. 
13,659. ** Controllers for electric motors, &c." С. ELLISON. September 26th. 


13,661. “ Electrical apparatus for transmitting movements at a distance." 
Soc. ANON. ркѕ ATELIERS Brite Freres. September 26th. (France, Sep- 
tember 28th, 1915.) i 


3,664. ‘‘ Combined electric stoves and toasters.” 


13, Н. А. Rice. 
26th. (U.S.A., September 22nd, 1915.) 


September 


13,665. ‘ Ignition mechanism for internal-combustion engines.” Н. R. van 
DEVENTER. September 26th. (U.S.A., October 28th, 1915.) | 
13,671. “ Dynamo-electric machines," THe Ввїтї5п THomson-Houston Co. 


AND А. Р, Younc. September 26th, 


13,707. ‘‘ Electric switches." А. CRAWFORD, W. Preston, AND W. Sane 
DERS & Co. September 27th. 
13,725. '' Combined switch and plug boxes for electric circuits.” J. Scorr. 


September 27th. 


13,727, '' Electric heating and cooking apparatus." С. Pare & A. К. 


Woop. September 27th. 

13,746. '' Electric signalling systems." R. LAMBOURNE. September 27th. 
pin “Electric cooking, &c., apparatus." А. Е. BERRY. September 
(t 


13,758. ''Dynamo.electric machinery.” М. Latour. September 27th. 
(France, September 7th, 1915.) 
13,767. “ Electric switches.” 
13,768. “ Electric overhead tramwa 
flash at breaking points in cable," С. T. THuEoBALD. September 28th. 
13,803. *“ Electric motor control." Тнк British THomson-Houston Co. 
(General Electric Co., U.S.A.). September 28th. ; 
13,805. '' Automobile clectrical apparatus for welding, searchlight, &c.” 
September 28th. 
13,812. '' Electro-magnetic engine." Е. BACHELET. September 28th. 
13,814. “ Magnetos for lighting automobiles and starting internal-comous- 
tion engines." J. Ветнекор & E. GiRARDEAU. September 28th. (France, 
December 20th, 1915.) — i 
13,816. “ Systems of distribution.” 
MANUFACTURING Co. September 28th. 


V. Hore. September 28th. 
trolley-pole attachment for preventing 


BRITISH ` WESTINGHOUSE & ELECTRIC 
(U.S.A., October 7th, 1915.) 


13,820. '' Automatic shifting devices for magnetos." 1. BiGNON. September 
28th. (France, October 2nd, 1915.) ? 

13,825. ‘‘ Portable electric lamps." О. HorrMANN & C. WourkR. Sep- 
tember 28th. (Germany, September 25th, 1915.) 


13,839. “ Improving voltage regulation on alternating-current sub-stations, 
feeders, rotary converters, &c." А. М: TavLoR. September 29th. 

13,840. “ Sparking plugs." А. E. Томкѕ,:Меѕѕкѕ. E. Tonks & Sons, C. 
W. Tonks, E. Tonks, AND G. A. Tonks. September 29th. 

13,874. '' Means for ventilating and cooling electric generators and motors.” 
P. Е. Ѕмітн & Messrs. Tu.iiNG-SrEVENS, Lro. September 29th, 


13,887. “ Apparatus for electrical transmission of rotary motion or signals.” 
P. ScuiLowskv. September 29th. | 

13,888. '' Magneto dynamos." P. C. RusHen (Bosch Magneto Co.) Sep- 
tember 29th. . 

13,899. ''Sparking plugs for internal-combustion engines.” Н, В. WriLks 
AND T. CRosBEE & Sons. September 30th. . 

13,905. '' Cooling and ventilating system for electric storage batteries in 


M. F. Hav. September 30th. 


submarines.” 


13,942. ‘‘ Electric train-lighting, &c., systems, and regulation of electric 
circuits." H. LEITNER. September 30th. 
13,943. “ Telephones.” Е. L. Cork. September 30th. 


PUBLISHED SPECIFICATIONS. 


1915. 

8.508. ELecrric HEATERS AND ELectric HEATING APPARATUS. 
Marks (Landers, Frary & Clark). June 8th. , 

12,730. BiPoLAR ELEcTRODE ELECTROLYSERS. G. G. Hepburn. September 6th. 

12,798. INCANDESCENT ELECTRIC Lamps. L. Simonotti & E. Simonotti. Sep- 
tember 7th. | 

12,810. CONTROLLERS FOR Exectric Morons. 
(September 29th, 1914.) 

12,998. APPARATUS FOR DETERMINING THE ''CniriCAL " OR ‘f CONVERSION '" 
Poin; OF SAMPLES OF IRON OR STEEL BY MEASURING THE ELFCTRICAL RESISTANCE 
ОР a Test Piece ОЕ sucu METAL WHILST НЕАТЕР TO A HIGH TEMPERATURE. 
H. J. C. Simson (Saldau). September 10th. 

12,999. SearcniicHts. Е. A. Sperry. September 10th. 

13.033. MEANS FOR TRANSMITTING SIGNALS ELECTRICALLY. С. 
September llth. 

13,079. Means ror ReGucatinc Arc Lamps. J. Brockie, and Johnson and 
Phillips, Ltd. September 13th. 

13,080. Projector Arc Lamps, 
September 13th. 

.13,216. Evectrica. METHODS oF SOUNDING OF CHURCH AND OTHER BELLS. 
T. L. Southgate. September 16th. 


E. C. A. 


Н. E. Dey. September 7. 


(April 16th, 1915.) 
B. Reeve. 


J. Brockie, and Johnson and Phillips, Ltd. 


13,481. ErtcrRic Morors. Е. A. Heys (Neuland Patents, Ltd.) Sep- 
tember 22nd. ; 

13,587. Exectric Traxsrormers. С. Н. Thordarson. September 24th. 

16.550. TELEGRAPH OR TELEPHONE LINE INSULATOR. J. B. Alexander. Nov- 


ember 23rd. | 
17.474. ELrcrkO-MacNETIC RgLavs. С. B. Burdon (Siemens & Halske Akt. 


Ges.) December 14th. 
1916. 

The numbers in brackets are those under which the specifications will be 
prirted and abridged, and all subsequent proceedings will be taken. 

1,246. Exvectric Circuit СокткошЕЕЗ. lgranic Electric Co. (Cutler-Hammer 
Manufacturing Co.) January 26th, 1916.  [101,962.] ^" " 

MATIC TELEPHONE SYSTEMS. Automatic Telephone Co., 

WERE OM Боха, С. М. & Т. М. Inman. August 11th, 1915. (Divided 
application on 11,600/15. Cognate application 1,868/16.)  (101,047.] 

3.059. HorpeR ror CaRRviNG Two SEPARATE ELECTRIC OR OTHER WIRES OR 
Cases. J. E. Grocott. March Ist, 1916. [101,372] 
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TRAVELLING SCHOLARSHIPS. 


THE building up of substantial and lasting trade 
connections is not, in ordinary times, a matter of 
weeks or months. In war-time, when supplies from 
some directions are cut off and markets are in need, 
orders can be obtained practically for the asking 
if we are in a position to execute them; and it may 
be that some of these orders given in a hurry, will 
by reason of satisfactory service, and perhaps by 
reason of allied sentiment, be followed by others 
from the same sources after the return of Peace. In 
normal times, however, and speaking generally, for- 
eign trade connections, save for quite specialised 
lines of trade, are a plant of slow growth. 
We survey markets, prepare literature, advertise 
the goods we make, and, if we are wise, nurse 
periodically the ground we seek to cultivate; 
but these are only part of the effort, an im- 
portant part undoubtedly, but we have to go 
deeper, for after we have done all these and other 
things along ordinary commercial lines, we may find 
that we have not built upon the best or most reliable 
foundation. The foundation that we must put in 
very substantially, and which does not lie in one 
country alone, but in both that in which we manu- 


. facture and in that in which we desire to sell, must 


be made up of as complete a knowledge as we can 
obtain of the. character and the consequent require- 
ments of the people of the market, and of closely 
cemented relationships and friendships or under- 
standings imparting a complete confidence in the 
seller on the part of the buyer. This foundation is 
education. Not education of the ordinary school, 
college, or university type, but education of 
specialised types, one kind for the buyer and an- 
other for the seller. In the main, it is to be ob- 
tained by mutual interchanges of visits; taking a 
particular case for the purpose of illustration, the 
entertaining of Russian engineers and business men 
in England, and the deputation of British engineers | 
and manufacturers to the markets of Russia. Much 
success has been known to follow organised visits 
of such kinds, and private parties on their own 
initiative and at their own expense have also found 
their efforts to be well rewarded. Not once, nor 
twice, but many times have we referred to the way 
in which British and German traders have educated 
the rising generation of engineers in non-marmnufac- 
turing, and therefore purchasing, countries, and 
created an atmosphere and conditions congenial to 
the growth of trade. This lesson is not likely to be 
overlooked as we lay our plans for the future. The 
opening of our works to young foreigners whom we 
expect to be ultimate buyers is only one half of the 
matter. What we also need is the opening up of 
facilities in their countries for our own potential 
business men to learn most thoroughly, as the result 
of extended sojourn, observation, and education, and 
of.intimate converse and relationship, the language 
and character of the people, their country, and their 
requirements. Those of our readers who took the 
trouble to read the Government Committee's report 
on & British Trade Bank will have noticed that one 
of the most important matters dealt with therein 
related to the need for encouraging suitable young 
men to leave these shores and take up residence and 
business interests in markets where we desire to 
strengthen the British commercial hold. When we 
nationally hold that after the war we must aim first 
at peopling the Mother Country and the Empire, 


Н 
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we shall not fail to see the necessity for assisting a 
number of suitable men to go to other countries in 
the interests of British commerce and industry, and 
therefore in the interests of the Empire as a whole. 
It may be that our young men will find it good policy, 


as German agents have often done, to arrange 


even their affections in subordination to trade 
interests, marrying one of the foreigner's daughters, 
but that we are quite prepared to leave to them—the 
details we need not enter into. What we must do is 
to make the opportunities for the young men to 
go to these potential markets, making it worth 
their while to do so, because they are the represen- 
tatives of a Greater British industry. The British 
electrical and engineering manufacturer knows 
many ways in which this can be done, but it 1s our 
` purpose on this occasion to describe briefly the steps 
that are being taken by another great department of 
British industry as the result of organisation of its 
different firms, as the scheme is considered by some 
to afford an example which.might be profitably 
studied, and perhaps followed, by British electrical 


and engineering organisations. The Bradford Dyers’: 


Association has offered to give 1o travelling scholar- 
ships to cover the cost of a year’s residence in Russia 
—the gift is valued at £2,000 per annum. The pro- 
posal is made in recognition of a great and urgent 
local and national: need, and the only stipulations 
attached are that candidates for the scholarships 
must be either connected with, or intend to be con- 
nected with, the piece goods trade of Bradford or 
Manchester, and that they shall have acquired an 
elementary knowledge of the Russian language. 
This language difhculty has long been one of our 
obstacles to Russian trade. Geographically, Ger- 
many was in such close proximity to Russia that 
commercial people intermingled, and a Russian 
-need had only to be known and measures were taken 
to meet it. The people and their language were 
known, and a trip into Russia was nothing more 
than a run into the provincial districts here 
for an Enelishman. Whether those relations 
are resumed again or not, the goodwill of the 
Russian people toward their Allies in this terrible 
war will alter matters in our favour if we can meet 
the needs of the situation, and we are more likely 
to meet those needs if we learn the language in 
crder to understand them and fraternise with 
them either here or on their own soil The 
Bradford Dyers' Association was fortunate, in 
this respect, in securing the co-operation of the 
Bradford Education Authority so as to give a 
stimulus to the study of Russian. It is stated that 
arrangements are now in process for the selection 
of suitable candidates to proceed to Russia, for the 
provision of their comfort and accommodation 
while there, and for their training and supervision. 
The services of the Russian Embassy and of our 
own Consuls in.Russia have been sympathetically 
placed at their disposal. Students will go to univer- 
sity cities, such as Petrograd, Moscow, Kharkoff, 
Kieff, and possibly Odessa; thev will attend courses 
of lectures, with a strong commercial bias, at uni- 
versities and commercial institutions, and in a hun- 
dred ways they will be enabled to acquire an inti- 
mate acquaintance with Russia and with the habits 
and customs of the people, also to investigate 
Russian industries, securing introductions to busi- 
ness centres, and so forth. Of course, every stu- 
dent has to familiarise himself with the elements 
of the Russian language before he goes out, and 
the Educational Authority will assist to that end 
so that six months’ studv shall make him suff- 
ciently * fit." Now only the blindest man can fail 
to see the most excellent possibilities contained in 
such a scheme; it is conceivable that in the course 
of time, almost incalculable benefit to British tex- 
{Че industries would result. Апа if this applies in 
the case of textiles, why not in electrical manufac- 
tures? It seems to us that electrically we are up 


* 


against very much the same, difficulties—the language 
and the need for knowledge of the peculiarities of 
the people and their country. As we hope to have 
ample electrical manufacturing capacity after the 
war we need to be far-seeing in our meásures, and 
perhaps another £2,000 a year'from the electrical 
industries, organised, say, from London, or Man- 
chester, or some other big engineering centre, 
along very similar lines to those adopted in the case 
of the Bradford Dyers, might prove to be a most 
profitable investment for the industry in the long 
run as well as assisting in opening up very favour- 
able relations with our Russian electrical friends 
during the remaining stages of the war if, as appears 
Lkely. it lasts much longer. 

The Council of the Lord. Kitchener National 
Memorial Fund is founding a number of commercial 
scholarships for the sons of deceased and disabled 
officers and for young men who have-served with 
the Forces. for the purpose of enabling them to 


-gain experience іп France, Russia, Italy, Japan, 


Belgium, Roumania, Portugal, and Serbia. 15 it 
altogether out of the question to prepare one grand 
national scheme by which the textile, engineering. 
and electrical trades could co-ordinate their efforts 
in co-operation with the Kitchener Memorial 
Council ? 


И THERE has been а little more life 
in crude rubber within the past fort- 
night or so, and the market has 
occasionally shown improvement, though no impor- 
tant advance has to be recorded on balance. The 
more active demand which has been experienced is 
chiefly attributed to the misgivings which have been 


Rubber. 


aroused through shipping uncertainties. There has, 


under the circumstances, been more readiness to 
cover short contracts outstanding on the part of 
dealers, but otherwise no eagerness to buy has been 
seen, consumers being apparently still of opinion 
that a hand-to-mouth policy is quite in keeping with 
the heavy stocks now in existence on this side. 
Stocks, indeed, have grown very considerably the 
last few months, the total returned-at London and 
Liverpool combirfed on October ist being 10.408 
tons, which shows an increase of about 4,000 tons 
and 5,000 tons respectively compared with the same 
date in the previous two years. There is not much 
doubt that the accumulation of unsold supplies will 
proceed further in the present rather indifferent 
state of the market, for abnormally heavy quantities 
were shipped from the East in the past month, while 
the aggregate for the nine months represents 44,302 
tons, comparing with 30,657 tons in 1915 and 21,550 
tons in 1914. The output of the plantation estates 
will doubtless continue progressive, although the 
latest advices from that quarter suggest that opera- 
tidns are now to some extent hindered by labour 
scarcity, and other adverse causes. The labour 
problem, at any rate, is causing some apprehension 
in the Middle East. Therefore, the increase of out- 
put in various directions is hardly likely to be as 
large as originally anticipated, unless the short- 
comings referred to can soon be remedied. 

The market at about this time last year became 
extremely sensitive through shipping uncertainties. 
and delaved arrivals, chiefly because the unso 
stocks were comparatively reduced, and the United 
States were buving freely. At that time a large por 
tion of the rubber arriving here was already vd 
and the balance was thus easily taken care of by ei 
additional orders coming on the market for 5p 
rubber. Conditions now are practically Ie 
Through the short-sighted policy of the sone 
refusing to sell ahead. forward positions have n 
left rather unprotected, and the result of this : оп 
is that very considerable quantities of the plan я А 
product are arriving unsold. This natural turers 
subduing effect upon demand, while тапи!ас 
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already carry fair stocks, and are not keen about in- 
creasing their commitments. The prices asked for 
forward rubber are still considered too high to in- 
duce fresh interest. No great reliance can be placed 
upon America increasing her takings to any impor- 
tant extent until after the Presidential Election, in 
view of political uncertainty. Meanwhile, however, 
it may be mentioned that according to the latest 
advices from that quarter reserve stocks in manu- 
facturers’ hands have been eaten into considerably 
within the last few months, and that the progress of 
operations at the American mills is quite satisfactory 
in spite of the recent labour disturbances. Export 
‘of rubber goods are in excess of all previous records, 
and manufacturers of tires are doing a very large 
business, while rubber goods are being introduced 
as a substitute for leather soles for shoes, &c. There 
is no doubt that buying power is accumulating for 
the raw product, which must eventually lead to more 
active American buying from the East direct or 
from this side. 


ELSEWHERE in this issue we pub- 

Coal Economy. lish an abstract of an address by 

Mr. R. A. Chattock to the Birming- 
ham Association of Mechanical Engineers, in which 
the author. after touching upon various aspects of 
the engineering industry as affected by the war, on 
lines with which we are in hearty agreement, took 
up a subject .which for many years has been with 
him a favourite study—the reform of our methods 
of generating and distributing electrical energy. In 
view of the national movement in this direction, and 
of the fact that he is Chairman of the I.E.E. Com- 
mittee on Electricity Supply, Mr. Chattock's re- 
marks are particularly interesting and timely. 

It will be observed that, with other leading elec- 
trical engineers, the author advocates the more com- 
plete and efficient utilisation of coal by the one 
method that is at present open to us—easification of 
the crude fuel, and recovery of the products of its 
distillation which are more valuable in themselves 
than as sources of heat. Commenting on the enor- 
mous amount of coal required to provide sufficient 
combustible gas by distillation, and the large area 
that would be occupied by the generating station, 
Mr. Chattock suggests that some of the boilers 
should be fired with the coke resulting from the 


former operation, thus achieving the double object - 


of reducing the amount of coal to be handled, and 
avoiding the production of excessive quantities of 
‘coke '' or other form of fuel "—the solid product of 
the low-temperature distillation of coal being con- 
siderably different from what is known as coke. As 
„an alternative, the '' coke " might be gasified in pro- 
ducers; this would have the advantages of uniformity 
in firing the boilers, and avoidance of the difficulties 
that are met with in burning coke in boiler furnaces, 
against which. must be set the difference between 
the cost of suitable grates and that of the producers. 
It is interesting to note that the big gas engine is 
not so much as mentioned in the address—so com- 
pletely has the steam turbine established its superior- 
ity as a prime mover. 

Mr. Chattock includes amongst the benefits 
derived from the adoption of some such scheme the 
conservation of our coal supplies, the elimination 
.of smoke from the atmosphere, and the supply of 
electrical energy at very low prices—all most desir- 
able results. Also, by siting the generating sta- 
tions at coal mines and transmitting enerev elec- 
trically, he proposes to relieve the congestion of 
trafic on the railways, and in order to hasten the 
‘change he advocates the adoption of compulsory 
measures by the Government. To discuss the pros 

and cons of the last-named course would require 
more space than we can spare to-dav: but with 
regard to the economy of power supply we may 
Say a few words. It has been fully realised in cer- 


tain industries that the cost of power in itself is a 
mere trifle compared with the total costs of produc- 
tion and marketing, and while we would not under- 
estimate the importance even of '' mere trifles," we 
wish to point out that the saving of labour, com- 
bined with increased output, resulting from the 
liberal employment of electric power in industry 1s 
of far greater moment, and should be given 
greater prominence in discussing this subject. The 
importance of this point was marked before the war; 
in the future, it will be of still greater significance. 
In connection with heating operations on the other 
hand—domestic and industrial—the cost of energy 
is certainly the paramount consideration, and the 
same is true of electrochemical work, which 1s 
likely to come more extensively into vogue. 

The electrical station engineer may view with 
some concern the prospect so frequently displayed 
before him—that he will have to add to his many 
accustomed activities the functions of a gas engineer 
and chemist. We sincerely trust that opposition to 
reform will not be based upon this ground. There 
is no inherent reason why he should shrink from 
such a fate. In any such large undertaking as Mr. 
Chattock foreshadows there is bound to be a staff 
of expert chemists, and the engineer will be con- 
cerned mainly with the utilisation of the gas sup- 


plied by the coal.consüming department, as at 


Brighton. But it would be well if electrical engi- 
neers who hope to attain eminence in electricity 
supply would take time by the forelock, and make 
themselves familiar with this branch of the subject 
—for the change is bound to come. 


THE article on the present posi- 
tion of the electrical industry of 
the United States, which we quote 
in full from our American name- 
sake in this issue, will be read with interest— not, 
perhaps, unmixed with envy—by British manufac- 
turers, who, with all their energies absorbed in the 
gigantic task of maintaining the cause of a free 
and beneficent civilisation in Europe against the on- 
slaught of a barbarous and Vandal foe, are for the 
present unable to take due part in the feast of in- 
dustry spread out before their confrères. “ Feast ”’ 
—it might rather be called an orgy! It must be 
admitted, however, that no small part of the trans- 


American 
Prosperity. 


Atlantic prosperity is due to the manufacture of 


munitions of war, which, by the force of circum- 
stances, of which the British Navy is the predomi- 
nant factor, can be supplied only to ourselves and 
our Allies, and to that extent our neutral friends 
are supporting the cause of justice and freedom. 
Whether that should be the limit of their military 
activities it is for them to judge—we have our own 
opinions on the matter. What mainly concerns us 
is not so much the present as the future, in this con- 
nection. The fact that our manufacturers have, in 
spite of the most adverse and difficult conditions, 
succeeded in raising their exports for the last two 
months to a higher monetary value, if not a greater 
volume, than in the corresponding months before 
the war, is of good augury. Our workshops are 
crammed with machinery, much of which should be 
capable of adaptation to the requirements of trade 
after the war, and a new spirit has been inculcated 


into our industrial armies, from which we hope for 


great results. The big Amerjcan firms are clearly 
quite unable to cope with the volume of business 


.that is now offered them, and when peace looms 


ahead undoubtedlv the world's demand will be re- 
doubled, while tne establishment of a preferential 
régime throughout the Allied nations must prove a 
vital factor in determining the course of trade. We 
therefore have no fears for the future, provided that 
no effort is spared to meet the new conditions with 
the utmost efficiency and determination. 
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ELECTRICAL TRADE IN 
THE WAR. 


INDIA AFTER 


Ву G. К. DRUMMOND, M.I.E.E., M.I.M.E. 


THE majority of electrical firms in "England at present 
hardly realise the immense possibilities and importance of 
electrical progress in India. Up to a very few years before 
the war very little competition was offered at all by English 
firms, with the result that many very large orders were 
placed on the Continent and in America, resulting in 
foreign firms obtaining a footing in this country, and, in 


my opinion, it is “up to” British manufacturers to con- . 


solidate their present position, and to considerably extend 
their activities in India—that is, of course, if they wish to 
compete with foreign firms in this direction. Now I do not 
wish to imply in the least that what has been mentioned 
regarding orders being placed abroad was due to weak repre- 
sentation, but to earnestly impress on firms that there 
appears to be no reason whatever why after the war England 
should not supply the bulk of electrical goods for India, 
and that, apart from home orders, their works can be 
fully employed to cope with this increased business, pro- 
vided they tackle their Indian export trade in the correct 
manner. What is the best way to achieve this result? I 
remember, when I was in London in, I think, 1905, I was 
talking to the managing director of'one of our leading elec- 
trical firms, and in the course of our conversation he men- 
tioned that his firm had agents in India, but orders were 
few and unimportant, and he inquired if, in my opinion, 
more business would result if direct branches were 
established and the agency abolished. My reply was em- 
phatically yes, provided you send out the right men and go to 
work correctly, always remembering the vastness and possi- 
bilities of the country. The firm in question took my 
advice and have done fairly well, but not so well as they 
might have done, or as I anticipated. Firms operating in 
India should remember that, generally speaking, business is 
carried out on completely different lines to those obtaining 
in England, and that certain points should’ be carefully 
observed, of which I will detail what are, in my opinion, 
the most important :— | | 
Workmanship.—This should be of the very best always; 
in fact, more attention апа care should be given by works 
to orders for India than for home orders. Not, as I am 
afraid is sometimes the case, machinery pushed through the 
test house with the remark, “Оһ, it's good enough ; that 
machine's for India ; we'll not be worried or hear about it, 
once it’s shipped." No; they would possibly not hear 
much about it, or their firm about repeat orders. Any 
plant, even if only a little doubtful under test, should be 
kept back, and, if necessary, scrapped. Firms’ reputations 
have been completely damned for certain classes of work, 
owing to indifferent workmanship and their test house passing 
the stuff through as good enough for India. I remember—it 
was, I think, in 1908—I was inspecting and reporting on 
an electric scheme in a large Native State, and had been 
told that the scheme was being changed from p.c. to А.С., 
and a steam 3,300-volt alternator, with switchboard, had 
just been installed. I was looking forward to seeing this 
plant, as it was from old-established English firms with 
good reputations for D.c. boards and machines, but firms 
who had up to then manufactured little, if any, a.c. plant. 
On arrival at the power house with the engineer, some D.C. 
sets only were in operation, and ou my inquiring if the A.C. 
set could not be started up for my inspection, the engineer 
replied, ** Well, aa a matter of fact, we're rather afraid to 
run it. We have had no luck at all with board or set.” 


On ite being uncovered for my inspection, I understood why. 
Without going into details, I will only say that I recom- . 
mended the engineer to return the plant to the makers as . 


useless, and on no account. to try to operate it. The firms 
in question possibly heard little about this, for various 
reasons, but from that date to this I have seen no more of 
their А.С. plant, nor have I heard of any, being installed in 
India, and in all probability this has also seriously affected 
their sale for other electrical material, without the heads of 
the firms understanding why. This is only one case of 


many I could quote from my own experience out here. Firms 
must understand that jobs in India are some 8,000 miles 


‘from their works, and engineers out here cannot "phone up 


works to send men to inspect, overhaul, &c., &c., or to rectify 
any fault that may occur, and if any trouble is experienced 
with plant no repeat orders to that maker are going home, and 
such news travels. On the other hand, if the plant is really 
good, many repeat orders result, and, when new works are in 
progress, engineers invariably specify plant of which they 
know examples are running satisfactorily in dther parts of 
the country. Another point is, makers should realise that 
plant which is excellent for England may not always give 
satisfaction when installed in India, and that plant which 
would run well, say, in Bombay, would give trouble if 
installed in Delhi. Extreme climatic variations must 
always be taken into consideration, and in certain ратів of 
India the prevalence of dust storms have to be considered. 
Firms should also bear in mind that in all probability the 
plant will be entirely operated by cheap Indian Jabour, and 
they should design same accordingly. Efficiency for home 
practice is an important factor, but in many cases engineers 
in India would prefer reliability at the expense of a little 
efficiency. One other point is, firms must standardise more. 
Possibly many of my readers will say, ** We do standardise.” 
To a certain extent I admit, but they should standardise 
whenever possible, and work strictly to standards, until, of 
course, the design changes, and then ‘it should always be 
possible for a machine to be made—if required—to an old 
pattern to match machinery already installed. Nothing is 
more annoying than to receive plant which has been specified 
to be exactly similar in every respect to а previous order 
arrive out, with different fittings, and to be obliged to stock, 
say, a different size of brush for same, to say nothing of the 
break up in the uniformity of the station. In my opinion, 
firme would do well to have attached to their export 
department a good reliable engineer with a special know- 
ledge of India, whose duty should be examination and 
passing of all goods for India. 

Representatives.— Representatives should preferably be 
engineers who have had a good varied home training, with 
also experience in India. "They should have plenty of tact, 
the full confidence of their firms, and, above all, they must 
be “ pucca sahibs,” able to move in society, and eligible for 
membership to any of our clubs. | 

During my 18 years’ experience in India, I have at 
different times met a good many representatives of firms, 
who have called on me at my different stations, and of these 
I suppose there were few indeed who were really suitable 
men to. represent their firms here in India. It must be 
remembered that at least 50 per cent. of the business is 
negotiated with Indians, the majority of whom require very 
tactful handling. Ninety per cent. of these have not seen 
England, and, therefore, must judge firms, to a certain 
extent, by their representatives. I will mention here that 
no one is quicker to observe whether a man is a “ chota 
sahib" (little man, literally subordinate) or a ** bara sahib " 
(big man, literally officer) than an Indian, and be impressed 
accordingly, or otherwise. 

In India there are observed two classes—v.e., the club 
man (officer class) and the subordinate, and the distinction 
is most marked. Representatives must, of course, belong 
to the former (it would be fatal to the interests of their 
firms for them to drift into the latter), and it is essential 
that they should belong to the local club and mix in 
Society. Possibly my readers will say—* Oh, that’s absurd. 
We want a man to push business, not to go into Society.” 
I can assure them that much more business is secured by 
the man who has entry into the clubs and Society than the 
man who, say, grinds hard at office all day and talks about 
having no time for such frivolities. The ideal representa- 
tive is the man who combines both work and social life, 
and it must be obvious to my readers that when orders are 
being handed out—other things, of course, being equal— 
it is the man one knows and meets at club who generally 
secures the work. Some representatives of firms, although 
eligible, cannot belong to clubs, because their pay does поб 
permit. This is a great error on the part of their firms, 
who, I take it, are ignorant of the country, or they would 
not handicap their men before they really get to work. 

Living in Presidency towns is expensive. For instance, 
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in Calcutta a suitable house cannot be had under Rs. 500 a 
month; servants and living expenses run away with 
another Rs. 500, and then one has club and other expenses, 
and last, but not least, if the representative is married, 
comes the yearly expense of wife and family going away to 
the hills during the hot-weather months. 

The above is not by any means exaggerated. One of the 
many duties of the representative is, at times, to receive 
and put up clients who may be down on business, and to 
entertain them. То do this it is essential for him to have 
a house in а good locality, and, generally speaking, to look 
after the client, and treat him as well as if he were in his 
own home. I wonder how many firms there are who pay 
their representatives only Rs. 750 or under a month, and are 
under the impression that they are treating their men well ? 
Apart from the fact that good sound men cannot be had for 
that pay, their men cannot possibly live as they should do, 
and as is their duty to their firm. 

Some years ago I was asked to install a complete modern 
electrical equipment for a large theatre in a State for which 
I was then consultant. I was extremely busy at the time 
with other schemes, so sent full particulars with drawings 
to a certain firm which I knew had carried out similar work 
in India, asking for a detailed estimate for the supply of all 
the material. After a very long wait and some corres- 
pondence, the representatjve stated he would not send the 

estimate unless I deposited a sum of money with his firm, 
which would be forfeited if he did not get the work! 
Needless to say, I placed the order elsewhere, and intended 
sending the correspondence to the head of the firm, only I 
realised that it was more the firm's mistake in sending out 
such a man than that of the representative, who, no doubt, 
thought he was doing the correct thing. 

Representatives should at least once a year tour India, 
making personal calls on all clients, and paying visits to all 
native States and towns where electricity is, or is likely to 
be, installed. This is essential, and it should not be neces- 
sary for the representative, on his return to his centre, to 
have to work at nights to pull up his arrears of office work 
accumulated during his absence. How many times have 
letters been. forwarded to clients, stating that the repre- 
вепіаи те was “ up to his eyes in work, and could not possibly 
get away before such and such a date.” This is altogether 
wrong, as the representative should so arrange his office 
routine as to leave himself free to take a trip anywhere at 
a moment's notice, without feeling worried at the thought 
of work piling up for him against his return. He should 
remember that he is not serving the best interests of his 
firm by becoming an office fixture. 

To conclude, I will add that in the first five years after 
the war, it is certain some millions sterling will be spent 
on electrical work in India. Apart from the innumerable 
smaller schemes pending, two great industrial schemes are 
to be launched by, or through, the agency of Messrs. Tata, 
Sons & Co. First of these is a hydro-electric scheme with 
a capital of 2} crores of rupees, and the second ` ап 
extension of Messrs. Tata’s steel works, at a cost of 


34 crores of rupees. The activities of Sir Thomas Holland - 


and his Commission will do much to stimulate trade, and 
altogether the future holds out vast possibilities for 
electrical enterprise in India. I sincerely trust our 
English firms will take full advantage of them, and that 


these few notes will be of some little assistance to them in 


this direction. 


THE PRESENT STATUS OF THE AMERICAN 
ELECTRICAL INDUSTRY." 


THE vast volume of business now being handled by the 
Westinghouse Electric & Manufacturing Co. and the General 
Electric Co. has never been paralleled in the history of these 
manufacturers. The two companies are taking orders this 
year at the rate of $225,000,000 per annum, which is 
$90,000,000, or 65 per cent., in excess of any other year in 
their corporate existence. According to a statement in the 


* Electrical Review and Western Electrician, September Brd. 


Wall Street Journal, the Westinghouse Co. will manufacture 
during the fiscal year to March 31st, 1917, including its shell 
orders and other munition orders, aside from rifles, between 
$90,000,000 and $100,000,000 of finished products. 

Those who have studied the condition of the electrical in- 
dustry in the United States during recent weeks have been 
amazed at the sold-up condition of great concerns like the 
Westinghouse and General Electric. It is understood that in 
the turbine departments of both these big producers no 
deliveries of turbines short of 18 months are being promised. 
In fact, some very large contracts have been taken this week, 
calling for 18 months' delivery. In other lines Westinghouse 
is sold ahead at capacity for seven and eight months, and the 
same statement is true of General Electric. "These two com- 
panies have orders in hand for 20,000 to 25,000 motors alone. 


Because of the immense pressure which incoming orders | 


are exerting, Westinghouse Electric has purchased 500 acres 


of land on the Delaware River, and will use it as the nucleus 


of a new manufacturing centre. The physical possibilities in 
its East Pittsburg location are so clearly exhausted that it 
was imperative that a new centre be started if the company 
is to continue to hold its normal proportion of the industry. 
Indicative of the prosperity of the manufacturers of elec- 
trical equipment and the entire electrical industry, but teem- 
ing with the difficulties encountered by manufacturers, were 
addresses made by G. E. Tripp, chairman of the board of 
directors of the Westinghouse Electric & Manufacturing Co., 
and E. W. Rice, Jun., president of the General Electric Co., 
before the Association of Edison Illuminating Companies, at 
its 37th convention at Hot Springs, Va., September 5th/7th. 
The excerpts from these addresses serve admirably to show 
the conditions now existing in the manufacturing branch of 
the industry. 
ABSTRACT OF Mr. Tripp’s ADDRESS. 


In order to get a comprehensive view of present manufac- 
turing. conditions in the electrical industry, 16 ів necessary to 
review for a moment a little of its past history. When the 
electrical industry began it was something more than the 
mere selling of a.manufactured product. It was the applica- 
tion of scientific knowledge to practical uses, and required 
close co-operation between the manufacturer and the pioneers 
in the public utility field. 

The tremendous importance of individual genius was the 
predominating feature of this period, and manufacturing was 
largely confihed to the development of the particular appa- 
ratus which some far-seeing man had invented or developed. 
As a natural consequence, the same man became an indis- 
pensable factor in the application of his conceptions to the 
public use; and from this condition arose, not electrical 
manufacturers, as they are now constituted, but organisa- 
tions standing sponsor for and producing goods according to 
systems developed by the great chiefs of the electrical science. 
Through these agencies there sprang up a great number of 
small installations of street railways and electric light com- 
panies, serving the routine local wants of the ordinary citizen 
in his daily life. This was the first step in the évolution of 
the industry. | , 

Perhaps the next stage may be described as that in which 
the various systems were sifted out, not, however, by the pre- 


dominance of one or the other, but as is usual in such circum-. 


stances by a combination of the best points of all of them, 
until the manufacture of electrical apparatus and the appli- 
cation of it became more or less standardised. That 18 to 
say, while invention and research went on, and is still going 
on, and important improvements were from time to time 
made, and are being made, it is a fact that the large manu- 
facturer of electrical apparatus can apd does produce machi- 
nery and apparatus that is adapted to any kind of electrical 
service. 

When the manufacture of electrical apparatus had reached 
this stage it made possible the new era of central-station 
development, which resulted in a great expansion of the uses 
of electricity, the history of which has been а matter of 
comparatively few years. The isolated electric light plant 
which had no power business and gave a local individual 
service which had no great fluctuations, has passed away and 
has been replaced by huge central-station organisations which 
sell a great percentage of their output for uses in all lines of 
industrial activity, and whose business will more and more 
tend to rise or fall with the general tide of industry. 

The demand for large generating units has been greatly 
increased, due to the more intelligent and energetic conduct 
of the electrical bustnesg under concentrated control, for it 
is an undoubted fact that scientific management keeps pace 
with concentration. I believe that the tendency for combina- 
tion and consolidation of public utilities is bound to go on 
from a purely economic standpoint, and that this irresistible 
tendency will present many political problems for solution, 
but I have referred to them solely for the purpose of enabling 
you to better understand that the demands from the manu- 


facturer, brought about by the sudden and tremendous · 


impetus given to almost every branch of industry in the 
‘United States on account of the European TM was the 
combined result of these great aggregations and the large use 
made of them by industrial enterprises. That 1s to say, 
manufacturing industries of all kinds, which have been re- 
cently taught to use electricity as a power, called for an 
increase in service, the magnitude of which was as unfore- 
seen as 1$ was abrupt. 


- 
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The experience of our company will serve to illustrate how 
sudden and unexpected was the deinand made on the manu- 
facturing industries of this country during the latter part of 
1915. The war began August Ist, 1914. At that time we had 
unfilled orders on our books of about $5,000,000. This was a 
small amount, and represents about two months theoretical 
full output of our shops. The outlook was anything but 
encouraging. On February 28th, 1915, which was the lowest 
point we reached, we had on our books approximately 
$5,600,000 of unfilled orders, a falling off of 30 per cent. Our 
shops were running at not over 50 per cent. capacity, and the 
total number of men on our pay roll was about 14,500. 

While February, 1913, was the low period, there was not 
great improvement for several months afterward. In fact, 
the real upward movement did not begin until November Ist, 
1915, at which date we had on our books $8,900,000 of unfilled 
orders. In order that you may have these figures more 

clearly in mind, let me recapitulate. On August Ist, 1914, at 
` the beginning of the war, we had on hand $7,900,000 orders. 
On February 28th, 1915, which was our low period, we had 
on hand $5,580,000. On October 31st, 1915, or 14 months after 
the beginning of the war, which marked the real beginning 
of the avalanche, we had on hand $3,900,000. From that 
time on there was no cessation of increases. Notwithstand- 
ing we increased our forces from the figure of 14,800 to 
nearly 30,000, and ran our- factories to the fullest possible 
capacity, we have on hand to-day unfilled orders for electrical 
goods amounting to considerably over $30,000,000. | 

In all these figures I have given I have taken no account 
whatever of orders for war munitions. I am referring to 
our regular product, in which, as you have seen, notwith- 
standing the very darge output of our shops during the last 
. eight months, our unfilled orders have increased over the low 
point of February, 1915, by almost 600 per cent. 

I have no figures at hand giving statistics as to the demand 
for labour upon the munition industry, but I should hazard 
a guess that 150,000 or 200,000 new jobs would not be exces- 
sive; and, as the number of men we have employed on 
munition work amounts to'about 4,500 in Pittsburgh, it is 
fair to say that our labour conditions would have been just 
as serious had we never taken a war order. Our greatest 
task is to find a sufficient supply of the two extremes, viz., 
the highly skilled and the common labourer. The first ig 
practically unobtainable, and the latter is becoming scarcer, 
more expensive, and less efficient. It is not difficult to hire 
enough men, but they will not stay. . 

Up to this point I have endeavoured to outline some of the 
conditions under which we are now working, but I should 
like ta add something from the financial and profit side, and 
to say at the outset that, under normal conditions now and 
in the future, so far as I can foresee, an electrical manufac- 
turer will not be able to earn any more than a fair return 
upon the actual cash invested in the business; that is to say, 
no cash returns are to be expected upon patent rights, good. 
will, and other intangibles of that nature. It may be possible 
for a concern to do it for a few years, but it will be because 
an insufficient amount is being expended in research and 
development work, and that policy carried on long enough 
will eventually put any electrical manufacturer out of busi- 
ness. We expended last year in research and development over 
$1,000,000, and that amount, of course, comes bodily out of 
net earnings, because it is an expenditure that cannot bear 
immediate fruit, and it would only be warranted on the 
expectation that the general law of averages over a period of 
years would in a thousand ways add that and more to the 
money value of the company's business. 

The profits in the business are undoubtedly close. I think 
our shops are operated with reasonable efficiency, and I think 
our sales department gets as high a price for the product as 
possble, but until last year, which included war profits, 
there has never been a year in the last ten years that the 
Westinghouse Electric & Manufacturing Co. made as high as 
15 per cent. on the selling prices of its output. The figures 
have ranged from 8 per cent. minimum to 14 per cent., with 
an average of, say, 12.5 per cent. 

This is a close operation, and reqtires that, for safety, a 
manufacturing company should turn its capital over once a 
year, and where it has not yet reached that desirable stage 
it is undoubtedly wise policy to constantly increase itg 
duds ant. the n uae pe attained, and the Westing- 

ouse Co. has pursued, and will pursue, that ge i 
so far as it is able to do it. лер 


LI 


ABSTRACT OF Mr. Rice’s ADDRESS. 


.The situation in regard to general manufacturing condi- 
tions is, from a production standpoint, extremely unsatis- 
factory. Stocks in the hands of manufacturers and dealers 
in metals and machinery, which were allowed to become 
depleted, owing to the abnormal reduction in business, were 
quickly exhausted upon its revival. All manufacturers and 
dealers іп such materials and’ appliances soon became over- 
whelmed with orders, and consequently there has been for 
the past year, and still continues to be, the greatest difficulty 
m obtaining raw materials and equipment, particularly those 
of a special nature. The demand for copper and brass 
materials, iron and steel, sheet steel, castings, forgings, &c. 
has for some time greatly exceeded the capacity of the pro- 
ducing concerns in this country. Promises made by producers 
of raw materials and machinery and tools, of every descrip- 


tion, have been found, by sad experience, to be extremely 
unreliable, and this naturally interferes with our schedules of 
manufacture of finished goods. There is little, if any, evidence 
of a change in the situation in the immediate future, and we 
anticipate that difüculties wili contihue to be experienced in 
obfaining raw materials. As a result of over-sold conditions 
prices have been advanced to unprecedented figures. 

-The increase in prices of raw materials and machinery has 
not been permitted to directly affect production unfavourably, 
as these prices have been met. 'The fundamental difficulty 
which has constantly interfered with production schedules has 
been the inability to get machinery and materials, either on 
time or in sufficient quantities to keep our factories operatin 
in an efficient manner. In some instances materials and 
machinery which heretofore have been employed have been 
unobtainable, and new materials, machinery, and methods 
have been substituted, all of which has involved: delay in 
production. Even after we had succeeded in purchasing our 
raw materials, and shipment had actually taken place at the 
point of manufacture, there was no assurance that the 
material woyld arrive on time. The railroads, as is well 
known, became so congested that deliveries were slow and 
uncertain, and complete embargoes were frequently placed 
upon the delivery of important materials, and always, it 
would seem, at the most unfortunate time for ourselves and 
our customers. 

The manufacturer, however, needs something more than 
buildings, machinery, and raw materials in "order to fill the 
orders of his customers. He must have labour of good quality 
and of reasonable and reliable supply, and, manifestly, it is 
impossible to cope with the increased volume of’ business 
without an increase in the efficiency of labour, or an increase 
in quantity. In spite of all our efforts the labour situation 
for the last year has been, and still remains, in a very un- 
satisfactory condition, especially with reference to high-grade 
skilled employés and low-grade common labourers. There 
does not seem to be a sufficiency of either class to meet the 
demands of production in this country. As is well known, 
the scale of wages of such employés is abnormally high, which 


condition has been intensified by competition among the 


manufacturers themselves. 

The increase in the price of labour would not in itself affect 
production adversely; it might, in’ fact, under proper condi- 
tions, lead to & stimulation and improvement of production. : 
However, unfortunately, there is everv evidence that the 


' efficiency has, temporarily at least, declined, and the output 


per man is lower than it has been heretofore at a time when 


.1t is to the interest of all men engaged in the industry, as 


well as the employers, to obtain the highest possible output. 

The large contracts which have been taken for war muni- 
tions have unquestionably affected the general manufacturing 
situation. They have created a demand for enormous ‘quan- 
tities of brass, copper, and steel, and are largely responsible 
for the condition in which the producers of such materials 
find themselves, viz., almost complete inability to fill orders. 

As to what extent, if any, the manufacture of munitions 
by our company has interfered or may interfere with 
deliveries of our regular products, I frankly admit at once 
that such contracts as we have taken for munitions have 1nter- 
fered, and will, until completed, interfere to a relatively 
limited extent with our regular business. I may further con- . 
fess that if we had anticipated the prompt revival of business, 
to say nothing of the phenomenal increases in our regular 
business, we would never have undertaken the manufacture 
of any munitions. | | ‚ 

At this time it is difficult to express a definite opinion as 
to the deliveries on 1917 contracts. We have taken large con- 
tracts for delivery in 1917, and in some cases even for 1918. 
We. are contracting for important materials as far in advance 
as seems to be necessary, in order to ensure deliveries. In 
order to be assured of a supply it seems to be necessary to 
place orders for some materials: well into 1917. In such cases 
we have not hesitated to take the risk. 

The great increase in the cost of raw materials and labour, 
as well as other items of expense, have made it necessary 
for us to increase our prices. We have not, however, 
advanced our prices more than necessary to cover incr 
cost of manufacture. In some classes of apparatus, through 
the skill of our engineers in re-designing, without sacrifice 
of quality, we have effected economies off-setting, in part, at 
least, the normal increase cost, and in such instances our 
prices have not been increased to the extent that otherwise 
would have been necessary. 

As to future prices, we are so completely dependent upon 
the prices which we must pay for raw mnterials and labour 
that it is impossible for us to express an opinion which would 
be of special value. It would almost seem that the high-water 
mark, with respect to prices of raw materials and labour, 
has been reached, and, if so, with a continuance of su 
conditions, future prices of our materials would naturally 
remain substantially unchanged. Of course, upon any ex- 
tended reaction in business, which some authorities assure 08 
will take place upon the cessation of hostilities, prices woul 
naturally decline. M 

It has been suggested that the large profits on munition 
contracts have established a precedent which may have 8 
bearing upon the electrical business. I do not share in this 
view, as the electrical business is highly competitive, and 10 
normal times the volume of demand is less than the combin 
facilities of all the manufacturers. 


Vol. 79. No. 2,030, Остовкв 20, 1916.) THE ELECTRICAL REVIEW. 


427 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. | 


Sanders Fuseboards. 


Messrs. WM. SANDERS & Co., of Falcon Electrical Works, Wed- 
n-sbury, are introducing a new skeleton type of fuseboard, the 
construction of which does away with the usual china or slate base. 
The contacts are supported direct by bus-bars and insulated bars 
which carry the terminal contacts ; the contacts are clamped direct 
to the bus-bars by the firm’s patent clip system, the terminal con- 
tacts being mounted on a har insulated with moulded mica. 
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Fic, 3.—EpDIswAN H,O CELL. 


The bars—terminal and bus.—are supported at their ends by a rigid 


iron frame, being insulated from the latter: the main terminals 
(on the patent clip/system) can be clamped anywhere on the bus- 
bar between the contacts. Figs. 1 and 2 show the skeleton con- 
struction of the fuse frame and the latter fixed in a case. 

It will be noted that the panel can be wired up without dis- 
mantling and that the cables oan be run up and down direct to 
the terminala without any bend. The live parts are all mica insu- 
lated, and the construction is claimed to be practically unbreakable 
and therefore ideal for transit. 


Ediswan H;0 Cells. 


ч The Еріѕох Swan ELECTRIC Co., LTD.. of Ponder's End, has 
dein out а new and improved type of its “ H0” cell, which 
addition чын compact cell turned out dry and made active by the 


f water only. Fig. 3 is a cross-section of the cell, which 


‘Fig. 4.— CARRON ELECTRIC FIRE. 


is provided with a clear glass container, A; a porcelain base B, 
fixed in position with melted bitumen, forms a support for the sack 
c, and for the zinc cylinder D, keeping them always the correct 
distance apart. yet so close together that the internal resistance is 
very low. <A rubber ring E.is a further safeguard against acci- 
dental contact. Above the sack is a porcelain ring F, slipped over 
the carbon rod G, and supporting a waxed cardboard washer H, on 
which the sealing compound is poured. A fibre tube passing 
through the compound and closed with a cork, enables the cell to 
be filled with water and a small glass tube provides an outlet for 
the vases generated when the cell is in use. А lead connection 
strip J is soldered to the zinc cylinder, and a brass cap K forced on 
the carbon rod. carries the screw terminal. Ammonium chloride 


crystals L are placed in the cell at the time of manufacture. Рго- 
vision can be made on the label for recording the visits of inspectors, 
and the cells, when worn out. can be recharged by the makers. 


Fia. 2.—SANDERS FUSEBOARD AND CASE, 
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Fic. 5.—CARRON Doa FIRE WITH ELECTRIC HEATERS, 
t 


Carron Electric Fires. 


Amongst the various designs of electric stoves. fires, &c., con- 
tained in the recently issued pamphlet E.F. 4, of Carron Co., 
may be mentioned a series of fire interiors specially designed to 
take the place of the ordinary coal fire grate, but which do not 
require building in. All these fires are fitted with three or four 
standard patent Carron radiant electric fire bars, each of 1 KW. 
capacity and controlled by a separate switch. The design is such 
as to heat the air which circulates through the fire; the stoves 
can be supplied in art black. armour bright or electro-brass or 
bronze finish. and be fitted with trivets. Several patterns of 
independent electric fires are also listed, of which fig. 4 represents 
a typical design. with three heating elements separately controlled 
and giving a total loading of 3,000 watts ; smaller 2,000-watt fires 
are also made. The elements are all interchangeable and guaranteed 
for two years. 
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Another interesting design is the No. 263 dog grate shown in 

fig. 5, which it will be noted is also fitted with four standard 
Carron -1,000-watt heaters, which are remote controlled. The 
dogs are fine examples of turnery and can be supplied in old brass 
or bronze with wrought iron scrolls and back irons. The company 
has over a hundred different types of dog grates, designed to suit 
all periods, which can be adapted to electric heating. 
. Carron Co. also supply a neat little stove of 1,500 watts loading, 
specially designed for medium voltage, A.C. circuits in crane cabins 
and similar positions, and another stove of lesser loading (800 
watts), made in cast iron, for heating on ships. trains, cars, and in 
garages. 


The “ Wilkinson" Brake. 


At the Congress of the Tramways and Light Railways Association 
on June 30th last, reference was made to a new brake which has 
been introduced by Мг. R. Н. Wilkinson, general manager of the 
Huddersfield Corporation Tramways. This brake is a band brake 
attached to the extended armature shaft, actuated through levers 
from the usual platform brake spindle. 

The brake drum, which is of cast-iron,and keyed on to the 
armature shaft, is of open section, the arms creating a draught 
which assists greatly in keeping the drum cool, also reducing to a 
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Ета. б.—ТнЕ WILKINSON TRAMWAY BAND BRAKE. 


minimum the mass of the drum wheel to facilitate rapid 
cooling. The brake band is of mild steel lined with “ ferrodo," and 
is in one length, attached at the ends to a bell crank lever by 
means of riveted lugs, one end being fitted with an adjusting 


screw. The band and levers are supported by an angle iron and 
flat bar frame attached to the motor suspension bar, and to the 
motor shell at the axle bearing. A pull-off spring, and adjusting 
screws for regulating the clearance between drum and band, are 
fitted to the frame as shown. 

The force applied to the brake-band levers is equalised by a 
differentiating chain gear. A chain passes freely through two 
fixed pulleys attached to a eross frame, and two pulleys attached 
to a short lever which is fixed to the main “ pull” lever as shown, 
and moves with it. The “pull” lever is placed on the under side 
of the cross frame, owing to lack of clearance above, and is con- 
nected by a gudgeon to the short “pulley” lever situated above 
the frame. The ends of the " pull" lever are connected up to the 
platform brake spindle in the usual way, a hand wheel being used 
in preference to a lever. 

The brake is quickly applied, there being practically no slack to 
take up, as with wheel brakes. Braking through the gears, it is 
similar in action to the electric brake, and has proved very efficient. 


We are indebted to the Journal of the Tramways and Light 
Railways Association for our particulars and illustration. 
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THE BRITISH ASSOCIATION.—VII. 
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Standardisation and the Engineering Industries. 


Іх a paper read before Section G by Mr. C. LE MAISTRE, 
General Secretary of the Engineering Standards Committee, 
the assistance rendered .by standardisation to the engineering 
industries was discussed. Тһе author, after referring to the 
necessity for the adoption of order and system in methods of 
production, and the consequent movement towards co-ordina- 
tion and collective effort in place of our former individualistic 
methods, pointed out the importance of continuous progress 
and of avoiding any tendency towards crystallisation of 
design by constant revision of the standards. ‘‘ Satisfactory 
results have been arrived at not by one section of the com- 
munity imposing its opinions on the other, but rather as the 
result of co-operative action, mutua] concession and ultimate 
agreement between all the interests concerned. The adoption 
of standards agreed on in this way undoubtedly promotes 
uniformity of practice, avoidance of waste, elimination ol 
harsh and unnecessary conditions, reduction of manufactur 
ing costs, and last, but by no means least, engenders a feel- 
ing of mutual confidence between user and producer such as 
could not be secured by isolated action on the part of either.” 

Mr. le Maistre outlined the growth of the 
Engineering Standards Committee from the 
inception of the movement by Sir John Wolfe 
Barry in 1897, to the present organisation 
of 64 committees and sub-committees, and 
numerous panels, including in all over 50 
members. He paid a tribute to the work of 
his predecessor, Mr. Leslie Robertson, to 
whom the success of the Committee was 
largely due. 

As stated in the paper, not only are all 
parties concerned with any particular subject 
consulted before a decision is made, but also 
in some cases experimental investigations are 
carried out at the instance of the Committee 
by the National Physical Laboratory. 

The British standard specifications, which 
are confined to the main technical clauses 
necessary for the purchase of the product to 
which the specification relates, are being in- 
creasingly adopted throughout the country, in 
home and export trade in general, and are also 
being largely substituted for the various and 
differing Government and municipal specifica’ 
‘tions formerly employed. They are proving ol 
increasing. value to the Crown Agents for the 
Colonies and the self-governing Dominions, 
and are, in large numbers, being sent abroad 
for use in the supply of engineering material 
required. , 

One of the first objects in the formation of 
the Committee was to simplify the rolling of 
steel sections for engineering structures and 
rails as well as shipbuilding material, so ав 
to save unnecessary cutting of a variety of 
rolls for no good reason, and also to facilitate 
the making to stock during slack times. That 
the work of the Committee in this direction 
has been amply rewarded is shown by, the 
fact that the number of rolls in use by British 
manufacturers has been largely reduced. As 
an instance, whereas there were formerly 1! 
sections of tramway rails, there are now only 
five. The same is true of all ordinary тег- 
chantable sections, such as angles, tees, and 
channels and rolled joists. The percentage 0 
British standard tramway rails to the_ total 
tonnage rolled during the year ending March, 
1915, was 75 per cent., which is an indication 
that the number of standards recommended . 
is adequate to meet all ordinary requirements. А consider- 
able reduction has similarly been effected in regard to railway 
rails. The railway companies, Government Departments, the 
London County Council, and other important bodies both at 
home and abroad, have adopted many of the Committees 
standards. 


. Turning to the electrical side of the Committee's activities, 


/ 


` a large amount of preparatory work of importance has been 


successfully carried through during the past two years. ы 
most important electrical work completed is that of the 
Standardisation Rules for Electrical Machinery, 1n the ре 
paration of which the Committee has received the а 
co-operation of the British manufacturers through theu 
official organisation. | 

The conditions of the electrical industry in this county: 
says Mr. le Maistre, are very different from those existing e 
in Germany or America. Jn the United States two large = 
porations deal with practically the whole of the ogi с 
whereas here there are some 40 or 50 firms more or ^e d 
competition with one another. However, conferences Com: 
both in London and in New York with the Standards NS 
mittee of the American Institute of Electrical Engineer hase 
resulted in the establishment of a thoroughly practical Of | 


: e 
for the comparison of tenders for electrical machinery 108 
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in the United States of America or Great Britain, the rules of 
both countries being now in agreement on all essentials. 

Much also has been accomplished in one of the most diffi- 
cult of tasks, the standardisation of sinall electric fittings 
with due regard to liberty in design. This- work, in which 
sgain the masters’ association has been most helpful, has occu- 
pied в great deal of time, and the ditliculties and prejudices 
to be overcome have been great. Ordinary household wall 
plugs and sockets have at last been standardised as regards 
mterchangeability. А specification to secure interchange- 
ability between any charging plug and any socket of the type 
recommended by the Electric Vehicle Coinmittee of the In- 
ermorated Municipal Electrical Association, should be of 
material assistance in promoting the use of electric wagons 
‘and runabouts. A specification for electric supply meters has 
recently been evolved after much labour, and although some 
‘modifications may still be required, it is hoped that it may 
eventually prove satisfactory to both producer and purchaser 
alike. ` 
A system of British standard graphical symbols for use in 
electrical engineering plans is being drawn up, and in this 
wrk the Committee has the co-operation of the American 
und Canadian Electrotechnical Conunittees. 

The ramifications of the Committee are extremely wide- 
spread, and the commerce of the world being largely-inter- 
national, 16 1s natural that the Committee should be forced 
to envisage co-operating internationally. The Sectional Elce- 
tial Committee, with a different chairman, is, ipso facto, 
the British Committee of the International Electrotechnical 
Conmission, which has branch committees in 15 to 20 dif- 
ferent countries. — 

The problern of the rating of electrical machinery is. pos- 
solv, more intricate than the standardisation of any simple 
pieces of mechanism, electrical or otherwise. The conduc- 
tur of the copper, the permeability of the iron, the 
mechanical strength of the materials, can be estimated with 
suticlent accuracy from the results of definite and easily car- 
ned out tests on samples. Owing to their inherent properties, 
tie msulating materials employed at present come into an 
entirely different category. They are governed by no well- 
defined laws, as in the case of the copper and iron, their pro- 
perties are variable and alter largely for very small changes 
in the conditions of manufacture as well as those under which 
they are employed in the completed machine. One of the 
important problems, therefore, is the settling of the limits 
thich.it is considered necessary to impose in order to ensure 
that the principal causes of destruction of the insulating 
materials, the heating combined with the time element, shall 
be kept well within safe limits. 

À clear distinction exists also between an ''international 
standard of quality " and an * international rating." The 
intemational acceptance of the former has already been 
brought about by the adoption, by the I.E.C. at its Berlin 
meting m September, 1913, of certain limits of observable 
temperature applying to the materials in general use to-day. 
But these limits do not offer a means of comparing directly 
machines from various sources, since they would not neces- 
“rly have the same temperature rise. The fact, however, 
that American and British electrical engineers are at one 
on this point of immense commercial importance, will doubt- 
ae а great influence on the electrical industry of the 
гот. | 

Every effort’ must be made to ensure that the British stan- 
ard specifications are readily available to foreign purchasers 
% wel as to those in the British Empire. А few of the 
pecifications have already been translated into French, and 
18 hoped that satisfactory arrangements may be made to 
translate them all into French as well as Spanish. In regard 
to Russian, the question is somewhat complicated, but in 
Mls case also the matter is being given the most careful con- 
sideration. 

The work which has been effected by the Committee should 
‘ery materially assist in keeping the trade of our great 
Colonial Empire іп the hands of British manufacturers. As 
oe the immediate future, so pregnant with vital issues 
al du 206 both home and export, the influential position 
sith а ngineering Standards Committee as the central body, 
из unique expert knowledge of standardisation, holds 
М potentialities for good to the industry. 


Some Characteristic Curves of a Poulsen-Arc Generator. 
Ву N. W, МсТалсшах, B.Sc. Eng., A.M.LE.E. 
| (Section С. Abstract.) | 


iig Р 
me а Catbon-copper arc burning in hydrogen, without a 
Ing a ee ast, having a condenser (the capacity not excecd- 
its termi pe limit) and a variable inductance shunted across 
frequency Fe there is a certain inductance and, therefore, 
Present inv or which the shunt current is a maximum. The 
" condi o tigation was undertaken to determine whether 
rator - (1) Wh 1з applicable in the case of a Poulsen-are gene- 
Variable m en energy is absorbed in the shunt cireuit by a 
absorbed inthe eee resistance; (2) when the energy 
these “Case e shunt circuit is as small as possible. In both 
being uu асте is & loss in the Moscicki condensers, this 
Frequencies able, unless air condensers are used. 
Were emp] etween 1.3 X 10° and 8 x 10° cycles per sec. 
Dloyed, the range of frequency in any experiment 


depending on the magnitude of the capacity. The resistance 
used varied from 70 ohms to G ohms, and the capacity from 
4.0109 mfd. to 0.009 mtd. 

The current in the shunt circuit was analysed; for the 
various capacities tested the inost prominent harmonic was 
the second, other harmonics being comparatively small. 
With a capacity of 0.00924 nfd. the н.м.з. values of the 
second and third harmonics were, respectively, 30 per cent. 
and 9 per cent. that of the fundamental when the frequency 
was 3 X 10° cycles per sec. 

Full details of the experiments were given in the paper, 
and the author arrived at the following conclusions :— 

l. With fixed capacity and frequency there is a certain 
resistance giving Maximum power absorbed in the shunt cir- 
cuit. There is also a certain resistance for which the efficiency 
of the arc is a maximum; but the resistance corresponding 
to maxunum power 15 smaller than that corresponding to 
maximum efficiency. 

2. With fixed capacity and fixed resistance in the shunt 
circuit there is a certain inductance, and therefore. frequency, 
for which the power obtamed from oscillations of funda- 
inental frequency 1s à maximum. 

3. With given resistance and frequency, the power obtain- 
able in the shunt circuit. (both total power and that due to 
oscillations of fundamental frequency) and the efficiency of 
the arc inerease with the capacity; but with larger capacities 
(of the order of 0.00368 mfd. and upwards) the burning, 
especially with small inductances, is apt to be irregular and 
noisy—t.e., when the ratio L/c is small. 

4. When the power absorbed in the shunt circuit is very 
small, the capacity being fixed and not exceeding a certain 
limit, there is a certain inductance, and therefore frequency, 
for which the shunt current is a maximum. For capacities 
beyond a certain limit there does not appear to be any defi- 
nite maximum value. 

5. A diminution in the strength of the magnetic blast docs 
not cause any appreciable alteration in the maximum power 
and maximum efficiency. The maximum power occurs at a 
lower frequency, and more power is obtainable at lower fre- 
quencies than with a stronger blast. 

6. A diminution in the strength of the magnetic blast does 
not cause any appreciable alteration in the fundamental fre- 
quency of the oscillations in the shunt. circuit; but there is a 
tendency for the second harmonic to increase with capacities 
of 0.00368 mfd. and upwards. 

7. The most prominent harmonic in the shunt circuit is the 
second, thereby showing the existence of an asymmetrical 
current wave. This harmonic for any given capacity in- 
creases With decrease in inductance, and therefore increase 
in frequency. For a given frequency the second harmonic 
increases with the capacity. 

8. The insertion of resistance in the shunt circuit causes 
the burning to be less regular than it is without resistance. 
The irregularity of the burning increases with increase in 
the resistance. 

In order to ascertain whether the loss in the Moscicki 
condensers had any considerable effect on the power obtained 
in the shunt circuit, an air condenser was arranged to have 
the same capacity at high frequencies as one of the Moscicki 
condensers. It was found that the loss in the Moscicki con- 
denser was sufficient. to cause a diminution in the power 
expended in the shunt circuit in some cases exceeding 15 
per cent.; but this did not invalidate any of the conclusions 
given above. The capacity of the Moscicki condenser at high 
frequencies was found to be 21.5 per cent. Jess than the 
capacity found by ballistic experiments. 


Pressure Oil Film Lubrication. 
By II. T. Newsiain, A.M.I.C.E. 
(Section G. Abstract.) 


-WiTHOUT lubrication a bearing will not run without ex- 


cessive wear, and without artificial cooling no bearing with 
oil lubrication will run continuously if the temperature rises 
above 150 deg. F., because at about this temperature most oils 
begin to carbonise. The efficiency of a bearing must there- 
fore be such that the temperature due to the heat generated 
by its friction, minus that dissipated by radiation and con- 
duction, does not exceed this figure. 

The action of a lubricant is twofold: it first of all alters 
the nature of the rubbing surfaces, thereby reducing friction 
(and this is the commonly accepted justification for its use), 
but under favourable conditions it goes much further than 
this and automatically generates a high-pressure oil film þe- 
tween the surfaces, entirely eliminating metallic contact and 
thereby enormously reducing the friction. This is what is 
now called '' pressure oil film lubrication." It occurs to a 
limited extent in most journal bearings, but does not occur 
in ordinary eollar thrust bearings. 

The phenomenon of pressure oil film lubrication was first 
noticed by the late Mr. Beauchamp Tower. Following on Mr. 
Tower's experiments, the late Prof. Osborne Reynolds, F.R.S.. 
showed that the friction under the circumstances was merely 
that due to the viscous flow of the oil. From the practical 
point of view the most important things that he showed 
were :— | Е 

First, that in order to obtain a pressure oil film between 
lubricated surfaces the surfaces must have a slight inclination 


aw. 


430 THE 


ELECTRICAL REVIEW. [Vol. 79. No. 2,030, OCTOBER 20, 1916. 


to each other, with the opening at which the oil enters 
greater than that at which it leaves. Or, in other words, 
that the oil film must be wedge-shaped. 

Secondly, that in the case of a journal bearing the wedge 
form of the oil film occurs naturally, due to a slight shifting 
the centre of the shaft in relation to the centre of the 

rass. 

Thirdly, that such a wedge-shaped oil film cannot occur in 
& collar-thrust bearing; hence their inefficiency and low carry- 
ing capacity. 

It was left to an Australian engineer and mathematician, 
Mr. A. G. M. Michell, of Melbourne, not only to complete 
Reynolds's theory, but also to show how its teaching can be 
applied in practice. On the assumption that the thickness of 
the oil film at the entering edge 18 twice as great as at the 
leaving edge, he showed how lines of equal pressure within 
the film can be plotted and how the centre of resultant pres- 
sure can be determined for plane rectangular surfaces of vary- 
ing proportional cross dimensions. He also demonstrated 
practically that a rectangular block pivoted at its point of 
resultant pressure will automatically assume an angle to an 
opposing lubricated surface, depending on the speed of 
rubbing, viscosity of the oil and pressure. On this principle 
he founded his now well-known thrust bearing. 

The result of Mr. Michell'a work has been to enable lubri- 
cated thrust and journal bearings to be designed with the 
principles of oil film lubrication as a basis, in the same way 
a3 ball and roller bearings are designed with the ball or roller 
as a unit, and as distinguished from the mere application of 
oil to the primitive forms of these bearings. The essential 
feature of the Michell bearings is the subdivision of the 
stationary surface into & number of blocks or pads, each 
pivoted at its back, and so free to assume a slight angle with 
its contacting surface. Bearings designed on this principle 
differ radically from the primitive forms of journal and thrust 
bearings, but the results obtained in practice have fully 
justified the change. 

Taking the case of the thrust bearing first, the Michell 
thrust bearing differs from the older type in having only one 
collar, the multiplicity of collars in the older type having 
been necessitated by the low carrying capacity of parallel 
rubbing surfaces, as distinguished from the high carrying 
capacity of those in which the fixed surface is subdivided and 
inade free to assume the angle to the opposing collar neces- 
sary for the formation of oil pressure within the film. 

The Michell thrust bearing has a coefficient. of friction of 
about 0.0015 as against 0.03, and carries 200-300 lb. per sq. in. 
with & much greater factor of safety than the primitive form 
has at 50 lb. 

The subdivision of the fixed surfaces into a number of 
segmental tipping blocks or pads is the essential feature of 
all thrust bearings made on this principle, but there are many 
variations in the design of the housing and method of carry- 
ing the tipping blocks, depending on the particular use to 
which the bearing is to be put. ] 

In the case of the thrust bearings in steam turbines the 
blocks are symmetrically disposed around the faces of the 
collar, and each series is mounted on a ring partly spherical 
on one face, the convex surfaces of which are outward and 
rest on correspondingly spherical seats for the purpose of 
automaticaly distributing the load among the blocks. The 
blocks are mounted on the faces of the rings next the two 
sides of the collar against which they pivot, either along 
radial lines or on rounded pins. 

This type is entirely enclosed, and is supplied with an oil 
circulation by means of an independent pump. The oil 
passes through an oil cooler on its course, thereby removing 
the heat generated by friction from the actual surface of its 
origin. The mean rubbing speed sometimes exceeds 100 ft. 
per sec. Slow-speed bearings are made on the same prin- 
ciple, with grease lubrication. | 

Upwards of 800 Michell thrust bearings are now running 
in this country alone, in sizes varying from 1 to 15 in. dia. 
of shaft, and larger sizes are in course of construction. The 
use of them is rapidly becoming standard practice in steam 
turbine work. The same principle is now being applied to 
journal bearings 

In lubricated journal bearings of the primitive type the 
phenomenon of pressure oil film lubrication is much less 
marked in the case of bearings of large diameters, probably 
owing to the greater oil clearance that is necessary in large 
sizes and to the extreme thinness of the oil film. For ex- 
ample, a journal bearing of 2 or 3 in. in diameter will run 
satisfactonly under а pressure of 300 to 400 lb. pressure per 
sq. Ine, but it is not found advisable to load large bearings 
above 100 lb., even with a forced oil circulation. 

The pressure oil film only occurs along & narrow strip in 
the primitive type, and the remaining surface merelv forms 
& brake on the rotation of the shaft, so that the designer 
is again restricted and can only reduce the pressure to the 
lnnit found safe in practice bv increasing the length of the 
bearing. But by subdividing the circumferential surface into 
a number of segments, each of which is pivoted at its back, 
and thereby free to form an independent pressure oil film 
between its rubbing surface and the shaft, the number of the 
pressure oil films can be increased, so that the full projected 
surface of the bearing becomes effective for carrying load, 
and the hyake surface is eliminated. The friction із thus 
reduced, the load carrying capacity increased, and the bearing 
shortened. 
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A series of tests has recently been run on a Michell journal 
bearing by Messrs. Cammell, Laird & Co., Ltd., Birkenhead. 
The bearing surface is divided into 12 segments, each of which 
is pivoted on a rib at its back, so that it 1s free to lift at its 
leading edge to allow the necessary wedge-shaped oil film to 
form. The faces of the segments or blocks are lined with 
white metal, each surface being 2 in. square, giving 48 sq. in. 
of rubbing surface, the equivalent projected area of each half 
of the bearing being 164 sq. in. 

In addition to the segments being free to tilt, the seat on 
which they rest is partly spherical, thereby making the bear. 
ing also a swivelling one. А circulation of oil was d 
through the bearing; each run was continued until the oil 
temperature ceased to rise. 'The ingoing and outgoing tem. 
peratures of the oil were also recorded, together with the 
weight of the oi! passing, and the R.P.M. 

The following are the results observed, together with the 
friction calculated from the heat taken up by the oil. The 


TEST OF EXPERIMENTAL " MICHELL” JOURNAL BEARING, 


MAY, 1916. 
: Fric- | 
Oil ly. 

Durati Beari R Surf x Oil supply : uon a 
uration earing evs. per! Surface в. of| Flow T. of 
of test, | pressure.| min. speed. ‘temp. | of a А friction. 

2 | F. oil oil. | 
Lb. per ' Lb., 
[Mins. ва. in. | Ft., min. | Deg. min. 

106 145 620 1,950 20 14°8 2°8 | (70099 
45 520 605 1,900 16 19°0 2:9 | 0939 
30 900 620 1,950 25 227 54 Qua 
60 145 1,320 4,140 22 264 00 Оооо] 
60 520 1,303 4,100 35 33°0 | 10°9 ПИШ) 
30 900 1,320 4,140 41 33'0 | 12°7 00031 


friction is that for the two halves of the bearing prese 
together. To get the coefficient of friction these figures re 
quire to be divided by twice the load. | 


CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear unti: 
the following week. Correspondents should forward their commun. 
cations at the earliest possible moment, No letter can be published 
unless we hare the writer's name and address in our possession, 


To Go--or Not to Go? 


Referring to the recent correspondence on station engineering ш 
a profession, I am sure I do not agree with some of your corre 
pondents' views. * East Coast " regards all electrical plant-runnin 
as child's play, his sole reason being that machinery is now 9 
standardised and perfected automatically that any unskillel 
labourer can operate it. May I ask, has " East Coast" ever bsi 
anything to do with the operation of generating station or su» 
station gear, especially some of the older systems? The reason I 
ask, is that I have usually found that the men who decry euch 
work as "“ easy " and “ unskilled,” are the first to do damage when 
they do get the chance of operating a little on their own. I have! 
mind a very recent instance. | 

Again, another correspondent says he cannot expect to find mach 
technical ability in a switchboard attendant —'' а man who inspec 
his bearings every hour, and occasionally replaces a burntoU 
lamp." No doubt, this gentleman is suffering from the same 
delusion as " North-East Coast," unless the switchboard he was (T 
(if any) was one of those volt-pushing and “ let-the-shift-enginer 
do-it "affairs on which we find women feeling so proud of (ћеш: 
selves. It ів true we do find many of the so-called practical me 
about—men who close a switch because someone else told them 1t 
was right to do so; but let some of them be put in charge of à 
type of plant with which they are unfamiliar, and they will soon 
be all at sea. | ү 

Very true, there is. unfortunately, nothing much in station T 
as a permanent profession : but why run it down as useless. cap 
because it is no good financially? For my part, I admire ү 
“young man who goes from job to job trying to pick up all he 
can.’ How can he get his experience otherwise ? um 

My opinion is that a man who hashad a few years about the station: 
has learned discipline, self-denial. patience. alertness, nerve s 
resourcefulness— not to mention many technical points 5 
beginners might miss : and even if he has had to do with в wanes А 
wage, he has a better electrical knowledge with which to e 
good job than some of the other so-called electrical engineers ^" , 
electricians. D. F. B. 


Linking-up Electricity Works. 


In the memorandum published by the Joint Committee ар gn 0 
by the LM.E.A. and the LA.E.P.C. to consider the ао, con 
the linking-up of electricity supply undertakings, Appendix 5 of А. 
tains a diagram showing the average working day load и В, & 
а power station having a maximum load of 3,000 KW., АЛС ™ 
power station having a maximum load of 20,000 KW. linking? 

The curves showing the distribution of load after ^ tice; ^ 
these works are not what would be obtained in actual prac 
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i shown as taking up 2,800 Kw. at 1 p.m., and dropping this again 
х 9pm.and B as dropping this load at 1 p.m. (2,800 Kw. sudden 
atra drop in the dinner-hour "valley "), and then on a rapidly 
falling curve doubling its load at 9 p.m. 

In actual working A would pick up about 500 Kw. at 1 p.m., and 
gradually work up to 2,800 Kw. by 20' clock ; this would materially 
ait B by making the after-dinner `` load-climb” rise at an easy 
angle. In а large station this after-dinner climb is one of the 
mæt trying periods in the day's running. Then at 8 p.m. A would 
iommence to regulate its supply off with the falling load until it 
could shut down at 9 p.m., the load on B remaining stationary 
tetween 8 p.m. and 9 p.m. instead of, as shown in diagram. falling 
from 7,000 to 3,000 Kw., and rising again to 5,800 Kw. 

J. Y. M. 


LEGAL. 


P.O. TUBE RAILWAY AND COMPRESSED AIR. 


Ат ће Surveyors’ Institution, Westminster, on Monday, Mr. Alex- 
ander Ross, aa Arbitrator, heard a case in which the parties were 
the Great Eastern Railway Co. and the Postmaster-General, which 
raised an important point as to the use of compressed'air in a 
portion of a tube railway which will run under the hotel and 
part of the general offices at Liverpool Street Station, and which is 
being constructed from Paddinyton to Whitechapel, on behalf of 
the Post Office, for the carrying of mails. The Great Eastern 

Railway contended that compressed air was necessary as an addi- 
tional safeguard. On behalf of the Postmaster-General, it was 

eubmitted that compressed air was quite unnecessary. 

Mr. G. M. Freeman, K.C., appeared for the Great Eastern 
Railway. while Mr. А. Е. Walter, K.C., and Mr. Rowland Burrows 
represented the Postmaster-General. | 

In opening, Мк. FREEMAN said the Railway Co. desired the use 
of compressed air as an additional safeguard by reason of the 
peculiar nature and character of the property concerned. It was 
pecnliar because of its enormous public importance and its physical 
construction. Enormous pressures were brought to bear upon the 
sipporting columns, and at one end the whole was carried on one 
continuous girder, so that if anything happened the consequences 
miht be disastrous. Not only would there be tremendous 
Hin) loss, but also great public inconvenience, and possibly 
danger. 

The first witness was Mr. Basin Мотт, who said that, in his 
opinion, this was exactly one of the cases where compressed air 
ought to be used. If a movement began in one of the pillars, it 
might be a very difficult matter to check. 

[n cross-examination, MR. Мотт. replying toa suggestion that the 
lay at the spot in question was extremely hard, and some of the 
inest clay to be found. said. in his opinion, it was exceedingly 
dificult for anybody looking at clay to say whether it was liable to 
ze movement ог not. The clay was not exceptionally good under 
Liverpool Street Station ; in fact, he thought it wasof a bad character, 
and he had used compressed air there himself. He had carried 
ot tunnels in close proximity to Liverpool Street, and had had 

Dovement, Then he had put on compressed air and the movement 
had cessed. Не had come into "pockets" in the London clay at a 
depth of 40 ft. 

M& HoRACE WILMER, chief engineer of the Great Eastern 
Railway, said the portion in regard to which the use of compressed 
alr was desired was 462 ft.—about one-third of the whole inter- 
ference with the company's property. The height of the hotel 
was about 100 ft. above rail level. and the height of the offices was 
about 95 ft. above rail level. If the tube did any damage the 
Postmaster-General was responsible, but in Witness's opinion this 
кав a саве in which the railway company ought not to be exposed 
to any sort of risk. No compensation would pay them for the 
driving away of passengers and general dislocation of business. 

n cross-examination, the WITNESS said he understood that the 
ostmaster-General's view was to save a few thousands and damn 
the consequences. The buildings in question cost the railway 
‘ompany nearly half-a-million. At one point оп the spot in 
question the weight was 4°3 tons to the sq. ft. The Central London 
Railway under Liverpool Street Station was carried out with 
compressed air. 

Mr. C. L. MoRGAN, chief engineer of the London and Brighton 
б Ижау, said, in his view, the tube under the area in question 
Wald be constructed with compressed air. The total load of the 
juldings was 10,000 tons. It was well known that the work could 
æ carried out much more safely with compressed air than without 
i. Blue clay gave as soon as the air got to it. 

Із was the case for the Great Eastern Railway. 

ns behalf of the Postmaster-General, MR. DALRYMPLE HAY. 
| engineer of the work, said the railway at present had reached 
Pues between Blomfield Street and New Broad Street —a distance 
E about 400 ft. from the southern face of the hotel. He produced 
oe of clay taken that morning on the Whitechapel side and 
lus Insburyside. Having had to do with some 45 to 46 miles of 
h гасна, he thought: he could say these were very hard 
wn: es of clay. They were constructing tunnels varying from 7 ft. 

29 ft. diam. They had used: compressed: air on no part of the 
railway where the tunnels had been wholly in the London clay. They 
cree compressed air in the neighbourhood of Mount Pleasant, 
e ik the material was the worst he had ever seen— what was 
Fdw ле clay. They had successfully gone under King 

arde Buildings, and the proposed work was child's play com- 


pared to this. In his view. compressed air would not serve any 
useful purpose. 

In cross-examination by MR. FREEMAN, Mr. Hay said a firm of 
contractors had estimated the cost of compressed air at £10,000 to 
£12,000. He did not see why the public should spend £12.000 
when it was not necessary. 

Evidence was also given on behalf of the Postmaster-General by 
Mr. J. D. Middleton, chairman and managing director of Messrs. 
Walter Scott & Middleton, contractors for public works. and Mr. 
Elliott Cooper, and. on the termination of the inquiry, the Arbitrator 
arranged to visit the station and the workings. 

The Arbitrator will announce his decision in due course. 


WORKMEN'S COMPENSATION CASES. 


AT the Westminster County Court, when a wireman sought com- 
pensation on the ground that he could not do his work. it was 
stated by Major Malcolm Nicholls, a consultant to St. Bartholomew's 
Hospital, that the man had only lost the ring finger of the left 
«hand. He could certainly do work; indeed, men like him were 
needed for hospital work, and they could not be found. He could 
get him employment at once at from 30s. to 35s. per week. 
According to the Daily Telegraph, Major Nicholls said that he had 
seen men who had lost three fingers working well in hospital. 
“ We cannot get the men, and, if weare to win the war, everybody 
must help. The loss of a finger will not prevent a man doing 
some work. Men have gone back to the Front after losing even 
two fingers or an eye." à 

In the Supreme Court (Appellate Division), Cape Town. on 
September 12th, judgment was given in a case in which the 
dependents of a workman named Schurmann claimed £500. 
Schurmann was an employé of the Victoria Falls and Transvaal 
Power Co.. Ltd., and his death occurred while he was working in а 
live chamber at Rosherville power station, last April. The company 
repudiated liability, on the ground that the accident was attributable 
to deceased'a own serious and wilful misconduct. 

The CHIEF JUSTICE. in a very lengthy judgment. came to the 
conclusion that the accident was attributable to the serious and 
wilful misconduct which had been brought home to the deceased. 


` His injuries were sustained through his entering and working in 


the live chamber in contravention of the regulations. In giving 
judgment for the company, the Chief Justice said the company. 
having been vindicated. might well award suitable compensation : 
hut he could not allow his strong sympathy for the dependents to 
lead him to strain the law in their favour. 


WHEATSTONE-MoRsE TRANSLATING MACHINE.-—PETITION Fon 
PROLONGATION OF PATENT. 


The petition of F. G. Creed, Wm. A. Coulson. and Creed, Bille 
and Co., Ltd., Telegraph Works. East Croydon. electrical engineers, 
the beneficial owners of a patent granted to Messrs. Creed and 
Coulson, was mentioned to Mr. Justice Sargant, in the Chancery 
Division, on Tuesday, on an application to fix Wednesday, November 
Ist. for the hearing of the petition. The invention for which the 
letters patent were granted consisted of “improvements in or 
relating to means or apparatus for operating or controlling type- 
writing and type-setting mechanism by means of perforating tape." 
The object of the invention was to reproduce telegraphic messages 
in ordinary readable printed characters, and the system of 
telegraphy to which the invention was applicable had long been 
known as the Wheatstone-Morse system. Mr. AUSTEN CARTNELL, 
for the Board of Trade, said the proposed date would suit all parties. 
and his Lordship acceded to the application. 


WAR ITEMS. 


Technical Instruction of Women Workers.—' l heo Higher 
Education Committee for Wimbledon and District has decided 
to utilise its new engineering department at the Technical 
Institute solely for the instruction of women for munitions 
work.—Times. | 


Employment of Women in Electricity Works.—The 
Marylebone Electricity Cominittee reports that for some time 
past it has engaged women to carry out the following duties : 
—Junior engine drivers, volt regulators, storekeepers, clerks, 
lamplighters, meter testers, prepayment meter collectors, and 
maintenance attendants. 


Tramways as Certified Undertakings.—The Ministry ot 
“Munitions has placed the Colchester Corporation tramway 
undertaking under the head of certified undertakings. 

The Ministry has also issued a certificate that the supply 
of tramway facilities by the L.C.C. tramway department 
is of importance for the purpose of carrying on munitions 
work. The effect of such a certificate is that the undertaking 
will be subject to the provisions of Part I of the Munitions 
of War Act, 1915, which prohibits strikes and lock-outs, and 
the provisions as to leaving certificates will apply to employés 
in the tramway department. Under Section 4 of the Munr- 
tions of War Act, 1915, the Minister of Munitions may declare 
certified undertakings to be controlled establishments. The 
Minister has stated, however, that, as at present advised, he 
does not propose to take this course in the case of the 
Council's tramways. 
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Ministry of Munitions.—It is announced that as a conse- 
quence of the new arrangements in the Employment Depart- 
ment of the Board of Trade, the following appointments have 
been made by the Minister of Munitions: Mr. Stephenson 
Kent to be Director-General of Munitions Labour Supplv; 
Mr. U. Wolff to be Deputy Assistant Gencral Secretary to the 
Ministry. 

Australian Metal Industry: Enemy Influence. — Тһе 
Sydney Morning Herald states that in order to prevent the 
efforts of the Ministry in regard to enemy control of the 
Commonwealth’s output of metals being rendered nugatory 
by the insidious devices of the enemy’s agents, Mr. Ilughes 
submitted, at a special meeting of the Federal Executive 
Council, in August, the following regulations under the War 
Precautions Act :— ` 

* That no contract or agreement for the sale of any mining 
or metallurgical company or business, or any share or interest 
in any mining or metallurgical company or business, to any 
person other than a natural-born British subject, residing or 
carrying on business in some part of the British Dominions, 
or to any person on behalf of any person other than such 
British subject, shall be entered into unless the consent in 
writing of the Attorney-General has first been obtained.” 

A company will be required to refuse to register the trans- 
fer of a share or interest in any such company unless it is 
satisfied that the provisions of these regulations have been 
complied with. 


Army Light and Power Work.—The Army Council has 
made the following Order :— 


The provisions of Section 7 of the Munitions of War Act, 1915, as amended 
by Section 5 of the Munitions of War (Amendment) Act, 1916 (which relate 
to the prohibition of the employment of persons who have left munitions 
work), shall apply: 

1 To any establishment, being a barracks or hutted camp, so far as con- 
cerns the construction, alteration, or repair thercof, or the supply of light, 
heat, water, or power for the purpose of such construction, alteration, repair, 
or supply. | 

2. To any establishment the work of which consists in whole or in part 
of such construction, alteration, repair, or supply, as aforesaid. 

In any case in which any such work is executed under the direction of the 
Roval Engineers or the Director of Barrack Construction. 

The following Certificate has also been issued :— 


Whereas, in pursuance of S. 20 of the Munitions of War (Amendment) 
Act, 1916, the Minister of Munitions has made arrangements with the Army 
Council. for the exercise by the Army Council of the power of the Minister 
to certify the supply of light, Feat, water, or power to be of importance for 
the construction, alteration, or repair of any barracks or hutted camp, now, 
therefore, the Army Council, in exercise of the power so delegated to them, 
certify that the supply of light, heat, water, and power is of importance for 
the construction, alteration, or repair of barracks or hutted camps in. all 
cases in which such light, heat, water, or power is supplied for the purpose 
ef such construction, alteration, or repair as aforesaid. 

Property and Trade Protection After the War.—With a 
view to securing united action among property owners and 
traders for the protection of their interests after the war, a 
meeting, under the auspices of the Council of the Liberty 
and Property Defence League, was recently held at the 
League Offices, 95, Victoria Street, Westminster, Sir Richard 
Temple, Bart., in the chair. А committee for the purpose 
of drafting a scheme of procedure and organisation was 
appointed, and it was resolved that the scheme should pro- 
vide for the formation in every borough in England, Wales, 
and Scotland of a local Joint Standing Committee represent- 
ing property owners, traders, and manufacturers for the pur- 
pose of taking action (1) with respect to attempts that may 
be made to resume the unnecessary, extravagant, and waste- 
ful pre-war activities of governinental and municipal bodies. 
(2) with respect to proposals for town planning, housing, and 
other “social reforms’’ at the'public expense, the adoption 
of which would necessitate the expenditure of enormous sums 
of money, (3) to ensure that all restrictive war emergency 
legislation. affecting trade and industry shall cease at the 
termination. of the war, and that the business of private 
citizens be left free to resume its normal course. 


Exports to China.—The “ London Gazette "' for October 
lth contains a further list of names of persons, &c., to whom 
exports for China and Siam may be consigned. , - 


Herr Rathenau’s Department.—In its most interesting 
eclumn, “Through German Eyes," the Times contains the 
following reference to Rathenau's raw materials department : 
— Herr Emil Ludwig contributes to the Zukunft a remark- 
able article on the work of Herr Rathenau, who seems to 
have retired some time ago from the control of the Raw 
Materials Department of the Prussian War Office. The article 
js ohviously & controversial glorification of the Jewish indus- 
trialist at the expense of the ordinary Prussian bureaucrats. 
but it contains interesting statements about the original 
organisation. It is stated that Herr Rathenau was called in 
Һу the War Office on August Sth, 1914. and on the following 
dav General von Falkenhayn. who was then Minister of War, 
save him plenary powers. [Te was sworn in as an official, 
and allowed to form the ‘ Raw Materials Department," with 
the assistance of a major. The department began with five 
oflicials. There are now 600, ' working in houses which 
fill a street front," and the department is the largest in anv 
Prussian Ministry. Rathenau had diffculty in obtaining 
adequate assistance, and was strongly onposed bv permanent 
officials, professors, and Reichstag deputies. Rathenau's first 
business was to form an estimate of available supplies, and 
he is said to have reached the conclusion that in the most 
"üportant. cases the supply would not meet the demands of 
the Army for more than a year. The organisation at first 


dealt with only six classes of materials, but now deals with 
over 100. Rathenau set himself to obtain control of all avail- 
able raw materials, to stop all unnecessary production, to 
concentrate in Germany everything that could be bought 
abroad or confiscated in occupied territory, to promote new 
methods of production in Germany, and, wherever possible, 
to invent substitutes. In face of great opposition Rathenau 
avoided sitnple confiscation of metals and other raw materials, 
and established the principle that the Government should 
merely prevent the supply from being used for other than 
military purposes. Jt is claimed that the ‘‘ conversion of 
German industry " was completed in two months, and that 
in eight months Rathenau reported to General von Falken- 
hayn: “The war is now independent of the provision of 
тазу material. Everything is being provided to the extent 
that is necessary. Nothing now crosses our frontiers except 
what is hurled across them by our guns. Lloyd George's 
scheme, the blockade, has become ineffective." 


After-the-War Trade.—In one of the committee rooms of 
the House of Commons, on Thursday evening last week, 
nearly JOO manufacturers and employers of Tottenham 
and neighbourhood attended, with the approval of the Board 
of Trade, a conference for the purpose of considering the 
question of British trade after the war. No fewer than % 
different trades were represented, the following electrical 
engineers being present: Mr. А. E. Wheeler (the Acme Eler- 
trical Co., Ltd.), Mr. P. Abraham (the Sunlight Manufactur. 
ing Co., Ltd.), Mr. C. Н. Smith (Messrs. Belling & Co.) 
Kindred interests, such as engineering and lamp manufac. 
turing, were also largely represented. This was the first 
gathering of the kind held in this country, the precise object 
being to organise the manufacturing resources so that, Great 
Britain would be prepared to compete successfully with other 
countries after the declaration of peaco, in capturing the 
extensive trade formerly carried on by Germany. The con- 
ference was regarded with considerable importance, and по 
doubt other centres of industry will follow Tottenham's lexi. 
The chair was taken by Mr. A. E. Broadberry. engineer ам 
manager to the Tottenham and District Light. Heat & Pow: 
Co. Mr. Perey Alden, M.P., and Mr. J. R. Pretyman Nev- 
man, M.P., local Members of Parliament, gave addresse, 
and a sub-committee was appointed to submit a scheme fir 
the formation of a Tottenham and district trade organisation 
Tt is anticipated that when the post-war boom in trade comes 
along Tottenham will be prepared to take its full share. 


Exemption Applications.—At the Godalming Tribunal, 
G. H. Avern (40), a meter inspector, was applied for by the 
Urban Electric Supply Co. Пе had been passed for C2, and 
since making the application had passed his 4lst birthday. 
Six months' exemption was given. | 

At Hebden Bridge, W. A. Harwood, single, an electrical 
engineer, applied for exemption on the ground that there was 
not another man within 16 miles engaged in tbe repair and 
miintenance of electrical machinery. He was short of men, 
and had to work as hard as any of his men to try to cor? 
with the situation. He was put under “ certified occupi- 
tions." | . 

Cranbrook (Kent) Tribunal has refused exemption to Lewis 
Hopperton (25), electric light attendant at Sissinghurst. 

Sheffield Tribunal granted exemption until October. dlst to 
Mr. B. Hudson (33), electrical engineer, who appealed on the 
ground of serious hardship. AE Е 

Before the West Kent Appeal Court, Mr. Е, W. Sells 69. 
chief engineer for Messrs. Oswald Jones & Co., electrical 
engineers, Maidstone. was appealed for as being indispen* 
able. The Hon. Н. A. Hannen, chairman. of the West Kent 
Hospital, wrote stating that Mr. Sells's services at the how 
pital with the X-ray installation were of greater value thar 
his services would be in the Arny. Several firms testified a 
to the value of his work, and Mr. Jones said that be di 
not believe that another firm in the town had an electrica" 
who could do the skilled medical work which Mr. Sells did 
It transpired that Mr. Jones himself was qualified to do the 
work, and that Mr. Sells was paid £1 15s. per week, with 
free premises, &c., equalling £2 5s. per week. The Military 
representative observed that in the dockyards no electrician 
was paid less than £2 65. per week. А month only wis 
allowed. oe 

At Berwick-on-Tweed, Mr. J. Shanks, Fenwick, electric 
on the Tlaggerston estate, was appealed for by the land E 
who said that he could not be replaced, and that the Caste 
was now occupied by 50 convalescent soldiers, none of whou 
could undertake the work. The appeal was rejected. " 

On the appeal of the Electric "Traction Co., Peterboroue 
Tribunal have granted three months’ conditional exempto 
to E. А. Sewter (30), electric car fitter and turner. | an. 

Before the Totnes Rural Tribunal, an electrician s 
сарса оп an estate at Tlaberton, was applied for ав absolu i 
indispensable. Tle was rejected in December, 1915, it С 
now passed for foreign garrison duty. Exemption was ано“ 
until January Ist. | Yd 
' Cuckfield Rural Tribunal has refused exemption to 3 light 
field electrician and fitter, appealed for by the electric s 
company. The manager said that the pre-war staff iiy nis 
44; now he had 17, and 83 of.the.staff had enlisted. n pane 
appéaled for was indispensable, being in charge of the « 
head eables. Ж led on 
© A Nutley (Sussex) electrical engineer who appea t but 
medical grounds, said he suffered from a very weak heart, 
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had been passed for labour abroad. He was directed to go 
before the Medical Board in London. 

Exemption given to a lighting fitter at Lydbrook Electric 
Cab Works was appealed against bv the Military at the 
Gloucestershire Appeal Court. It was stated that the com- 
pany emploved 250 persons, including 175 women, and were 
engaged making field telephone wires. The cable made was 
for important purposes, and the man appealed against 
had heen at the works for eight vears, and was well skilled 
in all branches of the manufacturing work. If he was taken 
the night shift would be stopped, and this would considerably 
delay the output of the heavy cable so urgently needed. The 
Chairman (Mr. Е. A. Ilyott) said he thought the case was 
one where the Military should supply a suitable substitute, 
aud time would be allowed for this to be done. 

Kastbourne ‘Tribunal has given conditional exemption to 
two leading stokers at the Corporation electricity works, and 
eight weeks’ exemption to the personal assistant to the elec- 
trical engineer (Mr. J. K. Brydges), the latter being advised 
in the meantime to obtain a lady assistant. 

The Clerk to the Aldershot U.D.C. appealed, on October 
3rd, for the retention of Mr. S. Alder (31), engineer in charge 
of the electric power station at the sewage works, passed in 
Class B1 after rejection on attestation. It was stated that 
he was an expert engineer and fitter, and was in charge of 
the electric puinping plant, &c. The station was working day 
and night, and it was essential that Mr. Alder should be 
retained in the interests of public health. Two months were 
conceded. 

At Aldershot, on October 3rd, the Aldershot and District 
Traction Co. appealed for two drivers. who were ordered to 
he called up in a month: another driver, appeal dismissed; 
two other drivers, put back for medical examinations: a fore- 
man coachbuilder, given three months; a driver, given a 
final month; and two other employés, who were refused time. 

An electrician (33), in business at East Street, Prittlewell, 
appealing for further exemption, stated that his partner and 
sx men had joined up. He himself had very bad health, and 
for 10 or 12 years had been strictly dieted. Col. Newitt said 
that garrison duty abroad would just suit the applicant. The 
Tribunal gave until January 1st, with a further medical 
examination before that date. | 

At Hastings, further exemption was sought by Mr. R. H. 
Pattenden (36), electrical engineer. А firm for whom appel- 
lant does all their electrical work supported the claim. Appel- 
land, who is passed for garrison duty abroad, was given con- 
M exemption, without time limit, on joining the Volun- 
eers. 

At Southend-on-Sea, the Corporation applied for exemption 
for а tramcar driver (30), who had been on the staff for nine 
years,-and an inspector (33), with 11 years’ service. Both 
were exempted as being in certified occupations, and ordered 
to drill twice weekly. 

Ilfracombe Tribunal have given certificates of conditional 
exemption to Mr. H. J. Stewart (33), resident engineer and 
manager of the Electric Light & Power Co., and A. J. Rudd. 
a member of the staff, both being held to be in certified 
occupations. 

At a sitting of the Broadstairs Tribunal, on October 10th, 
the Isle of Thanet Electric Tramways and Lighting Co., Ltd., 
applied for 15 employés, the manager and secretary. Mr. 
Forde, stating that before the war there were 270 employés, 
aml now, with females and boys, there were only 119. Those 
applied for were two inspectors and drivers, a storekeeper, a 
steam-engine driver, seven drivers, and four men in charge of 
sub-stations.. Asked if women could not act as drivers, Mr. 


Forde said he believed the Board of Trade would not sanction 


such а proposal for their system. If the Military could pro- 
vide substitutes he would withdraw the appeal. Four drivers 
Were given conditional exemption, one three months, and the 
other two were refused; the inspectors were conditionally 
exempted; the storekeeper was allowed six months, one sub- 
station man was conditionally exempted, and the other three 
allowed three months each; and conditional exemption was 
conceded to the steain-engine driver. 

At Oxford, Messrs. W. Lucy & Co., manufacturing elec- 
trical engineers, appealed for David G. French (19), brass 
fitter and finisher. The case had been put back for a badge 
to he applied for, and the firm’s manager (Mr. Magin) said 
that the Ministry of Munitions had badged the man. Captain 
Fox remarked that the Tribunal would find that French would 
he called up, although badged. The Town Clerk explained 
that men for munitions were equally as important as men 
for the Army, and the badge was dated September 12th. Mr. 
Magin pointed out that French was’ only passed for home 
labour. The Tribunal decided that they had no jurisdiction 
In the case. 

The Lancashire Electric Power Co. appealed, at Swinton, 
for the retention of an overhead linesman, aged 91. The 
company's representative said that 11 out of 13 overhead lines- 


men had enlisted, and if any more were taken he did not 


know what they would do. Exemption was refused. 

án electrical engineer, aged 38, appealing at Eastbourne, 
sud that his only assistant.was a boy of 13. His solicitor 
mentroned that at Enfield six months were given to the 
owners of one-man businesses, but the Chairman said that 
they were not bound by what other Tribunals did. Appellant 


was given until December 31st, with no further appeal with- 
out leave. "n | 


At Reigate, exemption was claimed for Chas. Morgan (29), 
shift engineer at the Corporation electricity works. Mr. W. 
S. Ross, electrical engineer, said they now had only three shift 
engineers, and they had not had a single reply to advertise- 


‘ments for а man to take the place of Morgan. "Temporary | 


exemption until January lst was granted. 

At the Atherton (Lanes.) Tribunal, & mill electrician was 
granted temporary exemption on condition that he joined the 
local V.T.C. He explained that he was working late each 
night and could not attend drills very regularly. He was 
instructed to attend at least once а week. 

At Dewsbury, on Oct. lith, an electrical engineer, whose 
partner is in the Flying Corps, was given conditional exemp- 
tion. 

At Sheffield, on Monday, exemption until March 31st. was 
granted to H. J. Burdett (40), electrical engineer, appealed 
for bv Messrs. W. Johnson & Co. 

At Bath, on Monday, A. C. Braekstone (39), electric fitter 
with Messrs. R. Kendall & Sons, passed for C3, was condi- 
tionally exempted subject to his joining the Volunteers. 

The Avsgarth (Yorks.) Tribunal granted conditional exemp- 
tion to the manager of the electrical generating station at the 
Hawes Wensleydale Dairy so long as he remains 1n his pre- 
sent occupation. i 


The Australian Market.— The electrical position of affairs 
in Australia. as it appears to American eyes, is explained in the 
following extracts from a recent report by U.S. Consul W. C. 
Mavelssen, at Melbourne :—- 

" While the motor field presents the most apparent attractions at 
the present time, it is also typical of other industrial lines. Victoria 
is now in process of electrifying her metropolitan railway system, 
is considering, in common with the other States, a scheme for the 
bulk handling of grain on the State-owned railways. and is rapidly 
developing a system o£ electric tramways in all the suburban areas 
of Melbourne. and the principal country towns. In addition. elec- 
trical machinery and equipment are required for the lighting of 
provincial towns. and contracts are pending for the extension of 
irrigation works, the locking of the river Murray, Australia’s longest 
river. which is the boundary between Victoria and New South 
Wales, and water conservation works in various parts of the 
country, requiring concrete-making machinery and steel rods for 
the construction of dams and conduits. · 

" Although the whole value of the Common wealth's imports from 
Germany in the year before the war did not greatly exceed 
$34,065,500, great inconvenience has been caused by the cessation 
of imports from Germany. The chief trouble has been experienced 
in the electrical and engineering trade. Lately steel production 
was begun at Newcastle. New South Wales, where the Broken Hill 
Mining Co. has established modern smelting works, getting the 
necessary ore largely from the Iron Knob, near the headwaters of 
Spencer's Gulf in South Australia; but prior to the war the whole 
output of this concern was practically bespoken for various rail- 
road extensions under the States Governments, and for the great 


‚ trans-Continental line now being constructed by the Common wealth 


Government through the States of South and Western Australia. 
to link up the two sides of the continent. 

“ This leaves Victoria once more dependent on the outside world 
for supplies of railroad and constructional steel, and for all classes 


` of machinery, implements. tools of trade, &c., except such as are 


manufactured in Melbourne from imported metal. In the manu- 
facture of electrical goods the State had not made much progress 
before the war began, and great dependence was placed on German 
firms to keep the workshops supplied with the goods necessary for 
the extension and maintenance of electrical plants of all kinds. 

“The railroad electrification scheme, which is expected to cost 
approximately $29,199,000 complete, has been mainly entrusted to 
British engineers to execute, but the war work in England has 
left them in no better position as to supplies than it has left others. , 
and, as a result, the enterprise has been retarded, and there is at 
time of writing no definite conception as to when it may be finished. 
Lack of material is the reason for the delays. Bent on a policy of 
economy, the Government has taken the opportunity to stop tem- 
porarily some of the regrading and other work associated with the 
electrification scheme, but inability to get supplies is the root cause 
of the reduction of energy in this important public enterprise. 
Since the energies of Europe are concentrated upon the war, and 
will be afterwards directed upon the rebuilding of shattered towns 
and industries, the Victorian electrification scheme is likely to 
drag, unless the required equipment can be brought from 
America. 

* As all public services in Victoria are in the hands of the Govern- 
ment or the Municipal Councils, the initiation of new works rests 
with them. and not with private corporations. A notable excep- 
tion existed in the Melbourne Tramway Co., which has now come. 
to the end of its 30 years’ lease of the central metropolitan roads. . .. 
Its system of cable cars, now out of date, radiates from the centre 
of the city to all the suburbs. The lease is falling into the hands 
of a public trust, which will carry it on as at present until the war 
is over, and then adopt electric traction. Linking the outer 
suburbs is a ring of municipally-owned electric trams, and these 
will be joined with the central cable tracks, and the whole will be 
controlled by the Public Trust. 
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“The municipalities from whom the roads were originally 
chartered will be strongly represented on the trust. and on their 
credit it is expected the future funds will be raised for the electri- 
fication of the central system and the extension of the outer 
suburban routes already operated by electric power. 

“In other directions municipal control is now being streugth- 
ened. With a population of 630.000 inhabitants, Melbourne is 
divided under the control of 24 Councils, but the central City 
Council is now proceeding to absorb the inner suburbs piecemeal. 
Controlling the greater part of the tram lines, and having its own 
electric plant, the central body has the power of large expenditure 
on municipal services. No important contracts are offering at 
present, but works in view will entail importation of electrical 
and tramway equipment." 


British Manufacturers and Australian Tariffs on 
Electrical Goods. -.A deputation from the Australian Association 
of British Manufacturers and their representatives waited upon 
the Minister of Customs at Melbourne in August respecting tariff 
matters. According to the Melbourne Age, Mr. M. С. Coates. presi- 
dent of the Association, submitted a number of requests эпа 
suggestions for increased preference to Britain. On electrical 
goods he asked for an all-round preference of at least 10 per cent., 
and sugested that all foreign invoices should be loaded 25 per 
cent. for duty purposes. and then preference of 10 per cent. given 
on British goods. With regard to metal-filament lamps, he sug- 
gested that the duty should be based on watts, high-wattage lamps 
to be counted as two. three or more lamps. according to power. 
The present preference of 10 per cent. on lampware, brass tubing 
and gas mantles, and 5 per cent. on electric globes, brassware and 
oi] engines, was considered insufficient. s 

Mr. J. K. Merritt. M.L.C.. said it was necessary, after winning 
the war,that an effort should be made to build up the trade and 
industries of the Empire. Whilst British manufacturers were 
engaged in making munitions, the Americans and Japanese were 
capturing the markets. They were not to be blamed, of course, 
but their activity was creating greater difficulties for the future 
from the British manufacturing standpoint. American manu- 
facturers were dumping goods in Austrulia at cheaper rates than 
those prevailing for the same articles in America. 

The Minister, in reply, said that the first duty of the Government 
and the Parliament was to see that Australian industries were 
effectively protected. Although the first duty of the Government 
was to watch over Australian duties, it would not lose sight of its 
sccond duty towards the Empire. As a result of the war the 
Empire had been drawn much closer together, and the need for 


Imperial preference would not be lost sight. Regarding 
the need of blocking enemy goods, his experience was 


that it was almost impossible to sell enemy goods at the 
present time. Enemy goods condemned by the Prize Court had 
come into possession of the Customs Department, and they had to 
be sold in accordance with the Act, but he was afraid that they 
would realise a very poor price. People would not buy woods when 
they knew that they were of enemy origin. 


National Insurance Act.—CoRnxEcrION.—In the article 
by Mr. J. J. H. Stansfield, which appeared on p. 369 of our issue of 


October 6th, No. 1.785 decision should have appeared in the pre- - 


ceding section dealing with classes of employment for which 
contributions are payable. 


Catalogues and Lists—THE PATERSON ENGINEERING 
Co., LTD., Windsor House, Kingsway, London. W.C.— 1916 edition of 
the Paterson Red Book on water purification for industrial purposes. 
The book deals with the following matters: Sources of water 
supply : rapid filtration ; water softening ; апа оп elimination. Ап 
abridged list of users is given. Some excellent pictures in half- 
tone and in colour show the Paterson filters, softeners, dc. Тһе 
Government has requisitioned the company's premises, India 
House, Kingsway. - Its temporary address is, therefore. Windsor 
House, as above. Copies of the catalogue can be obtained by all 
interested in these appliances. 

INTERNATIONAL TIME RECORDING Co. LTD. 57, City Road, 
London, E.C.— Folder pamphlet, giving illustrated particulars and 
prices of their various models of time recorders. 

BRITISH WESTINGHOUSE ELECTRIC AND MANUFACTURING Co.. 
LTD., Trafford Park.—Instruction Book No. 5.390 (62 pages), 
relating to the installation and operation of the British Westing- 
house rotary converters. 


Dissolutions and Liquidations.—Rxsrsro ELECTRICAL 


MANUFACTURING Co.. LTD.—This company is winding up volun- 


tarily, with Mr. De Westley Layton, 167, Fenchurch Street, E.C., 
as liquidator. . A meeting of creditors is called for October 20th. 

DERBY ELECTRICAL Co. LTD.—4A meeting is to be held at the 
offices, Woods Lane, Derby, on November 18th. to hear an account 
of the winding up from Mr. J. Perry Jones, the liquidator. 

CHas. Н. BLUME (an enemy subject).—Creditors of this business 
must send particulars of their claims to the controller. Mr. J. W. 
Barrett, 19A, Coleman Street. E.C.. by November 16th certain. 

CHARLES COOPER, plumbers and electrical engineers, 2, King 
Street, Stratford, Manchester.—Messrs. H. & P. Cooper have dis- 
solved partnership. Mr. Н. Cooper attends to debts, Ac. 

SWITCHGEAR: CONSTRUCTION Co. LTD.—Creditors must send 
particulars of their claims, &c., to the controller. Mr. J. H. Stephens, 
6, Clement's Lane, Lombard Street, E.C., by November 15th. 


Trade Announcements.— Messrs. JAMES Scott, LTD., 
electrical and mechanical engineers, of Bootle. have opened 
branches at 317, Victoria. Dock Road. London, E.. and 27, West 
Bute Street, Cardiff. under the management of their Mr. E. J. 


Rimmer and Mr. T. W. Plunkett respectively, who have had 
lengthy experience in electrical work aboard ships. The firm will 
keep a large stock of electrical ships’ requirements. 

Mr. L. DARLEY, of Messrs. Hopkins & Darley, electrical ehgi- 
neers, St. Alban's Road. Watford, having left for military service, 
announces that the business will be continued under the шапаре- - 
ment of his wife. 


LIGHTING AND POWER NOTES. 


Australia.— Тһе Queensland Government has approved 
of an irrigation scheme for Inkerman, near Bowen. at a cost of 
£131,000. The estimates for the scheme are :— Preliminary work, 
£16.500; lifting appliances, £30.000; power station, £39,800; 
distributing network, €38.400. 

Tumut (N.S.W.) has decided to install an electric supply plant.— 
Commonwealth Engineer. a 

The Albury electric lighting scheme, designed by Mr. W. Corin, 
chief engineer of the N.S.W. Public Works Department, is nearly 
completed. Electricity will be generated at 3,000 volts, three- 
phase. and stepped down to supply a 415-240-volt, four-wire dis- 
tribution system. The distributing cables total about 80 miles, 
and are of aluminium, and street lights will be controlled by 
automatic time-switches. The original estimate of cost of the 
scheme was £11,000, but. owing to war conditions, it is estimated 
that the cost will be about £20,000. 


Barnsley.—In connection with the proposed supply of 
electricity to houses in Mount Vernon Road, the Electricity and 
Lighting Committee has recommended that negotiations be opened 
with the Electrical Distribution of Yorkshire, Ltd., for its sanction 
to the issue of -a Fringe Order under Section 6 of the Electric 
Lighting Act, 1909, or alternatively for the supply of electricity in 
bulk at the borough boundary on suitable terms. | 


Birmingham.—Coo.Linc TOWER PLant.—The Electricity 
Supply Committee reports that it has not been found possible to place 
the cooling towers for the Nechells temporary generating station on 
the site originally proposed, and they are to be erected on a portion 
of the land intended for the permanent station. The total extra 
cost is estimated at :—(a) Cooling pond and tower foundations, 
extra. £150; (>) alterations to railway sidings, £550 ; (г) pipe line, 
valves and supports, including supporting bridge across the River 
Rea, £6,830. The Committee recommends that the alteration be 
approved, and that application be made to the L.G.B. for sanction 
to the necessary loan. 


Bradford.—PRoGREss RrEPoRT.—In а report on the 
work of the electricity undertaking during the municipal year 
ending this month. the Electricity Committee mentions that the 
total output for the year was 33,905,136 units, an increase of 
5.161.418 units on the preceding 12 months, being the highest 
increase so far recorded. Bulk supply accounted for 3,157,521 
units and motive power and heating 1,887,661 units of this increase. 
Private and public lighting and night supply to the tramways fell 
off. but these decreases were practically counterbalanced by 
additional day supply to the tramways. The income for the 
period was £167,177. an increase of £19,438 ; but, due to increased 
expenditure and additional capital charges, the net profit was 
£15,988. ог some £3.000 less than in the previous year. Out of 
this. £7.500 was placed to rate relief, the remainder being applied 
to depreciation. Early this year it was considered necessary to . 
extend the steam and electrical plant at Valley Road, at a cost of, 
roughly. £50,000 in each case ; only the extension to the boiler and 
cooling plant was approved, and a subsequent application for 
sanction to the raising of £100,000 for additional generating plant 
and transmission extensions were also refused by the L.G.B. 
During the year a 5.000-Kw. turbo-alternator has been put to work. 
also two 1.500-KW. rotary converters, while an older rotary has been 
replaced by a modern 1,500-KW. set. 

The boiler house and cooling tower extension is progressing. and 
although it will not be complete for three months, it is hoped to 
use one boiler during the coming heavy-load periods. The Thorn. 
bury sub-station has been extended in connection with the supply 
to the Yorkshire Power Co. 

In order to relieve the congestion at the works caused by horsed 
vehicles delivering coal. the coal in some weeks amounting to 50 
per cent. above that required in the corresponding period last year. 
two 5-ton electric tipping wagons are being procured ; for ash disposal 
a 34-ton electric tipping wagon is also in use. Ten additional trans- 
former chambers have been equipped. making a total of 45 ; 65 
transformers of 10,909 K.v.A.are in use in them. А total of 67 
iniles of underground and 3 miles of overhead E.H.T. transmission 
is in use. Seven new bulk agreements and three renewed agree- 
ments represent a total of 6,851 KW., mostly new business obtained : 
the half-year to September 30th showed an increase of 5,000,000 
units sold on the corresponding period of 1915, being equal to the 
increase of the whole of the previous year. and it is anticipated 
that the rate of increase will be maintained. 


Bury.—Loax Sancrion.—The L.G.B. has sanctioned 
the borrowing of £600 for the cable required to give a supply of 
current to a local works. к 

Canada.—The fifth anuual report оп the working of the 


Torcpnto hydro-electric system (for the year 1915) shows a gross 
ince we of $1,620,187, while working expenses amounted to $979,208, 


an Аад ——————À—————————————— 


Vol, 79. No. 2,080, Остовев 20, 1916.] THE ELECTRICAL REVIEW. 


435 


ИШИНЕ мии 


leaving & gross surplus of $640,978; deducting interest and 
sinking fund and depreciation payments amounting to 624.067, 
and sundry other charges amounting to $13,773, there remained a 
balance for the year of $3,137. The surplus shows a large 
reduction compared with 1914, which is accounted for by the con- 
siderable reduction in the scale of charges which took place in 
January, 1915, under the advice of the Ontario Hydro-electric 
Power Commission, from whom energy is purchased in bulk. The 
consumers numbered 38,834, as against 31,500 in 1914: the 
meters in use were 39,284, as against 33.976 ; the street lanterns 
numbered 43,411, as compared with 10,596. | 

During the year, 109,501,961 units were sold, as compared with 
82,927,015 units during 1914, the connected load amounting to 
111.413 H.P. and the peak load to 40,180 H.P. The averaye price 
obtained for KW.-hours sold for the year shows a reduction of over 
|I percent. During the year, two sub-stations have been constructed, 
one of them having a branch store attached where accounts can be 
paid and the latest appliances can be obtained. New mains have 
been laid, bisecting the existing ring mains from which the whole 
supply in the city radiates. Half-watt public lighting has been 
introduced into Toronto Street and part of Richmond Street ; this 
typeof lighting was offered to the city in 1915, but the alterna- 
tive—a reduction of the rate with the old type of lighting—-was 
accepted by the Council. Roughly, the output sold has increased 
by an average of 25 million units a year for the last four years. 

The report contains a declaration by the Commissioners of their 
fnancial policy, which is interesting ; the Commissioners set aside 
each year, (1) interest on debentures ; (2) sinking fund sutticient 
to pay off debentures at maturity ; (3) depreciation—such sum as 
will anount at the end of the lifetime of the plant of an amount 
sufficient to replace same. This indication of policy is, it is stated, 
made because a proposal by the Finance Commissioners of the city. 
infuture to issue debentures limited in term to the life of the asset 
for the purchase of which they are issued, has led to an impression 
that a depreciation fund can therefore be dispensed with. The 
Commissioners regard their allocation to depreciation as an oblija- 
tion of sound policy and finance, designed. inter alia. to prevent the 
acumulation of city indebtedness for hydro-electric construction 
to such a level as might injuriously affect the credit of the city. 

This view of the matter is not exactly that held in this country, 
where the same subject was discussed at great length some years 
ago, and it was for the most part agreed that posterity could fairly 
be allowed to undertake ita own financial obligations, especially if 
a prosperous business were handed over to it. 


Chesterfield.— The L.G.B. has intimated that it is pre- 
pared to sanction the borrowing of £20,600 for the extensions at 
theelectricity works, when certain particulars have been furnished. 
regarding the proposed turbine plant, and the work being put in 
hand at once. 


Continental.—- Norway. — The Christiania municipal 
electricity installation completed the twenty-fifth year of its ex- 
itence in August. The city draws its electric supply from four 
waterfalls, which it has successively acquired and partly developed. 
the aggregate output of which is reckoned at 52.200 Kw. delivered 
in the city. The progress of the undertaking has been steadily 
upward, the first years actual working (1893) showing current 
delivered to 9,930 glow lamps and 21 motors, compares with, to-day, 
10,861 glow lamps, 1,965 arc lamps and 5.140 motors of private 
consumers, and 628 glow lamps and 217 arc lamps for public lighting. 
Receipts in 1893 totalled 160,000 kroner, and working surplus 
12/40 kroner, against 3.750.000 kroner, and a working surplus of 
1.310.000 kroner at last account. Lately an agreement has been 
come to with the Government for the joint development of the 
municipality's waterfall of Solbergfos and the State's waterfall of 
Morkefos, the chairman of the Committee being electrical engineer 
Thorne, one of the municipality's representatives. 

A hydro-electric station is under construction at the Mesna Falls, 
near Lillehammer, to supply an additional 1,000 H.P. to the cartridge 
and powder factory situated at the Raufos. The contributory com- 
munes of Gjovik, Faaberg, &c.. are to be supplied from the same 
source. 

It is stated that a Franco-American syndicate is arranginy to 
establish a large electrotechnical establishment in Telemarken. 
The water power required will be at least 100,000 H.P. It was at 
first intended to acquire a site in Swedish Norrland. but the 
конне political situation in the Gulf of Bothnia disposed of 
the idea. 

The municipal authorities of Stavanger have decided to obtain a 
loan of 6,000,000 kroner for the electric developinent of the waterfall 
ot Dargefos. | 

SPAIN.—La Sociedad Electrica de Mora la Nueva is the name of 
a new company which has lately been formed to establish a small 
central electric lighting station in the town of Mora la Nueva, in 
the Province of Sarragossa. 

À concession has recently been granted for the establishment of 
^ plant to utilise the water power of the Rivers Lobaras and 

dro in the generation of electrical energy for lighting and power 
purposes in the Ferreira district of the Province of Lugo. 

The Sociedad Minera y Metalurgica de Penarroya intends to 
establish two generating stations, one at Puertoblano of 20,000-H.P. 
Capacity, and the other at Belmez of 12,000 H.P., using low-grade 
coal as fuel. The equipment will be that of the old Sociedad de 
Gasification Industrial now defunct. The current generated will 


be partly utilised for the Society's own railways, and partly sold to. 


other industries.— Industria e Invencivies. 
ITALY.—La Società Consorzio per Elettrotrazione is the name of 
а new undertaking which has recently been organised in Milan 


with a capital of £60,000, to develop projects for the establish- : 


ment of electric power stations in the country, more especially in 
connection with the supply of power for railway operation. 


Ealing.—DavurauTr Savinc.—A decrease ‘in sales of 
energy by the electricity undertaking of 22:4 per cent. is traced to 
the operation of the Daylight Saving Act. 

Hereford. — PLANT Extensions. — The T.C. has been 
authorised to carry out extensions estimated to cost £2,310 for 
buildings. £1.700 for a railway siding, £16.307 for machinery, 
switchgear, Хс., and £3.213 for mains, for the electricity under- 
taking ; as this is £5,530 in excess of the sum applied for last 
June, the L.G.B. is to be asked to sanction the surplus. 

Horsham.— Offers are to be invited for the maintenance 
of the storaye battery at the electricity works for a further period 
of 10 years from the expiration of the existing contracts with the 
Tudor Accumulator Co. 

Liverpool.—PRoPosEp ExTENsiO0NSs.— The question of 
enlarging the city generating station will shortly be considered by 
the City Council. 

London.— BETHNAL GREEN.—The B. of G. has received 
a report from the chief enyineer on the possibility of running the 
laundry plant (at present hand-operated) by electric power or gas, 
owing to the shortage of labour. He estimates the cost of motor- 
driven plant at £200 and of gas-driven plant at £227, and an annual 
saving on the working of £85 if electricity was adopted as a 
motive power and £11 if рах was used, as compared with the costs 
at the present time. 

The Committee recommends that subject to the sanction of the 
L.G.B., steps be taken to run the plant by electricity. 

MARYLEBONE.---The general manager's report on the working of 
the electricity department for the June quarter shows that 
3.177,038 units were sold, representing a net increase of 3°57 per 
cent. over June. 1915. The net revenue from the sale of electricity 
and meter rentals amounted to £31,948, being an increase over last 
June of £1,605; improvements in sundry revenue bring the in- 
crease up to £2,480. The total expenditure for the quarter 
amounted to # 17.231, ар increase as compared with the June quarter, 
1915, of £408. The total average costs per unit sold were 1°305d., 
as against 1°318d. for the previous June quarter. The result of 
the quarters working shows a net improvement in the balance 
available for capital charges of £2,072, making a total of 
£17,945. 

The Electricity Committee reports that after about three years’ 
running of the two Oerlikon turbine sets (described in our issue of 
December 5th, 1913) these turbines have been opened up for 
examination ; No. 11 was found to be in good condition. and the 
low-pressure wheels of No. 10 were found to be slightly corroded. 
During the three years these machines have run 27,009 hours out of 
a possible 50.352 hours, and have generated 56,032,684 units. or 
84°06 per cent. of the total units generated. They have cost for 
repairs £45 and for oil £ 136, very low figures, amounting to '00078d, 
per unit generated. 

The Electricity Committee recommends that, owing to ex- 
ceptional circumstances prevailing. an increase of wages varying 
from 1s. to 3s. per week be made to all male employés of the elec- 
tricity supply department other than the clerical staff. 

HACKNEY.—The Electricity Committee recommends the granting 
of an additional bonus of 3s. (making 5s. in all) to the men 
employed in the electricity undertaking and refuse destructor works, 
the total wages. including war bonus, not to exceed 158. per week. 

Linking-up Scheme.—The Committee also recommends that, sub- 
ject to the North Metropolitan Electric Power Supply Co. agreeing 
to the terms and conditions of an agreement to be approved by the 
Electricity Committee. on behalf of the Council, and subject to the 
approval of the B. of T. and the L.C.C., the necessary steps be 
taken to proceed with the linking-up of the two undertakings. at 
an estimated cost of £6,500. 

Rerision of Charges, —The Electricity Committee further recom- 
mends the following additions to the present scale of charges for 
electricity for lighting and power, as from the reading of the 
meters for the December quarter. a fixed minimum charge of 78. 6d. 
per quarter for lighting. апа 10s. per quarter for power: a per- 
centage increase for electricity for lighting from 173 per cent., less 
24 per cent. to 20 per cent.. less 5 per cent. for prompt payment, 
and for power a percentaye increase of 30 per cent. above normal 
rates. lesa 5 per cent., in lieu of 174 per cent. less 24 per cent. 

The Committee recommends that, in view of the high cost of 
fuel and the difficulty of obtaining labour, the official test of the 
5.000-KkW. turbo-alternator be carried out on the town load, instead 
of an artificial load, the contractors being willing to make a 
deduction of £120 if the test is so carried out. 

An explosion and fire occurred at the Smithfield Markets Electric 
Supply Co.'s premises on the 11th inst., which resulted in both light 
and power being cut off in the market and cold storage. The 
Meat Trades Journal comments on the absurdity of depending on 
a single source of electric supply. but probably the movement in 
favour of linking-up electricity undertakings will remedy thia in 


the near future. 
Luddenden Foot.—PRovisrioNAL OmpER.—The York- 


shire Electric Power Co. has notified the U.D.C. that, as the B. of T. 
is now prepared to consider the granting of provisional orders for 
public works. the company proposes to proceed with its orginal 
scheme of applying for a lighting order for the district. 
Nuneaton.— Тһе T.C. has decided to extend the mains, 
at an estimated cost of £500, which will be met out of the pro- 
ceeds of the sale of a generator: the present revenue from the. 
extension will be about a £100 a year. From October 15th the 
charge for current for power is to be increased by 10 per cent. 
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` Radcliffe,.—Burk SurPLy.—The U.D.C. has notified 
the Bury Corporation that it intends to exercise its option of 
renewing the agreement in respect to the supply of electricity in 
bulk: for a further period of five years. ; 


Redruth.—PusLic Licutingc.—The Lighting Com- 
mittee reported that a further concession of £92 has been obtained 
from the electric supply company in consequence of reduced 
lighting, making £174 in all. The total contract was for £552 
per annum. 

Salford. —DAYLIGHT SAvING.— The electricity depart- 
ment estimates that the Summer Time Act has led to a reduction 
of £2.500 in the value of the current consumed for lighting pur- 
poses ; this represents a saving of 1.100 tons of coal. With coal at 
17s. 8d. a ton, the estimated net loss to the department is about 


£1,500, but the increase in the demand for power more than 


counterbalances the loss of revenue due to daylight saving. 


© Southend-on-Sea.—It has been agreed to allocate 
5 6.000 from the electricity undertaking for the relief of the rates. 


Stafford.—Puicke IxcgREASE.— The T.C. has decided to 
increase the price of energy for lighting to 734. per unit, less 
o per cent. for prompt payment of accounts, as from October Ist last. 


.Sunderland.—PRoPoskp Loan.—The T.C. has decided 
toapply to the L.G.B. for sanction to the borrowing of £45,246 for 
plant extensions at the electricity works. It is proposed to add a 
7,500-KW. turbine unit, bringing the plant capacity up to 14,200 KW. 


Tasmania. — Hypro-ELectric DEVELOPMENTS. — In 
view of the increased demands which it is expected will be made 
by metallurgical undertakings upon the Government Hydro- 
Electric Department for power, it is understood that steps are 
being taken to obtain data respecting Lake St. Clair, situated some 
25 miles westerly from the Great Lake. Lake St. Clair, it is stated 
has a surface area of about 30 miles, and varies in depth to 600 ft. 
If anticipations are realised. a fall of approximately 1,000 ft. will 
be obtainable when this supply is harnessed. The general pro- 
gramme of the Tasmanian Government in connection with hydro- 
electric power for industrial purposes has been outlined in Minis- 
terial statements already published. Unofficial estimates have been 
made giving the present nominal capacity from the existing works 
at the Great Lake as equal to some 10.000 Н Р., and the approxi- 
mate total which may ultimately be developed as up to 100.000 
H.P.— British Australasian. 

The Commonwealth Engineer recently published a letter from 
Mr. J. H. Butters, chief engineer of the Hydro-Electric Depart- 
ment. which, amongst other things, stated that the department has 
so far entered into the following contracts only :--3.500, rising to 
10,000 H.P., to the Metallurgical Co. ; 30,000 H.P. to the Amal- 
gamated Zinc Co.; and 2.000 H.P., plus normal development. to 
Hobart and suburbs. The Government has made no contract with 
the Mount Lyell Co., but has under consideration the supply of up 
to 50.000 H.P. to it, not from the Great Lake scheme, but from 
other sources. Data collected in connection with the Great Lake 
dam shows that the figure of 35.000 H.P. (all day and night) is con- 
servative and 50,000 H.P. continuously could be obtained. or, with 
subsidiary power, 55,000 Н.Р. | 


. Wakefield.—LoAN NANCTION.— The L.G.B. has sanc- 


tioned the borrowing of £3,000 for the provision of an economiser at 
the electricity works. 


-Watford.—No Linkinc-up.—The Electricity Committee 
is of opinion that no advantage would be gained by way of linking- 
up, and that it should take no part in the conference being called 
to consider the matter. 


Winchester.—The T.C. has sent out circulars to small 
consumers of current, inviting them to increase their consumption 
to the value of £2 6s. 8d. per annum, so as to avoid the necessity of 
enforcing the minimum charge which the Corporation is entitled 
tomake. . | 


TRAMWAY and RAILWAY NOTES. 


 Australia.— The financial · statement of the Adelaide 
Municipal Tramways Trust for the half-year ended July 31st last, 
for which we are indebted to Mr. W. G. T. Goodman, the chief 
engineer, shows that there was а gross balance after meeting 
working expenditure on the Adelaide and Port Adelaide systems 
of £65,409, which, with the balance of £3.164 brought forward. 
made a total of £68,573 for appropriation. From this £9,069 was 


taken for renewals, £27,071 for interest, £24,251 for sinking fund . 


and -other amounts for interest, leaving £3,876 to be carried 
forward. 

The gross revenue was £10,506 better than in the corresponding 
period of 1915. 


' The renewals account now amounts to £107,581, the sinking - 


fund account to £203,683, and the insurance reserve to £8,985. 

ELECTRIFICATION OF CABLE-TRAMWAYs,-—The Melbourne City 
Council has adopted the recommendation of the Public Works 
Committee that the Government be. urged to provide for placing 
electrica] equipment underground if it is decided to electrify the 
cable tramway. The Lord Mayor stated that any suggestion to 
instail the overhead system of electric traction would meet with the 
€ouncil's strongest opposition.—.Melbowrne Age. 


The Victorian Government proposes shortly to introduce a Bill 
for the permanent control of the metropolitan tramways, both 
cable and electric ; the Bill will also provide for payment of com. 
pensation to the Railway Commissioners for the loss of revenue 
on suburban railways affected by the competition of tramways. 
The proposed new authority will also take over the electric supply 
and control of parks and gardens. 

The Melbourne City Council has decided to oppose any Bill of this 


nature. 


Birmingham.—The local papers refer, at considerable 
length to the possible stoppage of the tramways during periods 
when the city power stations are unequal to the great demand 
being made upon them at the present time. The Electric Supply 
Committec, in a report. states that in a year the maximum demand 
rose by 12.000 Kw., thus exceeding the 10,000 Kw. of new plant 
brought into use. The coal conveyors at Summer Lane station 
were provided for 26,500 KW., but 36,500 KW. of plant is now 
installed, and the conveyors. due to the heavy duty, are in need of 
substantial repairs. А larger proportion of better-class coal is tobe 
employed, and an order has been placed for new conveyor parts, m 
additional chimney and economiser, and for increasing the areas of 
the grates. The tramway stoppage of Wednesday, last week, was 
due to a turbine breakdown at the Nechells station, which it is 
now stated will be put right within 10 days. The tramway 
department has made arrangements to provide conductors with 
" breakdown " tickets to exchange for those held by passengers in 
cars which are held up, such tickets being available for the 
remainder of the journey at a later date. 


Burnley.—FRx&E TricKETS.— The Tramways Committee 
has decided to recommend the T.C. to provide special free tickets 
for wounded soldiers. entitling them to travel either singly or in 
parties on any car, at any time, and from or to any point on the 
&ystem of the local tramways. | 


Canada.—It is stated that the Canadian Pacific Railway 
will electrify its line between Kingston and Renfrew in the near 
future, and that a power plant will be installed on the Mississippi 
river at Sharbot Lake to develop power for this project as well as to 
supply current to Kingston айа vicinity.— Canadian: Electrical 
Мех. 


Continental.—JraLy.—The Central Umbrian Railway, 
opened provisionally with steam traction. will next year be con- 
verted to electric working. the current being supplied by the 
Società dei Carburo di Calcio. Energy from the station at Papigno 
will be transformed at Marsciano to single-phase current for the 
supply of the contact lines, which will be on the catenary system. 
The traffic will be worked by locomotives, each equipped with four 
single-phase motors of 90 Н.Р. each.— L /ngeneriu Ferroviaria, 

NoRWAY.--It is proposed to start a company to manufacture 
electric automobiles. The share capital required is estimated at 
800,000 kroner, working expenses at 270,500 kroner, and the 
receipts at 420,000 kroner per year. Output is estimated pro- 
visionally at 160 motor-cars yearly. Later the building of auto- 
mobiles de lure is projected. | | 

It is under consideration to convert to electric working the rail- 
way line from Bergen to Nestun, the power to be drawn from the 
Bergen municipal station. 

The plans are being prepared for the construction of an electric 
railway to connect Trondhjem with Fjeldsseter, the scheme having 
Government approval. | 

SPAIN.—La Socidedad Tranvias de Zaragoza has drawn up а 
scheme for the construction of ‘a further line of electric tramway 
in the town of Saragossa: in accordance with the usual plan in 
that country, the carrying through of the project is being put up 
by the Goverument to public tender. — 

À new company is reported te be in course of formation at Aviles 
with the object of constructing a new electric tramway to connect 
the towns of Villalegre, Aviles and Castrillon. | 


Dublin.—The receipts of the Dublin United (Electric) 
Tramways Co. for the half-yearly term show an aggregate to 
October 13th of £249,786, as against £251,240 in the corresponding 
period of last year, a decrease of £1,454. The weekly receipts 
have shown а steady increase of late, and there cari be no doubt 
that the half-year will conclude with a substantial balance to 
credit. . 


Ealing.—As a result of negotiations, the Council has 
agreed not to press the London United Tramways Co. in regard to 
reconstruction of tracks after the war. if the necessary work of 
improving the condition of the track is carried out now. ' 


Glasgow.—Through dissatisfaction with the attitade 
taken up by the management, the position of the engineers in the 
employment of the Tramways Committee is again expected to be 
brought before the local Munitions Tribunal. Failing an amicable 
settlement, the probability is that the men will, under the terms of 
the Sheriff's award, make application for their clearance certificates. 
Close upon 1,000 men are affected. 


Lanarkshire.— Women car conductors in the employment 
of the Lanarkshire Tramways Co. are threatening to resign in' 
batches, owing to the prevalence of hooliganism in the districts 
tapped by the system. The company has issued posters threatening, 
to discontinue: the early morning service and all cars after dusk. 
unless the rowdy element immediately disappears. | 


Oulton Broad.—BuLx SuPPLy.—The Lowestoft Т.С. 
has deoided to continue on the same terms the supply of current in 
bulk to Oulton Broad. =, td "e E 
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Southend-on-Sea. —The engineer has reported on the 
difficulty of dealing with rail corrugation under present conditions, 
and of keeping the cars in repair-—due to the restricted supply of 
material. Arran;'ements are to be made, if possible, to permit of 
the rail corrugation machine being used when traflic is suspended. 

- It has been decided to allocate £3.300 from the tramway funds in 
relief of the rates. А 


WAGES.—The Tramways Committee has resolved that male 


drivers. conductors, and inspectors with 12 months’ service be 
granted à war bonus of 2s. per week, additional to the existing 
war bonus of 2s. per weck. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.—The Government has completed the purchase 
of the Shaw Wireless. Ltd., works for £55.000. The founder of 
the concern, the Rev. A. J. Shaw, died in Melbourne on 
August 26th. 

The plant is said to be capable of producing most of the require- 
ments for wireless equipment. The wireless system in Australia 
is now controlled entirely by the Navy Department. "The works of 
Shaw Wireless, Ltd., will become a naval establishment, but work 
will also be perforined for the postal and defence departments. It 
is also probable that the system of wireless telegraphs in Australia, 
now confined to the coast. will be extended inland. 

Mr. Balsillie. the wireless expert, who has been making experi- 
ments in the matter of causing rain by wireless waves, states that 
he has proved conclusively that rain can be stimulated by electrical 
means. His experiments have proved that at least 30 per cent. of 
the stimulation can be maintained. He emphasises the point that 
he does not claim to produce rain—only to stimulate light 
showera.— Auckland Weekly News. 


Manchester.— There was a large attendance of the 
telerraph and telephone workers of Manchester and the surround- 
ing districts at a meeting, on Sunday, at which a resolution 
demanding arbitration respecting their claim for wave increases of 
J&.. 4s.. and 5s. was passed. The resolution further declared that 
the advances offered by the Government were quite inadequate. 


New Zealand.— Тс Auckland wireless. station, which 
has been closed since May, 1915. has been reopened. | 

The Government has decided to erect a wireless station at 
Rarotonga, which will constitute another link in the Empire, as 
many islands of the Pacific, such as Samoa and Fiji, will be 
brought into closer touch with New Zealand, and, consequently, 
with other portions of the Empire. The work will be carried out 
by the Post and Telegraph Depart ment. 

The Government is to enter into an agreement with the Eastern 
Extension Cable Co. with regard to a proposal to remove the cable 
station from Wakapuaka to Wellington.—-luekland Weekly News, 


Russia.—The Russian Government has requested the 
Great Northern Telegraph Co. to recall all the Danish operators 
employed at the company’s stations in Russia, including Petrograd, 
for the duration of the war. and replace them by Russians. No 
foreigners are to be employed in future in the Russian Postal or 
Telegraph Service. . 


Spain.—It is reported that the Spanish Ministry of Posts 
and Telezraphs is contemplating the purchase of a steamer specially 
equipped for the repair of the submarine telegraph cables owned 
by the Spanish Government. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia,—Sy pNiy.—January 22nd, 1917. Electrical 
plant (converter, battery. booster, and switchboards) for the 
Castlereagh Street sub-station. for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.* 

January Sth. Municipal Council Electric Lighting Department. 
33,000-vo]t switchgear. E.L. Department, Town Hall. Specifica- 
tion 108, ба, 

MELnoUnNE.- October 31st and November sth. 
elephone parts ; switchboard ; instruments, &c. 
463, 1364, and 1.368." 

mber llth. City Council. Supply and erection of coal 
trar Sporter plant. See "Official Notices " September 15th. 
. PERTH.— November Sth. P.M.G. Accumulator parts (Schedule 
927 Чу Ау» 
д00ти AUSTRALIA.—November 15th.  P.M.G.s Department. 

Utomatie switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. : 


Dublin.—November 2nd. 
S eland), Contracts for general stores for 12 months (including 
““veral electrical items). See ‘ Official Notices " October 13th. 


Deputy P.M.G. 
Schedules Nos. 


Great Northern Railway Co. 


Johannesburg.— November 13th. South African Rail- 
ways Administration. 71,775 tungsten drawn-wire lamps, 19,741 
solid-drawn tungsten lamps, and 2.412 carbon-filament lamps. * 

November 20th. Corporation. 500 or 1.000 trolley wheels for 
tramcars (Contract No. 181).* " 

November 27th. Corporation. 1.000 sets of single-pole, ironclad 
house-service cut-outs (Contract No. 187).* 


Manchester, — October 24th. Corporation. Tramways. 
Hard-drawn copper trolley wire. Mr. J. M. McElroy, General 
Manager, 55, Piccadilly, Manchester. 


New Zealand.— 1) NEpiN.—Jaunary 24th. 1917. Motor- 
generator, accessories and spares, City Electrical Engineer, Market 
Street, Dunedin.* 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Branch in London. | 


CLOSED. 


Glasgow.—The Tramways Committee recommends for 
acceptance the tender of Messrs. Edgar Allen © Co., Ltd.. for special 
track work. 


London.—The Metropolitan Asylums Board reports that 
the agreements with the Tudor Accumulator Co. for the main- 
tenance of the batteries of electrie vehicles Nos. 2 and 3, at Queen 
Mary's Hospital, expired on September 26th. The assistant 
engineer states that the present is a very unsatisfactory time for 
entering into new contracts of this description, owing to the high. 
eost of materials. and he advises that the existing agreements: 
should be extended for a period of 12 months, which the company 
is willing to avree to. The agreements provide for the payment 
of 1 d. and 14d. per mile run respectively for the two vehicles, one 
of which is 25 ewt. and the other 30 cwt. The Committee recom-, 
mends that the agreements be so extended. 

L.C.C.—The Stores and Contracts Committee reports that the 
current contracts for the supply of general stores, including 
electric cables, lamp fittings, Хе. will expire on December 31st 
next. For the supply for 1917 the Committee proposes to continue 
the present practice of purchasing some classes of woods at the 
current market rates or under special quotations ; in other cases 
new forms of tender and schedules are being prepared. The 
tenders will be received early in November. and, as the 
number will be comparatively larve, the Committee reconimends 
that it be authorised to open the tenders to be received for the 
supply of goods included in the general stores section, 1917. | 

MARYLEBONE.—' The Electricity Committee reports that. owing 
to the fluctuations in the prices of materials and the abnormal 
conditions generally. it is not possible to obtain satisfactory tenders 
for goods or to enter into acceptable contracts. The Committee 
has therefore authorised the general manager to purchase such 
goods as are required in the open market on the best. terms obtain- 
able, and to report all such purchases to the Committee. 


Malvern.—U.D.C. Coal (500 tous of. Highley slack) for 
the electricity works : South Wales & Cannock Chase Coal Со. 
Paisley.—Corporation. Tenders for new high-tension 
switchhoard :— 1 
British Thomson-Houston Co., Ltd. .. T" eu .. £2,R62 
British Westinghouse Electric, &c., Co., Ltd. is .. 2,858. 
Siemens Bros, Dynamo Works, Ltd. .. 235 E 3,003 
It was agreed to accept the offer of Messrs. Siemens,Bros., as. being 
the lowest. delivery to be made within 18 weeks. 


Spain. — La Compania Electrica del Urumea, of San 
Sebastian, has just placed a contract with Messrs. Piccard, Pictet 
and Co., of Geneva, for the construction of a 2,300-H.P. hydraulic 
turbine, designed to work under a head of about 600 ft. and to run. 
at а speed of 500 R.P.M. A 1.600-KW. three-phase alternator to run 
in conjunction with the same machine has also been ordered from. 
Messrs. Brown, Boveri & Co., of Baden. 


Wakefield.—Corporation : 


E. Green & Son, Ltd.—Foundations and brickwork for an additional 

economiser at the electricity works, £624. 

Sturtevant Engineering Co.—New chimney, £890. 

Walthamstow.—U.D.C. 152 time switches for street 
tighting : Venner Time Switches, Ltd. 

Wednesbury. — T.C.  500-Kkw. rotary converter, with 
transformer, starting and switch wear, duplicate main and venti- 
lating rear: British Westinghouse Electric & Manufacturing Co., 
Ltd.. £3,190. i 


FORTHCOMING EVENTS. 


Institution of Mechanical Engineers, —Friday, October 20th. At 6 р.п. 
At the Institution of Civil Engineers, Great George Street, Westminster, 
. S.W. Paper on “Trials on a Diesel Engine, and Application of Energy: 
Diagram to obtain Heat Balance," by the late Licut. Trevor Wilkins, to 
be presented by Professor Burstall. 


Institution of Electrical Engineers (Western Local Section).—Monday,. 
October 23rd.. At 5.10 p.m. At Merchant Venturers’ Technical College,” 
Bristol. Address by the chairman, Prof.-D. Robertson. | P' wa e 


Institution of Civil Engineers.—Tuesday, October 24th. At 5.30 p.m. At 
Great George Street, Westminster, S.W. James Forrest Lecture, ** The 
Development of Appliances for Handling Raw Materials and Merchandise 
at Ports and other large centres of traffic," by Sir J. P. Griffith. | 


438 


THE ELECTRICAL REVIEW. [Уо]. 79. No. 2,080, OCTOBER 20, 1916. 


NOTES. 


Engineers’ Wages.—A Conference of representatives of 
the Engineers Employers' Federation and the Amalgamated Society 
of Engineers and kindred allied trade organisations was held at York, 
when the question of increases in wages was discussed. The pro- 
ceedings lasted all day, but no satisfactory result was arrived at. The 
application of the engineers was for an advance of 9s. per week. 
It is believed an offer of 6s. per week was made, but this was not 
acceptable to the men’s representatives. The question will now be 
referred to the Government Productions Committee.— Morning 
Post: 


Memorial to Sir Wm. Ramsay.—A mecting to consider 
the steps to be taken to raise a memorial to the late Prof. Sir 
William Ramsay. K.C.B., F.R.S.. will be held at University College, 
London, on Tuesday, October 31st. After the meeting. the Director 
of the University College Chemical Laboratories. Prof. J. Norman 
Collie, F.R.S., will deliver a memorial lecture on ‘ The Scientific 
Work of Sir William Ramsay.” 


Copper Prices. — THE WEkk's CHANGES. — Messrs. 


Е. Smith & Co. report, Wednesday, October 18th :—Electrolytic . 


bars rose from £142 to £143: ditto sheets, from £160 to £161; 
ditto rods. from £151 to £152 ; ditto н.с. wire, no change. 

Messrs. James & Shakespeare report, Wednesday, October 18th :— 
Copper bars, sheets and rods (best selected) rose from £166 to £168. 


Strength of Copper Wire Splices.—The U.S. Bureau of. 


Standards has recently made a number of special transmission line 
studies in attempting to prescribe suitable sags in line conductors 
which would at once meet the requirements for proper unit stresses 
under the maximum assumed loading conditions, and also provide 
reasonable assurance against their blowing together in the wind. 

Tests were made on the mechanical strength of Western Union 
and sleeve splices, and an investigation was made to determine the 
relative hardness of the surface and interior of different grades of 
copper, as well as their ability to withstand injury and vibration. 

Specimens of No. 6 medium wire broke at 1,135 Ib., or 51.100 1b. 
рег sq. in. A Western Union splice without solder broke at 449 1b.. 
showimg very little strength unless the splice is soldered. Two 
Western Union splices were made up very similarly. but one was 
heated in the soldering process to à very much higher temperature 
than the other ; опе broke at 751 lb. at a point close to the splice, 
where the effect of the heat had annealed it. The other wire was 
not heated to such a high temperature, and went to 1.077 lb.. nearly 
the full strength of the wire. A sleeve splice failed at about the 
same as the soldered splice, 1,035 1b., which is practically the full 
strength of the wire. | i 

.Hard-drawn wire or medium wire will anneal at about 250° C., 
or, perhaps. something under that temperature, if held there for 
some time. Solder will flow somewhere in the neighbourhood of 
190° C. There is a margin which is not very great. some 50 or 
60° C., in which soldering can be done without any serious injury 
to the wire. 

The failure of a soldered joint occurs not in the joint itself. but 
usually just outside of the splice where the wire has been over- 
heated. If this weak section is kept below the annealing 
temperature, a strong splice will result, even though the middle 
region of the splice be heated to a much higher temperature. If 
the soldering can be confined to the middle region of the 
wire, and not extended to the end turns, which contribute 
little or no strength to the splice. a stronger joint will be 
obtained with less injury to the leading-in wires, as well as with 
з saving of time and material. 

All of the soldered splices tested were made up with a blow 
torch. Pouring from a ladle, however, is not so likely to overheat 
the wire, and this method is exclusively used by some companies. 

No. 4 medium wire broke at 1,632 1b., or 49,800 lb. per sq. in. 
Two Western Union splices went to 1,428 and 1.465 lb. In one of 
these the wire broke about 1 in. outside of the splice. which may 
have been due to some injury there. Neither was injured very 
much by the high temperature. A sleeve splice failed at 1,540 Ib., 
or about 95 per cent. of the full strength of the wire. It requires 
from three to three and one-half turns in the sleeve to secure this 
high per cent. of strength. It was found that in every case where 
the wires were sandpapered before inserting them in the sleeve, a 
greater strength was obtained, particularly on greasy bare wires. 


In the small sizes it is very easy to overheat the wires, and great: 


care must be exercised. The larger wires conduct the heat away 
better, and are not so liable to be overheated. Sleeve splices, with 
proper care, can be made to develop practically the full strength of 
the wire, or within afew percent. of the full strength. 

Some tests were made to determine the effect of reducing the 
section of the wires. A No. 6 wire, which was etched down with 
acid from 165 to 143 mils, broke at 63,200 lb. per sq. in. The 
corresponding figure for the full section is 62,000. so that it had 
been raised from 62,000 to 63,200 by taking off the outer shell, 
showing that the unit strength of the core is a little greater than 
that of the full section. These experiments were continued on 
No. 00 trolley wire, hard-drawn, where similar results were 
obtained. From these tests it appears that the core of the 
wire is just as hard as the shell. To substantiate this, Dr. Merica, 
of the Metallurgical Division, made some microscopic examinations 
of these wires. His results show absolutely no difference in the 
grain structure across the aection of any one wire, but widely 
different structures between wires of different sizes and grades. 

In order to determine the effect of injury and vibration on wires, 
а vibrating machine was built, and some vibration tests were made 


on a number of wires. From these incomplete experiments it 
would appear that. for simple vibrations, the harder the wire the 
better it will stand up. Soft wire seems to crystallise very quickly. 
It is not always the simple vibration that determines the life of 
the hard-drawn wire. If & hard wire is kinked, and an attempt is 
made to remove the kink, the wire will break, while soft wire will 
not. В 

While hard and medium wire may in some respects be objection- 
able for general line use, it is believed that the experiments here 
recorded demonstrate that there are no serious limitations to its 
ure. It has fewer disadvantages, and soft copper more dis- 
advantages, than have generally been recognised.—E. R. SHEPARD, 
in the Electrical World. CAbstract.) 


“ Ha !—2 Rat !! "—How much damage сап be done in a 
moment by a rat bent on exploration—a successful quest, if currents 
were the object of it—is well shown in the accompanying illustra- 
tion, for which we are indebted to a lady switchboard attendant, 
Miss E. H. Smith. The tragedy occurred in the Oldbury sub- 
station of the Shropshire, Worcestershire and Staffordshire Electric 
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Power Co. The rat climbed into the cubicle of the truck gear and 
got across the high-pressure conductors, tripping every breaker and 
causing a complete shut-down for an hour, last Friday. The 
damage done was estimated at about £30. 


Nitrogen from the Air.—In a letter recently addressed 
to the 7imes, Mr. J. Orchiston. M.I.E.E.. chief engineer of telegraphs, 
Wellington, N.Z., points out that the South Island of New 
Zealand is richly endowed with magnificent water powers. many 
of them coming right down to the waters edge in the sounds on 
the south-west coast. Water powers ranging up to 40,000 H.P. can be 
obtained at an expenditure of from £5 to £10 per Н.Р. for the 
hydraulic development)\and in many cases no transmission lines 
would be needed. as the power station could be located alongside 
deep water. Heads ranging from 500 ft. to 1,000 ft. or over are 
procurable, so that the conduits, piping, water-wheels, foundations, 
&c., need be only of minimum dimensions for the output developed. 
In some cases less than a mile of piping is all that would be 
required to utilise a head of 1.000 ft. with a cohstant flow 
ranging up to 500 cb. ft. per second, fed from glaciers. — 

By the construction of a tunnel about five miles in length, 
mostly through granite. the whole of the discharge of the Te 
Anau Lake, covering an area of 135 sq. miles. could be diverted to 
one of these sounds, giving an effective head of nearly 600 ft., and 
a constant discharge exceeding 12,000 cb. ft. per second. Few 
countries can so easily provide a power of such dimensions 
(approximately 700,000 H.P.) at the edge of a deep-water harbour. 
There are numerous other water powers available inland, ranging up 
to 100,000 H.P., which could be developed at very low cost, but they 
are at present not conveniently located for transport purposes, and 
would involve fairly long transmission lines. | 

These waterfalls are located on Crown lands, and before action 
could be taken for their utilisaation a permit would have to be 
obtained from the Dominion Government, who would no doubt give а 
willing ear to any proposal which would be the means of bringing 
capital to the countr and the development of new industries. 
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Fatalities, —N EWCASTLE.—An inquest has been held upon 
the body of a boy named George W. Armstrong. who was killed by 
an electrically-driven wheel at the Elswick Works of Messrs. 
Armstrong, Whitworth & Co., Ltd. A work-mate said he saw 
deceased with his head under the 2 ft. 9in. fencing round the ropes 
driving the wheel. The lad then suddenly slipped or over- 
balanced, and fell on to the ropes. All that witness saw after that 
was portions of his body flying about. The motorman in charge 
said it took the wheel seven or eight minutes to come to a stand- 
still after the current was shut off. The Coroner observed that 
deceased was the victim of boyish curiosity, and the jury returned 
a verdict of “ Accidental death." 

ACTON.—According to a weekly newspaper Walter Permain, 
thirty-nine, an electrical engineer, of Acton, was killed by electric 
shock while at work on overhead electric wires at an Acton 
factory.: Verdict. “ Accidental death." 

ROTHERHAM.—A verdict of “ Accidental deuth " was returned 
in the case of G. E. Smith. forty-three, an electrician of Rother- 
ham. whose death followed burns sustained at the works of 
Messrs. Thomas Firth & Sons on October 3rd. 

SHEFFIELD.—An inquest was held on October 12th into the 
death of B. F. Theaker, aged twenty, labourer to an engineer's 
fitter, who was killed while working upon the fitting of a new 
brake on an electric crane. It appeared from the evidence that 
Theaker’s forearm came into contact with 200-volt live wires while 
climbing down into the cage containing the operating handles. 
When the current was cut off he fell 6 ft. into the care below. 
The medical evidence showed that death was due to electric shock. 
The works superintendent said that the current should have been 
switched off before Theaker went up to do the work. 

BARGOED.—S. Н. Chester, aged sixty-two, an assistant at the 
P.D. Colliery, Bargoed, was killed last Sunday week while at work 
on a girder 22 ft. from the ground. He lost his hold and fell 
back wards. 
proximity to the girder; the wires were on china insulators and 
insulated from the girder. They carried power to the motors 
which drove an aerial ropeway. The medical evidence showed 
that there were no signs of Chester having been burnt by electric 
wires. "Verdict, “ Accidental death." 


Bell Signalling in Mines.— The Chief Inspector of 


Mines, Dr. В. A. S. Redmayne, has issued a circular drawing 


_attention to the report of Dr. Wheeler and Prof. Thornton on 


electric signalling in mines (abstracted in our issue of August 
11th), and stating that in mines to which Regulation 132 applies, 
steps must be taken without delay to bring into compliance with 
the Regulation any existing installations which do not already 
comply. No new apparatus may be installed except such as 
complies strictly with the Regulation. The maximum pressure of 
25 volts allowed for a signalling circuit is unchanged, provided 
that wet Leclanché cells (quart size) are employed. Systems using 
dry cells or accumulators, or in which D.C. or A.C. generators are 
employed, can be made safe if, in addition to the use of anti-sparking 
devices, sufficient non-inductive resistance is permanently installed 
in the circuit. Bells and relays should have flame-tight covers 
(preferably locked), and should be so constructed and maintained 
that when included in a circuit with a battery at 25 volts, the 
break-flash produced when bare signal wires are separated after 
giving a signal is incapable of igniting an 8 per cent. methane-air 
mixture. 


Legal.—At the Manchester City Police Court recently, 
according to a local paper. W. P. Theermann. a German subject, 
managing director of W. P. Theermann & Co., Ltd.. electrical engi- 
neers. Manchester, was fined £10 for constantly using the telephone 
on his premises since the outbreak of war without obtaining a 
permit. 


The Décimal System.—Supporters of Decimal Coinage 
and the Metric System recently decided to form a " Manchester 
and District Decimal Association," and a meeting was called by the 
Lord Mayor, with a view to ascertaining whether the time was 
ripe for such a movement. The following resolutions were 
unanimously adopted :— 

l. That steps be taken forthwith to form an Association to be 
called " The Manchester and District Decimal Association," with 
powers to examine relevant questions, and, if thought fit. to advo- 
cate, either independently or in conjunction with others, the early 
adoption by the British Empire of a suitable system of decimal 
coins. weights and measures. 

2. That the Lord Mayor be the first president of the above 
Association, and that Messrs. Noton Barclay, Astbury, Cowan, and 
Allcock be, and they are hereby appointed.a nucleus Committee. 
with powers to add to their number, for the furtherance of the 
above objects. 

Mr. Harry Allcock, M.I.E.E. was elected hon. secretary. and is 
now compiling a list of local supporters, and the Committee 
hopes to proceed with the work of organising the Association in 
the immediate future. 


British Department of Minerals.— Last month a pro- 
position to form a central Department of Minerals and Metala 
Was laid before the Advisory Council for Scientific and Industrial 


Research by the Councils of the Iron and Steel Iustitute, the. 


Dstitute of Metals and the Institutions of Mining Engineers and 

ning and Metallurgy. The proposed department would push 
Pond mineral surveys of the Empire, collect and co-ordinate 
information on the occurrence and uses of minerals and on mining 


nb pa and advise the Government on all questions within its 
ew, 


There were three 3,000-volt power lines passing in 


National Electric Power Supply.—GREATER LONDON 
AREA.—At a meeting of the Joint Committee of Engineers 
appointed by the Engineers’ Committee of the Conference of Local 
Authorities in Greater London owning electricity undertakings, 
held at the Institution of Electrical Engineers on Friday, 13th inst., 
Mr. J. S. Highfield (Metropolitan Electric Supply Co.) stated that 
the National Power Supply Joint Committee did not: propose to 
convene a Committee for the Greater London area, as it was hoped 
that the Committee appointed by the Conference would act in con- 
junction with the National Committee. It was resolved that :— 
“A formal notice be sent to the secretaries of the National Com- 
mittee stating that a conference had been formed of representatives 
of private and public interests, to consider the best method of 
linking-up generating stations in the Greater London area." 

The Joint Committee is constituted as follows, viz. :— 


COMPANIES. 
The Charing Cross. West End and City Electric Supply Co., Ltd. 
The City of London Electric Supply Co., Ltd. i 
The County of London Electric Supply Co., Ltd. 
The Kensington and Knightsbridge Electric Lighting Co.. Ltd. 
The London Electric Supply Corporation, Ltd. 
The Metropolitan Electric Supply Co.. Ltd. 
The Westminster Electric Supply Corporation, Ltd. 


MUNICIPALITIES. 
Mr. G. С. Bell. Hammersmith. Mr. А. C. Cramb, Croydon. 
Mr. F. A. Bond, Battersea. Mr. L. L. Robinson, Hackney. 
Mr. E. Calvert, Finchley. Mr. W. C. P. Tapper, Stepney. 
Mr. C. A. Baker (London County Council). | 


Mr. E. T. Ruthven Murray (North Metropolitan Power Supply 
Co., Ltd.). 

Mr. H. W. Firth (Great Eastern Railway), with Messrs. F. J. 
Walker (St. James’ and Pall Mall Co.) and Fred. Tait (Poplar) joint 
honorary secretaries. 


Pd 
A Large Searchlight.—The General Electric Co., of 
Schenectady, N.Y., has lately completed, for the U.S. Navy, a 
searchlight with a 5-ft. mirror, the rays of light from which can, 


it isclaimed, be seen at a distance of 200 miles. 


. Coal Research.—In his capacity as one of the largest 
coal consumers in the country. the central-station engineer must 
henceforward take keen interest in the efficient utilisation of our 
great national asset. Whilst it ia too much to expect that the 
electrical engineer should also be an expert fuel technologist, the 
" chief " must be able to appreciate and utilise the services of a 
trained chemist on his staff. Much has yet to be learned con- 
cerning the products derived from the distillation of coal by 
various processes, and Germany has paid more attention than we 
to this matter in the past. The Kaiser Wilhelm Institute for Coal 
Research, inaugurated at Mulheim a.d. Ruhr shortly before the 
war, has just issued a report presenting the following information :— 
(1) By washing coal with liquid sulphuric acid at room temperature 
a thick golden yellow mineral oil is obtained, having a not 
unpleasant smell. From 1 kg. of ordinary coal about 5 gm. of this 
oil are obtained. Using benzol under pressure, about 60 gm. of 
material can be extracted, but this contains only a small propor- 
tion of oil. By the separation of this component, the coal loses its 
tenacity and falls to powder. (2) By distilling coal with super- 
heated steam, a tar is obtained which contains petroleum-like 
optically active oil, lubricating oil, and paraffin. (3) By treatment 
with ozone, over 92 per cent. of coal can be converted into a brown 
mass smelling like caramel. soluble in water, and of unknown com- 
position. (4) By a new process about 20 per cent. of ozokerite can. 
be obtained from lignite, instead of 12 per cent., as heretofore. . 


Institution and Lecture Notes.— Textile Associa- 
tion.— At the seventh annual congress of the Textile Asso- 
ciation, which was opened at Leeds University. on Friday last, Dr. 
S. A. Shorter, of the University, and Mr. Howard Priestman 
delivered a paper and demonstration on “The Electrification of 
Textile Fibres,” showing the conditions under which wool, silk, 
cotton, flax, &c., may become electrified, and the use of certain 
methods of de-electrification. Dr. Shorter pointed out the ele- 
mentary principle that electrification was most pronounced in the 
case of bad conductors. on which the energy generated was retained, 
and added that as water was a good conductor. it naturally followed 
that moisture in any substance tended to diminish electrification. 
Silk was the most readily electrified of fabrics, owing to its low 
conductivity, but all textile fabrics became electrified. The mere 
drying of substances was sufficient to produce electrification to 
some extent. The energy might be discharged in various ways— 
by radio-active substances, X-rays, ultra-violet light, and the con- 
nection of points. 

In a later lecture and demonstration on “ The Scientific Prin- 
ciples Underlying the Process of Textile Scouring,’ Dr. Shorter 
showed, by experiment and demonstration, that whilst the first 
principle in the washing of an object or material was the emulsi- 
fication of the grease which acted as a binder for the dirt particles, 
produced by a lowering of the surface tension between the water 
and grease, it was a negative electrical charge which prevented the. 
oil droplets and the dirt particles from coagulation, this negative 
electrical charge being increased by the presence of alkali. i 

Amongst other various demonstrations at the Congress were 
those in speed and power consumption recording, by Mr. A. Yewdall, 
showing the value of employing the tachograph for registering the 
regular or irregular running of textile machinery, and the 
dynamometer for registering power consumption, 

Repeated reference was made, in the course of the proceedings at 
the Congress, to the important scheme of research into the electri- 
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fication of fabrics which is being conducted at the University, 
under the aeris of the Textile Institute. bv Dr. S. A. Shorter. It 
was through the interest of Prof. W. Н. Brage (Quain Professor of 
the University of London) in electrical phenomena in the wool 
manufacturing processes, that the Institute was led to inaugurate 
and maintain at Leeds University a research worker, in the person 
of Dr. Shorter, into this question. Prof. Bragg himself. in a general 
address at the opening of Congress. quoted wireless telegraphy as 
an illustration of the fact that scientific research was a series of 
utter surprises and discoveries. bit by bit, of things which made 
the extension of our powers possible. and not merely the fore- 
casting of wonderful things in the future, based upon extension of 
things which we knew at present. He urged all engaged in 
manufacturing of any kind tO encourage pure and applied science 
by every means in their power. 

At the opening proceedings on the second day of the Conyress, 
the chairman (Mr. Frank Warner, President of the Silk Association) 
drew attention to the two main objects of the Institute, which 
were, first. to spread and increase knowledve of existing methods 
and operations ; and, secondiy, to advance the general interests of 
the industries by means of scientific research. ‘This latter work. 
he said, was now coming very much to the fore, and one of the 
most important researches already proceeding was that in Leeds 
by Dr. Shorter on the electrification of fibres. Though no report 
was vet available, he was informed that there had been a good deal 
of enlightenment already on many hitherto obscure points in the 
application of electricity to textile fabrica. 

For these researches, the Textile Institute has a special fund. 
The figure up to the time of the Leeds Congress had reached £243, 
but it is estimated that 1.000, spread over a period of three years, 
will be required for the research. and it is confidently expected 
that that sum will be secured. Several of the subscriptions already 
are annual ones. 


Society of Engineers.-- At the ordinary meeting of the Society. 
to be held at the apartments of the Geological Society. Burlington 
House, Piccadilly, W.. on December 11th. at 3 p.m..two papers will 
be presented for disenssion dealing with the sources of minerals 
and mineral ores required in the enyineering industry of the 
United Kingdom. The first paper will be presented by Prof. W. G. 
Fearnsides, M.A.. Sorby Professor of Geology at. the University of 
Sheffield, and will deal with the minerals required by the iron and 
steel industries. The second will be presented by Prof. С. G. 
Cullis, D.Sc.. M.I.M.M., Professor of Économie Mineralogy at the 
Imperial College of Science. and will deal with non-ferrous ores. 

As the subject for discussion is of exceptional interest at the 
present time, and a large number of eminent engineers and 
metallurgists will be invited to attend, the Council has decided to 
throw the meeting open to the public by tickets, which may be 
obtained (gratis) on application to the Secretary, 17. Victoria Street, 
S.W. Tea and light refreshments will be provided at about 5 p.m. 

Manchester Association of Engineers.—In the course of his 
presidential address, Mr. F. W. Reed said that the sudden change- 
over of our manufacturing resources from war work to civil work 
would be a task of considerable magnitude. A great quantity of 
additional machinery and new works which had been forced into 
existence by the war would be available. and could, no doubt, be 
‘largely utilised for civil work. The Government would be well 
„advised. when adjusting war taxation, to see that, our industries 
were not impoverished. It was necessary to come to a general 
understanding with reference to apprentices in all the various 
branches of the engineering trades. They did not pay sufticient 
attention to the matter of the encouragemeut and training of 
apprentices. They must consider how to make the best use of 
‘adult and other labour trained in mechanical operations during the 
war. Arrangements might be considered for the rewarding of 
individual effort. Mr. Reed suggested the formation of a Central 
Engineering Board. composed of representatives of employers and 
labour, whose business it should be to arrange rules and revula- 
tions to govern employment to suit modern conditions. It would 
be the means of preventing misunderstandinys, would tend to 
ensure continuity of work. and might form a tinal court of appeal 
for the settlement of labour and wave disputes. 

Institution of Electrical Engineers.— The opening meeting of 
the session 1916-17 will take place on Thursday. November 9th. at 
`8 p.m., when the premiums awarded for papers read or published 
during the past session will be presented. and the eighth Kelvin 


Lecture, " Some Aspects of Lord Kelvin's Life and Work," will be 
delivered by Dr. Alexander Russell, vice-president. 
Wire Lamp Patents.—It is stated that the German 


Imperial Court has just given a decision in favour of the Siemens 
апа Ha]ske Co. in the matter of the dispute with the A.G. Julius 
Pintsch, which raised the question whether the latter company 
was justified in speaking of its plow lamps as having wire 
filaments, and in designating its lamps as wire lamps or Sirius wire 
lamps. although the filaments were not produced by the drawing 
‘process. The decision is founded upon the finding of the Lower 
Court that in interested trade circles something special is understood 
‘by " wire," namely. a product obtained by drawing which has been 
proved to possess special tensile strength. If the Piptsch Co. did 
поё produce its filament by drawing, the Court held that it could 
not be characterised as wire under the special conditions prevailing 
in the electrical industry. 


Educational. — UNIVERSITY CoLLEGE, Lonpox. — A 
course of віх lectures on * Long-Distance Telephony " will be given 
by Prof. J. A. Fleming on Fridays, at 5 p.m.. commencing 
October 27th : applications for admission (fee 14 yuineas) to be 
made to the Secretury. 


Volunteer Notes.—l'insrT LoNpoN ENGINEER VOLUN- 
TEERS. — Headquarters, Chester House, Eccleston Place, &.W, 
Orders for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Monday, October 22nd. — Technical for Platoon No. 9. at 
Regency Street. Squad and Platoon Drill, Platoon No. 10, Sig- 
nalling Class. Recruits’ Drill, 6.25 —8. 

Tuesday, October 24th.—-School of Arms, 6—7. 
“The Meaning of, and Necessity for, Drill," 
mander Fleming. Range Practice. 

Wednesday, October 25th.—Instructional Class, 5.45. 
Drill. Platoon No. 3. Range Practice. 

Thursday, October. 26th.—Platoon Drill, Platoon No. 7. Range 
Practice. 

Friday. October. 27th—Technical for Platoon No. 
Street. Squad and Platoon Drill, No. 9. 
Drill, 6.25—8.25. 

Saturday, October 98th, — General Parade. 2.45. 
Drill. Recruits’ Drill, 3.0. 

Sunday, October 29th,--Entrenching at Otford.—Parade Victoria 
Station (S.E. & C. Railway). Booking-office, 8.45 a.m. 


(By order) MACLEOD YEARSLEY, Adjutant, 
October 21st, 1916. 


. Lecture, 7.15, 
by Company Com- 


Platoon 


10, Regency 
Signalling Class. Recruits’ 


Uniform, for 


Appointments Vacant. — Resident electrical engineer 
(£200) for the Atherton U.D.C. ; resident electrical engineer ( £ 220) 
for the Horsham U.D.C. : general assistant (£2) for the St. Albans 
Electricity Works : switchboard attendant (£2) for the Battersea 
B.C. Electricity Department. See our advertisement pages to-day. 


Prohibited Imports.—The Board of Trade Journal of 
October 15th contains a complete list of articles the importation of 
which into the United Kingdom has been prohibited, except under 
licence. by Royal Proclamations of February 15th. 1916. and subse- 
quent dates, and in respect of which applications for licences 
should be addressed to the Controller, Department of Import 
Restrictions, 22, Carlisle Place, Westminster. London, S.W.. 
together with a revised list of “Interpretations " made by the 
Department. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway oflicials, to keep readers of the 
ELECTRICAL REVIEW posted as to their morements, 


Central Station and Tramway Officials.—Oban Т.С. has 
appointed the assistant éngineer, Mr. C. №. SADDINGTON, as 
burgh eleetrical engineer, in room of Mr. D. McLennan, 
who has received ап appointment in London. 

Doncaster Corporation Tramways Committee has appointed 
chief inspector A. 'V. Baker to succeed. Mr. Strachan, re- 
signed, as tramway superintendent, 

lt is proposed to increase the salary of Mr. WHYsALL, elec- 
trical engineer at Greenock, by £50. 


-General.—The Canadian Llectrical News states that Mr. 
GEORGE R. ARCHDEACON has been appointed general manager 
of the Canadian Hart Accumulator Co., the head office of 
which is situated at St. John's, Quebee. Mr. Archdeacon 
has had over 15 vears’ engineering experience, and was for- 
merly upon the stait of Messrs. Ferranti, Ltd., and the 
Chloride Electrical Storage Co., Ltd. Mr. Archdeacon has 
travelled extensively in Europe and South America, and has 
only recently returned from China. 

London Gazette Notice.—Territorial Force. Royal Engi- 
neers. Tyne Electrical Engineers. Corporal C. В. ЕйллотТТ 
to be Second-Lieutenant (on probation). 


Roll of Honour.—Lieutenant E. A. Gonson, of the Roya! 
Trish Fusiliers, a director of the Electrical Apparatus Co., 
Ltd., has been awarded the Military Cross. 

Captain. JULIAN NortH, who died at Dar-es-Salam, East 
Africa, on October 14th, after a severe Шпехѕ, aged 35 years. 
WAS, according to the Morning Post, before the war an 
assistant superintendent in the Indian Telegraph Department. 

Second-Lieutenant Roy Tesi Box, R.E., who has been 
killed, aged 21, was, savs the Times, when war broke out 
a member of the Electrical Engineers’ Corps at the City and 
Guilds College, London. Ле joined up with other students. 

Saddler J. PanriNGTON, Royal Engineers. has died from 
wounds. He was employed at the electricity works, Spa 
Road, Bolton, prior to the war. 

Private А. Parker, Border Regiment, already reported 
here as wounded in action, has since died at a Woolwich 
Hospital. He was 27 vears of age, and previous to joining up 
had been in the accountant’s department of the Manchester 
Corporation electricity departinent for ten years. 

Lance-Corporal G. Farxsworti, King's Royal Rifle Corps. 
who has fallen in action, was previously a dynamo attendant 
at Woolley Colliery, Mapplewell (Yorks.). 
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Private Тноѕ. Dawes, Grenadier Guards, who fell in action 
on September 23rd, at the age of 20 years, was an employé 
of Messrs. Johnson & Phillips, Ltd., Charlton, S.E. 
~ Gunner W. Marsu, R.F.A., who was with Messrs. Dick, 
Kerr & Co., Ltd., of Preston, has been wounded in the right 
thigh. In October, 1914, he was wounded in the side, and 
was discharged froin the Army, but again volunteered, and 
went to France a year ago. 

Mr. ALFRED Ногмез, formerly of the electricity staff of the 
Warrington Corporation, who joined the Army as a private 
in August, 1914, has been given the warrant rank of Sub- 
Conductor in the Army Ordnance Corps. 

Sergeant Noran Botrwoob, Signal Company, R.E., who 
was apprenticed at Canning's Electrical Works, at Birming- 
ham, has been awarded the Military Medal for conspicuous 
service in. France. | 
. Sapper J. SLATTERY, who has died of wounds, was an em- 
ployé of the British Westinghouse Co., at Manchester, 

Private J. Letts, Lincolnshire Regiment, who has died at 
the co was formerly employed at the Lincoln electricity 
works. . 

Second-Lieutenant A. F. E. Prescotr, King’s Liverpool 
Regiment, who has been killed in action, aged 22, was a 
mechanical engineer in the Liverpool Corporation. electricity 
department. 

Private A. Hayes, Lancashire Fusiliers, who has died of 
wounds, was with Messrs. W. & T. Glover, Ltd., Trafford 
Park, before the war. 

Lieutenant A. В. COURTENAY, until recently acting manager 
of the publicity department of the General Electric Co., Ltd.. 
has been promoted to a full lientenant.. T.jeutenant Courtenay 
has had nearly nine months’ service in Egypt and Salonika. 
He was invalided home with dysentery, but 1s now in good 
health once inore, and hopes to return, before long to his 
former spheres of activity, whenever the Government notify 
that they do not require his services any longer. 


Obituany.—FaTHER Suaw.—On August 96th the Rev. A. J. 
Shaw, known throughout Australasia, and in wireless circles 
everywhere, as Father Shaw, died in Melbourne. He became 
interested in wireless telegraphy some ten years ago, and 
established workshops, which led to the erection of a wireless 
station at Randwick. N.S.W. He was in Melbourne nego- 
tinting the sale of this installation to the Commonwealth 
Government when he died, at the early age of 42. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Walter's Electrical Manufacturing Co., Ltd.—Charge on 
249 and 251, Kensal Road, Paddington, dated September 29th, 1916, to secure 
all moneys due or to become due from company to London County & West- 
minster Bank, Ltd., Harrow Road, W. 


Torquay Tramways Co., Ltd.—A memorandum of satis- 
faction to the extent of Ю on October 4th, 1916, of charge dated March 
Bh, 1911, securing £60,000, has been fled. 3 


Resisto-Electrical Manufacturing Co., Ltd.—[Issuec оп 
October 3rd, 1916, of £100 debentures, part of a series of which particulars 
have already been filed. 


Brilliant Arc Lamp & Engineering Co., Ltd.—Mcmor- 
andum of satisfaction in full on September 23rd, 1916, of charge dated Sep- 
tember 25th, 1916, securing all moneys due or to become due from company 
to bankers, has been filed. 

4 


CITY NOTES. 


Mn. Н. Б. Denison presided at the 

Amalgamated half-yearly meeting of this company, 
Wireless held at Sydney in August. According to 
(Australia), Ltd. a Sydney newspaper, he said that the 
operations of the company had been 

considerably hampered by the war. One of the principal 
items in the revenue aceount had always been the return 
from its ships’ message traffic; but this had been seriously 
restricted by the regulations that no wireless messages could 
be sent except under certain conditions. In spite, however, 
of this falling away, the profits had been well maintained in 
other branches of the business. 
ships equipped. with its installations—practically every ship 
on the Australian and New Zealand registers which was 
sultable for wireless purposes—and its revenue from these 
ships showed a continuous and gratifving increase. = The 
directors had been endeavouring to secure some additions to 
for f DUsiness in order to use their spare working capital, and 
to E at purpose had sent their technical manager (Mr. Fisk) 
рг: mgland and America. Unfortunately, owing to the war, 
Ae = ically all the large electrical, engineering, and motor 
ent oe m Great Britain were engaged in making arna- 
thc and munitions, and it was found impossible to do any- 
until in the nature. of arranging agencies in that connection 
the war ended. Тһе board, therefore, were looking 


.nary shares. 


The company had now 90 


round for some other means of utilising the spare capital 
referred to, and were negotiating for the purchase of cer- 
tam interests, which they hoped would have the effect of 
bringing increased returns to the shareholders. Mr. Denison 
went on to express surprise at the ‘‘ astounding purchase '' 
proposed by the Minister for the Navy, of the plant, machi- 
nery, &c., of the Shaw Maritime Wireless Co. for £57,000. 
The reason given by the Minister, which Mr. Denison 
described as “ farcical,’’ was that it was needed to make the 
wireless plant required by the Commonwealth Government 
for land and marine stations, and to prevent the profit from 
the same going to foreign manufacturers. Mr. Denison added 
that the position was brictly as follows :—'' Practically all 
the wireless stations required on the coast of Australia have 
already been erected, and the whole of the mercantile marine 
equipped with installations. There is, therefore, little or 
nothing for such an elaborate plant as this to do in connec- 
tion with wireless manufacture. — Furthermore—with the 
exception of a very few instruments, the manufacture of 
Which loeally would be economically unsound by reason of 
the cost—all the requisitions of the various shipping com- 
panies in Australia and New Zealand, as also those of both 
Governinents, since the war began (excepting for military 
sets), have been fully met by the supply of apparatus manu- 
factured im Australia. and by Australian workmen. The 
machinery necessary for doing all this work stands in our 
balance sheet at less than £3,000. Where, therefore, is the 
necessity of a purchase involving a huge amount such as 
£57,000? I may sav," he said, " that the plant, machinery, 
and patent rights in question were offered to this company 
two years ано by: Father Shaw, and also by Mr. Whiting 
(representing Sir. Rupert. Clark, who is the virtual owner); 
but after examination by our technical manager (Mr. Fisk) 
the ofler was declined on the ground that it would be impos- 
sibie to profitably employ such a needlessly expensive plant 
on wireless manufacture in Australia, and the patents were 
practically valueless to us.” 


The profits earned during the year ended 
June 30th, 1916, were £71,740, plus £18,347 
brought forward, making £00,087. After 
paying debenture interest and trustees' 
| ees, and the sum required to provide for 
the premium payable on the redemption of the present deben- 
ture stock, the balance is £79,297; the preference dividend 
(6 per cent.) absorbs £18,500, a dividend of 6 per cent. on the 
ordinary shares will require £15,600; £25,000 is to be set aside 
to supplement special reserve for contingencies, and the 
balance of £20,397 is to be carried forward. The directors 
feel that though it is difficult to foresee the position of the 
business in the future, they are warranted by the results of 
the vear in recommending the above dividend on the ordi- 
During the past vear, in addition to extensions 
of contracts for the supply of war material, the Government 
entrusted the company with the construction, equipment, 
and management of one of the national factories, which was 
now approaching full output. During the year control of 
Messrs. Willans & Robinson, Ltd., has been acquired, and 
the directors anticipate that this will be of considerable value 
in: the future expansion of business. 


Dick, Kerr 
& Co., Ltd. 


Бого! Telephone Co., Ltd.—The directors report а con- 
siderable increase in the number of subscribers connected to 
the system during the year ended June, 1916. The plant has 
been maintained in an efficient condition, and the service 
rendered continues to give every satisfaction. In order to 
meet the increasing demands for telephone service, the eom- 
pany’s premises at Bogotá have been extended so as to pro- 
vide accommodation for a much larger switching equipment, 
which is now in course of manufacture. 


Parsons Marine Steam Turbine Co., Ltd.—The directors 
have not been able to complete their accounts for the year 
ended June 30th, 1916, but they recommend a dividend of 
95 per cent. for the year, free of income-tax, of which an 
interim dividend of 10 per cent. has already been paid, less 


incoine-tax. 


United River Plate Telephone Co., Ltd.—Interim divi- 
dend of 3 per cent. (3s. per share) on the ordinary shares 
(free of tax), for the half-year ended June 30th. 


Dartmoor Electric Supply Co., Ltd.—A petition for re- 
ducing the capital from £4,000 to £2,000 is to be heard at 


Exeter on November 6th. 


Callender's Cable & Construction Co., Ltd.—Interim divi- 
dend on ordinary shares, 5s. per share, being at the rate of 
10 per cent. per annum, less tax. | 


United River Plate Telephone Co., Ltd.—Interim dividend 
of 3 per cent. (3s. per share) on the ordinary share capital, 


free of income tax, for the half-year to June 30th. 


Electrical Utilities Corporation, Ltd:—Dividend of 1j per 
cent. on the preferred stock for the quarter to September 30th. 


Rio de Janeiro Tramway, Light & Power Co.—Dividend 
of 14 per cent. on the capital stock. — : | | 
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Sao Paulo Tramway, Light & Power Co., Ltd.—Dividend 
of 24 per cent. on the issued common stock. 


Bell Telephone Co. of Canada.—Quarterly dividend of 2 
per cent. for the three months ended Sept. 30th. 


Calcutta Tramways Co., Ltd.—lnterim dividend on the 
ordinary shares at the rate of 3 per cent., less tax. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


IigavixNESS has crept into most of the stock Exchange mar- 
kets. The principal reason given for this, in Stock Exchange 
circles, is money; in other words, people are looking for 
higher rates of interest on their investments than they ‘have 
been content to take hitherto. As we noticed earlier, the 
issue of the 6 per cent. Exchequer Bonds, coming contein- 
poraneously with the French National Joan, has set up a 
new standard, which has made it difficult to justify a good 
many of the prices still current in the markets. Holders. of 
the existing stocks have therefore been trying m many cases 
to exchange from these latter into some of the newer forms 
of borrowing; and their efforts to realise such securities have 
resulted in general depreciation. | 

When such first-class investments as those in the telegraph 
and cable market begin to give way, it 1s obvious that the 
investor is recasting his ideas as to the interest which his 
money ought to produce. This is going on in all the markets, 
ahd the new loans are taking the money which in the ordi- 
nary course of things would have travelled into Stock Ex- 
change directions. Another reason for the hesitation of the 
investor in employing his present money in stocks and shares 
is to be found in the answer of the Chancellor of the Ex- 
chequer to the question put to him last week with reference 
to the 4} per cent. War Loan, when he stated that proprietors 
of this security would probably have the opportunity to 
exercise their conversion rights, an announcement which was 
naturally read as indicating the advent of another popular 
war loan before long. | 

Home Railway stocks have suffered severely in the depres- 
sion. Nearly all the Steam issues are down on Ше week, 
and with them have gone the Undergrounds. The only 
firm spots are the 6 per cent. income bonds of the Under- 
ground Electric Railways and the guaranteed stocks of the 
Central London Railway. "The last had their fall just lately, 
but have steadied at the lower levels. Metropolitans and 
Districts are decidedly weak.’ The prior charge lists have 
once more been revised in the lower direction, Metropolitan 
preferences again being put down. London Electric deben- 
ture and preference stocks are also lower. | 
. The average return on Home Railway debenture stocks is 
now about 5 per cent. on the money, clear; while the prefer- 
ence issues pay about 5} per cent. The fact that these are 
irredeemable scarcely counts for the moment, in view of the 
competition of the national issues, the cheapness of the latter 
being obvious, while, in the case of the former, the present 
buyer will find it necessary to wait for some years before 
he can hope to see such appreciation as will compensate him 
for accepting the lower rate of interest, as compared with 
that offered by our own and the French Governments. 

This consideration applies also to the Telegraph market. 
Jobbers candidly confess that they have sutticient stock on 
their books, and they are not anxious to load up with any 
more at present. At the same time, the holders of the stocks 
are pressing to sell, regardless of the fact that, in the cases 
of the best-class companies, the dividends are paid free of 
income-tax and the companies occupy a position of great 
financial strength. Prices are put down with very little 
stock changing hands; and the man who wants to buy tele- 
graph issues at the present time may find that he is able 
. to get on even at the lower figure of the two quoted him as 
the nominal price of the stock. 

The weakness has spread to speculative shares, such as 

Marconis, these having given way 3/16 to 23; the market 
explanation is that shareholders are getting tired of waiting 
for their expected big dividend and bonus, while the general 
air of dulness throughout the markets has not been conducive 
to bullishness over speculative shares. Eastern Extensions 
and Eastern ordinary stock, both ex dividend, are decidedly 
lower allowing for the deductions. The only firm spot is 
Indo-European, buyers having come forward for the shares 
and raised the price £2 to 51. Henleys weakened to 161, and 
Telegraph Constructions to 39. 
_ In the list of home electricity companies the only change 
18 & slight fall in County of London preference. The ordinary 
shares, however, retain their rise of last week. The new 
unn orders are not expected by the market to have any 
eflect upon the amount of current consumed. ‘There is 
rather less disposition to buy shares than there has been of 
late, and the market on the whole is a trifle easier. 

Brazil Tractions, after being very flat at 554, recovered to 
58 on the declaration of the usual quarterly dividends on the 
shares of the Rio Tramways and the San Paulo Companies 
Rumour had been busy in advance with the possibility of 
these dividends being passed; but this is getting to be such 


a hoary quarterly that it is surprising to find that it has any 
effect upon prices. Nevertheless, the Rio Tramways Bonds 
have been a weak spot—the Seconds in particular. The recent 
strength of British Columbia electric descriptions has oozed 
out of their prices; the preference shed 3 points,to 72, and 
some are asking whether the coming report is going to be 
less good than they had heen led to expect а month or so 
ago. The deferred, is also З down, and the preferred 4. News 
from Mexico is not sufficiently definite to tempt enterprise 
im any of the stocks and shares connected with the country ; 
prices are steady to dull, as they say in the Stock Exchange. 
Anglo-Argentine Tramways have weakened; the first prefer- 
ence eased off to 34 and the 5 per cent. debenture stock, at 
72, is З points down. | 

Industrials are disposed to give way. Babcock & Wilcox 
lost 1/16, going back to the round £3. British Aluminium 
ordinary shed its rise of last week. General Electrics gave 
way to 144. The same tendency is noticeable in most of the 
varieties connected with industrials. The rubber market haa 
been depressed by reason of the discovery of a law passed in 
Holland as long ago as last June, whereby excess profits tax 
is to be levied on the companies operating m Dutch territory. 
The iron and steel group maintains a fairly firm front, but 
business on the whole is quiet, and shares in consequence 
have given way to some extent for the time being. There is 
a certain amount of disappointment at the way in which 
developments have shaped in Roumania, and the optimism 
displayed at the time that Roumania ranged herself upon the 
side of the Allies apparently led to more buying than the 
purchasers were justified in undertaking. From the effects 
of this, together with the monetary position, the markets 
are suffering. now. 


SHARE LIST OF ELECTRICAL COMPANIES, 


Home ELecrriciry COMPANIES, 


Dividend Price | 
Oct. 17, Rise or fall Yield 
1914. 1915, 1916. this week, p.o. 
Brompton Ordinary  .. .. 0 10 2n — 11.0 
Charing Cross Ordinary аж 5 b «d — & 1 4 
do. do. do. 4$ Pref.. 4% 4$ 8 ü — 6 6 4 
Chelsea as acs RE a b 4 3 == 618 4 
City of London .. © ^ 9 8 19 == 610 8 
до. do. 6 per cent. Pref. 6 6 1 — -515 8 
County of London с ix 0] 7 il — 67 8 

‚ do. 6 percent. Pref, 6- 6 10 — i 517 1 

London Electric .. zl 5% 4 8 1 — 610 6 
do. до. 6 percent. Pref. 6 6 [A - — 611 4 
Metropolitan a si - 8 2p — $ 614 8 

do. 43 per cent. Pref. 4 8i — 140 
Bt. James’ and Pal! Mall .. 10 8 6% + 681 
South London ee ee ee 5 6 238 E 6 16 1 
South Metropolitan Pref. s 7 1 1 — 6*1 8 
Westminster Ordinary .. .æ. 9 7 e === 619 0 

TELEGRAPHS AND TELEPHONES, 
Anglo-Am, Tel. Pref. .. .. 6 6 99 —1 619 0 
: do. Def. oo ee 80/- 88/6 283 p + 7 10 8 
Chile Telephone .. zs a 8 8 7 — Б 14 Б 
Cuba Sub. Ord. ee ee ee 5 5 Bixd — 9 8 6 
Eastern Extension ЕЎ s 7 8 13; —1/- %5 16 6 
Eastern Tel, Ord. “ж € 7 8 141 —l *518 1 
Globe Tel. and T. Ord. .. a 6 7 12 = *5 12 0 
do. Pref. ЕК 6 6 1 — } 5 14 8 
Great Northern Tel, .. .. N 92 40 = 610 0 
Indo-European .. s .. 18 18 51 +2 6 18 
Marconi  .. «s oe .. 10 10 22 — th 812 9 
New York Tel. 4à E o 4 4à 100 — 410 O 
Oriental Telephone Ord. .. 10 10 245 xd 4 9d. 46 6 
United Б. Plate Tel.  .. EN 8 63 cone *b 18 6 
West India and Pan. .. " 1 — = == 
Western Telegraph s s^ 1 8 14à — *510 4 
Home Вала, 
Central London, Ord. Assented 4 4 70 == 514 4 
Metropolitan Я ee ee ee 1 1 98 =, 2 4 7 0 
do. District . .. .. Ni Nil 17 —1 Nil 
Underground Electric Ordinary Nil Nil E == Nil 
о. do. "A" .. Nil Nil б". == Nil 
do, do, Income 6 6 89 + 43 *8 14 1 
| ‚ Foreien Trams, &0, 
Adelaide Sup. 6 per cent. Pref. 6 6 438 == 616 
Anglo-Arg. Trams, First Pref. 5: 8 —1 8939 
do. 2nd Pref. .. bi ef af ~ — 

2 do. 5 Deb. еә 5 5 "9 —B 8 19 0 
Brazil Tractions .. is . 4 4 58 + 3 618 0 
Bombay Electric Pref. .. .. `6 6 10} — 5 17 8 
British Columbia Elec. Rly. Pfce. 5 5 72 —8 619 0 

do. do. Preferred — Nil 57 —4 Nil 
do. do. Deferred — Nil 56 —8 Nil 
do. do. Deb. 44 4 69 - 8 9 
Mexico Trams 5 per cent, Bonds — МЇ 43 — Nil 
о. 6 percent. Bonds — Nil 85 — Ni 
Mexican Light Common vs Nil Nil 18 - Nü 
do. Pre • ee ee Nil Nil 88 — Nil 
do, lst Bonds és Nil Nil 41 = — 
MANUFACTURING COMPANIES, 
Babcock & Wilcox is 14 16 8 — 500 
British Aluminium Ord. ee 5 7 28/8 ar 618 4 
British Insulated Ord. .. .. 15 17. 19 nas 70 0 
British Westinghouse Pref, .. p 1 — воо 
Callenders ee ae ео ee 1 20 19 — 8 0 0 
do. 5 Pref. xs - 5 - 617 8 
Castner-Kellner ee ee ae 20 — = 6 6 8 
Edison & Swan, £3 paid . Ni — 10/- - Nil. 
do. do. y paid » Nl = 13 — Nil 

do. do. 4 percent. Deb. 5 b 6 == 8 0 0 
Electric Construction .. — .. 6 1% ҮР — 800 
Gen. Elec. Pret. ee ce ee 6 6 10 — 6 0 0 

do. Ord. ee ae ee 10 10 14 -— 6 18 0 
Henley es ee oe ee 20 95 16 — i 1 18 10 

do. 4à Pret. ee ee ee 4% 4$ 4 — 6 6 0 
India-Rubber ee ee ee 10 10 12 =н» 8 8 4 
Telegraph Con. .. ee ee 20 20 BO — $ е6 8 6 


* Dividends paid free of income-tax, 


i 
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AIR FILTERS. 
[COMMUNICATED.] 


THE importance of thoroughly cleaning the air used for 
cooling turbo-generators is recognised by all central station 
engineers, but apart from Mr. Christie's paper, read at the 
annual convention of the Incorporated Municipal Electrical 
Association in 1918, little has been published on the subject 
in this country. Mr. Christie expressed the opinion that cloth 
filters were very unsuitable for central-station service, as 
they occupied considerable space, required frequent cleaning, 
and owing to the combustible nature of the cloths, involved 
considerable fire risk. His experience with a water spray 
filter as used in connection with the Plenum ventilating 
system for large buildings led him to conclude that such 
an arrangement was far preferable to a cloth filter, for not 
only is the air thoroughly purified, but it is also cooled. 
The water spray filter, moreover, is easily cleaned, does not 
involve the renewal of cloths, offers constant resistauce to 
the passage of the air, involves no fire risk, and in the case 
of large filters, the space occupied is only one half of that 
occupied by a cloth filter of equal capacity. The fact 
remains, however, that a very large number of cloth filters 
have beeh installed. One firm, for instance, between the 
vears 1900 and 1909 built no fewer than 1,264 of these filters 
with an aggregate capacity of 16,100,000 cb. ft. of air per 
nunute. But, of course, the use of wet filters for electrical 

s is a comparatively new idea. The scheme will 
undoubtedly be extensively adopted in due course, although 


there are at present a number of engineers who favour. 


cloth filters, mainly because they believe that water spray 
and other wet filters are liable to charge the air with 
moisture. , . 

Dry filters are still very popular on the Continent, and 
various types are in use, most of which have been designed 
by Germans. These filters usually consist of frames fixed 
in а suitable structure, and {ће number of these frames 
depends upon the quantity of air to be dealt with. Over 
each frame a cloth pocket is stretched for the purpose of 
catching the dust and preventing it from entering the gene- 
rator. Owing to the combustible nature of these pockets, 
cloth filters should always be placed within brick or concrete 
walls, and where possible the air should be drawn from 
outside the building or from somewhere where the atmosphere 
is reasonably clean. There is no doubt that some dry air 
filters do involve considerable fire risk, especially when the 
cloths are dirty. Impregnating the cloths with a view to 
making them fireproof does not entirely overcome the 
difficulty, for it has been found that when coated with dirt 
they will burn more or less freely. | 

It is to be remembered that the conditions under which 
"these filters operate are very conducive to fire. Large 
volumes of air are drawn through them, and a spark may 
easily set the whole filter ablaze. "The fire would, of course, 
be drawn up into the interior of the alternator, where a 
great deal of damage might be done. .Still, it is possible, 
with certain arrangements, greatly to minimise the fire risk. 
In some cases a trap-door or damper has been fitted in the 
air uptake between the filter and the turbo-alternator. 
Normally this is held open by a fusible metal cord attached 
{о a heavy weight, but in the event of a fire occurring in 
the filter-chamber, the cord melts and the damper closes 
‘under the action of gravity. | 

Those who condemn the dry filter on the score of fire risk 
should remember that these filters are not all built on the 
same principle. Filters with. cloth pockets are, it is true, 
very commonly used in this eountry, but other types of dry 
filter are also made. In one case the cotton wool filtering 
medium is in the form of tubes enclosed in wire gauze, 
Which keeps out flame in the same way as the gauze used 
on а Davy lamp. So far asthe writer is aware, however, 
this filter has not been tested in any central station 
in this country, and it is not possible to say 
anything definite about its performance. The makers claim, 
however, that the fire risks are insignificant, and that it is 
superior to pocket filters in-other respects. Another dry 
filter which is claimed to be practically incombustible is 
made by a French firm. In this case the filter is composed 


! 


. fundamental principle is the same in each case. 


of perforated steel plates, between which cotton wool is 
placed. But the initial cost of this filter is considerably in 
excess of that of the ordinary cloth pocket filter, and up to 
the present it has not made much headway in connection 
with electrical work. Cotton rope filters are also made. 
The ropes are mounted in frames in such a way that when 
the frames are assembled in the filter the spaces between the 
ropes in one frame are covered by the ropes in the adjacent 
frame, and it is said that even when the filter is dirty, the 
resistance offered to Ње passage of air is slight and the 
danger of the filtering medium rupturing is avoided. 
Further, it is claimed that these filters, which are made in 
vertical and horizontal types, occupy less space than other 
dry filters. Rupture of the filtering fabric in cloth pocket 
filters is lable to occur if the filter is too small for its work, 
for when the cloths get dirty the resistance to the passage 
of air increases and the air pressure rises. Generally, it is 


customary to allow an effective area of 2 sq. ft. for each ` 


cubic foot of air dealt with per minute, and the air velocity 
is in the neighbourhood of 6 to 10 ft. per minute, according 
to the quantity of dirt that has to be dealt with. With 
the surrounding air at normal temperature, some 55 to 
T5 cb. ft. of air per Kw. must be forced through the 
windings of the machines every minute. 


a congenial form of occupation. Some advocate chemical 
cleaning, but the experience of most engineers is that the 
process destroys the filtering properties of the cloths, and, 
further, that the pockets shrink. The most common and the 
most satisfactory method of cleaning is to use a vacuum 
cleaner. The air resistance offered by pocket filters after 
cleaning is always higher than the resistance offered 
after a previous cleaning, and it is therefore necessary, 
quite apart from the cloths wearing out, occasionally to 
renew some of the pockets, so as to keep the resistance 
within permissible limits. 

As regards wet filters, a type that has recently made 
considerable headway in this country, and which un- 
doubtedly gives excellent. results, is the Heenan wet-surface 
filter. As is well known, the air in this case passes over 
large wet surfaces. Thin galvanised plates are wound on a 
cast-iron centre, and between each layer a space of about 
one-sixteenth of an inch is left for the air to pass through. 
The lower part of the drum revolves in water, and the 
air passes through the upper part. In the opinion of the 
writer this type of filter requires a lot of beating. It 
not only effectively cleans the air, but it also cools 
it, and there seems to be no doubt that the air leaves 
the filter entirely free from loose moisture. The plates 
are revolved in the water at a low speed by a small 
motor geared to the shaft, and the amount of power 
required for driving the drum is not by any means a serious 
item. Within the last few years a considerable number of 
these filters have been erected in central stations, especially 
in stations where large sets are in use. Filters of the type 
used by Mr. Christie. are generally known as air washers. 
Many kinds of these filters or washers are now built, but the 
The air is 
brought into contact with the water in the form of spray or 
mist, with the result that any dirt that may be present in 
the air is saturated with water, and its weight increases. 
On its way to the gencrator the air passes through baffle 
or eliminator plates, but the water and particles of dirt 
having greater weight than the air, strike these plates, and 
are washed down into a settling tank. 

The air leaves the washer clean and free from un- 
evaporated moisture. Moreover, the temperature of the air 
is reduced. In the case of Mr. Christie's air washer the 
water screen, which consists of a series of small nozzles 
spaced 6 in. apart over the citire area of the filter, is placed 
about 2 ft. inside the air inlet, and at about 6 ft. beyond 
the screen *the baffles are fixed. The base of the filter 
chamber forms a fresh water tank, which holds about 300 
gallons, and is fitted with a ball cock to keep the level 
constant, and so compensate for evaporation. А 2-H.P. 
motor-driven centrifugal pump circulates the water at a 
pressure of about 25 lb. per sq. in. through the nozzles 
which project it in the form of a finely atomised spray 
directly against the incoming air. 


It is pretty well 
agreed by those who have had experience with cloth-pocket — 
filters that the work of cleaning them is not, on the whole,’ 


^ 


All solid matter in the . 
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air is caught by the baffles and precipitated in the tank. 


Any beads of moisture ог grit carried through with the air - 


are effectively trapped by the baffles, and nothing but pure 
cool air is carried into the machine. During the winter it 

` may be necessary in certain localities to fit a small steam 
coil in the water tank, otherwise the water may freeze. 

It has been suggested on several occasions that if a refrige- 
rator were used to cool the ventilating air considerable over- 
loads might be carried by the generators, but so far no one 
seems to have adopted this plan. The idea has been more 
seriously considered since the introduction of wet filters into 
central stations, which is attributable to the fact that experi- 
ence with these filters has shown that cool air gives a distinct 
advantage in the way of overloads. It is clear, however, 
that the type of filter does not in any way determine whether 
the refrigerator scheme is practicable. Dry filters could be 
used in conjunction with a refrigerating plant just as well 
as wet filters, but whether the additional cost and compli- 
cation can be adequately compensated by the additional load 
that can be got out of the machine remains to be demon- 
strated. It is to be distinctly understood that the main 
function of all filters is to cleanse the air, and that the 
cooling effect of wet filters is only incidental. In tropical 
climates the cooling effect due fo these filters may be very 

_ appreciable, but in normal climates the advantage may be 
much .less marked: hence it is inexpedient to increase 
the rating of a generator, because it is to be worked in 
conjunction with a wet filter. An accident—a breakdown of 
the circulating pump for example—may put the filter out 
wf action, and the same applies, of course, to refrigerating 
plants. The additional load permissible with the cool air 
could no longer be carried, and in the absence of reserve 
plant, difficulty might arise. It has been found that if the 

. same water is circulated through an air washer, and only 
enough added to compensate for evaporation, the tempe- 
rature of the water and air mingled with it will be within 
a few degrees of the wet-bulb temperature of the air; but 
if the whole of the water is continually renewed, the air 
can be cooled to the temperature of the water, and where 
water is plentiful, the latter scheme may possibly be adopted 
with advantage. | 

There are, as already stated, many types of air washers 
on the market, especially in America ; but the fundamental 
principle is the same in each case. The variations in the 

‘different types are confined mainly to the design and 


arrangement of the nozzles. Into the details of the various. 


tvpes of washers it is unnecessary to enter, for information 
of this kind can be derived from the manufacturers’ 
catalogues. What is more important to central-station 
engineers at the present time is a consideration of the merits 
and demerits of the wet and dry types. Some of the wet filters 
now at work in central stations were not originally designed 
for this class of service at all, but for use in corinection 
with the ventilation of large public and other buildings, 
textile mills’ and factories. Practically all central 
station engineers who have adopted them praise the 
simple way in which they can be cleaned. In this respect 
all wet filters are undoubtedly far superior to dry filters, 
and, quite apart from any other advantages which wet 
filters offer, this feature is a decided boon. Cloth filters 
are often much more easily cleaned in the summer than in 
the winter. When the weather is dry the dirt may be 
removed by beating or with a vacuum cleaner, but in some 
places it has: been found that when the weather is wet or 
damp the cloths are very difficult to clean indeed. The 
cloth pockets absorb the dirt to such an extent that after a 
short time it is necessary to scrap them. Everything seems 
to indicate that sooner or later the orthodox pocket filter 
commonly adopted in this country will be replaced by wet 
filters of some kind, unless, of course, it can be shown that 
some of the comparatively new dry filters mentioned are 
distinctly superior to those commonly employed. For small 
sets it is possible that dry filters may continue to be used, 
but in large stations wet filters are rapidly being adopted. 
Whether the wet surface filter will meet with greater 
favour than air washers remains to be seen. Both have 
given very satisfactory results wherever they have been 
tried, although, so far, wet surface filters have been 
more extensively used in this country than abroad. In 
America they use spray and dry filters, whilst on the Con- 


"of a generator. 


tinent wet filters of any kind have not, up to the present, 
made any appreciable headway. Some American power houses, 
the power house of the Detroit Edison Co., for instance, 


.have air washers placed on the roof, and air is drawn 


through the washers into the turbine room by means of a 
fan. The turbine room is thus supplied with cool, clean 
air, and all parts of the plant are, as a result of this arrange- 
ment, kept, comparatively speaking, clean. On leaving the 
washer, however, the air is heated by passing it over warm 
Surfaces to ensure that when it comes in contact with the 
machine windings, it is quite dry. Cooling effects are, 
therefore, not obtained, but the power house has the benefit 
of clean and moderately cool air. 

The cooling effect that has been obtained with wet filters 
installed in generating stations in this country has led to 
an interesting suggestion, namely, that electrical the- 
mometers might replace ammeters for determining the 
permissible output of electrical machines. Since the load 
which: an alternator can safely carry is determined by the 
permissible temperature rise, this appears to be a good 
idea. But the main drawback to the scheme is that 
it is very difficult to get the temperature of all parts 
Unfortunately, it is possible for an 
alternator to have hot spots, and unless the temperature is 
measured at these places trouble is liable to arise. Some 
day this scheme of méasuring the temperature of the wind- 
ings instead of measuring the current may be adopted, but 
until à satisfactory method is found of arriving at the 
maximum temperature, it is, in the opinion of the writer, 
unwise to depart from the practice of basing the safe output 
of a generator on the actual current it supplies. 


ELECTRICITY IN THE SPELTER' INDUSTRY. 


At the recent meeting of the INSTITUTE OF METALS, the subject 
of the extraction of zinc from the ore and its subsequent 
refinement, by various methods, received attention. We 
abstract the following references to electrical methods from a 
paper by Mr. Ernest А. SMITH, A.R.S.M. 

In the treatment of zinc-bearing complex ores, development 
has been rapid in recent years: mechanical dressing and mag- 
netic and flotation processes of concentration have done mu 
towards solving the problem. Much progress has been made 
in magnetic separation, and many machines have been intro 
duced. Electrostatic methods for the separation, by electric 
repulsion, of good conductors (such as certain metallic sal- 
phides, :nagnetite, and hematite, &c.) from poor conductors 
(such as silicates, carbonates, oxides, and sulphates, includ- 
ing zinc blende) have been applied in practice by several 
inventors. Ний discarded the electrostatic generator of the 
Wimshurst type, and employs a dynamo current of suitable 
intensity. The separator is thus capable of adjustment to 
any required strength of electrical field, and is less liable to 
interference from climatic conditions. Magnetic separatio» 
of blende and pyrite may be accomplished without prelimin- 


ary roasting by the use of high-intensity magnetic separatore ` 


of the Wetherill type, the zinc mineral being lifted out of 
the mass. The more usual practice, however, is to give the 
mineral a magnetic or "''flash"' roast, rendering the iron 
magnetic, after which it is separated from the mass by separa- 
tors of the low-intensity typé, such as the Dings. The limiting 
factor of electric separators appears to be their inability to 
handle fine powders, and their liability to dust trouble, unless 
the dust be first removed. 

In 1901 C. P. G..de Laval erected the first electric zinc- 
smelting furnace on a commercial scale, and four years later 
works were erected in Scandinavia to carry out his process. 
Since that time a considerable amount of attention has been 
given to electric furnaces for smelting zinc ores.  . 

The electric furnace is not intended to replace the retort 
furnaces in the emelting of zinc ores, but to be used for the 
treatment of ores not suitable for the distillation process, or 
possibly as a substitute in localities where fuel is dear but 
hvdro-electric power easily available. Early experiment 
work by W. R. Ingalls, at McGill University, confirmed the 
opinion that, if electric melting is to offer any advantages. 
the process must be continuous, and all modern furnaces are 
constructed on this principle. In many of the electric fur- 
naces now in use the energy is applied with great ingenuity 
and high efficiency is obtained, whilst efforts are made to 
reduce the electrode consumption to a minimum. The reduc- 
tion in the electric furnace appears to take place more rapidly 
than in retort smelting, but the reaction between the carbor 
and carbon dioxide does not appear to occur to such an extent 
as in the retort. Hence the electric furnace contains ар 
atmosphere comparatively rich in carbon dioxide, so that & 
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larger amount of fume (blue powder) is formed than when 
the retort furnace is employed. 

While progress has been made, the discovery of some means 
of avoiding oxidation of the zinc deposits, as formed under 
the conditions prevailing in electric smelting, is still the 
problem which metallurgists have to solve in connection with 
this method. — . "n. 

The continuity of operation in the electric furnace appears 
to imply discharging the residue as a slag that will run, and 
there has consequently been a tendency for inventors of 
cletric zinc furnaces to render the charge fusible, so that 
fluid slags may be tapped as from cupolas. This condition, 
however, prohibits any great excess of carbonaceous material 
in the charge, and accounts for the higher percentage of 
carbon dioxide frequently found in continuously operated 
furnaces. 

The de Laval process, carried on at Trollhattan, in Sweden, 
develops heat by means of the arc, current being generated 
from water-power at prices variously given as from 38s. to 
х5. per electrical H.P.-year. The works are equipped for 
15,000 н.Р The furnaces are of the resistance type, with 
one large vertical carbon electrode passing through the roof, 
the other electrode being a carbon block in the bottom of the 
furnace. Each furnace has a capacity of about 3 metric tons, 
and smelts nearly 3 tons of ore in 24 hours. 

The complex ore is roasted to about 7 per cent. to 8 per 
cent. sulphur, mixed with anthracite or coke and flux, and 
charged through a hopper into a closed ‘‘ melting’’ furnace, 
where most of the zinc £nd some of the lead are volatilised, 
and condense chiefly as crude spelter high ‘in lead, and 
partly as blue powder, which has to be re-treated. The other 
part of the lead is reduced to metal and is tapped out with 
the dag. It contains a considerable proportion of the silver. 

Some matte is formed, and this and the slag contain some of 
the lead, zinc, and silver. The crude leady spelter passes to 
the refining furnace, where the zinc.is distilled, producing, 
on condensation, spelter of high purity and a further quantity 
oí zinc dust, leaving the balance of lead and silver as base 
bullion. Two melting furnaces supply one refining furnace. 
The company owning these Scandinavian works reported 
recently that it: smelting operations have not yet proved 
commercially profitable; considerable progress has, however, 
ee made, and it is hoped that things will eventually turn 
out well. 

The Cote and Pierron process is carried on, on а small 
scale, at Pau, in France; experimental work was also carried 
on in 1914 at Ugine, in Savoy, and Quenean, in Belgium. An 
mportant feature of the process is the smelting of blende 
in the raw state. Whilst simplifying the metallurgy of the 
process, this method increases the difficulties of operation of 
the electric furnace. * Тһе process* is based on the fact 
that iron replaces lead in lead sulphides at a comparatively low 
temperature, and zinc in zinc sulphide when the temperature 
is increased. It is claimed for the process that by its means 
ппс and lead can be completely separated. The furnace is 
areular, with sides and bottom lined with graphite, the top 
teng а low dome of fire-brick. A carbon electrode, which 
can be raised or lowered, passes through an opening in the 
centre of the top, the other electrode, a cone of graphite, 
moets from the hearth. "Тһе furnace is charged through 

the roof, and the Jegd, slag. and iron sulphide are tapped 
through an aperture in the side. The volatilised zinc passes 
through an outlet in the upper part of the furnace to the 
condenser, which consista of a cylindrical shaft-like chamber 
of fire-brick filled with coke or anthracite, and provided with 
a taphole at its base for the discharge of the condensed zinc.” 
‚ Ље charge, consisting of a mixture of blende, iron, and 
lime, is introduced into the hot furnace, and the first reaction 
^! iron on lead sulphide is effected at a relatively low tempera- 
ture. The resulting lead is then арр The temperature is 
then raised and the decomposition of the zinc sulphide by the 
Iron brought about. The zinc distils over, and is condensed 
in the condenser, the carbon in which is kept at a red heat, 
to diminish, as far as possible, the formation of zinc fume. 
Finally, iron sulphide and the slag are run out. 

In America considerable experimental work has been done 
with Johnson's electric furnace at Hartford, Conn., and it is 
stated that arrangements have been made to erect a 100-ton 
commercial plant at Keokuk, Iowa. This is a continuous pro- 
cess, with furnace of the resistance type, in which the charge 
carries the current. The charge is heated to about 900 deg. C.. 
in à continuous pre-heater before reaching the furnace. То 
prevent the formation of blue rowder, the carbon dioxide 
formed in the smelting zone is rendered innocuous bv passing 
the gases from the furnace through an electrically-heated 
r?rbon filter, whereby the carbon dioxide is converted into 
harmless monoxide. 

Electric zinc smelting has now passed the mere experi- 
Dental stage and become а commercial process. It is not 
correct, however, to say that it has emerged altogether from 
the experimental stage, since it is being continually ехрегі- 
mented upon by thosa interested in this method of smelting 
zinc ores. : ` 

Recently hydro-metallurgical processes have been devised in 
which the zinc, after having been obtained in solution, is 
[Precipitated in the metallic state by electrolysis. Electrolytes 
of zinc chloride solution are said to be more economical in 


cectric current than solutions of zinc sulphate, the electro- · 


* Gowland, Metallurgy. 


motive force necessary for the decomposition of the former 
being less than for the latter. ; 

The Nahnsen process has been employed at Lipine, Silesia, 
from 1893 till the p day, the electrolyte used pena? 
solution of the double sulphate of zinc and magnesium. The 
Hoepfner process has been commercially successful in Ger- 
many, Austria, and England. A modification of the process 
is in use at the works of Brunner, Mond & Co., near North- 
wich, Cheshire, for the production of a fine zinc which is 
now made in considerable quantities for the manufacture of 
biass for cartridge cases and other articles requiring a highly 
ductile alloy. 

The zinc ores are leached with waste calcium chloride in 
the presence of carbon dioxide; the resulting zinc chloride 
solution on electrolysis gives a zinc of 99.96 per cent. purity 
(known as Mond zinc), and chlorine gas, which is used in 
making bleaching powder. The anodes are of lead or carbon, 
and the kathodes rotating disks of zinc, partly immersed in 
the electrolyte. The intensity of the current is 100 amp. 
for 10.8 sq. ft., with an electromotive force of 3.3 to 3.8 volts. 
‘The Hoepfner process is in operation at Duisburg, Ger- 
inany. Two plants were also erected in 1914 at Kristiania and 
Balestrand (Norway) for the treatment of Broken Hill flota- 
tion concentrates. 

The Dieffenbach process is applied to Westphalian iron 
pyrites containing 8 per cent. of zinc, which is extracted by 
a chloridising roast of the crushed ore, following by.leaching 
with plain water. The residue, which is said to contain only 
0.5 per cent. zinc, is smelted for iron, whilst the aqueous 
solution of zinc chloride is electrolysed in double-compartment 
vats, the anode compartment being completely closed. The 
liberated chlorine is employed in the manufacture of bleach- 
ing powder. ' $ 

The processes which are being tested in American plants 
are based on sulphuric acid leaching ani subsequent elec- 
trolysis of the zinc solution, using lead anodes. The well- 
known Anaconda Copper Co. is now completing a 25-ton 
[lant in which flotation zinc concentrates, after a sulphate 
roasting, will be leached, with barely sufficient acid to extract 
the zinc, the resulting liquor being purified ny the addition 
of zinc oxide. This,plant when completed will, it is stated, 
produce some 35,000 tons of fine zinc per annum. . 

At the Bully Hill mine (Shasta co., Cal.) the zinc sulphate 
liquor із precipitated with lime, and the precipitate of 2inc 
hydroxide and calcium sulphate is suspended in the electro- 
lyte to neutralise the acid as fast as it :в formed. For the 
same purpose the Reed Zinc Co. (Palo Alto, Cal), in the 
recovery of zinc from bag-house dust, use a spongy lead anode, 
which is converted into sulphate. By reversing the current, 
sulphuric acid and lead are regenerated. 

At Silverton, B.C., ths ore ‘в leached with bisulphate of 
scda and electrolysis carried out, with the addition of man- 
ginese sulphate. The ancde becomes coated with manganese 
Cioxide, which is redissolved and used over again. 

In view of the increasing.demand for electrolytic zinc, 
LF*dro-metallurgical methods of extraction are receiving 
renewed attention. ` 

In a note on ‘‘ Cadmium in Spelter," Mr. W. К. INGALLS 
remarkec that -the electrolytic prozess of zinc extraciion 
afforded an casy means for the separation of cadmium. It 
sLould be borne distinctly in mind that the electrolytic pro- 
cess was going to be commercially applicable only under some 
limited specially ‘favourable conditions, and was not going 
to drive zinc smelting out of the world’s arts. However, the 
electrolytic zinc production that was likely to endure should 
go, a long way toward meeting the demand for high-grade 
spelter, and especially spelter low in cadmium. Furthermore, .- 
iLasmu-h ав the elect-elvti^ kathodes had to be remelted in 
large furnaces, the slabs cast therefrom should be more uni- 
form in composition than those coming from the small tapping 


` kettles of the retort furnace. 


INDUSTRIAL ECONOMIES. 


In the course of his presidential address to the BIRMINGHAM 
ASSOCIATION OF MECHANICAL ENGINEERS, on October 17th, Mr. 
В. A. Снаттоск said that the enormously increased outputs 
and altered conditions of working that had been imposed 
upon the engineering industry would undoubtedly have a 
gieat effect in establishing a new condition of affairs in 
engineering after the war was over. There would probably 
be а large amount of industrial disorganisation when the pre- 
sent enormous production of munitions of war ceased, but 
he did not think it would be of any great duration, because 
it was evident on all sides that it was the intention of British 
manufacturers to develop the trade of the country on much 
better lines than formerly. They ought to take the fullest 
advantage of any economies that were pointed out to them 
iby scientific research, and ought themselves to maugurate 
research of this character, in order to equip themselves to 
meet the keen competition that was bound to come. 
Research work was very expensive work; industrial com- 
binations would be very useful by enabling groups of manu- 
facturers to obtain valuable results for the conduct of their 
businesses. It would be the wrong policy for a great number 
of research laboratories to be installed; central research 
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laboratories should be established, each dealing with some 
special branch of the manufacturing industry, where the best 
brains available for the purpose could be concentrated. Most 
likely these laboratories would have to be placed under Gov- 
ernment control, but they should be maintained by the firms 
interested in the results to be obtained from them, possibly 
by some form of annual contribution proportionate to the 
iurnover of such firms. 

During the present shortage of men, women had been erm- 
ployed to a large extent in engineering works; whilst a cer- 
tain number of these might remain, he did not think that 
this would be so to any very great extent. 

The high wages ruling at present in engineering works 
would probably continue to a large extent, and he did not 
see any objection to this if the workmen would do good work 
for the money they .received. Unfortunately, in the past, 
many workmen had seemed to strive to do as little as they 
could for what they earned, and if this spirit were allowed 
to continue there was no doubt that effective competition 
with foreign countries, where such conditions did not obtain, 
would be almost impossible. | : 

In addition to this, manufacturers must exercise greater 
economy in their methods of production. Perhaps the most 
important economy that could be effected was in connection 
with the supply of power required to drive their works. 

In a report of the Royal Commission on Coal Supplies in 
1905, an average figure of 5 lb. of coal per H.P.hour was 
given as bemy the consumption obtained by industrial con- 
cerns in connection with the produetion of their own power. 
In the most modern electric power stations this figure could 
be reduced by bout one half. An economy of 50 per cent. 
in the coal used for driving our manufactories should fully 
justify strong measures being taken to make it obligatory 
upon manufacturers not to waste coal in the way that had 
been going on to a large extent up to the present. A Com- 
mittee of the British Association had been appointed to report 
upon this particular question, both with a view to econo- 
mising the use of fuel and for the prevention of smoke. The 
deliberations of this Committee indicated that the greatest 
economy in the use of coal could be obtained by gasifying it 
and recovering its valuable by-products. e This must be done 
on an enormous scale to be really effective. It was impos- 
sible for individual manufacturers to do this with anything 
like the economy that could be obtained if the whole of the 
coal used in the country were so treated at certain convenient 
centres. The number of processes involved was very con- 
siderable, and the handling of each by-product would practi- 
cally be a business in itself. The capital cost involved would 
be heavy, and could only be made remunerative by working 
the process on a very large scale. He thought, however, that, 
if only for the proper conservation of:the available coal sup- 
' plies in the country, such a scheme should be developed. 
The transformation of the energy in the coal into electrical 


energy was the one link that rendered a scheme of -this kind . 


possible, because if all the coal consumed in the country were 
so treated at certain centres, the energy produced would 
have to be transmitted all over the country for use wherever 
it was required: The only way of doing this with a reason- 
able capital expenditure was electrically. 

The plants would have to be installed as near to the great 
coal centres as possible, having due regard to a sufficient 
supply of water being available for condensing purposes. 


This was a very important consideration, and might necessi- . 


tate placing them within reach of the sea or on tidal rivers. 
If cooling towers were used, roughly 3,000,000 gallons of water 
рег day were evaporated per 100,000 Kw. of plant installed, 
so that a station of 800,000 KW. would evaporate all the water 
that came into Birmingham from Wales each day if it could 
be made available. From this it was evident that an in- 
exhaustible supply of water was a prime necessity. 

A commencement had already been made in this direction. 
In Yorkshire coal was being gasified at the pit; the gas was 
being used for firing steam boilers and producing electrical 
energy; sulphate of ammonia was being recovered, and coke 
was being produced. The Corporation of Brighton was con- 
sidering a somewhat similar scheme, although in this case 
the by-products were to be handled by a company which was 
proposing to sell the gas to the Corporation for use in its 
generating station. 

Energy in an electrical form could be economically trans- 
mitted at high pressure over very great distances by means 
of overhead trunk lines, transformed to a lower pressure, 
and distributed wherever required. It must not be forgotten 
that electrical energy could now:be efficiently applied to prac- 
tically all purposes for which coal was used. 

If, therefore, energy could be produced and transmitted in 
this way at a figure that compared favourably with what it 
at resent cost the consumer to supply himself, the justifica- 
tion for such a scheme was fullv made out. 

Experience in the past had shown that large modern gene- 
rating stations employing the most economical apparatus 
obtainable had been able to supply electrical energy at a 
figure considerably below what obtained ten years ago, and 
one that was still being reduced from year to year as the 
stations continued to grow, and as the load factor of the 
stations increased. The largest stations in this country had 
approximately 100.000 xw. of plant installed in each. If 
stations were to be built to supply electrical energy for 
practically all purposes for which coal was now being used, 
they would require to be probably five times this size, or, 


say, 500,000 Kw. capacity of plant installed. In stations of 
this size it would be quite possible to arrange for some of 
the boilers to be fired by means offgas, and for others to b 
fired by coke or other form of fuel produced from the distilla. 
tion of the coal. At the same time, the valuable by-products 
in the coal could be recovered and disposed of, thus reducin 
the cost of the supply of electrical energy to the consumers 

А scheme of this kind would lend itself admirably to the 
utilisation of the poorer quality coals which in normal times 
it hardly paid to work. In the report of the Royal Commis. 
sion on Coal Supplies referred to above, it was estimated 
that this unworkable coal amounted to about 25 per cent. of 
the total coal raised from the pits. If such an enomnops 
quantity could be beneficially utilised for the production of 
electrical energy instead of being M et as at present, that 
alone should go far to justify the adoption of a scheme such 
as the author had outlined. 

Coal could be gasified in two ways—either by high4em. 
perature or low-temperature distillation. High-tempersture 
distillation was used for the production of ordinary town gu, 
and certain by-products were obtained such ав coke, co, 
tar, &c. A number of products were, however, destroyed in 
this process. 

Low-temperature distillation produced a form of smokeless 
fuel, different to coke in that it would burn in an open fire · 
grate. In addition to this, a number of other valuable by- 
products were produced. In order, however, to obtain the 
same amount of heat energy in the form of gas by this pro- 


cess, a very much larger quantity of coal had to be treated. 


Something like six to eight times the weight of coal had to be 
handled to produce a fixed quantity of electrical energy as 
would have to be handled if the coal were burned fo destruc- 
tion in the boiler fires. This pointed to the necessity for 
converting the heat units m the gas, and in the coke or other 
fuel produced as well, into electrical energy, otherwise there 
would probably be difficulty in disposing of all the fuel en 
the outside market. 

A scheme of this kind would occupy an enormously greater 
area of ground than the ordinary electric generating station. 
The production of electrical energy from a scheme such as 
he had outlined, at a cost far below what obtained at the 
present time, would make it possible for all users of coal to 
use electrical energy economically in substitution therefor. 
Owing, however, to the conservative nature of the average 
man, it was very doubtful whether such a change could be 
brought about quickly enough to justify the erection of these 
larger super-stations, and to make them pay for themselves 
within a reasonable time, without some special steps being 
taken for the purpose. | 

The very slow development of the electric supply business 
that had gone on in the past in this country did not bol 
out much hope of any real progress being made by natur: 
development, and in order that the public might obtain 


quickly the benefits that would be afforded by such a scheme. 


it would appear that some form of compulsion should be-exer 
cised in bringing it about. Such a course would, in Mr. 
Chattock’s opinion, be fully justified, having regard to the 
national importance of the results that would be obtained :— 

1. Bv the proper conservation, of the coal supply of the 
country.  " "QR. 

2. Bv the elimination of smoke from our atmosphere. 

3. By the possibility of giving a supply of power to паро 
facturers and other users at a figure so low that ıt wou 
represent a saving in their cost of production, and conse- 
quently a most valuable asset to the commercial ргоѕрепіу 
of the country, and a weapon to fight foreign competition. 

4. By relieving the congestion on the railways owing d 
the reduced traffic of coal which at present had to be delivere 
all over the country, and under this scheme would only have 
to be delivered by special lines to certain fixed centres. 

Compulsion could be exercised directly by Governing 
control of the coal supply of the country, or indirectly an 
putting a tax upon all users of coal who consumed 1t a for 
uneconomical manner. Such a tax should be utilised I7 
financing a scheme of the kind indicated until it became & 
supporting. J 

In pressing for the adoption of this method, by which ү 
an enormous economy could be effected, he knew that inf 
was bound to be very serious opposition from many гй à 
interests; it was obviously impossible to inaugurate gira 
change without interfering to perhaps a large схо m it 
those interests, but if the great benefits to be derived Т in 
were proved by searching inquiry to be obtainable, i iE 
his opinion, the Government ought to take the matter Bie to 
deal with it in the national interests. Now was the » frm 
act if they were to place British industries upon 8 bas! 
enough to meet successfully all foreign competition. 


ENGINEERING APPRENTICESHIP. 


TION 
For the subject of his presidential address to the eae 
OF SUPERVISING ELECTRICIANS, on September 26th, the elec: 
TROTTER took up the system of apprenticeship tOr ееп 
trical trade. After pointing out the distinction S. of 
“ education?’ and ‘technical training "" for pe геше 
making a lad a skilled workman, he referred to Пе 


b 
+ 
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subdivision of trades under modern conditions, which tended 
to make every skilled workman а specialist. The introduc- 
tion of machinery into the textile industry was one of the 
causes of the break-up of the old apprentice systein, and the 
loss of the personal element in the modern business firm put 
an end to the direct relationship that formerly obtained be- 
tween master and apprentice, thus rendering it uncertain who 
should undertake the important duty of teaching. Employers 
should consider whether 16 was worth their while to take 
such steps, both during the ordinary working hours of appren- 
tices, and by allowing them to attend trade classes, to secure 
young men trained to do good and intelligent work in the 
style of the firm, and well versed with its special lines. 
Apprenticeship would secure these. 
would drift in, but a probationary period of not less than one 
month, but not more than six, would give them the oppor- 
tunitv of drifting out again. х 

Evening classes relating to the work on which a lad had 
‘been engaged all day were not desirable. They had their 
uses іп certain cases. They required not only grit, but a 
good physique. They were a valuable means of improving 
and widening the knowledge of those who had not had the 
benefit of a regular apprenticeship, or who had an ambition 
to rise higher in their trade, or to follow some other branches 
of their daily occupation. 

The apprentice should be bound to attend, and the em- 
plover should see that he did attend. the chosen trade or 
handicraft dav classes (without loss of wages), for periods of 
at least two or three hours per week,, or two mornings or 
afternoons every week, thus making a minimuin of six hours’ 
weekly instruction in the theory and practice of his trade. 
For technical classes to be successful. it was desirable that 
the teaching should be in close touch with the trade, and 
, enployers should be invited to take an active interest in the 
sope and method of the training. 

This instruction should not be a mere extehsion of the daily 
work, carried on under the supervision of a teacher, but in 
‘the case of most trades it ought to consist of a study of 
general or scientific principles, illustrated or demonstrated by 
examples taken from the practice of the daily work. 

In а science class a teacher avoided spoon-feeding, because 
he was using science for an educational purpose, and wished 
his students to think out problems for themselves. He illus- 
trated general principles and theories which conatituted any 
particular science by experiment. In a trade class much of 
this was reversed. The experiment, whether the tinning of a 
soldering iron, or the charging of an accumulator, was the 
starting point, the main thing to be understood, and the prin- 


ciples and theories were brought in to explain it. The im- 
portance of systematic work should be taught. One man 


would fumble for an hour or more with a detector, sorting 
out circuits in a tangle of wires; another would finish them 
off in a few minutes because he worked on a method. 

Mathematics were absolutely essential. for the higher 
branches of electrical’ engineering, and in the more simple 
departments, such as fault localisation, mathematics enabled 
a trained man to take wonderfully short cuts. But a 
thorough grasp of the subject from a cominon-sense point of 
view would often enable a plain man to '' get there.” 


` Ап apprentice should «ome so grounded in simple arith- 


metic that he should not have to be taught it, but only have 


to exercise his knowledge of it in the trade classes. | 

The demand for trade classes in any special subject must 
precede the supply. The City Guilds had done a great deal 
for higher scientific teaching; it would be appropriate that 
help should come from this quarter to revive apprenticeship, 
which was originally instituted as the carefully guarded en- 
trance to the Guilds, and that they should aid in the develop- 
ment of the guild spirit—a pride in craftsmanship of the 
highest quality. Courses of.instruction were already pro- 
vided in London by the London County Council at day 
schools, to a greater extent than was generally known; and 
smce these were by no means centralised, but were widely 
distributed, they could 'be carried on in the same way not 
only in other cities, but in the smaller towns. 

Seeing that the London County Council was prepared to 
provide. trade classes for apprentices, and that it controlled 
or was in touch with a large number of polvtechnics and 
technical institutes. no special organisation of. the electrical 
trade seemed necessary. It only remained for firms to put 
themselves in touch with the facilities which already existed. 
. The main advantage to the electrical engineering industry 
т encouraging the apprenticeship system was that it secured 
good workmen thoroughly instructed in the craft. In the 
case of electrical contractors engaged in wiring, sound work- 
manship became a matter of public importance. Ironmongers 
and decorators, who had succeeded in putting up electric 
hells, had gone on to try their hands at wiring for electric 
light, with disastrous results. ‚* 

The old period of apprenticeship of seven vears was too 
long in these days of competition and higher pressure. An 
apprentice who received sound training in trade classes, and 
thus learnt to understand his work intelligently, would master 
it sooner than a boy coming straight from an elementary 
school to pick up a trade by simply working at it. The period 
. of modern apprenticeship should not exceed five years, and 
In some cases of simple repetition work, might he reduced to 
three. In general four years seemed to be a suitable period 
fer electrical contractors. If there was a variety of work, 


The inevitable wasters - 


the apprentice might not have a chance of seeing it all 
during a period of less than four yeurs. | 

Mr. Trotter deprecated the payment-of a premium. In the 
absence of a premium, relations became simplified, a small 
wage was paid, and this placed the master in his proper 
position. | | 

He recommended those who wished to receive apprentices, 
or to obtain more information on the subject, to communicate 
with the Secretary of The National Institution of Apprentice- 
ship, 28, York Place, Baker Street, London, W. ТЕ had 
arranged apprenticeships in 81 cases for electrical fittings 
makers, electrical fitters and turners, electrical instrument 
makers, electrical brass workers, and armature and coil 
winders, and in 142 cases for general electrical engineers. ` 

There was another institution, The Apprenticeship and 
Skilled Employment Association, with an office at 53, Denison 
House, Vauxhall Bridge Road, London, S.W., with a соп- 
siderable number of affiliated local committees, 


INDUSTRIAL ELECTRIC HEATING. 


IN a paper read recently before the National Electric Light Asso- 
ciation, by Mr. E. F. Collins, the author discusses the progress 
made in industrial electric heating in recent times and the advan- 
tages, in improved quality of product and іп many cases, decreased 
cost, which have resulted; his remarks in abstract are as 
follows :— . | 

A decision as to whether electric heat may be employed to 
replace other means of heating cannot safely be determined by 
comparison, simply on а B.TH.U. basis of cost of electric heat as 
against heat for fuel. The heating engineer must consider the 
advantages : control of temperature, ease and directness of appli- 
cation. increase of production, reduction in fire risks. decrease of 
labour of attendance, decreased cost of up-keep, freedom from 
smoke, gases, and excessive heat lost to the room creating discom- 
fort to the operators in hot weather. saving in floor space, increased 
quality of production, and saving of lost heat due to fuel being 
burned uneconomically through the carelessness of operators in 
adjusting fires, burners. &c. A kilowatt-hour in an electric heater 
must create 3.412 B.TH.U. on the other hand, the writer has seen 
cases where the operator used double the fuel oil that was required 
for certain heating, simply because he did not have the skill or 
care to adjust his mixtures at the burner for perfect combustion. 

It is intended in this paper to deal only with the application of 
electric heat in industrial processes that require 950° Е. or less. 
Three general types of heating units have been developed by the 
manufacturer to cover industrial heating devices not requiring 
more than 950° F. These units are the air heater unit, the hot- 
plate or cast-in or embedded unit.and the immersion type unit. 
These units are generally of the metallic resistance type, this 


. resistance being of the nickel-chrome combination, which is free 


from corrosion in the air at temperatures much in excess of their 
normal operating temperatures. These units are designed so that 
they may be used singly or in combination to take care of standard 
voltage such as 550, 440, 200, 110 alternating or direct current. 

The airrheater type of unit consists in general of a framework 
of steel or cast iron carrying insulators made from mineral com- 
pounds such that they afford high insulation resistance even at the 
fusing point of the metallic resistance which they carry. This 
resistance, in the best designs, is of the nickel-chrome-type alloy, 
and is non-corrodible in air at a temperature of 800° C. or higher. 


- Where a number of these heaters are cOnnected together in air. an 


oven, or other heating chamber, it has been found best to use steel 
bus-bars and connections mounted upon insulators having the same 
characteristics as the heater insulators. In addition to high 
insulation and refractoriness at high temperatures, this compound 
has practically no expansion and contraction, and is not. affected 
by moisture even at high temperature. | 

Air heaters have a very wide application. When used in heating 
ovens, they are usually units of capacity ranging from 3 to 10 KW., 
which may be distributed to:give uniform heating results and the 
desired oven temperature Standard control panels both for hand 
and automatic control through the medium of an oven thermostat 
are available. and are. in fact. a necessity for most installations. 

The hot-plate cast-in, or embedded type of unit, consists generally 
of & metallie resistance properly insulated and clamped between 
metal plates. or it may have the resistance wire suitably insulated 
and cast in a metal plate or container as an integral part of such, 
or the same type of wire may be embedded by rolling. swaging. 
welding or other method in metal plates or other carrying parts. 

Such units are usually employed by clamping them in contact with 
the parts to be heated. and are suitably lagged to prevent loss of 
heat from external surfaces in contact with the room. These units 
are likewise designed for use in standard voltage circuits, either 
individually or in combination, and in many cases are wound to 
give three heats through the use of a three-point snap-switch. 

: The immersion type of unit is. in general. of such form that the 
resistance itself may be immersed in the body of fluid it is to heat, 
or it may be protected from direct contact with the fluid by an 
intervening insulated and protecting sheath. One end of the 
sheath protrudes froin the fluid, and carries the heater terminals. 
In the application of the immersion heater to industrial uses, the 
writer favours automatic regulation of temperatures. and to this 
end recommends the изе of a thermostat and automatic switch to 


control and prevent overheating, and yet allow the most rapid 
heating.. * 
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The following table shows some of the more common industrial 
applications Of the foregoing heating units and the particular type? 
of unit usually employed :--- 


Process of сор : Type of heating Method of heat 
device. , d bol ae | unit. control. 
| deg. F. 
Baking of japan .. 800-600 | Air | Hand or automatic 
Baking of varnish an ў 
paints.. Е .. | 100-300 = Automatic 

Baking colourenamels | 100-300 ` F i 

Baking bread & pastry | 150-600 s 5i 

Baking foundry cores | 350-500 $5 » 

- Baking insulations , | 200-500 5 2 
Annealing copper 350-700 5 А vs 
Annealing aluminium | 500-800 уз " 
Annealing glass 900-1,000 p: e 
Tempering steel. 200-1,000 , ^ Air and hot plate ; 25 
Melting lend 620-700 a v v | S 
Melting tin .. 450-500 j v M | уз 
Melting babbitt 450-700 | Уз m » on 
Wax and compounds | 150-500 Air, plate and im- | T 


nerston 


i ; 
100-1,000 | Plate nnd immersion 


Heating coils .. 


. = 
» . * 
. + . . . 


ae 99 
Heating water.. ee 32-212 Air, plate and im- Hand or automatic 
mersion 

Making steam.. .. | 212-500 Air and immersion Automatic 
Heating metal moulds | 200-1,000 Air and plate Hand or automatic 
Lumber drying kilns.. ' 100-200 Air | Automatic 
Boiling varnishes .. ' 100 (2) 500 a , Hand or automatic 
Heating buildings ... О-О у Hand 
Soldering x ee + 100-650 Plate i os 
Glue pots bá ‚.. | 100-200 Cartridge ‚ Hand or automatic 
Melting type metal, ! | | 

linotype machines... | 625-700 ‘a - "a s 
Sherardising ... 650-700 | Е Hand 


Those heating processes eniploying the air heater have. during 
the past two years. yielded the central stations a large KW.-hour 
output. Very great success has attended the use of the air heater 
in baking-ovens whose temperatures range from 300 to 500° Е. A 
specific use is that of japan baking. It may be said that already 
more than 40,000 KW. of connected load in air heaters has been 
installed for this purpose. The writer does not know of a single 
installation changed to electric heat which has not been so satis- 
factory that it has worked to extend the use of electric heat for 
baking purposes. | 


———— ЧЕБЕР Ln 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


FRANCE AND ALGERIA.—JIn reference to the issue, by 
the new French Customs Office in London, of licences autho- 
rsing the importation into France and Algeria of goods of 
British manufacture which are included in the list of articles 
prohibited to be imported into those countries, it 1s pointed 
out by the Board of Trade that it would prevent delay in 
the issue of the licences if British. firms would specify in 
their applications the value of the goods (expressed in Eng- 
lish currency), and the weight of the packages in kilogrammes 
(kilogramme = 2.2046 1b.), as well as in English units. Ex- 
porters desiring to obtain licences should apply to the French 
Customs Office, King's House, Kingsway, W.C. , Forms of 
application may be written, typed, or printed, so long as 
they are strictly in accordance with the model printed in the 
Board of Trade Journal of September 7th. 


FRANCE.—A Presidential Decree prohibits as from Sep- 
tember 17th the exportation and re-exportation of electrical 
material suitable for use in war, and any detached parts 
thereof. | 


GERMAN NEW GUINEA.—A new Customs tariff has’ 


been issued by the Administrator under the British Military 
Administration, with effect from May 18th last. All goods not 
specifically tariffed and not included in the free list are duti- 
able on importation at the rate of 10 per cent. ad valorem. 
Besides Government requirements, the free list includes, inter 
alia, scientific instruments, motor cars, machinery (all parts), 
and samples. 


EGYPT.—Revised Tariff valuations for use in assessing 
duties on metals imported into Egypt have been issued with 
effect from September 1st to October 31st. Duty is leviable 
on these valuations at the rate of 8 per cent. 


-MEXICO.—The Board of Trade have received a copy of 
a Mexican Decree, dated July 31st, by which extensive altera- 
tions are introduced into the Mexican Customs Tariff, and 
a translation of the complete tariff. as amended, is 
published as a Supplement to the Board of Trade Journal 
of October 19th. The Deerce abrogates the general surtax of 
10 рег cent. of the import duties, established in 1912. The 
general rules for the application of the tariff, the explanatory 
notes, and the tariif index are to be revised by the Ministry 
of Finance in conformity with the new Decree, which is to 
take effect as from November Ist. Goods imported in vessels 
which arrive at the Mexican port of importation after 12 
o'clock midnight on October 31st will be subject to the new 
rates of duty. . 


NEW PATENTS APPLIED FOR,. 1916. 
(NOT YET PUBLISHED), ` 


Compiled expressly for this journal by Messrs. W. P. Tuompson & Co 
Electrical Patent Agents, 285, High Holborn, London, W.C. h 


' d 
Liverpool and Bradford. and. at 


13,972. '' Thermostats.” Ferranti, Lto., & К. Weaving. October 2nd 


13,984. '' Magnets for magnetic ignition apparatus for explosion 
combustion motors." С, А. Hutt & О. W. Нит. October 2nd 


14,012. R. K. Hearn. October 3rd. 
14,027. “ Magnetic compasses." Е. Barker & Son anp E. W, BankzR 
October 3rd. : 


14,029. © Means for connecting clectric lines for telephony, &c." [ с 
Bycrave AND. Tue RELAY Automatic TELEPHONE Co. October 3rd. =н 

14.031. '' Wireless electric circuit-controlling apparatus." М. Inour, Ос. 
ber 3rd. (Japan, May 11th), 

14,041. '' Electrical apparatus." 
Electric Co., U.S.A.). October, 3rd. 


14,057. '' Apparatus and solutions and mixtures for conducting, conveying, 
and directing electrical currents by means of a jet." Е. D. Dow zine, dey 
ber áth. 

14,064. '' Electrolytic manufacture of magnesium metal." E. A. Asmon. 
Octcber 4th, 


14,005. '' Electrolytic manufacture of sodium potassium alloys with or 
without other metals," Е, A. ASHCROFT. October áth. 


14,068. “ Repairing electric power transmission lines“ and other over- 
ground lines." J. A. Husesye. October 4th. 
14.081. ‘* Electric arc lamps." Н. B. Grylls & W. Heare. October 4th. 


14,111. “ Reflectors for electric bulb lamps." T. Н. A. McQuin. October 
4t.1. я 


14,113. “ Electric conductors." J. D. Suaw. October 4th. 


14.163. '' Circuit-interrupting systems." Вкітіљи WestincHouss Ешстик 
AND MANUFACTURING Co. October Sth. (U.S.A., October 9th, 1915.) 

14,169. **' Electrically-propelled vehicles." Е, W. A. RADFORD. October bth. 

14,215. ‘ Electrolytic cells." J. W. WaL&KER. October 6th. 

14,218. *'' High-tension magneto machines for ipfnition systems of internal. 
combustion engines," С. N. Fete (Bignami). October 6th. . 

14,246. ‘‘ Ignition apparatus for internal-combustion engines." К. Е. L 
Guinness. October 6th. 

14,247. “ Ignition apparatus for internal-combustion engines." К. E.L 
Guixness. October 6th. 

14,263. ''Non-sooting sparking plug for internal-combustion engines." C. 
S. HaRRISSON. October 7th. ‚ 

14,276. ** Circuit interrupters." 
FACIURING Co. October Tth. 

14,290. ‘Spears for current-testing apparatus for electrical appliances." 
W. J. Davis & C, E. Hunter. October 7th. 

14.291. “ Recording attachment for electric current measuring and testing 
app: ratus.” W. J. Davis & C. E. Hunter. October 7th. 

14,293. '' Means for supporting lengths of wire, particularly applicable to 
line insulators.” BuLLERs, Lrp. October 7th, : 


Or internal. 


“ Electric heating devices." 


British THOmMsON-Houston Co. (Genera! 


British Westincuouss ELECTRIC & Махс 


PUBLISHED SPECIFICATIONS. 


1915. 


12,039. Exvectric SIGNALLING APPARATUS. J. W. Mackenzie (Otto С. Н. E 
KeFrhahn, of U.S.A.). August 20th. 


13,110. Portan Evecrric Lame rot Writing PURPOSES. 
September 14%. І 

13,120. ARRANGEMENT FOR PRODUCING SHORT UNIDIRECTED  HIGH-TENSIO 
Essorkic CURRENT IMPULsES. W. Otto. September 14th. 

13,287. DvNaMo-ELECTRIC. Macuines. A. Н. Neuland. September 17th. 

13,480. Dyxamo-ELectRIG Macutnes. Е. A. Heys (Neuland Patents, Ltd) 
September 22nd. 

13,482. DYNAMO-ELECTRIC Macnines. F. A 
September 22nd. 

13,483. DyNAMO-ELECTRIC Macnines. Е. A. 

A 


P. Summerficld. 


Heys (Neuland Patents, Lid.. 


Heys (Neuland Patents, Ltd.) 
September 22nd. ; 

15,4854. DvNaMo-ELECTRIC MACHINES. F. 
September 22nd. 

13,561. DvwAwOo-ELECTRIC МАСНІХЕЅ OF THE CoMNUTATOR Type. С. Schrovder. 
September 23rd. 

13,562. DyNAMO-ELECTRIC MACHINES OF THE COMNUTATOR ТҮРЕ. С. Schroeder- 
Sej tember 23rd. 

16,207. TELEPHONE TRANSMITIERS. 

16,469, Portarre Evectric Lamps. 


16,502. ELecTRIC Switch APPLIANCES. 
Lawrence. November 23rd. 


. Heys (Neuland Patents, Ltd.). 


E. A. Grahame. November 17th. 
C. H. Hefford. November 22nd. | 
Mavor & Coulson, Ltd, and W. 


1916. 


L] 
The numbers in brackets are those under which the specifications wiil be 
printed and abridged, and all subsequent proceedings will be taken. 
3,299. HicH-rension Macnetos. А. Н. Midgley and Vandervell & Co 
March 4th, 1916, [101,439.] 


4,190. Process FoR IHE ELECTROLYSIS OF ALKALI CHLORIDES. R. van 
Hasselt. March 21st, 1916. [101,440.] ү 
4.901. Бьксткїс Heatinc Devices. L. Heller. July 16th, 1914. (Divide 
application оп 14,405/15.) [100 ,230.] Т 


5,163. ErrcrRICALLY INDICATING 1HE PRESENCE OF SALINE, ALKALINE, 
IMtCKITIES IN FEED-WATER USED FOR STEAM GENERATORS AND FOR OTHER PUK 
poses. W. C. Crockatt & Bromell Patents Co. April 8th, 1916. [101,387 .] 

5,3991. CowrINUCOUS-CURRENT DyNAMO-ELECTRIC GENERATORS. Allmanna vee 
ska Elektriska Aktiebolaget. May 5th, 1915. [100,394.) — А 

5.526. DyNamo-eLectric МАСНІХЕЅ. A. Н. Neuland. September 17th, 191». 
(Divided application on. 13,287/15.) [101,447.] "T 

7291. Remucasce ELECTRIC Fuse Гіссѕ. J. G. Clemens. May nd, I». 
[100,538.] ; 

9,332. Macnetic Compass. J. J. Steward. July 3rd, 1916. [101,466.] 


OLAR 
9,937. DYNAMO-ELECTRIC Power TRANSMISSION APPARATUS OF THE. HU I5) 


Түрк, М. Breslauer, July 10th, 1914. (Divided application on 
[100,894.] : 
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THE AUSTRIAN ELECTRICAL 
INDUSTRY. 


Ir is now quite a year since we referred to the 
situation of the electrical industry in Austria, which 
even at that time was declared by a Vienna corres- 
pondent of the E.T.Z. to have overcome the initial 
difficulties which arose on the outbreak of the war. 
In the meantime, many events have taken place, 
and it may be of interest to inquire into the 
state of the industry as set forth in the columns of 
the leading newspaper in Vienna at the beginning 
of September. Although optimistic in tone, the 
report is free from the boasting strain which gener- 
ally characterises the statements made in Germany 
in relation to Teutonic industries in particular. In 


the first place, the Vienna newspaper remarks that 
the state of the electrical manufacturing industry is 


very satisfactory, as there is no lack of activity 
owing to the great part played by electrical engi- 
neering in modern warfare, and the works are in- 
tensively occupied on the production of dynamos, 
motors, transformers, searchlight projectors, lamps, 
carbons, batteries, &c., together with cables and 
wire, and telephone and telegraph apparatus, for 
army and naval purposes. The question in this case 
concerns not only the meeting of the increase in the 
requirements, but also the renewal of worn-out and 
exhausted stocks. On the other hand, the demand 
on the part of private customers has receded largely 
to the background, but it has mot come to a com- 
plete standstill, as many works and other establish- 


ments which are engaged on army contracts have 


been compelled to make extensions, and have had 
recourse to a greater extent to the use of electric 
power in consequence of the rapidity of execution 
of the work and the scarcity of labour. These 
developments have brought plenty of orders 
to the electrical works, although not yielding full 
compensation to the latter through the reserve 
manifested, except by some hydro-electric works 
engaged particularly on the production of artificial 
fertilisers, in the construction of new electricity 
works and tramways for the account of both muni- 
cipal authorities and private companies. Yet even 
this deficiency has been equalised by more skilful 


. adaptation and the assumption of new branches of 
manufacturing by embarking upon the production 


of munitions and allied war requirements. 

It is under these circumstances, the report con- 
tinues, that the difficulties have been surmounted 
and the results have been shown in the financial 
statements of the works. At the same time, it is 
admitted that a scarcity of skilled workmen has 
existed at times, owing to the calling of men to the 
army, and that raw materials became short and in- 
creasingly costly. But these obstacles are declared 
to have been overcome by the introduction of 
female labour and by technical ingenuity, which re- 
sulted.in the provision of cheap substitutes for the 
raw materials in sufficient quantities. 

The same conditions which influenced the manu- 
facturing works are reported to have also applied 
to the electricity supply works, where there were 
a dearth of labour and a contraction in the deliveries 
of such materials as coal, lubricating oil. &c., and 
a display of reserve and economy in the use of 
artificial lighting, which was accentuated by the 
introduction of "summer-time" and the earlier clos- 
ing of the shops. On the other hand, the supply of 


РА 


————————————————————————————————————— — 


450 


THE ELECTRICAL REVIEW, [Vol 79. No. 2,031, Ocronzn 27, 1916 


i — 


electrical energy for power purposes has generally 
increased, so that the total consumption has not 
shown any considerable reduction. Apart from 
this development, both the manufacturing and 
the supply works are devoting themselves to the 
problems which have matured in consequence of the 
war. In the case of the former, for example, the 
idea of a syndicate has to some extent become a 
matter of special attraction, as such a combination 
would place a limit on irregularity in prices and 
conditions of sale, whilst at the same time. it is 
thought that it would strengthen the idea of an 
economic connection with the German’ firms and 
groups, and so smooth the path towards the estab- 
lishment of a common economic policy between the 
Central Powers in the electrical industry. This con- 
tention, in the opinion of its advocates, is supported 
by the argument that the intellectual and technical 
work as between Austria and Germany has always 
shown the most intimate points of contact, whereas 
the importance of the Customs duties from the 
standpoint of the expansion of the Austrian elec- 
trical industry has frequently been over-estimated., 
as was set forth statistically by E. Honigmann some 
time ago. In contradistinction to this view of the 
question, which is opposed by a number of firms, it 
is submitted that intellectual community is suff- 
cient, owing to the apprehension that the powerful 
German industry would overthrow the Austrian 
trade. | 

A further factor in the situation relates to the 
supply branch of the industry, where the question 
of the institution of a Government electricity mono- 
poly and the scheme for the imposition of a tax on 
consumption have been seriously brought forward. 


— —— 


Tue longer the war lasts tlie 

The Industrial more important will become the 
Worker and financial burdens that, as a nation, 

the War Funds. we have to carry on our own 
behalf and on behalf of our Allies. 

The necessity for husbanding опг resources, 
therefore, should command increasingly the serious 
attention of all of us who remain at home. Our 
brave Forces are doing magnificently in their parti- 
cular spheres, and those who remain behind should 
be putting every ounce of their strength into efforts 
for keeping up the supply of munitions and conserv- 
ing certain interests so that we may be able to carry 
out the Allies’ fixed determination to dictate the 
terms of peace, and so that the Home Fires may be 
brightly burning for the boys when they come back 
to us. The horrors of war are being brought home 
to all to-day, but the poignancy of personal loss is 


being mitigated by the consoling knowledge that . 


self-sacrifice is now the almost universal contribu- 
tion to the winning of the Victory of the Freedom 
of Europe. But such contribution, magnificent as 
it is, and often so proudly and cheerfully borne, is 
by no means our only responsibility. Another and 
a very important one is represented by the War 
Savings movement. Many of our readers, no 
doubt, are professional men with fixed incomes 
who know only too well how the shoe pinches in 
these days of heavy taxes and increased expenses. 
They have been learning the lesson of doing with- 
out. Such, however, is by no means the case with 
millions of industrial workers, including hundreds 
of thousands of. young women and lads who are 
handling weekly more money than they ever had 
before. Observers in certain factories state that 
the tendency towards extravagance spends itself 
after a few weeks, when the novelty of possession 
passes off, but in too many cases, unfortunately, 
this is not so, and monev is expended freely upon 
what in war-time must be described as luxuries. 
What we have to do is to bring home to all indus: 
trial workers that they are rendering a distinct dis- 
service to the nation if they purchase unnecessary 


. for the '"'consceription of wealth.” | 
=“ wealthier? wage-earners to lend their surplus 


things which tend either to occupy labour which 
ought to be free for national service in some 
other form, or which occupy transport and 
increase our’, import indebtedness to neutral 
countries. The nation needs the assistance of the 
millions in finding the money for the war as well 


as in actual fighting and munition-making. In addi. 


tion to this, inasmuch as nobody can predict with 
certainty what the state of general employment will 
be after demobilisation, it is in the interests of the 
workers themselves that they should be putting their 
surplus earnings into a stocking in preparation for 
possible rainy days. Expert observers note with a 
certain measure of apprehension the industrial 
revolution which is taking place, and they urge 
upon us the necessity for doing without now in order 


that we may obviate serious deprivation then. 


It may be imagined that, at first blush, this matter 
is of no concern to an electrical paper, but a careful 
study of the subject will, we are sure, show that it 
is a national matter, and is one which concerns all 
who are connected with our own industries. The 
establishment of War-Savings Committees in all 
parts of the kingdom is serving to bring the import- 
ance of the question home to the minds of the 
people, but we think that the various industrial 
businesses which we as a journal represent, employ- 
ing hundreds of thousands of workers, may find it 
possible to assist thé movement very materially. In 
the main, we believe that the spendthrift tendency 
could be checked by educating the people on points 
such as we have mentioned, ‘and it is for those res- 
ponsible for, the management of our factories to 
devise means suited to their own particular cases 
for securing a patriotic response either by schemes 
of their own or bv co-operation with the Govern- 
ment War-Savings Committees. There may still 
remain some workers, particularly among the junior 
classes of both sexes, whose appreciation of the 


responsibilities of life is so light that they will 


prefer to ''eat, drink, and be merry” unless by 
some form of peaceful suasion they can be induced. 
in their own and in the Allied interest, to take all 


. above a certain necessary proportion of their earn- 


ings in the form of War-Savings Certificates. The 
very last thing that we should care to advocate 
would be excessive infringement of personal liberties 
in days when we are fighting the oppression of Prus- 
sian militarism, but in times when we have conscrip- 
tion of man-power we sometimes hear the cry also 
To ask the 


wages to the State at a high rate of interest falls a 
long way short of conscription, and, to our minc. 
it would be quite as justifiable a proceeding as to ask 
the investor to hand over American securities for 
the financial convenience of the nation. Perhaps it 
might be as well for directors and managers of our 
companies and businesses to consider what further 
steps they can legitimately take financially to assist 
the Allied cause without occasioning untimely fric- 
tion among their workpeople. 


| THE case of Woolley v. Watson, 
Workmen's Marsh & Co., Ltd., which was 
Compensation. reported in our issue of October 
| I3th, at p. 410, appears to deserve 
some further notice. The applicant claimed com- 
pensation for injury occasioned by an accident e 
ing out of and in the course of his employment. s 
was a skilled-electrician working at a kinema pa pe 
which was being reconstructed. It was alleged by 
the respondents, on the testimony of two witnesses, 
that at the time of the accident the applicant n 
assisting a labourer employed by another Li T 
working on the job. The applicant dente : 
storv, and his denial was accepted by the ica 
judge on the ground that '' tbe respondents co : 
have called the man in support of their story. 
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our necessarily brief epitome of the case as it was 
presented to the learned judge, we were unable to 
set out all the facts. In so far as he decided a ques- 
tion of fact in favour of the applicant we should 
not venture to criticise his decision, but, according 
to a letter which we have since received from the 
respondents, the judge is said to have ruled that 
" where there are numerous contractors working on 
a job together, and one firm's man goes to the 
assistance of another man who is not under the 
same employer, and an accident occurs by so doing, 
Although that man is not actually in the course of 
his employment, his employer is responsible." 

If this is an accurate version of what the judge 
said. it is open to two objections. In the first place, 
it appears to be directly contrary to numerous deci- 
sions of the Court of Appeal, and, in the second 
place, it was a mere obiter dictum, that is to say, 
an expression of opinion which was unnecessary 
for the decision of the case, because it was open to 
the judge to find as a fact that the story about the 
barrow was untrue. That some such point was dis- 
cussed is clear from what the judge (according to 
our report) said in his judgment: '' He deprecated 
all these quibbling points that were so often raised 
in cases of this kind." We venture to deprecate 
any such general expression of opinion as calcu- 
lated to bring the administration of County Court 
justice into disrepute. Whether he be a workman 
or an employer backed by an insurance company, 
every litigant is entitled to bring his case before the 
Court and have it decided according to law. If a 
legal point appears to be a quibble, that 1s the fault 
of the legislator who made the law, not the fault 
of the lawyer who raises the point in the interests 
of his client. If County Court judges go out of 
their way to make observations of'this kind they 
have only themselves to blame if an impression gets 
abroad in some districts that when there is a dis- 
pute between workman and employer the scales are 
weighted in favour of the workman. 


WE have received from the 

The . Bribery and Secret Commissions 
Prevention Prevention League an interesting 
of Bribery. communication summarising the 


work achieved during the war in 
the direction of stamping out this detestable prac- 
tice, with which of late the public has become only 
too familiar. 1 һеу point out that, in order to obtain 
the necessary evidence to convict, in almost every 
case, one side has to be allowed to go free, and to 
vive evidence against the other; in fact, to be bribed 
to do so with a free pardon. 

Until recently, it appears, the view has been taken 
by the judicial authorities that it is the man who 
betrays his fiduciary position who must be punished 
in those cases in which the conviction of only one 
of the parties is possible. Only in a single case has 
a contractor been convicted for attempted bribery. 

For years we have endeavoured to -distinguish 
clearly between bribery and blackmail; and we are 
still of opinion that blackmailing is the commoner 
offence of the two. No man offers a bribe to an- 
other, unless he is convinced that bribery affords 
the only method of doing business in that parti- 
cular quarter; in other words, that the purchaser’s 
agent is a blackmailer who must be “squared " 
- either to give the order, or afterwards to pass the 

goods. | 

Mr. Asquith stated in the House of Commons the 
other day that the Home Secretary would introduce 
a Bill at an early date to deal with contractors who 
bribed or attempted to bribe public servants. The 
League is also at present promoting an amending 
Bill in Parliament, which has for its object the re- 
moval of the Attorney-General’s fiat, which is now 
necessary before a prosecution can be undertaken. 

We are by no means in agreement with this pro- 


posal, as we think it would open the door to false 
accusation and persecutions of a particularly ob- 
noxious character. All the same, we would support 
any amendment of the Bill which would make it 
more effective against the evil, which, we fear, is a 
great and growing one. Р 

Our faith in legislation, however, is limited; and 
we venture to suggest to the League that much 
more propaganda work might be undertaken with 
advantage. For instance, a lecture describing exactly 
the nature of the offence (on which many people are 
extremely vague in their ideas) ought to be carefully 
prepared and issued to all schools and colleges to 
be read out by the headmaster to the assembled 
school at stated intervals. 

If the tradesmen who have the privilege of sup- 
plying school books, stationery, and other articles 
to the pupils could attend at the reading it might 
also be useful. | 

A short declaration describing the offence in clear 
terms should be submitted to and signed by every 
official of the Government or of the municipalities 
before appointment, and a similar printed declara- 
tion might with advantage be adopted in private 
firms. 

A definite question should be introduced in all 
Civil Service examinations, and also in those of the 
great engineering societies. Law examinations 
should also not omit such an important subject; as 
we fear even solicitors occasionally take a little 
consideration from insurance societies and mortgage 
brokers to whom they recommend their clients, or a 
“ negotiation fee" when arranging a loan. The 
same men generally carry their righteous indigna- 
tion to excess when some wretched traveller, acting 
under secret instructions from his principals, gets 
caught offering to share his own commission with a 
buyer, when the living of himself and his family 
may depend on getting the order. Finally, and 
most important of all, as urged by Lord Cromer, 
reasonably adequate salaries should be attached to 
responsible positions. 


| THE announcement that the 

A Department President of the Board of Trade 

of Commercial has decided to amalgamate the 
Intelligence. Commercial Intelligence Branch 
and the Exhibitions Branch of 

the Board. and to call the combined department the 
Department of Commercial Intelligence will be wel- 
comed by traders generally. The two branches 
have both performed excellent service to the trading 
community, and their activities have been particu- 
larly marked while we have been at war. In normal 
times their operations have, of course, been handi- 
capped by certain limitations, and a good deal of 
criticism has been offered, not always, we fear, be- 
cause of their want of merit. but sometimes because 
it has been the habit to judge them as the offspring 
of the Board of Trade. We have frequently stated 
here that our own experience of the Commercial 
Intelligence Branch has not been by any means un- 
satisfactory. Our relations with those responsible 
for its conduct have always been of the most cordial 
kind. They have placed themselves at our dis- 
posal time and time again with all the willingness 
and courtesy that anyone could desire, and they 
have never found us lacking when opportunities 
have arisen for us to co-operate with them in 
matters calling for any information that it lay 
in our power to give. We are particularly anxious 
to pay this tribute to the Department on the 
occasion of the retirement of Mr. Thomas Worth- 
ington, who has had its doings under his supervi- 
sion as director right from its initiation, and has 
now retired under the age limit. Exactly what the 
amalgamation of the two departments will mean im 
regard to detailed working experience will show, 
but Sir William Clark, K.C.S.I., C.M.G., who will 
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be Controller-General of the new department, is a 
young man with a wide experience of both diplo- 
matic and industrial affairs, and he takes the helm 
at a time when it is intended ‘їо improve the 
organisation for assisting British trade by collect- 
ing and disseminating commercial information." 
- The change is a sign of Government movement in 
the interests of national trade, and we must be 
thankful if only for that, but it comes at perhaps 
the most important parting of the ways that has 
ever occurred in connection with British trade, and 
if Sir William is able to sort out from the floods of 
trade suggestions that have overwhelmed us all 
during the past two years a few of the best, and 
apply them, our industries will reap great beneft 
during the period of his office. We offer him and 
his department our hearty good wishes in the large 
and difficult undertaking upon which they now set 
out. No doubt many questions will arise for revi- 
sion under his guidance as he meets the Commercial 
Intelligence Committee from time to time, and 
among these there will inevitably be the matter of 
publicity. It may be necessary to consider whether 
the present manner of handling trade and consular 
reports, the form of the Board of Trade Journal, 
and even the constitution of the Committee of the 
Department, are all that the needs of to-day call 
for, and it may be that it will be found possible to 
secure more active co-operation from the trade 
Press, now too often prone to scoff; but in regard 
to these things we must at present wait and see. 


THE second interim report of Dr. 
A. F. Stanley Kent on industrial 
fatigue, which we summarise else- 
where in this issue, is a valuable 
addition to our knowledge of a subject which has 
been far too long neglected, and affords an interest- 
ing example of the application of scientific method 
to industrial conditions. In other words, it illus- 
trates the importance of measurement and system as 
opposed to guesswork and superficial reasoning, for 
the author establishes by experiment the fact that 
the output of the human organism, unlike that of a 
machine, is not proportional to the hours of labour, 
but may. even, show a material increase when the 
working period is shortened. Hence he concludes 
that the working of overtime, and particularly Sun- 
day labour, is generally detrimental to output, as 
well as to the health and well-being of the worker, 
and is both physiologically and economically extra- 
vagant. It is not clear, however, that these con- 
clusions apply without modification to workers who 
may be classed as '' machine-minders," and whose 
output is not dependent upon their manual dexterity 
and physical effort, though the qualitv of the work 
in this case may suffer from the relaxation of their 
attention or the lessened acuity of their senses. 

The process of recovery from fatigue is not con- 
fined to periods of rest, but is constantly in progress 
even whilst fatigue is being produced, and the 
author points out the difficulty of isolating these 
antagonistic effects; he remarks that only the resul- 
tant is of importance, but it would seem that if 
more detailed knowledge could be obtained regard- 
ing each of these factors the information would be 


Industrial 
Fatigue. 


‘very helpful in organising the programme of work. - 


It has been shown by previous investigators that 
by a proper allocation of the working time to suc- 
cessive periods of work and rest, extraordinary re- 
sults can be obtained, and if we only knew the laws 
which govern the physiological processes it might 
be possible greatly to increase output without im- 
posing any additional strain on the worker. It is 
evident also from the observation of Dr. Kent and 
his assistants that greater attention should be paid 
to the feeding of the factory worker, by the dis- 
semination of sound ideas as to diet as well as the 
provision of well-managed canteens at the factories, 
the cost of which would be abundantly repaid. 


THE USE OF IONISED AIR IN 
AGRICULTURE.* 


By INGVAR JORGENSEN. 
DURING the last 10 to 15 years some interest has been 
aroused both in agricultural and technical circles in regard 
to the application of ionised air (produced by an electric dis- 
charge from a system of thin wires) in agriculture and other 
plant industries. : 

It is impossible to deal with the history of the subject 
briefly, as it is one of the oldest branches of elec- 
trical science, and the literature is very voluminous. It 
will be sufficient to state that interest in the subject in this 
country mainly dates from the publication of Prof. 
Lemstróm's book in 1904.f Subsequently Mr. J. Е. 
Newman started some experiments, and developed, in 
conjunction with Sir O. Lodge, a new method for 
generating the necessary high-tension electricity, and 
а new arrangement of the overhead network; this 
apparatus is sold by the Agricultural Electric Discharge 
Co., of Gloucester. It has been described so frequently in 
recent years in various technical and agricultural journals, 
that it is unnecessary to enter into a detailed description 
here. Sir О, Lodge gave a fairly complete account of the 
experiments undertaken by the Agricultural Electric Dis- 
charge Co. in his Kelvin lecture to the Institution of 
Electrical Engineers in 1914.} The technical informatien 
given was, however, very meagre, and on many points not 
very helpful; I have therefore attempted in the present 
paper to state some of the fundamental principles involved 
in the method, in the hope that electrical engineers may 
be persuaded to take some interest in the matter, for the 
resulting technical research should lead to the replacement 
of the present system by a cheaper and more efficient опе, 
"The methods employed by both Prof. Lemström and Sir 
O. Lodge were very primitive, and it is to be regretted that 
these two eminent physicists have not attempted to inves- 
tigate the physical questions involved in the scientific 
application of the method. The entire absence of quan- 
titative measurements is a striking feature of their work, 
although it is clear that, without such - measurements, 
satisfactory progress ts not possible. | 

If the subject is to be advanced from the position in 
which it has remained now for 200 years—that of an 
amusing pastime for electrical amateurs—an_ extensive 
serics of researches is required, and close collaboration 
between electrical engineers and agricultural scientists 
becomes necessary. The results of the investigation which 
has been carried out for the Board of Agriculture in the 
last four years seem to indicate that such a research might 
be profitable. А 

The chief features of the Newman-Lodge system are as 


: follows :— 


Alternating high-tension current is generated by an 
induction coil (mercury turbine break, condenser in parallel 
with the primary). One terminal of the secondary is con- 
nected to earth ; the other isconnected through aseriesof Lodge 
rectifiers|| to the discharge network. The construction of 
this network will be seen from fig. З. Тһе wire system 18 
carried on insulators of the type used in high-tension power 
transmission, which are mounted on poles. The wires 
nowhere touch the insulators, but: are held taut at some 
distance from them by means of paraffined cord. The 
distance of the network above the ground is 15 ft. 

The apparatus provided by the Agricultural’ Discharge 
Co. is generally supplied with an ammeter in the primary 
circuit and spark gaps (l-in. balls) before and after the - 
rectifiers. If the apparatus is started, the ammeter will 


* The information contained in this article i8 derived from 
experiments carried out by the writer in Copenhagen (at the 
Government Agricultural Experimental Station) and in this country 
under the Board of Agriculture, in conjunction, first, with Prof. 
J. H. Priestley (University of Leeds), and, later, with Prof. V. H. 
Blackman (Imperial College of Science and Technology). . 
t S. Lemstróm, “Electricity in Agriculture and Horticulture, 
1901. Ў | 

t О. Lodge, Journal Inst. Elect. Eng., March 2nd, 1914. 

[| A description of this valve will be found in Phil. Mag., 1911, 
Vol. XXII. page 1. 
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probably show that 2—3 amperes are used in the primary 
‘of the coil, and the sparking distance at the field spark gap 
(indicating the potential difference between the wire net- 
work and earth) to be 4 in.—2 in. These are the facts 
available from Sir O. Lodge's experiments; what further 
happens he describes in a manner which is not very 
helpful scientifically. 

“ Leakage immediately begins, and the charge fizzes off 
fron the wires with а sound which is sometimes audible, 
and with a glow sometimes visible in the dark. Anyone 
walking about below the wires can sometimes feel the effect 
on the hair of the head as of a cobweb on the face. They 
are then feeling the stimulating action of the electrifi- 
cation." | 

This reminds one strikingly of another worker on 
the subject of electro-culture, Garolla (1892), who sent 
a current from galvanic cells through the soil of some 
pot cultures, and used a current of such a strength ** that 
it burns the tongue." 
| However, some information may be obtained from 
measurements in the high-tension circuit. To illustrate this, 
I may refer to some experiments of my own,* where a wire 
(galvanised iron) was suspended 1 metre from the ground. 
The length of the wire was 10 metres. It was charged 
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Fic. 1.—SHOWING THE LODGE-NEWMAN APPARATUS. 


From left to right : Mercury turbine break with gas-bag for coal 
gas, induction coil, spark gap, five Lodge valves, and field 
spark gap. From here the wave is carried to the field through 
the window at the top of the picture ; insulated cable such as 
is used in X-ray work is employed between the spark gap and 
the first pole (surrounded by a piece of quartz tubing where 
the cable passes through the window). 


from ап :nfluence machine revolving at a-constant speed. 
By using wires of different diameter it will be observed 
that both the current passing through the discharge wire 
and the potential to which it can be charged vary con- 


siderably :— E 
Diameter of wire. Voltage. Current. 
0°36 mm. 27,000 2:6 x 10-5 amperes 
045 , 30,000 20 x 10-5 " 
0°85 ^, 30,000 15 x105 , 
215 ,, 36,000 075 х 105  , 


‘Similar big variations are obtained by keeping the 
diameter of the wire constant and varying its distance 
from the ground. "The nearer the wire is to the ground, the 


* 1. Jorgensen, Tidsekrift for Vindelektricitet, Copenhagen, 
May, 1910. 


bigger is the current and the lower the voltage to which 
the wire can be kept charged. Also it is noticed that the 
current is bigger when the wire is charged negatively (up to 
1:5 times as much as when it is charged positively). 

All these facts are, of course, only confirmation of what 
would be expected from pure physical principles (see, for 
instance, J. J. Thomson: ‘Conduction of Electricity 
through Gases ”). 

A cotton-covered wire will give a stronger discharge than 
& bare wire of the same diameter if the atmosphere 
is dry. 

Such measurements in the high-tension circuit (or earth 
circuit) are necessarily very approximate, and when high 
voltages are used, as in the Lodge-Newman apparatus, they 
re juire rather special apparatus for measurement. 

The following facts are disclosed by such crude measure- 
ments :— 

For a definite source of high-tension electricity the 
strength of the discharge depends on:— 

1. The sign of the charge. 

2. The diameter of the discharge wire. 

3. The distance from ground of the discharge wire. 

To this may be added if more complicated systems of 
discharge wires are used :— 

4. The physical structure of the elements (wires, &c.) of 
the discharging system. 

5. The number of discharge wires employed, and the 
distance between them. 

A comparison between the system used by Lemstróm and 
that of Lodge-Newman will make clear how impossible it is 
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Fic. 2.—SHOWING A POLE WITH INSULATOR. 


Distance, 15 ft. from ground. То the right a screen of 4-in. wire 
netting, which was used in some preliminary experiments to 
prevent the discharge from reaching the "control" This 
screen did not prove any good, as it was considerably lower 
than the discharge wires. 


to judge the relative merits of the two systems when 
technical measurements are not at hand :— 


| Distance ! А 
Diameter of | Distance baiwoan Spark length; Sign 


— i between net of 
gros d Sound sgn ie 2nd earth. |charge. 
Lemström ... | 0°6 mm., 04m. | 1'25 m. | 05—25 |+ог ~ 
but with mm. 
discharge 
points 
every metre. 
Lodge-Newman 0'6 mm. 5 m. 10 m. го дшш + 


It will also be understood that the measurement of spark 
length is not very helpful in attempting to get an absolute 
measure of the discharge. 

Still more complicated than the laboratory conditions are 
the conditions under which the discharge takes place in 
the open air. Meteorological factors obviously play a 
much more important part, and cannot be controlled as in 
laboratory experiments. It becomes imperative to obtain an 
absolute measure of the current actually passing through 
the air. The writer has made an attempt to develop certain 
methods of measurement of the electric air currents. These 
measurements were not undertaken from the point of view 
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of physical research, but in order to obtain quick and easy 
methods which could be conveniently employed in the 
agricultural experiments. 

Let us consider the physical processes concerned in the 
discharge. What happens is that neutral gas molecules 
acquire a charge, + or — . According to the working 
theory of modern physics, the structure of the atom can be 
represented by assuming the presence of one or more posi- 
tively charged nuclei, round which revolve negatively charged 
electrons. Thus the hydrogen atom, which is the simplest 
built atom, consists of one nucleus and one electron. The 
charge of the nucleus and the electron is the same with 
opposite sign (5 x 10^? electrostatic units). 

If an electron is removed from an atom or molecule, the 
latter will assume a positive charge; if an electron is added 
to a system it will appear with a positive charge. 

In the case of a discharge of electricity from a thin wire 
charged to a high potential—positively, for example—it can 
be imagined that the charging of the wire consists in the 
withdrawal of electrons from the metal molecules, these 
electrons being replaced by electrons from the gas molecules 
in the neighbourhood of the wires. The charged atoms or 
molecules (ions) will move towards earth under the influence 
of the electric forces (potential difference between the charged 
wire and ground) ; from neutral molecules in the plant or soil 
they will acquire electrons, and thus become neutral, &c. 


ES IRON No. ^y 


SILICIUM 
BRONZE No. 24 


.010 50 100 YARDS 
Ба. 3.—DIAGRAM SHOWING ARRANGEMENT OF DISCHARGE 
NETWORK. 


In the discharge in- atmospheric air the ions will not 
be simply atoms or molecules, but a charged atom or 
molecule surrounded by a cluster of neutral molecules. 
The number of molecules determines the speed with which 
the ions travel under the influence of an electric field, e.g., 
the ion is characterised by its mobility, the velocity of an 
ion in а field of an intensity of 1 volt per cm. 

A general expression for the current passing through the 
air is the following :— 

1= пие, 


where ¿ is current density, 2 the number of ions, u the 


velocity of the positive ions, and e the charge of an. ion ` 


(5 x 107" electrostatic units) ; if both positive and nega- 

tive ions were formed the expression would have been— 
i= N UE + nues 

but measurements showed that with the ..res charged 

positively the current was carried only by positive ions. 

The formula may also be written i = n ге. |с. с 
where the velocity of the ions has been replaced by the 
product of potential gradient «r[re and the specific velocity 
of the ions. The product мег is called the specific con- 
ductivity of the air. 

On the determination of these two quantities, the 
potential gradient and the specific conductivity, depends 
the measurement of such small electric currents in the air 
as are produced by the Lodge-Newman system. 

Space does not permit of a lengthy description of the 
apparatus employed for the measurements and the pre- 
cautions which must be taken in order to obtain reliable 
results ; the reader is referred to a text-book on atmospheric 
electricity — Mache and Schweidler,* for instance—where 
measurements of a somewhat similar nature are described. 


( To be concluded. ) 


* Mache und Schweidler : 
Braunschweig, 1909. 


" Die Atmosphárische Elektrizitüt." 


THE PRODUCTION OF SMALL DRY 
BATTERIES IN THE U.S.A. 


IN a paper recently read before the American Electrochemical 
Society, C. F. Burgess called attention to the remarkable growth in 
the production of dry cells, despite developments in the telephone 
field, signal work, and gas-engine ignition, which have been pre- 
dicted as factors to reduce greatly the demand for dry ocells. . The 
author stated that if 50,000,000 represents the annual output of 
standard, or so-called No.6 „dry cells in the United States, this figure 
may be multiplied several times to represent the number of small 
dry cells used for flashlight and miscellaneous other purposes. 
High-efficiency miniature tungsten lamps and improved quality of 
the battery have been important factors in stimulating the flash- 
light industry. 

Considerable information was given in the paper on efficiency. 
output, and other characteristics of small dry cells, based on a 


TABLE I.—RaTING OF DRY CELLS FOR FLASHLIGHTS. 


lashli Ohms 
P'bube > | Volts. "T be used.” | resistance 

Clear 27 2-cell—tubular type 3°84 
3°8 3 cell—tubular type 3°62 
2°9 2 cell—tubular type 4°14 
4°0 3 cell—tubular type 3°81 
Opal back... 2°5 2 cell—case type 3°57 
3°8 3 cell--case type 3°62 

2°5 2 cell-—case type 600 


Average... » 3:94 


summary of tésts made on about 4,000 cells. The two most 
important characteristics by which the value of a flashlight battery 
may be determined, according to the author of the paper, are 


ability to furnish light over a period of time, or its capacity, and 


its ability to withstand deterioration when not in use, or its shelf 
life. Other characteristics of importance are voltage, recuperation, 
uniformity, size, and cost. An accompanying table gives data on 
flashlight lamps as now standardised by manufacturers. 

The data in the table indicate that about 4 ohms is the 
average resistance of the common sizes of lamps, and this is 
adopted as the standard. It is the resistance recommended by the 
committee on standard methods of testing dry cells, #5 outlined in 


TABLE II.—Capacity OR Hours ОР BURNING FOR SMALL 


Dry CELLS. 
o_o —— Size of cell 

Brand ахи c dej 34» x: ET La <a XA 
A 13°25 3°5 3°75 1°9 56.min. | 70 min. 
B —- 3:6 42 17 — — 
C 10°S 2 "€ 'a5 13 min. — 
D 13:25 5 4°2 2'0 63 min. | 66 min 
E , 1375 41 == 14 | 40min.| — 
Е 9°25 31 2°5 1:25 31 min. | 45 min. 
G , 875 | 32 2 11 = — 
Н : 1325 4°3 4 . 1'9 40 min. | 75 min. 


-> 


the transactions of the American Electrochemical Society. А voltage 
of 0'5 across the cell terminals when delivering current to the 
4 ohms resistance is taken as the point where the current has fallen 
so low as to give a non-useful light. The standard method of 
capacity test consists in connecting an individual cell to a resist- 
ance coil of 4 ohms, and discharging continuously until its 
voltage drops to 0°5 volt. Most of the flashlight cells will drop to 
0'5 volt during an eight-hour period. The larger cells will run 


TABLE IIL—DuURABILITY OR SHELF WEAR FOR SMALL DRY 
CELLS. 


Expressed in monthly percentage reduction in flash. 


йа сг = Size of cells—inches. ————-———————— 
сахи | TOG ахі | ха | IX | lix 

A 3°66 8°3 9:2 9 12 9°3 

B 1°55 6°45 9:1 10 — = 

C . 187 3°83 — B. 25 — 
MS s 2°40 5°7 5'0 81 6°6 10°5 

E 5°10 T5 bom 9°6 14 153 

F 143 1172 1471 25'0 — 14'0 

G 10°8 12 10 22°0 25 = 

H 10 12:5 9:1 15'0 27 13°3 


beyond this, giving some chance to recuperate before the beginning 


. of the following test period. 


The author states that, from long experience and a great many 
tests, the best method of determining the deterioration going on 
within the cell is by measuring the short-circuit flash which the 
cell gives when connected momentarily to an ammeter. A cell 
which gives a flash current of 8 amperes when new may drop 
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to 4 amperes after six months, and this indicates roughly a depre- 
ciation in capacity of 50 per cent. While the decrease in flash is 
not strictly proportional to the decrease in ampere-hour capacity. 
it is nevertheless a far better indication than is the drop in open- 
eircuit voltage. | 

Dry cells vary in initial voltage far less than they do in other 
characteristics. The author pointed out that grades of materials 
supplied as well as the methods of manufacture influence the 
voltage to a small degree. Likewise the ability of a battery to 
“ recuperate " can be given to a cell by certain variations in the 
methods of mantifacture. Thus a coarser yrade of manganese will 
show a higher recuperative ability than will a very finely powdered 
more active grade. In general, it may be considered that high 
recuperative ability is inconsistent with ability to deliver current 
constantly without serious dropping in voltage. 


TABLE IV.---PERFORMANCE THAT SHOULD BE EXPECTED FRO I 
A Dry CELL OF GOOD QUALITY. 


| 
Cell dimensions OUS кеш ыш 

| 
225 x 1°25 in. (572 > 388 mm.)... 960 Under 4 
18125 x 0°9375 in. (461 x 23°8 mm.) 300 Under 6 
2:125 x O75 in. (54 x 191 mm.) ... 220 | Under 8 
1875 x (625 in. (477 x 159 mm.) 120 Under 10 
150625 x 05625 in. (3977 х 14'3 mm.) 5 o Under 12 
1875 х 05625 in. (477 x 143 mm.) 10 Under 12 


The data in Tables II and III give results of tests on different 
brands of dry cells purchased in the open market. The capacity 
testa show that the best cells have a capacity of about 100 per cent. 
above the poorest, and from the durability tests the differences are 
much greater. The performance that should be expected of good 
quality dry cells is shown in Table IV.— Electrical World, — 


THE NATIONAL INSURANCE АСТ, I9II.- 


UNEMPLOYMENT JNSURANCE.—FURTHER DECISIONS OF 


THE UMPIRE. 


The following addit/onal decisions have been published :. - 
CONTRIBUTIONS ARE PAYABLE FOR 


1.946 X. Warehonsemen, storekeepers. caretakers. timekeepers or 
watchmen employed wholly or mainly by way of manual labour in 
factories or workshops, or in yards or stores immediately connected 
therewith, when the aforesaid factories or workshops are engaged 
wholly or mainly in munitions work, or in any of the trades insured 
under the Natiohal Insurance (Part IT) (Munition Workers) Act, 
1916. 

1.947 X. Porters, packers, messengers, cleaners, or weighmen 
employed in factories or workshops, or in yards or stores imme- 
diately connected therewith, when the aforesaid factories or work- 
shops are engaged wholly or mainly іп munitions work, or in any of 
the trades insured under the National Insurance (Part II) (Munition 
Workers) Act;-1916. 

1,948 X. Engine drivers, boilermen. firemen, stokers, cleaners, 
oilers and other workmen' engaged wholly or mainly in tenting, 
driving or minding engines or machinery. or in stoking boilers 
for the production of power. light, or heat for use in connection 
with munitions work or in any of the trades insured under the 
National Insurance (Part II) (Munition Workers) Act, 1916. 

(This decision does not relate to workmen employed by separate 
companies or authorities who sell electricity or power for general 
purposes.) | 

1,960 X. Workmen engaged in assembling cycle and motor repair 
outfits intended for use in war. 

1963 X. Workmen engaged wholly or 
enamelling upon metal. 

1,964 X. Workmen engage! in repairing machinery belting in an 
establishment which is engagal wholly or mainly in munitions 
work or in any trade which is insurable under the National 
Iusurance (Part II) (Munition Workers) Act, 1916. 

1,965 X. Workmen engaged in making metal patterns as described 
in Decision B 1,138 (Bourd of Trade Journal of October 24th, 
1912) or in makings patterns of other materials, if the patterns are 
for use in the man ifacture of metal goods. 

NOTE.—Decisioa В 1.138 reads as follows: | 

Workmen engaged in making metal patterns (other than cast- 
iron patterns) not being for the use of iron, steel. brass or other 
foundries which are engaged wholly or mainly in making castings 
for use as parts of the products of a mechanical engineering 
establishment. | | 


ma nly in vitreous 


CONTRIBUTIONS ARE NOT PAYABLE FOR 


1,954. Workmen engaged wholly or mainly in the manufacture 
of porcelain insulators or of porcelain parts of electrical switches, 
lampholders or other fittings, unless such insulators or switches. 
&c., are intended for use in war. 

1,961. Colliery electricians engaged wholly or mainly in the 
maintenance of electric light and power installations in or about 
the colliery (but not in colliery buildings or shops) and not engaged 


- 


Coello sub-station of the Barcelona Tramways Co.. 


wholly or mainly in repairs to the electrical machinery or 
switchgear. 

1.009. Workmen described аз out-door erectors and engaged 
wholly or mainly in the installation of accumulators. 

1.967. Workmen employed in crushing blast furnace slag for use 
as material for rond-making. 

Notice is given that the Umpire has received an application for 
a decision as to whether contributions are payable or not in respect. 
of stablemen employed in conncc ion with any insured trade 
(476 X). 

Any representations were to be male in writing to the Umpire by. 
or on behalf of, any workman or employer. and forwarded to the 
Registrar, Office of the Umpire. 47. Victoria Street. London. S.W.. 
on or before October 26th. 1916. A decision on this application 


© will be viven on or after October 30th. 


NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


G.E.C. Rotary Converter Traction Equipment in Barcelona. 


The accompanying views show the electrical equipment of the 
aggregating 


1.500 kw. Three-phase power is received at 6.000 volts. reduced to 


450 volts by oil-insulated air-cooled transformers in the basement 
and is situated between the machines. То rain access to each trans- 


Fia. l.— Tan COELLO SUB-STATION OF THE BARCELONA TRAM- 
WaAys Co. SHOWING “Y WITTON ROTARY CONVERTERS. 


former. a removable checquer plate is let into the floor. whici 
can be lifted when the transformer needs attention or inspection. 
The converting equipment comprises three 500-kw. shunt- 
wound Witton rotary converters running at a speed of 750 R.P.M., 


Fic. 2.—4.c. SIDE or RorTAgY CONVERTERS AND " WITTON " 
FEEDER SWITCHBOARD. - 


fitted with interpoles, and generating direct current at 600 
volts. The energy so produced is used entirely for traction 
purposes. | 

Each rotary converter is provided with a slip-ring starting motor 
for running up to speed, synchronising being effected by operating 


D 
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the rotor rheostat of the slip-ring motor. ‘Phe motor is carried on 
an extension of the converter shaft. Suitable pillars for controlling 
the regulators are mounted near the switchboard, as shown in fig. 1. 
In addition, each rotary may be run up from the continuous current 
aide by means of a change-over switch and starting resistance, 
which is similarly operated from a handwheel pillar, On the 
front of the board a double-pole change-over switch is also provided 
to reverse the shunt coil of the reverse-current trip when starting 
in this way. | 

A portion of the main switchboard controlling the low-tension 
side of the station is also seen in fiy.1. In fig. 2 a view of the 
А.С. side of the rotaries and the feeder switchboard is shown. | 

On the controlling switchboard each rotary converter A.C. panel is 
fitted with ammeter, power-factor meter, and switch and fuses for the 
starting motor. Adjacent to each a.c. panel is the corresponding 
D.C. panel, on which is mounted a circuit-breaker having overload 
trips as well as a tripping coil operating in conjunction with an 
over-speed device for each converter. in addition to the change-over 
switch and the single-pole main switch for starting from the con- 
tinuous-current side. | ze 

A synchroscope with machine and bus-bar voltmeters is carriec 
on a swinging bracket at the end of the board. The feeder panels 
are each fitted with a single-pole circuit-breaker, main switch, and 
ammeter. 

The complete installation, as described, was supplied by. the 
GENERAL ELECTRIC Co., LTD., of London. 


Small Commutators. 


~ An ingenious method of constructing small commutators from . 


round bar material is disclosed in a patent No. 1,195,861, granted 
to EDWARD Е. SMITH, of Cincinnati, Ohio. Copper in the shape of 
a cylindrical block is formed with a central bore, having counter- 
sunk recesses in its opposite flat sides and radially arranged cuts 
which extend in from the periphery toward this bore. These 
euts are all of practically equal depth and terminate 80 as to leave 
an intact annular zone of métal aroünd the bore, so that a blank 
results as shown in fig. 3. This blank is then placed in a cylinder, 
and dielectrical material, in plastic condition, is placed upon the 


Ете. 3.—SECTION OF COMMUTATOR BLANK, INSULATING MATERIAL 
IN PLACE, AND SECTION OF COMPLETED COMMUTATOR. 


blank within the cylinder. By means of a plunger this material is 
forced against the blank so as to enter all open parts of it, the 
object being to fill these parts completely, The blanks are then 
removed from the cylinder, surplus material. especially that which 
fills the bore and recesses, is removed, and the blanks are set aside 
to permit the material to harden. 
remove the metal within the bore, from which action finally a 
structure results, composed of segments all insulated from each 
other by the binding material. -A bushing forms a bearing for the 
commutator.— Electrical World. 


Improved Pocket Lamp. 


The best battery and bulb fail to make up a satisfactory pocket 
lamp, unless a convenient and reliable switch is provided to control 
the connection between the two. The sliding or in-and-out switch 
button and spring generally provided at the side of the battery 
case is not above criticism. Either it fails at times to make con- 
tact with certainty, or it goes "on" unnoticed and quickly ex- 
hausts the battery. Both of these failings are particularly serious 
in the case of lamps to be used for military purposes; delay in 
obtaining light, and, worse still.the involuntary showing of a light 
may be fatal. To overcome these difficulties, SCHNEIDER & Co. 
(Frankfurt-on-Main) have patented fhe “ Disco " lamp, in which a 
rotary switch is operated by a serrated ring mounted concentrically 
with the lamp bulb and lens on the front of the battery case, the 
latter being fitted with one or other of the strap attachments now 

*usual for military lamps. The switch ring improves the appearance 
of the lens mounting, and is used only when the lamp is required 
to burn continuously. For momentary illumination or flash- 
signalling, а spring contact is provided at the tep of the battery 
case. The switch ring carries a pin. which, according aa the lamp 
ia "on" or “off.” engages in the recess at the corner of one or 
other of two springy strips at the point where the strip bends 
from the horizontal to the vertical. After going vertically for a 
short distance, the strips again turn horizontally, one below the 
other, thus forming the press-switeh which is in parallel with 


the rotary switch and is used for. momentary’ completion of the 


circuit.—— ATZ. ME" | 


- 


Next the blanks are rebored to 
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CORRESPONDENCE. 


‘Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hace the writer's пате and address in our possession, 


Centralisation of Electricity Supply. 


We all believe that Mr. Williams's suggestions are made in the 
interests of the industry, and most of us think that much more may 
be done than now is being done to improve our position. Yet 
Mr. Williams will pardon us for examining his scheme before 
we give it our support. Р 

First of all, Mr. Williams hopes to abolish the present control 
wielded by the Home Office, L.G.B., B. of T., and Parliament 
itself. But will all these authorities accept a Bill which invites 
them to expire and to bequeath their manifold powers to a new 
authority ? Is it not far more likely that Parliament will hatch 
out a plan whereby the new governing body will, in its turn, be 
controlled by the H.O., L.G.B., and B. of T., and that things will 
be worse than ever? Above all things, Parliament is not likely 
to delegate its own powers to any commercial body. We must 
bear in mind that a large number of candidates are even now pre- 
paring to have a shot at the £400 per annum, at the election 
which will come after the war, and many of them have no know- 
ledge of business at all. Not a few of them believe that Parlía- 
meht should manage all business in the interest of thé State, and 
they feel convinced that the said management can be carried out 
by a body of Members of Parliament who neither know nor care 
anything for the principles which govern business transactions. 
Now these gentlemen will work hand-in-hand with our Govern- 
ment officials to secure that.no existing powers shall be abated. 
опе whit. Rather they will take advantage of the controlling Bill 
to take over the whole electricity supply industry. 

Let u3 not forget the fate of the telephone. It began with many 
independent companies, which were eventually taken over by the 
National Со. According to Mr. Williams's idea, no doubt the 
thing should have stopped there. But it did not. The Govern- 
ment took it over for the benefit of the State. (It would be 
interesting to read some of the then Postmaster-General's speeches in 
the light of the present fiasco.) The State has not received benefits 
from the change. It has lost the rich royalties it used to get, it 
has raised charges to subscribers in a wholesale way. and is losing 
subscribers also in a wholesale way. According to the news- 
papers. it has lost 4,000 in London alone. Think of what 


'that would mean to the nation if it should happen to the 


electrical industry. We shall do well not to tempt the next 
Parliament by putting any such Bill before it until we have reason 
to think that the members of the House are to be trusted with the 
responsibility. y | 

But if we should be assured that Parliament would accept Mr. 


Williams's Board of Control. are we sure it would be the best 


thing for the industry? Mr. Williams quotes the Public Trustee 
as being a great success. (There are contrary opinions even on 
that point.) The Public Trustee is just one of those cases where 
the department may be run strictly on rule ада red tape, and І 


‘have no doubt that all the Trustee’s actions are so regulated. But 


the electrical industry is different. By the time the Board had got 
out its series of rules and regulations many of them would be ont 
of date, and one cannot imagine a dignified Permanent Board 
varying ite rules immediately just because some young unknown 
engineer, in a distant part of the land, had desired it! The Board. 
after 10 years, would become like a bench of bishops, wondering 
how new men dared to have ideas of their own, when they ought 
to take their opinions from the great and recognised authorities. 
If we are to have a Board of Control, let us have a live one 
which will automatically shed its fossils and barnacles. A Board 
selected from the existing Councils of the large Institutions con- 
cerned, with an efficient paid staff and a laboratory. might do 
useful work indeed. But do not let us makethe mistake of putting 
into its hands too much power at first. It will be far better to add 
to its authority when it has proved itself worthy of the confidence 
of the whole industry. : M. H. 0 


October 16th, 1916. 


Coal Economy. 


One does not have much time nowadays to wade through long 
papers, speeches and addresses, and the pithy summaries you are 
accustomed to give of these are extremely valuable. In one of your 
leaders of this week, under the above heading, you makea note on Mr. 
Chattock's valuable address to the Birmingham Association of 
Mechanical Engineers. pointing out that he suggests "that some 
of the boilers in a large pit-mouth generating station should be 
fired with coke obtained from the distillation of coal, or, ав ап 
alternative, that coke might be gasified in producers. the advan- 
tage of the latter being uniformity in the firing of boilers and the 
avoidance of the difficulties met with in burning coke in boilei 
furnaces.” f 

The great advantage, however. of gasifyiny coke. instead of 
burning it, is that from 30 to 60 1b. of ammonium sulphate can ы 
recovered per ton of coke gasified. because it contains from 4 to 
1 per cent. of nitrogen. It is true that if we distil coal and burp 
only coke and gas, we have gone a tremendously long way !n pre- 


“serving the by-products of coal, but in big power stations, wher? 


large quantities of gas would be required, there is no doubt у 
ever that it would pay to үгазїїу coke in ammonia recover) 
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producers. About 120,000 cb. ft. of gas is obtained per ton of fuel. 
with a calorific value of about 120 B.TH.U. per cb. ft. 

The producer offers a superior method of firing boilers to the coke 
furnace. There is a lower percentage of carbon left in the ash, 
and the efficiency of the gas-fired boiler must also be greater than 
that of a coke or coal-fired boiler. because the admixture of gas and 
air is under much better control, and air leakage is more easily pre- 
vented, so that a gas-fired boiler onght to work under laboratory 
conditions almost continuously. 

I have recently seen some accounts of gas-fired boilers where 
efficiencies have been obtained much higher than anything that can 
be done with coal-firing, even when the latter is carried out under 
test conditions ; the boilers were specially designed for gas-firing, 
and not coal-fired boilers, adapted to gas-firinz —the latter method 
will not give a better efficiency than coal-firing. 

A. Hugh Seabrook. 

St. Marylebone Electricity Supply, 

October 23rd, 1916. А 


| We ате glad that Mr. Seabrook finds our summaries useful, but 
may point out that his summary of our remarks (between inverted 
commas) is not a verbatim quotation. In his address, Mr. Chattock 
did not mention gas producers fed with coke, which were the 
subject of our own comment. We quite agree with Mr. Seabrook's 
remarks, and in this connection the article on vas-firiny, which 
appears elsewhere in this issue, will be found of interest.—Ebs. 
ELEC. REV. ] 


The British Mannesmann Tube Co. 


I desire to draw attention to the above matter, in order to 
illustrate one instance where the presumably good intentions ot 
the Publie Trustee in transferrjng German-owned concerns into 
British hands have apparently miscarried. 

The British Mannesmann Tube Co. was the property of German 
interests resident in Germany, and these interests have recently 
been sold by the Public Trustee to a British financial group, the 
first directors of which are given in the Press as follows :-— 


Mr. Richard S. Guinness (chairman), 
Sir Robert Balfour, M.P., 

Sir Hugh Bell, and 

Mr. G. Hethey (managing director). 


The announcement in the Press was doubtless intended to 
convey the impression that this previously well-known German 
concern had now become British; but the real facts disclose a 
state of affairs quite different. In other words. whilst the owner- 
ship of the business has passed into British hands, the actual 
management of the business remains in the hands of individuals of 
German birth. 

On patriotie grounds it is to be regretted that the board of this 
British syndicate should have appointed as one of their colleagues 
and managing director an individual of German birth, whose 
commercial career as head of the German Mannesmann interests in 
this country has been entirely associated with. und supported by. 
German interests: and that they should further allow two im- 
portant positions in this company to be occupied by two sons of 
the said individual, of military age, born in Germany of German 
parents. 

In other words, here we have an instance of the Public Trustee 
selling the German-owned company to a British financial syndicate 
the members of which, whether for want of knowledge of the 
business themselves or other motives, allow the business to be con- 
tinued under the previous German-inspired management. 

Apart from the question of patriotism and of the obvious 
desirability of cleansing our industries of German intluence, it 


seems to me almost incomprehensible that the Public Trustee, who . 


is apparently empowered to negotiate by private treaty for the 
disposal of these German-owned concerns, should not be required 
to satisfy himself that the sale will have the etfect of converting 
the previous German concern into a British concern i» toto. 


E. J. Fox. 
London, S.W., October 19th, 1916, 


[Our eorrespondent's solicitude for the protection of British 
interests, especially in this particular branch of industry, is 
readily intelligible; but, in this instance, he appears to be 
“barking up the wrong tree," ав the Public Trustee. we believe, 
has nothing to do with the personnel employed by the concerns 
which he has transferred to British ownership. As regards the 
nationaljty of the managing director, Dr. Macnamara stated in the 
House of Commons, on October 18th, that he was a naturalised 
British subject of German origin, and was assisted by his two sons, 
who wore the badge “On war service " issued by the Admiralty. — 
Eps. ELEC. REV. | 


TRANSFORMERS IN PARALLEL. 


THE simple distributing transformer usually has two high-voltage 
leads and four low-voltage leads coming out from its windings, as 
indicated in fig. 1. The schematic diagram of the windings and 
the way the leads are brought out are shown in fig. 2. It will be 
seen that the two centre leads of the low-voltage coils are crossed 
inside the transformer before they are brought out through the 
case. This does not make any change in connecting the two 
sections in series on the outside of the transformer, as indicated in 
fig. 3. which is the same as connecting two batteries in series. 

When the coils are connected in parallel, care must be exercised 


and adjacent leads connected together. as in fig. 4. Looking at the 
connections from the outside of the transformer, it would appear 
as though the two sections of the winding were short-circuited, 
but the diagram shows that the right-hand terminals of both sections 
are connected together, also the left-hand terminals. This is just 
what is done in connecting batteries or other direct-current 
elements in parallel —like poles are connected. 

Transformers to operate in parallel should be of the same voltage, | 
frequency and size, and possess the same characteristics, which mears 
that they should be of the same make. In connecting transformers 
in parallel, it is only necessary to observe the same rules as a1e used 
for connecting two or more pieces of direct-current apparatus in 
parallel : namely, connect like poles to like poles. The question 
now arises which are like terminals on two or more transformers. 
This is easily determined in mosj cases. After the transformers 
are arranged symmetrically, as in fig. 5, connect the right-hand 
terminals together and the left-hand terminals together and bring 
out a lead from each junction point, as indicated. 

There is, however, a chance that one of the transformers may 
have its leads brought out in such a way as to cause a short-circuit 
when the transformers are connected as shown in the figure. To 
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пага against this a piece of small fuse wire may be connected. as 
indicated at F. If the connections are correct, the fuse will not 
blow when the transformers are made alive without load; otherwise 
the fuse will blow. In case of a wrong connection it may be remedied 


- by crossing either the high or low-voltage leads on one of the 


transformers. as indicated in fig. 6. A better way would be to 
test the transformers and find out which has wrong polarity and 
correct it. | А 

The polarity тау be tested as represented in fig. 7. Connect 
the high-voltage terminals to the line and one terminal of the 
low-voltage coil to the high-voltage winding, as indicated in 
the figure. Measure the electromotive force at E, and E’. If it is 
greater at E' than at Ep. the transformer has the correct polarity ; 
if less. the polarity is wrong and either the high or the low-voltage 
leads must be crossed inside the transformer. The test may be made 
with 110 or 220-volt current.— Power, 


INDUSTRIAL LIGHTING BY ELECTRICITY.” 


THE tendency of the present day, in arranging schemes of 
artificial lighting, is, as iy many other matters, to endeavour 
tu crystallise the whole о as much as possible, and in 
the case of lighting into f aree points; that is, height of lamp 
or lighting “unit”; spating distance; and the candle-power 
of the unit employed. 

Whilst useful enough and easy of application in new 
buildings, in old buildings the points mentioned commonly 
have to be the sub‘ect of part consideration only, in order 
that other influencing Condoni may have the necessary 
consideration. 

A point one would specially draw attention to in this con- 
nection is the need of ''general" as well as ''local"' or 
“individual” lighting in most, if not all, of the premises 
which the mechanical and the civil engineer have to deal 
with. Individual or local lighting of sufficient intensity for 
machine tools, benches, desks, &c., 1з necessary if each 
operator is to properly perform his duties. ‘‘ General” light- 
ing; on the other hand, is equally necessary, for by this 
proper supervision and discipline is possible and the safety 
of those persons secured who have to move about through 
passages and gangways. Where individual lighting ів pro- 
vided the value of the former is considered sutticient if of the 
nature of about 1.5 ft. candles | 

The essentials of satisfactory illumination may be summed 
up as comprising :— | oo, 

1. Adequacy; that is to say, the degree of illumination pro- 
duced on the working surface must be sufticient for the work 
or operation to be properly carried on. 


*Abstract of paper read before the Junior Institution of 
Engineers by Frederick H. Taylor. 
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2. The hghting unit or source of light must be so placed 
that the light does not strike directly upon the eye of the 
operator either when he is engaged in his work or when 
looking horizontally across the workshop or room. 

3. The lighting units should be so placed as to prevent 
shadows on the work or heavy shadows about those parts of 
the premises to which the workpeople have access. 

4. Constancy, so far as the degree of illumination із con- 
cerned, is also necessary. 

The value of reflection and colour in artificial illumination 
is commonly overlooked. The experiments carried out at 
the National Physical Laboratory by the Home Office Depart- 
mental Committee, in a room specially fitted out with dif- 
ferent methods of lighting, may here be cited. 

Three systems of lighting were tried :—Direct, indirect, 
and shielded. With the walls blackened instead of whitened, 
the reduction in illumination at the centre of the room was 
approximately 95 per cent. for direct lighting; 7 рег cent. 
for indirect lighting, and negligible for shielded lightmg. The 
influence of colour in artificial lighting is also often over- 
looked. 

The effect of mental depression on remaining under blueish 
light for any length of time in some persons is most notice- 
able. Mercury vapour lamps when used for general lighting 
have been noticed to give different results with different 
people, where all other conditions were equal; one man, for 
ехашріе, insisted on the addition of an ordinary glow-lamp 
in order to carry on his work, whereas other workers con- 
sidered this quite unnecessary. 

Obviously for either '" direct” or ‘‘ indirect’ lighting the 
most important item is the reflector, or, as it 1s more often 
called, the “ shade.’ Ву the choice of a reflector either of 
the ''extensive," ‘‘ intensive,’ or "focusing " type, and with 
the spacing distance arranged with regard to height, it is 
easily possible to obtain any desired illumination, and with 
the source of light well screened from the eve. 

With the use of tungsten lamps, ventilation of the reflector 
or lamp-fitting becomes necessary owing to the high tem- 
perature of the filament. 

The details of fittings, apart from reflectors and shades, 
still leave room for improvement; Jampholders in particular 
might well be more substantially made, and with more area 
of contact in the electrical parts. 

Flexible cords for pendant fittings are frequently either 
poor in quality or deficient in section, or both, and frequently 
a good cord is used in an unsuitable position. 

Proper systematic maintenance of electric lighting installa- 
tions is a matter which, in this country, has received but 
the scantiest of attention. If considered properly, the lighting 
js virtually a tool, one of the tools necessary to the work 
going on, and this work cannot be properly and econo- 
mically done if this tool is to be allowed to fall into utter 
deterioration. The cost of lighting commonly bears but a 
very small proportion indeed to the total stand-by, or “ dead- 
rent " charges of the establishinent, and this cost could only 
be increased by an inappreciable amount when the cost of 
systematic maintenance is added. 

Maintenance contracts when carried out by general elec- 
trical contractors should include а half-vearly test and report 
upon the insulation resistance of the job, a point by point 
test of the earthing of all metal work, checking of the supply 
company’s meter readings and quarterly charges, and might 
also, in many instances, justly provide for a guaranteed mini- 
mum lluiiination in foot candles to be maintained in speci- 
fied areas or places. From a test published concerning a 
factory installation, the deterioration in lighting due to dust 
and dirt over a period of 48 days was as follows :—Starting 
from an initial illumination of 4 ft. candles, at the end of six 
days this had become 2.8, at 18 days 2.2, at 36 days 2.1, and 
at 48 days 2. Glass reflectors were used. 

The opportunity is sometimes presented of choosing be- 
tween a D.C. supply and an a.c. So far as the ordinary work- 
ing voltages are concerned, there is little to choose between 
them, if metal filament lamps, either of the vacuum or the 
gas-filled type, are used. If amall candle-power lamps of the 
j-watt type ame essential, and alternating current is available, 
a static transformer may be used. to convert down from а 
higher voltage to, say, 90 volts when lamps of the 30- and 
G-watt sizes. become available for parallel operation, but 
such cases require careful consideration if the runs of the 
wiring are of considerable length, as the valtage drop may 
hecessitate unusually heavy conductors. For are lighting. one 
generally prefers a D.C. supply. With low periodicities fluc- 
tuations in light are well known in A.C. are circuits. 

Proper switch control of lighting is a matter well worthy 
of more careful consideration than it usually receives, and 
this would result in edded convenience and economy. The 
points one has in mind are:—(a) A more liberal use of 
switches; (b) better location, and (c) the use of two or three 
point control. 

For individual or local lighting, the switches should be as 
conveniently near as possible to the lamps controlled. ` These 


can be further controlled by a master-switch or switches. 


placed conveniently for use by the shop-foreman, who would 
also control the ‘* general lighting." In some cases it is а 
great convenience to be able te control one or more lights 
from two or more positions. 

Switches in factories commonly suffer from lack of adequate 
mechanical protection. Where conduit wiring is adopted, 
iron switch boxes which absolutely protect the switch and 


only leave the knob projecting are to be preferred. Owing 
to its light construction, the ordinary '' 5$-ашреге” switch, 
even if only loaded to less than half this amount, is, at 
modern voltages, hable to rapid wear. The author has often 
found it pay well to adopt switches rated at 10 amps. for 2 or 
5-апр. circuits on this account. 

For factory use, screwed tube is very largely used, as afford- 
ing a good mechanical job as well às a sound one electrically, 
From a fire risk point of view, it is obviously beyond ques- 
tion. | 

It should preferably be kept clear of all other metal work, 
be made electrically and mechanically continuous through- 
out, and properly earthed at least at one point. 

When placed well out of reach, and in dry situations, open 
cleat wiring may often be used very successfully to form a 
cheap job. 

With а view to maintaining efficiency in the lighting, 
attention may well be given to the following details in tlie 
circuit wiring :— . 

`1. “‘ General" lighting to be circuited separately from the 
local lighting, and, where possible, alternate units to forn a 
circuit. . 

2. A more liberal allowance in the number of circuits or 
“ways” per distribution booed should be adopted, thus in- 
suring а minimuni: of the lighting units being out of action 
in the event of a circuit fuse blowing. 

3. Motor circuits to be entirely distinct from those supply- 
ing lighting, both as regards wiring and the fusing at main 
or sub-main distributing boards. 


INDUSTRIAL FATIGUE. 


IN continuation of his investigation of industrial fatigue by 
physiologieal methods, Dr. A. F. STANLEY KENT recently sub- 
mitted a second interim report to the Chief Inspector of Fac- 
tories, which is of great interest and value to the managers 
of manufacturing and allied concerns. The experiment, 
which included a variety of simple tests designed to indicate 
the condition at any moment of the acuity of hearing and ot 
sight, the blood-pressure, and the general response of the 
worker's organism to an external stimulus involving a '' conr 
plex reaction," were carried on at seven factories during 
the past year, the industries employing both male and female 
labour, and covering a wide range of operations, including 
light and heavy engineering. The observations were directed 
primarily to the attainment of the maximum efficiency and 
output of munition factories, consistently with the mainten- 
ance of the health and energy of the workers, but obviously 
apply generally to manufacturing industries. | 

Dr. Kent lays special stress on the progressive develop- 
ment of fatigue throughout the week, and on the concomitant 
diminution in the power of recovery, the disadvantage of 


"working overtime on consecutive days, and the development 


of fatigue during day and night shifts, and discusses also the 
process of recovery from fatigue under different conditions. 
The variation in rate of output of repetition workers through- 
out the day and the week, as shown in curves and charts, 
presents remarkable features, particularly in connection with 
the effect of overtime, which always appears to be accom- 


. 


panied by a marked fall in the rate, besides a remain? 
effect which reduces the rate on the following day; in fact. . 
evidence is adduced to show that the working of overtime 
тау lead to an actual diminution of the aggregate output. 
The very important influence of home conditions upon the 
development of fatigue and upon the output is clearly demon- 
strated, and the value of rest intervals is proved. 

The author draws from his observations a strong argument 
against the practice sometimes adopted of working on ЭШ, 
day; whereas in normal times the lessened efficiency foun 
towards the end of the week is remedied by the rest obtain" 
on Saturday afternoon and Sunday, if Sunday labour 1s intro- 
duced the rest period is inadequate, and the fatigue baon 
permanent and cumulative, so that eventually the ie ih 
either breaks down under the strain, or, consciously or oy К 
wise, slackens his efforts. until equilibrinn between aw 
and recuperation is once more attained. In either case а 
result is disastrous from the point of view of output, ап 
often from the point of view of health also. fat 

The effect of daily overtime js less marked than пн: 
Sunday labour. though the rate of output during the s the 
time period has been proved to be far less than ш ue 
hours of normal labour, due, in Dr. Kent's opinion. to ta dh 
Again, in factories where the output depends mainly E 
the number of hours that the machinery can be kept гип. 
and the direct influence of the operatives 18 sm | 
be desirable to preserve overtime, though the intr 
a fresh shift would be preferable. . . 

Another point that is brought out is the !mpo 
taking food before going to work in the early morn 
regards the output obtairied. . 

The work of investigation, which hos been 1 P 
some years, is still going оп, and now occupies © 


oduction of 


ing, 8? 


time of three investigators. Amongst the more uere a 
corclusions with regard to fatigue as a result of o 
the following :— of the 


Existing industrial conditions lead to an increase 


- 
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normal development of fatigue and to a diminution of the 
normal power of recovery. Members of the office staff may 
zhow signs of fatigue and overstrain equally with the factory 
hands. Ordinary tests give the resultant of these two pro- 
cesses, which is useful practically, as indicating the existing 
state, or *' fitness," of the worker. : 

Development of fatigue preponderates during labour, re- 
covery preponderates during rest. During the day fatigue 
accumulates. During the night the accumulation is dissi- 
pated. Since production is greatest and recovery is least 
towards the end of a period, day, and week, fatigue accumu- 
lation is then at its maximum. А lengthening of period, 
day, or week Jeads to increased fatigue accumulation. The 
distribution of overtime days affects the result. 

Under present conditions, production of fatigue becomes 
progressively more rapid from day to day; recovery becomes 
less rapid. Thus fatigue accumulates, and *‘ balancing,” 
which tends to diminish fatigue by diminishing application, 
is introduced. Production and recovery are restored to the 
normal, and accumulated fatigue is dissipated, by the week- 
end rest. Where the week-end rest is suspended, fatigue 
will persist. Residual fatigue, resulting from inadequate rest, 
leads to lowered ећсіепсу and lessened output. 

Overtime labour, when performed by a tired worker, 
results in an amount of fatigue out of proportion to the 
length and severity of the labour. Fatigue production is 
increased and recovery is lessened by overtime. The fatigue 
which follows a period of overtime’ is influenced by the pre- 
vious condition of the. worker. Ап increase in the amount 
of overtime worked in a given period will produce an in- 
crease of fatigue out of proportion to the increased time. 
Overtime periods worked on consecutive days produce more 
fatigue than if separated by days of ordinary length. Over- 
time introduced late in the week produces more fatigue than 
if introduced earlier. Overtime, even when not leading to 
injurious fatigue, is deleterious to health as necessitating 
lung hours spent in the atmosphere and surroundings of the 
mill, interference with-meabs, sleep, relaxation, and exercise 
in the open air. The effect of overtime is not confined to 
the days on which it is worked. In the great majority of 
cases investigated, overtime was not desired һу the workers. 
The harmful effect of overtime may be accentuated by the 
presence of unfriendly supervisors. Overtime labour is 
physiologically and economically extravagant. Jt frequently 
fails in achieving its object. uu 

Labour performed at night may be regarded as analogous 
to overtime labour. It is performed at unusual hours. Its 
effect in producing fatigue may be greater than that of a simi- 
lar task performed’ during the dav. This effect appears to be 
modified after the night work has been in progress for some 
days, owing to an adaptation of the normal diurnal varia- 
tions of the worker to the new conditions. For this reason 
a weekly change from day shift to night shift and vice vrersá 
appears to be unduly frequent. The difficulty of obtaining 
satisfactory sleep by day affects the result. 

These conclusions do not relate to excessive overtime, but 
to two hours added to the normal day on two or three days 
a week—Sundav being a rest-day. Remarking that the fatigue 
manifested indicates that overtime labour is more harmfu 
to the worker than labour performed during ordinary hours, 
Dr. Kent points out that it is physiologically extravagant; it 
is also economically extravagant, for higher wages are paid 
for overtime, though even higher wages are not sufficient to 
make it universally desired by the workers. | 

Comparing day and night work, it was observed that the 
degree of fatigue developed was greater during the night 
shift than during the day. This is largely due to the in- 
adequacv of the rest obtained in the day time, all the men 
examined stating that they slept well by night but badly 
by day, as might be expected in view of the difficulty of 
‘ecuring favourable conditions in a workman’s home. Tt 
appears likely that, as there is a gradual adjustment of the 


organism to night work, tending to lessened fatigue, the . 


period over which the дау or night shift is worked by indivi- 
dual men might with advantage be lengthened. 

Tt is interesting to note that, despite the Sunday rest, 
usually at the start on Mondav the rate of output is dis- 
inctly low. apparently due to the temporary loss or weaken- 
ing of the habit of working. and the necessitv for an effort 
on the part of the worker to overcome the disinclination to 
work; the same phenomenon has been observed, in lesser 
degree, in the early morning of each dav. 


A mass of detailed data is included in the report, showing 


some remarkable facts. For instance, the output of four 
workers was tabulated for each division of the day over a 
perlod of four weeks; one of these had found for herself that 
by working only eight hours a day she could work so much 
more quickly that she could easily make up for the lost time. 
The other three were first-class workers, working 12 hours 
а day, until overtime was abolished and the working day 
was reduced to 10 bours.. [t was ascertained by strict obser- 
vation that the output of the 8-hour worker was greater than 
the average output of the 12-hour workers by more than 8 
рег cent.; moreover, when the 12-hour workers were put on 
a 10-hour day, their total output increased by more than 5 
per cent. Р | 

The results of unsatisfactory feeding were found to be verv 
marked, particularly in the early morning when no breakfast 

ad been taken; increased resistance to fatigue follows im- 
Proved feeding, and Dr. Kent severely criticises the diet 


affected by many of the workers, especially the women. The 
inference is that the establishment of canteens at the works, 
supplying wholesome food at a low price, is highly desirable, 
unless 16 is possible for the worker to obtain a satisfactory 
meal at her own home. Such canteens should be provided 
with separate tables, and should be managed by a committee 
of the workers. 

As the output of a factory depends upon many considera- 
tions, including the nature of the operations and the influ- 
ence of the individual worker upon the volume of output, 
the nominal length of the working day, the actual hours 
worked, &c., Dr. Kent lays down no rule as to the method 
of attaining the maximuni output, but states that this is a 
matter of the accurate adjustment of the factors concerned, 
based upon exhaustive investigation and patient. experiment 
--partieularly in connection with the actual time worked, and 
the actual rate of working. As for the effect of overtime upon 
the general health of the worker, a difficult. subject for 
investigation, an estimate has been formed by comparing the 
results given by the same individual at different periods, 
under different conditions, thus avoiding the very unreliable 
course of comparing the health of one person with that of 
another. During а period of several weeks, whilst the work- 
ing hours were changed from 12 and 10 to eight hours, in 
each ease that was examined, the suspension of overtime was 
followed by a measured improvement in the general condi- 
tion of the worker, and in nearly all cases the reduction of the 
working time from 10 to eight hours by omitting the early 
morning period brought about a further improvement, but 
of much less magnitude. Similarly, it was found that the 
loss of time by workers during their working hours was 
materially diminished when the working hours were short- 
ened, being reduced from 19.5 per cent. to 15 per cent. on 
the suppression of overtime in the case of a group of work- 
people. and further to 13.3 per cent. on reducing the hours 
to eight per day. 


WAR ITEMS. 

Prohibited Exports.—. Proclamation has been issued 
adding the followmg, among other headings, to those already 
included under the Exportation Prohibition Acts :— 

Copper wires and cables containing copper. 

Rubber, gutta-percha, or balata goods made wholly or partly 
of (except rubber hose, armoured or reinforced with steel or 
iron wire). . 

A.E.G. Shipbuilding.—.\ccording to the Berne correspon- 
dent of the Morning Post, a German newspaper says that the 
object of the Hamburg Shipbuilding Yard, founded by the 
Hamburg-Amerika Line and the Allgemeine Electricitäts 
Gesellschaft, is mainly the construction of a series of fast 
cargo boats, all of the same type, and such as have hitherto 
been a monopoly of English shipbuilders. Shipbuilders, in- 
dustrialists, and financiers are collaborating in providing 
means for the resumption of peace work. | 


A Metals Committee.—The President of the Board of 
Trade has appointed Sir Gerard Albert Muntz, Bart. (chair- 
man), Mr. Cecil Lindsay Budd, Mr. Clive Cookson, Mr. 
Charles William Fielding, Lieut.-Colonel A. J. Foster, Mr. 
Andrew Wilson Tait, and Mr. Alfred Harold Wiggin, J.P., 
to be a committee to consider the position after the war, 


` especially in relation to international competition, of the lead, 


copper, tin, and such other of the non-ferrous metal trades 
us may be referred to the Committee, and to report what 
measures, if any, are necessary or desirable to safeguard. that 
position. The secretary of the Committee is Mr. James F. 
Ronca, to whom all communications relating to the Com- 
mittee should be addressed at 7, Whitehall Gardens, S.W. 


Sale сї Enemy Goods in Australia.—4Àn Australian news- 
paper states that the Attorney General (Mr. Hughes) decided 
last month owing to his having been unable, through pressure 
of business, to receive the proposed deputation from mer- 
chants regarding the sale of goods of enemy origin, to extend 
for one month in each case the time within which, as already 
announced, such goods may be offered for. sale. It was 
pointed out that the last dates within which sales mav be 
made are therefore as follows :—In the case of sales by whole- 
sale houses, October 31st; in the case of sales by retailers, 
December 31st. This announcement was not to be taken as 
in any way permitting the sale at the present time of goods 
bearing enemy trade marks which have been suspended. 

In reply to a deputation representing the Australian Asso- 
ciation of British Manufacturers and their representatives, ' 
the Minister of Customs (Mr. Tudor) said that regarding 
enemy goods, commercial men said it was impossible to sell 
articles if they were known to be of enemy origin. The Gov- 
ernment had a quantity of German goods which had been 
seized at the outbreak of the war, and he was told that only 
a very low price would be obtained for them. . The depart- 
ment was doing all in its power to prevent dumping by the 
Americans, and was sending two men to the United States 
to verifv invoices. He was strongly in favour of ad valorem 
duties, believing that the most expensive articles should pay 
the highest rate. He promised to consider the requests of 
the deputation when the tariff was being considered. 
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To be Wound Up.—The Board of Trade has issued 
orders under the Trading with the Enemy Amendment Act 
requiring the following to be wound up:— | 

Kampe & Co., 2, Sandland Street, Red Lion Street, High 
liolborn, London, W.C., machinery merchants. Controller: 
T. A. Fox, 79, Mark Lane, E.C. | 

Burstinghaus & Co., Ltd., 41. Easteheap, London, E.C., 
agency and hardware business. Controller: A. J. Foster, 37, 
Wallbrook, E.C. 

United Carborundum & Electrite Works, Ltd., 

Works, New Southgate, London. N., agents for the sale of 
inachinery. Controller: C. Eve , 62, New Broad Street, Е.С. 

Books for British Prisoners of War.—The Committee of 
the Board of Education which deals with this subject has 
sent us a classified list of books, each item of which терге- 
sents an actual request received from some British prisoner. 
The following are included in the engineering sections :— 
Submarine Cables; Cable Testing; Electric Brake (Westing- 
house); Electric Currents (Fleming); Dynamo-Electrical 
Machinery (Thompson); Modern Electric Practice (Maclean); 
Handbook of Electricity; Electrical Engineering (Slingo and 
Brooker); Alternating-current Machinery; Country House 
Electric Lighting Plant; Hydro-electric Power Transmission ; 
Electric Tramways; Technical Electricity (Davidge); Magneto 
Ignition (Hibbert); Electrical Engineering Applied to Mining; 
Internal-combustion Engines; Diesel Oil Engines; Principles 
of Electricity (Campbell); Gyroscopic Compasses and Stabi- 
lisers; Telegraphy and Telephony (Herbert); Telegraphy 
(Morse); Wireless Telegraphy (Fortescue and Stanley); Post 
Oflice ‘Technical Book (Herbert). Any of our readers who 
can supply one or more of these books are requested to com- 
municate with Mr. A. T. Davies, Board о Education, White- 
hall, S.W.. but not to dispatch any books until notified that 
they are still required, as they may bave been received from 
other sources. Donations to the funds will be welcomed. 
Those who have books to spare which are not named above 
should send a list of them, with their naimme and address 
written at the top. ME 

Women Tramcar Drivers.—The question of the substitu- 
tion of female labour for that of men in driving tramears 
arose at Keighley Tribunal last week, when Mr. H. Webber, 
the borough electrical engineer, appealed for five tram drivers. 
Mr. Webber agreed that it would be possible to train women 
for the work, but he expected they would have the same 
trouble as had occurred in London, where there had been a 
strike on the question, because the Tramway and Vehicle 
Workers’ Union were opposed to the substitution. In Keigh- 
ley women could be trained in about a fortnight. Keighley, 
he said, was about the simplest place in the country in which 
to run a tramear. They had been in communication with 
the men’s Union, having interviewed a secretary about a 
month ago. The Chairman pointed out that each of the five 
men was under 30 vears of age, but Mr. Webber said they 
had all been medically rejected. Personally, he would be 
quite prepared to introduce women drivers if the Union 
would agree, though, of course, he could not вау exactly 
how his Committee would feel about it. He believed there 
Were women drivers at Blackpool, and in some parts of Scot- 
land. He would be prepared to recommend the Tramways 
Committee to fit glass fronts on the cars if they were con- 
sidered necessary for the protection of women drivers in 
winter, though at Sheffield an experiment of the kind had 
been withdrawn at the request of the drivers themselves. 
The cases were adjourned. At the same hearing, Mr. Webber 
appealed for a clerk in the electricity department, who_said 


he only weighed seven stone, and measured 97 in. round the: 


chest and 99 in. expanded. It seemed he had been rejected 
twice, and he did the whole of the clerical work with the 
assistance only of a boy and a girl. A fit clerk had joined 
the Army, and the removal of this man would impose serious 
extra work on the engineer. The clerk’ was measured before 
the Tribunal. and his chest was found to be 32 in. expanded 
according to the Military Representatives measurement. 
Exemption to January Ist was piven. 

Investments in Belligerent Countries.—. fresh example 
of the inconvenience resulting from the holding by non- 
belligerent countries of electrical investments im = countries 
which are now engaged in war is afforded by the Bank fur 
Elektrische Unternehinungen, of Zurich, although it has to 
che remembered, that the bank was formed originally by the 
Berlin A. E.G. At the recent. general meeting of this institu 
tion the chairman stated that the Italian Government. had 
just placed the Officine Efettriche Genovesi. of Genoa, and 
the Unione Italiana Tramways Electric, of Genoa, under 
State supervision, which represented an easy sequestration, 
and the Government official was continually informed of the 
course of the business and would prevent any payment to 
hostile countries. The. bank had asked for the diplomatic 
intervention of the Swiss Federal Council against this 
ineasure, because both of the Genoa undertakings were essen- 
tially of an Italian-Swiss character. Out of the 80,000 shares 
issued Бу the Officine Elettriche, the chairman remarked that 
30.000 were in Italian possession, 19.950 were in the hands of 
the bank, 26.000 in other Swiss ownership, 2,000 in countries 
which are friendly towards Italy. and only 1,200 in German 
hands. The Teutonic holding in the Unione Italiana was also 
inconsiderablé, and the German members of the directorates 
of both companies retired from the boards prior to the war. 
Proceeding to discuss the situation of the Russian invest. 


Apollo . 


. of 45 years of age. 


ments, the speaker stated that the suspicion that the Petro- 
grad Electric Light Co. of 1886 was a German undertaking 
had been removed, but the work of clearing up the matter 
had to be again commenced, owing to the frequent change of 
ministers. The hope, however, was justified that the com. 
pany would overcome the present difficult period. The presi- 
dent also referred to the Imatra Co., and said that the ere. 
tion of the works was impossible under existing circumstances 
in Russia. The Roumanian undertaking—the  Eleetrica of 
Buchares —had been placed under Government supervision: 
its area of supply was "not yet” included in the zone of 
war. In conclusion, it was mentioned that large reductions 
in the yield on the Gerinan investments were not to be ex. 
pected, whilst the Swiss undertakings were In a very satis- 
factory position. 


Exemption Applications.— l he Smithheld Markets Elec. 
tric Supply Co., Ltd., appealed at the City of London Tribunal 
on behalf of 16 of their employés. The men in question were 
J. Anthony, 29, married, wireman’s mate; W. Н. Allemande, 
shift engineer, 22, single; J. I. Biggam, shift engineer, 99, 
single; E. A. Copelin, driver, 26, married; W. H. Harper, 
shift engineer, 34, married; F. H. Tutt, foreman and meter 
reader, 95, single; T. F. Austin, installation and fuse atten- 
dant, 36, married; T. G. Deller, assistant driver, 40, single; 
Н. J. Lazenbury, driver, 39, married; P. FP. Roberts, shift 
engineer, 27; J. Richardson, wireman’s mate, 27, married: 
С E. J. Stevens, wireman, 29, married; E. W. Warren, 33, 
married; S. Hidson, 36, married; A. E. Bonsor, 28, and J, 
O'Connell. | 

Mr. James (Clerk to the Tribunal) said that there had 
been a fire on the company's premises, and this had thrown 
the whole thing into confusion. Mr. Powell, for the com- 
pany, said the fire had wrecked their station. They appealed 
for these men because they were engaged on work of public 
utility, and every man was absolutely necessary for the carry- 
ing on of that business. 

-The Chairman (Mr. Cole) said that these men were of 
military age, and in this combing-out process the company 
must get some men who were not of military age. 

Mr. Powell said that they had tried to get shift engineers 
by advertisements and other means, but really could not get 
men. The only way they could get shift engineers now was, 
apparently, by taking them from other stations, who would 
then be placed in the same position. "The electrical papers, 
he said, contained thousands (sic.—EbDriTOnS) of advertisements 
for. shift engineers. The company employed three drivers, 
but they had lost one who had unfortunately been killed by 
an explosion in February, and another had been away owing 
toran accident. As а result of the fire, Mr. Powell said, 
Smithfield Market was now practically in darkness. 

Mr. Davis (a member of the Tribunal) said that if the 
place was wrecked they could not possibly be employing 
these men. | 

Mr. Powell said it waa a question of getting a reinstate- 
ment of all the electrical part of the business, and he could 
not say how soon it would be possible to do all this. He 
was afraid he could not get any definite promise of delivery 
at all. Every one of these men were employed in the station. 


. They could be doing work and the actual delivery of some 


of the goods might possibly be postponed some time, but as 1t 
was now, the station was in such confusion that the men 
were employed not only in the day time, but at night аз 
well so far as it was physically possible. The company made 
their own power. Гһеу had five oil engines more or less 
constantly running, and they also had a reserve supply, which 
was called upon by means of four motor generators, through 
which they could get supplies from other companies. 
It was their object to restore the station as far 9 
possible and as soon as possible, and if the Tribunal would 
give them time they would in all probability be able to rc 
place every one of those men. Practically everything had 
heen destroyed except the engines themselves. Сопіт, 
Mr. Powell said that all these men had their separate Wos 
at the present time, and the Chairman said that might be 
so when the machinery was running, but not when they 
were trying to put the place in order. m 

It was stated that the recommendation of the Militar: 
authorities was that seven of the men should be postpone 
till Mareh 8th. one for two months, and that the rest should 
so. The Tribunal. however, decided to adjourn the E 
for a month, the Chairman remarking that possibly half ‹ 
these men might then have to go. 1. ы. 

At Shettield, the Wolf Safety Lamp Co. applied for ge 
tion for J. L. Conway, 34, works manager; R. 8. Harvey, E! 
married, and W. Robson, 28, single, electricians. p 
tion until December 31st was granted to Conway, tO aig 
until November 30th, and Robson’s application We = 
allowed. NE ЕУ. 

At Farsley Tribunal, the Morley Electrical, Engine 3 
Co., Ltd.. appealed for Harold Moor (25, married), 1c00 | 
Magson (30, married), John Hartley (36, singlé). and tified 
Platts (37, married), on the ground that they were 10 zs agi 
occupations. In reply to an observation by а me™ е 
the Tribunal that Moor, at 25 vears of age, was rather phe 
to be a foreman, Mr. W. Summerscales, representing 


: industry 
company, reminded the Tribunal that the electrical en 
itself is young. There was, he said, no picking UP industry 


A workman who learned the 177 and 
under the old régime was little uss now, as the methods 
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almost everything had completely changed. Conditional 
exemption to December 31st was granted in each case. 

At Shiplev Tribunal, Richard Lindley, electrician, said he 
employed four men, all of whom were ineligible. He had 
attested for the Navy, but his papers had been returned. 


They had said there must have been some misapprehension, * 


as there was no right of appeal for men attested for the 
Navy. He said he had tried through the Labour Exchange 
to secure direct exemption because of the nature of his trade, 
and had been recommended to apply to the Ministry of 
Munitions. After two applications there he was told it was 
no use asking for badges when he had an appeal pending 
Until he got the appeal settled the request would have to 
he refused. Postponement to February 28th was allowed. 

Shefiield Tribunal has granted exemption until December 
1156 to Mr. A. B. Gott (35), electrical engineer, who appealed 
on business grounds. 

At Folkestone, an appeal was made by Е. О. Cox, elec- 
trician at the Pleasure Gardens Theatre, it being urged that 
it was essential for the safety of the public that a skilled man 
should be in charge. He was engaged when the installation 
was put down, and had been in charge ever since. A month 
was granted. 

Ilfracombe Tribunal have granted exemption until March 
Ist to Mr. A. H. Friend, electrical engineer, who is passed 
in Class Cl. 

At Torquay. the Corporation electricity department ap- 
pealed for an employé passed for C3. Mr. Keenan, assistant 
electrical engineer, said that the man was of much greater 

value to him than he would be in the Armv, on account of 
his physical condition, and he urged conditional exemption. 
0n the recommendation of the Military representative exemp- 
tion was given until January Ist. 

Before the Surrey Appeal Court, the Military appealed 
against exemption granted at Godalming to A. G. Mitchell 
(21), shift engineer with the Urban Electric Supply Co.. Ltd.. 
on account of age and the man not being in a certified 
occupation. Mr. Robertson, for the company, said that he 
had been unable to replace the man. Mr. Skeet: Have vou 
tried at the various polytechnics”. Surely there are a lot of 
young men in training there. Mr. Robertson: No; we are 
not allowed to employ anvone under 16 vears of age. He 
added that Mitchell was paid 24s. рег week and the bonus. 
Mr. Poulter: And do I understand that this man is doing 
, what is generally done by two men? Yes. The Chairman 
and Captain Gerahtv both expressed the opinion. that if 
better wages were offered another man could be found, but 
Mr. Robertson said if he offered £3 a week he would not 
get anyone. Captain Gerahty: If you advertised for a СЗ 
man who is no use as a clerk, and offered proper wages, you 
would get someone. The appeal of the Military was allowed. 

The Chiswick Electric Light Supply Co. appealed at Abery- 
stwyth for extended exemption for E. R. Chamberlain, shift 
engineer. Tt was stated that before the war five men were 
engaged at the Aberystwyth works; now there were only two 
besides the manager, and if Chamberlain was taken it would 
be impossible to supply the town with current. The two men 
worked from 8 a.m. to midnight. The two apprentices thev 
had could not possibly undertake the work. Abortive efforts 
liad been made to find a substitute. The application was 
refused on condition that the calling up is not before January 
Ist. 

Mr. С. Hitehens. of Holloway, appealed at Bath for his 
brother, F. J. Hitchens (38), electric fitter. On account of 
the classification, the appeal was withdrawn without pre- 
iudice, subject to Hitchens Joining the St. John Ambulance 
Brigade. 

Conditional exemption, owing to his being in a certified 
occupation, has been granted to Mr. W. A. Harwood, elec- 
trical engineer, of Hebden Bridge. 

At Rugby, exemption was claimed by Mr. W. Н. Linnell 
for Н. W. Gilbert (23), electrician and wireman, passed for 
labour at home. He was, it was stated, the only man left 
in the electrical department, which would have to be closed 
down if he went. The Chairman observed that the firm had 
done very well, and exemption until January Ist was allowed. 
А Military appeal against temporary exemption allowed to 
Mr. Linnell, jun., was withdrawn, as he is entering the Army. 

An appeal was made to the East Sussex Tribunal against 
exemption refused to Chas. Winter (41 in January). elec- 
trician at the Albany. Hotel, Hastings, who. it was said, could 
not be replaced. The Court directed that the man should 
join up at the end of a month. 

Temporary exemption until March Ist has heen granted 
hy the Barnstaple Tribunal to G. W. Branch (29), electrician, 
who is passed in Class C 8. 

Gloucestershire "Tribunal have withdrawn an exemption 


certificate granted at Cheltenham to a driver, aged 28, en- . 


gaged with the Light Railway Co. The company has given 
up 64 out of 92 men, and the man was one of eicht left who 
could be trusted to drive a car up Cleeve Hill. The Chairman 
suggested that there should be fewer opportunities for the 
public to ride up Cleeve Hill. 

G loucestershire Tribunal has refused exemption to the work- 
ing partner (28 and single) in a Gloucester firm of electricians. 

At Rawmarsh, Mr. Brown, manager of the Mexborough 
and Swinton Tramwavs; appealed for two motor-men, aged 
respectively 24 and 89, and a t repalrer and general 
assistant in the car repairing depot. The two motor-men 


were conditionally exempted, ве they are not passed for- 


general service, and the other man was put puc for nine 
weeks for a medical re-examination. 

At Weston-super-Mare, absolute exemption was claimed by 
Mr. A. J. Kettle (33), electrical engineer, of Churchill. À 
month was allowed. 

At Axbridge, the Winscombe Electric Light & Power Co., 
Ltd., appealed for Mr. W. Hill Reed (38), engineer and secre- 
tary and general manager. The company, it was stated, sup- 
plied about 180 customers in five parishes. and the concern 
Was run not for private profit, but in the interests of the 
public, no dividend or directors’ fees having been paid. Mr. 
Reed took night duty, and looked after the engines and plant 
in alternate weeks. The Tribunal allowed six months! exemp- 
tion. 

cu Tribunal has refused. extended exemption to Mr. 

H. Steele (35), electrical engineer, and Western represen- 
ONE for a cable construction company. 

At Oxford, the Electric Tramways Co. appealed for exemp- 
tion for four drivers. The Military representative pressed 
for two of the men, and this course was adopted, two being 
conditionally exempted and two being refused any time. 

At Exeter, Mr. W. J. Hall, electrician, engaged at Exwich 
Laundry,. was allowed only 13 days’ grace for his place to 
be filled. The Military intimated that they had five substi- 
tutes available. | 

At Hastings, Mr. F. Wordley, electrical engineer, appealed 
for В. Merrifield (39), electrical fitter, claimed to be in a 
certified occupation. He was given conditional exemption 
without time limit. 

Before the Hants Appeal Court, on October 19th, the ч 
tary appealed against conditional exemption allowed to С. 
Spencer (20), with the Isle of Wight Electric Light & TAN 
Co., at Shanklin. Lieutenant Ward contended that a man 
of 20, who was an apprentice, could not be considered the 
hub of anv business, and the concern could surely be carried 
on without him. The manager of the works urged that 
Spencer was in a certified occupation. The certificate was 
eancelled, and three months’ exemption granted. 

At Ryde (Isle of Wight), Messrs. Ashton & Holt, electrical 
engineers, appealed for W. White (24), electrical. wireman, 
the only man left with the firm. He was given until January 


19th, with leave to appeal again. 


At Gloucester, on October 18th, a firm of electricians ap- 


‘pealed for the 'only electrical wireman (40) left, who waa 


an original member of the Volunteer Training Corps. Seven 
men had enlisted, and the firm had several Government jobs 
in hand. Conditional exemption was allowed. 

Teddington Tribunal on October 17th granted exemption 
until December 16th to E. Eddey and W. Brandon, elec- 
tricians, appealed for by Mr. Langston Jones. 

At Walthamstow, on October 20th, Mr. С. К. Spurr, elec- 
trical engineer to the U.D.C., appealed for a trolley-head 
cleaner, aged 23, -апа said that he was extremely short- handed, 
and could possibly train a man to do the work in six months. 
Asked if it was not possible for discharged soldiers to do the 
work, Mr. Spurr Ed that he had tried three, and the result 
had been most unsatisfactory. The work was actually over- 
hauling. Exemption was refused. 

At the Deeside Military Tribunal, the Marquis of Aberdeen 
asked for exemption for Alex. Gordon, electrician, The Lodge, 
Tarland. In the opinion of the Advisory Committee this was 
not work of national importance. The Factor said they had 
tried a man who took funk at the engine and gave up the 
job. This was the only man round about the place. There 
was great danger jn doing the work with a new and inexperi- 
enced man. He asked for temporary exemption. ‘The claim 
was dismissed. 


LEGAL. 


REMY MAGNETOS DISPUTE. 


A DISPUTE with regard to the sale in this country of the Remy 
magnetos manufactured by the Remy Electric Co., of America, was 
settled before Mr. Justice Darling in the King's Bench Division. 
Mr. Walter H. Johnson and the Imperial Motor Industries, Ltd.. 
were sued by Smith & Sons (Motor Accessories), Ltd.. for an alleved 
breach of a contract by which Smith & Sons were to have an 
exclusive agency for the sale of the Remy magnetos in England. 
It was allezed that the defendant company had induced Mr. 
Johnson to break his contract with the plaintiffe, and conspiracy 
was alleged. "The contract was disputed and the conspiracy denied. 
Mr. Gordon Stewart. K.C., and Mr. Charles Doughty appeared for 
the plaintiffs. and the defendants were represented by Sir John 
Simon, K.C., Mr. Ernest Pollock, K.C., Mr. Neilson and Mr. Douglas 
Hogg. 

In the course of the case MR. STEWART stated that one result of 
the defendants’ action was that on certain maznetos purchased by 
the Mechanical Transport Department of the War Office the 
plaintiffs would have made a profit of £11,775, whereas the 
defendants’ margin of profit was £25,000. 

At the conclusion of the plaintiffs case his LoRDSHIP held that 
there was no evidence of conspiracy, and that there was no case to 
wo to the jury against the Imperial Motor Industries. 

On that holding the partie? agreed that judgment &honld be 
entered for the plaintiff eompany against Mr. Johnson for an 
agreed sum, 
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ELECTRICAL COMPANIES LITIGATION, 


THE action by the British Thomson-Houston Co.. Ltd.. against. the 
A. and A. Electrical Co., Ltd.. which stood third in the list of cases 
to be heard by Mr. Justice Sargant in the Chancery Division. was 
mentioned to his Lordship on Thursday. last week. on an application 
to fix aday for the hearing. Counsel for the defendants applied 
that the case should not be taken before November Sth. the reason 
being that Mr. Dane. the solicitor for the defendants, had been 
called up on military service, and it was necessary for some one to 
take up the case; and that Mr. Russell Clarke. counsel for the 
defendants, was at present on Admiralty service. and hoped to he 
free in three weeks' time. 

Mn. Gray, for the plaintiffs, assented. and his LORDSHIP acceded 
to the application. 


WORKS MANAGER FINED. 


WE read in a provincial paper that at a northern town. on Satur- 
day. the manager of a works envayed on the production of war 
material was fined ¢10 and costs for failing to have a responsible 
person in charge to receive official messaves. The chief constable 
said the firm promised to comply with the conditions attached to 
exemption. Оп a particular night no reply was received to tele- 
phone calls to the works. which were later found to be closed. 
The nezligence of the defendant in not informing the police might 
п үе led to endless confusion. 


^ 


TAMPERING WITH A FUSE Box. 


AT the Highgate Petty Sessions last week. before Mr. Walter 
Reynolds and other mavistrates, Frederick John Beaumont was 
summoned for wilfully injuring a fuse-hox and other electrical 
fittings belonging to the Hornsey Corporation. 

Mni. TATHAM. for the Hornsey Borough Council. said that about 
eight oclock on the night of the 2nd inst. Mr. Staniland. the 
borough electrical engineer. noticed at his private house that the 
light was “jumpy,” апа, thinking something might be wrong. he 
telephoned to the works. The same thing had been noticed there. 
and the staff were on their guard. Abont 9.40 pan. defendant rang 
up to say his fuse had “gone.” and h> asked that a man might go 
round to put it right. Having revard to the fact that there was 
something wrong with the light. he was told that a man cou!d not 
b» sent that nieht but that опе would call in the morning. On the 
following day an inspector called and found the Councils fuse-box 
had been broken open. There were two fuse-boxes : a consumer 
might touch his own but not the Council's. There was a red notice 
stating that this was the property of the Council and must not 
be interfered with. To do so might cause very serious damage ; it 
might put out the electric lighting of that part of the district, and 
some hours might elapse before it could be put right. 

Giving evidence in support of this statement, MR. STANILAND 
said that on the following day he called on Mr. Beatnnont. who 
admitted he had put a fuse in the box, which was badly knocked 
about and burnt. Explaining what occurred, witness said that 
defendant's fuse had " gone." and then apparently the Councils. 
The latter was of fine wire for safety ' s sake, but defendant had put 
in a dangerously thick wire and actually soldered it. When the 
fuses went defendant would have no supply, and he tried to restore 
it. The variations of the pressure on that circuit were due to his 
inexperienced manipulation of the fuse. The cost of repairs! &c.. 
had been £2 7s. 73d., aud that ot keeping an engine running and 
extra time of the staff—as it was thought there was mains 
trouble-- £1. 

Mr. R. Moritz. chairman of the Electricity Supply Committee 
of the Council, said they had had several of these cases during the 
six vears he had held the position. and they were reluctantly com- 
pelled to bring a case to court. 

The CHAIRMAN : We feel that this is a serious matter. and we 
must inflict the full penalty of £5. 

The CLERK doubted whether the mavistrates could also order 
the payment of the £3 75. 72d. on that summons. 

Mr. TATHAM said that as the penalty would vo to the Council 
he was content. end he did not ask for solicitor'a co-ts.- -Hornsey 
Sournal, 


A DEAL IN MARCONI SHARES, — LITIGATION AT AN END. 


AN action which has been pending for a long time in the Chancery 
Division over a deal in a large block of shares in the Marconi 
Wireless Telegraph Co. of America was settled on Monday. Mr. 
Justice Sargant was to have heard a motion on that. day. in which 


the defendants to the action (Mr. Godfrey Isaacs. Mr. G. Marconi. 


and the directors of the Marconi Wireless Telegraph Co.. Ltd.) 
were to apply to the Court to strike out the statement of claim in 
the action on the vround that it showed no reasonable canse of 
action. The plaintiffs who were respondents to this motion were 
Mr. Locker-Lampson. M.P.. and Lieutenant Wright. «ning on behalf 
of themselves and all other shareholders of the Enslish Marconi 
Co., except such as were defendants, The object of the action was 
to secure to the shareholders the benefit of the “deal.” Among 
counsel bricfed in the case were Mr. P. О. Lawrence, K.C.. Mr. 
Upjohn, K.C., Mr. Romer, K.C.. for the plaintiff respondents : and 
Sir J. Simon. K.C.. M.P.. Mr. Gore-Browne. K.C., Mr. Е. Russell. 
K.C.. Mr. Tomlin, K.C.. and Mr. Maugham. K.C.. for the defendants 
and applicants. 

Мк. GoRE-BROWNE had just opened the motion in his charee. 
stating that there were several others all exactly the same, when 
he was interrupted by a communication, and he broke off his state- 
ment. and told the Jwlre that the case had been settled by the 
parties outside the Court, od 


Mr. UPJOHN said no word of a settlement had reached the 
other side. | n 

Str J. Stmon. who had just come into Court. said an arrange- 
ment had been come to by the parties, for which none of the 
counsel in the case could be charged with any responsibility. They 
had arranged, subject to his Lordship's approval, that the action 
&hould be disposed of by an order, such as the motion asked for, 
staying all proceedings on terms agreed. 

An order was made as asked. ` 


STUBBS r. BRITISH ELECTRICAL FEDERATION, LTD. 


THE British Electrical Federation, Ltd.. wereon Monday defendants 
in an action by Mr. John Stevenson Stubbs. an advertising con- 
tractor of Liverpool, heard before Mr. Pollock, one of the High 
Courts Official Referees, in which he claimed a balance of commis- 
sion upon certain advertising contracts obtained by him for the 
Federation. He also asked for an account of moneys received on . 
account of advertisements up to the date of the determination of 
his contract. The terms of the plaintiff's contract with the 
defendants were that he was to receive a salary of £400 a year and 
commission at the rate of 5 per cent. upon receipts up to £4,000 a 
year, above £4,000 and up to £7,000, 4 percent., above £7,000, and 
up to £10,000, 3 per cent., and over £10,000 21 per cent. The 
employment came to an end ір *1914, and plaintiff alleged that he 
had not been paid the full commission as agreed. Since the action 
was commenced the account claimed had been furnished to the 
plaintiff, and the question between the parties was whether con- 
tracts made during the three years of engagement continued 
chargeable to commission after the three years had expired. 
Evidence was called on both sides. and, in the result, the Referee 
found that the plaintiff had received all the money due to him, 
and gave judyment for the defendants, with costs. 


BUSINESS NOTES. 


Catalogues and Lists — BRITISH WESTINGHOUSE ELE- 
TRIC AND MANUFACTURING Co., LtD.. Trafford Park, Manchester. 
—Three new publications : Supply List No. 150/0 gives particulars 
and prices of electric cooking and heating apparatus and “ Utility " 
motors: Supply List No. 181/2 contains illustrated descriptions 
and prices of electric vacuum and suction cleaners (" Premier." 
"Imperial." " Little Briton.” "Simplex." and " Briton“): and 
Control Catalogue No. 76/1B. dealing with resistance units for 
alternating or direct eurrent circuits. 

GENERAL ELECTRIC Co, LTD. 67. Queen Victoria Street. 
London, E.C.— Folder. giving illustrations and prices of a series of 
the “Good Citizen ` anti-Zepp. lamp shades. These shades are 
of cardboard. and instead of being fixed to the lampholder. are 
held by cords, which are tied to the flexible wire above the lamp at 
the height necessary to screen the rays from the window. They 
are made in various sizes and shapes, and in various tints. The 
shades have been designed to meet the lighting regulations without 
shutting off more light than is absolutely necessary. 

"Z" ELECTRIC LAMP MANUFACTURING Co., LTD.. Southfields. 
London, S.W.—-New 82a:0n's catalogue (16 pages) of a wide range 
of “Z` drawn-wire lamps, from а pocket-lamp bulb to a 1,500- 
watt '' half-watt." Prices are tabulated of one-watt lamps, plain 
and twisted candle lamps, “ Zedlite" candles, traction lamps. train- 
lighting lamps; also half-watt lamps, motor-car type lamps..sign 
and illumination type, flashlight type. and ''Penlite ` pocket torches. 
Copies will be sent to anybody in the trade on application. 

THE ENDOLITHIC MANUFACTURING Co, LrD.. 614. Fore Street. 
E.C. List of articles made by the company. and coloured leaflet 
illustrating examples of metal and other labels for machinery. 
switchgear, and other purposes. 

CREDENDA CONDUITS Co., LTD., Chester Street. Aston, Birming- 
ham.---Two folders giving brief particulars and prices of (1) specia! 
lines in domestic electric heating and cooking apparatus: (2) 
Credenda conduits and fittings 

CROMPTON & Co.. LTD.. Chelmsford.-—20-page Projector list (P1). 
giving full particulars of their standard searchlight projectors of 
various types and sizes. The list is excellently illustrated. 


Bankruptcy Proceedings.—A. Е. Hawpoy, electrical | 
engineer. Gosforth. - Third and final dividend. 1s. #4. in the €. 
payable October 2th. at the Official Receiver's Office, 30, Mosley 
Street, Newcastle-upon-Tyne. 


Patent Restorations.—An order has been made restoring 
Letters Patent No. 13.719. of 1908. granted to J.C. B. Ingleby for 
“ Improvements in or relating to squirrel-cage rotors for induction 


motors and alternators: 
Orders have been made restoring the following Letters Patent 


granted to Carl Eloesser :—- * 
No. 22.472, of 1907. for “Improvements in power transmission 


gearing." | | 
No. 18,169. of 1908, for “Improvements relating ‘to endless 


metal driving-bands." 
No. 18,170. of 1908, for " Improvements relating to endless metal 


driving-bands.” 


Dissolution. —Ricnarps & RHODES, electrical engineers, 
Station Buildings. Keiehley.--Messrs. S. Richards & J. 8. Rhodes 
have dissolved partnership. Mr. Richards will attend to debts. Xe.. 
and continue the business under his own name, - 
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Trade Announcements.— MESSRS. SHERRINGTON, elec- 
tricians. have opened new showroom premises at 2214, Lord Street, 
Southport. 

THE MICA MANUFACrURING Co.. of Volta Works, Cazenove 
Road. Stoke Newington. N., write to point out that the Mica 
Manufacturing Co., which, as stated in our issue of October [3th. 
has been struck off the register, is a concern which ceased to 
exist many years aro. The ‘present company was in no way con- 
nected with that business. ' 

Mr. SHERARD COWPER-COLES. who has severed his connection 
with the Homogeneous Lead Coating Co., announces that he is 
carrying on his business at 1, French Street, Sunbury-on-Thiames. 


Book  Notiees.—' Income-tax in Relation to Госа] 
Authorities.” By F. Ogden Whiteley and W. Whittingham. Brad- 
ford: №. Byles & Sons, Ltd. Price 105. 6d. 

Веста Journal.” No. 4. Vol. II. October. 1916. 
Oakley House, Bloomsbury Street. W.C. Price 15. net. 
" How to Make Low-pressure Transformers." Third Edition. 
Prof. F. E. Austin. London: E. and F. N. Spon. Ltd. Price 2s. 

“Telerraphy.’ By T. E. Herbert. London: Whittaker & Co. 
Price 9s. net. | 


A Trade Bank in Spain.—A Bill is to be presented to 
the Spanish Cortes for the establishment of a bank for foreign 
trade. To be known as the Banco Espanol de Commercio Exterior, 
the objects of the new institution are to be:— The granting of 
credit to facilitate the export of goods of all kinds and the import 
of raw materials and accessories for agriculture: and the national 
industries : the discount, purchase and sale of international drafts 
in any currency: the opening of credits in foreign money for 
operations abroad: the nationalisation of acceptances and drafts 
resulting from the importation of foreign merchandise. warehouses 
and of free zones : the formation of information bureaus and com- 
mercial museums : the granting of loans for vuaranteeing vessels : 
and maritime insurance. The capital is to be not less than 
£1.500.000. to be subscribed by the banks and the public. -- 
Finuneiul Timex. 


Switching Examination.— Messrs. A. P. LUNDBERG 
AND SONS have just got out a new edition of their Exam. Folder. 
aforling particulara of their free examinations in electric-light 
switching. The unsolicited expressions of opinion from examinees 
given thereiri make interesting reading. and a reference is made to 
the 0921 opinions of central-station chief engineers. and professors 
and teachers, which appear in other of the firm's publications, 
which go to show that the subject of electric-light switching has 
fully justified its claim to be an important branch of electrical 
installation work. | 


For Sale.—Llandilo U.D.C. is offering a D.C. steam 
y-nerating set forsale. MESSRS. SHIRLAW ALLEN & Co. are shortly 
to sell by auction certain plant. material. &c.. under the winding- 
up of the Phoenix Electrical Co. and the Caledon Electrical Co. 
Particulars will be founfl in our advertisement pages to-day. 


London : 


By 


LIGHTING AND POWER NOTES. 


Áccrington.—W AGES.— The Electricity Committee has 
franted increased wages to certain employés. representing an 
averare increase of 20 per cent. on pre-war rates. : 

Barnes.— Loan | APPLICATION.— The U.D.C. is to apply 
t? the L.G.B. for permission to-borrow £2,000 for house services. on 


, ассолп{ of the £5.000 sanction for this purpose in January. 1914. 


Bingley.—PowkR CHARGES.—At а meeting of the 
District Council, last week. attention was called by Mr. Turner to 
the h‘gher charges for electric current for motive power at Bingley. 
a: со праге] with those at Keighley, the neighbouring town. He 
complained that. though £8,000 had been spent in equipment. all 
the department seemed to cater for was household consumers. It 
Was intimated that the matter would be put before the Electricity 
Com rittes for consideration. 


Bognor.—The Electricity Со. has intimated its decision 
to charge every consumer for a mirfimum of 20 units per quarter. 
The matter has come before the U.D.C.. which has referred it for 
cousideration to the Legal Committee. 


Bradford.—l.iNK1NG-v P.— The Electricity Committee has 
authorised Mr. T. Roles. the engineer. to attend the meeting to be 
held in Leeds, for the purpose of appointing a local Committee 
for the area in connection with the scheme of linking-up electric 
supply undertakings. | 


Continental. —G ERMANY.—It was officially announced in 
July that the Rheinisch Westfalisches Elektrizitütswerk had been 
granted permission by the Government to construct three 100,000- 
volt overhead mains in different districts. Although no reference 
to this matter is contained in the annual report for 1915-16 of this 
great undertaking for the supply of electricity and gas. it js stated 
that the 100.000-volt iron main leading to the district of Crefeld 
has been constantly in service since October. 1915. and it may. 
therefore, be assumed that the three new mains for the same 
voltage will also “be of iron or steel. The report mentions 
that the total connections of the company’s works and its 
‘esociated works of Berggeist. of Bruhl, the Bergische Works, of 


- 


. Reisholz, and the Bergische Works. of Lenner, increased from 


357,000 KW. in 1914-15 to 400.000 in 1915. of which 212,160 Kw. 
applied to the Rhein. Westf. Works. The number of glow lamp 
connections rose from 1.400.000 to 1,500,000, and the motors from 


.31.000 to 38.000 in the two years respectively, whilst the sales 


advanced from 293,000,000 KW.-hours to 388,118,000 KW.-houis. In 
addition. the sales of vas. which was supplied through a long-distance 
network of 127 miles. increased from 26.865.000 cb. metres to 
33.945.000 ch. metres, and 5.019.000 cb. metres of gas were also 
supplied by the gas works managed by the company. The net 
profits realised in 1915-16 reached £222.000. or approximately the 
same as in the preceding year, and the dividend at 8 per cent. on 
the ordinary share capital of £2.500,000 (apart from loans ot 
£1.820,000) is the same as iu 1914-15. А less important under- 
tuking--that of the Elektrizitütewerk Westfalen, of Bochum —nlso 
had a larger turnover in 1915-16. the sales having risen from 
43,776,000 KW.-hours їп 1914-15 to 45,150,000 KW.-hours last year. 
The net profits amounted to £26,000, as compared with £25.000 in 
1914-15. and the dividend is 6 per cent. as in the preceding year. 
The sales of the Hamburg Electricity Works increased to a still 
vreater extent —namely. from 43,453,000 Kw.-hours in 1914-15 to 
63. £17,000 Kw.-hours last year. but the net profits declined from 
£167.000 to £88,000, and the rate of dividend on the ordinary 
capital of £ 1.100.000 (exclusive of preference shares and loans of 
£500,000) receded from 11$ per cent. in 1914-15 to 6 per cent. last 
year. 

Russia.—According to the  Pravitelstvennei Vyestnik," a large 
electrical undertaking is being founded in Southern " Ester- 
bothnia," in which three towns and 28 rural districts are concerned. 
It is intended to form a company for carrying out the project. and 
to set up four stations for the veneration of electrical power. viz.. 
at Sturo. [listaro, Kurikka and Alavu. It is proposed to absorb all 
the small electrical undertakings at present existing in these dis- 
tricts. In the region covered by the operations of the new com- 
pany there are many waterfalls and extensive peat deposits which 
will make it possible for power to be generated at a moderate 
price.--- Board of Trade Journal, 


. Eastbourne.—Bontses.—The whole of the Corporation 
electrical staff is to receive an additional war bonus of a Is. per week. 
This will entail an additional expenditure of approximately £58 per 
annum, and a total increase under this heading since the com- 
mencement of the war of approximately £250. 


Elland. — Prick Increase.— The U.D.C. has inti- 
mated that the price of electric current will be increased to 4d. per 
unit for lighting and for power purposes by 7} per cent.. making a 
total advance of 20 per cent. 


Glasgow.— PLANT SuogTAGE.— The chief engineer of the 
electricity department reported that the position of the department 
was getting serious. owing to shortage of plant to meet the con- 
tinually increasing demand. The load this winter would call for 
the simultaneous use of practically the whole of the generating 
plant belonging to the Corporation. including the Pinkston power 
station. The installation of additional boiler plant in Pinkston 
station would enable the department to get throuzh the winter of 
1917-15, but generating plant of the size which must now be 
bought would take at least two years to get installed and running. 
The Committee was aware that in November, 1911, a site for a new 
venerating station was purchased at Dalmarnock Bridge. It was 
agreed that this new station should be proceeded with in the 
bevinning of 1914. with a view to having the new works running 
during the winter of 1916. In March and August, 1914, offers were 
accepted for clearing the ground and for foundations for part of 
the works. On the declaration of war the Corporation decided that. 
beyond completing the contraets which had already been placed. 
the erection and equipment of the works should be postponed. Th: 
department had now. however. arrived at a stage when it appeared 
to him that the Committee must. instruct him to stop connecting 
new consumers, or empower him. if new consumers were to be 
connected, to withdraw the supply from them during the winter 
months, or proceed with a portion of the new generating station at 
Dalmarnock. ‘Mr. Lackie appended a statement showing the 
maximum demand, plant capacity. and amount of spare plant in 
other undertakings. municipal and company-owned, whic were 
comparable to Glasgow. as follows :— 


Maxinium Plant Percentage 
Name of town, demand. capacity, kw. Spares. of spares. 
Glasvow ... 50,000 51.520 4,520 9705 
Birmingham 33.000 41.505 8.500 253 ©, 
Edinburgh 11.400 20.390 8,990 80 9o 
Dundee 14014 16.500 0,480 120 % 
Leeds А 16.700 206.600 9.900 60 95 
Liverpool ... 23.511 14.600 21,089 90 95 
Manchester 49.807 57.300 1.103 17 95 
Sheflield 23.018 206.000 2.382 10 % 
(Companies, 
Charing Cross... 12.664 260.450 13.816 100 9% 
Central 10,443 19.692 9.252 w 95 
Chelsea... 19.739 30,000 10,261 50 Ф, 
City of London 13,700 20,300 6,600 50 96 


The Committee has been empowered to proceed with the fourth : 
part of the Dalmarnock scheme, representing an addition of about 
40.000 Н.Р. of plant. 


Halifax.—W AGEs.— The T.C. has been recommended to 
grant a war bonus of 4s. per week. on certain conditions. to eni 
playós of the electricity department, 
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High Wycombe.—Ptusiic LiagriNc.— Те Electricity 
Committee has accepted the offer from the T.C. of €100 per quarter 
for public lighting (owing to the restrictions), and 15s. per lamp 
por quarter for each lamp lighted. subject to the present contract 
being renewed for not less than seven years from the date of the 
removal of the restrietions. The Council has decided. not to con- 
sider the question of renewiny the existing contract at the present 

ime. 


Huddersfield. — Prick — INcREAsE. — The Corporation 
electricity departinent has intimuted an increase in the price of 
electricity to all consumers of a further 124 per cent. on pre-war 
rates for the quarter expiriny at the end of the present year. 


India.—Definite. progress has now been made with the 
electrification of the pumping plant at Hesserrhatta, so far as the 
Bangalore City side of the scheme is concerned. It is understood 
that, the present steam system will be replaced before the end of 
the official vear. A return on capital outlay of as much as 30 per 
cent. is anticipated. that is. having regard to the saving on wood 
fuel. or a saving all round of fully 60 per cent.. if. and when. the 
Station Municipality joins the scheme.—/adian Engineering. 


Keighley.—A recommendation to expend £2,000 on the 
provision of E.H.T. cable for the electricity supply undertaking is to 
he made to the T.C. 


Kilmarnock.— EXTENSION or SUPPLY.—A number of 
applications have been received by the Corporation electricity 


department for a supply of electricity for lighting from intending. 


consumers in Troon, and the manager is negotiating for an over- 
head line extension. 


London.—^T. Pancras.—The Electricity Committee 
has declined to share the expense of changing over the University 
College supply from 110 to 220 volts. 

The Committee has authorised the substitution of further are 
lamps by 100 half-watt lamps. at an estimated cost of £325. 

Application is to be made to the L.C.C. for sanction to the 
borrowing of 11.934. the estimated capital expenditure on the 
electricity undertaking to March 3186, 1917. 

The Committee has arreed to a general increase in wages of the 
electricity employés for the period of the war. 

SOUTHWARK. The borough engineer is to purchase a new motor 


for the crushing plant at Manor Place depót. at not exceed- 
ing £150. 


Manchester. —DAYLIGHT SavIxG.—The returns of the 
electricity department on the effect of the Daylight Savings Act 
show that for the quarter ended September 30th, the actual con- 
sumption for lighting purposes increased bv 6 per cent. on units 
supplied. The consumption for power purposes increased to an 
enormous extent. The fact that more electricity should be used 
for lighting purposes despite the extra hour of daylight as compared 
with the same period of 1915 is interesting. snd it is difficult to 
account for it unless it is due to an increase in fhe number of 
householders using electricity for lighting purposes only. 


Morocco.—The plant at the central station in Tangier, 
of the Compania Trasatlantica, has recently been increased by the 


addition of a 200-H.P. Sulzer-Diesel engine and а 135-KW. 
generator. 


Perth.—BoNrsEs.— The Corporation Electricity Com- 
‘mittee has granted a war bonus of 2s. per week to the employés at 
the electricity station. 


Southampton.—PRorosEp  ExTENsIONs.— The borough | 


electrical engineer has drawn attention to the necessity of 
preparing a scheme of boiler extensions. and has been authorised 
to prepare such а scheme. Іп view of experience as to the heating 
of stored coal. a drift had been eut through the large heap. 
which was found to bein good condition. The Council has in stock 
about four times as much coal as in normal times. 


Swansea.— he manager of the Municipal Markets is to 
confer with the borough electrical engineer as to the fitting up of 
lights to the stalls at present without lights. The chairman of the 
Electricity Committee. with the borough officials. is. if necessary. to 
interview the L.G.B. to obtain sanction to expenditure essential to 
carry out an extension of plant at the generating station. 


Tynemouth.— The electrical engineer has advised that it 
was not necessary to take any action in regard to linking-up. in 
view of the existing agreement with the Newcastle Electric Supply Co. 
with regard to bulk supply. In view of the demands on that com- 
pany, it has been considered desirable to prepare the Corporation's 
plant for running. 


Walkden.— ELECTRIC Pumping PLANT.— An electric 
plant having been installed at Ellesmere Colliery, Walkden, the 
Roughfield Colliery, a short distance away, which has been used 
for pumping purposes for over 20 years, is now being dismantled. 


Weymouth.—PRicE Ixcrease.—The Т.С. has increased 
the price of energy from öd. to 6d. per unit, es from October 1st. 


/ 


TRAMWAY and RAILWAY NOTES. 


Accrington.— ACCIDENT.—Last week a collision oceurred 
between a Blackburn car and a single-deck bogie car, causing the 
service between Accrington and Church to be disorganised for some 
time, though no one was mjured. | 


Blackpool,— Figures placed before. the Trainways Соп: 
mittee show that the receipts are still on the up-grade as compare] 
with last vear. For the period from September 15th to October 
12th. the receipts were £9,068, an increase of £1,266 over the 
corresponding period twelve months ago. The aggregate for the 
year to date was £74,577, against £61,180 last year, an increase of 
£13,396. 


Bolton. — Wacks. — The Tramways Committee has 
declined to accede to an application by he employés for an advance 
of 3d. per hour in waves. 


Bradford.— W AGEs.— The recent decision of the Brad- 
ford Tramways Committee to refer to the Board of Trade. under 
the Munitions Act. the demand of the tramway employés for 
al anced wages, which would involve an additional charge of 
about £21.000 a year to the department, was opposed at last week's 
inecting of the City Council. and the chairman of the Tramways 
Committee agreed to the minute being referred back for further 
consideration. It now transpires that the matter is being left for 
the new Committee, which will be appointed next month, to dea! 
with. 

The tramways Committee, in view of he shortage of labour and 
other conditions of the time. has recommended that the general 
manager (Mr. C. J. Spencer) be given liberty to curtail car 
services as he may think fit. ME 


Edinburgh.—TRoLLEY System ReECOMMENDED.—Tie 
Sub-Committee appointed by the Corporation Tramway Committee 
to consider the system of traction to be installed on the expiration 
of the present companys lease in 1919, has reported in favour of 
the overhead trollev system as the best. most reliable, convenient. 
nnd economical solution of the city's transit requirements, 


Leeds.— MINERAL TRAFFIC.—In connection with recent 
nevotiations between the Tramways Committee and the Leeds Fire- 
clay Co in respect of a proposal that the tramways should convey 
material between the company's Cardigan Pit and its works at 
Wortley. the Tramways Committee last week appointed a Sub- 
Committee to conclude arranvements with the company for the 
construction of a light railway and the conveyance of materia! 
between the points concerned. 

A B. of T. arbitrator, to whom was referred the question af 
wages and war bonus for tramway workers—particularly the 
women conductors—-has decided against the application of the 
women to be placed on the same sliding scale of wages as the men. 
the Council's decision here being upheld; but in regard to war 
bonus. which the Council refused to the women, the women ar 
awarded half of the 3s. per week now paid to men, so far as con- 
cerns women of three months’ service, and the full bonus for 
women with 12 months’ service. The payments are to be retro- 
spective from the time of qualification. The Corporation s refusal 
was based on the standpoint that the women were temporary 
employés., 


Rochdale. — WIND SCREENS. —The Tramways Committee 
has decided. after consideration, to take no action at present in the 
matter of fixing screens on the cars for the protection of the 
drivers in bad weather. The Committee has, however, expresse! 
its willingness, as an experiment, to have, later on, screens fixed to 
one or two cars on the Bacup section. 


Swansea.—The agreement has been completed between 
the Tramway Co. and the Corporation relative to the supply of 
electrical energy by the Corporation to the tramways worked 07 
the company. The Electrical Committee states, in regard to 
linking-up. that by the arrangement with the Tramway Co. it has 
already done much in this direction, and is endeavouring to make 
similar arrangements with other large independent customers. 


—— 


TELEGRAPH and TELEPHONE NOTES. 


Blackburn.—The change from the manual to the auto 
matic telephone system was accomplished at Blackburn last week 
in the quick time of 70 seconds. There is now inter-area exchange 
with Accrington. and this is the first instance of two towns being 
thus put into automatic telephonic communication. 


Mauritius.— The telegraph money-order service will be 
extended to Mauritius on November Ist. 


Russia.—Negotiations are reported to be in progres 
between the Russian Post and Telegraph Department and tbe 
Swedish-Danish-Russian Telephone Co. with regard to the purchas 
hy the State of the telephone exchanges in the Moscow es 
the concesaion for which will shortly expire and is not 10 59 
renewed, 


————— 
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The King's “Our Day" Message.—In connection with 
"Our Day ` (October 19th) the Eastern Telegraph Co. circulated 
the King's message from the Red Cross headquarters free of all 
cost to every place where the " Eastern " flies its flag. The Western 
Union and Commercial Union Cable Companies acted in a similar 
spirit in connection with the circulation of the message to the 
Dominions, Colonies, and dependencies served by their lines.— 
Financial Times, i 


The Telegraph and A.C. Traction.—In the Annales des 
Postex, Telégraphes et Télephones. M. Marius Latour describes the 
system which he proposed in 1912 for overcoming the disturbances 
produced in telegraph lines in the neighbourhood of A.c. railways, 
and which has been installed on the system of the Compagnie du 
Chemin de Fer du Midi, with the collaboration of Messrs. L^ 
Boucher and Delpy. The essential features of the system are :— 
"hunting the receiving apparatus, preferably in front of the key. 
with a resonating circuit capable of side-tracking the disturbing 
currents, in combination with the insertion in series with the 
receiver of an impedance of suitable value to increase the etfect of 
the resonating shunt circuit ; putting in series with the telegraphic 
line a suitable impe dance ‘capable of reducing the disturbing 
currents and permitting the passage without deformation of the 
signalling currents ; and. distributing the latter impedance alony 
the whole length of the line in order to reduce the maximum 
potential difference between the telegraph line and earth.— (renie 
Civil. * 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Àustralia.—SYyDbNEY.—January 22nd, 1917. Electrical 
plant (converter, battery, booster, and switchboards) for the 
Castlereagh Street sub-station. for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall." 

January Sth. Municipal Counci? Electric Lighting Department. 
33,000-volt switchgear. B.L. Depirtment, Town Hall Specifica- 
tion 10s. 6d.* | 

MrELRBOURNE.—December 11th. City Council. Supply and erection 
of coal transporter plant. See " Oficial Notices" September 15th. 

PERTH.— November Sth. P.M.G. Accumulator parts (Schedule 
527 W.A.). 

SOUTH AUSTRALIA.—November 15th.  P.M.G.s Department. 
Automatic switchboards and all associated apparatus, for telephone 
exchanges, Brighton and Glenelg. 

New South WALES.-- Tim» for sending in tenders for 50-ton 
electric overhead travelling crane for Yarra Street power-house, 
Newcastle, extended to January 3rd.* 


November 11th. 


Bradiord. Stores for the Tramways 
Department. Tramway Offices, 7, Hall Ings. Deposit €1 1s. 
(returnable). 


Dublin —November 2nd. 
(Ireland ). 
several electrical items). See 


Great Northern Railway Co. 
Contracts for general stores for 12 months (including 
“ Official Notices " October 13th. 


Six months’ 
Particulars 


Glasgow. — October 28th. Corporation. 
electrical material for the Cleansing Department. 
from Mr. W. Greig, Superintendent, 20, Trongate. 


Grenada.—Government. Time for sending in tenders 
for electric supply at St. George's and suburbs is extended to 
December 31st. Tenders to Colonial Secretary, Grenada, British 
West Indies. 


Johannesburg.—Nov — 13th. . South African Rail- 
ways Administration. E 778 tungsten drawn-wire lampa, 19, 141 
solid-drawn tungsten lamps, and 2.412 carbon-filament lamps.* 

November 20th. Corporation. 500 or 1,000 trolley wheels for 
tramcars (Contract No. 181).* 

November 27th. Corporation. 1.000 sets of single-pole. ironclad 
house-service cut-outs (Contract No. 187).* 


Manchester.— October 30th. — Low-pressure water and 
exhaust-steam pipes and supports at Bloom Street generating 
station. Specifications from Mr. Е. E. Hughes, Secretary. Elec- 
tricity Department. Town Hall. 


Newport. — November mh Corporation. 
verters and switchgear. See" Official Notiees " 


New Zealand.— DU NEDIN.— 
generator, accessories and вране 
Street, Dunedin.* 


Rotary con- 
to-day. 


January 24th, 1917. Motor- 
City Electrical Бшш Market 


Stores fot the 
Particulars from the Tramway Manager. 


Wolverhampton. — October 30th. Wiring installation 
(400 points), Bushbury, for Mesars. Macfarlane & Robinson, Stafford 
Street, Returnable deposit of £1 1s. 


Walsall.—November ith. ` Corporation: 
Tramways Department. 


ications for the items marked * can be seen at the Board 


rade Commeraial Intelligence Branch in London. 


, £51 5s. and £27 10s. respectively. 


the Straits Settlements, Hong: 


CLOSED. 


Glasgow.—The Electricity Committee has empowered 
Messrs. Train & Taylor to proceed with the construction of the 
outfall culvert at the new electricity generating station at 
Dalmarnock, at a cost of £8.500. 


Government Contracts.—List of new contracts placed 
during September, 1916 :— 
WAR OFFICE. 
Bridge meggers.—-Evershed & Vignoles, Ltd. ` 
Electric cable and wire.—B.I. & Helshy Cables, Ltd.; Connolly Bror., 
Ltd.; W. T. Henley's Telegraph Works Co., Ltd. ; Hooper's Telegraph 
and India-Rubber Works, Ltd.: Johnson & Phillips, Ltd. ; 8t. Helens 
Cable & Rubber Co., Ltd.; Siemens Bros. & Co., Ltd. 
Electric cells.—J. C. Fuller & Son, Ltd.; Siemens Bros. & Co., Ltd. 
Conduit fittings for electric light plant.—Simplex Conduits, Ltd. 
Generating sets.—Austin Motor Co. (914), Ltd.; Norris, Henty and 
Gardners, Ltd. 
Switchboard indicators.—Autoinatic Telephone Co., Ltd. 
Electric lamps.--British Thomson-Houston Co., Ltd.; Dick, Kerr & Co., 
. Ltd. ; '*"Z" Electric Lamp Mfg. Co., Ltd. 
Switches.—Sperryn & Co., Ltd. 
Tramway track.—W. Jones. 
Works services.—Extonsion of switchboards at Farnborough: General 
Electric Co., Ltd. 2 
Н.М. Orrice oF Works. 
Electric wiring, Kew.—Insurance Office: C. Cooper & Co. 


Post OFFICE. 

Telegraph apparatus.—Gell Telegraphic Appliances Syndicate, Ltd. 

Telephone apparatus.—Siemens Bros. & Co., Ltd. 

Telegraph pole-arms (tubular).—Bullers, Ltd. 

Telephone bells.—British L. M. Ericsson Mfg. Co., Ltd. 

Submarine cable.—Siemens Bros. & Co., Ltd. 

Telegraph cable.—B.I. & Helsby Cables, Ltd.; Connolly Bros., Ltd.; 
Fuller's Wire & Cable Co., Ltd.: General Electric Co., Ltd.: W.T. 
Glover & Co., Ltd. ; Hackbridze Mfg. Co. ; Henley's Telegraph Works 
Co., Ltd.; I.R., G.P. & Te Jegraph W orks Co., Ltd.; Johnson and 
Phillips, Ltd. : London Electric Wire Co. & Smiths, Ltd.; New Gutta- 
Percha Co. , Ltd. ; Siemens Bros. & Co., Ltd. ; ‚ ‘Telegraph Construction 
ane Maintenance Co., Lud.; Union Cable Co., "Ltd. ; Western Electric 

o., Ltd. 

Dry cells.--Siemens Bros. & Co., Ltd. 

Insnlators.—Bullers, Ltd. 

Elec ric lamps and fittings.—General Electric Co., Ltd. 

Cable distribution plugs.—B.I. & Helsby Cables, Ltd. 

Insulator spindles.—Bullers, Ltd. 

Test-hole terminals.--L. Herve. 

Bronze wire.—T. Bolton & Sons, Ltd. ; ВІ. & Helsby Cables, Ltd. ; Shrop- 
shire Iron Co. ; F. Smith & Co. (incorporated in the London Electric 
Wire Co. & Smiths, Ltd.). 

Copper wire.-—8hropshire Iron Co., Ltd.; F. Smith & Co. (incorporated in 
the London Electric Wire Co. & Smiths, Ltd.). 

е wire.—Dorman, Long & Со., Ltd.; Johnson & Nephew, 
Ltd. 


„= 


INDIA OFFICE STORE DEPARTMENT. 


Accumulators.—Pritchett & Gold, Ltd. ; J. Stone & Co., Ltd. 
Bells.—Peel-Conner Telephone Works. 

Cells.—General Electric Co., Ltd. 

Tape.—Johnson & Phillips. 


Salford.— Electricity Committee. А 10-ton overhead 
travelling crane : Messrs. Herbert Morris, Ltd., £151. 


Southampton.—The British Electric Transformer Co., 
Ltd., wrote to the T.C. stating that the present market prices of 
50 and 20-K.v.A. transformers were £64 53. and £34 108. respec- 
tively. The prices in the contract to supply the Council were 
The company asked «hat they 
should be met in the matter. The T.C. resolved that 50 per cent. 
of the increased cost be paid on future deliveries. 


Taunton.— Г.С.  Russell's new black vein washed beans 
coal, 2.600 tona, for the electricity works : Cory Bros., Ltd., Cardiff, 
£1 9s. 2d. per ton, delivered at the works. 


.. FORTHCOMING EVENTS. 


Physical Society of London.—Friday, October 27th. At 5 p.m. At the 
Imperial College of Science, South Kensington, S.W. Papers on “The 
Determination of the Saturation Values for Magnetism of Ferromagnetic 
Metals, Compounds and Alloys, by means of the Kerr E fect,” by Mr. 8. С. 
Barker; “The Influeuce of the Time Element on the Resistance of a Solid 
Rectifying Contact," by Mr. D. Owen; “On Diffusion in Liquids," by 
Mr. B. W. Clack. : 

Royal Society of Arts.—Fridavs, October 2ith, November 8rd and 10th. At 

5.15 p.m. At John Street. Adelphi. Chadw iek Lectures on " Fatigue and 
its Etfect on Industry and E Hiciency," by Professor Stirling. 

Association of Supervising. Electricians. —Tuesday, October 3ist. At 7.15 
p.m. At St Bride’s Institute, Bride Lane, E.C. Paper on ‘Electric 
Cooking and Heating," by Mr. A. P. Berry. 

L ve ponl Engineering Society.— Wednesday, November Ist. At 8 p.m. 

At the Royal Institution, Colquitt Street. Inaugural address by the 
President. 

Chemical Society. —'Thursdas, November 2nd. 
House, Piccadilly. Ordinary scientific meeting. 

Greenock Electrica! Society.— Thursday, November 3nd. At 7.45 
22, West Stewart Street. Ordinary meeting. 

Saturday, November 4th. Visit to Glasgow Corporation Dalmarnock 
electricity station. 

Institution of Mechanical Engineers.—Friday, November 3rd. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, S.W. The 
Thomas Hawksley Lecture on ** The Gas Engineer of the тем SEDIS d 
by Mr. H. E. Jones. | 


At R pm. At Burlington 


45 p.m. At 


NOTES. 


Export Prohibitions ——A supplement to the Board of 
Trade Journal of October 26th contains complete lists of articles 
which, according to the latest information received by the Board of 
Trade, are prohibited to be orted to various destinations from 
ong, Nigeria, Gold Coast. Jamaica 
Barbados, Trinidad and Tobago, and British Guiana. 


f 
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Inquiries.— The makers of the * Veriott" electric. fire 
are asked for. 


Flash-lamps in the U.S.A.—A note in the Alectrical 
World states that the trade in flash-lamps has grown to a tremendous 
total. greater than ever before. Much of this has been for foreign 
consumption, although there has been an extraordinary demand from 
the domestic markets. A considerable part of the export business 
was to supply the soldiers in the trenches in Europe with lamps. 
and also for distribution in the British Isles. The air-raid defence 
regulations curtailed electric lighting to such an extent that there 
has developed a tlourishing demand in England for flash-lamps. 

The sale of flash-lamps in the United States has been large 
for more than one reason. Almost every hardware shop, electrical 
dealer's store, drygoods store. drug store and many others handle 
aud push flashl-amps. The secret is undoubtedly а regular 
list price. which is well lived up to, and an enormous discount. 
The profit is in the neighbourhood of 100 per cant. Also, the 
manufacturer now stands behind his goods, and if a battery proves 
defective the customer vets from the dealera new one without cost, 
and the dealer in turn obtains one free from the manufacturer. 

Raw inaterials are hard to obtain. and for that reason production 
has been curtailed to some extent. The cases are for the most part 
made of brass with a nickel finish. and these materials being in the 
war order class are about the most difficult of the raw products to 
obtain. Fibre is also used to a considerable extent for cases, and 
this. too. is ‘way behind on delivery. Considering this condition in 
manufacturing materials. and also considering the labour situation 
that has prevailed and the volume of business that has developed, 
deliveries are excellent. 

With one or two exceptions, producers have not as yet raised 
their prices to the domestic consumer in spite of the.heavy increase 
in cost of materials. It is their aim to try to keep prices down by 
increasing the volume of output. Гог the export trade, however. 
it is understood that there have been advances in price. The 1916 
output of batteries for flash-lainps have been conservatively 
estimated at 130,000,000, of which it is estimated 100,000,000 will 
betaken by the domestic trade and 30,000,000 by the export. trade. 
Since the majority of these batteries are for renewal purposes, these 
firnres vive no indication of the number of Hash-lamps that will be 
turned out this year. 

There is always a larze demand for this olass of woods at 
Christmas time. Should the demand this Christmas come up to 
expectations, it is estimated that the supply of batteries will 
amount to not more than 75 per cent.. and of cases to not more 
than 60 per cent. of the demand. For that reason, manufacturers 
urre the trade to place their orders early, so as to be sure of a 
sufficient supply. 


B.E.A.M.A. Notes.—liEsTuICTION OF Imports OF INsu- 
LATING MATERIALS.—The B.E.A.M.A. announces that the Depart- 
ment of Import Restrictions (Board of Trade) has granted to the 
Association a special licence to import insulating materials in cer- 
tain clusses which are ineluded in the list of prohibited imports. 
Electrical manufacturers, whether members of the Association or 
not, can avail themselves of this licence by making application to 
the seu®tary of the Association. The Department of Import 
Restrictions desires it to b» known that the granting of a licence is 
a temporary measure to meet present urgent needs. 
extends to January 16th. 1917. at which time the necessities of the 
situation will be again reviewed. It is expected that firms in the 
meantime will make every effort to obtain in this country the 
supplics of insulating materia’s which they require. 

NEw MEMBERs.--The B.E.A.M.A. announces that the following 
finus have been elected Members of the Association :— 


Ashton Frost & Co., Ltd., Blackburn. Marsdens’ Engines, Ltd., Heckmond- 

Bever Dorling & Co., Ltd.. Bradford. wike. 

Buckley & Taylor, Ltd., Oldham. Newton, Bean & Mitchell, Bradford. 

Clayton, Goodfellow & Co., Ltd., Polit & Wigzell, Ltd., Sowerby 
Blackburn. Bridge. 

Davy Bros., Ltd., Sheffield. Robey & Co., Ltd., Lincoln. 

Fullerton, Hodgart & Barclay, Ltd., Scott & Hodgson, Ltd., Manchester. 


Paisley, S. S. Stott & Co., Haslingden. 
Gallowavs, Ltd.. Manchester. Simplex Conduits, Ltd., Birmingham. 
Glentield & Kennedy, Ltd., Kilmar- Tyer & Co., Ltd., London. 

nock. Woodhouse & Mitchell, Ltd., Brig- 
Lilleshall Co., Ltd.. Salop. hous.. 


Yates & Thom, Ltd., Blackburn. 

Excess PROFITS DUTY.--CONCESSIONS TO THE ELECTRICAL 
TRADE.—The Board of Referees have issued the following Order. 
dated October I *th. under the Finance (No. 2) Act of 1915. Part IIT. 
Excess Profits Duty (Section 42 (1) ) :— 

"The British Electrical and Allied Manufacturers’ Association 
having made application under the Act to the Commissioners of 
Inland Revenue for an increase of the statutory percentage as 
respects the trade or business, or classes of trade or business. 
hereinafter defined, that is to say. the business of manufacturing 
in the United Kingdom all or any of the following complete 
machines and/or apparatus used in the generation and/or application 
of electric power, viz. :— 

" |. Klectrical generators of current for commercial purposes. 

"2. Electrical motors for the same. 

"3. Electrical switches or controllers for electric lighting or 
power. 

"4. Electrical arc lamps and/or incandescent lamps. 

"5. Electrical cooking stoves and/or radiators. 

"6. Electrical meters for measuring or indicating electricity for 
light or power. 

“7. Electrical transformers for lighting or power purposes. 

“R, Electrical lampholders. 

" And the Cominissioners of Inland Revenue having referred the 
cease to the Board of Referees appoiuted for the purpose of Part III 
of this Act by the Treasury, and the Board having heard the 


guidance of supervisors. 


This licence ' 


. the Long Vacation. 


applicants and the Commissioners of Inland Revenue by their duly- 
appointed representatives upon the merits of the said application, 
and having dealt with the case: 

"The Board doth Order that as from the commencement of this 
Act the statutory percentage as respects the trade or business or 
classes of trade or business hereinbefore defined shall be increased 
to 7 per cent. in the case of a trade or business carried on or owned 
by а company or other body corporate. and to 8 per cent. in the case 
of any other trade or business." 

This means an all-round advantage of 1 per cent. to the electrical 
industrial concerns to which the decision relates, and in the 
aggregate it must amount to a substantial sum. We congratulate 
the B.E.A.M.A. officials who have been responsible for handling 
the matter upon the success of the negotiations. The increase 
is an acceptable recognition of the essential national service that is 
being rendered by the electrical industry. 


Appointments Vacant.— Assistant electrician for Sleaford 
electricity works: fitter-driver (55) for suction gas plant: for the 
Shefheld Corporation Waterworks. See our advertisement pages 
for particu!a:s. 


Accident.— correspondent states that Francis McDonald, 
an engine driver at the Aberdeen electricity works, was seriously 
injured on Saturday by being caught by a revolving shaft. 


Wireless Men Wanted.— Electricians and instrument 
repairers are wanted for the Wireless Section. R.E. A notice 
rerarding the matter appears in our advertisement pages to-day. 


Empire Industrial Policy.— The Prime Minister of 
New Zealand. the Right Hon. W. F. Massey, has promised to speak 
at а luncheon of the British Empire Producefs' Organisation at the 
Waldorf Hotel on Tuesday next. when Sir Henry Birchenough, 
K.C.M.G., will preside. The guests will also be addressed by Mr. 
F. R Davenport, chairman of the British Electrical and Allied 
Manufacturers’ Association. We are informed that it is the aim of 
the British Empire Producers Organisation to co-ordinate the 
efforts of sectional trade associations and further the gradual 
formation of a practical Imperial economic system under which 
British national resources and manufactures will be developed for 
the benefit of the whole population. = : 


Juvenile Workpeople.—A Memorandum (No. 13) on the 
subject of juvenile employment. recently issued by the Health of 
Munition Workers" Committee. contains valuable information on 
this important matter: we are glad to note that the necessity of 
supervising the conditions of living. not only in the. factory. but 
also at home. is insisted оп. It is recommended that the hours of 
labour should not exceed 60 per week. that Sunday labour and 
night work should be avoided. and that the periods of continuous 
labour should be short. The importance of " Welfare Supervision " 
in the case of boys and girls is particularly emphasised, and 
de:ailed instructions have been issued by the Ministry for the 
Not the least serious subject is the 
demoralising effect that may be produced by the high wages now’ 
commonly earned by young boys and girls, and the urgent import- 
ance of encouraging thrift is pointed out. The Memorandum is 
o` immediate interest to all employers of juvenile labour. 


Cutting Cable Trenches by Power.—A recent issue of the 
Electrical World mentions that the Utah Power and Light Co.. 
Salt Lake City, is employing a pneumatic jack hammer, operated 
from a portable air compressor. for cutting trenches in pavements 
to lay electric cables. Based on 670 ft. of 4-in. trench cut in 
concrete 4 in. thick, the energy consumption was ‘182 Kw.-hour per 
lineal ft. of trench. The same equipment has been used on railroad 
work for cutting a 6-in. by 10-1п. trench in concrete for relaying 
tracks, and it was estimated that the labour of 10 men was 
eliminated. . 


Educational.— Last week the ASSOCIATION OF TECHNICAL 
INSTITUTIONS passed a resolution instructing the Council to consider 
and issue a statement to the nation dealing with the immediate 
necessity of the further development of technical education. 
subject to the statement receiving the approval of the Association. 
A further resolution was carried calling upon the Government to 
prevent any child leaving sehool before the aye of 14, and to compel 
employers to allow their employés to attend continuation day classes 
up to the age of 17. for six hours per week. 


American Electrical Range Production.— The Electrical 
World, in reviewing the question of electric cooking range produc- 
tion in 1916, which it had been expected would be valued at 4 
million dollars, based on manufacturers selling prices, now con- 
sicers that it will exceed two million dollars in value. Prices are 
tending to increase owing to the increased price of metals and 
insulating material : resistance wire is difficult to obtain, due, it is 
said, to difficulty of obtaining suitable diamond dies for drawing 
the wire. It is remarked as strange. in view of central station 
clamourinys for cheaper ranges, that the greatest demand appears 
to be for stores retailing at about $100. and this it is considered 
argues well for the permanency of electric cooking, and few people 
would care to scrap a 3100 equipment. 


Legal Matters.—The Privy Council, on October 23rd, 
wave judgment in the case of the Toronto Electric Light Co., Ltd., 
r. the Corporation of the City of Toronto, which was argued before 
The appeal of the company was dismissed. 

At the City of London Quarter Sessions there is now being heard 
an appeal by the Metropolitan Railway Co. against certain quin- 
quennial assessments of their properties in Kensington, Paddington. 
and the Holborn Union. Our reports of these matters are held 
over owing to pressure upon our space this week, ` 


- 
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Institution and Lecture Notes.—Greenock Electrical 
Soclety.—The following is the programme for the session, which 
opened on Thursday last week with a paper. by Mr. A. Norwell, on 
" Steam Turbines " -— 


November 2nd, Thussday.—Open night for discussion. 
November 4th, Saturday.—Visit to Glasgow Corporation, Dalmarnock, 
electricity station. 
pido 16th, Thursday.—'*A Criticism of the I.E.E. Rules," hy Н. 
iggott. 
November 23rd, Thursday — Visit to Overton Paper Mills. 
November 30th, Thursday.—*'* What is Electricity ?" by J. L, Hogg. 
December 5th, Tuesday.—Visit to J. Drummond & Sons. 
December 14th, Thursday.—*' The Art of Wiring," by J. Nichol. 
December 21st, Thursday.—Open night—papers by junior members. 
January 11th, Thursday.—‘“ Factory Installations," by R. T. Paterson. 
January 25th, Thursday —Open night for discussion. 
February 8th, Thursday.--'*' H.T. Conduit Systeins," by H. J. Roberts. 
February 17th, Saturday.—Visit to Dellingburn power station 
February 22nd, Thursday.—“ Electricity Supply Costs," by F. H. Whysall. 
Maren 8th, Thursday.—'' Notes on the High-Speed Engine," by s. V. 
orp. 
March 2nd, Thursday.—" Electrie Welding," by Duncan Angus. 
March 24th, Saturday.—Visit to Gateshide Colliery, Cambuslang. 
Liverpool Eugineering Society. — The new session opens at the 
Royal Institution. Colquitt Street. Liverpool, on Wednesday next. 
November lst, with the presidential address of Mr. T. M. Newell. 
The programme for following meetings is as under : 
November l6th.—James Glover, "The Civil Engineering Profession and 
some Economic Problems.” | 
November 29th.—T. L. Norfolk, * Notes on the Construction of Modern 
Dock Gates.” 
December 13th.—H. Shephard, “ Works Costing Systems.” 
January 9th, 1917.—Arthur Brooker, '' Screw-incasuring Apparatus." 
January 24th.—'Pom R. Thomas, “The Education of Apprentices to 
Enginecring and Allied Trad: s."' 
February 7th.—W. Hemming Jones and W. A. Oglethorpe, '* The Glad- 
stone Dock." 
February 2151. — Discussion on above. 
March "th.— Prof. S. W. Perrott, “Some Probles on Railway Curves." 
March 21st.—L. Leighton, “ Equipment of King George Dock, Hull." 
(Joint meeting with Manchester Section of the Institution of Electrical 
Engineers. 
April 4th.—J. Hamilton Gibson, “The Michell Thrust Block and Journal 
Bearing,” 


Belfast Association of Engineers.—This Association held its 
opening meeting for the session in the Municipal Technical 
Institute, Belfast, on October 19th, when the new president. Mr. 
Stanley Johnston, delivered an address. Mr. Johnston referred to 
the fact that during the term of office of the retiring president. 
Mr J. W. Kempster, D.L., M.LE.B.. the status of the Association had 
beea raised enormously. The subject of Mr. Johnston's address 
was scientific and industrial research. Mr. Kempster and Mr. W. 
Pleasance, A.M.I.E.E. have been added to the Committee. and Mr. 
H. Fildes, A.M.LE.E.. is secretary. The new president is also an 
electrical engineer. The programme for the session is as under : 

November 16th.—'* Cement Manufacture," Е. W. Davis. | 
December 21st.—'* Water Power in Ireland," A. W. Brown. 
M аш 1917.—** Electric. Lifts for Lund and Shipboard,’ C.G. 


February 15th.—“ Liquid Air," Ed. A. 8. Swinson. 
: March 15th.—''An Anticipating Governor for Marine Engines," Andrew 


Kerr, 
April 19th.—'' Engineering Notes on a Tour in the Antipodes.” J. H. 
Chambers. 


Institution of Civil Engineers.—In addition to the Awards 
announced in April for papers read at meetings. the Council has 
made the following Awards for papers published in the Proceedings 
without discussion during the Session 1015-16 :— 


Telford Premiums to Messrs. Hubert Mawson (Liverpool, T. W. Keele 
(Sydney), R. W. Holmes (Wellington, Х.и), W. Fairley (London), J. M. 
Greathead (Johannesburg), T. C. Hood (Manmad, India) and J. В. 
Bal! (London). 

The Manby Premium to Mr. W. C. Cushing, Pittsburg, U.S.A. 

The Crampton Prize to Major C. E. P. Sankey, D.S.0., R.E., London. 

The Indian Premium for 1916 has been awarded to Sir John Benton, 
K.C.I.E., Eastbourne. 


Institution of Electrical Engineers. —WEksrrRN LOCAL SEC- 
TION.-—The opening meeting of the session was held on Monday 
evening at Bristol. Mr. D. Roberts, the retiring chairman, installed 
his successor, Prof. D. Robertson, who proposed & vote of thanks 
to Mr. W. Collins, the retiring hon. secretary. Mr. W. A. Chamen 
and Mr. H. Farraday Proctor warmly supported the resolution. 
which was cordially accepted. (Mr. C. P. Sparks (president I.E.E.) 
was present. and gav: a brief address on the work of the Insti- 
tution ; he stated. in connection with the scheme for training dis- 
abled men, that 40 men had already been trained and placed. and 
it was hoped to place auother 40 by Christmas. Applications had 
been received for 10 to 15 more. and local Committees were to he 
formed to extend tne scope of the work. The number of members 
serving with H.M. Forces was 1.550. of whom 71 had lost their 
lives, and 91 had gained distinction. Prof. D. Robertson then 
delivered bis iraugural address. dealing with industrial problems 
and the necessity of encouragin: scientific training in schools а ;d 
research in.indust y. Possible new sources of energy зу те also 
discussed.  : 


The British Fire Prevention Committee—The Com- 
mittee enters its twentieth winter session this month. and, to mark 
the event, it has prepared a list of the collection of “Red Books." 
" Warnings." &c., that have been issued by the Committee since its 
‘formation. The list is obtainable upon application to the Com- 
mittee's Reg'strar. at 8. Waterloo Place, London. S.W. The Com- 
mittee’s " Red Eooks" number 201. and of these 35 deal with 
Keneral subjects. mainly such as fire-resisting construction and 
notable fires. The quarto Journuls generally deal with the fire 
preventive organisations of foreign countries, notably in France. 
Russia and Italy. No other such collection of publications dealinz 
with fire protection exists in Europe. an4 complete tiles of the Com- 
mittee's reports have been recently obtained by American Govern- 
ment Departments and by the great Universities and technical 
libraries of the United States. 


Future Advances in Lamp Efficiency.— At the tenth 
annual convention of the Illuminating Engineering Society, at 
Philadelphia, Dr. Steinmetz read a presidential address on " Present 
Aspects of and Future Prospects for Lighting Sources." in the 
course of which he pointed out that comparatively small further 
progress in lamp efficiency was to be expected from incandescent 
sources, but that the greatest promise of approaching the theoreti- 
cally possible light production of 300 to 400 lumens per watt, lay 
in the direction of the luminous flame arc and of some form of 
electro-luminescence. Already an efficiency of 100 lumens per watt 
(about 8 C.P. per watt. or (12 watt per candle) had been achieved 
in the laboratory with hizh-power luminous ares on the one hand, 


-and on the other there had been demonstrated the very high etti- 


cieucy of luminescence in the case of substances like Willemite. as 
measured from energy input to light output. Any atteinpt to im- 
prove the etticiency of a light source must centre upon the radiating 
element which -transformed the received electrical energy inte 
livrht. Here, as elsewhere in physics, if the energy transformation 
proceeded from a high form of energy to a similar form or toa lower 
form. extremely high efliciency was possible. On the other hand, 
transformation from а low form, like heat. to a high form. like 
mechanical energy. must always be attended by inefliciency : while 
transformation between two energy forms of similar degree, like 
magnetic energy and electrical energy. took place easily. 
Efficiencies approaching the theoretical ‘limit of’ 300 to 400 
lumens per watt were to be expected ultimately from the unex- 
plored field of electro-Iuminescence.  Willemite. for example. under 
cathode bombardment exhibited a luminescence closely approaching 
the firefly’: light, showing a broad band entirely in the visible 
range of the spectrum. Неге, in this electro-luminescence, the 
physicist had an energy conversion of the hivhest efhviency. as 
measured from input to output. but some efficient method. of. 
applying the exciting energy to the luminescent body remained to 
be discovered. It was, however, in these luminescence phenomena. 
as well as in the direction of the luminous arc rather than in 
incandescent sources. said Dr. Steinmetz—-that future radical 
advances in efficiency might be expected.—- Electrical World. 


The Shares of Siemens Bros.— According to the news- 
paper Press, Mr. Pretyman says he is considering, in consultation 
with expert advisers. the British firms. or classes of firms, to whom 
it is desirable. in the interests of the electrical industry of the 
country, that the shares of Siemens Bros. & Co. should besold. He 
hopes this will shortly be decided, and the Public Trustee will then 
be in a position to deal with the shares which have been vested in 
him. 


Volurtzer Notes.—First Lonpon ENGINEER VOLUN- 
TEERS. — Headquarters. Chester House, Eccleston Place, SW. 
Orders for the week by Lieut.-Col. C. B. Clay, V.D.. Co nmanding. 

Monday, October 30th, — Technical for Platoon No. 9. at 
Regency Street. Squad and Platoon Drill. Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill. 6.25--8. 

Tuesday, October 3ixt.--School of Arms, 6—7. Lecture. 7.15. 
“The Duties of the N.C.O." by Company Commander Hynam. 
Range Practice. 

Wednesday. November \st.—Instructional Class. 6.15. 
Drill, Platoon No. 1. Range Practice. 

Thursday, November 2nd.--Platoon Drill, Platoons Nos. 5 and б. 
Range Practice. Lecture by Medical Utficer. 6. ` Marching and the 
Care of the Feet.” 

Friday, Norember 3rd,—Technical for Platoon No. 10. Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. Recruits’ 
Drill. 6.25—8.25. 

Saturday, November Ath, N.C.O.s Class, 2.30, Company Com- 
mander Fleming. | 

Sunday, Norember 5!h .— Entrenching at Otford.— Parade Victoria 
(S.E. & C. Railway Booking-office), 8.45 a.m. Uniform. haver- 
sacks. water bottles. Mid-day ration to be carried. Railway 
vouchers will be provided. 

(By order) MACLEOD YEARSLEY, Adjutant. 

Ovtoher 28h, 1916. 


3RD (OLD Bors’ Corps) BATT. COUNTY OF LONDON VOLUNTEER 
REGI1MENT.—Battaiion Orders by Major R. J. С. Eastwood (Com- 
mandant). Thursday, October 26th, 1916 :— 

Week-end Parades,— Saturday. The Battalion wilt parale at 
Liverpool Street Station. at 8.40 a.m.. for Entrenchiny Duties, or at 
1.20 pan. = | 

Sunday.— The Battalion will parade at Liverpool Street Station 
út 0.30 a.m., for Entrenching Duties. Я 

Battalion Parade, The Battalion will parade at the London 
Scottish Drill Hall, Buckingham Gate. S.W., on Thersday. 26th 
inst.. at 7.30 p.m.. for drill under the Commandant. Order: Mufti, 
without arms. | 

Recruits will parale at Lord's Cricket Ground on Saturday, 
28th inst.. at 2.45 p.m.. and on Sunday. at 11 a.m, and 2.30 pam., 


for Recruit Drill. 


Platoon 


С. Н. Е. DUNCAN, Adjutuat. 


An Interrupter Interrupted.— The Niagara aud Erie 
Power Co. has obtained an injunction restraining the Seneca Iron 
and Steel Co. from employing a device to interrupt the electric 
supply. and thus. by avoiding the provisions of an agreement. to 
obtain energy at a minimum rate. Under the agreement the 
Steel Co. waa to pay for the average of the highest daily one- 
minute peaks occurring during the month : greater demands lasting 
less than а minute were not іо е considered. The company. how- 
ever, installed a device to interrupt the circuit every 50 seconds, so 
that no peak of one minute's duration occurred, and this the Court 
has decided against.—- Electrical World. 
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Metropolitan Association ої Electric . Tramways 
Managers. — A meeting of the members of this Association was held 
at the Municipal and County Club, Whitehall Court, Whitehall, 
S.W., on Friday last, when there were present :—Measrs. Ullmann 
(East Ham), Schofield (Leyton), Harvey (Ilford), Williams (Erith), 
Hammond (Met. Elect.), Mackinnon (L.U.T.), Mason (South Met)., 
Slattery (West Ham), and Goodyer (Croydon). Mr. Ullmann was 
re-elected chairman, Mr. W. E. Hainmond was elected  vice- 
chairman, and Mr. T. B. Goodyer was re-elected hon. secretary. 
Letters of inability to attend were received from Mr. Bruce 
(L.C.C.), Mr. Murray (Walthamstow). and Mr. Stokes (Bexley). 
Various matters of interest were discussed. 


Grant to a Tram-Car Driver.—The Leeds Tramway 
Committee has made a grant of £5 to Sam Clayton, in recognition 


of meritorious conduct whilst driving a runaway car in Beeston 
í Hill. M 


Е OUR PERSONAL COLUMN. -~ 


The Fditors invite electrical engineers, whether connected. with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officiuls.to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Mr. C. T. AsTBUnY has relin- 
quished the post of resident electrical engineer to Atherton 
U.D.C., having been appointed burgh elect ical engineer at 
Wishaw, in place of Mr. S. Williams, who has resigned. on 
taking up a position in the Navy. Mr. Astbury has been at 
Atherton 11 years. 

General.—Lance-Corporal Н. Perkixs, who previous to the 
outbreak of war represented Messrs. Palk, Stadelmann & Co., 
Ltd., electrical department, on the East Coust and the Mid- 
lands, and joined the Royal Engineers as a motor dispatch 
rider, has been made a full corporal. 

Mr. D. G. E. BARRIE has relinquished his connection with 
Messrs. Hogan & Wardrop, and has taken up an appointment 
with the Enterprise Manufacturing Co., of Gun Street Elec- 
trical Works, Bishopsgate, E.C. 

A notice of interest to '' John Taylor (an electrician) " will 
be found in our advertisement pages to-day. 

London Gazette Notices.—Territorial Force. Royal Garri- 
son Artillery. London Electrical Engineers: Second-Lieu- 
tenant (temporary Lieutenant) R. Н. SwrrH, O.T.C., Un- 
attached List, T.F., to be Second-Lieutenant. Tyne Electrical 
Engineers: H. S. Watson to be Second-Lieutenant (on pro- 
bation); E. R. BRIGHAM to be Second-Lieutenant (on proba- 
tion). 

We regret to learn that Mr. A. C. SWwates, who has been 
Secretary of the Junior Institution of Engineers since 1911, 
has retired from that position owing to ill-health. 

Col. Sir H. C. L. Horprw, Director of Mechanical Transport, 
has been elected the Upper Warden of the City Guild of 
Gunmakers. 

Roll of Honour.—Private JoHn FENNELL, who has been 
hilled in action, and Private CHARLES WHITLES, who has been 
wounded for the second time, and is in a London hospital, 
were employés of the Keighley Corporation electricity works. 

Private J. P. KackKLiN, York and Lancaster Regiment, re- 
ported killed in action, aged 36. was einployed in the Hull 
Corporation electrical department. 

Sapper J. Сілак, R.E., killed in action, aged 27, was an 
electrical engineer in South Africa. 

Gunner H. Mason, R.G.A., who has been awarded the 
Military Medal for gallantry in the field, was previously 
employed as an electrician at Messrs. Rowntree's, at York. 

Private J. ATHERTON, Lancashire Fusiliers, has won the 
D.C.M. It is stated that when the telephone wire was cut, 
and, owing to smoke from bursting shells, visual signalling 
was impossible, he went out and repaired the broken wire 
in two places. 

Second Lieutenant (Temporary Lieutenant) Gains Davy, 
R.E., hag been awarded the Military Cross for conspicuous 
gallantry during operations. He remained for many days at 
the exchange, and, by his energy, kept up the communica- 
tions in spite of the wire being frequently cut by shell-fire. 
One night he reinained out relaying and repairing wires under 
shell fire. | 

Sergeant ALBERT CLARKSON, Royal Flying Corps. reported 
missing, was an electrician with Mr. Calverlev, of Burnley. 

Sergeant REGINALD BaLpWwin, who was on the staff of the 
Tunbridge Wells Corporation electricity department, has been 
wounded. 

The D.C.M. for gallantry in the field has been granted to 
Corporal F. Rocers, South Staffordshire Regiment, who was 
with the Electrie Construetion Co.. Wolverhampton. 

Sergeant D. S. GREENHILL, Grenadier Guards, who haa died 
of wounds received in action, was on the Rugby staff of the 
British Thormson-Houston Co., Ltd. 

Corporal L. Davies, R.E., who has fallen in action. was 
engaged in the chemical laboratory of the British Thomson- 
Houston Co., Ltd., Rugbv. 

Boinbardier. Robert HENRY, SANDERSON, who joined the 
Cumberland Artillery whilst on the staff of the Carlisle Muni- 
cipal electricity department. at the outbreak of war, has 
received from the King of Serbia a gold medal for services 
rendered in Gallipoli. 


Private R.. CLARKE, Lincolnshire Regiment, formerly at 
Stamford with the Urban Electric Supply Co., who has been 
missing for more than a year, is now officially presumed to 
be dead. | 

Lance-Corporal E. C. Ryes, Royal Fusiliers, who has fallen 
in action, was engaged with Messrs. Bullers, Ltd., of Hanley. 

Private W. SHERWIN, Royal Fusiliers, who was with 
Messrs. Tavlor & Tunnicliffe, of Hanley, has been killed in 
action. 

Lieutenant W. Н. Kemper, South Lancashire Regiment, is 
reported wounded. He was formerly engaged at the British 
Westinghouse Works. 

Private A. CourLAND, Royal Fusiliers, has been wounded, 
and is now in the Hurdsfield House Hospital, Macclesfield. 
He was employed with Messrs Ferranti, Ltd., at their meter 
testing depot m Clerkenwell. 

Sergeant-Instructor Hope. Travis and Company-Sergeant- 
Major Joer Homes, employes of the Oldham tramways, have 
been recommended for the D.C.M. 

With reference to the death at the Front of Private J. 
Lrrrs, reported in this column last week, we are asked to 
state that this does not refer to Mr. Arthur Letts, who is 
station superintendent at the Lincoln Corporation electricity 
works, and is the only person of the same name that has 
been employed there. 

Second-Lieutenant JOHN SEkEAR Gipson, A.M.I.E.E., aged 
82 years, has died of wounds. 

The following is the Roll of Honour of the St. Marviebone 
electric supply department down to date. 130 members of 
the staff have joined H.M. Forces, equal to 45 per cent. of 
the total male pre-war staff :— 

KILLED IN ACTION, 


Pte. A. H. Bowen, 24th Co. of London Regt. .. wi 
Pte. C. F. Lewis, 10th Gloucester Regt. - 
Rifleman A. J. Scott, 21st Co. of London Regt. 


.. Stores Dept. 
T .. Lamplighter. 
va . . Cost Office, 

` DIED ON SERVICE. 
Pte. A. P. Grover, 18th Co. of London Regt. .. "P 


PRISONER OF WAR IN GERMANY. 
Pte. A. J. Snow, 18th Co. of London Regt... А 


WOUNDED OR BROKEN iN HEALTH. 
*Lance-Corporal F. Boyall, 8rd Essex Regt. .. zs 
*Driver W. Curtis, 72nd Brigade R.F.A. “se т 
*Rifleman A. Gamble, 5th King's Royal Rifles a .. Generating station. 
*Pte. G. Gill, 10th Middlesex Regt. "een ба Sales Dept. 
Sergeant W. Gregory, lst East Surrey Regt. .. С... .. Lamplighter. 


e» Génerating station 
.. Sales Dept. 


.. Lamplighter. 
Lamplighter. 


*Rifleman B. C. Нат+орр, 18th Co. of London Regt. . Generating station. 
“Sergeant T. Hayes, Army Ordnance Corps Mains Dept. 

Pte. W. Higgin , 3rd Middlesex Regt. .. sa x .. Mains Dept. 
“Sapper G. Lobb, Royal Engineers (Royal Naval Division) Sales Dept. 
“Driver G. A. Oliver, 20th Brigade R.F.A.  .. T .. Mains Dept. 

Pte. G. Rolf, 8rd Co. of London Regt. .. > s .. Sales Dept. 
Rifleman F. G. Saw, 9th Co. of london Regt. . „. Sales Dept. 
Corporal G. Sell, 21st Co. of London Керт. .. .. ~ eo Stores Dept. 
Rifleman A. W. Turner, 2nd Battalion Rifle Brigad .. Mains Dept. 


* Since discharged. 


Obituary.—Mn. WALTER HaNcockK.—The imes “Deaths” 
Column announces that Mr. Walter Hancock, M.I.E.E., died 
on October 17th, in his 86th year, at his residence, 10, Upper 
Chadwell Street, Myddelton Square, Е.О. 


Wills.—The late Mr. GEoRGE Кен, of the Cuba Sub- 
marine and Amazon Telegraph Companies and of the Chile 
Telephone Co., Ltd., left £60,452 gross and £59,726 net per- 
sona ty. | | 

The late Mr. ТЕзїһ S. RoBERTSON, who with Lord Kit- 


chener was lost in the Hampshire, according to the Times, 
left £10,945. > 


NEW COMPANIES REGISTERED. 


eee i i a 


. Рай 

Zinc Producers’ Association Proprietary, Ltd. (1,523ғ).— 
Somerset House particulars of the Australian Company. Particulars of the 
Zinc Producers’ Association Proprietary, Ltd., were filed at Somerset House 
on October 19th, pursuant to Section 274 of the Companies (Consolidation) 
Act, 1908. This company was registered in Victoria, Australia, on May 20th, 
1916. with a nominal capital of £100,000 in £1 shares (no shares beyond the 
first £50,000, and no debentures, to be issued without the prior consent of 
the board). It is a cardinal principle that the company is to be and remain 
under British control, and accordingly (a) no alien can be a director ог one 
of the principal officers of the company, (b) no share may be held by or i" 
trust for, or under the control of, any alien or foreign corporation, ог апу 
corporation under foreign control, (c) no person whose country of origin 15 
now at war with His Majesty the King may hold office in this company ог 
any share or shares therein, '* Alien” means any person who is not а 
British-born subject, or who was not naturalised in a British Possession prior 
to June 30th, 1905, and ''Íforeign corporation " means any corporation other 
than a corporation established in some part of His Majesty's Dominions, and 
having its principal place of business therein. * Corporation under loreign 
control " includes (a) а corporation of which a majority of the directors аге 
nliens, (b) a corporation in which such voting power as, in the opinion of 
the board of this company, may give reasonable control is in the hands oí 
aliens or foreign. corporations, or persons who hold directly or indirecto for 
them, and (c) a corporation “he executive of which is a foreign-conirolles 
corporation, The number of directors is not to be more than 15. Each o 
the following companies may nominate one director, viz, :—Broken Hill Ata 
ciated Smelters Proprictary, Ltd.; Amalgamated Zine (De Bavay s), Ltd.: 
Broken Hill South Silver Mining Co.: Brok n Hil] Proprietary Block 10 ыр 
Ltd.: Broken Hill Proprietary Block 14 Co., Ltd.; Junction North Broken 
Hill Mine; Broken Hill Proprietary Co, Ltd.; Mount Lyell Mining & Railwa) 
Co. Ltd.; Sulphide Corporation, Ltd.; British Broken Hill Proprietary Vo. 
Ltd.; Zine Corporation, Ltd. The Burmah Corporation, Ltd., is also m 
tioned as having power to nominate a director if it become a member ae ^ 
company. There is to be а London Board, an advisory member ш” » x. 
may be appointed by the Imperial Government. The directors at d 
1th, 1916, were: W. L. Baillieu, W. M. Hyndman, M. Cohen, G. A. vid 
A. Campbell, В. Kelly, and J. L. Wharton, all of Melbourne; Ё. C. пона 
апі B. A. Moulden, both of Adelaide; D. E. McBryde, North Road. Brighton: 
F. A. Govett, 30, Copthall Avenue, E.C.; F. A. Keating, 22. Винор е, 
Е.С.; and W. Н. Woodhead, Hyes, Rudgwick, Sussex, The British horlaed 
is at Pinner's Hall, Austin Friars, E.C., where W. S. Robinson is 2411077 
to accept service of process and notices on behalf ol the company. 
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Universal Electric Supply Co., Ltd. (145,102).—This 
company was registered on October 17th, with a capital of £3,000 in £1 
shares (600 6 per cent. cum. pref.), to take over the business of a dealer 
in electrical novelties carried on by J. Н. Ward, M. H Goldstone, А. А. 
Goldstone, and L. B. Goldstone, curricd on at 87, Great Ducie Street, Man- 
chester, as the Universal Electric Supply Co, The subscribers (with one 
share each) are: А. Hitner, 7, Linden Grove, Fallowfield, | Manchester, 
provision merchant; T. Milligan, 4, Ambush Street, Higher Openshaw, Man- 
chester, book-kecper. Private company. The number of directors is not to 
be less than two or more than five; the first are А. Lowe and T. Milligan 
(both permanent), and А. Hitner (general manager). Solicitor: G. P. 
Haworth, 19, Chapel Walks, Manchester, Secretary: A. Нипег. Registered 
offe: 19, Chapel Walks, Manchester. 


——À 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Manaos Tramways & Light Co., Ltd. (101,081).—Capi- 
tal, £300,000 in £l shares, Return da ed September 15th, 1916. АП shares 
taken up; £100 paid; £299,900 considered as paid. Mortgages and charges, 
£291,000. 


Llangollen and District Electric Light & Power Co., Ltd. 
To 84).—Capita!l, £6,000 in £l shares (2,500 pref.) Return dated October 
Euh, 1916. 2,114 shares taken up; £2,110 155. paid, leaving £3 Os. in, 
arrears, Mortgages and charpes, £2,800. 


Birmingham District Power & Traction Co., Ltd.—Con- 
vesance, dated October 2nd, 1916, as collateral security for £30,000. advanced 
to the Birmingham & Midland Omnibus Co., Ltd., charged. on certain free- 
toll premises at Tividale, Staffs. Holders: НаШах Permanent Пепе 
Building Society, Princess Stree , Halifax, * 

Bullers, Ltd.—Deposit on Septe nber 27th, 1916, of deeds 
of lands, buildings, aad hereditaments known as Downficld. Side Farm and 
land forming part of a field known as Horse Moor, both in Norton-in-the- 
Moors, Staffs., to secure all moneys due or to become due from the company 
io Barclay & Co., Ltd., 54, Lombard Street, F.C., not exceeding £25,000, 


Carville Site & Power Co., Ltd.—Issue on October 14th, 
016. of £10,000 debs., part of a series of which particulars have already 
been filed. 


CITY NOTES. 


Companies Struck Off the Register.— The following coni- 
panies pens been struck off the register, and they are accord- 
ingly dissolved :— 

Atlas Anti-Friction Metal Co. 

Domestic Engineering Press. 

Echpse Rail-Track Co. 

Eleetrie Ozone Syndicate. 

International Asbestos Co. 

Traffic Indicators. 

United. Lighting & Maintenance Co. 

Wireless Electric Light Co. 

Western Telegraph Co., Ltd.—'lhe directors аге trans- 
ferring £100,000 towards the reduction of the amount of 
capital expenditure in excess of the share capital and deben- 
ture stock issued, £100,000 to the general reserve fund, £30,000 
to the land and buildings depreciation fund, £100,000 to the 
provision on account of Investment fluctuations, and they 
recommend a final dividend of 3s. per share, making the 
total 6 per cent. for the year ended June, 1916, also the pav- 
ment of a bonus of 4s. per share, both free of imncome-tax. 
The balance 1s to be carried. forward. 

Consolidated Diesel Engine Manufacturers, Ltd.—In thc 
Companies’ Winding-up Court, on Tuesday, Mr. Justice 
Neville heard an application by Mr. Ellis, a shareholder, for 
an order agaigst the liquidator of the above company to pav 
him a first return of 104, a share on 4,617 shares. The sum- 
tions was dismissed. 

City of Buenos Aires Tramways Co. (1904), Ltd.—Divi- 
dend of Is. 3d. per share (at the rate of 5 per cent. per 
annum), less 1ncome-tax, for the three months to Septem- 
ber 30th. Ы | 

Trafford Park Estates, Ltd.—For the vear ended June 
last the profit was £30,173. A dividend of 4 per cent. is to 
be paid, and £50,353 carried forward, as against £45,070 
brought in. 

Norwich Electric Tramways Co.—Dividend, 3 per cent. 
(hs. per share) for the year, placing £5,000 to reserye and 
£1,000 to 1914 Act account, carrying. £429 forward 

Kaministiquia Power Co.—Dividend of $1.75 per share 


(at the rate of 7 per cent. per annum) for the quarter ending | 


October 31st. ' 


J. F. & G. Harris, Ltd.—The net profit during the period 
ended June. 1916, was £419. The full preference dividend 
lias been paid, and £43 1s carried forward. ` 


United Electric Tramways of Caracas, Ltd.—Dividend of` 


7 per cent. (1s. 4 4/5d. per share), less tax, for the year, 
carrying £2,428 forward. 

Anglo-American Telegraph Co., Ltd.—Interim dividend 
for the quarter ended September 30th, 15s. per cent. on the 
ordinary stock and 30s. per cent. on the preferred stock, less 
income-tax at 5s. in the £. 

Marshall, Sons & Co., Ltd.—Interim dividend at the rate 
of 5 per cent. rer annum, less tax, for the half-vear ended 
June 30th. 

Brazilian Traction, Light & Power Co., Ltd.—Dividend of 
1 per cent. on the issued ordinary capital stock. 

Babcock & Wilcox, Ltd.—Interim dividend of 6 per cent., 
free of tax, for the half-year ended June 30th. | 


Hurst, Nelson & Co., Ltd.—According to the “ Times," 
the gross profit for the past year has been £73,496, against 
£G6l,519. It is proposed to place to general reserve account 
£25,000, against £15,000, to pay a dividend on the ordinary 
share capital at the rate of 10 per cent., free of tax, also a 
bonus at the rate of 24 per cent. free of tax. There is to be 
carried. forward, subject to payment of excess profits duty, 
£14,989. For the preceding year the distribution was 10 per 
cent. 


STOCKS AND SHARES. 


TUESDAY EVENING. 

Stock Exchange markets continue to show a good deal of 
irregularity, but business is returning to some of the markets 
fron which it was diverted by the issue of the 6 per cent. 
Exchequer Bonds and the French National Loan. The prin- 
cipal factor is Roumania, and the character of the news 
received from Bucharest helps to govern the prevailing senti- 
ment from day to day. There is a certain amount of dis- 
appointment in the City at the way in which matters have 
developed in. the land of our latest allv, but the increasing 
pressure of the British and Freneh on the Somme must 
obviously have its effect in the number of troops which the 
enemy is able to employ against Roumania, and, after all, 
the ultimate end to the war is perfectly patent to everyone. 

Were the news from Roumania to take a favourable turn— 
as, of course, it is likely to do at апу imotment—there would 
probably be a quick. resumption o the buying movement 
which lifted. prices so substantially last month. Meanwhile, 
the markets as a whole are walking warily, with prices in- 
clining somewhat to the duller side. 

The prior-charge stocks of the Howe Railway companies 
are still very depressed. Holders seem anxious to exchange 
them for one or other of the Government forms of borrowing, 
with the result that there has been a further shrinkage in 
debenture, preference, and guaranteed stocks during the past 
few davs. Some of the ordinary stocks, on the other hand, 
have rallied. The weakness which was so pronounced in the 
case of low-priced issues, such as Metropolitans and Districts, 
is less acute. The speculative buyer, however, 18 not keen 
on Home Rails at present. Central London assented ordinary 
is 2 lower. The Underground Electric Railways of London 
group is steady. Business in the market aa а whole remains 
anything but brisk. District 4 per cent. debenture at 714 is 
З points down, and the Sixes at 1004 are 2 lower. Metro- 
politan 3 per cent. preference has dwindled to 60. 

Electric lighting shares tend to shrink from their. recent 
prices. County of London ordinary have weakened 1; there 
are falls of 3 in City Lights and St. James's, and of 1/16 in 
Westminsters. The market has hardly started to discuss divi- 
dend estimates in respect of the current six months, but it 
із safe to assume that the declarations will reflect still further 
the increased eost of coal and the more stringent lighting 
regulations. On the other hand, the electric supply concerns 
which number amongst their customers large users of power 
will probably be able to give a good account of themselves. 

The West-End undertakings are likely to be badly hit. by 
the various restrictions, although in their cases they have the 
increased consumption by Government oftices by way of par- 
tial compensation. The order to close shops at seven o'clock, 
whieh comes into force next week, сап hardly have а favour- 
able effec upon lighting p ofits. Rumour in the City went 
one better, and declared that it was the official intention to 
enforce the closing of all offices at five o'clock during the 
Winter; the sex of the originator of this rumour is not known. 

Brazilian Tractions have once more become an active spot, 
the price fluctuating considerably between the limits of 59 
and 55, the latter being the price this, Tuesday, night. The 
apprehensions as to a possible reduction in the dividend are 
laid to rest for the time being, and currency has been given 
to the idea that Brazil may be able to resume cash payments 
of interest on her bonds—at all events, to some extent— 
v'hen the moratorium expires in July next. — This had a 
strengthening effect upon most of the securities connected 
with Brazil, but, apparengly. after the first blush of strength 
had worn off, profit-takers who had bought Brazil Tractions 
cheaply, hastened to take advantage of the rise, and the 
price reacted abruptly. | | 

Nothing fresh of note has occurred in Mexico, but prices 
of the utility companies are flat, all the same. Stocks in the 
various railway companies—which are taken as an index of 
the Mexican position—have given way a little. The Argen- 
tine group also continues dullish, though evidences are be- 
coming stronger that the Republic has at last got over the 
consequences of the shock produced by the outbreak of war, 
and is regaining its former sound financial position. Canadian- 
American utilities are, on the whole, rather better, the move- 
ments. however,- being narrow. The fall in British Columbia 
Electric Railway stocks has made further progress; the 44 
per cent. debenture stock shed 24 points. | 

Marconis have come into prominence aa the most lively 
share in the industrial market. From 23, the price of the 
ordinarv rose to 3 1/16; and although the fraction was lost 
later, the market continues to show a good deal of strength. 
There are vague rumours that the amount of compensation 
to be paid to the company by the Government 1s being 
settled, but in reliable quarters this is considered as being 


Pd 


аааз toc air aporta IE IO cottura а ESET EDEN TITLE очаи 


470 


THE ELECTRICAL REVIEW. (Vol. 79. No. 2,031, Brom 27, 1916, 


SE occ czkÀ SE EER 


at any rate unlikely. AVith the price of the parent shares, 
Americans have recovered to 18s., and Canadian Marconis 
are once more close to half-a-sovereign. 

The Telegraph market further receded, but during the last 
few büasiness days buyers have come in. Eastern Extensions 
fell to 133, and at 13$ they still show } decline. Anglo- 
American Telegraph deferred «dropped another point. The 
remainder of the group is noticeably steedy. Telegraph Con- 
structions are £1 down, and the yield on the shares has there- 
fore risen to 6 guineas per cent. Allowing for the fact that 
the dividend is paid free of tax, the return on the money is 
equivalent to over R per cent.. with a 5s. tax deducted. 

The shares in other manufacturing companies are fairly 
firm. British Insulated preference at 54 are 10s. lower. Bab- 
cocks are steady at 3. A few of the British tramway shares 
are easier. London & Suburban Traction preference, for in- 
stance, eased off to 8s., and Yorkshire West Riding preference 
at 41 are about 2s. 6d. lower. | 


The armament group i8 inclined to waver a little, and the 


rubber. share market has been sharply upset bv the announce- 
ment that the exeess profits tax will be applied rather more 
stringently than the market had expected. — Probablv this 
would not have had much effect had it not been for the 
general atmosphere of dullness round the, Stock Exchange 
engendered by the news from the Near East. Prices, how- 
ever, have given way sharply, and with this reaction business 
contracted to a considerable extent. It is possible that some 
people bought themselves rather more rubber shares than 
they could afford comfortably to carry. with the result that 
this stock—or, at anv rate, some of it—is being marketed 
under conditions anything but favourable to the sellers. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELEOTRICITY COMPANIES. 


Dividend Price 
— Oct. 21, Rise ог fall Yield 
| 1914. 1916, 1916. this week. p.c. 
Brompton Ordinary ..  .. 10 10 єў — £711 0 
Charing Cross Ordinary . 6 b 8 — 714 
do. do. do. 4$ Pref. 44 4) | Ву, = 6 6 4 
Chelsea oe ee ee ee b 4 8 -— 6 18 4 
City of London .. is Ex 9 8 194 à 612 0 
do. do. 6percent. Pref. 6 6 if} — à 617 1 
County of London ae cec UT 7 103 —} 610 8 
do. 6 percent. Pref. 6 6 lo — 617 1 
Kensington Ordinary ..' .. 9 7 — 6 4 5 
London Electric .. | 8 1 — 6 10 5 
do. до. 6 per cent. Pref. 6 6 445 — Bit 4 
Metropolitan wt е vx 4 8 2 — 514 8 
do. 44 per cent. Pref. 4 8 — 740 
8t. James’ and Pall Mall .. 10 8 6 — 1 6 в 0 
South London к 2s ы 5 6 at — 618 1 
South Metropolitan Pref, es 1 1 1 — 67 8 
Westminster Ordinary .. e 9 7 654 — ra 513 0 
І TRLEGPAPHS AND TRLEPHONES. 
Anglo-Am. Tel. Pref. .. - 6 6 98 -1 025 
do. < Det. ee ° э 90/- 83/6 244 — 7 10 З 
Chile Telephone .. M sè 8 8 7 — 614 5 
Cuba Sub. Ога. .. és ss b 5 Rix4 — н R 6 
Eastern Extension $3 ws 7 8 1: — è *6 17 6 
Eastern Tel. Ord. xs ss 7 8 14°4 — *618 1 
Globe Tel. and T. Ord. .. vs 0 7 124 — 665 12 у 
Great Northern Tel. .. ..  .h 2 40 — 610 0 
Indo-European .. - .. 18 18 51 + 6 7 8 
Marconi... is P .. 10 1D) 8 + 1 в 6 8 
New York Tel. 44 ee .. 4 43 100 — 10 0 
Oriental Telephone Ord. .. 10 10. 2f.xd + 46 6 
United В. Plate Tel. .. v 8 8 t 643 + 617 5 
West India and Pan. .. ч 1 — 1 = — 
Western Telegraph 5s se 1 8 144 — 6 i0 4 
Home Калпа, 
Central London, Ord. Assented 4 4 68 — 2 617 8 
. Metropolitan РИ vs T 1 1 22 - 48 0 
do. Distric n .. Ni Nil vi — i Nil 
Underground Electric Ordinary Nil Nil HET | - Nil 
. о. do. "A" .. Nil Nil 6;- _ Nil 
do. do, Income 6 6 89 = *6 14 7 
FoREIGX Trams, ёо, 

Adelaide Sup. 6 per cent. Pref. 6 6 434 — 616 
Anglo-Arg. Trams, First Pref, 5 8 — a 9 4 
Ч do. 2nd Pref. .. di 2 - ка 

до. 5 Deb. 8 b b *0 -2 7 210 
Brazil Tractions .. is vd 4 4 53 —8 d 8 
Bombay Electric Pref. .. és 6 6 1 — 517 8 
British Columbia Elec. Rly. Pfce. 6 5 74 Гев 61" 0 
до. до. Preferred — Nil 56 —1 Nil 
do. . do. Deferred — Nil 55 —1 Nil 
do. do. Deb. 4 4 T^ 2) 6 719 
Mexico Trams 5 per cent. Bonds — i 10 —8 Nil 
do. _ Gpercent. Bonds — Nil B —H Nil 
Mexican Light Common és Nil Nil 1 —1 Ni 
do. Pref. .. x Ni N43 bl .9 Nil 
do. lst Bonds EN Ni Nil 40 -1 ~ 
MaxnvcFACTURING COMPANIES, 
Babcock & Wilcox EN S 14 15 8 == 500 
British Aluminium Ord. is b 7 28/3 - 911 4 
British Westinghouse Pref. .. 74 it 2 — 6 у 0 
Callenders.. ss . 16 20 12 — 8 0 0 
do. ‘5 Pref. Же 5 b 44 - 517 8 
Castner-Kellner .. T œ 20 — BF — 6 68 
Edison & Swan, £8 paid NI. — 10/- =æ Nil 
do. do. fully paid ., Nil — M = Nil 
do. do. 4 percent. Deb. 6 b 624 — воо 
Electric Construction ., eO -6 7 48 — 800 
Gen. Elec. Pref. .. ae és 6 6 10 — воо 
do. Ога... X .. 10 10 14) — 618 0 
Henley ee ee ee ee 20 46 1€ — 7 18 10 
do. 44 Pref. ee ө ee 43 43 4 — b 0 0 
-Rupber + өө ee ee 10 10 13 — bd =| 8 4 
Telegraph Con. ee ee ee 92 90 88 — 1 *6 6 2 


* Dividends paid free of income-tax. 


MARKET QUOTATIONS. 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are“only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, October 25th. 


Latest Fo t's 
CHEMICALS, &c. Price, отын 
a Acid, Oxalic oe ee per Ib. 1/8 ee 
a Ammoniac Sal ae ай e. рег ton #15 ба 
a Ammonia. Muriate (large crystal) i £54 Ms 
a Bisulphide of Carbon .. T и £38 dis 
a Borax .. s "m A i $i £34 ` 
a Copper Sulphate .. ` .. $5 » #53 £2 inc. 
a Potash, Ch orate ee eo oe per Ib. 2/6 te 
a ў Perchlorate "e ds y 9/- ee 
a Shellac ees... peroewt. 12 /- sd 
a Sulphate of Magnesia... .. per ton £16 — ET 
a Sulphur, Sublimed Flowers ... й £13 £1 dec 
a i Lump .. S Vis 2$ 415 10 £1 inc 
a Soda, Chlorate per Ib. ie 2: 
a , Crystals Vs is .. per ton 12./ РА 
a Sodium Bichromate, casks e. per lb. ee А 
METALS, &c. 
c Brass (rolled metal 2° to 12* basis) per lb. 1/4 to 1/83 " 
c „э, Tubes (solid drawn) a i 1/48 to 1/5 jd. inc 
с, ire, basis .. M s " ni to 1/4 та 
c Copper Tubes (solid drawn) .. И 1/74 to 1/8 ни 
g » Bars (best selected) .. рег ton #163 £i inc. 
g LT] Sheet es ee ee 99 2168 £3 inc. 
g 39 Rod ee ee ee ee 99 £108 £1 inc 
d vw (Electrolytic) Bars m js 2144 £3 ino. 
4 y уз Sheets... i £182 £2 ino. 
d. ii Rods Us $5 £153 £ inc. 
d э? H.C. Wire per lb. 1/6 - 
f Ebonite Rod ose ee ee ee 99 8J- ee 
f ij Sheet - as - M 9/6 $5 
n German Silver Wire m" vs у 9/8 Es 
h Gutta-percha, fine ee oe oe 98 6/10 ee 
h India-rubber, Para fine .. ёа vs 8/4 
i Iron Pig (Cleveland warrants) .. perton Nom. is 
99 Wire, galv. No. 8, Р.О. qual. 99 £86 ee 
g Lead, English Pig eo oe ee » €81 5 oe 
g Mercury T và we .. per bot. |217 12 6 to 217 1 T 
e Mica (in original cases) small .. per Ib. 6d. to 8/- EN 
е n » » medium » 8/6 to 6/- oe 
€ y ” Án large .. » 7/6 to 14 - & up. oe 
d Silicium Bronze Wire .. .. per lb. 1/93 3d. ine. 
г Steel, Magnet, in bars  .. per ton £95 T 
g lin, Block (English) 26 ks ўз £184 to 2136 £2 inc. 
n », Wire, Nos. 1 016 .. .. per Ib. 2/10 "я 


Quotations supplied by— 


g James & Shakespeare. 

А Edward Till & Co. 

i Bolling & Lowe. 

1 Richard Johnson & Nephew, Ltd. 
n P. Ormiston & Sons. 

r W. F. Dennis & Co. 


a G. Boor & Co. 

c 'l'hos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f tndia-Rubber, Gutta-Percha and 
‘Telegraph Works Co., Ltd. | 


Industrial Harmony.—Sir William Lever, Bt., speaking 
at the Manchester Atheneum on "Harmonising Capital and 
Labour,” said that it must be admitted that, in spite of better con- 
ditions of employment and higher wages, the present position 
occupied by labour was not acceptable to the workers. The work- 
man was no longer а “ hand "; Labour to-day was an educated man. 
and his wants were growing and his outlook was egtending. Labour 
would not be brought to work side by side with and to harmon 
with Capital merely by ever higher and higher wages. shorter and 
shorter hours, combined with better and better welfare conditions. 
The lesson for the capitalist was that high wages, short hours and 
good healthy conditions by increasing intelligence and efficiency. 
increased output and actually reduced costs. And the lesson for 
Labour was that increased output stimulated consumption and. con- 
sequently, demand for production and distributive labour. the fact 
being that consumers of all classes supplied themselves where the) 
could be best and most economically served. Only by eniran 
into co-partnership together could Capital and Labour be hroug^t 
to pull together, and only by co-partnership could they b? hwr- 
monised. - Daily Telegraph. 


U.S. Central Stations. —0On the basis of the carnings Г 
the first half of the current year. 1916 should be a very prospero! 
year for the U.S. electric light and power industry. Accordins 
to а conpilation mate by the Airctrical World from reports ar 
from over 60 per cent. of the industry. the earnings from the sale М 
energy during the first six months of 1916 amounted tu 5205 ы н, 
as compared with $176,300.000 for the first half of 1915, Ti: 
increase was 15°6 percent. The output for the first half of 1" й 
increased 24 per cent. over the first half of 1915. bem! 


- 19.875.000,000 KWw.-hr&. as compared with 8.775.000,000 Kw.-his. 


for the first half of 1915. Returns for the month of June Ed 
particularly good. Throughout the first half of the mE a 
the factor that stood out most prominent]y was the remar ini 
growth in the power load. The motor market was swamped n : Т 
orders, and many of the motors ordered at this time wil? not кк 
into use until late in the current year; consequently the деша 
for power will continue to increase considerably for some boit А 
соте. The big increase was from new customers, who had yee 
been running under their own power. The flood of orders dus 
with such a rush that there was no time to enlarge private р" " 
ani central station service at once became very popular. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING SEPTEMBER, 1916. 


IHE September returns of electrical exports and imports show a accounts for the considerable reduction shown in the September total. 
considerable increase in value in comparison with the August The imports reached a total value of £237,032, a considerable 
totals; the exports, in particular, maintain the relatively high increase on the August total of £183,151, traceable to the increased 


level of the past few months. amount of American material which entered this country during 
The total value of the exports was £573,314, as compared with the month. Holland, due to its lamp industry, again occupies the 

£553,957 in August, £487,575 in July. and £603,510 in June. second place in the list of importers into this country, and it is 
Of the individual sections, cables, machinery, and telephonic significant that Japan figures for over £10,000 worth of electrical 

materials made a good showiny, while business in the miscellaneous material sold to us. India was our best customer during the 

sections, such as accessories, fittings, meters, &c.. was above the month, while our Australasian colonies and the friendly European 

level of the previous month. countries were also good customers—France in particular, but South 
The August telegraphic exports were exceptional in amount, which American business was on a small scale. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


| 


Destination of exports and country consigning cEBECEEBSEPHBECI- | оч5 Pug Ба соя. $3 о |95). soe 3 
imports. Sax 994 029 ER паш Fes | лп | SpE = E OBS! wad 5 
B È| eth |889) $^ | 38° 9 8) H4, За 28 | S | ESS] ssa) 5 
$ е 29 ача н | Hg | 8 Aim RAS йты e 
2 ibe а ajn Ыы 
£ £ £ £ £ £ £ £ | £ £-| £2 | Æ £ 
Russia, Sweden, Norway and Denmark | 4,07 1.790 BTI^S- DD. I Sura 5.449 |13,514| 1,051 | 690 272 | 86| 4,111 | 37,448 
Netherlands, Java and Dutch Indies i 833 | 17,314, 1,284 — 62 33 | 5,011 re 93 62 | 1.980] 720 | 27,392 
Belgian Congo... ks - is ER M? vie il) ss ES ii е unt us 12 же, 8 47| 208 
France ... T see Pa T ... 111,642 786| 293| ... 661 | 212 |22,072| 7,207 165 | 846 | 8,787| 4,293 | 56,964 
Portugal & Ses Pe i à 340 1,276 82), 939 | 341 be 347. us. 132 s 493 151 3,701 
Spain, Canary Isles and Spanish N. Africa... | 1,486 TT 368) 145 T 830 |16,166| 2.488 275 31 653| 1,530 | 23,972 
Switzerland, Italy and Austria-Hungary ... 884 T 260|  ... © 94 | 6,178)... TT es. | 7,454) 134 | 14,944 
Greece, Roumania, Turkey and Bulgaria ... ‚ә 38|: 2; T v 34 Р н. саж aos m - 172 
Channel Isles, Gibraltar, Malta and Cyprus... 93 68| ... 18 A 32 | 125 76 ec 17 e.» {11,391 | 11,820 
| | | | 
U.S.A., Philippines and Cuba dux e] BIZ | | 51 ces гг 126 | 3,437] ... T 22 |... | 0 | 4,058 
Canada and Newfoundland T ze SLT no | 2998) ч DOT | ss 1994 - 700 | 1,519 | 5] 105 6,958 
British West Indies and British Guiana ... 39 р 26 99 е" e. | 147] ... 185 | 7 | 19) 74 | 596 
Mexico and Central America me — 67 97 as 20:1 Aaa ir M ^i M | 28 | | | 240 
Peru and Uruguay  ... ia 7 о 18 р 146 OO.) С T 325| 167 | 609 sis - 24 | 1,074 
Chile... jos ue те m P 510 3,204, 248] 357 18 867 | 2,274 325 31 25 12| 269 | 8,140 
Brazil >... и, 5, 4 jsa FA 588 582 86| 136 ss 20 777| 1,338 Y 149 "- Vi 3,923 
Argentina г, YT TM sae | 1,270 3,270 336) 191 16 | 1,504 | 1,198] 2,854 941 95 798). 176 | 12,649 
Colombia, Venezuela, Ecuador and Bolivia... 175 2] 10, 353 y- 40 | 10 | 2,640 26 15| 275 | 3,765 
| | 
Egypt, Tunis and Morocco ... ai ius 518 | 757 3| 170 71 | 1,856 217 | 9928 | 15 | 3,479} 640 | 8,654 
British West Africa ... v a. V 74 | 1,24 53 55 iss S2 I SOOO. c T Aus Ras. i] 57| 141 | 1,826 
Rhodesia, O.R.C. and Trarisvaal M. | 2.444 2.93] 148| 950 eae 279 | 1,698| 237 | 646 | 131 | 68| 5| 9.537 
Cape of Good Hope ... EN sa ... | 1.405 | 11.3691 492| 761 ... | 3,008 19) ace | 5289 | Мр | 7,179 177 | 24,971 
Natal ... E. ag id T: xd Ae 9782| 752) 259 e 252 | 3,554| 8,523 | 21 | ... | -253| 226 | 23,622 
Zanzibar, Brit. E. Africa, Mauritius & Aden 386 312 176 280 12 esp! | 37| 39 Ge A ees | 259] 760 | 2,314 
Azores, Madeira and Portuguese Africa... 109 299 87 УЙ 5s. 230]... T 5 | | 946 | 1,763 
Freneh African Colonies and Madagascar... 224 + jas - Mis ase 886] 5 а e| И 17 277 
| | 
Persia  ... T ЗЕ T = 5| 1,219 | 2,228! . .. 5 Ж% | | ee Sg) УТ | aa 3,445 
China and Siam 5. es ES wee | 2.923 6.068) 2,251! 1,008 12 | 1,877 | 4,375) 1,965 | 133 160 | 20| 1,100 | 20,692 
Japan and Korea "n M тр ^ 0] 182 37 98 . | 1.070 1| 3.555 xr d 459014 | TT M abt | 45 | 8,935 
India ... 9. he TA x ... | 4.634 | 23,190| 4,447| 1,879 34 | 1,538 25,871) 3.355 | 4,429 | 356 | 4,726| 1,234 | 75,693 
Ceylon ... ^em de eis li к 406 1,914 231 162 T 120 | 97| 10 213 | 1,336] 179 1,728 
Straits Settlements, Fed. Malay States and | | | 
Sarawak - “ws oxy - oM 948 1.564 504 524 31 446 | 2,112] 1,621 | 251 | 47 1578} 130 | 9,703 
Hong Kong 73 2.488 526 sey vis 686 1,516) Tr 59 Pr 438 904 6,690 
‘West Australia Vos T Ps A 189 578 £94 28 psa 309 | 715| 73 AT us bh DATS = 2. 3,519 
South Australia TA ns fe 242 2,681 161 175 $i bee 1,824| 357 765 29 | 861) 32 7,127 
Victoria eve р Pot ais Drs 9.317 6.459. 5.737 604 aaa 652 110.151! 191 | 746 | 28 | 1,987 497 | 59,975 
‘New South Wales 4 s = o | 1.561 | 20.647! 2,101) 1,445 2.061 | 6,023} 1,135 | 3,016 186 2,972 805 | 41,952 
Queensland ы sx c s | BOT) * 3.6911: 109] 316 | =. 15 | 371 933 | 939] .. | 1,612) 105 | 8,088 
Tasmania = E ds s e| 328 200] ЧО 98. рер one li, emo Rb р ез 4% 1,136 
New Zealand and Fiji Islands eon ... | 1,094 | 10,914) 2,105] 1,062 | ... | 277 | 2,926] 1,568 | 1,670 | 21 | 2,830] 2,526 | 26,993 


| 
|- — = 
33,661 |573,314 


|- ben HABER" 


| | сек рес жуг жуз сас усе?» а эк кушу 
Total. £ 48.008 |168,675,24,983/14,351 [1,784 |21,564 | 143,869 139,729 |23.032 12,575 51.083 


Registered Imports into the United Kingdom of Electrital Goods from all Countries. 


Russia, Norway, Sweden and Denmark  ... 721 РЕ -— 250 | 1.683] ... 114,730! 884 | 1,695 | ... | 867 | 20,830 
Holland... .. ae ee ees sate ees 1,020 | 135 |25,737 | 7,651 sie sits 57 654 ea wes 35,254 
France ... € nite s put $35 160 Vus -— 251 311| 755 200 50 | 4,838 (3,196 2,008 11,769 
Switzerland... sta $i iss ... | 3,304 T 18 121 4- wes 2,463 | 7,368 ds 96 |1,060 102 14,532 
Italy se. ча зш шш зш Ceu за | AOL Tes PE NS x v Зд a ы у 3,586 
United States ... Ps Ps ees ... 11,383 110,932 [5,431 | 3,031 296| 1,452 [10,540 (68,597 |10,669 |8,900 6,943 138,174 
Japan ... Vi Ts sis ee s.. | 2.460 .. 13,555 | 3,090 695|  ... ids ios 617 A sie 10,417 


Total, £ |18,028 |14,356 19,139 |32,480 110,636! 4,670 [32,838 |70,770 [18.569 |13,156 — 9,920 [234,562 


Additional imports.— Spain, carbons, £1,316. Hong-Kong, electrical goods, £114. Canada, glow lamps, £248 ; electrically-driven 
machinery, £124 ; batteries and accumulators, £106 ; telephone and telegraph appliances, £562. 


: Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 
| | ! 
Various countries, mainly as above .. | 1,229 | 1,376 | 4. | 4,062 | 177 | 3,870 | 5,175 .. , 380 | 207 2,120 18,596 
| 55 | 
TOTAL EXPORTS: £573,314 ToTAL RE-Exports: £18,596 ToTAL IMPORTS: £237,032 


NoTE.—' The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 
materia's to those appearing in adjacent columns. Imports are credited t» the country whence consigned which is not necessarily 

- the country of origin, 


P 


- 
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FRENCH AND ITALIAN ELECTRICAL 
INDUSTRY AND THE RUSSIAN MARKET. 


IN no branch of industry did the Russian market depend 
so much on importation as in the electrical ; and as our 
readers are aware, with the cessation of the normal im- 
portation, the Russian electrotechnical market experienced 
serious difficulties. The question as to where quickest 
and cheapest to procure the necessary electrotechnical 
goods will become still more difficult until the conclusion 
of peace, owing to the preoccupation of the electrical 
"industry in all countries with war requirements. In many 
cases, too, the works that are free to cater for the private 
market are working only for immediate reqhirements, 
because of the dearness of raw material, the lack of labour, 
and other circumstances. Therefore all stocks are com- 
pletely exhausted, and in order to replenish them, whilst 
satisfying current requirements, which will grow immensely 
after the war, great quantities of electrical goods will be 
required. 

Iu a previous article in the Elektrichestvo, last year, from 


which we quoted very fully, Engineer P. Gurievitch con- 


sidered to what extent Russian buyers of electrical goods 
might rely on the English electrical industry for supplics. 
` Using the official statistical data entitled “ Tableau Général 
du Commerce et de Navigation de la France" and the 


electrotechnical work, chiefly electrodes which are sent 
mostly into Switzerland, Sweden and Norway, where the 
demand for electrodes for the highly developed electro- 
chemical and electro-metallurgical industries is very great. 
For Russia, however, with its hitherto feebly-used water 
power, and the absence of important electrochemical 
factories, French electrodes cannot serve as an article of 
importation. | | 

But all the remaining French electrotechnical articles 
have been exported hitherto only in very limited quantities, 
so that it is useless to count upon them particularly, the 
more so as one-sixth of the total French export of electrical 
manufactures has gone hitherto to the French Colonies, 
Algiers, Tunis, and Indo-China. The balance of the exports 
was naturally distributed amongst countries contiguous to 
France. The principal customer for French electro- 
technical goods was Belgium; then Switzerland, par- 
ticularly the Western French Cantons; then Spain. The 
exportation of electrical goods into Russia was so insig- 
nificant that the French official statistics specified it only 
in regard to electrical apparatus and accumulators. 

-The exportation of meters into Russia is, however, 
specially mentioned ; but in the French statistics it is 
registered in a group including gas and water meters, so 
that is difficult to say what part is played in this group br 
electrical meters. "The total exportation of meters of all 
kinds from France made the important sum of 14,087,000 fr. 


TABLE I. 
In francs. Exports to various countries in quintals. 
ET | Total Export to | Exportto | 8 | ¢ SB Y „4 
Tot ta rt xpo | 5 а 2 
ne ps French оша = З ET E. 8 E] 5 $ 
rtation. rtation. Colonies. countries. = т d = 
portation portatio 0 (| E НЕ E 5 £ B E E 
| GEHE GONE | 
Electrical apparatus ... | 18,892,000 | 14,585,000 | 2,853,000 ЕР 1,330 | 283 | — 758 336, 220 870 
Carbons for electricity ' 1,056,000 8,264,000 33,000 | 8,531,000, 8,695 10.885 13.916 | 3.389 | 1.9661 = 2,871 
Dynamo machines ... TT ks we 9,052,000 | 4,116,000; 1,475,000 | 2,641,000 4,120 | 439 &71 | 3,005 322| --- 2,012 
Armatures for electrical machines and | i 
parts for electrical apparatus ... ‚ 4,611,000, 2.1$61,000 258,000 2.203.000. 1,037 ` - 219} — 454 106] — 945 
_ Incandescent lamps its ie ʻi | 2,622,000} 2,230.000 548,000 | 1,682,000 | 96 21| -- 62 1761 — 253 
Arc lamps "n $e 80.000 218,000 112,000 136,000 , 17 — - – 13, — — 72 
Conductors and cables ... zi is | 1,017,000! 3.421,000 705,000 | 2,716,000 7,406 452] — 316 567| — 3,849 
Porcelain goods for electricity | —— 612,000 198,000 414,000 207 1,487). — -— — — 835 
Glass goods wa ae a s 450,000] 133,000} 317,000 -— | 1,334] -— - Zn з 80 
Accumulators 179,000.  523,000| 162,000] 361,000 | 258 | — =e = 811] 497 146 


“ Movimento Commerciale del Regno d'Italia " for 1918, 
he now in the same journal dwells on the electrotechnical 
industry of two other countries: allied. to Russia—namely, 
France and lItaly—showing their position in the world's 
markets and their exportation into Russia. The French 
importation and exportation of electrical goods in 1913 are 
shown in Table I. | 

М. Gurievitch says that if we consider the data of 
the table submitted from the point of view of the possi- 
bility of Russia receiving some clectrical goods from 
France in greater quantities than before the war, we must 
observe that as an exporter of electrical goods France stood 


far behind Germany, England, and the United States, as. 


can be seen in Table II, which shows the export of electrical 
products from these countries in 1913 : — 


TABLE II. 

g | gà E ed ag = é = 

$8 | ga. jala jald |3 
$2 | $338 |2| #68 |2| 2 d 
Exporting | a | Bef б gg |? 4 155 

countries MEO we je "E: + S © 
oo 8 ogg Я Фа B а q 

«38 | 428 |8] aa | 8; EE |3 

$$s | $98 [8| $9 |5 Bog 

> On E оо A, Е о A Qu 

Germany ..| 407,550,000 | 79,248,000 | 24 | 48,496,000 | 11-9 | 42,614,000 | 1075 
England | 188,990,000 | 56,736,000 | 30 | 90,165,000 |470! 2,435,000) 1-8 
United States. .| 146,340,000 | 92,680,000 | 21-7 | 6,596,000 | 44! — (?) e 
France...  ..| 97,210,000 | 4,116,000 111-1! 3,421,000, 91] — (2) (7) 
Switzerland ..| 30,162,000 | 20,358,000 67:5 1,403,000 | 4:6. 8,689,000 | 12:2 
Italy -+| 10,294,000 | 2,855,000 | 27-7 | 7,028,000 68-0 | 84,000 | 0-8 


Whilst in the case of other countries by far the most 
important articles exported are either electrical machines or 
cables, in France the export of these two groups plays only 
a subordinate part, making only about 10 per cent. of the 
total exportation. In the French exports the most important 
position after electrical apparatus is occupied by carbons for 


in 1913, whilst the total of meters of all sorts exported into 
Russia made approximately 790,000 fr. 

Thanks to a large export of carbons for electro- 
technical werk, the French exportation of products of the 


- electrotechnical industry only about equalled the level 


of the importation of such goods. The French electrical 
industry therefore has, first of all, to sec to it that it can 
supply the requirements of its own market, before thinking 
of exporting to Russia. 

As to Italy. its electrotechnical industry is still too 
fecbly developed for it to compete on the Russian market 
with other countries. As an exporter of electrical goods, the. 
Italian industry began operations only five years ago. The 
first position in the Italian export of these goods, of a total 
value of 10,294,000 lire, in the year 1913, was taken by 
electrical conductors and cables, the exportation of which 
reached 7,028,000 lire, or 68 per cent. of the total export 
of electrotechnical goods. As, however, was observed by 
M. Gurievitch in reviewing the English exports, Ruseia 15 
least of all in want of cables. The second place in the 
Italian export of these goods is occupied by dynamo 
machines, Already in the year 1910 the export of these goods 
was valued at 139,000 lire; in 1911 it rose to 1,265,000. 
lire; in 1912 to 1,865,000 lire ; and in 1913 to 3,046,000 
lire. The exportation of heavy dynamo machines, of which 
the Russian market stands particularly in need, was, on the 
other hand, particularly small—no more than 205,000 lire. 
Italy exported transformers to the value of 231,000 lire i 
1913, and parts of electrical machines to the value 
378,000 lire. But to Russia she exported only gmal 
machines and motors to the value of 32,000 lire. n 
chief foreign market for the sale of Italian electrotechmca 
goods was South America (Argentina and Brazil), a 
Italy sent electrical machines and transformers to the V8 u 


— — — —T—— 
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of 1,148,000 lire. The export of other electrical goods 
from Italy was insignificant. Her exportation of electrical 
apparatus amounted to only 166,000 lire, and of accumu- 
lators to 38,000 lire. 

Of machines used in the electrotechnical industry, Italy 
exported in 1913 to the value of 4,758,000 lire, internal 
combustion motors, including 594,000 lire value for Russia ; 
to the value of 553,000 lire, (of which 41,000 lire for 
Russia) in steam engines, and £o the value of 144,000 lire 
(of which 15,000 lire for Russia) in water motors. 

It is necessary to observe, however, that Italy, to a 
greater extent even than France, depends on importation for 
electrical goods, which were valued at 31,955,000 lire in 
1913, thus exceeding Italy's export of such goods by three 
times. With the increase in.the development in Italy 
of hydro-electrical installations, the demand for elec- 
tical goods grows there at a great rate, and cannot be 


satisied by the Italian electrical engineering shops. Of ` 


electrical machines and transformers alone Italy imported in 
1918 to the value of 13,501,000 lire, of electrical apparatus, 
4,988,000 lire, and of incandescent lamps 9,094,000 lire. 
It remains to be said, in conclusion, that French 
industrial circles, even more than the English, consider the 
high Russian Customs duties to be an insuperable obstacle 
to successfully reaching the Russian market. Not hoping 
by their own strength to struggle with the competition of 
other countries in Russia, they would like to have а special 


exemption tariff for themselves that would give them a pre- 


ference over other countries. Such measures do not find 
supporters in leading Russian circles, and the Russian Com- 
mercial Attaché in Paris, being at the same time the Presi- 
dent of the Russo-French Chamber of Commerce, in his 
reports to the Special French Committee of Economic 
Inquiry and the Committee for Encouraging Franco- 
Russian Business Relations, showed more than once that 
French industry, with goodwill and sufficient energy, 
may operate on the Russian market on conditions identical 
with those of other countries.. Evidence of this will be 
found in the powerful invasion of the Russian market by 
German industry, although it had not an advantage in 
Customs duties, and certainly no preferences, compared with 
other countries. All depends principally on the energy of 
the exporting country and its readiness to meet the Russian 
buyer by offering him low prices and concessions, 

Besides energy and the will to meet the requirements of 
the buyers, a cardinal part is played in export, however, 
by the productivity of the exporting industry, and its 


power to throw on the world's market a great quantity of ~ 


goods at low prices. In this respect French electrotechnical 
industry, unfortunately, lags far behind its competitors. 
Even for its own market, in France, it is not in a position 
to supply all the requirements. Whilst a large importation 
of these goods into England may be explained by the fact 
that the absence of import duties did not sufficiently pro- 
tect the English industry from German competition, the 
important importation into France cannot be so explained, 
as France, after Russia, is one of the most protectionist 
countries. It is undoubted, therefore, says M. Gurievitch, 
that France cannot think of playing an important part in 


the supply to Russia of electrical goods. 


As has, however, been more than once shown in the 
Commercial and Industrial Gazette and in the Gorernment 
Gazette, issued by the Ministry of Finance, with the new 
trend of Russian trading policy after the war, we must first 
(says the writer).see to the development of the productive 
power оѓ Russia; but in the sphere of electrotechnics we 
must deal with the earliest possible use of the water power 
of the country, which is an essential factor in view of the 
chronic scarcity of coal. In the second place, from the 
financial point of view, we must endeavour to reach a favour- 
able trade balance. The question, however, with whom 
we shall trade, plays only a subordinate rôle of third-class 

importance, and it should be referred to a back position 
depending on whether any particular trade is profitable or 

Unpofitable for Russia. The goods of one country may, 

and should be, exchanged with our own or with the goods 

of another country, only if such, is profitable to the 
€'onomic progress of Russia. The refusal of any goods 

only because they are of one or other origin cannot be a 

healthy principle for a trading policy in time of peace, 


THE USE OF COKE-OVEN GAS UNDER 
BOILERS. 


AT the present time a great amount of attention is bein 
given to the more efficient utilisation of our national fue 
resources, & subject which so far as it affects central station 
practice, points very strongly to the future use of gas firin 
for boilers. | | 

Some of the features of present-day practice in this connec- 
tion were outlined by a coke-oven manager in an. article 
which recently appeared in the Iron and Coal Trades Review, 
the fuel in question being coke-oven gas. Не pointed out 
that by-product ovens are of two general types, waste-heat 
and regenerative. In the former the gas, after the by- 
products have been extracted, is conducted to combustion 
chambers between the oven retorts and mixed with air of 
atmospheric or slightly higher temperature, the products of 
combustion escaping to the chimney through a waste-heat 
flue, the internal appearance of which serves as a guide to the 
working of the ovens, as it indicates whether correct com- 
bustion is taking place. While with the waste-heat oven the 
hot gas passing to the chimney is first conducted through the 
flues of a boiler for steam raising, in the regenerative oven, 
the heat of the gas is: retained or stored in chequer brick- 
work (in the regenerator), and the escaping gases are, or 
should be, at so low a temperature that no valuable heat is 
lost. | 
The regenerators are, of course, used to preheat the air 
before it enters the combustion chamber, being used alter- 
natively to store heat from the gas and deliver this heat to 
the air, by means of flue dampers which give the required 
flue connections. 

With the latter arrangement only 45 to 50 per cent. of the 
gas is required for oven heating, as against 85 to 100 per cent. 
with the waste-heat oven, and consequently a considerable 
amount of gas is available for other use. Some 80 per cent. 
or more of the coke-oven gas is used for steam raising. 


Fia. 1.— WASTE-HEAT BEND. 


4 


At first glance the simpler and cheaper waste-heat oven 
would appear to be most suitable for this purpose, but owing 
to the necessity of avoiding heat losses from long flues, it is 
necessary to place the boilers close to the ovens, which may 
be disadvantageous in other ways. With the regenerative 
oven the cool gas, with by-products extracted, can be con- 
ducted any distance, and steam generated where it is re- 
quired. Some steam is required on every coke-oven plant 
for its own use, and in practice & certain number of waste- 
heat and a proportionate number of regenerative ovens are 
installed, to meet both requirements; a method now often 
adopted with waste-heat ovens is to obtain all the steam pos- 
Bible on the site and convert it to electrical energy for distri- 
bution where required. 

The waste-heat flue usually passes across the front of the 
boilers below ground, and flue connections are provided to the 
fronts of the boilers, being either fixed or movable. These 
connections are of steel plate lined with firebrick. A typical 
fixed connection is provided with a damper to cut off the 
waste-heat flue, and is of sufficient size to receive a grate so 
that solid fuel may be used in emergency, fire and ash doors 
being provided in the casing, also a hole for the introduction 
of live gas. This arrangement renders the boiler front in- 
accessible, and presents a large surface for heat radiation. 

A more compact arrangement is the movable waste-heat 
bend shown in fig. l, designed by the Koppers Co., which is 
mounted on wheels and can be entirely withdrawn. As in 
most waste-heat ovens 10 to 15 per cent. of live gas is to 


spare, this is introduced through a Bunsen burner mounted 


vertically on the bend. When in position the joints are 
luted up with fireclay. The use of live gas for boiler heating 
presents & more difficult problem in maintaining high effici- 
ency and at the same time avoiding explosion. 

The light and heat of a burning gas flame depend upon the 
conditions under which combustion takes place. There are 
but few cases nowadays of heating boilers with a lighting gas 
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flame, i.e., igniting the gas escaping from the burner with- 
out previously adding air to it, but old works still retain 
examples. 

An improvement upon the old arrangement is shown in 
fig. 2, where the gas is introduced through a series of 2-in. 
pipes direct into the furnaces; the gas pipes a are held in air 
channels b, and cover d regulates air admission. A fire is 
maintained on the grates to keep the gas ignited if its supply 
is not absolutely constant. 

The modern method of burning gas is on the Bunsen 
system, giving & non-lighting flame; the principle is well 
known, but the original Bunsen arrangement has been fur- 
ther developed, and the Méker burner is an improved form 
in which the efficiency of the burner as an injector is largely 
increased, so that it draws through more numerous and en- 
larged air holes a greater amount of air as compared with 
the ordinary type, and yields greater heat. The Méker 


Fic. 2.—HAND-FIRED BOILER WITH ORDINARY GAS-JET 
ATTACHMENT. i 


burner gives a homogeneous mass of flame at practically the 
same temperature throughout, and at a higher temperature 
than the hottest portion of the ordinary Bunsen flame. 

The most common form of Bunsen burner for boilers is 
shown in fig. 3, where c is the gas nozzle, passing through 
a bell-shaped end d, with adjustable primary air slots e; 
f is the mixing tube, which where it joins the furnace front 
is provided with additional slots, for a secondary air supply 
at the point of ignition. This burner is in use on a number 
of water-tube boilers, but it has in common with the ordinary 
Bunsen burner the disadvantage that the mixing tube is 
rather small in diameter, and offers great frictional resistance 
to the gas, so that its action as an air injector is somewhat 
checked, and by not drawing in sufficient air for combus- 
tion its efficiency is comparatively low and its gas consump- 
tion high. | 

The type shown is unsuitable for a Cornish or Lancashire 
boiler if hand firing has to be provided for, as the horizontal 
burners interfere with stoking, and where provision for hand 
firing is essential vertical Bunsen burners as shown in fig. 4 
are used. i 

This mainly differs from the previous form in the air 


Fic. 3.—BuNsEN BURNER FOR BOILER. 


chamber a; the end of the раз nozzle c just passes the air 
holes d, which can be adjusted by a.loose ring e. The mixing 
tube f connects the air chamber to & bend g which reaches 
the furnace above the fire doors. A horizontal internal air 
inlet pipe h provides the secondary air for ignition; a slide 
i at the end of the inlet pipe allows of adjustment and 
the inspection of combustion in the furnace. A somewhat 
similar burner is shown on the bend in fig. 1; such a burner 
in an inverted position is very apt to back-fire, and great 
efficiency cannot be expected. In connection with waste-heat 
bends, however, it is so placed to avoid protruding too far. 

With the general preference given to the regenerative oven 
it was a natural result to endeavour to construct gas burners 
with a much higher efficiency than could hitherto be attained. 
Among the many attempts which have been made in this 
direction are the Altenhein, the Terbeck, and the Wefe 
burners, so-called after their respective inventors. е 

The Altenhein burner (fig. 5), made by Messrs. Altenhein 
and Wilson, of Maryport, is of recent construction, and 


~ 


resembles in many ways the Méker burner. The mixing 
pipe a of the burner is tapered and reduced in diameter to- 
wards its delivery end in order to reduce the tendency to back- 
fire. The gas is supplied by means of an angular piece b, 
and the primary air is supplied partly by tube c, and partly 


by means of a series of inlet ports formed around the end of 
the mixing tube, and further by a series of slots arranged 
on the outer side of the burner practically in line with the 
Near the delivery end of the 


end of the gas-inlet pipe b. 
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burner the admission of the secondary air ts provided for by a 
series of slots with а movable ring with, corresponding open- 
ings. Fig. 5 represents the type of burner suitable for Lanca- 
shire and Cornish boilers; fig. 6 shows the construction as 
adopted for use in connection with water-tube boilers. | 
This form of construction gives the advantage that the 
mixing tube does not offer much frictional resistance owing 
to its comparatively large diameter. Consequently the injec- 
tor effect of the burner is a good one, and back-firing does 
not take place even with an excessive amount of primary air 
added. The makers claim that an efficiency of 80 per cent. 
can easily be obtained. Fig. 7 shows an installation of these 
burners. "TN 
In the Terbeck burner the Bunsen system of forcing in 
gas through a nozzle and drawing in air is reversed; a great 
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Fic. 5.—ALTENHEIN BURNER FOR LANCASHIRE BOILER. 


number of these burners are working satisfactorily on the 
Continent, and some are in use at the Old Silkstone Colliery. 
The Wefer burner, fig. 8, is designed to prevent an accu- 
mulation of explosive gas in the mixing tube, which with 
Bunsen burners, if they have not been lit up carefully, may 
cause serious explosions or tendency to back-fire. In the 
Wefer burner the gas enters a distributing chamber a w 
on its front end is closed by an inclined door b, hinged from 
the top. The door acts as a safety valve, as in case of back- 
firing or explosion the pressure is relieved by the door open- 
ing and no harm done. To keep a gas-tight joint, & lea 
strip is fastened to the frame of the chamber against which 
the inner face of the lid is pressed by its own weight. А 
the distributing chamber are a number (generally 25) o 
pipes c, through which the gas travels to the boiler. The 
front plate of the boiler holds a carbon block d, which has à 
hole for every gas tube c, provided in such a way that the 
tubes are completely surrounded by an air space. The tubes 


c only reach thrce-quarters of the way into the carbon body d, 
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the last quarter being used to form small mixing chambers 
for air and gas. The space between the gas chamber a, and 
the carbon body d, is taken up by an air chamber e. This 
i» provided with a circular row of slots f, surrounded by a 
loose ring by which the air supply to the burner is regulated. 
Above the burner two inspection holes g are arranged, below 
is a hinged door h for the removal of flue dust. While the 
gas travels through the pipes c, the air coming from the air 
chamber meets it at the outlet of the tubes in the last 
quarter of the carbon channels. On the end of the latter 
the mixture 18 J nited. As the velocity of the gas in this 
burner is naturally slow, the gas flame burns immediately 
on the end of the carbon block, which gets hot at the end. 
"The carbon is not a good heat conducter, so that the rest 


Fic. 6.—ALTENHEIN BURNER FOR WATER-TUBE BOILER. 


b ot the carbon block remains comparatively cool. The carbon 
| is also so fire-resisting that it does not burn away easily. 
On the other hand, should the gas supply not be quite con- 
stant and short interruptions take place, the heat of the 
burner mouth is sufficient to reignite the gas and thus avoid 
explosions. ! 
= There is always a certain amount of danger connected with 
: boilers solely heated by gas. The greatest danger is an inter- 
| mittent gas supply due to variations in pressure or water 
accumulations in the supply pipes. In case of frequent varia- 
tions of pressure, а governor should be provided in the gas- 
supply pipe to the boilers. With too high a pressure on a 
Bunsen burner, the air supply of which is suitable 
for а normal velocity of the gas, it easily happens that 
not sufficient air for combustion is injected, and the gas flare 
is suddenly extinguished through lack of air. If this happens 
to a whole series of burners at the same time it is not so 
serious. One has only to turn off the gas, wait a while until 
the gas mixture is drawn away by the chimney, and then 
the burners can be lighted again. But if only one part of 
the burners are extinguished and others kept burning, or if 
hand-fired boilers are in the same range, the combustible 
mixture from the extinguished burners may be ignited in 
the back flues and cause a serious explosion. 
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2 Fia. 7.—INSTALLATION OF ALTENHEIN BURNERS. 


1 
: | 
of Great attention must be paid to the regulating of the air, 
In especially the primary air supply, as with too little air part 
X4 of the gas leaves the boiler unburnt, and besides the waste 
of gas through this cause, explosions in the flues at the back 
.of the boilers may result. With too much primary air most 
Bunsen burners are apt to back-fire, so that the gas burns in 
the mixing tube. | 
. In case of the gas having accidentally been extinguished 


burning, receiving its gas from an independent gas supply 
E which acts like the small by-pass flame in a street lamp and 
А relights the gas If the gas goes out fot want of air for 
i, гшошиоп, this flame will also go out, and for such cases 
e } e arrangement cannot be called reliable. Undoubtedly the 


in the boiler flue, in some boilers a little gas flare is kept ` 


safest way is to keep a small fire burning under the burner, 
if possible. 

_ The combustion of live gas in waste-heat boilers as shown 
in fig. 1 is safe, as the live gas is always kept ignited. 

. Experience has shown that the Bunsen flame has a cutting 
effect on tubes, and these are generally protected by a brick 
baffle, which gets very hot and will relight the gas flames if 
not too long extinguished. The indirect heating of boilers 


Fic. 8.—THe МЕРЕК BURNER. 


has led to the introduction of the Bonecourt surface com- 
bustion boiler, which has been described in our columns, but 
which, owing to its short body and tubes, is not available 
for alternative hand firing, and for this reason is not used 
on coke-oven plants. 

While, no doubt, much may be learned from present prac- 
tice in gas firing of boilers in coke-oven and similar installa- 
tions, it is probable that the adoption of this system of 
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generating steam for electrical purposes will result in a good 
deal of experimental work to meet the peculiar conditions 
of central-station practice. An instance of the kind was 
recently’ recorded in our American contemporary Power, 
which discussed the steps taken by the Toledo Railway and 
Tight Co. in adopting coke-oven gas as fuel at its Water 
Street station. Due to lack of boiler capacity it was decided 
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Fic. 10.—COMBINED Gas AND COAL-FIRING ON CHAIN GRATE. 


to develop a scheme for burning the gas which would give 
flexibility in operation, maximum capacity, and efficiency. 
The gas was to be burned under six Stirling boilers with 
Green chain grates. The first arrangement, which did not 
give the high capacity and flexibility desired, consisted in 
covering the grate with sheet asbestos, except for a space 
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left ав a secondary air port; crushed brick, egg size, was 


spread over the asbestos varying from 94in. at the front to- 


Tin. at the back of the grate (at the bridge wall) in depth. 
This deflected the flame so as not to strike the tubes directly. 

The burners consisted of a 6-in. air mixer, 14 in. long, 
swaged down to 5 in. at the outlet. Gas was delivered to 
the burner through а 1401р. pipe capped at the end and 
projecting into the air mixer about 4 in. In the face of the 
cap seven $-in. holes were drilled, one in the centre and six 
equally distant round it. This arrangement being found 
unsatisfactory, the grates were removed in one boiler and 
«the Dutch-oven arrangement shown in fig. 9 was adopted. 
It was then easy to get 1,950 H.P., or 963 per cent. rating, 
and the boiler has been operated continuously at 910 per 
cent. rating ever since; the arrangement, however, was 
absolutely inflexible, and was not extended. 

The most satisfactory plan offering was to burn‘ the gas 
directly above the coal and in combination with it. A special 
tile with a 5-in. hole was developed, and set so that the gas 
when introduced into the fire-box was directed down against 
the coal. This tile was placed in the ignition arch next the 
grate; the gas was introduced through a li-in. pipe and cap 
drilled as previously described. All primary air was shut 
off and the gas introduced into the furnace, useing the secon- 
dary air coming through the fuel bed for combustion. The 
boiler used for this experiment was a 425-H.p. Heine boiler 
equipped with Green grates. It was on the low-pressure end 

_of the plant and could be spared. No attempt was made to 
determine ratings, but the gas was accurately metered and 
the flue gases were analysed. 


Depth of fuel bed, in. ... ... 4i 4i 4i 
With of chain grate, ft. ... ... 10 10 10 
Chain speed, ft. per hour  .. 16 22.5 25 
Grate surface per hour, sq. ft., 160 225 250 
B.TH.U. in gas... is 600 600 


Gas used per hour, cu. ft. 38,400 . 39,800 25,500 


When the.gas was fired above the coal the entire firebox 
was completely filled with flame so intense that it was 
impossible to see through it even with the aid of a blue glass. 
As the gas runs high in hydrogen its combustion is rapid, 
so that it is an ideal fuel for combination burning. Another 
successful feature of this combination is the fact that there 
is practically no combustible in the ash, even when the 
chains are running at maximum speed. 

On the strength of the results obtained from this boiler, 
equipment has been ordered and is now being installed in 
the 16 Stirling boilers comprising the high-pressure end of 
the boiler room. Fig. 10 shows the new arrangement adapted 
to a Stirling boiler. It is considered, this design will give 
absolute flexibility of boiler operation, added capacity by 
burning the gas in addition to the coal, and higher economy 
because no combustible reaches the ashpit. 

Upon the completion of this work, evaporation tests will 
be rup and the more complete data will be published later. 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). ы 
Con:piled expressly for thts journal by Messrs.~W. P. Tnomrson & Co., 
lectrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 
ao * Plug for telephone switchboards, &c." P. P. Craven. October 
th. : 


14,325. ‘ Protecting devices for multiphase alternating-current apparatus." 
J. R. Bearko & Messrs. ELECTRICAL IMPROVEMENTS, LTD. October 9th. 


14,345. “ Electric machines," Н. Cuitty. October 9th. 
14,348. ‘' Processes for clectro-deposition of lead." S. О. Cowprer-Co_es. 
October 9th. 


14,351. “ Coating metallic sheets, &c., with lead." S. О. Cowper-Co res. 


October 9th. 


14,355. '' Sound-operated circuit controller." | SuBMARINE Wireress Co. 
October 9th, (U.S.A., May 19th.) 
14,371. ** Preparation of material applicable for varnish, insulating, &c." 


W. T. RoniNsoN-BiNDLEY & А. W. WELLER. October 10th. 


14,383. '' Device for collection of electric currents from revolving appa- 
ratus." B. A. M. Boyce & Tue Вксѕн ELectricaL ENGINEERING Co. October 
10th. 

14.416. '' Electric condensers.’ С. Сик. October 10th. (Switzerland, 


October 13th, 1915.) . 

14,417. “ Electric motors." C. W. DuRNFORD & THE SUBMERSIBLE AND 
J. L. Motors, Lro. October 10th. 

14,422. '' Combined pumps and electric motors." С. W. DURNFORD AND 
Tne SusMERSIBLE & J. L. Мотокѕ, Lro. October 10th. 


14,423. "'' Electric motors." C. W. Осккғовр AND THE SUBMERSIBLE & J. L. 
Motors, Lrp. October 10th. 

14,439. ‘* Electrodes for storage batteries." R. блуп. October llth. 

14,466. “ Electric furnaces.” J. W. Morrat. October 11th. 

14,467. *' Electrolytic deposition of copper from acid solutions." Е. E. 
Stupt. October llth. 


14,509. '' Electrical connections." A. Е. Berry, THe Britis ELECTRIC 
TKANSFORMER Co. & E. Exvtwoop. October 12th. 

14,518. ‘Electric ship propulsion." Tue British THomson-Hovuston Co. 
(General Electric Co.). October 12th. ' 
Sykes INTERLOCKING SicxnaL Co. & К. W. 


14,521. ‘* Electric commutators.” 
Taikant. October 12th. 

14,522. '' Electric commutators." Sykes INTERLOCKING SicNaL Co. & К. W. 
'TarkaNT. October 12th. 

14,524. “ Apparatus for electrically sterilising foods." J. Hanssen. Octo- 
ber 12th. (Norway, October 12th, 1915.) _ 


* MAGNIFYING AND UTILISING sucu DEFLECTION. 


14,546. “ Duplex circuits." Western Evectric Co. 
October 13th, 1915.) 


14,566. '' Magnetic controlling devices.'" C. MARSHALL. October 13th. 


October 12th. (U.S.4,, 


14,593. ''Sparking plugs." W. C. Matrnews. October 13th. 

14,629. '' Electro-magnetic separator." A. Е. HALLIMOND. October Lith. 

14,631. '' Electrical treatment of organic and inorganic substances.” G. 
Caraccio. October 14th. 

14,643. '' Electric incandescent lamps filled with’ argon." ALLGEMEINE 


E.extaicitats Ges. October 14th. (Germany, November 11th, 1915.) 


PUBLISHED SPECIFICATIONS. 


- 


1915. 
MEANS FOR Propucinc AND DEFLECTING А JET OF 110010 AND FOR 
А. Е. Sykes & S. Ford. June 
(Cognate applications, 11,865/15, 635/16, апа 1,001/16.) 


9,344. 


25th. 


12,193. INsuLatoRs FOR ELEcrRICAL RESISTANCES AND CONDUCTORS. А, E. 
Woodhouse. August 24th. 

12,404, TELEPHONE Systems. Е. V. Datzevitch. August 28th. 

13,614. Exvectric SELECTIVE. Devices. A. Н. Morse & Indo-European Tele- 
graph Co., Ltd. September 24th. ~ 

13,801. REGULATION OF DyYNAMO-FLECTRIC MACHINES IN CONTINUOUS-CURRENT 


Surrey Systems FOR " Series " Oreration. R. Thury. September 28th 
(Convention date, June 16th, 1915, Switzerland.) 

13,902. THermic TELEPHONES. Naamlooze Vennootschap de Nederlandsche 
Thermo-Telephoon Maatschappij. September 30th. (Convention date, April 
26th, 1915, Germany) 

14,043. Exvectric Barnu Bianxet. Н. D. Parker. 

15,71. APPARATUS FOR ADJUSTABLY HOLDING X-Ray TUBES. 
and Harry W. Cox & Co. November 2nd. 

: ee: Evectric Arc Lamps. А. Н. Railing & A. E. Angold. 
20th. 

17,185. THERMO-ELECTRIC CouPLE. C. E. Foster. December 7th. 

17,330. SPARKING PLUGS FOR INTERNAL-COMBUSTION Encines. S. A. Newman · 
(H. C. Newman, British Expeditionary Force). December 9th. 


1916. 

The numbers in brackets are those under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 

1,724. EvectricaL Resistances, Clarke, Chapman & Co. and К. C. Harris. 
February 4th, 1916.  [101,498.] 

3,817. Explosion ENGINES COUPLED TO DyNAMO-ELECTRIC MACHINES. Soc. 
Anon. des Etablissements L. Bleriot. April 10th, 1915. (Addition to 
11,566/15.) [100,268.] 

7,100. TELEPHONE SYSTEMS. 


October 4th. 
E. H. Hanson 


November 


Automatic Telephone Manufacturing Co. July 


19th, 1915. [100,941.] 
8,754. MEANS FOR CONTROLLING AND REGULATING ELectric MOTORS. Igranic 
Electric. Co. (Cutler-Hammer Manufacturing Co.) January 28th. (Divided 


application on 1,374/16.) [101,523.] 


=. 


Electrolytic Treatment of Zinc Ores.—The Queensland 
deorernment Mining Journal (Brisbane) of August 15th reports in 
the local Press an announcement to the effect that works are to be 
erected at Bowen, .Queensland, for the electrolytic treatment of 
zinc ores. It is understood that the company concerned has for 
some time past heen considering the advisability of putting up 
such works at either Townsville or Bowen. Evidently the decision 
has turned in favour of Bowen, and an application has been made 
to the Lands Department for the lease of an area of land at that 
place suitable for the proposed works. 


The Operation of Electric Excavators.—Some unusual 
and interesting schemes have been developed in connection with 
the utilisation of energy for operating excavators in the Little 
River Drainage District near Cape Girardeau. Mo. The excavators 
are being used to construct а 30-mile diversion channel and levees 
along the system. When the project was first started each ex- 
cavator was supplied with energy from two 100-Kw. transformers, 
carried on wide-tired trucks alongside & transmission line parallel- 
ing the channel route. Wet and muddy paths that hindered moving 
the trucks were encountered so frequently, however, that it was 
decided to transport the transformers on small barges built on 
the job. The high-tension lines leading to the barge are held 
above the ground and at the proper distance apart by insulators 
attached to the top of posts. The vertical jumpers connecting 
these lines with the transformers are supported at intermediate 
points by insulators attached to a short cross-arm and to the barge 
railing. To permit moving the transformer barge without adjust- 
,ing the branch line tap each time, it is connected with the line by 
an ingenious roller-contact device, consisting of two ordinary gash | 
pulleys attached to a piece of sheet steel bent to form а rider 
similar to a barn-door hanger. From the rider is suspended an 
insulator attached to a rope which is employed to move the rider 
along the line when the barge is moved. When the end of а span 
is reached the transmission line is de-energised long enough ye 
permit setting the rider on the adjacent span in the direction 0 
excavation. `- t 
Energy at the voltage required for operating the excavato 

motors is conducted from the transformers to the no. 
through flexible insulated cables. Since these are allowed to пе 
on the earth between the barge and the excavator, they have to 
dragged on the ground when the excavator is moved. To fa 
performing this operation without receiving shocks through anne 

! lation which may-be worn thin, shovel handles are provided Mies 
hooks bolted to the end. On one of the dredges electric fans E 
been used with satisfactory effects in the daytime to keep d 
quitos from annoying the operators. АЁ night, however, the E 
draughts produced by the fans are almost as unbearable 88 
mosquitos.-— Electrical World. 
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essential on financial grounds. 


No. 2,032. 


ON MAXIMUM EFFICIENCY. 


UxnDER the stress of the present unprecedented 
emergency our national life is being shaken up from 
top to bottom. Not,only does the situation increas- 
ingly demand that every man and woman shall be 
in that position where they can contribute the right 
kind of service to the Allied effort for the successful 
prosecution of the war; it equally demands that 
when we have found our right place we shall contri- 
bute the utmost that lies within our power of that 
right kind of service. We need not refer to the part 
that is being contributed by the actual fighting 
forces, nor to those who behind the lines or at the 
base are rendering non-combatant service of dif- 
ferent kinds; we do not pretend to be in a position 
to say whether the places of the latter could be filled 
with: equal effectiveness by others while some of 
these are released for actual fighting, for the point 
lies beyond our particular scope. But we are directly 
concerned in the efficient utilisation of the non- 
combatant forces at home. 

Two events of the past week have again brought 
very emphatically to mind the importance of every 
worker and every machine being utilised in such 
a place and in such a way as to contribute 
maximum efficiency. There is no room for either 
idle men or idle machinery to-day; the principal 
difficulty in the way of securing the maximum from 
all lies in the reconciliation of the different interests 
which contribute to the success of our Arms. It 
has been one of our great problems ever since the 
demands for men and munitions first began to reach 
unexpected dimensions, but to-day the problem is 
more acute than it has been at any previous stage 
of the war, and readjustment of our national re- 
sources demands of us all that we shall be prepared 
to seriously consider our own personal relation to 
the world-conflict, whether we are masters or men, 
whether we are professional classes or workmen, 
whether we are brain-workers or tradesmen, tech- 
nical, commercial, or clerical. Personal interests 
are to be subordinated to national, whether we like 
it or not, and the only door at which we can fairly 
lay the blame is that of those who aimed at the 


. Prussian Domination of the World. We agree abso- 


lutely with the Army Council in its very definite con- 
viction that this is a young man's war, and we be- 
lieve that it has the great bulk of the nation behind 
it in its efforts to secure the right men for the fight- 
ing line by drawing off the millions from work 
which can be performed by others. But we believe 
that this process would be more easily carried 
through if every worker recognised the pressing 
need for him to do his best work when he has found 
out what that work is. Mr. Asquith told the repre- 
sentatives of the coal-mining industry that by aban- 
doning what is euphemistically called avoidable 
“absenteeism ’’ we could increase our coal output 
by 15,000,000 tons per annum. Coal is one of the 
vital factors in the war, necessary for the Fleet, for 
the mercantile marine which brings in our food, for 
the tens of thousands of factories making muni- 
tions and manufactured exports; it is a vital neces- 
sity for our Allies, and its exportation to them is 
But those require- 
ments cannot all be properly met because there is 
5 per cent. avoidable ''absenteeism." Situated 
here, at the hub of things,.and eagerly following 
each development of the war from day to day, we 
ordinary mortals may think that it should only re- 
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quire every colliery worker to be apprised of the fact 
for him conscientiously to examine himself and 
solemnly resolve that, inasmuch as he believed in 


the righteousness of the Allied cause and wished ° 


his children never to come under the terrible heel 
of the Hun, he would produce more coal per hour 
than ever before from now until the end of the war. 
We trust that the representatives of the men who 
gave Mr. Asquith an undertaking will be able to 
secure the hearty co-operation of the men them- 
selves. 

But is it only to workers in the collieries of the 
land that the urgent counsel to abandon avoidable 
'" absenteeism " should come? Аге there not some 
other departments of essential activity in which the 
same warning should be given for the sake of the 
allied cause? Аге there not many of us in many 
vocations who, by only a slightly increased effort, 
could increase our individual production, and so re- 
lease part of a worker for something else? -We 
need not particularise, but there are still forces or 
influences at work amongst us which stand in the 
way of a general contribution of maximum efficiency 
ail round. And the things that hinder must be put 
aside, whatever they be, if the emergency is as 
great as our advisers represent it to be. The 
Ministry of Munitions and the Military authorities 
are exercising their powers by searchingly scruti- 
nising our industries and our occupations, and the 
Board of Trade decides what may or may not be 
imported. We certainly cannot afford to have our 
labour, our' ships, our railways, and our factories 
occupied with things that we can do without, and 
we shall be little the worse if we put hindrances in 
the way of those who want to spend recklessly their 
unaccustomed riches, or if we generally simplify our 
standard of requirements for the period of the war. 
Measures to these ends may not be very pleasing, 
but we must blame the situation in which the nation 
stands, when it is still necessary to concentrate all 
our efforts on securing the defeat of an embittered 
enemy who finds his cherished ambitions frustrated 
and his chances of victory almost gone. 

Engineers are accustomed to think much of 
“ efficiencies," and they know only too well that 
neither machinery nor individuals can be expected to 
produce their maximum output continuously. Over- 


load capacity of machine and man has very defi- 


nite limits. The experience of the war has taught 
us many lessons regarding overtime, fatigue, Sun- 
day labour, the importance of rest periods, holi- 
days, and so on, but when these matters have been 
carefully taken into account in developing our 
measures, ''avoidable absenteeism " on the part 
of anybody to whom the State is looking to-day 
for his best is an unpardonable sin. We may be 
suffering from the physical and mental consequences 
of war-weariness, but this is no time for lessening 
our efforts, and we have to utilise the industrial 
ability of man and machine to the full in order to 
keep the Forces supplied with munitions, to keep 
our Allies supplied with coal, and to maintain our 
financial credit as far as is reasonably possible bv 
exportation of goods and materials which occupy 
the minimum of labour in proportion to their value. 

As part of this matter there is the need for the 
utilisation of the whole of the suitable machinery 
that is within these islands. Any machine’that is 
lying idle represents so much waste, if in the hands 
of the Ministry of Munitions it could be turned to 
good account for the purposes of the war. There- 
fore, we cannot but welcome the announcement 
issued by that Department concerning the mobilisa- 
tion of idle machinery. 
clearing-house organisation. for the purpose of 
tracing and registering machinery which is idle or is 
about to become idle. It will be the object of the 
organisation— 

(a) To ensure that contracts placed by the Ministry. are 


directed towards any unoccupied manufacturing capacity 
which night exist in. the. country. s 


It has established a central, 


already showing an activity which 15 гетаг 


(b) To place engineering contractors who have suitable 
facilities for particular supplies in touch with the Ministry 
and with other Government departments requiring these sup- 
plies, and to help contractors who are able to undertake addi- 
tional or more suitable work now or at a future date to main- 
tain continuous eniployment of their machinery and labour. 


An invitation is given to manufacturers possess- 
ing idle resources and desiring to be placed in touch 
with Government Contracting Departments to com- 
muricate with the Central Clearing House, Ministry 
of Munitions, 8-9, Northumberland Street, W., when 
further particulars will be sent to them. 

Manufacturers who know the state of the mar- 
kets of the world, and want to do something to 
retain their hold on foreign trade, maintaining con- 
nections, as far as is reasonable, to serve the national 
interests, will, we are sure, recognise the need for 
co-operating with the Ministry of Munitions in this 
matter. As the financial aspects of the war change 
as it is more and more prolonged, the importance 
of exports does not grow less, but we have reached 
that pass when we must all see that everything in 
reason should be done to bring the war to an 
entirely victorious issue at the earliest possible 
moment. Whatever effort on the part of skilled or 


= unskilled labour the national cause demands it must 


have, whatever dilution or substitution the situation 
really demands in order that we may put the best 
men in the Field, must be accorded. and we must 
adapt ourselves їо. the altering conditions as readily 
and conveniently as we can. But after all the re- 
adjustment and all the mobilising, much will still 
depend upon the efficiency of the individual. Let 
Labour and Capital, man and machine, all alike give 
'* А long pull; a strong pull; and a pull all together "' 
to bring about the Victory. 


We have on several occasions 
referred to the enterprising deve- 
lopment of Japanese electrical in- 
dustry. This enterprise is not a 
new growth, for there was a full 
appreciation of electrical possibilities among engi- 
neers in Japan before the war; but the condition of 
affairs consequent upon the state of war has given 
our alert Ally an opportunity that she was not slow 
to recognise. The cutting off of German supplies 
from various world markets led Japanese electrical 
works to pursue energetically those particular lines 
of manufacture for which the available labour and 
supplies of material were most readily adaptable. 
Manufacturiny facilities have been established which 
might not have been considered necessary so long 
as Germany was able to send her manufactures 
abroad pretty well as she pleased. But after the 
war, what about this manufacturing capacity ?—will 
it have scope when—if ever—Germany resumes her 
old Hunnish dumping practices in markets for 
which Japan is now catering? · This and other con- 
siderations have led electro-industrial authorities to 
see what steps they must take in order to be pre 
pared for future possibilities, and there. as here. 
organisation—if need be combination—is found to 
be one of the main essentials. Industrial banking 
and credit facilities are other essentials of the situa- 
tion if Japan is to secure a firm hold in markets 
where Germanv in her past days has exercised those 
privileges to the utmost of her power. The future 
financial position of Germany is so uncertain an 
hazardous a problem that one wonders how far 
her firms are likely to be able to use the old financial 
weapon; if we mistake not, that weapon 15 failing 1m 
her hand, and must inevitably do so more and more 
until the end comes. But whatever happens in res 
pect, of Germany. Japan, like ourselves, appreciates 
the need for better financing arrangements ee 
dustrv, especially in China where, from all tha 


: 15 
one hears. the German contract-getting mena ije 
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considering the state of affairs in Europe. The 
Japan Weekly Chronicle quotes from the Mainichi 
some interesting comments on the proposals 
regarding the future of electrical industry which 
have been advanced by Mr. Munasuye, the Director 
of the Electric Bureau in the Department of Com- 
munications. This gentleman has several times 
summoned representatives of the Shibaura, Mitsu- 
bishi, Sumitomo, Hidachi, Kuhara, and other 
manufacturers of electrical machinery and appa- 
ratus, and urged upon them the advisability of mak- 
ing a combination to promote their mutual inter- 
ests. Mr. Munasuye says:—‘‘ It is true that since 
the outbreak of the European war, Japan’s export 
trade in electrical machinery and apparatus has been 
increasingly satisfactory, but nevertheless it is 
necessary that measures should be taken to ensure 
the development of the industry. This object may 
be attained along the lines of establishing a combi- 
nation of manufacturers, as has been done in Ger- 
many, in order to avoid fratricidal competition 
among themselves, to unify the industry, and to 
secure more financial facilities than are possible 
under the present plan. The manufacturers should 
not only sell their products, say, in China, but 
should also undertake installation and all other 
works necessary for the commencement of electric 
business. In this case, transactions will be neces- 
sarily on long credit, and the manufacturers should 
get into special relations with bankers." Mr. 
Munasuye goes on to say that in Germany, bankers 
accord the most complete facilities to two large 
combinations of electrical manufacturers, and have 
thus largely assisted them in realising their world- 
wide development, and he puts his finger upon a 
characteristic that has also been touched nearer 
home when he says: ''Japanese manufacturers, 
however, are too individualistic and not amenable to 
co-operative combination. This failing should be 
overcome in order to promote Japan's export trade 
in electrical machinery and apparatus, and to that 
end I shall exert myself with further ‘consultation 
with the leading manufacturers." 


A CASE which illustrates in a re- 
markable way the effect of the war 
on contracts of construction was 
decided recently by Mr. Justice 
Bray. Some time before August 
Ist, 1914, Messrs. Dick, Kerr & Co. had undertaken 
to erect certain waterworks for the Metropolitan 
Water Board at a cost of £673,000. The contract, 
it may be presumed, contained the usual clauses 
vesting material brought on to the site in the em- 
ployers, and giving power to the employers' engi- 
neer to extend the time for completion. The work 
was discontinued in accordance with an order by the 
Ministry of Munitions, who also decided that cer- 
tain plant and materials on the site should be sold, 
both parts of the order being duly carried out by 
the contractors. In these circumstances the Metro- 
politan Water Board brought an action claiming a 
declaration that the contract was still valid and sub- 
sisung; that they were entitled to the plant and 
tools on the site in so far as they had not been sold 
pursuant to the above order; and that as to the 
tools, &c., sold, the contractors were bound to 
account to the Board. Mr. Justice Bray held that 
the order of the Ministry not having made the per- 
formance of the contract illegal or commercially 
impossible, having regard to the engineer’s power 
to extend the time, the plaintiffs were entitled to a 
declaration to this effect. He also held that they 

were entitled to the tools, &c., on the site. but that 

the defendants need not account to them for the 
tools sold. 

It would seem that the result of this decision is 
that when that dim and distant epoch ''after the 
маг commences, Messrs. Dick, Kerr & Co. must 


Construction 
Contracts 
and the War. 


needs collect their scattered workmen and carry out 
this formidable contract. It is to be observed, how- 
ever, that the engineer having, by operation of law, 
been forced to extend the time, he will also be com- 
pelled (if the contract is drawn upon customary 
lines) to make due allowance to the contractors for 
the altered conditions which must obtain when. work 
is resumed. Such, at any rate, would probably be 
the result of a forced suspension of a building con- 
tract drawn in the form sanctioned by the Royal 
Institute of British Architects, clause 25 of which 
provides that: “ If in the opinion of the architect 
the works be delayed by force majeure . . . . the 
architect shall make a fair. and reasonable extension 
of time for completion in respect thereof." We say 
* probably " because even that elaborate form of 
contract makes no provision for alteration of 
schedule prices in the event of delay. But it could 
be argued with great force that bv reason of the 
enforced delay, and as a direct consequence of the 
intervention of the Ministry of Munitions, the whole 
substratum of the contract was altered, and that in 
law, as well as in equity, the basis of remuneration 
must be changed. We anticipate that when the war 
comes to an end the time of the judges will be fully 
occupied in considering questions of this kind. 


` 


In the present issue we publish 


The Present the conclusion of an article on the 
Position of use of ionised air in agriculture by 
Electroculture. Мг. Ingvar Jorgensen, who has 


for some years devoted consider- 
able attention to the investigation of the subject. 

If Mr. Jorgensen’s brief survey does nothing else, 
it at least indicates that great possibilities lie ahead 
of a thorough investigation of the subject, which 
in common with a good many other branches of 
scientific research has been neglected in the past. 

Previous to the war, some half-dozen experi- 
mental areas were in use in England and Scotland, 
but none of these, so-far as we are aware, were 
regarded as really of sufficient extent to justify 
cemmercial conclusions being drawn from the re- 
sults obtained. 

The results, in themselves, appear to be most 
promising, the experimental electrification of grow: 
ing pats, by Miss Dudgeon in 1915, resulting in an 
increase of grain by 30 per cent., and of straw by 
58 per cent., while this year, we understand that 
even these increases have been doubled—the value 
of the extra crop so obtained being about £6 per 
acre. When it is remembered that an installation 
of the most recent type indicated in the article 
should not cost more than, say, £100 for 20 acres. 
it will be conceded that there is a very profitable 
side to the question. 

The recent report by Mr. Middleton of the 
Bcard of Agriculture, on the comparative position 
of German and British agriculture, contained a re- 
commendation that the farmer should be induced 
to "speed the plough” if greater productiveness 
of the soil was essential to our well-being. This— 
shall we say—old-fashioned advice may in the near 
future give way, in favour of the more scientific, 
recommendation to adopt electroculture. 

It is the usually accepted idea that, the apparatus 
required for electrical: discharge purposes is too 
costly for the farmer, and in any event too intricate 
for him to handle. 

While there may be some truth in the latter sug- 
gestion, it can scarcely be contended that the cost, 
in view of what the farmer is prepared to spend on 
motor ploughs and tractors, is prohibitive; more- 
over, we understand that efforts are now being 
directed to the production of simple, robust, and 
less costly apparatus specially designed for farm 
use. 
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A NEW UNIVERSAL SHUNT. 
By HARRY W. BROWN. 


THE accompanying sketch of a new type of shunt which I 
have designed will, I think, interest your readers. Figs. 1 
and 2 show the principle and development of it. The 
principle of it is based on the Wheatstone bridge, as shown 
in fig. 1. Suppose a, B, C, and D are stretched resistance 
wires of equal lengths and of uniform and equal resistance, 


Ба. 1, 


then if the galvanometer leads are moved together, either to 
the right or left, there will be no deflection on the galvano- 
meter, because A: B :: C: D. 

Now in fig. 2 such is not the case, as there is only one 
neutral point, which is at the centre ; moving the galvano- 


Fig. 2, 


Ld 


meter leads, either to the right or left, will cause a deflec- 
tion, and this deflection will be increased until the leads 
reach either extreme. This is due to the cross-connecting 
of the coils. | m 

Fig. 3 shows the shunt complete, with the exception of 
the movable switch connecting the respective segments to 


` 10,000% 


their various contact studs. This galvanometer switch 
will, of course, be double-pole, actuated with one handle. 
The advantages of this shunt are, first, that the only moving 
contacts are in the galvanometer circuit ; secondly, that the 
main current is kept constant, no matter what shunt is 
being used. This shunt-box can be used with any galvano- 
meter, and I think that it can be rightly called a constant- 
current universal shunt. 


ELECTRIC VEHICLE DEVELOPMENT. 


A DEFINITE PoLicy IN VIENNA. 


SUFFICIENT devotion to the development of electric vehicles 
has hardly figured amongst our achievements of the past 
two years, but the latest petrol restrictions have compelled 
attention to the advantages and possibilities of the 
"electric," the manufacture of which in this country 
certainly deserves to rank amongst those industries second 
only to munitions. The enemy has been entirely dependent 
on internal sources of supply for motor fuel. From these 
sources immense quantities of benzol and alcohol have been 
obtained, but the electric vehicle, which can store and 
utilise energy derived from central stations, has been 
utilised extensively in its own particular fields of applica- 
tion. According to the £.7.Z., the German and Austrian 
estimate of the useful limits of electric vehicles corresponds 
to a journey of 50 miles at 15 to 19 M.P.H. on a single 
charge, assuming level roads in good condition. This 
applies to service in and near towns, and covers commercial 
and industrial vehicles to an even greater extent than 
private cars. Evidence of lively interest in the develop- 
ment of the electric vehicle in this class of work is to be 
found in a motion brought before the Vienna City Council 
a few months ago to the following effect :—© The war, which 
has changed the standard of practice and economy in so many 
directions, can, and must, also effect reforms in automobile 
traffic within the town. At present most of our petrol cars 
are being used by the military in the war area, and they 
should not return in their former numbers to contaminate 
the city air. Vienna has electricity works and an overland 
station at Zillingsdorf, equipped and operated on the most 
modern lines, so that there is no excuse for conveying 


‘ persons and goods within the city and its suburbs by other 


than electrical means. By erecting charging stations at 
tramway termini, in garages, and at other selected points, 
it will be possible to use electric vehicles in a zone extend- 
ing at least 124 miles beyond the city boundaries, particu- 
larly if Austrian manufacturers will adopt a standard 
type and size of battery, so that exhausted batteries may 
simply be exchanged for charged batteries at charging 
stations. The city would benefit by the cleanliness, 
smooth running, and safety of electric vehicles, which are 
smaller, lighter, and of better appearance than petrol cars, 
besides being cheaper to operate. It is recommended that 
no more licences be granted to petrol cars for service in the 
city area, fresh licences being granted only where cars are . 
to be used in long-distance work. Simultaneously with 
the adoption of this policy, a sufficient number of charging 
and battery-changing stations must be erected, and manu- 
facturers of cars and batteries must be persuaded to arrange 
for the use of standard battery unite. Finally, the 
municipal electricity station is to report to the Town 
Council on the practicability of the contemplated charging 
stations and on the general and economic advantages of 
electric road vehicles.” "— 
The principal pointe to be borne in mind when estimating 
the importance of the definite and progressive policy adopted 
in this matter by the Viennese authorities, are the bearing of 
electrical vehicles on national economy, on central-station 
development, and on public health. In German and Austria 
(as in this country) large sums have been placed annually 
to the national debit by importing petrol. The total energy 
consumption of automobiles is now so considerable that, to 
provide it wholly, or in part, from native sources (¢.9-; from 
coal-fired or hydro-electric central stations), has quite ап 
appreciable effect on national credit and the rate of exchange. 
As frequently pointed out in these columns, BE 
vehicles represent an admirable “ off-peak " load for centra 
stations, and their extensive use is hound to reduce the 
average price of energy and lead to all-round benefit to 
supply undertaking and consumer alike. The superiority 
of electric over petrol cars from the hygienic point of vie" 
is obvious. ЖИ 
The number of electric vehicles now in use in Americ Nt 
variously estimated at between 80,000 and 100,000. SN 
any rate, the number is enormously, and quite pud ie 
tionately, in excess of the number used in Europe. and 1 


ee 
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interesting to note that private electric cars greatly out- 
number commercial vehicles in the States; due, doubtless, 
to the fact that most private cars are used in and near cities 
in America, whereas the shorter distance between towns in 
Europe encourages touring. A German estimate of the 
number of electrics in Europe, at the end of 1914, i.e., 
practically the latest pre-war figures, shows 3,172 vehicles, 
distributed as follows :— 
Germany, 1,691 ; France, 318 ; England, 288 ; Austria- 
Hungary, 265 ; Italy, 238 ; Switzerland, 200 ; Holland, 
115; Denmark, Sweden, Russia, Belgium, Roumania 
and Spain together, 57. These figures include electric 
‘buses and 366 three-wheelers, and are, roughly, equally 
divided between passenger and commercial vehicles. The 
applications of the commercial vehicles include transport 
of goods and materials, fire-engines and escapes, street- 
cleaning and refuse-collecting, hospital and postal service, 
&c. There has been a marked increase in the number of 
heavy electric vehicles in use in this country during the 
past few years, and an even greater increase in the number 
of light electrics for delivery service in town and surburban 
` areas. About 700 electric vehicles are now in service in 
this country, dnd conditions are very favourable for 
phenomenal development in the immediate future, if only a 
vigorous policy is adopted by central stations and manu- 
facturers. "There is no longer any possible justification for 
hesitancy. At the beginning of 1914, there were some 
52,000 electrics in use in the United States (18,000 being 
commercial vehicles), consuming energy to the value of 
- £1,520,000 per annum, and the hope was expressed at a 
meeting of the National Electrie Light Association that 
there would be 10 million electrics in the States by 1924. 
That this figure should be reached is hardly possible ; but 
the number of Ameriean electric vehicles has, roughly, 
doubled during the past two years, and there is every 


probability that future development will be more rapid. 


In any event, the electric vehicle is certain to be a powerful 
factor in central-station development, whilst its effect on 
publie health is far from being a mere ** talking point." 


e^ op 


POWDERED COAL AS А FUEL. 


From time to time we have referred in these columns to the © 


use of powdered coal for boiler firing. Up to the present 
but little real practical work has been accomplished in this 
direction, but its use for metallurgical furnace heating and 
cement burning appears to have made considerable progress 
in the United States. The only steam-raising powdered fuel 
plant which has made any progress in this country, so far 


as we are aware, is the Bettington boiler and apparatus, 


which has been described in our columns. 

In the past it’ was not appreciated that the coal had to 
burn while floating in the air in the form of dust, and 
although it was soon found that a flame of intense heat could 
be obtained, this led to difficulties in connection with the 
melting down of furnace linings. А paper recentl read 
before the Mining and Metallurgical Section of the Journal 
of the Franklin Institute, by Mr. C. J. Gadd, which discussed 
modern metallurgical practice as regards the burning of 
pewdered fuel, pointed out that it is the best method of obtain- 
ing perfect chemical combination of the air and coal, and 
enables the highest degree of perfection in combustion to be 
obtained; its control, however, requires great precision. 


Mr. Gadd mentions as essential features (1) that the coal. 


should have a high volatile content, low in ash, (2) that after 
pulverising, the moisture in the fuel should not exceed three- 
fourths of 1 per cent., (3) that it be pulverised so that at 
least 95 per cent. will pass through a 100-mesh sieve and over 
_ 83 per cent. serine a 200-mesh sieve, (4) that the delivery 
of the coal to the furnace be uniformly controlled, regardless 
of the quantity required, (5) that it be delivered in a 
thoroughly atomised state, and that combustion be completed 
while the coal is in suspension, and (6) that in the applica- 
y xd an fuel the personal equation be eliminated as far 
ible. ; 

Powdered coal fuel requires the use of efficient crushing, 
Ing, verising, conveying, and distributing equipment, 

and ample storage room for coarse coal. 
f In a paper touching generally on the use of powdered coal 
uel, read by Mr. Joseph Harrington before the American 
oclety of Mechanical Engineers in May, the author, refer- 
nng to objections and difficulties, points out that early 
so pecinenters did not appreciate the necessity for fine grind- 
: ». Dor the influence of furnace design upon the temperature 
e resulting gases. The blow-pipe effect of the high- 


velocity jet melted the brickwork on which it impinged; a 
layer of melted lava—fused ash and brick—accumulated in the 
bottom of the combustion chamber. Later on difficulty arose 
from the minute particles of liquid slag carried in suspension , 
and deposited upon the water tubes, &c., thus closing up 
flame space and разд the boiler out of action. 

Оп. the other hand, Mr. Harrington points out that only 
in the case of powdered coal is the actual solid fuel both 
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Fic. 1.—INTERIOR OF Bower HOUSE, USING PULVERISED Coar. 


gasified and completely consumed directly within the chamber 
desired to be heated. With perfect pulverisation the entire 
mass is burned in suspension, and in actual practice but a 
small fraction of 1 per cent. is actually lost in the flue dust 
or slag pan. In'the gas producer there are a series of losses 
which reduce the available heat considerably, while the 
mechanical stoker has unavoidable losses due to incomplete 
combustion. With powdered coal, definite control of the 
amount of air per unit of coal, due to the method of burning, 
permits of the most perfect adjustment. A 

This author does not appear to be very hopeful as to the 
extensive use of powdered fuel for steam generation, point- 


ing out that while with powdered fuel the loss in the ashpit 
and flue does not exceed 1 per cent., with the best mechanical 
stokers this loss will not exceed 2 per cent. of the coal fired; 
moreover, a possible advantage of 2 or 3 per cent. in combus- 
tion efficiency may be off-set by the cost of coal preparation. 
As regards this latter, we may quote the previously men- 
tioned paper by Mr. Gadd, who says :— | я 
From the time the coal leaves the dryer to its delivery in 
the furnace the whole system between these points should 
be dustproof and the greatest care should be taken to pre- 
vent leakage. This should be guarded against systematically, 
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as leaks, however small, may permit the surrounding air in 
the room to become impregnated with coal dust to such an 
extent that & serious explosion may result. 


- Coal, after pulverising. should be handled in bulk. АП 


types of aerial propulsion and transfer in the form of dust 
clouds should be avoided, for the reason that accidental igni- 
tion may at any time wreck the whole system. | 

Screw conveyors and bucket elevators equipped with dust- 
proof casings are best adapted to handling powdered coal in 
bulk. Screw conveyors of 9 in. and 12 in. diameter should 
not exceed 250 and 300 ft. in length, respectively, if the best 
results are to be expected. Where transmission lines of greater 
length are necessary they should be divided. е 

The storage of powdered coal in large or small quantities 


for any length of time is not advisable, owing to its tendency 
to fire, collect moisture, and pack. 

Powdered coal in storage, containing about three-quarters 
of 1 por cent. moisture and 1 per cent sulphur, will invari- 
ably fire within six days. If the moisture be increased to 
over 1 per cent. and the sulphur to 4 or 5 per cent., spon- 
taneous combustion may occur within 2 hours. Probably 
the temperature at which powdered coal is delivered to the 
storage bin, and the sulphur content of the coal, influence the 
rate of spontaneous combustion rather than moisture. 

Owing to the hygroscopic nature of dried powdered coal, 
long storage is not desirable. — | | 

In its normal state powdered coal is light and fluffy; after 
43 hours’ standing in storage, however, the physical arrange- 
ment of the particles produces a dense packed mass. dense 
does the fuel become that one’s fingers cannot make an im- 


pression even one-half inch deep. To meet ideal conditions, 
powdered coal should be képt in motion. 

With properly designed machinery and storage bins, having 
19 hours' supply расо at each furnace, the coal may be 
kept in motion and repairs and adjustments made before the 
supply becomes exhausted. 

e dryer for preparing the coal before pulverising is gener- 
ally of the revolving cylinder type, with an external furnace 
and automatic stoker; the power consumed by a complete 
unit including feeder, fan, stoker, &c., for a 10-ton dryer is 
about 1—14 xw.-hours per ton of dried coal. The pulveriser 
is frequently a type of ball mill; its power consumption for a 
capacity of about 44 tons per hour will amount to 104 
KW.-hours per ton of product. 

In a plant having an average output of 200 tons of pow- 


dered coal per day the cost per gross ton of coal produced 
(according to Mr. Gadd) is 0.6 dol., the figure being an inclu. 
sive one—coal in car to furnace, but with no allowance for 
overhead and depreciation expenses. Shrinkage in the coal 
must be allowed for; i& amounts to 150— 270 lb. per gross ton. 

Mr. Gadd goes on to describe the two best known types 
of powdered coal feeders for furnaces, i.e., the mechanically. 
operated screw or flight conveyor having variable feed, and 
the siphon type using low or high-pressure air; some of these 
are shown in figs. 2, 3, and 

On the question of burners, Mr. Harrington says it is 
generally conceded that the volume of the air should be just 
sufficient to supply the oxygen necessary for complete com- 
bustion; the velocity of the entering jet must be greater than 
the rate of flame propagation to prevent burning back. The 
mixture of air and gas, being explosive, must be made close 
to the furnace; this is also desirable in order to secure unifor- 
mity of mixture. The screw feed tends to give pulsating 
delivery of fuel, and devices have been tried to smooth out 
the delivery; a constant density of the fuel cloud is impor- 
tant. Mr. Harrington gives tabulated data as to cost of pul- 
verising coal varying from 96.3 cents per ton for 10 tons per 
day to 30 cents per ton for 250 tons per day, inclusive of 
interest and sinking fund charges; exclusive of these, the 
figures are 48.2 and 23.4 cents respectively. 

In the discussion on Mr. Harrington's paper, the pulverised 
fuel installation serving ten 250-H.p. boilers at the Parsons 
(Kan.) shops of the Missouri, Kansas, and Texas Railway 
was described; this installation is the largest of the kind, and 
burns low-grade coals, including lignite, the method being 
considered the most suitable in view of the ash and moisture 
content of the raw fuel. The ten boilers will consume about 
158,000 Ib. of coal in 24 hours, assuming a boiler efficiency 
of 70 per cent. operating full capacity for ten hours, and half 
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Fia. 5.—DiaGramM or Ногвеск POWDERED Coat, SYSTEM. 


ULVERIZER 


capacity for 14 hours. The coal is dumped into a hopper and 
passed through a 20 in. X 2 in. crusher, to break down 
lumps, then conveyed by belt to a pair of 24ір. X 18in. 
corrugated rolls, the crushed fuel being elevated and dis- 
charged through а screw conveyor into a 40-ton bin, allowing 
five hours' storage for the drier and mills. From the bin 8, 
screw conveyor feeds the coal to an indirect-fired rotary drier, 
from which it is led to a 45-ton bin, serving two pulverisers. 
The pulverised coal is elevated and carried by a screw con- 
veyor to the boiler house, the conveyor extending the full 
length over the bins in front of the boilers, a distance: of 
216 ft. One bin serves two boilers, a separate feeder bemg 
provided to each of the latter; each half bin with its hopper 
bottom holds 10 tons of pulverised coal, or sufficient for 20 
hours running at full capacity. Each bin is filled through 
three separate gates and spouts from the conveyor. ` 

Under the bin, between the hoppers, is placed a motor- 
driven fan, supplying air through twin 7-in. pipes, each lead- 
ing down to a burner nozzle (see fig. 1). The fan supplies 
the air needed in feeding the coal (4,200 cu. ft. per min.) at 
3 oz. static pressure to a burner nozzle in front of each boiler. 
The hopper bottoms each contain a 4-in. screw feeder, to feed 
the fuel to the burner, through a 3-in. down pipe. The 
burner consists of a 14-in. cylindrical pipe, projecting into 
the furnace; the 7-in. blast pipe projects into this from 12 to 
18 in., and is fitted with a cone forming a valve to regulate 
the air. The powdered fuel is introduced directly over the 
discharge end of the blast pipe, allowing thorough mixing of 
the air and fuel; the burner will induce a large quantity of 
air in addition to that supplied by the fan. 

At normal rating on & basis of 70 per cent. efficiency, and 
with feed water at 208 deg. F., these boilers will con- 
sume 985 lb. of coal per hour, requiring 3,200 cu. ft. of air 
per min.; half the fan capacity is utilised through the blast 


` pipe, and the remaining air induced through the burner. 


The furnace in use consists of à Dutch oven, of 6 cu. ft. 
capacity, built in front of each pair of boilers, with vertica 
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baffles. No slag is formed, and the ash is readily blown off 
the floor of the rear chamber with an air hose once a week. 
No part of the refractory lining is subjected to an excessive 
temperature even at overload, and it is stated that the opera- 
tion is quite flexible, and that highly gratifying results are 
being obtained. е 

Our view, fig. 1, of the interior of this boiler house using 
powdered coal, is from Metallurgical and Chemical Engineer- 
ing, Which journal also published the diagrammatic scheme of 
a powdered-fuel plant shown in fig. 5. This is the Holbeck 
system, made by the Bonnot Co., of Canton, Ohio. 

Bituminous crushed, nut or slack coal is stored in a bin, 
preferably made of steel or concrete. The coal passes from 
the bin and an automatic feeder regulates the amount of 
coal fed to the pulveriser, shown at the extreme left. As the 
cou] becomes pulverised it is thrown up into the vacuum 
separator 1 by the action of the pulveriser. This separator 
separates the fine particles of coal dust from the coarse, the 
finest being drawn into the exhauster 2, and the coarse falling 
down into the pulveriser. 

From the exhauster 2 the powdered coal is blown into the 
collector З. The expansion of the air as it enters the collector 
permits the coal dust that is carried in suspension to fall to 
the bottom of the collector and into the coal storage tank 4. 
The air that enters the collector returns through pipe 5 to 
the pulveriser to be used over again.  . 

The coal dust is taken from the storage tank 4 bv the feed 
screw 6, and delivered into the suction side of a high-pressure 
hlower 7. It is then blown into the distributing maig 8, and 
carried to the furnace through the distributing pipes 9. 

The coal which is not used is returned through the return 
line 10 to the collector 3, where it 1s extracted from the air 
and falls into the coal storage tank 4 to be used over again. 

The air after the coal is extracted is returned to the suction 
&de of the blower through pipe 11. | wr 


BURNING COKE BREEZE. 


Ar the present time considerable attention is being given to 
the utilisation of coke for steam raising, and in one or two 
cases encouraging results have been obtained in connection 
with central-station boiler plants. = 

The subject is allied to that of gas firing, as the coke or 
semi-coke resulting from the gasification process will have to 
be disposed of in some way. 

Similar efforts have been made in the States to utilise coke 
breeze, and the followine description of a system of coke 
fring for boilers, with coke breeze obtained from coke ovens, 
recently appeared in our contemporary Power :— 

The average coke breeze produced contains from 25 to 35 
per cent. of sand, sulphur, and fire-clay, leading to consider- 
able clinker formation, and to handle this material an over- 
feed stoking system was developed. . 

The principle of the stoker system is that the fuel flows 
through the hopper (fig. 1) by gravity on to a pusher plate, 


Kia. 1. 


whence it is precipitated into an impelling chamber by the 
pusher, which is operated by a rocking arm in contact 
with a cam, or from an eccentric attached to the rocking’ arm. 
The impellers distribute the fuel over the fuel bed at any 
required amount: up to that necessary to operate the boiler 
grestly in excess of its normal rating. Fig. 2 shows a front 
View of the stoker. . 

To handle the clinkers produced in burning coke-breeze 
fuel, a specially designed rocking, cutting, and dumping grate 
Is used (fig. 3). The fuel bed is carried about 8 in. thick at 
the front of the furnace, and as the grates are pitched, a 


depth of 18 in. is carried at the bridge wall. At intervals the 
grates are operated for shaking; that is, the points of the 
grates are dropped about 3 in., and as the clearing space be- 
tween the bars remains the same, nothing but fine ashes is 
sifted to the ashpit. The shaking movement is so slight that 


di ——— 


Fra. 2. 


the fire bed is not disturbed to any great extent. This move- 
ment also prevents the amalgamation of clinker-forming 
impurities. 

The fuel bed as carried by this system is divided into three 
zones (fig. 4). The -first is about 5 in. thick at the front to 
15 in. at the back. This residue formation diffuses the air 
over the grate area and prevents blow-holes in the fire that 
would. be caused by an unequal air pressure. The second 
fuel zone is carried about 3 in. thick all over the grate surface, 
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and is composed of the incandescent particles of carbon in 
the fuel. The third zone is the green fuel that is continually 
sprinkled over the second zone. The moisture in the fuel is 
evaporated by the heat from below and by reflected heat 
from the arch above. During the process of combustion the 
impurities are separated from the combustible and work 
their way through the layer of residue forming the first zone. 
where they come in contact with the cold air and are chilled 
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befir they become fused in large quantities with one an- 
other. : ' = 
With this kind of fuel it is necessary to operate the cut-off 
movement of the grates about every two hours, which re- 
moves about 1 in. from the bottom of the residue at each 
stroke. In this way the fires are cleaned without disturbing 
the fnel bed and without the use of fire tools. The grates 
used have a 40 per cent. air space, and sufficient steam 1s 
used under them to insure the chemical decomposition of the 
clinker-forming properties. . 
With by-produet oven breeze a turbo-blower is used, be- 
cause it is not necessary to saturate the air with steam to the 
same extent as with beehive breeze. "Tests showed that 5.96 
lb. of water were evaporated per lb. of fuel, from and at 
912 deg. F.; the efficiency of the boiler and furnace averaged 
53.48 per cent. The intensity of the fire is governed by the 
stoker speed and steam jet, and an intense heat is obtained. 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


| “Woodhouse Patent Automatic Clutch. 


While the squirrel-cage motor possesses many advantages over 
the D.C. motor, and over the А.С. motor with a wound rotor, it has 
always laboured under one great handicap—the difficulty of starting 
with a load, and the very heavy starting current taken. However, 
if the motor can be run up to full speed before the load is thrown 
on it, this difficulty disappears ; the motor is then running under 
efficient conditions, and can exert a large torque without taking an 
excessive current. To carry out this plan, a new type of automatic 
clutch has been devised by Mr. A. E. WOODHOUSE, and is supplied by 
the VicTORI4 DYNAMO & MOTOR CO., of Craven House, Kingsway, 
W.C. This clutch, which isTillustrated| herewith, is characterised 


Fig. 1.—WooDHOUSE CLUTCH APPLIED 
TO Мотов PULLEY. 


by extreme simplicity and reliability, small number of parts, and 
smoothness of operation. 

Fig. 1 shows the clutch combined with a pulley, fiy. 2 shows the 
parts in position with the cover removed, and fig. 3 is a part 
section through the clutch, in the position assumed when running 
at full speed. 

The essential features of the device are four cast-iron blocks А 
turned on the exterior to a cylindrical surface, and on the interior 
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Fra. 3.——SECTION THROUGH WOODHOUSE CLUTCH USED AS A 
A COUPLING. 


to the shape shown at р in fig. 3; a collar F is pressed against the 
blocks by a spring E, controlled by an adjusting nut С on a 
screwed sleeve which is secured to the shaft, the pulley, of course; 
running loos? on the sleeve. The pulley. carries an overhung 
cylindrical. casing в lined with *Ferrodo,” as indicated at G. 


t. 


REMOVED. 


When the motor is at rest, the four blocks are drawn radially 
inwards by the pressure of the collar on their coned surfaces, and 
the rotor is free to run up to speed without load: when a 
predetermined speed is attained the centrifugal force of the 
blocks overcomes the action of the spring and the collar slip: off 
‘the cone, allowing thé blocks, which slide on radial studs, to fly 
out and apply themselves to the casing, with sufficient friction to 
bring the latter and the driven load up to speed in a few revolu. 
tions, yet without any shock. The frictional grip of the clutch 
enables it to carry a load 50 per cent. in excess of full load, and 
there is no perceptible slip between the parts, heuce no heating 
and very little wear, except when taking up the load. The 
accuracy of adjustment is such that the clutch can be regulated 
to operate at a few revolutions below full speed, and, once set, 
the nut can be fixed in position with a grub screw. When 
the current is shut off the motor, the clutch does not release 
until the motor is on the point of stopping ; the steeper cone. 
shown on the blocks in fig. 3, then comes into play. the collar 
draws the blocks inwards and slips on to the inner cone, restoring 
the clutch to its normal position before the rotor comes to rest, 
All parts of the clutch are perfectly balanced, so that no vibration 
is set up. It can be used either as a pulley or coupling, or both ; 
and as slip-rings, commutators, and an expensive starting switch are 
dispensed with, the cost of the motor with this clutch is less than 
that of the apparatus otherwise required ; moreover, а heavy load 
can be started up with a smaller motor. We understand that some 
of these clutches have been running for three years with satis- 
factory results. 


Looping-in Distributing Mains.  - 


The localisation of faults in distributing cables is a troublesome 
matter, even when disconnecting boxes are provided in the net- 
work, and usually involves a good deal of inconvenience to con- 
sumers whose supply has to be cut off while the fault is found and 
repaired. To obviate this trouble and to provide a ready means of 
running a fault "to earth“ quickly and with the minimum of 
annoyance to consumers, Mr. Е. E. FRAMPTON, engineer to the 

Paignton Electric Light &. Power Co.. in'con- 

junction with MEssRs. CALLENDER' S CABLE AND 

CONSTRUCTION Co., LTD., of Hamilton House, 

Victoria Embankment, W.C.. has patented an 

ingenious method of looping the ma‘ns into con- 

sumers premises, where they can be disconnected 
and tested with ease, and with little interference 
with the supply. As shown in the accompany- 
ing figure, which applies to a three-wire system, 
one of the outers is cut at each distributing point 
or service box and the ends are connected toa 
pair of terminals in any suitable house, lamp 
pillar or similar fuse box; these terminals are 
connected together by a removable link which 
forms one terminal of the circuit supplied, the 
other terminal being connected to a service lead 
in the ordinary way. By disconnecting the link 
from one of the loop terminals, the distributing 
` cable ean be cut, whilst the supply- -if connected 
to the sound side of the cable—to the consuming 
circuit is maintained, and by repeating the pro- 
cess at the next service taken off the same calle. 
the intervening portion of cable can be isolated 
and repaired at leisure; whilst the supply is main- 


` tained to all the consumers (if the cable is fed from both ends). 


If desired, the links can be constructed to act as fuses, so that 
a fault on the distributing cable will be automatically isolated. 
By graduating the section of the fuses the length of cable thu: 
isolated can be restricted to the minimum. Obviously. with the 


FIG. 4.—FRAMPTON-CALLENDER SYSTEM OF LOOPING-IN SERVICES. 


aid of the links, any part of a distributing system can be isolated 
and tested at any time. "Thé invention is. applicable. £o. system= 
other than the three-wire system, and should prové useful to supply 
station engineers, a ч 


Catalogues Wanted in Italy Messrs. ALEXANDER 
HAMILTON & Sons, of Messina, who have been established in Italy 
since 1880, are asking for catalogues and price lists of British 
engineering and electrical manufactures, - "on 
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WILLANS SURFACE-CONDENSER TESTS. 


THE following test results were obtained on one of five surface- 
‘condensing plants, embodying the Willans & Robinson rotary air- 
pump system, and recently installed at the London and South- 
Western Railway Co.'s Durnsford Road power station. 

The station contains five identical plants, each of the same~ 
capacity. in addition to two similar plants of smaller size. 

The main feature of this system is that the circulating water is 
passed through an ejector. which ia shown on the accompanying 
drawing at B, and takes the place of the ordinary air pump. A 


separate pump C is provided to withdraw the condensed steam ` 


from the surface-condenser, and to return this to the hot well. An 
antomatic non-return valve A is placed between the air ejector and 
the main condenser body, so as to prevent water being drawn into 
the condenser in case of failure of the ejector. 

There are three common forms of application of the system 
known as the "series," the "shunt," and the "separate pump " 
types respectively. 

In the case of the “ series " type of plant, the whole body of the 
circulating water is passed threugh the air ejector before entering 
the condenser ; that is to say, the circulating pump is designed for 
the normal quantity of water required by the condenser, but allow-: 
ance is made in calculating the head for the necessary drop across 
the air ejector. ` 

In the case of the second, or " shunt " system, the cooling water 
for the condenser and the ejector water are 
delivered in parallel, and the ejector water is 
returned to the source of supply or to the 
circulating water suction. In other words. 
the circulating pump is designed for the 
normal head required by the lay-out of the 
plant. with allowance for condenser friction. 
and the quantity delivered is that needed 
for the condenser itself, plus the necessary 
water for the air ejector. 

The third, or “separate pump" type, of 
which the L. & S.W. installation is an ex- 
ample, differs from the " shunt " system only 
in that & separate pump is provided for - 
delivering the air-ejector water,apart from the 
main circulating-water pump which supplies 
the condenser in the ordinary way. 

In the present installation, both the main 
circulating pump and the ejector pump draw 
their water by means of a common suction 
pipe from the main suction culvert, which 
runs the full length of the engine room. 
The water coming from the condenser itself 
is. Of course, heated and passed to the de- 
livery culvert, but the air-ejector water is = 
returned to the suction or inlet culvert. Oii 

It will be noted that in this instance the ЧОЇ === 
circulating pump is driven by means of a “ EE 
continuous-cyurrent motor, whereas the ejector = 
pump D and condensate extraction pump c 
are driven by a small steam turbine. 

The testa show that the vacuum attained 
is substantially above that guaranteed, and’ 
particular attention may be drawn to the very low difference 
between the circulation-water outlet and vacuum temperatures. 


= 
е 


Trial number. 1. 2. Guarantees. 
Duration of test 60 minutes 60 minutes - 
Load, lb. of steam per hour 68.176 68.389 68.000 
Vacuum at steam inlet to 

condenser, corrected to 

30" barometer... uc 2873” 28°76" 285” 
Corresponding steam tempe- 

rature ... ue cc owe WOO F. su? F. 92? Е, 
Condensate temperature 82? F. 8275 Е, 87° F. 
Difference between conden- 

aate and vacuum tempera- 

tures : vds S LF y» F. 5° Е. 
Circulating water inlet tem- 

perature ... bas .. 285° Е. AR? 02° Е. 
Circulating water outlet 

temperature e. BU'R? Е, SII? F. 83° Е, 
Difference between сігси- 

lating water outlet and 

vacuum temperature O8 Е. 19° F. 9° Е. 
Cooling water, gallons per 

hour vds - 318,000 317.600 396.600 


The test was carried out after the plant had been im service for 
а considerable period, in the presence of the representatives of the 


consülting engineers, Messrs. Kennedy & Donkin. and of Mr. ` 


Herbert Jones, chief electrical engineer to the London and South- 
, Western Railway Co. EE t7 


- ttt. 


Germany's Iron and Steel Production.— The Amsterdam 
correspondent of the Morning Post says that at a meeting of the 
German Stahlwerksverband, held recently at Düsseldorf, it was 
atated definitely that the export of iron and steel to neutral 
countries had been stopped until further notice, home requirements 
and the demands of the German army and the Prussian railways 


being во great. that only very small quantities were available for 
external trade, - 
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ines. and €3.700 for stations and sub-stations. 


LEGAL. 
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ASSESSMENT APPEAL BY THE METROPOLITAN RAILWAY Со, 


At the County. of London Quarter Sessions. at Clerkenwell. 
Sir Robert Wallace (the Chairman), beyan the hearing of an appeal 
by the above company against certain quinquennial assessments of 
their properties in Kensington, Paddington, and the Holborn Union. 

Mr. Walter Ryde, K.C., and Mr. E. M. Konstam = represented 
the appellant company, Mr. Paye, K.C., and Mr. Cecil Whiteley 
were counsel for the Royal Borough of Kensington. while 
Mr. Clavell Salter, K.C., M.P.. with Mr. Bethune and Mr. 
W. J. Jeeves, represented the Borough of Paddington and the 
Holborn Union. 

In opening, MR. WALTER RYDE said that in Kensington a rateable 
value of £9.000 was appealed against. and the Railway Co. claimed. 
that the amount should be £3,750. In Paddington it was con- 
tended that the figures, instead of being £7.311. should be £3,732 
and in the Holborn Union £16,000, instead of £21.50. 
Dealiny first with the Kensington case, counsel said the railway 
was worked generally by means of electric traction, and for the 
purpose of supplying electricity the company had erected from, 
time to time, and now used, a generating station at Neasden, 10 
electrical sub-stations, and other large and extensive works. АП 
these works were not directly productive of profit, and all of them, 
with the exception of a sub-station at Gloucester Road, were out- 


ARRANGEMENT OF WILLANS CONDENSING PLANT: L. & SSW.R. Ромка STATION. 


side the borough. Appellants contended that the assessment, so 
far as it consisted of directly-productive portions of the under- 
taking, was excessive in proportion to the value of the whole 
undertaking. It was submitted, further, that the value of the 
property had diminished, and was diminishing, owing to the 
increasingly severe competition of other railway companies, tram-, 
way and motor-omnibus undertakings, and other methods of 
transit. Moreover, working expenses had largely increased duriny 
recent years, and that increase was likely to continue. They 


submitted that the rateable value of running line in Kensington-— 


of a total length of 1 mile 75 chains—should not be more than 
£594,and that the rateable value-of other hereditaments, consisting. 
of station, booking offices, and refreshment rooms at Notting Hill 
Gate, and portions of the Stations at Kensington High Street. 
Gloucester Road, and South Kensington, should not be more than. 
£3,156. That would make a total assessment of £3,750, against. 
the £9.000 at which it had been assessed. As to the property in 
Paddington, where the appellants submitted that the rateable value . 
should be £3,732 instead of £7,314, much the same arguments 
applied as in the Kensington case. 

The CHAIRMAN : There is no question of stations in Paddington ’. 

Mr. Курк: No: but I observe, on glancing at the respondents’ 
case, that they say the assessment in force іп 1915 was £4.440 for | 
Counsel went on, 
to say that the case in the Holborn Union concerned an area in, 
Clerkenwell, and included part of Farringdon. Road Station.: _ 
Appellants contended that an assessment of £21.800- should be.. 
reduced by £5,800. . He believed the Metropolitan Railway Co. had. .. 
the unfortunate distinction of having the smallest receipta, per,- 
train-mile of any considerable -line in the country, and that, of ^4 
course, was brought about by two important causes. In the first, 
place, there was the enormous percentage of third-class traffic ;. ' 
and, secondly, the tnormously high percentage of workmen's 
tickets. - The year 1913 was the last complete year for which gross 
receipts earned and train-miles run could be ascertained by actual 
ealculation, owing to the Government having assumed control of. 
the railways, but counsel submitted that on evidence he should 


. eall, it would be seen that in 1915 there had been a drop of 9'76 


per cent. in the traffic over the three distriots in question. It was 
said on the other side that they must adhere blindly to the accounts 
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for 1913, but appellants contended that they must look to what 
had happened since. 

The first witness was Mr. R, H. SELBIE, the general manager of 
the Metropolitan Railway. 

On behalf of the appellants, it was contended that the railway 
lines which were used wholly for electric traction should be treated 
as & minus quantity, or capable of only nominal assessment. Sur- 
veyors who gave evidence on appellants’ behalf stated that they 
had made their calculations on the basis of the published -accounts 


for the year 1913, but amended to include the extra cost of wages . 


and materials as between the years 1913 and 1915. In Kensington, 
it was submitted, the net rateable value should be £3,750 
‘instead of £9,000 fixed by the Assessment Committee; in 
Paddington, £3,732 instead of £7,314: and in the Holborn 
Union a reduction of over £8,000 was suggested in an assessment 
of £21,800. 

Among the witnesses for the appellants were Mr. W. A. Agnew, 
chief mechanical engineer of the District Railway ; Mr. Theodore 
Stevens, consulting engineer. of London House, E.C.: Mr. G. W. 
Partridge, chief engineer of the London Electric Supply Corpora- 
tion ; Mr. William Willox, permanent way engineer of the Metro- 
politan Railway ; Mr. C. L. Morgan, chief engineer of the London, 
Brighton and South Coast Railway : апа Mr. Crister Peter Sand- 
berg. consulting and inspecting engineer, of Westminster. 

Mn. G. W. PARTRIDGE said he had examined the motors of the 
Metropolitan Railway at their works. in conjunction with Mr. 
Theodore Stevens. The stock was worth 85 per cent. of the total 
replacement cost, or more than that. He agreed with Mr. Stevens 
that if they spent 15 per cent. on it they would have a stock up to 
the 100 per cent. standard. 

The case on behalf of the Kensington Assessment Committee 
was opened first, and MR. PAGE, K.C.. submitted that it was 
ridiculous for the other side to suggest that the running lines 
should bear no part of the local burdens. 

SIR ROBERT WALLACE: I observe it said that the rateable value 
of line in Kensington is a minus quantity of about £3.000. 

Witnesses called in support of the Kensington assessment based 
their calculations on the local receipts of £52,506 for 1913, and 
arrived at a margin of rateable value of £5,000 and £6,000. 

Sirk JOHN SNELL, who had been retained by the various Assess- 
ment Committees concerned, next gave evidence. Examined by 
Mr. CLAVELL SALTER, K.C., M.P., Sir John said he had made a 
careful examination and inspection of the generating and sub- 
stations and rolling stock of the Metropolitan Railway, excluding 
the Great Northern and City, and submitted a mass of figures deal- 
ing with estimated cost of repairs. maintenance, renewals, and 
various other matters. He estimated the total renewals and main- 
tenance of rolling stock at £63,511; the annual repairs and 
maintenance at £23,513, and the average life at 16) years. The 
result of his calculations was to allow the railway 486,000 a year 
in respect of electric current, instead of the £64,000 which the 
company actually spent in 1913. The electric installation 
generally was comparatively new, and on that ground he had 
allowed for repair and renewal a much larger sum than was 
actually expended in 1913. The company were entitled to claim 
what would prove to be the average on the year. The workiny 
expenses he had increased from £73,000 to £95,000. The com- 
pany e abstract gave locomotive running expenses as 164 per cent. 
of the traffic receipts : he had changed that to nearly 191 per cent. 
The agreed replacement-cost of electric rolling stock was £875.842. 
He put the annual depreciation at £39,994 ; the average age, 7°47 ; 
amount of depreciation, £300,773; value at December 31st, 1913, 
£575,076. 

In cross-examination by Mr. Күре, K.C., SIR JOHN SNELL said 
he believed £80,000 worth of stock was added in 1914. 

Мв. Rype : If I give you the life of a machine you have never 
Been, you could ascertain, as you have done here, the depreciation 
per annum ? 

SIR-JOHN SNELL: Certainly. 

MR. RYDE: Although you had never seen it? I could not. 

SIR JOHN SNELL: Why not? Because you are not an engineer. 

In further cross-examination, SIR JOHN said they could not take 
the renewals of rolling stock by themselves or maintenance by 
itself, and if he could prove the amount he had allowed to cover 
both those items, then he met all the points upon which counsel 
was trying to cross-examine him. He, personally, made a valuation 
of Neasden power house, and was actually in the power house for 
an hour. He made an inventory some years ago. and only had to 
see the additions. In his calculations he had taken steel rods at 
£7 aton, which was the 1913 rate. 

Mr. RYDE: Is that likely to be the ruling rate after the war is 
over ?, 

SIR JOHN: That is an awkward question. I cannot say. 

At the conclusion of Sir John's cross-examination. SIR ROBERT 


WALLACE said be did not want to hear any further evidence. He © 


was perfectly satisfied that the rateable value appealed against was 
lower than its true value. His Lordship added that in all the 
years he had sat in the Court he had never heard an appeal which 
was more unjustifiable than this one. The appeal would be 
dismissed, with costs. 

The hour forthe rising of the Court had been reached, and Mr. 
CLAVELL SALTER inquired if'Mr. Ryde proposed to go on with the 
appeals in respect of the property in Paddington and the Holborn 
Union. a 

SIR ROBERT WALLACE said he did not think Mr. Ryde ought to 
be asked that question. He thought the better way would be to 
give counsel an opportunity to confer together in regard to the 
remaining cases. 


His LORDSHIP subsequently fixed the next Court for November - 


lith. 
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TORONTO ELECTRIC LIGHT Co., LTD., v. CORPORATION OF THE 
CITY OF TORONTO. T 


In the Privy Council, on October 23rd, judgment was given in this 
case, which was argued just before the Long Vacation. | 

The Board consisted of Viscount Haldane and Lords Atkinson, 
Shaw and Parmoor. 

The action was brought by the appellant company for an 
injunction to restrain the Corporation from interfering with the 
appellants’ plant by cutting down, removing, or otherwise 
interfering with their poles and wires upon the streets and other 
public plates in the city. 

Sir John Simon, K.C., Mr. Hellmuth, K.C.. and Mr. Auglin, 


appeal; Sir Robert Finlay, K.C., and Mr. С. В. Geary, КО, 
instructed by Freshfields. for the respondent Corporation. 

LoRD ATKINSON, in delivering the considered opinion of the 
Board, said that the appeal was from a judgment of the First 
Appellate Division of the Supreme Court of .Ontario, whereby a 
judgment of the trial judge in favour of the plaintiff company was 
set aside, and it was ordered that. subject to certain declarations. 
the action should be dismissed with costs. The case was not free 
from difficulty. for some important tranaactiona which took place 
between the parties were not in writing. The company was 
incorporated by Letters Patent in 1883, by an Act which purported 
to confer the power, inter alia, of manufacturing electric light 
and power. and the erection of plant and all machinery necessary 
for lizhting the streets and houses of the city. In exercise of this 
power the company established an extensive system for the distri- 
bution of electricity over almost the entire City of Toronto. It 
supplied eurrent to private customers and to the respondent Cor- 
poration for the lighting of the street lamps. The system in 1912 
was a composite one—partly overhead, partly underground but 
intercommunicating: Much the larger part was overhead. It then 
covered 370 street-miles, the wires being carried on 15,705 poles 
erected on the streets and public places of the city. These poles 
carried 1,450 miles of wire. The underground system then con- 
sisted of about 350 miles of single conduit laid in 28 to 30 street- 
miles. The two systems were so “ interlaced" that if the over- 
head construction were removed, the underground in some inatances 
would have no connection with the terminal stations or sub-stations 
of the company, or with any source of power. It was not 
disputed that the cost of constructing underground conduits so far 
exceeded that of carrying wires overhead on poles that, having 
regard for the prices obtained for the current. the former system 
was only commercially possible of adoption in a limited and 
favoured area in the city where customers were both large and 
numerous. 

In this state of things the Corporation on February 6th, 1912, 
passed a resolution denying, among other things, (1) the right of 
the company to lay any underground conduits outside the limits of 
the city as they existed in November, 1889, when an agreement 
was entered into between the company and the Corporation ; and 
(2) its right to construct pole lines within the city. save for the 
purpose of implementing its contract with the Corporation for 
They followed this up about the middle of 
October, 1912, by preventing by force the company from erecting 
additional poles and wires, and also removed certain poles, part of 
the company's overhead system which had been in actual use some 
three years. 

The action was then instituted by the company, claiming an 
injunction, damages, and further relief. 

As stated above, the injunction granted at the trial was set aside 
on appeal. | 

His LORDSHIP then referred to the various agreements which 
had been entered into between the parties. In reviewing these, 
their Lordships thought that the provision touching the purchase 
of overhead plant contained in the agreement of November, 1889, 
meant no more than this : that the Corporation should be entitled 
to purchase, when they purchased the underground systems, such 
poles and plant of the overhead system as might be then found 
lawfully erected on the streets and public places of the city. Хо 
estoppal arose in this case, as there was no evidence whatever that both 
the contracting parties were not fully aware of their respective legal 
rights. It might well be that the company never anticipated that 
the respondents would insist upon the removal of the poles carry- 
ing wires erected with their implied consent, but not in pursuance 
of any formal agreement. With the hardshipe (if any) or the 
moralities of the case, the Board had no concern. It dealt alone 
with the legal rights of the parties, and having regard solely to them, 
their Lordships were. on the whole case. of opinion that the 
judgment appealed from was right. and should be affirmed, and 
this appeal of the company dismissed with costs. 


BRITISH Тномхох-Носзтох Co., LTD., v. DURAM, LTD. 


MR. Justice ASTBURY in the Chancery Division, on the appli- 
eation of counsel, fixed December 4th next for the hearing of this 
action. 

COUNSEL said the сазе was a heavy one, and the defendants 
as much as the plaintiffs wanted time to get it ready. 


Key Switch  Holders.—TmgE ELECTRICAL 
inform us that they 


Bayonet 
SUPPLIES Co.. of Tottenham Court Road. 


have brought out a patent key switch holder, with shade carme! 


and cord grip. and are carrying extensive stocks at their London 
stores. | : 


. instructed by Messrs. Blake and Redden, appeared in support of the . 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 


the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we have the writer's name and address in our possession, 


The Electrical: Market in India. 

At present there are several big cities in India being electrified: 
and this has created a very big demand for electrical goods in 
that country. I believe that if the British manufacturers let this 
шу slip, the whole Indian market will go to the Americans 

or ever. 

After a long stay in America and in this country. I am going 
back to my country, India. where I am intendiny to take up elec- 
trical business. I shall’ be pleased to be brought into touch with 
British manufacturers of small ice-making machines, small wheat- 
meal grinding machines, small printing machines and pumps, to be 
driven by continuous current, and other electrical specialities. 


. J. Khanna, B.Sc., E.E. 
12. Highbury Hill. London, N., 
October 25th, 1916. 


The Cost of Daylight v. Electric Light. 


There is so much misapprehension about daylight costing nothing. 
that I wish you wonld give me sufficient space in your columns to 
publish the following letter by Mr. M. Luckiesh. of the National 
Electric Lamp Association Laboratories, Cleveland, in a recent 
number of the Lighting Journal :— 

“In lighting discussions, it is not uncommon to hear such state- 
ments as this : * А great virtue of daylight is that it costs nothing.’ 
Outdoors this is usually true, but in the vast field of human activities, 
where artificial light. aida and competes with natural light. such a 
statement is absurd. From the standpoint of construction. openings 
such as windows and skylights are not costless. In other words. 
interest upon à permanent investment as well as a maintenance 
cost must be charged to the day lighting. and therefore at once it 
ceases to be free from cost. Furthermore, when the value of land, 
especially in large cities. is considered, a light court in the middle 
of a multi-storied buildiny adds to the cost of daylight. In such a 
case a large area of rental space is sacrificed for the purpose of 
admitting daylight. and it appears that the cost of daylight would 
not be inconsiderable. Of course, light courts provide ventilation, 
but it seems possible that ventilation could be provided without 
such a great sacrifice of space." 

- F. Willcox. 
London. E.C.. October 26¢h, 1916, 


WAR ITEMS. 


Exports to China.—The '* London Gazette "" for October - 


2th contains a further list of persons and bodies to whom 
exports to China and Siam may be consigned. 


Lord Balfour's Committee.—The Prime Minister has 
appointed Mr. Richard Hazleton, M.P., Sir William McCor- 
mick, Mr. A. McDowell, and Mr. John O'Neill to be members 
of Lord Balfour of Burleigh’s Committee on Commercial and 
Industrmal Policy. _ 

Air-raid Warnings.—lhe Highwavs Committee’ of the 
L.C.C. reports that, at the request of the Commissioner of 
Police of the Metropolis, it has arranged a scheme for warn- 
ing drivers and conductors of tramcars of possible hostile air 
raids. Tbe expenditure involved is estimated at £624. 

The Times says that tramear drivers will receive а signal 
fiom the power stations, when they will at once slow down 
and shut off on approaching certain points where flashing 


. would ordinarily be produced Бу crossing. 


Enemy Interests in British Companies.—In геру to а 
question asked in the House of Commons by Sir John Lons- 
dale, Mr. Pretyinan said that the returns made by British 
companies to the Public Trustee showed a total nominal 
amount of £31,691,724 of ordinary, preference, and debenture 
capital held by enemies. This total, which included a con- 
siderable amount of capital in companies registered in the 
Dominions, was estimated to represent not more than 4 per 
cent. of the capital of British companies as a whole. These 
enemy securities were not as a general rule being sold, except 
where the particular company was within the provisions of 
Section 1 of the Trading with the Enemy Amendment Act, 
1916, when the company was dealt with either by winding up 
or by the alternative method of vesting the shares in the 
custodian for the purpose of sale. 

Dilution and Man Power.—The ‘‘ Times ” publishes the 
following statement issued from the office of the Labour 
Adviser to His Majesty's Government after the conference 
held on October 27th :— 

“* А conference of representatives of skilled trades connected 
with the engineering and shipbuilding industries was held. 
The Right Hon. Arth 
the conference was one of several to be held in connection 
with the office of the Labour Adviser, at the request of the 
Man-Power Distribution Board. to consider their proposal 
that dilution should be extended to private and commercial 
work in controlled and non-controlled establishments. Hither- 
to such dilution as had been secured bad been limited, speak- 


Henderson, M.P., who presided, said ` 


ing generally. to war work. It was now essential that substi- 
tution and dilution should become much more general. This 
was called for by the urgent need of securing for general 
military service all the men available and eligible up to the 
limits of the Military Service Acts, by the great demands for 
skilled workmen for the technical units of the Army, and for 
the production of munitions and ships, and by the vital im- 


‘portance of continuing our export trade in order to maintain 


the financial strength of the British Empire and our Allies. 

"''The present unsatisfied demands of the technical units of 
the Army and of munitions, skilled and unskilled, are 160,000, 
and the skilled requirements alone were 32,000. It was the 
desire of the Government, as recentlv stated bv the Prime 
Minister to the engineering trades deputation, that the skill 
of the workmen should be utilised to the best interests of the 
nation. This could not be secured without further dilution, 
and this conference had been called to consider the best means 
of securing this. 

‘After a full discussion the conference decided to adjourn 
in order to obtain from the Man-Power Distribution Board 
information as to the best means of preventing the enlistment 
of skilled men, which still continues, and of securing better 
methods of debadging, and to await a report as to the local 
machinerv contemplated by the Man-Power Board for giving 
effect to dilution on private and commercial work.” 


Exemption Applications.—At Bermondsey, Мг. W. E. J. 
Heenan, engineer-in-charge of the Bermondsey Borough 
Council electrical works, applied for the exemption of a boiler 
cleaner and repairer. He stated that the man was in the 
employment. of the Council before the outbreak of war, and 
joined the Expeditionary Forces at the commencement of the 
war. serving about 14 months in France, and was discharged 
as а time-expired man in February. They could not get men 
to do this kind of tork. They had 11 boilers, and 700 joints 
had to be made on each boiler. He had applied for a badge 
for the man, but it had been refused. This was the only 
nian he had appealed for. Ald. Wills: You had a complaint 
from consumers that the voltage was low, and that was due 
to labour difficulties? Mr. Heenan: It was due to boiler 
difficulties. At present we have two boilers down. Coun. 
Shearring said that the man was doing work of national 
importance. Six months’ temporary exemption was granted. 

At the Aberdeen Military Tribunal, Messrs. Bell & Lyon 
asked to retain the services of David L. Mitchell, electrical 
engineer. Conditional exemption was given while badged. | 

At the Rhyl Tribunal, Mr. E. H. Wright, the electrical 
engineer, secured three months’ exemption for D. Kingston, 
39. married, engine-driver and switchboard attendant at the 
electricity works, and T. J. Parry, 41, married, cable Jointer. 
Both were considered absolutely indispensable to the elec- 
tricity department. and Mr. Wright added that in other dis- 
tricts there was no difficulty in retaining such men altogether. 

At the Brighton "Tribunal, the West Pier Co. applied for 
their electrician and their blacksmith, who had been given 
time previously. It was explained that a man engaged in 
pier repair work has to be somewhat of a sailor as well as 
an electrician, because the action of .the water was apt to 
make him dizzy. Repairs had to be done to the pier, amount- 
ing roughly to a large sum of money. before the spring, and 
these men could not be replaced. They could not get men 
to work under the pier. The electrician was given two months, 
final, and the blacksmith three months. | | . 

At the Dundee Tribunal, Prof. Peddie. of the Chair of 
Physics, Universitv College, made a statement with regard 
to J. Robinson (22), instrument maker. He said that Robin- 
son's work was fundamentally necessary in the work of the 
college. He was engaged in the making of optical, electrical. 
mechanical. and other scientific instruments, to which he had 
served seven vears apprenticeship before he came to the col- 
lege, and since then he had had three years’ experience of 
construction work, and had acquired special scientific train- 
ing. All the departiments would suffer if Robinson was taken 
away. He was the only skilled mechanician in the college. 
Tord Provost Don said that in view of what the Tribunal 
was doing with some other cases they must sustain the mili- 
tarv ‘appeal that Robinson should go to the Armv. | 

The manager of the Darlington tramways. when appealing 
for the exemption of a mechanic. single, aged 33, who had 
been passed for general service, said the man was the only 
skilled person on the svstem. If he had to go into the Armv 
it would mean that graduallv the trams would come off, and 
there would be no service. Exemption to the end of the year 
on the ground of public utility. | А | 

At Maidenhead, the electrical engineer (Mr. Milton) ap 
pealed for E. G. Pink (35), shift engineer; G. 
shift engineer: №. T. Shervell (25), engine-driver and fitter; 
A. В. Mills (20), driver and stoker; W. J. Mundy (23), cable 
fitter: and W. L. Chubb (32), foreman. The Tribunal's in- 
vestigator reported that there were only 14 skilled men en- 
gaged at the works, which revealed the fact that the works 
were much understaffed. He deprecated young men being 
employed in highly technical work, and he hoped that those 
who had been passed for genera] service would be released 
as soon as possible. He recommended conditional exemption 
until February 1st. the manager to do his best to release 
those classified ‘‘A’’ from time to time as he was able. Mr. 
Milton said it was possible they might be able to carrv on 
with less men after Christmas. The recommendation of the 
investigator was agreed to. 


A. Cox (82), . 


~ 
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At Dartford, on October 23rd, the Tramway authority ap- 
pealed for four drivers, and it was pointed out that although 
substitutes could not be found, the Military authorities wished 
the service to be kept in a state of fullest efficiency. Two were 
excinpted as being in a certified occupation, being over 30 
vears of age, one was conditionally exempted with the right 
of a further appeal, and the fourth was refused exemption. 


г Whitehaven Tribunal kas refused exemption to an elec-. 


trical fitter (25), applied for by a local firm of electrical con- 
tractors, and who could not be replaced | 

At Weston-super-Mare, conditional exemption was claimed 
hy Mr. W. J. Badman (37), of Messrs. W. J. Badman & Co., 
electricians, Bristol aud Weston-super-Mare. He said that he 
attended to work at the Weston Hospital, and had no part- 
her, Не had been thre^ rejected, and was now passed for 
garrison duty abroad. Tf he had to go, the Bristol business 
would have to be closed, and all the outside work at Weston 
dropped. Exemption until March 1st was allowed. 

At Bath, the Electric Tramways Co.. Ltd., appealed for 
H. J. Whitmore (36), wireman. The Military representative 
did not contest that the man was certified and indispensable, 
and three months were granted. In the case of two fitters 
passed for C3, the appeals were withdrawn without prejudice 
until they are called up, one of the two being directed to 
join the Volunteers. 

At Stoke-on-Trent, on October 95th, Mr. W. Thorn, gencral 
manager of the Potteries Electric Traction Co., appeared, and 
the Chairman stated that, after careful consideration, they 
had come to the conclusion that out of 68 eligible men under 
the age of 30 years the Tribunal must have 38. They did not 
propose to ask the company to release all the men af once, 
but would he satisfied with 90 immediately, and the rest in 
six weeks’ time. Mr. Thorn said that if the Tribunal insisted 
on that number the company would have to close part of the 
business, The men were all experienced, and were distributed 
over the different departments. A large proportion of the 
men were skilled engineers, and if released would not go into 
the infantry, but would be sent into munition works or be 
placed in units ef the Army where their special qualifications 
would be utilised. The Tribunal decided to take the 20-men 
Immediately, and gave the company two months for each of 
the remaining 18. 

Two further appeals were made at Aldershot, on October 
24th, by the Aldershot & District Traction Co. for two drivers, 
aged respectively 81 and 30. It was stated that the diffi- 
culties of the company were now more acute. The younger 
man was given a final month, and the other case was put 
hack until November 14th, when the Tribunal will consider 
how many men are necessary to keep open the trunk Jines. 

Mr. F. H. Rippon (39), electrical engineer, of Newquay, 
appealed to the Cornwall Tribunal against the local decision 
Tuniting exemption to January Ist. Colonel Buchanan said 
that had he been present when the appeal was heard locally, 
and Mr. Rippon had been given exemption, he should not 
have said a word. He was as much entitled to exemption 
as апу man in Newquay. The Chairman said that as all his 
men had gone, Mr. Rippon deserved every consideration. The 
appeal would be allowed, the case would be reconsidered in 
January. and he might or might not be sent on then. 

Messrs. E. J. Philpot, electrical engineers, appealed at 
Canterbury, on October 23rd, for exemption for A. S. Fassum 
(3D), wireman, and S. Kingham (29), fitter. Mr. Н. Philpot 
stated that the firm were responsible for the maintenance of 


the electric light and power installations at the Kent апа: 


Canterbury Hospital, and other hospitals, schools, hotels, &c., 
and they were negotiating for a contract with the Military 
authorities. Skilled men were essential. and Kingham was 
the only skilled mechanic left. The Military had offered a 
substitute, but the man was uscless. Three months were 
granted to each. 

An appeal was made at Canterbury for E. Е Walters (39), 
in charge of an electrical plant for Messrs. Saunders & Co. 
Two months were allowed, with the intimation that probably 
this term would be final. | 

At a sitting of the East Kant Appeal Court. on October 
24th. exemption was claimed for А. E. Coulev (37), in charge 
of the electrical plant at Sellindge for Major Galway, who 
is at the Front. Jt was stated that the efforts to get someone 
to attend to the plant had failed. Three months were allowed. 

-An appeal by the Military representative to the East Kent 
Appeal Court against exemption allowed to W. H. Harriott 
(55). electrician to the Margate Cinematograph Co., has been 
withdrawn, respondent having joined up. - 

, Brentwood Tribunal, on October Brd, gave four months’ 
exemption to G. Hearn, attendant of the electrical plant at 
“Coombe Lodge Hospital. 

‚ An Ashstead (Surrey) appellant, engaged on electric storage 
batteries, stated to be doing work of national importance, has 
been given conditional exemption. - 22 E s 

. Kidderminster Tribunal has granted three months’ exemp- 
tion fo Mr. J. A. Mitchell. electrical engineer. |. 0. 

At Folkestone, the Electricity Supply Co.. Ltd.. appealed 
for the retention of an articled pupil. E. Lepner, on the 
grounds of national exnediency and edueation. The managing 
qugineer, Mr. T. Hesketh. said that; there -were five- single 
men of military пае emnloved at the works. The Chairman 
eaid. that the Tribuna! felt that lads of this sort were an asset 
fo the country, and that Lepper's education should goon. 
There would be conditional exemption. "EN 
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At Sheffeld, the Wolf Safety Lamp Co. appealed for two 
Robson (28) and R. S. Harvey (25) The 
former, who is unmarried, was allowed no time, and the 
latter was given until Novernber 30th. | | 

The City Tribunal heard an appeal by the Corporation for 
an electrical engineer and engineer-in-charge under the Public 
Health Departinent and the claims were disallowed. Two 
months’ postponement was given to a foreman electrician. 

According to the Surrey Herald, at the Weybridge Tribunal 
last week Mr. S. H. P. Wolferstan, the resident engineer 
and manager of the Urban Electric Supply Co., Ltd., Wey- 
bridge and Walton, referred to various statements made at 
the previous sitting. He observed that the statement con- 
cerning employés of electric generating stations being auto- 
matically badged was entirely inaccurate. As far as the 
Weybridge electricity works were concerned, and the sub. 
stations in the Walton area, he could say, without fear of 
contradiction, that not one man was, or ever had been, 
automatically badged; any badges which had been issued by 
the Ministry of Munitions had only been so issued after 
inquiry into the special duties of each individual man. He 
believed this was the case with all electricity works, and the 
fact that the Weybridge electricity works had been certified 
as а munition works by the Ministry of Munitions did not 
alter the case in any single respect. The idea had gained 
wide currency that electricity works in general were swarm- 
ing with badged men eligible for service. In the case of the 
Weybridge works there was likewise in this respect also not 
the slightest truth in the supposition. The total number of 
men in the Weybridge and Walton works who were eligible 
for service, and who were badged, was only six, out of a staff 
of about 30. Two of these badged men were only just 15 
years old, and were, therefore, not yet eligible for military 
service. This left a total of four badged men eligible for 
military service in the Wevbridge and Walton works, of 
whom three were married. Mr. Wolferstan went on to refer 
to the work that was being rendered to the national cause by 
the undertaking. In order to maintain an efficient supply, 
to attend to repairs and breakdowns by day and by night, 
and in order to carry on the private contracts, there was а 
staff of electricians consisting of one foreman and three wire- 
men. Their area of supply was very wide, extending for 
тапу square miles. 

With reference to the company's appeal for a wireman 
named Gale, Mr. Wolferstan said if the Ministry of Muni- 
tions had considered it necessary to certify the Weybridge 
electricity works, ıt was submitted that the carrying on of an 
efficient and uninterrupted supply was of primary importance. 

The Military Representative (Lieut.-Col. Phayre) said he 
had received a letter from the Weybridge Advisory Committee 
reporting with reference to certain allegations made in a 
communication, received by the Clerk, concerning a man. 
They re- 
ported that every facility was afforded by Mr. Wolferstan 
to the Committee, who satisfied themselves by inspection of 
the company's books and other documentary evidence that 
the statements on which the company received a badge and 
certificate for Newman were absolutely correct. There was 
no doubt that Newman was a highly skilled man doing 
skilled work. The Tribunal granted conditional exemption 
to the wireman, Gale. 

Last week the City of London Local Tribunal heard an appea! 
on behalf of an electrical fitter. His employer stated that the 
man had charge of the telephones and other electrical appa- 
ratus, as well as of the burglary alarms, of various firms in 
the City. and his expert knowledge was essential to the work. 
He was the only electrician left to the firm, and it was iin- 
pcssible to get others. The application was postponed for à 
week for inquiries. 

On the application of the private secretarv of the Ear! of 
Suffolk, Charles Harvey (31), married, chauffeur and in charge 
cf the electric light plant, has been exempted until April Ist. 


Controlled Establishments.—The number of establish- 
ments now controlled bv the Ministry of Munitions is 4,59), 
74 having been added since the last announcement. 


-r — о 


BUSINESS NOTES. 


Trade Announcements.— On account of the retirement of 
MR. J: Кнорех, the business of Messrs. Richards & Rhodes. 
electrical engineers. of Station Buildings, Keighley, will be carried 
on in future by Mr. Stephen Richards. ' 

. MR. HARRY Moss. of Bradford, announces that. consequent upon: 
the decision of. the Military Tribunal. he is making arrangements 
to settle his business affairs, and is unable to accept any more 
contracts or orders for work. The following firms, who are mem- 
bers of the Electrical Contractors Association (Inc.). have under 
taken. as far as lies within their power, to carry out any work that 
would otherwise have. been placed’ in. his. hands ; preference. o! 
course, being given to munition work and: breakdowns-:— Colli0507 
Bros. Bradford; A. R. Farrar & Co; Bradford: Gatb Electrica 

Engineering Co., Southgate, Halifax: Jessop & Boydell, es 
Bradford: Richard Lindley, Shipley; Geo.. Newby. Bradford 
Smith & Croft, Bradford. ` | ME | 
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Book Notices.—' British Opportunities in Russia.” Ву 
L. A. Hojansky. London: Anglo-Russian Translations Bureau. 
2d. In this pamphlet the author refers generally to the large 
extent of the Russian market and the possibilities of trade. A 
table is viven of imports to Russia from Germany, Austria-Hungary 
and the United Kingdom. 

"Principles of Alternating-Current - Machinery.” By R. R. 
Lawrence. London: Hill Publishing Co. Price Iss. 9d. net. 

Baga of the Telephone." Part 1, Subscribers’ Apparatus. 


By C, M. Jansky and D. €. Faber. London: Hill Publishing Co. 
Price 65. ad. net : 
"Post Office Electrica! Engineers Journal Vol. IX. Part 3. 


October, 1916. London: Н. Alabaster, Gatehouse х Со. Price Is. net. 

The Institution of Electrical Engineers has issued а “ Supple- 
ment to the List of Members. [t gives the names of the Council 
and officers for the session, the Conunittees of Local Sections and 
Centres, the local honorary secretaries abroad. names of new 
members, and а list of former members who have ceased their 
membership under Article 41. . 

The Journal of the Tramways and Light Railways Association ~ 
ior October contains a notice respecting the obtaining of certificates 
from the Ministry of Munitions before purchasing steel. the con- 
clusions (and map) of the National Electric Power Supply Joint 
Committee, and other matters. 

“Scientific Papers of the Bureau of Standards.” — No. 285, 
“Summary of Experiments on the Silver Voltameter at the Bureau 
of Standards, and Proposed Specifications.” Washington : Depart- 
ment of Commerce. 

“Circular of the Bureau of Standards.” No. 6". — " Electric 
Vuits and Standards.” Washington: Department o! Commerce. 


For Sale.— The Manchester Corporation Electricity Com- 
mittee has for disposal one 1,800-KW. D C. generator, direct-coupled 
fo a vertical cross-compound steam engine, and one 3.750-KW, 
three-phase A.C. alternator, direet-coupled to а ver ical triple- 
expansion steam engine., 

The Borough of Salford Electricity Committee has for disposal 
a quantity of low-pressure cast-iron piping. 

Messrs. Shirlaw, Allan & Co.. Keith Street. Hamilton, the avents 
for the Controllers appointed by the B. of T.. will sell by auction on 
Friday, November 10th, at Glasyow, the stock of electrical machinery, 
office fittings. &e., of the Phwnix Electrical Co., and the Caledon 
Electrical Со. Particulars appear in our advertisement paves to-day, 


Dissolutions and Liquidations.— UNITED CARBORUNDUM 
AND ELECTRITE Works, LTD.—Creditors must send particulars. of 
their debts, &e., to Mr. €. Eves, 62, New Broad Street, E.C.. the 
controller. bv November 27th. 

ELECTRO-STEEL FOUNDRIES, LTD.. 
Burgess) released October 19th, 1916. 

GENERAL ENGINEERING ACCESSORIES. LTD. - This company is 
winding up voluntarily. with Mr. H. Chapman. 2, Farley Road. 
Catford, S.E., as liquidator. 

LIVERPOOL LIGHTING & HEATING Co., LTb.—Tlris company is 
winding up voluntarily, with Mr. E. J. Butcher, 344, Gray s Inn 
Road, W.C., as liquidator. 

WESTERN LIGHTING AND HEATING Co.. Lvp. —This company is 
winding up voluntarily, with Mr. E. J Butcher (as above) us 
liquidator. 

KINGSTON LIGHTING Co.. Ltp.--This company is winding up 
voluntarily, with Mr. Butcher (as above) ах liquidator. 

ELECTRICAL OIL REFINING Co., Ттр. А meeting is to be held 
on December 4th at 29, Great St. Helens. E.C.. to hear an account 
of the winding-up from the liquidator. Mr. J. E. Frost. 

Messrs. R. Stephenson, A. Drewer and C. К. Curtis, carrying on 
business as electrical consulting aud contracting engineers at 
27, Chancery Lane, London, as DREWER, STEPHENSON & Co.. have 
dissolved partnership. Mr. Stephenson retires from the firm. 
Debts, &c., will be attended to by the remaining partners. who will 
continue the business under the same style. 


Catalogues and. Lists.—BniTisH THOMSON-HOUSTON 
Co.. LTD., Ruzby.— New list (No. 4.591) of 16 pages. in the com- 
pany's standard style and size, giving particulars, prices. shipping 
diagrams and dimensions, &e., of instrument transformers for 
circuits up to 12,000 volts. 

WESTINGHOUSE CooPER HEwiTT Co. 
King's Cross, (Nos. 


Darlaston.—Liquidator (H. E. 


LYb.. 50. York Кона. 
1 and 2 of a well-produced 
pamphlet, entitled " Lighting in Photozraphy." The articles con- 
tained therein deal with " Lighting the Subject in Portraiture.” 
"Light Source for Enlarging." “Artificial llluminants for use in 
Practical Photography," " Control of Expression and Attitude." all 
soing to show the impoftant part played by illumination in 
photographie art. 

GENERAL ELECTRIC CO. LTD.. 67. Queen Victoria Street. 
London, E.C.—New Osram folder price list (No. OS 2.061) for 
enclosure with correspondence or for carrying in the pocket. 
Correspondence post-cards (in which a small-sized elephant success- 
fully tries a balancing trick on a large-sized Osram. illustrating. of 
course, the latter's strength). have also been issued for use by the 
company's customers, 

Pope's ELECTRIC LAMP Co., LTD.. Hythe Road. Willesden. N. W. 

New- booklet, entitled “ My- Life," in which their mascot, " The 
Elasta Man,” is seen im all sorts of situations, each situation 
pointing a moral tothe virtues of " Pope's Elasta British-made wire 
lamps.’ Contractors can be supplied with printed copies upon request, 

MESSRS, BELLING & Co. have issued a handy pocket pamphlet, 
entitled, " Coal Economised : All Drudgery Housework Saved.” in 
which they give small illustrations and prices of a number of 
patterns of their electric fires. of which over 30.000 have been 
supplied for ordinary domestic use during the last four years. 


London, N 


СА Т 4 s " 


MEssms. CREDENDA CoxDpUITS, LTD., Chester Street, Aaton, 
Birmingham.—Folder. giving illustrations and price particulars of 
a number of their designs of electric fires, heaters, convectors, and 
heating and cooking appliances. 


Electrical Imports of the Argentine Republic.— The 


‘value of the electrical goods imported into the Argentine Republic 


during the first half of the current year is officially returned at. 
£ 333,000, practically the same total as during the first six months 
of 1915. 


Australian Inquiries.— lle В. of T. Department of 
Commercial Intelligence (73. Basiuzhall Street. Е.С.) has received 
information respecting firms in New South Wales who desire to 


take up agencies for British makers of porcelain insulators, 
insulator pins, electrical fuses, cut-outs, awitches, and other 


accessories: also are lamps and accessories, miners’ safety lamps. 
smokeless furnaces, ат compressors, air-lift puinps, Ag. The 
reference numbers are 370 and 376. | 


LIGHTING AND POWER NOTES. 


Argentina. — The Municipality of Viedma (€ T of hio 
Negro Territory) has decided to install a service of public electric 
lichting. and has placed the order for the equipment with the 
Anglo-Argentine General Electric Co.. Buenos Aires. 

Barking.— Year's  WonkKiNG.—For the vear ended 
March 3lst last, the revenue of the Councils electricity under- 
taking amounted to £12,603. the working and management 
expenses were £11.217. and. after meeting all financial charges, 
there was a deficit of £2.94 on the year. А total of 1.263,01 
units were sold, being 160,390 less than in 1914-15. А 

Belfast.—PRorosEp. ExTENsIONSs.—The Tramways and 
Electricity Committee at its last meeting considered the increasing 
demands being made on the electricity department. and the steps 
to be taken to meet the same. After full consideration, the Com- 
mittee recommended that the Council should authorise the Com- 
mittee to take up again the matter of the extension stheme. part 
of which could be put in hand as soon as the necessary Treasury 
sanction to the expenditure can be obtained. 


Bradford.—The Guardians are to extend the electric 
mains for the purpose of lighting the whole of the laundry and 
garage block. 


Christchurch.—PrIce INcREASE.—Wiith reference to the 
demand of the Bournemouth and Poole Electricity Supply Co. for 
an increased charge for current, the B. of G. has алш to рау in 
accordance with the terms of the contract only. 


Continental.—ITaLy.— Vo_canic HEAT  STATIONS.— 
Although, in view of the high cost of coal in Italy. there exists a 
great stimulation to search for other and more economical sources 
of energy. it is novel and interesting to learn that the internal heat 
of the earth in a volcanic district is now being utilised for the 
generation of electrical energy. From the Rassegna Mineraria, of 
Rome, we learn that а thermo-electrie generating plant is already 
in operation at Larderello. about 12 miles from Volterra. The idea 
of utilising the available volcanic heat was first put into practice 
in 1903 by Prince Ginori Conti. At Larderello the heat issues from 
the earth in the form of jets of steam. which the Prince first 
attempted to utilise by causing the jets to impinge on bucket 
wheels. Later. arrangements were made to use the steam directly 
in a reciprocating engine coupled to a dynamo. Encouraged by 
the results. he made use of a small part of the steam issuing from 
one of the larrzest jets at а pressure of 75 lb. per sq. in., and by this 
means obtained some 40 H.P. The steam from the jet in question 
issues at a temperature of about 160? C., and at the rate of 11.000 Ib. 
per hour. The general results were quite satisfactory. except that 
it was found the acids present in the steam had a corroding effect 
on the engine. In the meantime. while these experiments were in 
progress. prospecting operations for new sources of steam were also 
in progress. with the result that several giving good results were 
found, ineluding one which furnished steam at a pressure of from 
30 to 45 lb. and at the rate of 53.000 Ib. per hour, this being 
utilised to operate a 300-H.P. taxbine and alternator. which fur- 
nished current to light the borax works at Larderello. This was 
the position at the commencement o! the war, which, owing to the 
resulting greatly increased cost of coal in Italy. gave an impetus to 
the further use of the volcanic steam. Indeed, so successful had 
the experiments been that the Prince placed an order with the 
well-known Italian engineering firm. Messrs. Tosi & Co., for three 
steam turbines, each of 5,000-H.P. capacity, coupled to 3.000-Kw. 
alternators. Two of these sets are already installed and in operation. 
while the third will shortly be added. In this case, however. the 
steam is hot utilised directly. but is used to heat multitubular 
boilers. The current generated is transformed up to a pressure of 
36,000 volts, at which it is transmitted by five different lines to the 
towns in the neighbourhood. 

Russia.—The " Donetz Basin" Co. has commenced the erection 
of an electric station near the Loboff Kopy station of the Ekate- 
rininsk Railway, to supply current to the mines, factories, towns 
and industrial centres of the Donetz Basin. The station will serve 
a radius of 100 versts. and develop 20,000 Kw. » 

FRANCE.—The Société H ydroelectrique Drac-Rqmanche is the style 
ofacompany formedat Grenoble to develop more particularly ahydro- 
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electric station to be erected above the watermeet of the Drac and 
the Romanche. The capital of the company is 6,000,000 fr. 

The capital of the Société Francaise des Forces Hydrauliques du 
Rhone has been increased from 4,000,000 to 8,000,000 fr.. in. oon- 
sequence of certain financial arrangements with the Société 
Franco-Suisse pour l'Industrie Electrique. 

NORWAY.—-À new carbide manufacturing company. with a 
capital of 760.000 kr.. to be eventually raised to 1,200,000 kr., under 
the style of the A/S. Kvina Carbide Smelteverk. is annoupeed in 
the register of new firms. Its works are to be situated between 
the Fede and Flekke fjords, but power is to be derived from the 
Treelands waterfall. The output. is estimated at first at 6,000 tons 
yearly. 


Dewsbury,—PrLaNTr Extensions.—The Electricity and 
" Tramways Committee has submitted to the Council an estimate of 
work to be carried out after the war. prepared by Mr. R. H. 
Campion, the electrical engineer. and amounting to £35,500. The 
principal items are : two 2.000-Kw. turbo-alternators and condensers, 
£14,000; two 500-KW. rotary converters, £4.000; two 250U-KW. 
ditto, £1,250; switchboard, £1,600 ; cables, £8,400. Mr. Campion 
also states that when the load exceeds 2.000 Kw. an extra boiler 
will be required at a cost of £3.000; an additional cooling tower, 
£2,000 ; and coal conveyors. £1,5V0. 


East Ham.—Yrars Workinc.—Mr. W. С. Ullmann, 
the Corporation electrical engineer and manager, in his analysis of 
the electric lighting accounts for the year ended March 31st, 1916. 
shows a total revenue amounting to 426.709, total operating costs 
amounting to £20,053. and a gross profit of £6,556. After meeting 
interest and special charges. £ 1.375, and sinking fund, &c.. £5,705, 


there is a deficit on the year's working of £3,424,as compared with : 


а profit of £1,130 in 1915. The total number of units sold was 
4,162,750; fuel cost, ‘61d. per unit. as compared with ‘45d. per unit 
in the previous year. The total operating costs were 1`164. per 
unit sold. as compared with '97d. in 1915. The maximum load was 
1.890 Kw., and the load factor 27'6 per cent. 


Epsom.—The  U.D.C. has authorised the electrical 
engineer to experiment with tar oil for the Diesel engine. owing to 
its becoming increasingly difficult to obtain American oil. 


Glasgow.— DALMARNOCK EXTENSIONS.—In_ connection 
with the decision of the T.C. Committee to proceed with a portion 
of the new generating station at Dalmarnock. the chief engineer 
(Mr. W. W. Lackie) reported that in 1914-15. the maximum 
demand for electric power was 53.000 H.P., and in 1915-16 
61.000 H.P.: that for 1916-17 he estimated the maximum demand 
at 67,000 H.P. : that the normal rate of increase in demand was 
between 7,000 and 9.000 H.P. per annum : that the limit of the 
capacity of the boiler and turbine rooms at the existing stations 
had been reached ; and that it was absolutely essential to put down 
additional plant. which plant would take two years to construct 
and erect. to meet the demand for the winter of 1918-19. He 
further reported that the department had on its books 200 appli- 
cations for supplies not vet connected. which represented an aggre- 
gate of 17,000 H.P., and that 15 of these were from very large 
engineering and shipbuilding works, who asked supplies represent- 
ing over 8,000 H.P. He thereafter referred to the plans submitted 
showing the lay-out of the station. and stated that arrangements 
should be made forthwith for erecting and installing the following 
works and plant :—(1) Buildings, consisting of boiler house, part 
of turbine room and switch house, together with concrete work in 
connection with coal storage yard and coal tipping chute, the esti- 
mated total cost being £105,000. (2) Machinery for (а) generating 
station—the first installation of boilers and boiler room accessories, 
two 20,000-Kw. turbo-alternators. relative switchgear, travelling 
crane and coal-conveying and ash-removing plant, the estimated 
total cost being £255,100; (+) sub-stations --transforming plant to 
the extent of 18.000 Kw. for six sub-stations, the estimated total 
cost being £72,000 ; total. £132,100. In addition to the foregoing 
buildings and plant. the engineer mentioned that it would be 
necessary (4) to put down H.T. mains and cables between the new 
Dalmarnock Works and the two existing generating stations at 
Port Dundas and St. Andrew's Cross, at an estimated cost of 
£60,000; (5^) to put down low-tension mains during the next 
three years at an estimated cost of £150,000, and branch 
mains during the next three years. at an estimated cost of 
£2]1.000: and (c) to purchase meters for new consumers 
during the next three years at an estimated cost of £13,500; 
total. £211,500. He further stated that the major portion 
of the foregoing expenditure would not be due for payment 
until the year 1918. and that the unexhausted borrowing powers of 
the department at May 31st. 1916, amounted to approximately 
£100,000, The Town Council was authorised to apply for the 
necessary authorisation for the Corporation to construct the fore- 
going works, and for authority to borrow £500,000, which, with 
the present unexhausted borrowing powers, will meet the require- 
ments of the department for the next three years. 


Heywood.—The Electricity and Tramways Committee 
has decided to grant an extension of the supply of energy from 
November Ist to February 28th to the Albert New Mill Co., Ltd., 
and is also in negotiation with the Roe Acre Dyeing and Felting Co. 
for supplying extra-high-tension energy to its premises. 


Kilmarnock.—Report.—Sir A. B. W. Kennedy has 
reported to the T.C. on the advisability of developing the electricity 
undertaking to supply the area. Heconfirms the charges made for 
power, and suggests the advisability of ordering a 3.000-Kw. 
turbine plant, in view of the delay which may occur in obtaining 
delivery of plant. : 


Kingston-on-Thames.—In connection with the failure of 
the compressor of one of the Diesel engines at the electricity works. 
the insurance company has agreed to pay £10 a week compensation. 
dating from seven days after the accident until the plant ia in 
running order. | 


Leek.—The U.D.C. has authorised the levying of a supple- 
mentary general district rate of 6d, in the £ to defray that portion 
of the cost of the new plant of the electricity generating station 
which has to be poid during the current financial year. 

Leigh.—1n view of the position which it 1s placed in by reason 
of the refusal of the L.G.B. and other controlling authority to sanction 
a loan for the extension of the electricity works. the Corporation has 
decided to inform the B. of T. that it reluctantly gives ite consent 
to the Lancs. Electric Power Co. supplying the West Leigh Collieries 
with electricity. subject to the order proposed to be made by the 
Board being in the terms set forth in the model form which has 
been submitted. 

London.— Fs. nctoy.—In consequence of the employes 
of the electricity undertaking being dissatisfied with a suggested ' 
increase in wages, the men are appealing to the Munitions Court 
for leaving certificates. 

HAMMERSMITH.—-BULK SuppuLy.—-The Electricity Committee 
reports the receipt of the B. of T.s formal order permitting the 
B.C. to supply electricity in bulk to the Chiswick Electric Supply 
Corporation. " 

L.C.C.--The Finance Committee reports that it has agreed to . 
make loans in accordance with the terms of the sanction of the 
Council of £3.724 to the Battersea B.C. for electricity purposes. 
and of £650 to the Hammersmith B.C. for the purchase of a aite 
for electricity purposes. 


Luton.—lLNKrNG-UP.— The borough electrical engineer 
is to act as convener for the South Midlands area in regard to 
arrangements for interconnection of electric supply undertakings. 


Richmond (Surrey).— The В. of С. has considered the 
proposal of the Richmond Electric Light and Power Co., Ltd., to fix 
44d. as the new standard rate for the lighting supply. It wa: 
decided to take no action in the matter. 

South Africa.— The Rand Mines Power Supply Co. has 
made application to the Extraordinary Water Court of the Rand 
Water Board. to be heard at Johannesburg on Monday, December 
llth. for authority to store, and/or use, up to 650 million gallons 
of water in the storage accommodation to ће created by the barrage 
about to be built by the Rand Water Board. 


Stockport.— Boxvs.—The manual workers at the elec- 
tricity works and in the tramway department, whose-wages do 
not exceed 35s. per week, are to be granted a bonus of 2s. a week 
for the period of the war. 

Todmorden.— The abstract of accounts of the Cor- 
poration's trading undertakings for the year ending March 318t— 
issued last wcek— shows that the departments have not, as а whole. 
experienced a particularly good year; the electrical undertaking 
showed a deficit of £1.580. The department which has saved the 
situation on the year has been that of the motor-' buses, whose 
surplus is € 1,898, and the net profit on the undertakings. as а whole. 
including gas, water and markets, is about. £70. 


West Bromwich.— ASH PLANT.—The Electricity Com- 
mittee has had under consideration the present method of dealing 
with removal of ashes. and has decided in favour of a runway 
being erected in the boiler house, on which the body of a side- 
tip wagon could be carried. This weuld be filled with ashes 
in the boiler house, placed on a truck outside, and carried on a 
light railway to the ash mound, thus obviating any rehandling. 
The estimated cost of the scheme, complete with second-hand tip 
wagons and light railway. is £256. The Committee has further 
decided, subject to the usual sanction. to purchase the materials. 


Wimbiedon.— The Electricity Committee has recom- 
mended that the B. of T. be asked if it considers there is a prin 


facie case for the promotion of the application for a prov. order 


empowering the Council to supply electricity within the parish of 
Cuddington. : | 

The electrical engineer has been instructed to keep the Elec 
tricity Committee informed of any action taken in regard to the 
interconnection of electricity supply undertakings which might 
affect Wimbledon. | 

Worksop.—The Special Committee appointed to investi- 
vate the staffing of the electricity works, reported that the staff 
now engaged was the minimum number which could be employed 
to carry on the works efficiently. | 


TRAMWAY and RAILWAY NOTES. 


Aberdeen.—ELEcTRIc CoaL-TiPPING Wacon.—At a 
meeting of the Corporation Electricity Committee, the question of 
purchasing an electric coal-tipping wagon was remitted to 8 Sub- 
Committee. It was reported that during September 90.820 more 
units had been generated, as compared with September last year. 

Blackburn.— The T.C. has invited the Accrington T.C. 
to discuss the rate per car-mile paid to Blackburn Corporation In 
respect of Blackburn cars running on the Accrington section. with 
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the suggestion that the present rate should be increased by a 
reasonable amount. The Accrington Tramways Committee has 
given instructions for the preparation of a report on the cost and 
revenue eoncerned. | | 


_ Croydon.—As it is not possible to get new rails until 
some time next year, it has been resolved, having regard to the 
condition of the tramway track in a portion of the Selhurst Road. 
to take up rails from the Whitehorse Road section and utilise them 
in constructing a double line between Selhurst New Road and 
Selhurst Railway Bridge. The original cost of the work when it 
was believed new rails could be obtained was £2,154. 

East Ham.—The tramway interrunning agreement with 
West Ham being about to expire, it has been arranged that, pend- 
ing the execution of a new agreement, the present through- 
running arrangement shall be continued between’ the L.C.C.. the 
West Ham Corporation, the East Ham Corporation, and the Leyton 
U.D.C. Women conductors are to be engaged аё 30s. per week net. 
YEAR'S WORKING.—-The analysis of the Corporation's tramway 

accounts by Mr. W. C. Ullmann, the engineer and manager. forthe 
year ended March 31st, shows a total revenue of £66,484, total 
operating costs amounting to £53,485. and a gross profit of £13,399. 
After meeting interest, £4,905, and sinking fund charges, £0.542, 
there was a credit balance of £1,952, as compared with a deficit of 
£3,524 in the previous year. The total car-miles run was 1,626,104, 
an increase of 39.120 miles; the passengers carried nuinbered 
20,127.941, an increase of 1,510,970. | | 

Glasgow.—In reply to complaints by workers as to 
inadequate car service, the general manager has informed the 
Tramways Committee that additional cars were being put into 
service. | 

Hull.— The tramway manager (Mr. McCombe) reported 
that the receipts from April Ist to October 21st amounted to 
£91.615. an increase of £1,468 over the corresponding period of 
last year. A motion that during the winter months the cars cease 
running from Vincent Square, on week-days. at 10.45 p.m.. and on 
Sundays at 10.30 p.m., was referred to the manager for report. 


Newcastle-on-Tyne.— YEARS  WonkiNG.—The report 
of Mr. E. Hatton. the general manager of the Corporation Tram- 
ways for the year ended March 31st last, shows that. 73.000.000 
passengers were carried. being an increase of 74 millions over 
1914-15. The gross receipts were £321.498, as compared with 
£291,195 ; working costs amounted to £188,128, as compared with 
£155.177. and the net surplus was £23,860, which has been carried 
to reserve and renewals fund, which now stands at £77464. 

Since 1907 to the present year the city rates have been relieved 
by £74.164 directly, and. £14,934 indirectly, from the tramways. 
The female staff in the traflic department now numbers 342. Up 
to the date of the issue of the report 12 employés had lost their 
lives in the war, and 370 had enlisted. During the year £13,144 
had been provided for war allowances, an increase of £8,500 on the 
previous year. - 


South Africa.— The Pretoria (T.) Municipality ran a 
tra.ncar for coloured persons only, ou all routes for two months. 
The results showed that the takings had not amounted to one-fifth of 
the operating cost or one-eighth of the total cost. and instead of 
inereasimg they were decreasing. Therate of loss was £2,000 per car 
рег anmum. Under the circumstances the service has been 
discontinued. 

A report from the general manager of tramways dealing with 
the working of the new system of fares, states that the loss due to 
the altered fares and stages is over £7.000 per annum. 


Wolverhampton. —ELECtRIC VEHICLES. —For the pur- 
pose of providing a more efficient means of transit over the tram- 
way system for breakdown work, repairs, testing and supervision, 
the manager has been authorised to purchase an electric lorry and 
car at an estimated cost of £370 and £217 10s. respectively. 


w. 


TELEGRAPH and TELEPHONE NOTES. 


.Cape-to-Cairo Wire.— British East Africa is now directly 
cotmected with South Africa by wire through German East Africa, 
гіа General Northey's route. One link is the German line from 
Kilossa to Irangi. 


French Colonial Cabies.— The [тепсе Government has 
laid before the Chamber a Bill to approve an agreement concluded 
with the Compagnie des Cábles Télcyraphiques with the object of 
prolonging the convention of September 30th. 1889. in relation to 
the Guyane (Guiana) cable. The convention lapsed on August 3rd, 
1916, but. under existing circumstances, it has been impossible to 
consider the establishment of & wireless combination. and the con- 
vention has consequently been extended to December 3lst, 1924. 
This date, according to the preamble to the Bill. is also that upon 
which will expire the convention signed on June 7th, 1889, for the 
West Indies, so that the three French Colonies of Guadaloupe, 
Martinique: and Guyane will simultaneously be released in 
relation to the company which provides their telegraphic com- 
munication. | 


Rules for Cabling.—An American Commercial Attaché 
haa received from the Russian War Censor of Telegraphs a state- 
ment containing instructions to Americans who wish to avoid 


trouble and delays in cabling to Russia. These instructions, which 
may be useful to others, are :— - 

1, Make your messages absolutely clear. so that a perfect stranger 
can make sense of them. 

2. Do not use too many figures in comparison with the amount 
of text. А cipher story can be told in firures. l 

3. Do not send anonymous telegrams. Sign your full name or the 
name of your firm. 

1. Do not be laconic. Short messages sound very mysterious to 
the censor. Spend a little more money. and make the story 
complete. * | 
| & Do not use highly-technical terims—/.e., words not generally 
known or which cannot be readily found in the dictionary. — 

Spain.—A wireless service between Germany and Spain 
has been set up from the central station at Aranjuez to Koenig- 
wusterhausen. The rate charged for messages is 0°25 peseta per 
word. the same as the ordinary telegraph rate. Messaves will be 
accepted for transmission at any of the Spanish wireless and 
telegraph stations. Wireless communication has also been recently 
established between Budapest and Madrid. 

Sweden.—lt is reported that some of the crew of a 
German submarine operating in the Bothnian Gulf landed on a 
lighthouse., and, seizing the telephone. tried to find out the move- 
ments of several vessels from Finnish ports, but without success. 
The Dagens Nyheter complains that the Royal Decree of September 
last forbidding to foreign vessels the use of wireless apparatus 
while in Swedish territorial waters is not being strictly obeyed. 
German merchantmen have lately reported the movements of passing 
Finland traders to submarines. with the result that the ships were 
immediately caught and sunk.—.Mernsing Post, | 


CONTRACTS OPEN and CLOSED. 


. OPEN. 


Australia.—SvybNEYy.— January 22nd, 1917. Electrical 
plant (converter, battery. booster, and switchboards) for the 
Castlereagh Street. sub-station. for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.” | 

January Sth. Municipal Council Electric Lighting Department. 
43,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 10s. 6d.* 

MELBOURNE. 
of coal transporter plant. 

PERTH.-- -November &th. 
527 М.А.).* 

NEW Sourn WaLes.—Time for sending in tenders for 50-ton 
electric overhead travelling crane for Yarra Street power-house, 
Newtastle, extended to January 3rd.* 

Bradford.— November 11th. Stores for the Tramways 
Department. Tramway Offices, 7. Hall Ings. Deposit £1 Is. 
(returnable). \ 


Durban.— January 3rd. Corporation. One 3,000-KW, 
steam turbine, alternator, and condensing plant. Specification 
No. 5. 238: drawirg No. P. 597. both at the office of the Borough 
Electrical Engineer. Municipal Buildings. Deposit £2 2s. 


Grenada.—Government. Time for sending in tenders 
for electric supply at St. George's and suburbs is extended to 
December 3166. Tenders to Colonial Secretary, Grenada, British 
West Indies. i 


be. ` 

Johannesburg, — November 13th. South African Rail- 
ways Administration. 71.778 tungsten drawn-wire lamps. 19,741 
solid-drawn tungiten lamps, and 2.412 carbon-filament lamps." 

November 20th. Corporation. 500 or 1.000 trolley wheels for 
tramcars (Contract No. 181).* 

November 27th. Corporation. 1.000 sets of single-pole, irenclad 
house-service cut-outs (Contract No. 187).* 

November 27th. Corporation. 250 field coils for tramcar motors 
(Contract No. 192).* UN 

December 20th. Corporation. Automatic pressure rczulators for 
the А.С. turbo-generators at the power station." 

January 3rd. Corporation. lron axles and bushcs.* 

December 9th. Corporation. А.С. and D.C. electricity meters 
and time-ewitches. Specification (21s. deposit) from Mr. E. T. 
Price, General Manager's Office. Electricity Supply and Tramways 
Department. President Street. Johannesburg, W. е 

Manchester.— November &th. Corporation Electricity 
Committee. Spec. 64: Valves. &c., for Bloom Street station. 
Spec. 66: One hydraulic wagon tipper at Stuart Street station. 
Specifications, Secretary, Electricity Committee, Town Hall. 

November 14th. Corporation Tramways. А steam disinfector. 
Specifications, Mr. J. M. McElroy. 55, Piccadilly. Manchester. 


Newport. — November 6th. Corporation. Rotary con- 
verters and switchgear. See " Official Notices " October 27th. 

New Zealand.— DuNEDIN.—January 24th, 1917. Motor- 
generator. accessories and spares. City Electrical Engineer, Market 
Street Dunedin.* s 

Rotherham.—November 16th. 
Six electric double-deck. top-covered ‘cars. 
to-day. | 


December 11th. City Council. Supply and erection 
See ' Official Notices ` September 15th. 
P.M.G. Accumulator parts (Schedule 


Tramways Committee. 
Sec " Official Notices " 


\ 
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Stalybridge.— l'ramways and Electricity Board. | Water- 
tuhe boilers, mechanical stokers, and cooling towers. See " Official 
Notices” to-day. 

Stretford. — Novemier 21st. Corporation Electricity 
Works. Twelve months’ supply of best Lancashire rough slack 


coal, Approximate annual consumption, 12.000 tons. Tenders to 
Chairman of Electricity Committee, Council Offices. Old Trafford. 


Walsall.—November tth. Corporation. Stores for the 
Tramways Department. Particulars from the Tramway. Manager. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London, 


CLOSED. 
Glasgow.— The Tramways Committee has recommended 
acceptance of offera from the British Westinghouse Co. and the 
Manchester Armature Repair Co. for motor armature coils. The 


Thomson-Knox Co. have secured the contract for bells апа tele- 
phones at the new Govanhiil baths and wash-houses. 


ford. — U.D.C. — Crompton & Cos Ltd, £67 lis. 


12-H.P. motor and starting panel. 


London. — L.C.C. During the three months ended 
September 30th. the Fire Brigade Committee accepted the offer 
of the Chloride Electrical Storage Co.. Ltd.. to supply a battery for 
use in connection with electrically-propelled fire appliances, at 
£252: also that of Woolnough. Lane. Ltd. for two motor- 
generators, at £48. and that of the Jackson Electric Stove Co.. Ltd., 
for 26 radiators. at £58. 

The Highways Committee purchased abont 33.893 tons of 
coal for use at the Greenwich generating station, at a cost of 
£51,087. during the quarter ended September 30th. 

The Committee has accepted the offer of the British Westing- 
house E. & M. Ca.. Ltd., for the alteration of existing low-tension 
Wiring. and the provision of a portion of the switchgear for the 
third additional turbo-generator at the Greenwich generating 
station. at £2.694 ; alse the tender of the Morvan Crucible Co.. 
Lul.. for the supply of carbon brushes (Class T items, Nos. 1 and 2) 
during 1916-17. 


HAMMERSMITH. Electricity Committee. 25-H.P. motor : Pooley 
and Austin, £123. 


Newcastle-on-Tyne.— (City Council.  Hadtield’'s, Ltd. 
Tramway junction at Northumberland Street. Blacket Street and 
Pilgrim Street, £2,250, 


Salford.— Corporation. Electricity Department :— 
J. Wolstenholme & Son, Ltd.—Steam-exhaust and feed-water piping. 
Tramways Committee :— 
Halley’s Industrial Motors, Ltd.—A Halley two-ton chassis, £558, 
Briggs, Jones & Gibson, Ltd.— Uniform clothing for inspectors, 1notormen, 
and male conductors for 12 попі, £2,104. 


Shanghai.—The Municipal Council of the International 
Settlement has ordered Osram lamps for use for street lighting 
throughout that Settlement. and the agents of the General Electric 
Co.. Ltd.. have just secured this vear's contract from the Municipal 
Council of the French Settlement also. 


Walthamstow. — U.D.C. Venner Time Switches, Ltd., 
12 10-amp. switches at £4 each, and х0 13-amp. switches at £2 4s. 
each. 


Т A | 
Wolverhampton.— Electricity Committee :— 
Ferranti, Ltd.. and Reyrolle & Co.—Extra-nH.r. switchgear, £270 and £170 
respectively. 

Herbert Morris, Ltd.—Crane rails, sole plates, &c., £136. 

Revrolle & Co.— 5,000-Kw. generator switch-panel, £550. - 
Gibbons Bros., Ltd.— Additional steelwork for the roof of boiler house, £90. 
IW. Harrison, Ltd.—Coal and slack to Beptember, 1917. 


Tramwaye Committee :— 
E. Allen & Co.— Special steelwork for the track in Queen Square, £338, 


FORTHCOMING EVENTS. 


Royal Society of Arts.—Fridays, November 8rd and lOth. At 5.15 p.m. 
At John Street. Adelphi. Chadwick Lectures on ** Fatigue and its Effect 
on Industry and Efticiency,"" by Professor Stirling. 

Institution of Mechanical Engineers. —Friday, November 3rd. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, S.W. The 
Thomas Hawksley Lecture on * The Gas Engineer of the Last Century," 
by Mr. H. E. Jones. 

Salford Technical aod Engineering Association.—Sxturday, November 
Ath. At 6.30 p.m. At the Royal Technical Institute. Short papers by 
members in competition for the gold medal offered by Mr. W. О. Lurmuth. 

Society of Engineers. Monday, November 6th. At 5.30 p.m. At Caxton 

all, Westminster, S.W. Paper on ** Heating and Ventilating Private 
Dwelling-houses,"' by Mr. C. T. A. Hanssen. 

Institution of Civil Engineers.-- Tuesday, November 7th. At 5.30 p.m. At 
Great George Street, Westminster, S.W. Address by the President, Sir 
Maurice Fitzmaurice, C.M.G., and presentation of inedals awarded by the 
Council. ү 

Rontgen Society.— Tuesday. November 7th. At 8.15 p.m. At the Institution 

. of Electrical Engineers, Victoria Enbankinent, W.C. Presidential address. 

Institution of Automobile Engineers.— Wednesday, November 8th. At 
p.m. At the Royal Society of Arts, John Street, Adelphi, W.C. Paper 
on * Electrical Car Equipment,” by Mr. A. Ludlow Clayden. 


Faraday Society.— Wednesday, November 8th. At 6.30 p.m. At the Institu-- 
tion of Electrical Engineers, Victoria Embankinent, W.C. General dis-- 


cussion on “ Refractory Materials." 

Institution of Electrical Engineers, —T'huredas, November 9th. At & p.m. 
At Victoria Embankment, W.C. The Eighth Kelvin Lecture, ‘Some 
Aspects of Lord Kelvin's Life and Work," by Di. A. Russell. 

(Yorkshire Local Section).— Wednesday, Novoiuber 8th. At 7 p.m. 
At Hotel Motropole, Leeds. Opening meeting. 


NOTES. 


E 


By-product Steam Boiler.—We have received from Mr. 
George Wilkinson, borough electrical engineer of Harrogate. a 
letter. the contents of which appear to be of such general interest, 
that we have obtained his permission to publish the essential 
portions. | 


Mr. Wilkinson, after explaining that the Harrogate electricity 
works are situated in a 300-acre farm. a portion of which is likely 
to come into the building market after the war, goes on as 
follows: - | р 

"The large chimney at the efeetricity works is an eye-sore to the 
estate, and if this is removed it is reasonable to assume that the 
value of the land will appreciate an average 6d. per sq. yd., which 
represents over £30,000, Under these circumstances, the Corpora- 
tion some time ngo requested me to devote attention to smokeless 
combustion, and as a result of careful investigation and experiment, 
I have been able to design a boiler with the following charac- 
teristics : -- 

“1. The coal is distilled. 
extracted as by-products. 


"3. The coke obtained from the coal while incandescent 
rravitates into the furnace. and is there consumed without smoke. 

"3. The gasafter being denuded of the by-products is also passed 
into the furnave under considerable pressure with the necessary 
air. and burns with a smokeless flame until it enters the retort 
flue, where it is transformel into radiant heat. This radiant 
heat is absorbed partly by the retort and partly by the water in 
the boiler. | | | 

“Thus very active steaming surfaces are produced not only in 
the furnace but upon the whole flue surface. On an average I 
expect to vet from 20 to 25 lb. evaporation per sq. ft. of heating 
surface. The boiler is automatically fed with coal, which passes 
through the various staves of distillation and combustion auto- 
matically. 

“It is expected the boiler will furnish superheated steam bv 
reason of a special arrangement inserted in the boiler itself. The 
boiler makers’ opinion of the boiler is favourable, especially as 
regards its simplicity and chenpness of construction. 

"I have little doubt when the boiler is built and successfully 
tested, the Curporation will be quite prepared to put in two boilers 
in place of the large Lancashire boiler which we have recently 
sold. Е calculate that twice or three times the amount of steam 
produced by the ordinary shell-type boilers per sq. ft. of boiler floor 
will be furnished by my boiler. Due to the smokeless combustion. 
no chimney stack will be required : induced draught fans will be 
employed instead of a chimney stack. И 


“I am aware there are schemes spoken of for the distillation of 
coal in large power houses. but under the present methods the 
capital outlny necessary to provide plant which is now in the 
market is absolutely prohibitive, having regard to the commercial 
aspect of the question. 

" Electrical and mechanical engineers, as a rule, know little of 
the subject of the distillation of coal, while gas engineers, who are 
skilled in the art, know little of boiler-house practice. Thus it 
comes about that there is no plant at present available for coal 
distillation and steam raising at a reasonable price or of convenient 
and efficient design. 

"Furthermore. the prevailing idea that coal distillation and 
steam production can be economically carried out successfully on A 
very large scale ошу. will be dispelled when closer attention 1s 
given to the problem, provided the power-station engineer is wise 
enough to dispose of his crude products to firms who prepare the 
various useful commodities therefrom for which there is à ready and 
increasing demand. di T 

" When this possibility is realised. there will be less fuss made 
about 'linking-up, which is the fashionable subject of the hour. 
and which is largely based upon the assumption that super-stations. 
preferably established on the coalfields themselves. are alone able to 
produce economical results, by-products of coal. and low costs of 
production." 


tar and ammoniacal liquor being 


. Linking-up of Electrical Undertakings.—A meeting of 
representatives of municipal and private electrical undertakings 
of Yorkshire, in connection with the B. of T. interconnection 
scheme, was held at the Leeds Philosophical Hall on Wednesday 
last week. Mr. Thos. Roles (Bradford) presiding : 38 of the 40 
Yorkshire undertakings were represented. and of the 40. 30 are 
municipally mannzed. The County Committee appointed consisted 
of Messrs. E. Cross (Rotherham), S. E. Fedden (Sheffield). C. N. 
Hetford (Leeds), Jewell (Yorkshire -West Riding-—Electric Tram- 
ways. Wakefield). S. D. Jones (Batley). Н. A. Nevill (Wakefield). 
E. S. Rayner (Doncaster. also representing Barnsley), T. Roles 
(Bradford), H. -Webber (Keirhlev). Geo. Wilkinson: (Harrogate). 
W. B. Woodhouse (Yorks. Electric: Power Со), and Mr. W. М 
Rogerson (Halifax) as. hon, secretary. The Leeds and Brüiford 
Corporations favour the scheme = the Shipley Council has signifie 

its inability to see any advantaye to Shipley. but was represente 

at the meeting. - 


- - 


Inquiries.—Makers of red ebonite rod are asked for. 


F. Smith & Со. and Mest. 


Copper Prices.— Messrs. роз 


James & Shakespeare report :—November 1st : No change 
quoted last week. 
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. Some Switching Problems.— Messrs. A. P. Lundberg and 
Sons, Liverpool Road, Holloway, London, N., send us the following 
interesting problems in electric-light switching. Any of our 
readers who care to work out the answers, and post-copies of them 
to Messrs. Lundberg at any time during this month. will be 
informed by them as to the success or failure of their efforts. 


. The answers may be worked out with the help of any book on ' 


lighting or wiring that bears on the subject : and over-sea readers 
may send in their answers at any time. 
| PROBLEMS. 

1. A single-way switch controls four lamps—1, 2. 3 and 4. What 
alteration would you make to enable either 1 and 3, or 2 and 4, or 
all the lamps, to be switched on ? 

7. A pendant lamp hangs from a rose in the centre of the ceiling, 
and is controlled by a switch in its holder. It is now desired to 
dispense with the holder switch and operate the lamp from two 
pendant two-way switches. In thus converting the control from 
single-way to two-way. it will be necessary to alter the ceiling-rose. 
Noother disturbance of the fixed wiring will be necessary. since 
the two switches are to be connected by flex. all the way to the 
rose, the flex. passing through insulated screw-eyes. Sketch the 
circuit. du 

3. Two three-light pendants are controlled by а “ Twinob" 
switch. One arm of the switch turns on a lamp in each pendant. 
The other arm lights the other two lamps in each pendant. Al 
the lamps are alight when both arms of the " Twinob " are on. 

(a) Sketch the connections іп a simple diagram. 
(^) Show the same connections in the plan of a room. 

4. A lamp A is controlled by an ordinary: or single-way switch, 
4& and another lamp в by a similar switch, Bs. It is required to 
replace As and B8 by two-way switches. so that A and B can be 
turned on and off together at either switch point. Make a diagram 
showing how you would effect thia alteration in the control with 
the least possible alteration of the original wirin;r. 

à In the adjacent sketch of а hall and stairway. ss represent 
switehes and L L lamps. What different arrangements would be 


posible with these switches and lamps. and what would be their 
relative advantages ? | 


6. A contractor once wrote saving that, though he had connected. 


the wires at an intermediate switch both crossed and uncrossed, he 
was unable to get it to work properly. Explain carefully what 
mistake was made. · | 

i. When an ordinary two-pin plug connection is fixed low down 
on a wall or on a skirting board, why is it better to place it with 
hà ping and sockets in a vertical line, instead of in a horizontal 
ine? 
‚5. A room with a door at each end is to be fitted with two-way 
intermediate control from three points. A switch is to be fixed by 
each door, and a pendant switch midway. Map out the wiring 
hetween the switches on the assumption that it is preferred to have 
the pendant switch two-way instead of intermediate. | 


| The Smithfield Fire.—Our reporter who attended the 
ишк of the City of London Tribunal when the applications of the 
‘mithfield Markets Electric Supply Co., Ltd., for exemption of a 


numberof members of the staff were heard. was apparently hard : 


of hearing. or else he confused his shorthand signs for " dozens " 
and “thousands.” : In our last issue he led us to credit Mr. S. M. 
Powell, the manager and secretary of the company, with saying 
that the electrical papers contained “thousands: of advertise- 
ments for shift engineers. We, of course, were aware of central 
‘tation chiefs’ difficulties when the military authorities have cast 
"01008 eyes at the robust figures of their staffs. and we recog- 
11560 that large numbers of them were wanting experienced men 
nm they could not secure, but thinking that "thousands" was a 
ps extravagant. unless you added all the journals for a year 
ogether, we ventured parenthetically to express our unbelief. Of 
ae we were quite prepared to hear that we were not the only 
ж on the beach, and that. we had overlooked the small adver- 
i os appearing in our contemporaries—it is so easy to do so at 
Ned ime, and particularly in these days when one is busy. How? 
UE learn now . that neither was Mr. Powell's statement 
Powell cae nor were we guilty of "overlooking." for what Mr. 

E really said was ‘ dozens," and not "thousands ` at all. As 
duds n ue to us, says :——" The word used was dozens, a number 
far anad 98 trie as the larger one is absurd." Of course, dozens is 
ae M to the mark, and we regret that Mr. Powell should. in 
mishonrd еп deaf men are in demand for the Army. have been 
En Mr. Powell also asks us to correct the statement made 
stated. iii of October 20th respecting the fire at the station. We 
t en ап explosion occurred, but we are now informed that 
appear; ‘hot so. Our. information was based on the statements 

“NR In the Meat Trades Journal, from which we quoted. 


im меме Profits Daty.—The London Gazette for October 


Act, 1915 ins à number of Orders issued under the Finance (No. 2) 


Part III, Excess Profits Duty (Sec. 42 (1) ). One relates 


- followed by lowering of the temperature. 


to the application of the Tramways and Licht Railways Associa- 
tion for an increase in the statutory percentage as respects the 
trade or business of tramways and light railways in Great Britain 
and Ireland where such tramways or light railways are running 
wholly or in large part over public roads or streets. The Com- 
missioners of Inland Revenue order an increase to 74 per cent. in 
the сазе of companies or other bodies corporate, and S$ per cent: in 
the case of any other trade or business. In respect of two appli- 
cations made by the Melbourne Electric Supply Co.. Ltd., and 
another respecting electricity supply and tramways in Victoria, the 
same figures —74 рег cent. and 84 рег cent.— are conceded ; and in 
the case of electricity supply and electric traction in India (Mr. 
Sydney Morse's application), the figures are increased to 7 per cent. 
and $ per cent. respectively. 

As already notified in these columns, the electric supply com- 
panies of the country are appealing to the Board of Referees on 
the ground that, as а class, they are entitled to special consideration 
on acconnt of the limitations and restrictions under which they are 
working. and the fact that in the early stages of the undertakings 
it is impossible to earn an adequate return upon the capital ex- 
penditure involved. it bein: necessary. in fact, at all times to 
expend money in advance of adequate return. The petitions claim 
an increase in the statutory percentage allowed under the Finance 
Act. The interlocutory meeting was held recently before Sir 
Charles Renshaw, chairman of the board, at which the course of 
procedure and certain principles were settled. Mr. Н. B. Renwick 
is representing certain London electric supply companies and a 
large number of provincial undertakings. and Mr. W. F. Fladgate 
is representing other London undertakings : together practically 
the whole industry will be represented. The result will be awaited 
with great interest by the industry, as а matter of important prin- 
ciple is at stake, and one which cannot but affect the financial 
position of supply undertakings in the future. 


The Concordia Electric Wire Co., Ltd.— We learn from _ 
the Concordia Electric Wire Co.. Ltd.. that they have received an 
anonymous communication with reference to their advertisement 
in our issue of last week, in which the writer suvyests that the 
“place is being kept warm for Germans after the war." The com- 
pany stated in their advertisement that the concern was now 
composed entirely of British shareholders, the enemy shares having 
been acquired from the Board of Trade. They now ask us to state 
that, far from their being " kept warm for the Germans," they are 
preparing for taking their place amongst other British companies 
tofirht the German competition when the war is over. А return 
is being filed at Somerset House which should convince anyone 
who cares to make the usual search, that the shareholders are 
entirely British. ‘The whole of the present directorate and 
managing Btaff are absolutely British born." 


А National Gas Council.—A National Gas Council, com- 
prising the governing bodies of all the existing organisations in the 
gas industry (including the British Commercial Gas Association). 
has been established to deal. as they arise, with matters of^ import- 
ance and urgency that concern all sections of the industry. and 
call for united action on its behalf.— The Times. 


Our Commercial Intelligence.— The Daily Telegraph 
states that Mr. Runciman hopes to be able to make an announce- 
ment shortly on the question of the improvement of our existing 
machinery for the collection of commercial intelligence, and for- 
promoting British trade over-seas. | | 


The Electrification of Wool.—An important discovery 
has been made by Dr. S. A. Shorter. who is conducting the research 
into the problem of the electrification of wool and other textile 
fibres, at Leeds University. It appears that the friction to which 
the fibres are subjected is not. as was supposed, the only cause of 
the electrification of wool: electrification is also caused by drying. 
This entirely new dis- 
covery is one of the first results of the research instituted under 
the auspices of the Textile Institute. 


Appointments Vacant.— Engineer (Rs. 800), for the 
Lahore Electric Supply Co. ; three assistant electrical engineers for 
the Government of India: temporary chief clerk (£140), for the 
Aberdare U.D.C. electricity and tramway department; tramear- 
shed foreman for Rhondda Tramways Co. See our advertisement 
pages to-day. 


Fatalities —W. Н. Connor, а wire-Jointer's mate, aged 
53, was killed by falling through a trap-door on to a concrete floor 
9 ft. below, while engaged on an electrical installation job in King 
Street. Warrington. Verdict, " Accidental death," with a rider 
that a fence should be put around the trap-door. | | 

John Hall (15), Parker Street. Brierley Hill. was killed on Monday. 
last week, at Earl Dudley's Old Level Works, Brierley Hill. "The 
evidence at the inquest showed that the lad was playing with other - 
boys, after supper, when he caught hold of an electric lamp-post. 
with the result that his clogs became fastened in the wires, one of 
which he held by his hand. The current was immediately switched 
off, and the boy released. Artificial respiration was resorted to, but 
without avail. The voltage was 100 volts A.C., whereas, according to 
the Home Office Regulations, a voltage of 125 was safe. Verdict, 
" Acoidental death.” 
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Kinema Operators.— The increasing tendency to employ 
youthful persons as operators and mere children as assistant 
operators in London kinematograph theatres has been reported 
upon by the Theatres and Musie Halls Committee of the L.C.C. 
The Committee says :—" In view of the extent to which the safety 
of the public attending a kinematograph display depends on the 
skill and presence of mind of the operator, we think that the 
employment of youthful operators should be prohibited by the 
terms of the Council's licence, notwithstanding the difficulty now 
being experienced in obtaining suitable adult employés. The 
employment of boys and girls over (say) 14 years of age for 
re-winding films and for assisting the operator. does not involve so 
much risk. either to the audience or to the individual. provided 
that the responsible charge operator is always present in the 
operating enclosure. and that the re-winding room adjoins the 
operating enclosure : but such persons could not be entrusted with 
certain of the electrical apparatus (such as motor generators on 
high-voltage circuits) without risk to themselves and to the installa- 
tions.” The Committee recommends : —" That all licences granted 
by the Council in future under the Cinematograph Act. 1909, be 
subject to a condition as follows :--That the operating enclosure 
shall be in the charge of a competent operator. who shall be not 
less than IS years of are, and shall be present in the enclosure 
during the whole time that the machine is being operated." 


Institution and Lecture Notes. — University College 
(University of London). .-On Friday last Prof. J. A. Fleming com- 
ineneed a series of lectures on " Long-distance Telephony." After 
a brief preliminary explanation of the use of the operator j in such 
expressions as cos Ө + у sin Ө = ej", he discussed the nature of 
sound-wa ves, illustrating the production of а sinusoidal wave-form 
with the aid of a simple harmonograph. The nature of the 
vibrations of a telephone diaphragm was next discussed, and it was 
shown that the natural frequency of its fundamental vibration 
was in the neighbourhood of 1.000 per second ; as the frequency 
of speech vibrations adopted as a standard. in telephony was 800, it 
was obvious that the frequency of the diaphragm was incon- 
veniently close to that of the vocal standard, as the natural period 
of the diaphragm affected the wave form. The nature of the 
waves produced in a telephonic circuit by the human voice was 
demonstrated hy means of oscillograms. which showed that in the 
ease of vowel sounds the vibrations were periodic and continuous, 
hut the consonants produced "explosive " oscillations which were 
stronzly affected by the natural period of the diaphragm. Hence 
it would bo a great advantage if the diaphragm frequency were 
nearer RONO than 800, and in the human ear this condition was 
fulfilled, the fundamental vibration frequency of the diaphragm of 
the ear being about 5,000, so that the ear could distinguish very 
fine differences in sounds. 

After explaining the harmonic analysis of, complex periodic 
curves by Fourier's theorem, Prof. Fleming said that Lord Rayleigh 
and Konig were of opinion that. the ear was more sensitive to the 
phase differences of the components of a sound-wave than to 
differences of amplitud» ; the lecturer. however, believed that the 
amplitudes of the components were the more important factors. 
Rayleih found that an amplitude of vibration in air of досу 
mm. was just audible, and this was confirmed by Max Wien: the 
latter also showed that the least audible motion of the diaphragm 
had an amplitude of 6'3 x 10710 cm.-- far smaller than the wave- 
length of light (5 x 1079 cm., green), and comparable with the 
dimensions of a molecule. . 

After touching upon the qualities of carbon which made it 
particularly suitable for the construction of transmitters. Prof. 
Fleming passed on to explain the effect of the line on the wave- 
form of a telephonic current, showing that, as the shortest waves 
travelled fastest and attenuated most quickly. they tended to dis- 
appear and leave only a sinusoidal wave. The four primary 
qualities of the line which were in operation were the inductance, 
capacity. resistance. and leakance. in addition to which there were 
four secondary qualities the vector impedance and admittance. 
the propagation constant, and the line impedance. The lecturer 
illustrated the mode of propagation of an electromagnetic wave 
along a line with diagrams, showing that in the case of a wave 
reflected at the end of an open line the magnetic force was 
reversed, whilst when reflection took place at a closed end the 
electric force was reversed. He then dealt with the mathematical 
expressions for the voltage and current in & line, which provided 
the necessary means of calculating precisely what would take place 
at the receiving end. obtaining the equations- - 

Pryde = (REPLI (S + Д/С) У = P?v, 
Va ArT Be rt, 
and хиаг equations for I. in which four equations, he said, the 
whole theory of telephony was embodied. 

Institution of Electrical Engineers.—The following arrange- 
ments are announced for the London meetings of the Institution : — 

November 9th.—The eighth Kelvin Lecture. “Some Aspects of 
Lord Kelvin's Life and Work." by Dr. A. Russell. 

November 23rd.- "The Parallel Operation of Electric Power 
Stations." by J. S. Peck. 

December l14th.—" Colonial Telegraphs and Telephones," by 
R. W. Wightman. 

January llth.—* Principles Involved in Computing the Deprecia- 
tion of Plant." 

Arrangements for the meetings of February 8th. March 8th, and 
April 19th will be announced later. 

Institution of Automobile Engineers.— At the meeting to be held 
at the Royal Society of Arts. on Wednesday next. at 5 p.m.,a paper 
by Mr. À. Ludlow Clayden. entitled " Electrical Car Equipment," will 
be read. The chair will be taken by the President. Mr. L. A. 


м 


A 


Legros. Cards of invitation to the meeting may be obtained on 
application to the Secretary, Institution of Automobile Engineers, 
28, Victoria Street. Westminster, London, S.W. 


Institution of Mechanical Engineers.— On October 20th a paper 
on trials of a Diesel engine. by the late Lieut. F. Trevor Wilkins. 
was read. The experiments were carried out at the University of 
Birmingham, and Prof. Burstall’s energy diagram was used to 
enable & heat-balance to be struck. A special form of diaphragm 
optical indicator. in which the diaphragm was maintained at a 
constant temperature. was employed. The thermal efficiency 
obtained by the energy-diagram method ranged from 47°7 per cent. 
at half load to 12/5 per cent. at full load: the heat lost to the 
jackets was 24 to 25:3 per cent., and the heat lost to exhaust was 
283 to 3272 per cent. j 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


i 

Central Station and Tramway Officials.—The Special 
Finance Committee of Walthamstow U.D.C. has decided in 
favour of a number of increases of salary and wages, includ- 
ing the following :—Electricity Department: G. J. HOLLYER, 
£40 per annum; A. E. Tuomas, £15 per annum; T. Е. Lyss, 
£25 per annum; G. №. Stuspincs, £10 per annum; W. С. 
GARDNER, £10 per annum. Tramways Department: J. W. 
BankR, £7 per annum; С. F. Urcorr, £10 per annum. 

The Todmorden Corporation has granted an advance of £5 
in the salary of the electrical engineer, Mr. Josera Boyce. 

The Ilford tramways manager's salary is to be increased 
from £400 to £480 а vear. ` - 

Eight candidates were selected from among the 106 appli 
cants for the position of electrical engineer to the Wigan Cor. 
poration. The final selection is to be made this week. 

The Hammersmith B.C. Electricity Committee recommends 
that Mr. J. HorspurGu be promoted to be engineer-in-charge, 
in place of Mr. Buchanan, at. £175 per annum, rising by two 
annual increments to £200, plus the bonus; that the salary 
of Mr. Е. G. Musxtzek be increased to £175 per annum, 
rising to £200 by two annual increments: and that Mr. Е. |. 
{тєн be appointed temporary engineer-in-charge at а salary 
of. £3 5s. per week. 


General.—Mr. J. Н. Мир, who has been with the Lanca- 
shire Dynaino & Motor Co., Ltd., Trafford Park. Manchester. 
since it started, severed his connection with the company 
on October 31st, 1916, and on the following day Joined the 
electrical departiment of Messrs. Vickers, Ltd. His address 
is now: c/o Messrs. Vickers, Ltd., Electrical Department, 
Vickers House, Broadway, Westminster, S.W. | 

London Gazette Notice.—Territorial Force. Royal Engi- 
neers. London Electrical Engineers. Sergeant Е. Сов to 
be Second-Lieutenant (on probation). Sergeant В. FRANCIES 
to be Second-Lieutenant (on probation). Acting Lance-Cor 
poral C. S. шул to be Second-Lieutenant (on probation). 

London (Gazelle Notice, October 13th, 1916.—Army Ord 
nance Department. Temporary Inspector of Ordnance 
Machinery. third class, and Hon. Lieutenant C. Е. D. Svs- 
GATE to be Temporary Inspector of Ordnance Machinery. 
second class, and Hon. Captain while holding а special 
appointment, dated from May 27th, 1916. | 

Alderman J. Mines, J.P., Chairman of Bolton Corporation 
Tramways Committee, has been appointed vice-president of 
the Municipal Tramways Association. | 

Mr. E. A. Lampert, of Walton-on-Naze. electrical engineer 
to the Coast Development Corporation, who is a member af 
the U.D.C., has been gazetted Second-Lieutenant in the In- 
land Water Transport Section of the Roval Engineers. 

Mr. ALFRED Hoake, of: Messrs. Hoare & Co., bankers. ha: 
heen elected on the board of the Notting Hill Electric Tight- 
ing Co.. in the place of. ће late Sir Richard B. Martin. Bart. 

Mr. M. Ѕновт. of the Newcastle-on-Tyne Electric Suppl 
Co.. Ltd.. has been re-elected president of the North-Es~t 
Coast Association of Chartered Secretaries. 

The Couneil of the Institution of Electrical Engineers have 
elected Prof. Grokk Carey Foster, LL.D.. D.Sc.. Е.К.“ 
past president, to be an Honorary Member of the Institution. 


Roll of Honour.—The General Purposes Committee : i 
Т.С.С. reports the names of the undermentioned npa 
of the Council's tramways department who have lost the 
lives on war service :— E 

Private С. Н. Barnes, East Surrey Regt. (rotary assistant): Сор 
Bull. East Surrev Regt. (conductor); Lance-Corporal Н. А. Cole. iy Cor 
Regt. (fitter); Private E. J. Davies, Royal Welsh Fusiliers Co aun еп, 
oral С. Dormon. Hampshire Regiment (conductor); Gunner W. C. у 

‚Е.А. (motorman); Driver M. Humphrev, R.F.A. (conductor); OU ir 
Laver, R.F.A. (conductor); Private F. Pearce, Roval Welsh Кинен е 
man); Sergeant F. C. Pocock, Worcestershire Regiment (motorman? o irent 
W. C. Walter, Rifle Brigade; Private S. У, Scott, Royal Welsh one Cof: 
(conductor); Sergeant J. E. Simons. Fast Surrey Regiment (conductor): 
poral C. A. W. Walpole, R.F.A. (point adjuster). foll T 

The Times “Deaths” Column contains the desde 
notice :—'' WHITLEY.—On Мау 31st, of illness cone | 
abroad, Philip Harold Whitley, Private, E. Surrey. | 
the Staff of Electricians, G.P.O.” - 
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Rifleman BERTRAM OAKLEY, London Regiment, killed in 
action, aged 28, was engaged with Messrs. Siemens, of 
Charlton. 

Rifleman Н. E. Lister, Rifle Brigade, who was at Rugby 
with the British Thomson-Houston Co., Ltd., has been 
awarded the Military Medal for gallant conduct in con- 
tinuously carrying messages under heavy fire on September 
4th and 5th last. i 
Second-Lieutenant ARTHUR ScraGG, attached to the Rifle 
Brigade, who was before the war an electrical engineer ut 
Rugby, is in the Bristol Royal Infirmary wounded. 

Private Henry COULTER, West Yorkshire Regiment, who 
has died from injuries received when a trench fell upon hin, 
was engaged in the Huddersfield Corporation tramways office. 
Private HARRY GLADWIN, who was in the electric wire de- 
partment at Messrs. Patchett’s Sedburgh Mills, Halifax, has 
leen. killed in action, aged 19. 

Private THoMas GOODMAN, of the Manchester Regiment, 
killed in action, was on the staff of Messrs. Siemens, of 
statford. | | 
Private А. S. DoBBs, of Liverpool, who has been killed at 
the age of 22, was in business as an electrical engineer, 
Sapper G. Cook, who has been wounded, was emploved at 
the Bath electric light station. 

Private W. Jackson, Loval North Lanes., who has been 
killed, was einploved at the works of Dick, Kerr & Co., Ltd. 
Private Hanky LIGHTFOOT, who was emploved in the Leeds 
Corporation electricity department, has been killed in action. 
The death, in action, of A. D. J. GnEGsON, Gordon High- 
landers, at the age of 19, is reported. He was employed by 
the Automatic Telephone Co., Ltd., at Liverpool. 
Second-Lieutenant А. P. E. Prescott, Machine Gun Corps, 
who has been killed in action, was emploved in the Liverpool 
Corporation. electrical department. 

Private Eric PEARCE, of the King's (Liverpool) Regiment, 
has been severely wounded. He was employed by Messrs. 
Bottomley & Frampton, electrical engineers, of Blackpool. 
Private A. S. Fussey, of the King’s Own Scottish Bor- 
derers, who has fallen in action, was with the British L. M. 
Ericsson Telephone Co., of Beeston. 

Sergeant Н. W. ATKINSON, Duke of Wellington’s West 
Riding Regiment, who has fallen in action, enlisted whilst at 
Halifax with the United Electric Car Co., for whom he had 
travelled for nine vears. He was 43 years of age, was gassed 
in Flanders in May, 1915, and on recovering served at the 
Dardanelles, later returning to France. 

News has been received that Rifleman W. E. MITCHENALL, 


london Regiment, formerly on the general office staff of the 


India-Rubber, Gutta-Percha & Telegraph Works Co., Ltd., 
Silvertown, was killed in France on September 18th. A good 
number of '" Silvertown " men are serving in the various 
theatres of war, and many old employés have fallen in action. 
Sapper GrEoRGE HowLETT, who was electrician at Kelloe 
Colliery, has died from wounds’ received in action. 


Obituary.— Mr. CHARLES Harrison.—By the death of Mr. 
Charles A. Harrison, at Hexham-on-Tyne, on October 28th, a 
well-known North Country engineer, has been removed. Mr. 
Harrison was а native of India, being born in Madras in 1545. 
lis uncle, the late Mr. T. E. Harrison, was chief engineer 
to the North-Eastern Railway Co., and was associated in the 
Work with Robert Stephenson, and upon leaving college Mr. 
C. 4. Harrison entered his uncle's office to be trained as a 
civil engineer. He later became intimately connected with 
the N.E.R. Со. “апа was resident-engineer at the Hartlepools 
for ahout ten years, during a period when important develop- 
luents were made. Upon the death of Mr. T. E. Harrison, 
n 1888, the company's directors decided to divide the system 
Into two divisions, and Mr. C. A. Harrison. was appointed 
engineer of the northern division. Many very important 
Works were carried out. under Mr. Harrison's guidance and 
fiom his schemes, and these included the electrification of 
the coast line. Mr. Harrison had been living in retirement 
ahout a year prior to his death, but maintained his connec- 
tion with the N.E.R. Co., as consulting engineer. 

SIR Joseren BrecHaM.—Sir Joseph Beecham. who passed 
away last week at the age of 68 years, was а director of the 
Lancashire Light Railway Co.. the Lancashire United Tram- 
Ways, Ltd., the South Lancashire Electric Fraction & Power 
(о. Ltd., the South Lancashire Tramways Co., and the West 
Cumberland Electric Tramways Co. ; 

Мк. А. H. HowaRD.—We regret to learn of the death, 
Which occurred at 64, Victoria Street, S.W., on Wednesday, 
of Mr. Albert Harris Howard, A.M.LC.E., M.LE.E., secre- 
tary of the Cable Makers’ Association. Mr. Howard was 54 
years of age. He had been a sufferer for many vears, and 

d been confined to bed for some time. A month previous 
to hit death he had relinquished his position as secretary of 
the above Association. Mr. Howard was associated with Mr. 
Henry Edmonds and the late Mr. Glover, of the firm of W. 
T. Glover & Co., in the early cable-making days. After the 
death of the late Mr. Glover and the conversion of his busi- 
ness into a limited company, Mr. Howard became one of the 
first directors. , It was during this period that the Cable 

fakers’ Association was founded, and he became its first 
secretary. After Mr. Howard left the board of W. T. Glover 
and Co., Ltd.. and entered into practice as a consulting engi- 
neer he remained secretary of the Association. and for some 


years past he has devoted all his time and attention to its 
growing work. 
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NEW COMPANIES REGISTERED. 


Russo-British Chamber of Commerce in the United King- 
dom, for the Promotion of Commerce Between the British 
and Russian Empires (Incorporated).—This company was- 


registered on October 23rd as an association limited by guarantee, not 
formed for the purpose of profit, the word * limited " being omitted from the 
tide by licence of the Board of Frade. For the purpose of. registration, the 
number of members is declared not to exceed 2.000, each being liable for ЁЗ 
іл the event. of winding up. The general objects are а» indicated. by the 
tide, Among other means mentioned are the collection. and dissemination of 
slatistics, the promotion of the interests of Russian. subjects in the British 
Empire and wee versa, and arbitration in settling commercial disputes between 
British and Russian subjects. All questions of party polities, general or local, 
аге rigidiy excluded from the scope of the Chamber. The annual subscription 
lor individual members is not less than two guineas. The subscribers to the 
menmoranaüum and articles. of association are: Sir Algernon F. Firth, Bart.. 
Holme House. Lighteliffe, Yorks.; L. X. Martin, 20, Herne Hill, S.E., sugar 
refiner; A. Hevking, Imperial Russian Consul in London; F. H. Barker, 
Lowndes House, Lowndes Place, S.W.. director. of Viekers, Ltd; W. X. 
Robinson, 36, Tooley Street, S.E., managing director. of Anglo-Continental 
Produces Co., Ltd. ; 7. Doukhovetski, il, fhe Waldrons, Croydon (Petrograd 
Telegraphic Ageno); ХМ. Х. Wen vitinoff, 6l. Ridginount. Gardens, WLC. 
(menaeer, The Trading Co.. successor to Alex. Gioobkin, A. Koonetzoff. & Co., 
33-5, Fasicheap, F.C.); L. P. Rastergueff, 80, Marchmont. Street, WC, 
Russian barrister; AL P. Poltakotl, 36G, Park Drive, Golder's Greeny N.W. 
aGranager, Fea Trading Со. Kn. C. Popoff Bros., 21. Mincing Lane, ВА; 
У. V.S Schaposthnikoff, Broom Warren, Broom Road, Teddington, general 
merchant; S. Loaric, 98, Great Tower Street, IC. (manager of Luralda, Ltd.); 
W. N. Guild (Mather & Рай, Lid., Queen. Anne's Chambers, МАУ; D. 
Gbambashidze, 61, Mark Lane, E.C., merehant, There. are to be separate 
British and Russian sections, The management fis vested in an executive 
council, to consist of (l) the patron or patrons, the honorary president, the 
four honorary vice-presidents, the president, the vice-president, and the chair- 
man and viee-chairman of the British and Russian sections, all ex officio 
members, and (2) cight. British and eight. Russian elected. members. Until 
the first general meeting, the above subscribers are to form the council. The 
hon. president is to be the Russian Ambassador for the time being, and the 
tour hon. vice-presidents аге to be the Russian Consul-General in London, 
the Russian Commercial Attaché іп London, ind the president of the Associa- 
tion of Chambers of Commerce of the United Kingdom or their nominees or 
substitutes, and one other to be elected at the annual meeting. The president 
and vice-president are to be elected by the executive. council, provided that 
if the president is of British nationality the vice-president must be Russian, 
and wee versa. There is also to be a general council, to consist of the Rus- 
sian State Consular Officers in the United Kingdom and such other honorary 
or subscribing members as the Council shall elect. The members of such 
general council are to have the ordinary privileges of members, but (as а 
council) no control over the Chamber, The solicitors are C. Urquhart Fisher 
and Co... Cecil House, Holborn Viaduct, Е.С. Secretary: D. Ghambashidze, 
The registered office is at International Buildings, Kingsway, W.C. 


New London Electron Works, Ltd. (145,161).— This com- 


pany was registered on October 26th, with a capital of £15,000 in £1 shares, 
to take over the business of the London Electron Works Co., Ltd., to carry 
on the business of iron, steel, lead, brass, and metal masters, makers and 
corverters, smelters, founders, metallurgists, electrical and electrochemical 
engineers, &c., and to adopt a contract between А. Tavlor, F.C.A., receiver 
for the debenture-holders of the said old. company, and Geo. Cohen, Sons and 
Co, being a tender by the latter and acceptance by the former. The sub- 
scribers (with one share each) are: B. Cohen, 600, Commercial Road East.. E, 
ne v and old iron merchant; J. B. Batchelor, 2, Pancras Lane, K.C., solicuor. 
Private company. The number of directors is to be six; the first are В, 
Cohen (chairman), M. G. Cohen, L. Levy, J. B. Batchelor, Н. W. Robinson, 
an! C. T. Batchelor. Uf either. of the three. first named vacate office, George 
Cohen, Sons & Со. may appoint a Successor. Tf either of the three Fiet named 
vacate office, Batchelor & Co.. Ltd. may appoint а suceessor, Remuneration 
as fixed by the company. The customary declarition to the effect. that the 
company is not formed for the purpose or with the intention. of acquiring all 
or part of апу business, the books and documents of which are liable to 
inspection under the Trading with the Enemy Act, has been filed. The 
Memorandum of Association contains various provisions for safeguarding the 
British character of the company. Solicitors: Harris, Chetham & Cohen, 25, 
Finsbury Square, E.C. 


British Miniature Electric Vehicles, Ltd. (145,135).—This 


company was registered on October 23rd, with a capital of £5,000 in £l 
shares, to carry on the business indicated by the title, and that of engineers, 
contractors, &c., and to adopt an agreement with W. Bleakley and Ss. W. 
Copley. The subscribers (with one share each} are: C. W. Copley, 30, Corn- 
hill, E.C., pastoralist; J. S. Jeffries, 50, Cornhill, E.C., cashier. Private com- 
pany. S. W. Copley is permanent. managing director, and may act with. or 
without ordinary directors. Qualification. of ordinary directors, £100; none 
required for governing director, Remuneration of governing director as fixed 
by the company. Tf S. W. Copley die while holding the office of governing 
director, he -may appoint a successor by will, or, in default, his ‘exors. mav, 
while holding one-quarter of the issued capital, appoint à successor.  Solici- 
tors: Lawrence Webster, Messer & Nicholls, 14, Old. Jewry Chambers, K.C. 


London Lorries, Ltd. (145,137).—This company was 
registered on October. 23rd, with a capital of £5,000 in £1 shares, fo carry 
on the business of builders and repairers of steam or electric. motors, lorries, 
and cars, &e. The subscribers (with 10 shares cach) are: C. J. Н. McRes, 
Nideen, Mill Hill, Middlesex, merchant; F. C. Bradshaw, 87, St. Gabriel's 
Road, Brondesbury, N.W.. merchant; R. Tozer. 1, Granville Road, Stroud 
Green, N., merchant. Private company. The number of directors is not to 
he less than two or more than five; the first are C. J. H. McRea, F. C. 
Bradshaw, and R. Tozer (all permanent). Qualification, £10. Remuneration 
as fixed by the board, Registered office: Bush Lane House, Cannon Street, 
Е.С. ` 


` 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Willans & Robinson, Ltd.—Mortvaye dated October 16th, 
1916, to secure floating balance not exceeding £12,700, charged on moneys 
due to the company under a contract with the Keighley Corporation. Holders. 
Lloyd's Baak, Ltd. 


CITY NOTES. 


For the year ended June, 1916, the 
total revenue was £280,876. The traffic 
tric Tramways receipts were £274,734, an increase of 

Co., Ltd. £6,990, After providing for all expenses 
chargeable to revenue, including £21,056 

for debenture and other interest, the rental] and percentage 
of profits payable to the Auckland City Council amounting tq 


Auckland Elec. 
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£5,545, and setting aside £25,000 to the renewals and depre- 
ciation account, there is a surplus on the year’s working of 
£54,570, plus £4,655 brought forward, making £59,226. After 
paying the preference dividend, transferring to reserve 
£10,000 (making 16 £132,500), and paying a total of ls. 7d. 
per share on the ordinary shares, £4,601 is to be carried for- 


ward. £6,345 first mortgage debenture stock was bought and. 


cancelled, the average cost to the company being approxi- 
mately 944 per cent. The capital expenditure during the year 
was £10,584, chiefly for the now practically completed Upper 
Queen Street extension. A poll taken regarding the running 
of cars continuously during Sunday evenings showed a large 
majority in favour thereof, and the service has since been 
maintained with satisfactory results. The route miles open 
have increased from 25.42 to 26.59; the passengers carried in- 
creased from 41,375,650 to 42,352,534; the average receipts per 
passenger advanced from 1.55d. to 1.50d.; the average ex- 
penditure was .99d., the proportion of expenditure to receipts 

64 per cent., and the number of cars 166, for both years. 

The annual meeting was held in London on Tuesday. 
The revenue for the year ended June, 


Western 1916, was £982,248, and the working ex- 
Telegraph penses were £362,205. After providing 
Co., Ltd. £32.747 for debenture stock interest and 
£138,307 for income-tax and excess profits 

duty, £445,809 remains, plus £55,580 brought forward. 


£100.00) has been applied. towards further reduction of capi- 
tal expenditure in. excess of share capital and. debenture stock 
issued, £100,000 transferred to general reserve fund, £30,000 
to the land and buildings depreciation fund, and £100,000 to 
the provision on account of investment fluctuations. A final 
dividend of 3s. per share makes a total of 6 per cent. for the 
year, and a bonus of 2 per cent. (both free of tax) is to be 
paid, leaving £38,345 to be carried forward. Shareholders 
are to be asked to vote the directors’ remuneration free of 
income-tax. Annual meeting: November Sth. 
For the year ended June, 1916, the 
Cape Electric profit was £72,408, and after providing 
Tramways, Ltd. for debenture interest, redemption of 
debentures, and adding the balance 
brought forward, the net credit balance is £31,404. Тһе 
reserve fund has been credited with £5,000, a dividend of 33 
per cent. on the ordinary shares is to be paid, and £7,983 is 
to be carried forward. During the year the tramwavs carried 
22,477,366 passengers, earning £212,702, ag against 21,650,070 
passengers, earning £206,123, in 1914-15. The traffic receipts 
again show a small improvement, but this "s nexe than set 
ot by the higher cost of operation. This r “nies increased 
labour charges and the allowances granted to employés with 
the Forces. The London expenses have also grown, owing 
to the excess profits. duty and increased income-tax charges. 
Mr. J. A. Barkley, the general manager at Cape Town, re- 
signed his post in November last owing to ill-health. Mr. 
W. F. Long, formerly the municipal electrical engineer at 
Cape Town, entered upon his duties with the company in 
February last. Shortly after Mr. Long's appointment, labour 
trouble broke out, which. culminated in April in а most un- 
justifiable strike on the part of a considerable number of 
inotor-men and conductors. "This lasted about four weeks, 
and during the whole of the time, with but few exceptions, 
the svstem was kept running full time. Eventually many 
of the employés wno had joined the movement returned to 
work on the terms laid down by the company, and the strike 
collapsed. There is every reason to hope that the company's 
relations with its employés are now established on a satisfac- 
tory basis, a result which speaks most highly for the energetic 
action and tact displayed by Mr. Long and the local direc- 
torate in dealing with the situation. Annual meeting: Nov- 
ember 15th. | 
The directors regret delay in the pre- 
Nairobi Electric sentation of the accounts for the year 
Power & Lighting 1915 due to war conditions at Nairobi. 


Co., Ltd. The table shows the progress of the 
undertaking :— 
1913. 1914. 1915. 
Units generated .. 723,852 1,020,088 1,192,744 
Motors connected, B.H.P. ... 373 422 431 
Lights connected (8-c.P.) 15,745 24,808 32,176 


An auxiliary steam plant was erected at Nairobi and became 
available for service in May, 1915, since when a second steam 
plant has also been installed and is now available. These have 
been paid for partly by the issue of further shares and partly 
out of revenue. Owing to the late arrival of the steam plant. 
delaved by war conditions, causing a temporary shortage of 
supply during the months of January, February, and March, 
when there was an unprecedented season of drought, an 
allowance amounting to £969 was made to consumers. 
It was necessary to send out the consulting engineer 
to Nairobi to advise what steps should be taken to 
meet the difficulties of the sitmetion arising out of 
th: enforced postponement of the Thika River installation 
on account of the war and its effects. This involved a lengthy 
stay at Nairobi, and expenses connected with this visit, amount- 
ing to £850, appear as an unusual item in the revenue 
account. Stamp duties on the incrensed capital of the com- 
pany amounting to £55 are also written off. The net revenue 
account presents for the first time an item of excess profits 
duty amounting to £585. As the directors were aware of the 
unavoidable delay in the dispatch of the yearly accounts from 


, circumstances. 


Nairobi, they (as soon as the approximate results were known 
to them) declared an interim final dividend making altogether 
10 per cent. paid for the year on both preference and ordinary 
shares, less incowe-tax. | | | 

Мг. Сор T. САүшүҮ (chairman) pre- 
sided, on October 26th, at the Cannon 
Street Hotel, E.C., over the annual meet. 
ing of this company. Не said that the 
year had been a strenuous one for everyone connected with 
the management of the company. At the last meeting he mdi- 
cated, as far as he thought advisable, the nature of the work 
which they were then employed on and expected to be engaged 
in during the year, but, as the tigures of the balance sheet 
showed, the work actually undertaken by them had been af 
greater magnitude than the directors then anticipated. Again 
he was not permitted to give details, but both the manufac. 
turing department and the contracts department were deal- 
ing with a larger turnover than ever before, and it was, in his 
opinion, greatly to the credit of the staff that this should 
be the case in view of the extent to which it was depleted 
by many members having joined His Majesty's Forces. 
Capital expenditure at the works, including goodwill and 
patents, had been reduced. To those who knew the works 
this would appear misleading, in view of the material exten- 
sions which were in evidence. The explanation, however, 
was found lower down in the balance sheet in the iten 
'" contracts due for works, stock of materials, &c.'" It was 
considered, for the purpose of comparison, better to keep 
separate as far as possible the expenditure in connection with 
abnormal works, and this had been done by dealing with them 
as separate and independent contracts. .Of course, they woul: 
understand that when they returned to normal times there 
жен! of necessity be an adjustment between this item апі 
that of "capital expenditure at works." There was no use 


Dick, Kerr & 
Jj Co., Ltd, 


"nlteimipting to make this adjustment at the present time as. 


under the Munitions Act, the Government would have a very 
considerable say as to how it should be carried out. The 
reduction in *' capital expenditure, &c., at works” of over 
£18,000 represented therefore, roughly speaking, the amount 
written off this item for normal depreciation. It would be 
noticed that the auditors in their report stated that “No 
provision has been made for the shrinkage of assets due to 
the present exceptional circumstances, but the упа] charges 
for depreciation have been made.’’ This was, of course, cor- 
rect as far as the balance sheet was concerned, but he would 
draw their attention to certain words in the profit and loss 
account, namely, '' After setting aside reserve for extrá depre- 
ciation.” Everyone who had any experience of manufactur- 
ing knew that depreciation: of machinery increased with the 
time it was at work, but not in direct proportion. The more 
contmuously machinery was operated the less time there was 
to carry out normal repairs; consequently, the life was 
shortened out of all proportion to the actual amount of tnie 
worked, and the directors considered it necessary to provide 
amply against this exceptional wear and tear. Тһе prolit 
earned for the year, added to £18,346 brought forward, рач" 
them £79,296 available for appropriation. Out of this sum 
it was proposed to add £25,000 to the special reserve for con 
tingvencies, which would bring the total of this reserve up te 
£50,000. As he indicated last year would be the case, th. 
work on which they were now engaged was abnormal 
great part, and a transition period was bound to come. during 
which all their energies would have to be directed to re- 
establishing normal conditions. It was a matter of sound 
policy, therefore, to build up a reserve to help them over thi 
transitional period, and this they were doing by means o 
the reserve he had just mentioned. With regard to the ques- 
tion of war taxation, it was impossible to say much about 
this matter at present, except that a sum had been reserve 
in the accounts which the directors considered sufficient to 
meet any claims which might be made against them. Advan- 
tage was taken during the year of an opportunity to acqui. 
a controlling interest in the shares of Messrs. Willans ап" 
Robinson. Many of them knew the large amount of busine* 
which they had done together, and the pleasant relationship 
which had always existed, and while it was not proposed 2 
make any alteration in the present directorate and manae 
ment of Messrs. Willans & Robinson, it woud be rea 
that there was now no obstacle in the way of cementing tn 
relationship by a closer combination of working Eh 
leading eventually to material benefits for both. It had th 
a great satisfaction to them all on the board to see the dios 
manner in which the members of the staff threw (етее. 
into the work of reorganisation to meet an entirely Duns 
of manufacture, and with no little success under very à th M 

He attributed the success attained. bo d 


their own works-and at the new factory mentione is 
he пе 


d to 1: 


clude not only the members of the staff, but foremen аг, 
workmen alike. In d Hrs n ena ue 
about slacking and loss of time, 1t was pie ; E^ 
to state that he time lost by the workers at their mH 
works from all causes, illness included, over а pero is ^n. 
months now under review, was under ].4 per cen Ps 
cluded men and women, forge and machine shops. Ау 7. 

future, be was no more inclined to pronhesy har T 
two years ago, when they met just after the outbre: E 
but he was prepared to say now that with suc no 
their's had proved itself to be, given reasonable pr 
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a permanent nature against unfair competition from outside 
the Empire, there was every reason to look to the future with 
confidence. 

Мг. К. Н. PRestwicu seconded the motion. | 

Mr. Lacey complimented the board and Mr. Walter Ruther- 
ford, thé managing director, on the improved state of affairs, 
and said he understood the chairman to refer to the control 
exercised by German financial houses all over the world when 
he spoke of unfair competition. He did not think at present 
that they saw any evidence of this matter being dealt with. 
There was a lot of talk about banking, but he thought they 
had better leave their, banking svstem alone, for it was the 
best in the world. He suggested that it was the industrial 
trust companies who had done them the harm, and these 
companies seemed to be controlled by the very people who 
had tried to break down the British Empire. 

Replying to questions, the CH\IRMAN said the organisation 
of the company had been carried out and approved by the 
board as proposed by the managing director. A management 
committee of six was appointed. and each of these six gentle- 
men presided over a different departinent, and was respon- 
sible to Mr. Rutherford, whilst Mr. Rutherford was respon- 
sible to the board. | 

The report was adopted, and, on the motion of the CHAIR- 
MAN, seconded by Mr. Dickinson, a hearty vote of thanks was 
passed to the managing director and staff. 
| The report for the vear 1915, as published 

in the Financial Times, states that the 

colupany was organised for the purpose of 
. developing hydro-electric power in Spain, 
А with the -intention of serving the very 
large market for light and power, and also developing the 
electric railway and tramway system in the city ef Barcelona 
and the surrounding district. For the purpose of constructing 
and operating the hydro-electric works in Spain a subsidiary 
company, called the Ebro Irrigation & Power Co., Ltd., was 
formed, and all the capital stock and bonds of the Ebro Co. 
are owned by the company. For the purpose of developing 
the electric railway and tramways a Spanish company, en- 
titled the Ferrocarriles de Cataluna, S.A., was also organised, 
the entire eapital stock of which is owned by the company. 
Owing to developments unforeseen at the time of the original 
issue of the 5 per cent. first mortgage bonds of the company, 
the management came to the conclusion that it was desirable 
to secure control of the chicf electric light and power com- 
pany in the city of Barcelona, known as the Cia. Barcelonesa 
de Electricidad, as well as of a number of other small light 
and power companies in the neighbouring towns. Arrange- 
ments which provided for the additional money required. were 
made with a group of French and Belgian bankers, but owing 


Barcelona Trac: 
tion, Light & 
Power Co. 


to the outbreak of the European war these arrangements | 


could not be carried out, the result being that the construc- 
tion work under progress in Spain had to be suspended. At 
the beginning of 1915 a bondholders’ committee was consti- 
tuted with the object of considering the situation, and the 
recommendations of the committee for reorganising the 
finances of the company and completing the hvdro-electric 
works were ratified at a meeting of 5 per cent. 50-vear first 
mortgage bondholders in June last. The amount of the 5 per 
cent. 50-year first mortgage bonds outstanding on December 
3186, 1915, was £7,505,000, and the interest on this and on the 
various securities to that date to be satisfied in 5 per cent. 
10-year notes amounted to $3,445,663. The Ebro Co., in addi- 
tion to operating its own hydro-electric business, operates and 
controls the electric undertakings of the various subsidiary 
companies which the company controls through share hold- 
ings. The surplus earnings from the undertaking as a whole 
for 1915, after providing for interest on the prior lien “А” 
bonds, amounted to £250,669, as against a surplus of £266,740, 
which it was estimated would have been realised if the works 
had been restarted at the date contemplated. The board 
consider the enterprises which the company controls in Spain 
are developing in а sound and satisfactory manner, and if no 
unforeseen difficulties arise during the present year the result 
of the year’s working should, notwithstanding the delay and 
adverse conditions referred to above show a very satisfactory 
increase over the results of the year 1915. The market for 
power is a remarkable one and indicates an increasing demand, 
and in order to meet the growth the distribution system has 
been, and is being, considerably extended and strengthened, 
and it is contemplated that a large part of the surplus earn- 
ings for the next two years will be applied in carrying out 
this work. The growth of the business will probably necessi- 
tate the extension in the near future of the hydro-electric 


development, and the board have this matter under considera- | 


tion, so that when the necessity arises the work can be pro- 
ceeded with without delay. .The following summary of the 


1914 and 1915 resulta from the operation of the combined | 


enterprise shows the progress made :— 


1915. 1914. | 
А : Pesetas. Pesetas. Pesetas. 
Gross earnings ... 16.804.223.27 15.460,907.91 + 1,338.015.36 
Operating expenses 7,202.839.94 8,381,734.85 ^ — 1.178.804.01 
Net earnings — ... 9,001,383.33  7,084,473.06 + 2,516,910.97 


The results from operation for the first seven months of 1916 
ow а considerable increase over the above figures, and are 
as good as was anticipated in making up the financial pro- 
Шарше for the year, notwithstanding a general strike in the 
textile industry during June and July, which adversely affected 


"£84,000 per annum. 


the earnings for those months. The whole of the plant, both 
steam and hydro-electric (with the exception of the turbines 
at Tremp, which are being reconstructed), is in good working 
condition. | 


Drake and 
Gorham, Ltd. 


The directors report that for the year 
ended June, 1916, after payment of all 
charges, including bonuses due to staff, 
allowances to those who have joined the 
National Forces, and making provision for contingencies, 
there remains a net profit of £3,527 (as against £3,817 for 
1915). plus £1.623 brought forward, inaking £10,150 (as against 
£5,748 last vear). A dividend of 4 per cent. (as against 2} per 
cent.) requires £5,000; there is put to writing down good- 
will £3,000 (as against £1,000), and £2,150 is to be carried 
forward. The net profits, although below the pre-war aver- 
age, were more than twice those given in the last balance 
sheet, and there has been a considerable increase in turnover. 
Contracts in connection with Naval and Military requirements 
constitute a large portion of the company's operations. А 
power station of about 4,500 н.р. erected by the company is 
practically complete, and will shortly be put to work. The 
wholesale department has further expanded, and shows satis- 
factory results. The output from the company's works has 
largely increased, and extensions of this branch аге under 
consideration. The department dealing with electrie vehicles 
propelled by Edison batteries has made good progress. Up 
to the present 90 men have joined the National Forces, and 
the difficulty of obtaining necessary labour is increasing. To 
June 30th £1,733, including directors’ fees, had been paid to 
absentees. Heavy taxation is stated to make it increasingly 
difficult to finance the extensions which should be made to 
provide for trade after the war. | 

Annual meeting : November 9th. 

The report for the twelve months ended 
June 30th states that, after adding the bal- 
ance forward, the net revenue shows a dis- 
posable balance of £14,323, out of which 
the directors recommend a dividend for the 
year of 7 per cent., less tax, leaving £2,428 to be carried 
forward. The profits of the local company were again ad- 
versely affected by the war, but during the last months of 
the vear they exhibited a tendency to improve. The internal 
conditions of Venezuela are satisfactory, and the directors 
consider that the traffic receipts for the current vear are more 
likely to increase than decrease. The gross receipts amounted 
to Bs1.426,975, an increase of Вх296 as compared with 1914-15, 
while the operating expenses were Bs757.800, an increase of 
Ds21,792, leaving net receipts, at the exchange of 95.95, of 
£26,501, a decrease of £970. The local company, after pro- 
viding for the mortgage interest, pavable to this company, 
and setting aside Bs50,000 to reserve and renewal funds, and 
paying as dividend the whole of the balance of the profits for 
the year, carry forward the same amount as in the previous 
twelve months—namely, Bs539,809.—Finaneial Times. 


United Electric 
Tramways Co. 
of Caracas. 


Prospectus.—Fellows Magneto Co., Ltd.—With the per 
mission of the Treasury an issue of 20.000 8 per cent. cumu- 
lative preferred shares in this company is being offered for 
subscription. The company is to take over the business of 
Fellows & Co., magneto manufacturers and repairers, Horse- . 
ferry Road, Westminster, and Willesden. The company has 
Government orders in hand valued at £22,443; and the War 
Office promises a running order of 400 magnetos per month 
and spare parts, the value of the order being given at about 
| The company is extending the works 
and machinery to give a greatly increased output. The 
capital is £75,000 in 50,000 preferred (8 per cent. carrving 
also 20 per cent. of the net profits thereafter) and 50,00) 
ordinary shares of 10s. each. 


Companies Struck Off the Register.—The following com- 
panies have been struck off the register, and they are dis- 
solved :— 

Anglo-German Wireless Syndicate. 

Atkias Filter, Engineering & Water Softening Co. 

Blanchard Lamp Foreciyn Patents Co. 

Bridlington Electrical Engineering Co. 

Helis Cell & Accumulator Co, 

Improved Railway Signals, 

International Filaments. 

Lighting & Heating Trust. 

New Century Arc Light Co, 

New Ignition Syndicate. 

Paris Accumulator Co. 

Power Transmission Syndicate. 

Smoke Consumption (Cowper-Coles Patents). 

United Electric Light & Power Supply Co. 

Warner Engincering Co. 

West India & Panama Telegraph Co., Ltd.—4 dividend . 
for the half-year ended June 30th of 6d. per share on the 
ordinary shares (free of tax) is announced. Dod 

Russia.—The Westinghouse Co. nade a profit of 1,041,428 
roubles іп 1915, and ‘announces a dividend of 12} per cent.. 
against.8 per cent. for 1914. К "MUR 

The Moscow Elektroperedatch (Electric. Transmission) Co. 
made a loss of 71.623 roubles in 1915. HC. di 

The Nezhinsk Electric Co., Nezhin, has been formed; capital 
300.000 roubles. 

The General Electric Co. made a profit of 2,938,370 roubles 
in 1915, and pays 10 per cent. dividend, as for the preceding 
year. | 

The Russian Electric Co., '* Dinamo," made a profit of 
1,368,316 roubles in 1915. and pays a 7 per cent. dividend, 
against 4 per cent. for 1914. | 


, 
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The Petrograd Electric Equipment Co. made a profit of 
1,962,388 roubles in 1915, and pays a dividend of 7.3 per cent., 
against 10.2 per cent. for 1914. 


Lisbon Electric Tramways Co., Ltd. —No interim | divide nd 
will be paid on the ordinary shares. 


West African Telegraph Co., Ltd.—Interim dividend at 
the rate of 4 per cent. per annum (4s. per share), free of tax. 


Westinghouse Brake Co.—Intecrim dividend of 5 per 
cent. (10s. per share), lesa tax, on the ordinary shares. 


STOCKS AND SHARES, 


TUESDAY EVENING. 

THis week has seen a further dtminution in the amount of 
lighting permitted, апа, in. the circumstances, it is natural 
enough to find the market for electricity supply shares lean- 
ing to the lower side. The same applies to that for stocks 
and shares in the gas companies: and if there is anything 
surprising in the situation at all, it is that the fall should not 
have been more noticeable. The earlier closing of the shop3 
is another factor which militates against the lighting con- 
cerns; and notwithstanding the modification in the hour, from 
seven o'clock to eight, the restriction is, of course, something 
of a bear point froin the standpoint of the investor in illumi- 
nation companies. 


Markets generally are recovering from the depressing tone 
set by the news from Romnania last week. Our latest аһу 
seems to be making better progress, and this has set free 
more money for investment. Next in the financial pro- 
gramme, we shall probably have expectations of a new popu- 
lar war loan of considerable magnitude, which will furnish 
the text and the excuse for quietude throughout the Stock 
Exchange. Business has certainly fallen on restricted lines 
for the time being, and this notwithstanding the fact that 
from October to Mareh the Stock. Exchange markets ought 
to be sufficiently activé. to furnish members of the House 
with ample employment. 

The sentiment in the Home Railway department remains 
hanpish.. The trouble of the matter is that nobody wants 
to buy Home Railway stocks with the Labour outlook so un- 
settled and obscure as it 15 at the present time. Were there 
any prospect of Labour being satisfied with a definite rate of 
wages during the war, we might see attention turned to the 
Home Railway market; but with every settlement liable to 
be upset within a month or two after its having been fixed, 
Investment money declines to have anything to do with the 
stocks. 

Therefore Metropolitans and Districts are lower, South 
Westerns have given way, and most of the preferred issues 
are down. The three Central London assented stocks have 
all reverted to the same level of 674. Fresh falls have taken 
place in the debenture stocks of the District Railway. Under- 
ground Electrics maintain their prices well, with the excep- 
tion of the 6 per cent. 
fallen two or three points to 102, and the shilling ‘shares, now 
back to 5s. 6d. The bonds, however, are steady at 89. 

Brazil Tractions are amongst the few shares exhibiting 
strength on the week. Why they should have fallen to 54 
was something of a mystery, in the face of the declaration 
of the usual quarterly dividend of 1 per cent. The recovery 
to 56 seems to be a natural reaction. Some people point out, 
however, that for purposes of comparison, the 6 per cent. 
income debentures of the Underground Electrical Railways 
are more tempting that Brazil Traction common shares! see- 
ing that the yield on the former is 62 per cent. free of tax— 
equivalent to 9 per cent. less tax—while that on Brazil Trac- 
tions is 7} per cent. Jn the case of the latter, of course, there 
ia the probability that with any substantial recovery in the 
Brazilian exchange, Tractions might rise 10 points or more, 
while the Undergrounds remained stationary. 

Brazilian investments, by the way, are generally better, 
in consequence of the semi-official statement to the effect that 
Brazil will be able to resume cash payments on her funded 
debts when the funding scheme expires next July—on which 
point, perhaps, the cautious observed will do well to keep 
an open mind. 

Mexicans again exhibit а yielding. tendenev. Once more 
there is little or no definite news from the countrv. and in 
its absence nobody wants to buy. The Latin-Canadian group 
as а whole is steady, and it із of interest to set out a short 
table showing to-dav's prices as compared with those current 
at the beginning of the inonth :— 


Price. Price 

Common Stock. Oct. 31. Oct. 2. 
Canadian General Electric .. 19 195 
Cons. Gas & Electric of Baltimore . 130 117 
Kaministiquia e. 1274 xd. 128} 
Montreal Light. Heat & Power . 035 xd 040 
Pennsvlvania Water & Power i 87 82 
Shawinigan Water & Power ..  .. 189 1413 


income debenture stock, which has. 


Most of the business initiated in these shares comes from 
New York. The rise in Pennsylvanias occurred this week, and 
is based upon expectations of an increase in the dividend. 

The telegraph market is harder, and except for Great 
Northerns, which have been offered down to 384, а fall of 
40s., W hat movements have occurred are in the upward direc- 
tion. The Eastern group is steady, with Eastern Extensions 
à better at 132. Indo-Europeans gained 19s, 6d. United River. 
Flate Telephones recovered most of the dividend deducted 
last week. Marconis have receded to 2$ on the falling away 
of business, which induced profit-taking and caused ane price 
to slacken. Reuters are good, the present price of 84 com- 
paring with 7 at the beginning of the weck. It 18 announced 
that the directors have received a tentative offer for the whole 
business of the company on terms which would entitle each 
shareholder to” receive a sum of not less than £10 per share 
in cash. The circular advises proprietors not to part with 
their shares at the present time. It is interesting to recall 
that earlier this year the price of Reuters fell to 4 1/16. 

Electric Constructions have risen to their par value of £1, 
and Telegraph Constructions regained half their loss of last 
week. On the other hand, Babcock & Wilcox are weaker 
at 21 ex dividend, and British Aluminium ordinary eased off 
to 27s. 9d. Except for these changes, the manufacturing list 
is unaltered, but it continues very firm. In the rubber share 
market, а better tendency is noticeable. due partly to a rise 
in the price of the raw material to half-a-crown per lb., and 
partly to the consideration that the excess profits duty inay 
not have so much effect upon dividends as it was at first 
feared would be the case. The iron and steel group is some- 
what heavy, and there is not much doing in the shares of 
the copper companies. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Homes ErxzornicrrvY ООМРАНТЕЄ, 


Dividend Price 
Oct. 31, Rise or fall Yield 
1914. 1918, 1916. this week, p.c. 
Brompton Ordinary  .. .. 10 10 eg — 4111 0 
Charing Cross Ordinary b b 85. — 714 
do. do. do. 1 Pref.. 4 4 B4 - 6 64 
Chelsea oe ae ee 5 4 8 -— 6 18 4 
City of London .. 9 8 194 — 6.13 0 
do. do. 6 per cent. Pret, 6 6 loi — 617 1 
County. of London 1 7 )0 — 6 10 8 
o.’ брег cent. Pref, 6 6 10k — à 618 6 
ee eee Ordinary .. sk 9 7 68 — 645 
London Electric .. 4 8 2# — 610 6 
do. do. 6 per cent. Pref. 6 6 4c — 611 4 
Metropolitan "2 8 2 — i 6 0 0 
do. 4 per cent. Pref. 4à в — 940 
8t. James' and Pall Mall 210 8 — 6 8 0 
South London  .. ёе б 6 9 — ° 616 1 
South Metropolitan Pref. a 1 1 1 — 678 
Westminster Ordinary . m 9 3 6 — 613 6 
TELEGRAPHS AND TELEPHONES, t 
кй: Am. Tel. Pref, .. TEL. 0 98 == 6 2 6 
Be do. Def. ee . 80/- 88/6 99 == 1 10 Б] 
Chile Telephone os $i a 8 8 7 — 614 6 
Cuba Sub. Ord. .. © i 6 6 Ri — 6 86 
Eastern Extension C. 8 13 +1 *6 16 6 
Eastern Tel. Ord. sel A 8 14 — 5 13 1 
Globe Tel. and Т. Ord. zi 6 7 12 — +5 12 0 
do. Pref. ee 6 6 || ==» 6 14 8 
Great Northern Tel. .. . 2 92 88 —13 610 0 
Indo- Poropean T as . 18 18 51xd + 61 8 
Marco .. 10 10 2% — 898 
New York Tel. 4 Р 4 4 100 = 410 0 
Oriental Telephone Ord. -- 10 10 2 — 466 
United R. Plate Tel. .. $a 8 8 62xd +3 5 18 6 
West India апа Pan. .. ... 1 — 1 — = 
Western Telegraph ie T 7 8 14$ — *6 10 4 
Homer Кла, 
Central London, Ord. Assented 4 4 fat = 618 8 
Metropolitan ae 1 = 49 0 
ud. it Ordinary Nil Nil Me z Nil 
Undergroun ectric Or ly - i 
do. . до. ^ A » ee Nil Nil 6/6 = 6J. Nil 
do. do, Income 6 6 89 = 634 1 
e Fonxiox Trams, ác... 
Adelaide Sup. 6 per cent. Pref. 6 6 4t -— 616 
Anglo-Arg. Trams, First eee б 8 — 891 
do. 9nd Pret.. = — : 
do. b Deb: b 6 70 = 7910 
Brazil Tractions . s 4 4 56 41 7 910 
Bombay Electric Pref. 6 6 10} — 617 8 
British Columbia Elec. Rly. Pfce. б Б. 14 — 6 19 0 
до. , до. Preferred — Nil 55 —1 Nil © 
do. do. Deferred — Nil [4 -l Nil 
do. do. Deb. 4 4 664 6 710 
Mero Trams б percent. Bonds — Ni 40 — Nil 
6 percent. Bonds — Nil P — Nil 
Mezican Light Common . Nil Nil 1 — Nil 
do. Pref. T Nil Ni 80 .1 Nil 
do. lst Bonda is Nil Nil 40 == = 
5 MANTPFACTURING OOMPANIRS. al 
Babcock & Wilcox — .. . M 15 оха = 544 
British Aluminium Ord. ot 6 7 97,9 -9d. 615 4 
British Insulated Ord... .. 15 1 19 - 7100 
British Westinghouse Pref, .. 7) 7 — 6 00 
Callenders . we Y .. 15 9 19i xd - 800 
do. 5 Pref. ee ee - 6 6 4 І -- b 8 
Castner-Kellner . .. DBD — = 668 
Edison & Swan, £3 paid. Nil — 1 = . Nil 
do. do. fulypaid .. Nil — 1 — . Nil 
do.  do.4percent.Deb. 6 Б 624 = 800 
Electric Construction .. .. 6 +} 1 + 7100 
Gen. Elec. Pref... .. œ 6 6 10 = 6 00 
do. Ord... - .. .. 10 10 144 — 618 0 
Henley æ. 6 e 90 96 1° ES 7 19 10 
do. 4 "Pret. ee ee ee 4$ 4$ 4 = 6 6 { 
India- Rubber ee ее eo 10 10 19 — 8 8 
Telegraph Con... .. «. 9 9 - Pi + 441 


* Dividends paid free of income-tax, 
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mesh obtainable commercially is, however, } in., and even 
this is rather expensive for large scale experiments. — — 

It is necessary that the screen should extend to a height 
several feet above the level of the discharge netting. 

The amount of ionised air carried outside the experimental 
area can thus be considerably reduced, but not to zero. 
Even enclosing the area in a wire cage does not stop the 
lonised air completely ; in one case an experiment was 
carried out by Miss E. C. Dudgeon with a crop of potatoes 
growing in such a cage 100 yds. from an electrified area ; 
measurements showed, however, that, with the wind in the 
proper direction, as many as 10° ions per cb. metre were 
found in the cage (the air under the discharge netting con- 
tained about 10°). 

The cage is shown in fig. 5. 


THE USE OF IONISED AIR IN 
AGRICULTURE.” 


By INGVAR JORGENSEN. _ 


` (Concluded from page 454.) 
‘THE current density in the discharge as obtained with the 
Lodge-Newman system described in the beginning of this 
article was found to vary between 10— and 10^! amperes 
per sq. cm. 

It will be readily understood that the ions moving down 
towards earth will be influenced by two forces, a vertical 
force caused by the potential gradient and a horizontal force 
due to the wind ; the consequence is that part of the ions 
are carried outside the area covered by the. wires, and the 
effect of the discharge is thus not limited to the area under 
the wires; this dispersion is, of course, very marked in the 
Lodge-Newman system when the wires are 15 to 16 ft. 
from the ground. 

Details of the distribution of the discharge were given in 
a paperf by Prof. Priestley and the writer in 1914. As 
regards the meteorological factors, it can be stated that any 
metereological process which will decrease the mobility of 
the ions, t.e., increase the number of molecules, will 
decrease the current density of the discharge. Particularly 
condensation processes have an important effect, as will be 
seen from fig. 4, which records the potential gradient 


It must be emphasised 


that such a cage also alters a good many other conditions, 
particularly as regards light and humidity. - 


Ета. 5.—SHOWING CAGE OF WIRE NETTING (j-IN. MESH) 
COVERING AN AREA OF 7TH OF AN ACRE. 


The writer is indebted to Mr. William Low, of Bal- 
makwan, Montrose, for opportunities of taking part in 
some experiments with a large wire screen insulated from 

earth. By charging this screen to a suitable potential of 
the opposite sign to that of the discharge netting, it seems 
possible to obtain an effective screen. 

In the later experiments by Miss Dudgeon, at 
Lincluden, Dumfries, the distance of the discharge netting 
from the ground has been considerably reduced. -In 1915, 
the distance was 12 ft.; in 1916, about 7 ft. ; and in the 


POTENTIAL GRADIENT VOLTS/C.M. 


о 7 
TIME * RAINING 
Fig. 4.—SHOWING EFFECT OF RAIN ON DISCHARGE. 


| during the change from fine weather to rain. It will also 
be seen that is:possible to maintain an appreciable discharge 
during rain. 

The influence of meteorological factors can be sum- 
marised then by saying that the current density of the 
discharge decreases with increasing wind velocity and with 
decreasing mobility of the ions. 

It should also be observed that many atmospheric 
impurities will move under the influence of the potential 
gradient under the wires. This, in industrial districts, will 
lead to the precipitation of many harmful substances on 
plants. Also radio-active disintegration products possessing 
a charge will, in many cases, be precipitated, and cause 
considerable difficulty and error in the measurements. 

In regard to the disturbances caused by the abnormal con- 
ditions of atmospheric electricity in industrial districts, 
reference must be made to a paper by Mr. Steuart and the 
writer. | 

The difficulties met with in attempting to confine the 
: discharge to the area under the wires necessitated the per- 
\ formance of a number of experiments, in which the ехрегі- 
| mental area was separated from the control by vertical 

screens of wire netting connected to earth. The smallest 


ee ee eae н ÃIMoaooeooSIl 


Fic. 6.—MEASUREMENT OF POTENTIAL GRADIENT. 
Flame collector on ebonite rod connected to Exner electrometer. . 


I: * The information contained in this article is derived from 
i experiments carried out by the writer in Copenhagen (at the 


.. Government Agricultural Experimental Station) and in this country 


under the Board of Agriculture, in conjunction, first, with Prof. 
J. Н. Priestley (University of Leeds), and, later, with Prof. V. Н. 
Blackman (Imperial College of Science and Technology). 

TL Jorgensen and J. Н. Priestley: Journal of Agricultural 
Science, Vol. VI, Part 3. 


} D. W. Steuart and І. Jorgensen: Notes on the Atmospheric 
Electrical Potential Gradient in the Industrial Districts Around 
Proc. Roy. Boc., Edinburgh, 1914. 


latter case, the amount of ionised air carried outside the 
area was very small. At the same time, a stronger discharge 
is obtained, and the spreading of the discharge diminished. 
The writer would like to draw attention to a simple and 
convenient method for investigating the distribution of the 
discharge, which will also give comparative measurements 
of the strength of the discharge. "The apparatus is shown 
in fig. 6, and consists of a flame collector on an ebonite 
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rod and an aluminium leaf electrometer (the so-called Exner 
type). 

The collector is used in, order to obtain the potential of 
the air at the height of the flame. (It is well known that 
flames bring about ionisation of the air, and any other sub- 
Stance—e.g., a radioactive substance—which will impart 
conductivity to the air can be used.) The candle is pressed 
by a spring against the collar of a metal tube, and thus 
kept continually burning at the same level. "This metal 
tube is surrounded by a glass chimney, and a wire gauze 
cage affords protection against the wind. "The metal frame 


of the collector assumes the potential of the air just 


above the frame, and if connected to the electrometer 


Fia. 7.—SHOWING ARRANGEMENT FOR ALTERATION OF 
THE HEIGHT OF THE DISCHARGE NETWORK ON THE LEFT. 


A reel can slide up and down the iron rod attached to 
| the pole. 


this potential can be determined. 
the electrometer leaves is a measure of the potential, to 
which the electrometer is charged, but the rate at which 
the leaves are deflected can be used as a measure of 
current (this is a method much employed in radioactivity 
measurements). | 

If а current of ғ amperes charges the electrometer of 
capacity c in / seconds to v volts, then the current may 
be determined from the equation— 


i = с|(9 x 10"). ejt.. 


. In-practice it was generally arranged that the leaves 
deflected until they touched the sides of the earth-connected 
electrometer cage. They would then lose their charge, and 
return to the zero position. The number of times the 
electrometer thus discharged per minute would thus give a 
rough measure of the strength of the discharge. This 
method has been used by Miss Dudgeon with much success 
in her experiments. 


In the foregoing I have indicated some of the technical 
problems involved in the method, but the practical 
engineer will, no doubt, ask whether the results 
obtained are of sufficient economic importance to 
justify the expenditure of money on technical research ? 
and what, at present, is the balance between the cost 
of electrical energy supplied and the increase in crop 
production ? 

The first question is extremely difficult to answer. 
Agriculture is an old industry, but its methods have not 
changed a great deal through the ages. Indeed, things 
have altered probably less in agriculture than, for instance, 
in the building and shipwright’s trades, in which the per- 


The deflection of 


manence through the ages of the fundamental principles 
has been emphasised by Kipling.*1 

Thus up to the present day the efforte--of agriculture 
have been limited to attempts to control the factors which 
operate through the soil But it must not be forgotten 
that plant growth is dependent both on material and on 
the radiant energy of the sun, and a large part of the 
material is obtained from the air (carbon dioxide). No 
attempt has been made to increase either the gaseous com- 
pound nor the radiant energy, although there can be no 
doubt that in many cases a lack of carbon dioxide or of 
radiant energy limits the growth of crops. The. methods 
dealt with in the present article form an attempt to supply 
energy artificially, thus constituting a new departure which 
deserves attention, and so the possibilites and limitations of 
the method should be fully investigated. 

Certainly results obtained so far seem to indicate great 
possibilities ; but they must be accepted with a certain 
amount of reserve, remembering. that technique in agri- 
cultural experimenta is far from perfect. 

For accounts of earlier work, the reader is referred to 
Lemstróm's book, where many cases of remarkable results 
are recorded. It may also be interesting to quote some 
of the figures given by Sir Oliver Lodge in the paper 
already referred to. Experiments with wheat were carried 
out at Mr. Bomford's farm at Bevington, which showed 
in 1906 increases of 39 per cent. and 29 per cent. ; in 1907, 
an increase of 29 per cent.; in 1908, 24:3 per cent.; in 


11909, 23 per cent.; in 1910, 22 per cent.; in 1911 


(drought), 0 per cent.; and in 1912, an increase of 20 per 
cent. : 

It is mainly due to the energy and enterprise of Miss 
E. C. Dudgeon, of Lincluden House, Dumfries, that the 
experiments are being continued in this country, and it has 
become possible to start a scientific investigation of the 
problem with the support of the Board of Agriculture.f 
The writer records with pleasure his indebtedness to Miss 
Dudgeon for her collaboration in pioneer work in this 
subject. 

In the crop experiments with oats, carried out by 
Miss Dudgeon in 1915, the following increases were 
obtained | :— | 

Grain 30 per cent. 
Straw те 58 per cent. 
Still better results were obtained in 1916. 

It will, of course, be understandable that if such results 
are obtainable under all circumstances, particularly if ће 
present high prices of cereals in this country should continue, 
it would pay to employ the method ona very large scale. 
The actual current used at present is small; thus in 
Miss Dudgeon's experiments this year 8 amperes at 50 volts 
were used in about 800 hours. If this current had been 
available from à power station the actual expense would 
have been negligible, compared with the increased value of 
the crop. 

However, the area employed by Miss Dudgeon in the 


Lincluden experiments was only about one acre. The 


power consumed in the primary of the induction coil 
(about 150 watts) was badly utilised, as only 10—20 watts 
were discharged from the overhead network. 

Thus we are again reminded of the fact that the network 
is а very essential part of the installation (as important as 
the antenna in a wireless station). Upon the construction 
of the network depends the efficiency of the installation. 
It will be seen that with the same energy used in the 
primary of the induction coil, a much larger area could be 
provided with ionised air. The writer has not had an 


* R. Kipling: “ Rewards and Fairies," London, 1910, page 55. 
For instance, Pharaoh the Great, addressing the bricklayer 
engaged on building flats near the Marble Arch, says :— 


" Your glazing is new and your plumbing's strange, 
But otherwise I perceive no change, 
And in less than a month if you do as I bid, 
I'd learn you to build me a Pyramid." 


f For a general account of this subject, see the articles by 
I. Jorgensen and W. Stiles on Carbon Assimilation in the "New 
Phytologist," 1915-16. У 

t This is at present being carried out at the Imperial College of 
Science and Technology under the general direction of Prof. V. H. 
Blackman. 

| For details see Journal of the Board of Agriculture, October, 1916. 
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opportunity of taking measurements in an iustallation 
where the network covered more than 12,000 sq. metres ; 
but in all cases the discharge has been proportional to the 
area covered by the network, the current used in the 
primary of the induction coil being approximately constant. 
Presumably this was not appreciated by Dr. Breslauer 
(the German agent of the Agricultural Electric 
Discharge Co.*), who measured the current passing into 
a network covering 30,000 sq. metres and one covering 
60,000 sq. metres. In the first case, a current of 0°38 
milliampere was obtained (at 60,000 volts), and in the 
second case, 0°51 milliampere. It is difficult to see why 


he should assume that the difference between these two: 


measurements (0°13 milliampere) should be the true value 


of the discharge current in the network covering the area. 


of 30,000 sq. metres. 

A disadvantage of the  Lodge-Newman system is that 
the Lodge valve will not stand a strong current ; for the 
same reason it has not found very extensive application in 
X-ray work. | 

It might, perhaps, interest readers of this journal to have 
an estimate of the cost of an installation similar to the 
Lodge-Newman ; the figures are, of course, only approxi- 
mate, and are not those of the Agricultural Electric Dis- 
charge Co. :—One induction coil, £30 to £40 ; one mercury 
break, £10 ; and five Lodge valves, £10. 

The cost of the wires in the network is quite negligible ; 
special high-tension insulators are not required unless the 
. discharge is wanted during rain and in damp air; it is 
с to use ebonite rods between the netting and Ше 
pole. 

Thus neither the installation nor the cost of operation 
should prevent its application on a large scale, if future 
experiments confirm the experiences gained so far, and it will 
be seen that in this case an entirely new field is opened 
for electrical engineering. 


THE INSTITUTION OF ELECTRICAL 
| ENGINEERS. 


Western Local Section. 


ON Monday, last week, Prof. D. Rosertson, as chairman, 
оа his inaugural address, of which the following is an 
abstract :— 

A century ago the inventive genius, of itself, had a fairly 
free scope, but in the industrial world of the present day it 
must be coupled with a much higher degree of scientific 
knowledge and technical training, and have behind it much 
greater material resources than formerly, if it is to make its 
influence felt. In the сапу days of industry the problems to 

solved were mainly mechanical, speeds were low, the choice 
of materials was comparatively small, and the duties put upon 
them were moderate, while prices were high enough to per- 
mit the use of sufficient material to give a good big factor 
of safety. Only the simplest calculations had to be made, 
and little scientific knowledge was necessary beyond that 
acquired in the daily routine of the shops. Consequently, 
many important advances were made by men having jm the 
аш theoretical knowledge. 

Nowadays, competition required the utmost to be got out 
of each ounce of material; higher speeds may cause extra 
material to be а source of weakness rather than of strength, 
and introduce phenomena whose control requires the keenest 
tools that theory can supply. The advent of electrical trans- 
mission has brought into being an entirely new branch of 
engineering, ever extending its bounds, involving enormously 
more theoretical knowledge than the older branches, and 
requiring, in addition, & clearer insight into abstract things. 
On all hands, calculations must be more exact, and side issues 
of little importance in the old days have now to be closely 
taken into account. 

е have every reason to be proud of the advances made, 
and being made, by our own countrymen in the domain of 
ence, but at the same time I do not think we put into this 
oe sufficient number of men of the right sort, the right 
bang, and the right temperament. Further, I do not 
а we shall ever get them until we offer them prospects 
parable with those open to the other learned professions. 
: кы sufficient to depend alone on the favoured few 
vitho t peurnstances enable them to pursue their own ideas 
id ^ шр to worry about the cost or about their bread 

utter. To keep up the prosperity of our country we 


5 
M. Breslauer ; “ Zeitschrift für Elektrochemie," 1910, p. 357. 


musít:put the best brains from all classes to those tasks which 
are most likely to increase the common good. | 

Although legislation can help but little in raising science 
to its rightful status, still it can do something. It might, 
for instance, encourage the study of science in our public 
schools by insisting on a certain minimum of scientific know- 
ledge in future generations of public officials. Another thin 
which the Government could do is to make the value an 
number of the scholarships open to the science boy some- 
where about level with those given for classical studies. 

By thus making the way to a large number of the lucrative 
positions lie through a study of science, we should very 
quickly find every school running a real scientific side, and 
our universities would then be able to pass away from the 
condition of having to make their scientific alumni pass their 
first year in learning elementary work which they ought to 
have had at school. t 

But we must -mainly look to our own men of eminence to 
bring about a better state of things by continually keeping 
the needs of science before the proper influential quarters. 
The war has focused attention on scientific work with an 
entirely new force. Never again must public opinion be 
allowed to forget how much is owed to the often-time obscure 
worker in the research laboratory. In particular, our leading 
men must see that their magnificent rally to the assistance of 
a Government, whose ''neglect of science” has been their 
perpetual lament, shall not be misconstrued by the politician 
and official, and confirm their notion that scientific men are 
merely theorists whose ideas can usually be neglected, and 
who are too ætherial to require any encouragement or any 
visible means of support, but whose assistance can always 
be obtained, on those rare occasions when 1t is useful, with- 
out any reward and, indeed, almost without the trouble of 
having to ask for it. In short, our best men must make the 
Government appreciate ihe value of their services, and the 
only way to do that is to see that they are paid for. 

The true research worker must possess an infinite patience, 
a fertile imagination, a wide knowledge of the laws of nature, 
agd an unbounded faith in the possibility of accomplishing 
the task on which he is engaged. He must refuse to be 
diverted from his goal by any reputed impossibility, and, if 
necessary, he must be prepared to overthrow accepted ideas 
when they stand in his way. The advances of the genius are 
made by accomplishing the impossibilities of his fellows. In 
1900, Bremer improved the arc light by doing exactly what 
everyone would have said was the wrong thing; before Mar- 
coni's experiments, in 1901, it was perfectly easy to demon- 
strate that trans-Atlantic radio-telegraphy must for ever be 
impossible; in 1910 Coolidge succeeded in drawing tungsten 
into the finest wires that were ever made, in spite of the 
knowledge among the experts that this metal was far too 
brittle to be even formed into a rod; in 1913 Langmuir pro- 
duced the gas-filled lamp, when we all knew perfectly well 
that the best possible vacuum was absolutely necessary for 
an efficient lamp. 

And so it will always be. He is not worthy of the name of 
pioneer who regards even the laws of gravitation, and of the 
conservation of energy, mass and momentum as dogmas 
pe may not be attacked and overthrown when they block 

is way. k 

Research is best dealt with in bulk, so that workers in 
different fields may come into daily intimate contact. A man 
with a new idea will develop it more rapidly and carry it 
further if he discusses it over a pipe with a fellow spirit, 
even though the latter can do no more than listen to the 
exposition. If the subject borders on his own in any way, 
the cross-fertilisation of the sciences produced by such a dis- 
cussion may lead to enormous results. But the research 
worker must also come into close touch with the industrial 
side of his own subject. The man in the factory meets many 
problems for whose solution he possesses neither the time 
nor the knowledge. The scientific man, however willing and 
competent he may be, would never meet these problems by 
himself. Keep these two men apart and the problem remains 
for ever unsolved, but bring their experiences together and 
progress is sure to follow. 

For the success of this co-operation, mutual respect and 
confidence are required between the manufacturing and 
scientific sides of industry. This co-operation has been greatly 
developed with marvellous results in several directions in 
America, where its realisation has been facilitated by the 
aggregation of capital into huge trusts. To some extent the 
difficulty can be overcome by insisting that the research 
workers should periodically spend some time in the factory. 

Each industry has its own problems which are more or 
less recognised by those engaged in it. I wish to direct your 
attention to one rather big problem of the utmost importance 
for the future welfare of our own country. I refer to our 
supply of energy. Past ages have placed vast stores to our 
credit in the great coal bank, but as we are drawing our 
cheques upon it with ever-increasing prodigality, and nothing 
is now being paid into it, sooner or later we shall find our 
cheques returned marked ''no funds." It will not likely 
occur in our time, but, historically speaking, the exhaustion 
of our coal supplies is not remote. It seems fairly certain 
to come within three centuries, and may even occur, within 
one. If our country is not to decline into а very inferior 
position by that time, we must, in the interval, either dis- 
cover new sources upon which we can draw, or else we must 
contrive to live within our income. 
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Our annual consumption of coal is about 200 million tons 
„рег annum. Since the energy of one ton of coal is almost 
exactly 1 Kw.-year, we are drawing on our energy capital at 
the rate of about 200 million kw. | 

We have, of course, other sources of energy of which we 
are aware, and possibly many others still unknown. The 
energy of disintegration of the atoms is enormous; when this 
is brought under our control we shall have an ample supply 
for a few ages more, and may even be able to ward off the 
approach of the next ice age, which is due in some thousands 
of years. 

Another large store of energy, mainly derived from the 
kinetic energy of rotation of the earth, is made available to 
us through the tides. To raise the level of one square mile 
of sea by one foot involves the expenditure of about 340 
KW.-hours. Under ideal conditions of admitting all the water 
at high tide, and releasing it again at low tide, this amount 
of energy would be available each half-tide of, say, 64 hours. 


The tidal power is thus equivalent to about 55 Kw. per square . 


mile per (foot rise)5. Ideal conditions could not be realised, 
and thers would be losses in the turbines, and so we probably 
err on the high side if we take 10 KW. per square mile per 
(foot rise)? as the maximum we might expect to be able to 


utilise. This would give 10,000 Kw. per square mile with a 


double tidal amplitude of 31.5 ft., and 500 Kw. for one of 7 ft. 

The Bristol Channel is by far the most favourable place 
in this country for the large scale utilisation of the tides, and 
I think the Firth of Clyde stands next because of the large 
area which could be enclosed within a comparatively short 
dam. We shall not be far out if we take the 10,000 kw. per 
square mile as applicable to the first, and the 500 xw. to the 
second of these areas. 

A dam across the Bristol Channel from Brean Down to 
Lavernock Point, taking the Flat Holm on the way, would be 
under eight miles long. It would enclose well over 100 square 
miles of water, and would give, say, а million kw. One 
built across below Ilfracombe would be nearly 30 miles long 
would enclose quite 10 times as much, and might be expected 
to give us about 10 million Kw. o 

The only possible place for a dam across the Firth of Clyde 
is the shallow bar somewhere about the Girvan-Kintyre line. 
16 would be in somewhat deeper water than the Bristol 
Channel ones, would be just over 30: miles long, and would 
enclose much about the same area as the lower Channel one. 
But, owing to the much smaller tides, it would probably give 
us no more than half a million kw. 

We have other estuaries which could all be made to contri- 
bute their quota, but when all are harnessed I think we shall 
still be very far short of the equivalent of our present con- 
sumption of coal. The tides will never do more than replace 
а quite small part of our coal consumption. » 

The intensity of the sun’s radiation as it falls on the 
earth’s atmosphere is somewhere about five million Kw. per 
square mile of normal surface, which would mean about three 
million Kw. per square mile of land at our latitudes at the 
equinox noon. Averaging it out throughout the 24 hours 
and throughout the year we may call it one million KW. per 
square mile here. Over one-half of this is absorbed by the 
atmosphere, but what is left is ample for our needs, and we 
must find a method of turning it to our own ends before our 
coal supply is exhausted. 

For the economical utilisation of the sun's energy on a 
large scale it will be necessary to keep the size of the power- 
house within reasonable dimensions, and to provide for keep- 
ing it running throughout the whole 24 hours. The direct 
application of the rays for driving a heat engine, which hae 
actually been done at Meadi, in Egypt, would thus scarcely 
noue needs, even if our climate were suitable, which it 
is not. 

Storage of the energy in some intermediate form is thus 
necessary to enable us to concentrate it and to level up the 
discrepancies between the curves of supply and demand. 
Nature provides us with such storage in several forms. First 
we have gravitational energy in the shape of water raised 
from the oceans up into the clouds, and this has the especial 
merit that it makes some use of the areas covered by water. 
But the smallness of our island makes our share of this 
bountiful supply somewhat meagre. Other countries are more 
favoured in this respect than ours, and every development 
of the electrical transmission and utilisation. of power in- 
€reases the advantages which their industries consequently 
possess over ours. | 

The winds give another means of temporarily storing the 
energy received from the sun, partly in the kinetic form and 
partly in the compression of the air. Here, again, difficulties 
arise from the uncertainties of the winds, and from the enor- 
mous size which a large-power windmill would have. Still, 
research must not dismiss anything as impossible. , The rapid 
advances in the size of steam and water turbines and of 
electric generators should teach us not to dismiss wind-power 
ав utterly hopeless. 

The last forin of storage which I shall consider is chemical 
energy, to which class, indeed, our coal itself belongs. The 
only way in which the solar energy is taken up chemically 
in nature, so far as I am aware, is through the agency of 
plant life. Failing other means, we must grow our fuel. 
I therefore offer to our agriculturists the problem of produc- 
ing ' a plant having a high calorific value, which shall utilise 
as high a proportion as possible of the energy falling on the 
arcas devoted to its cultivation, and which shall be suitable 


for use as fuel, either directly or by distilling alcohol or other 
spirit from it. | 

At the same time I ask our electrochemists to find a method 
of taking up that energy electrically from the plant, or its 
products, without first converting it into heat, so as to avoid 
the large thermo-dynamic losses inherent in the heat engine. 

Or, better still, I ask our chemists to devise some reaction 
which will occur with the absorption of energy under the 
action of sunlight, and which can be reversed, under control, 
with the return of that energy in the electrical form. In 
short, give us a storage battery which is charged by sub- 
mitting the active materials to sunlight, and which is die 
charged in the ordinary way. | 

Ав а last resource, in case these should fail, let our ultra- 
physicists combine with the biologists and produce between 
them a sufficient number of Maxwell's sorting demons to 
emancipate us from the second law of thermodynamics. 


DIESEL ENGINE USERS’ ASSOCIATION. 


THE first of the autumn meetings of the Diesel Engine Users’ 
Association was held on October 20th. After the election as 
members of the association of several engineers having the 
control of Diesel engine plant, certain resolutions were passed 
providing for alterations and additions to the rules. From the 
end of the current year an entrance fee of one guinea is to 
be charged to all new members elected. _ 

To meet the demand which has arisen in many quarters 
for copies of the reports of proceedings and of the general 
information and data circulated by the Association, rovision 
has been made for а class of ''subscribers." Such “ sub- 
scribers," who must be duly accepted by the committee, 
would consist of individuals or firms who are not qualified 
for full membership, and who would be entitled to receive 
the particulars circulated on payment of a sum of one guinea 

г annum. They would not be entitled to attend the meet- 
ings of the Association (except by special invitation of the 
committee), neither would they have any voice in the control 
of the Association. ‘‘Subscribers’’ may at any time send 
communications to the honorary secretary, and, if in the 
opinion of the committee they are of sufficient general in- 
terest, such communications may be read and discussed at 
а meeting of the Association. | 

Air Compressor Explosions and Troubles.—The committee 
presented а report on the subject of explosions in air com- 
pressors and on the various troubles experienced with air 
compressors, having special reference to the accident which 
occurred at the generating station of the Smithfield Markets 
Electric Supply бо. Ltd., in February last. After discussion 
on certain points this report was adopted by the Association, 
and it 1s in due course to be printed and circulated among 
the members. 

Tar Oils as Fuel for Diesel Engines.—Mr. NAPIER PRENTICE 
gave further information in connection with the application 
which had been made by the Suffolk Electricity Supply Co., 
Ltd., for the avoidance or suspension for the duration of the 
war of the Konrad Aust patent in connection with the use 
of tar oils as fuel in Diesel engines. He considered that on 
national grounds such action should have been urged or sup- 
ported by a Government department. Since the aS, 
had been made, however, his experience in the use of tar ous 
in Diesel engines without the fitting of any pilot шо 
apparatus had been so satisfactory that he did not think 1 
would be advisable that his company should incur any costs 
in connection with the adoption of the method of working 
covered by the patent. He was now effecting a saving 1 
about 50 per cent. in fuel costs by the partial use of tar оп. 

Mr. GEOFFREY PorTER (president) gave particulars concern- 
ing a pilot ignition apparatus which had been fitted p 
Diesel engine at Worthing. The saving in fuel costs obtain 
by using tar oil in this manner with about 10 per сао 
crude oil for the ignition charge amounted, up to qe | 
about 47 per cent. The only trouble experienced had bed 
in connection with the formation of a deposit which ae 
the pulverisers. No trouble had been experienced Аил x 
exhaust valves or with the needle valves. He also аи 
that he had tried on another engine a mixture of three раг 
of tar oil to one of crude oil. The engine had knocked D us 
heavily, but at three-quarters of full load, and with fa E 
continuous running, no further troubles had been ЕТА 
enced. Не, however, did not favour the use of mixtures í 
tar oil and crude oil. There was some risk of misfiring. "the 
there was a ee in securing complete mixture 0 
two classes of fuel oil. , 

Mr. W. A. TURNBULL stated that he had worked a Du 
engine on tar oil with a slicht alteration to the flame-p ares 
and he had obtained a saving of about 50 per cent. п ES 
costs. He had not pet any oe effect by the 
oil on the copper pipes or brass ings. : 

Further ат оп the subject of actual experience p' 
the use of tar oils was Aw by Messrs. Е. W. STRICELAS®: 
J. BROADHURST, and №. FENNFLL. T 

Mr. Naper Prentice strongly urged that on national 
grounds, as well as in their own interests, Diesel ene ducts 
should continue to endeavour to make use of home c 
of fuel oil to the greatest possible extent in prefere 
fuel oil imported from abroad 
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"TRADE STATISTICS OF THE STRAITS 1914. 1915. Inc. or dec. 
| | Dollars. Dollars. Dollars. 
| SETTLEMENTS. Engines, boilers, and parts.— 

| —€——— From United Kingdom 328,000 163,000 — 165,000 

Tue following statements, showing the imports (not for tran- " d a К ие 33,000 = 27,000 

shipment) of electrical and other materials into the various si Bel nd vm = E 9,000 

Straits Settlement ports in 1915, is taken from the recently- "n Unit d St 57 Ae HS 2,000 

issued official trade statistics. In compiling these statistics s Nethe Ё ts EM (a — толе 

the first port of shipment is generally accepted as denoting i Oba: Lone c" DU кюй — 84,000 

the ri production. The values for 1914 are added for m ннз ©, UU 4000 — 4.000 

ord ae comparison, with notes of any increases or Total 458,000 905000 — 253,000 

IMPORTS INTO SINGAPORE. Lamps and lampware.— 
1914. 1915. Inc. or dec. From Belgium 2.000 — — 2.000 
Dollars. Dollars. Dollars. », Germany е; 97 O00 2,000 — 25.000 

Telegraph and telephone materials.— » United Kingdom 36,000 28,000 — 8,000 

From United Kingdom 145,000 389,000 + 944,000 » Other countries 6,000 — 11,000* + 5,000 
» Belgium 3,000 == — 3,000 
» Germany и 1,000 ae 1,000 Total e 71,000 41,000 — 30,000 
», Other countrie 10.000 16,000* 4- 6,000 * Japan $5,000. 

Total 159,000 405.000 + 246.000 Telegraph and telephone materials.— 
* Australia $2,000. From United Kingdom 1,000 — - 1,000 

Tramway and railway materials.— Tramway and railway materials.— 

From Belgium 65;000 —e€ — 65,000 From United Kingdom 13,000 2,000 — 11,000 
» Germany ... 6,000 — — 6,000 » Belgium 8,000 -— — 8,000 
„ United Kingdo 200,000 71,000 — 128,000 » Holland ee 1,000 + ,000 
„ Other countries 6,000 178,000* + 172,000 

Total 21,000 3,000 - 18,000 
Total 277,000 255,000 — 22,000 scr MD | 
| _ * United States $165,000. IMPORTS INTO MALACCA. 

A ыы ла 35:558. ou) Eon Telegraph and telephone materials.— 

‘rom Unite ingdom А ; + l ў : € = 
» Germany .. 17,000 — 200 — 15,00 Engines boilers md parts.— 100 SO = 000 
" ау, ae Сазы en 5,000 — 1,000 from United Kingdom >... E 5,000 + 5,000 
» Belgium IL ove 1000 = Е PM и | 
„ United States 8,000 13,00 + 5,000 Mme Die pum кейий quachines] LEE d 
» үп & к - aon + 2M From United Kingdom  ... 37,000 18,000 — 19,000 
nz COMICECPOUDRDIOR , ЕЕ » Other countries 10,000 11,000" + 1,00 

Total oe exe 263,000 231,000 + 24,000 Total 47,000 29.000 = 18,000 
| Netherlands $17,000. * Federated Malay States $10,000. 

igs d ен parts.— “ЛА 33250000 £0 600 Tramway and railway materials. — 

Tom Unite ngdom 25, ; — Ў А a i 
, Germany ie 3.000 iod = 3'000 From United Kingdom 3,000 — — 3,000 
» United States an 8,000 + 8,000 N.B.—Dollar = 2s. 4d. 
» Other countries 14,000 21,000* + 18,000 
Total 342,000 301,000 – 41,000 
| * Denmark $5,000. FOREIGN AND COLONIAL TARIFFS ON 

Machinery, other (except sewing machines).— 

From United Kingdom 671,000 — 502,000 — 169,000 PEE IRE А MOUSE 
„ Australia m 4,000 36,000 + ,000 | M SENA 
» Belgium 15,000 — — 15,000 BRITISH DOMINIONS AND POSSESSIONS.—A Supple- 
» Germany 33,000 — — 33,000 ment (Part I) to the Board of Trade Journal of October 12th 
» Holland "n 2.000 = — ,000 contains complete lists of articles which, according to the latest 
» United States 60,000 65,000 + 5,000 information received by the Board of Trade, are prohibited 
» Other countries 125,000* 116,000 — 9,000 to be exported to various destinations from British India, 

Canada, New Zealand, South Africa, Newfoundland, Egypt, 

Total 910,000 719,000 — 191,000 Malta, Cyprus, Mauritius, and Ceylon. A further Supplement. 
* Selangor $55,000. (Part П), issued on October 26th, contains similar lists for 

І the Straits Settlements, Hong-Kong, Nigeria, Gold Coast, 

Lamps and lampware.— Jamaica, Barbados, Trinidad and Tobago, and British Guiana. 

From Belgium 8,000 — — 8,000 The information given in these two, Supplements supersedes 
» Austria Sis 6,000 — — 6,000 ‘that given in the Supplement published on July 18th last. 
» Germany ve .. . 195,000 17.000 — 108,000 Copies of the Supplements may be obtained, price 3d. each 
» United Kingdo - 76,000 45,000 — 31,000 (post free 34d.), from Messrs. Wyman & Sons, Fetter Lane, 
» Ped States S Mom “on — ia E.C. 

„ Japan fU eto C » , + , UNION OF SOUTH AFRICA.—Instructions have recently 
» Other countries 15,000 33,000* + 18,000 been issued by the Union Customs pU in dieta о 
Ы the invoices of goods for importation into the Union, and the 
Total s.s 943,000 116,000 — 197,000 necessity of clearly distinguishing thereon the home con- 
* Holland $18,000. sumption prices from the export prices of the goods. 
| Under Section 7 of Act 26 of 1914, the value of goods. 
subject to ad valorem duty in the Union shall be taken to 
IMPORTS INTO PENANG. be the “true current value” for home consumption in the 
Electrical machinery.— : open market of similar goods in the principal markets of the 
From United Kingdom - ... 198,000 44,000 — 84,000 country from which, and at the time at which, the goods 
» Germany " 20.000 — — 20,000 were imported, including carriage to the port of shipment 
» Denmark үр 5.000 2000 — 3,000 and the cost of packing and packages, but not including 
» Other countries 20,000* 6,000 — 14,000 agent's commission when such commission does not exceed 
———— 5 per cent.; provided that in no case shall the value for pur- 
Total | .. 178,000 59,000 — 121,000 "poses of duty, as above узуу 2 m than une cost of the 
i тооз to the importer at the port of shipment. | 
; * Holland $7,000, and United NE S900. “The СО се of Customs has pointed out that 8 fruit- 
к, other (except sewing machines).— ful source of trouble in connection yu e п y ше 
rom Uni ; 000 — 95,000 ractice of many suppliers invoicing goods at с.1.1. Or 1.0.0. 
» шон К un = 3,000 о and making a declaration that these prices are the 
» Germany i: 10,000 — — 10.000 home consumption prices, and then adding a further state- 
» United States ` 16,000 18,000 -r 2,000 ment at the foot of the invoice that these prices include cer- 
» Other countries 18,000 8,000 — 10,000 tain charges as detailed, for packing, railage, freight, &c. 
: | Such a declaration is obviously wrong. 
Total ... .. 980000 114,000 — 116,000 In order to conform to the requirements of the Customs 
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Authorities, H.M. Trade Commissioner in South Africa sug- 
e that firms should reserve one part of their invoice forms 
or the ordinary ''true invoice," and supplement this by a 
Statement that the subjoined statement of values and costs 
is accurately given in conformity with the requirements of 
the Union Customs Tariff :— 


1. Home market value  ... ae av ok eee: Fe! % 
Less home trade discounts ve T Lo X 

Net value oe те PN ba s божо ож 
Packing = "- eet пе zn i e d.d 
Railage Ет ju T oss А B e vi 
Shipping charges - че Pus ids EE E 


Total ae me uo. bus E £: 


9. Actual cost of goods at port of shipment to importer in 
‘South Africa (i.e., actual f.o.b. cost). | 


BASUTOLAND, BECHUANALAND PROTECTORATE, 
AND SWAZILAND.—Proclamations dated August 14th pro- 
vide for the introduction of amendments in the import duties 
in force similar to those recently made to the Union Customs 
Tariff by Act No. 37 of 1916—see the Review of September 
lóth—and have the effect of bringing the Tariffs of these 
Territories into line with the Union Tariff. 

SWEDEN.—Since October Ist the exportation of copper 
ore and nickel ore has been prohibited by the Swedish 
authorities. 


FRENCH COLONIES.—The provision of the Decree of 
February 24th last, in virtue of which tungsten ore was 
allowed to be exported from French Colonies and Protec- 
torates (other than Tunis and Morocco), without special 
authorisation, when consigned to the United Kingdom, the 
British Dominions, &c., has now been abrogated by a Decree 
of the Minister for the Colonies. | 


TUNIS.—By a Decree dated September 8th the importa- 
tion of various articles of foreign origin, or coming from 
foreign countries, is prohibited. The list of goods is the same 
as that prohibited to be imported into France and Algeria by 
the Decrees of May lith and July 18th. (The full list was 
printed in the Board of Trade Journal of July 27th and Sep- 
tember 14th). The prohibition is, however, not to apply to 
goods which are proved to have been dispatched to Tunis, 
or declared for warehousing in that country, prior to the 
date of publication of the Decree (September 16th). Relaxa- 
tions of the prohibition may, as an exceptional measure, be 
authorised under conditions to be fixed Бу the Tunisian 
Director-General of Finance. Applications for import licences 
ү “е addressed by Tunisian importers to the local authori- 
les. 


CHILE.—A translation of the p Customa Tariff Law, to 
which reference was made in the Review of August 18th, has 
recently been issued as a Parliamentary Return [Cd. 8,964], 
copies of which may be purchased (price 1s. ex postage) from 
the usual sale agents for Government publications. In addi- 
tion to the translation of the new Law, a translation is in- 


cluded of a series of general rules respecting the application 
of the Tariff. 


NEW PATENTS APPLIED FOR, 
: (NOT YET PUBLISHED). = 
кетр ра for this journal by Messrs. W. P. Tuompson & Co, 


Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


1916. 


14,658. “ Electric cables and electric protection schemes." Е. B. WHITAKER. 
-Octeber 16th. 

14,660. ‘* Sparking plugs." М. Favero & Н. J. Branc. October 16th. 

14,663. “ Sparking plugs." А. E. Tonks, Tonks & Sons, C. W. Tonks, 
Е. Tonks, G. A. Tonks. October 16th. 

14,666. '' Telephones." S. Simpson. October 16th. 

14,670. “ Electrical continuous-ringing ship's telegraph alarm.” 
BcorH. October 16th. 

14,690. ''Electrolysing apparatus." R. J. J. Mueizrr & THe UNIVERSAL 
-OxscEN Co. October 16th. 

14,699. ‘ Electric welding." 5. Z. pe FERRANTI. October 16th. 

14,703. “ Combined electric lampholder and mowvable-jointed bracket." Н. 
C. GaseLL. October 16th. 

14,717. '' Therapeutic electrical chai." W. Buttock. October 17th. 

14,721. “ Improving voltage regulations in alternating-current sub-stations, 
feeders, rotary converters, &c." А. M. TavLoR. October 17th. 

14,739. “ Variable magneticopposed reaction-coil electric circuit." I. E. 
Aske. October 17th. 

14.745. " Apparatus for electrocuting animals.” 
Feil HOLME. tober 17th. 
14,767. '"Vacuum-type inverted converters." Вкітіѕн Westinctiousr Exrc- 
тас & MANUFACTURING Co. October 17th. (U.S.A., November 29th, 1915.) 
14,768. ''Separators for electric batteries." О. OnrpnaM. October 17th. 
14,784. “ Bayonet cap switch lampholder for electric lamps." Р. J. Morris. 
October 18th. 

14,807. ''Sparking plugs for internal-combustion engines." 
IPriAND. October 18th. 

14,812. '' Electrodes for secondary batteries." Е. Н. NavrLoR & S. Е. Тугак. 
October 18tn. 

14,819. '' Miners’, &c.. electric battery lamps." Е. J. Tu&RQUAND. October 
18th 

14,825. " Voltage or intensity regulators." A. J. Јошлм. October 18th. 

14,827. "Securing internal-combustion engine sparking plugs." Sır W. 
Ввлгомоке & T. С. W. PurLiXoBR,. October 18th. 


A. M. 


А. D. Crarxe & E. С. 


H. W. F. 


14,842. '' Electrical apparatus controlled from a distance." МұтаоРО ТАХ 
CagRIAGE, Wacon & Finance Co., D. К. Morris, W. P. TRITION, AND W.G 
WiisoN. October 19th. І 


14,849. “ Gland for passing electric cables through bulkheads or d " 
J. Н. Coie. October 19th. Е еске. 


14.859. “ Electricity multicore cable dividing boxes or apparatus.” К. W. | 
Bapes лмо THe Britisn INsULATED. & Не. ѕвү Castes, LTD. October 19th. 


14,886. '' Dynamo-clectric machines." A Н. Мірсіву & C. A. VANDRRVELL. 
October 19th. 


14,927. *' Electrical cut-outs and distributing boards." R. W. Bur. Octo 
ber 20th. 


14,930. ''Controlling electric arcs." 
(U.S.A., October 20th, 1915.) 


ве . * Magnets for magneto-clectric machines." С. Е, Cooke. October 
20th 

14,949. ‘ Transmitting apparatus for electric signalling." 
October 20th. 

14,957. '' Electric relays.” S. Ountanine. October 20th. 


14,960. *''Automatically-controlled relay commutators.” $, 
October 20th. 


14,975. “ Conductive hearths for clectric furnaces." Н, EtfCHELLS & Н. A. 
Graves. October 17th. 


14,983. ‘ Electrical signalling systems.” А. W. SHARMAN. October 21st. 

15,007. '' Electric motor controllers, &c." J. ANDERSON & С. ELLISON, 
October 21st. 

15,008. ''Apparatus for regulating voltage of dynamos." A. J. Још. 
October 21st. (France, June 9th, 1914.) 


D. F. Comstock. October 20th. 


S. OuLIANINE, 


OULIANINE. 


15,009. “ Apparatus for regulating voltage of dynamos." A. J. Jum. 
October 21st. (France, June 16th, 1914.) А 
15,010. “ Apparatus for regulating voltage of dynamos." А. J. Juun. 


October 2lst. (France, July 28th, 1914.) 


PUBLISHED SPECIFICATIONS. 


19158. 

13,568. MANS FOR MINIMISING SPARKING AT Break OF A CIRCUIT CONTAINING 
INDUCTANCE AND Capacity IN Sexes. Т. Е. Wail. September 24th. 

13,806. ELECTRIC BELLS AND THE LIKE. R. E. H. Lovelace, C. E. Ford and 
Edison & Swan United Elcctric Light Co. September 28th. 

13,904. HIGH-FREQUENCY DyNaMO-ELECTRIC MACHINES. British Thomson- 
Houston Co., Ltd. (General Electric Co., U.S.A.). September 30th. 

13,912. ELECTRO-MAGNETIC Power TRANSMISSION Apparatus. А. Н. Neuland. 
September 30th. 
йы SAFETY ATTACHMENT FOR SYNCHRONISERS. 
t 

14,160. DvNAMO-ELECTRIC МАСНІМЕЅ. А. Н. Neuland. October 6th. 

14,216. DvNAMO-rLECTRIC MACHINES OF THE CoMMUTATOR ТҮРЕ. M. Walker. 
October 7th. 

14,232. PORTABLE TELEPHONE AND TELEGRAPH INSTRUMENTS. International 
Electric Co., Ltd., and R. G. le Noir. October 7th. а 

14.233. TsLEPHONES. International Electric Co., Ltd., and R. С. le Noir. 
October 7th. 

14,650. ALTERNATINC-CURRENT ELEcrRIC Motors. J. С. Shaw, С. R. Shaw 
and H. G. Sharp. October 16th. 

15,143. Pressure Dik For INsuLATOR PressinG MOULDS. 
October 26th. (November 17th, 1914.) 

16,721. Venicces. British Thomson-Houston Co. (General Electric Co., 
U.S.A.). November 26th. 

17,533. ExectricaL INDICATING DEVICES TO BE USED ON TAXI-CABS AND THE 
кк, Н. Richardson & Н. E. Gill. December 15th. (Cognate application, 
6,095 /16. 

Ds. Systems оғ ELgcrRIC WreLpiwc. D. Н. Wilson, J. M. Andersen and 
К L. Curtis. December 3181. (December 31st, 1914, U.S.A.) 


P. E. Means. October 


P. Simonsen. 


1916. 
The numbers in brackets are those under which the specifications will be 


|» printed and abridged, and all subsequent proceedings will be taken. 


894. CURRENT 1лміТЕКЅ OR ELECTRIC l|NTERRUPTERS. К. Pettersen. Janu- 
ary 30th, 1915. [100,048.) e 
4.413. Evectric FLASH-LAMP ATTACHMENTS. T. Y. Unwin & British Ever- 
Ready Co. March 24th. [101,585.] 
5,240. Sparxino PLucs. А. Е. Lamkin. April 10th. [101,592.] Р 
5,673. RAILWAY SIGNALLING Apparatus. J. P. O'Donnell. April 18th, 1916. 
[101 ,595.] j 
6.735. Ешксткоүтс Сиз. C. Churchill & Co. and E. Geeraerd. y 
llth, 1916. [101,598.] adi 
7,947. Mrans ғов EanrHING Exectric Cowpucrom Cowpurs. б. R 
and 1. R. Lacy. May 23rd, 1916. [101,604.) uit 
8,521. FITTINGS FOR rdg NO Dd or Execrrio INCANDESCENT 
J. Harrington. June 16th. (101,607. e | 
8,577. Ramway SicNALLING Apparatus. J. P. O'Donnell & H. S. Knot 
June 17th, 1916. (Addition to 8,328/15.) [101,608.) à: 
8,698. METHOD AND APPARATUS FOR VARYING THB PnsssURR IN a 
SAGHETICALLY OPERATED. -i ARTON du S dE __ Akt. Ges. 
Boveri et Cie. June 25th, ; 88. | | 
9,745. Execrric CourLiNos. Allmanna Svenska Elektriska Aktiebolaget 
July 21st, 1915. [100,948.] ` 
10,554. Execrric Caste Joint Boxes. C. Vernier. Па) cased Ran- 
R TELEPHONIC COMMUNICATION TO AND FRO th, 
eE o ids uke, V. С. Werner & К. Н. Warfvinge. August s 
1915. (101,943.] 


CODERS SE a areal 


dent 
British Trade with Canada.— The Ottawa CO et of 
of the Morning Post states that Mr. O'Hara, Deputy, vin of the 
Commerce for the Dominion, giving evidence at the 81 E ous 
Royal Commission, said that the sale of British-made € American 
not pushed with sufficient vigour in Canada, уне шаре of 
exporters advertised widely, besides having the Mil over the 
reports as to trade openings for American goods Commission 
Dominion. He suggested that the British Trade resentatives 
sorvice should be extended throughout Canada, AU mmended 
being appointed in all the large centres. Further, e to Canada. 
that the sister Dominions should also send trade agen 
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LINKING-UP AND WAYLEAVES. 


From time to time we have drawn attention to the 
great importance of the wayleave problem to the 
development of electricity supply in this country— 
a problem which, at all times thorny and difficult, 
has lately become of the greatest urgency in view 
of the national movement towards the linking-up of 
isolated electricity supply undertakings. It is one 
of the undesirable results of our highly complex | 
civilisation that the rights ef ownership of land in 
this old country, which formerly were properlv 
regarded as held in trust for the community to 
which they really belong, in course of time have 
become entirely vested in the individual, who can 
dispose of them as he thinks fit; and unfortunately. 
only too often he is inclined to fix an outrageously 
exorbitant price upon the very moderate concession 
of the right to carry electric cables across his pro- 
perty, through the air or in the subsoil, although 
the loss of user or the inconvenience to which he 
is subjected by their presence is infinitesimal. And 
this is true, whether the owner be a private person, 
a public company, or even—save the mark!—a local 
authority. Moreover, the victims of this grasping 
policy are not only '' limited companies," which are _ 
so commonly regarded as fair game for plunder, but 
include also individuals and public bodies. The 
extortion thus attempted is usually a manifestation 
of greed combined with utter indifference to the 
public welfare. One can understand the position of 
an owner who, for esthetic reasons, flatly forbids 
the suspension of wires over a picturesque tract of 
country which he claims as his property; but the 
attitude of the ordinary extortioner is merely con- 
temptible, and frequently involves the unfortunate 
supply undertaking in heavy and unjustifiable ex- 
pense to circumvent the obstacle. | 

From these conditions there appears to be but one 
avenue of escape—the power of Parliament, as the 
representative of the State, in which all ownership 
is ultimately vested, to override the eccentricities 
of the private owner, either by granting compul- 
sory wayleaves or by compelling the owner to sub- 
mit to arbitration and to accept a fair return for 
the small concession involved. Only by a quick 
and easy procedure at small cost can the due deve- 
lopment of electricity supply in sparsely populated 


districts, and the linking-up of neighbouring supply 


systems, be brought about, and now is the time for 
the electrical industry to bestir itself with this end. 
in view. The opportunity is particularly favourable 
in view of the declared intention of the Board of 
Trade to back up the supply undertakers in the 
direction of co-operation, the general weakening of 
individual rights and privileges under war condi- 
tions, and the national demand for economy and 
industrial reform. In view of the great importance 
o! the subject we commend to the notice of our 
readers the article on ‘‘ Wayleaves"' printed else- 
where in this issue, the writer of which is not only 
“an interested onlooker," but is also intimately 
acquainted with the situation and its needs. As he 
points out, ‘‘ it is essential to the electricity supply 
authorities that simplicity of procedure, combined 
with speed and a definite time-limit, should be 
secured." Our contributor outlines a course of pro- 
cedure calculated to attain these ends, and the time 
is ripe for action on the part of the Institution, 


" which has already recommended the formation of a 


Government tribunal to control the supply of elec- 
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tricity, to which the necessary powers might be 
given. This would be preferable to placing the 
matter in the hands of the Board of Trade, which 
is already overburdened with powers and duties of 
the most diverse and, possibly, incongruous descrip- 
tions. Surely it is high time that the various 
branches of Government departments which at pre- 
sent deal with electrical matters were brought to- 
gether as a single organisation: under one head; the 
distribution of Messrs. Trotter, Ram, Nelson, and 
other officials amongst the different departments is 
adverse to the attainment of the highest efficiency, 
and though these gentlemen, thanks to their per- 
sonal qualities, have hitherto succeeded in co- 
operating harmoniously and effectively, we cannot 
doubt that their more intimate association would 
tend to the welfare of the electrical industries. 


beramen a p OE DIUI о 
DUBLIN'S ELECTRICITY SUPPLY. 


Tue fact that all was not well with the electricity 
supply undertaking of the City of Dublin was not 
unknown to anyone acquainted with the history of 
its constitution, equipment, and administration; our 
own columns have borne testimony to the troubles 
with which it has been beset, when from time to 
time the curtain has been partially raised and a 
glimpse of the inner working oí the department has 
been obtained. But who, outside the staff itself, 
could have surmised that its affairs were in so un- 
‚ happy a condition as it revealed by the remarkable 
report of Mr. P. W. d'Alton, of which we give the 
gist elsewhere in this issue? 

That serious defects in the administration of the 
undertaking were suspected or known to exist was 
clearly shown by the action of the City Council, in 
appointing a Special Committee in April, 1915, to 
inquire into the conduct of its affairs; and the 
Committee was fortunate in its choice of an expert 
to carry out the exhaustive inquiries that were neces- 
sary, and to advise it as to the best course to pursuc 
in order to remedy such diseases as he might 
diagnose. Few men in this country can have had a 
more varied or comprehensive experience in the 
erection and management of steam and electrical 
plant than Mr. P. W. d'Alton, who, moreover, pos- 
sesses the quality, invaluable in dealing with Irish- 
men, of being of that nationality himself and able to 
understand the temperamental peculiarities of his 
fellow-countrymen. His verdict may be accepted 
without hesitation. 

The report possesses two distinct aspects, largely 
independent of one another: it deals on the one 
hand with the actions of the City Council and its 
committees, and on the other with the work of the 
technical staff. That the former were influenced 
only to a moderate extent by the advice of the staff, 
and were sometimes decided upon in direct opposi- 
tion to the views of the engineers, is shown by the 
report, and is also known from the history of the 
undertaking. We may especially draw attention to 
the following incidents: the determination of the 
Council to adopt the Pigeon-House Fort site for the 
power station in 1899, in spite of advice to the con- 
trary and of its obvious disadvantages, together 
with the refusal of the Council to rectify its error 
іп 1911, when an admirable opportunity offered to 
build a new station in a more favourable position: 
and the persistent placing of the contract for coal in 
the hands of one firm, at a price which, Mr. d’Alton 
says, is very high. It is difficult to conceive of cir- 
cuntstances which could justify such actions, but it 
is only too easy to imagine cogent reasons for them. 

As for the technical staff of the department, which 
appears to be somewhat over-manned—for which 
the Council and not the engineers are responsible— 
it is difficult to account for its methods of operation, 


except on the basis that economy was a seconda 
consideration. Apparently the regular practice has 
been to run the most extravagant plant in 
the station as much as possible, and to use 
the modern economical boilers and turbines only on 
the peaks! How anyone can hope to justify so 
extraordinary a system of procedure we cannot 
imagine. No better method could be devised if the 
object were to consume as much coal as possible. 
It will be observed that Mr. d’Alton adversely 
criticises the system of dual control which obtains 
at Dublin; in this we cordially agree with him. We 
have repeatedly urged in these columns that if the 
best results are to be obtained from a commercial 
enterprise such as public electricity supply, it is 
essential, first, to select an able man as engineer and 
manager, and secondly, to give him a free hand. 
with full authority over his subordinates. We be- 
lieve we are correct in saying that Mr. Mark Ruddle. 
the city electrical engineer, has never been given 
a free hand; his recommendations have been de- 


* liberately ignored by the Council, and he has not 


even been permitted to select his own staff, still less 
to dismiss those whom he found unsatisfactory. A 
committee should never attempt to run a depart- 
ment; its function is to see that the department is 
properly conducted by the manager whom it appoints 
for the purpose, and it should never on any consider- 
ation act behind his back or undermine his authority. 
In this instance we believe the Electricity Supply 
Committee is not to blame so much as the Council, 
which has repeatedly flouted the Committee’s advice 
when the latter supported the engineer. In pass- 
ing, we may point out that though Mr. Ruddle has 
for many years carried out all new construction, 
thus saving the cost of a consulting engineer’s 
advice, he has never been awarded a farthing by 
way of remuneration for his special services. 

Since writing the foregoing comments, we are 
glad to see that the Committee, by a majority of 
eight to one, has recommended the Council to 
invite Mr. d’Alton to take entire charge of the 
undertaking for a period of three years—the only 
course that offers a reasonable prospect of restoring 
prosperity to the undertaking. Of course there 1s 
another side to the question—will so busy a man 
as Mr. d’Alton, with his manifold professional 
engagements, including important functions in the 
service of the State, find it compatible with his own 
interests and those of his other clients to devote 
the whole of his time and energy to the. service of 
Dublin City? It seems, to say the least, unlikely; 
but possibly some middle course may be found, 
which will enable him to supervise the reorganisa- 
tion of the undertaking and to place it on a new 
basis without serious interference with his activities 
in other directions. Another question that arises 15 
whether he, or any other eminent engineer, would 
care to take the risks involved in the attempt to 
pull the undertaking out of the difficulties in which 
it is entangled, at a time when the local and national 
circumstances are so unfavourable to a successful 
result. However, that 1s a matter for Mr. d’Alton 
to decide, and we hope that he will find it possible 
to come to the rescue of this ill-starred under- 


taking. 


To eliminate German ownership 
from businesses in England during 
Purchase the war is of the utmost import- 
A.E.G. Interests. ance, but in the interests of 
British trade after the war it 1s 

most essential that such ownership should be trans- 
ferred to British concerns which are not only entirely 
above any suspicion of having enemy connections, 
but are best fitted by experience and in other ways 
to derive the fullest possible industrial advantage 
from whatever they take over. We feel. therefore. 
that the British electrical industry should find occa- 


Dick, Kerr 
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sion for self-congratulation in the announcement 
which is reprinted in our ‘Маг Items” to-day con- 
cerning the taking over of the British staff, stock, 
trading connections and records, also the ‘‘ good- 
will " of the A. E.G. Electric Co., Ltd., from the Con- 
troller appointed by the Board of Trade, bv Messrs. 
Dick, Kerr & Co., Ltd. The activities of this parti- 
cular A.E.G. branch were very extensive in the 
carrying out of what is best understood as indus- 
trial installation work, such as colliery, shipbuild- 
ing, and works equipments, a department of the in- 
dustry in which it was possible for Continental manu- 
factures to be introduced without receiving the 
same publicity as municipal contracts involved. 

= Messrs. Dick, Kerr & Co. have had a wide ex- 
perience of work of this' kind, and are рге-еті- 
nently suited to complete the contracts which were 
in the hands of the A.E.G. interests. The British 
staff of the latter will no doubt gladly welcome the 
change-over to purely-British employment, and, if 
we mistake not, their past experience and the busi- 
ness records of one kind and another that pass over 
with the “© goodwill " will be of considerable value 
in the new owners' future trading and contracting 
operations. No questions relating to patents arise 
in connection with the transaction, as this parti- 
cular A.E.G. concern was purely a contracting 
company. It is a moot point what is the value of 
the goodwill of a German company ordered to be 
wound up under the Trading with the Enemy 
Amendment Act. Such value varies according to the 
character of a business, and the mind of its valuer, 
in normal times; the profits, past and reasonably 
prospective, are really the only true criterion. That 
being so, what are the prospective profits of any 
A.E.G. company in the British Empire? If senti- 
ment be a controlling factor, profits and goodwill 
wil be very negligible quantities for some time. 
But the matter of winding up companies under the 
Trading with the Enemy Acts seems to be a very 
complex one, and if it be correct that winding up 
in such cases does not necessarily mean liquidation, 
then the Acts hardly seem to carry the matter as 
far as national sentiment desires. Nothing would 
please the enemy better than to feel that in spite 
of all our attempts to extirpate his influence from 
our industries, the way was, for want of firmness 
on our part, left open for an early resumption of 
his activities. The action of Messrs. Dick, Kerr 
and Co. in making this purchase is an indication 
that some of our firms recognise that the present 
situation demands appropriate individual initiative 
from within in organising the industry, and that too 
much dependence must not be placed on measures 
which the Government may introduce. 


Ы 


ORGANISATION is: not generally 
considered to be a predominant 
characteristic of the British race. 
| Rather have we allowed the Prus- 
sians to claim unchallenged the palm for that 
accomplishment. This being so, it was with pleased 
"Surprise that one read in Mr. Gribble’s articles 
describing his experiences in Rtthleben Camp of 
the amazement of the Germans at the genius for 
Organisation which the .interned prisoners had 
shown. From a state of chaos, they so quickly 
Organised themselves into a self-contained, self- 
ее community that the Germans were forced 
О express their astonishment and admiration, and 
З remark that, under similar conditions, they them- 
Sees would have been as helpless as babies. 

: he explanation of this seeming paradox would 

PPear to be that, owing to a long period of mili- 
abl dominance, the Germans are now very amen- 
Whilst eh discipline, ‚ог compulsory co-operation, 
ue e British, with their love of freedom from 
libe int, resent any form of interference with their 

Чу of action, but will voluntarily co-operate for 


N.E.C.A. 
Activities. 


common objects when the necessity or advantages 
of such co-operation are appreciated. It is largely 
because of this difference in national characteristics, 
and on account of the necessity of a prolonged 
period of education before the benefits of co-operat- : 
ing for the attainment of improved conditions are 
appreciated, that associations of contractors, manu- 
facturers, &c., take so long in this country to be-- 
come firmly established, and to attract sufficient 
members to justify an association in claiming for 
itself that it is representative of any particular sec- 
tion of industry. 

The National Electrical Contractors' Association, 
for example, has now been in existence for over 15 
years, yet it could not be claimed either from the 
pcint of view of numbers or the amount of capital 
represented, that it is anything like representative 
of the whole electrical contracting industry of this 
country. There is still a very great amount of mis 
sionary work to be done before the great majority 
of electrical contractors become educated up to the 
idea that unity is strength, and that results may be 
achieved by có-operative effort which are impossible 
to the individual. 

Among the objects of industrial associations are 
the raising of the status of their members, the itn- 
provement of the standard of work, the elimination 
of questionable practices, the obtaining of better 
prices, and so on. By far the most attractive of the 
objects are those which aim at improved financial 
conditions, and success in this direction generally. 
outweighs, in the opinion of the majority, all other 
advantages. Thus we gather from a recent issue of 
The Electrical Contractor that the value of the 
E.C.A. cable rebate is appreciated far more highly 
than ‘‘the other less tangible, but (in the Editor's 
opinion) far more valuable assets derived from 
membership.” 

It was possibly with this knowledge, and with the 
object of enlarging its powers in the direction of 
developing the financial side of the Association, that 
it has now blossomed out into the N.E.C.T.A.. 
Ltd. The formation of the limited company was 
necessary in order to put into force the Guaranteed 
Work scheme of the Association, as, according to 
its Charter of Incorporation, the Association was 
prohibited from doing any act which would give to 
its own members advantages not possessed by con- 
tractors outside its membership. | 

By the Guarantee of Work scheme customers will 
be indemnified against faulty or defective installa-. 
tions, and the Association will have power to compel 
members to ‘make good," should an installation 
be proved to be defective. The scheme is not 
exactly an insurance scheme, as no premium 15 pay- 
able; it is. in effect, an agreement between the Asso- 
ciation and the individual members that work proved 
to be defective shall be put right by the original con- 
tractor free of expense to the customer or, fail- 
ing compliance, at the expense of the Association. 

Now that the limited company has been formed, 
no doubt many other directions will open for its 
activities, such as the negotiation of trading treaties 
with other associations, by which members only will 
benefit; trading arrangements with supply authori- 
ties; the handling in bulk of employers’ liability 
and other insurance matters; collective buying and 
distribution of goods; the organisation of exhibi- 
tions and co-operative showrooms, and so on. 

We should like to see among the leading items 
in its programme the formulation of a definite and 
satisfactory form of apprenticeship, coupled with a 
final test examination, which shall confer as defi- 
nite a status on electrical wiremen as is now pos- 
sessed by the ‘‘ registered plumber." Now that the 
Association is in touch with the City and Guilds of 
London Institute this is a matter which should not 
be difficult to bring to a satisfactory issue. We 
shall follow with increasing interest the develop- 
ment of the Association's useful work. 


Se ee enna, 
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THE ‘SUCCESSFUL MANAGER. 
[COMMUNICATED. ] 


IT is the American advertiser who has started appealing to 
that desire possessed by multitudes of rising to the top of 
the tree. The advertisement generally runs down the idea of 
working at a bench or behind a counter, and represents the 
man who goes in for the course of training advocated as 
sitting at a desk on which stands a portable telephone, 
laying down the law to some servile looking workman. We 
have heard a lot lately about ** the will to power," and the 
Germans have shown us plenty of illustrations of that 
determination to be efficient which merits success. 

A love of work and a determined character will fit a man 
to be made a foreman. 

To these add a good education and technical ability, and 
one is fitted to be in charge of a department. 

To the above add commercial ability and as many of the 
qualities enumerated below as possible, and any position is 
attainable. 

The following catalogue of talents, natural and acquired, 
is chosen as suitable for a man occupying a very responsible 
position, aud in charge of large number of men. 

A superior quality of character and intellect are neces- 
вагу. This will give а natural leadership over the average 


man. А sense of superiority will give a manager con- 
fidence. He will feel his dignity, and be proud of his 


position, and there is no harm if he is slightly puffed up 
with a sense of his own importance, provided he does not 
carry it too far, and suffer from swelled head. "This would 
make him ridiculous, and no one in authority can afford to 
have those under him sniggering at him behind his back. 
His character and abilities must be such as to command 
their respect. Я : 

... To be too intellectual is not desirable. Such a man ів 
apt to look too far ahead for the best method, quite for- 
getting that it is the common-sense, practical method, 
adopted quickly, that is wanted. А very intellectual man 
is apt to become a recluse, a student of books rather than 
of human nature, and while such tastes may benefit a pro- 
fessional man, what we are considering is the best type of 
inan to manage other men. It is better for a manager to 
leave the study of technical details to an assistant, whose 
duty must be to keep him informed of new improvements, 
and where to get the best information quickly. A strong 
will is absolutely necessary, and also the ability to put up a 
good fight if required. А peace-at-any-price man will 
always be imposed on. A reputation for being able to hit 
hard, and. keep it up, will prevent other firms or employés 
from interfering in a manager's projects without good cause. 
A continual fighting attitude is, of course, bad. It will 
repel auy thought of offering help from other managers, 
and drive away good assistants. The employé must feel 
that the manager's interests and his own are similar, if 
not identical, to ensure satisfactory and harmonious work- 
ing. Firmness without , despotism and the insistence 
of orders being carried out is what is wanted. The 
willingness to accept responsibility must go with a strong 
will. Unless he has this pluck a manager will be afraid to 
take any risks for fear of a venture turning out badly. Big 
successes are mostly obtained through taking risks. ‘There 
is the strong temptation te throw the blame on a subordinate 
for an unsuccessful venture, То blame when the failure 
is due to the subordinate disobeying orders or showing lack 
of skill is just, but if this is not the case it is bad policy. 
If done repeatedly the best of the assistants will either 
leave to obtain fairer treatment or refuse to take an interest 
in their work. 

A-magnetic personality is a gift which is invaluable in 
dealing with directors, committees, or employés. If one is 
deficient in this respect a persuasive eloquence must be 
attained to take its place. The art of speaking well and in 
such a manner as to convince your hearer that your desires 
or plans of action are the correct thing and what should be 
carried out, 18 worth a good deal in business. The person 
may realise afterwards that you are wrong, but meanwhile 
he has agreed to what you want. 

A mean, petty spirit is to be avoided. The minute 


*on the go. 


attention to details will probably result in the firm saving 
pence and losing pounds. It is right and proper that the 
rank and file should exercise economy in the use of material, 
but the seeing that they do so should be left to an assistant, 
and only occasionally receive the attention of the manager, 
The fidgeting over trifles irritates the staff and prevents the 
manager attending to the big things in business life. He 
should not suffer from a chronic bad temper, or be perpetually 
The former will breed indifference amongst 
the employés, whilst the latter gives him no time for the 
quiet planning which is necessary. Both are signs of 
nervous tension which should be improved either by a 
holiday or by a changed method of living. А manager 
must have a “ thick skin." A sensitive man who is hurt 
by pin-pricks is no good for a high position. The higher 
the position the more one is subject to attacks, and to be 
badly affected by them impairs one's efficiency. 

A good memory is a valuable asset, and anyone may 
make considerable improvements with or without the use of 
any special system. Thought control is a great help to 
efficiency. It gives one the power to exclude all other 
matters except the one requiring immediate attention, and 
when away from business to forget all about it, thus giving 
the mind a necessary rest. 

Nothing absolutely ideal is to be expected in this world, 
and no man possesses all the qualites that have been 
enumerated. This, however, does not prevent any manager, 
or would-be manager, from glancing through the list, 
noticing something that he is well aware that he is rather 
lacking in, and determining to acquire, as far as possible, this 
aid to efficiency. 


A LARGE D.C. STATION. 


THE generating station at the Detroit Works of the Ford Motor 
Co. is said to be the largest purely direct-current station in the 
world, having a maximum rating of 65,000 Kw. at 250 volts, and 
embodies many novel features in design. When complete, it will 
contain 14 reciprocating engines of 6.000 H.P. and one of 1,000 H.P., 
driven by gas and steam, and one 1,500-H.P. steam engine. These 
engines are coupled to Crocker-Wheeler generators of 4,000, 2,500, 
and 1,000 KW. respectively, running in parallel on a two-wire system 
at 250 volts, 80 R.P.M. Turbines were not used on account of the 
inadequate water supply ; and the cost of the extra apparatus required 
for A.C. transmission was considered to balance the cost of the 
additional copper for the D.c. system. The installation was 
recently described by the electrical engineer to the company, Mr. 
Fred Allison, in a paper read before the American Institution of 
Electrical Engineers, and abstracted in the Zlectrical World, from 
which we take the following particulars :— | 

The operation of the composite gas-steam sets raises some novel 
points. In the interest of economy, it is desirable that the propor- 
tion of the load on the steam side be held to a minimum, consistent 
with proper governing in response to load variations, as the thermal 
efficiency of the gas side is greater than that of the steam side. 
Since it is almost impossible to make gas of a constant quality, 
the performance of the gas side of a given engine will vary some- 
what according to the quality of the gas, the conditions of the 
igniters, хс. Therefore, if this side of the engine shows unfavour- 
able symptoms, the load of that unit is automatically taken over by 
the steam side. In operating such large units, it is of great 
importance that the watch engineer shall have full control of the 
load on his engine. It will be seen, therefore, that the division of 
the load between units operating in parallel must within certain 
limits be handled between the engines and the switchboard, so that 
the control of the load is handled at the engine. Safety considera- 
tions as to the governing make it desirable that the sudden loss of 
the working load consequent upon the opening of the circuit-breaker - 
shall instantly stop the production of power on the gas side. This 
end is attained by interrupting the ignition circuit coincidentally 
with the opening of the circuit-breaker by meana of a switch pro- 
vided for that purpose. and functioning with the circuit-breaker. 
Another device controlled by this switch is the gas-throttle control 
magnet, the de-energisation of which results in shutting off the 
gas supply. 

The generators are of the commutating-pole type, with com- 
pound-wound magnets; the armatures of the 4,000-KW. machines 
are 15'5 ft. in diameter and carry 1} tons of copper windings each. 
while the commutator is 90 ft. in diameter and contains over two 
tons of copper. 

The brush bus-rinys, with the interpoles and field windings, add 
another 14 tons of copper. making in all over 5 tons to each 
machine. The armature shaft is 34 in. in diameter, and the 
journals are 50 and 60 in. long. 

The gas engines are of the two-cylinder 4-cycle type, with 
cylinders 12 in. in diameter and a stroke of 72 in. The piston rods 
are chrome-vanadium-steel forgings 13 in. in diameter and 16'5 ft. 
long. One gas engine weighs 250 tons, and has an output of 
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3,300 н.р. at full load ; it is believed that this is the highest output 
per ton achieved up to the present. Water cooling is applied to the 
cylinders, housings, piston rods, valve boxes, and main bearings, 
and the water, leaving the engine at about 175° F., is used for boiler 
feed and for the hot water supply to the factory. The exhaust 
gases have a temperature of 1,100° F., and pass through a super- 
heater situated in the steam line between the high and low-pressure 
steam cylinders. Afterwards the exhaust gases pass round the 
steam cylinder jacket, and finally through an economiser before 
discharge to the stack. 

Ignition is provided by a double set of plugs to each cylinder, of 


the make and break type. The ignition leads pass through a` 


switch, which is automatically operated when the equaliser switch 


ONE OF THE 6,000-H.P. GAS-STEAM SETS AT THE FORD WORKS. 


is closed, and, as indicated above, provision is made to open- the 
ignition circuit if the main circuit-breakers open, thus cutting 
off the power on the gas side, while the governor takes care of the 
steam side. The make and break is effected by electromagnetic 
devices, to which the current is distributed in proper sequence by a 
simple commutating device, the mechanism being so timed that 
when the brush leaves a segment the corresponding igniter is at its 
maximum opening. Excellent results are obtained by this method 
of ignition. 

The steam engines are of double-expansion Corliss-valve design. 
with cylinders in tandem on the piston rod. The diameter of the 
high-pressure cylinder is 36 in.. and that of the low is68 in. Thestroke 
is72in. Steam at 700° F.enters the high-pressure cylinder at 180 1b. 
per sq. in. 

s condensing water is cooled with sprays over cooling 
ponds. 

Coal bunkers, stokers, and boilers are located on the third floor ; 
the boilers are rated at 4,000 H.P. each, and are to be 14 in number, 
consuming 2.000 tons of coal per day of 24 hours, and evaporating 
22,000 tons of water. The second floor is occupied by the main 
steam piping, the vacuum ash-handling mechanism. oil filters 
handling 3,000 gallons per hour, and the exhaust gas economisers. 

The I.T.E. circuit-breakers are triple-pole and double-throw, con- 
trolling the positive, negative, and equaliser leads, and providing 
connection with either of two sets of bus-bars. They are equipped 
for remote control, but can be closed by hand: overload time- 
limit and reverse-current devices are provided. The poles of the 
circuit-breakers are closed in the order equaliser, positive, and nega- 
tive, interlocking gear being employed to ensure this sequence. 
LT.E. motor-operated field rheostat mechanisms are installed, 
enabling the voltage of all the generators to be regulated from a 
central control board. In view of the importance of putting gene- 
rators in parallel with others already on load without disturbing 
the regulation, where the generators are so large, this operation is 
effected with the aid of LT.E “gyrostatic voltage balance de- 
tectors," which control the circuits of the motors closing the nega- 
tive poles of the incoming generators. The detector consists 
primarily of a pair of switches in series with each other, and con- 
nected in circuit with the motor: the movable members of these 
switches are controlled by gyrostatic governors mounted upon a ver- 
tical shaft rotated by a motor immediately below it. Whilst in use 
the field winding of this motor is connected across the mains of the 
250-volt control circuit, while its armature is at the same time 
subjected to the potential difference which exists between the 
associated generator and the bus-bars. The direction of rotation of 
this armature depends, therefore, upon whether bus or generator 
voltage predominates, and its speed in either direction depends upon 
ihe voltage difference. By means of a specially designed clutch 
placed between the motor and the governor shaft, the motion of 
the former is transmitted to the latter only when the direction of 
rotation is that caused by a predominance of generator voltage over 
bus voltage. When rotating in the opposite direction the motor 
runs free. Close to each voltage balance detector is an automatic 
cut-out, which interrupts the motor armature circuit should the 
voltage difference attain such a magnitude as to produce a danger- 
ously high speed of rotation. The lower right hand, or "low- 


speed " contact, is normally open, and the upper, or " high-speed ` 
contact, normally closed. The circuit-breaker, the closing of which 
this apparatus controls, has three separate poles, closed in pre- 
determined sequence. "The equaliser pole is closed first, and with it 
auxiliary contacts which control the field and armature circuits of 
the gyrostat motor. Before it is called upon to function, the motor 
has time to assume the speed of rotation corresponding with the 
voltage impressed upon the armature. When the motor armature 
is energised in the direction corresponding to generator voltage pre- 
dominating over bus voltage, the governors, which are under the 
control of calibrated springs, will assume positions corresponding 
with the particular speed of rotation, the action of the governors 
being independent up to a certain speed, beyond which, as the result 
of links connecting them with a slight lost 
motion, they act as a unit. It has already 
been stated that the rotation of the yovernors 
only occurs when the direction of voltage 
difference is favourable to paralleling : when 
the magnitude of this voltage is such as to 
give the governor shaft a certain speed of 
rotation, then the low-speed contact is closed. 
The minimum voltage difference necessary to 
accomplish this is, in the case of the par- 
ticular apparatus in question, 2 per cent. of 
the normal bus voltage. Should the voltage 
difference, however, amount to 24 per cent. 
or more, the upper, or high-speed contact, is 
opened, 

‘Ine switchboard is 424 ft. in length, and 
consists of 222 marble panels, each equipped 
with circuit-breaker, ammeter and 1,000- 
ampere double-pole double-throw knife switch, 
except a number of panels set apart for 
special purposes. The switchboard cost about 
£80,000, or £200 per foot run. There are 
30 copper conductors from each machine, 
each consisting of a bar 6 in. х } in. ; these 
are led to the circuit-breaker panels through 
a special runway, where they are secure 
against interference. Special precautions are 
taken to support these conductors firmly and 
to guard against buckling due to a short- 
circuit, All the copper is run at a working 
density of 750 amperes per sq. in. About 165 
tons of copper was required for the whole installation. 

The Ford factory has a covered floor space of 474 acres, housing 
8,000 power-driven machines. There are 178 feeders, distributing 
current by cables of 1 sq. in. section. Provision is made on a rack 
over the top of the machine shops for 90 pairs of l-in. cable, of 
which 50 pairs have been installed. An elaborate signalling system 
has been provided, including a 200-pair telephone switchboard, 
connected with every distributing centre throughout the works, 
and with various points in the generating station. A signal board 
is installed consisting of four panels, each carrying 300 signal 
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SECTION OF BADENHAUSENi1,000-H.P. BOILER, 


lamps, a green lamp showing on the board when a feeder circuit 
is in operation, and a red light when it is not. : 

The prime movers were designed and constructed under the 
direction of the Ford Motor Co. 

No information is given regarding the gas supply, but further 
particulars of the boiler plant are given in an article by Mr. J. P. 
Badenhausen in Power. еа 

The author states that the problem was to obtain the highest 
possible output from a given volume of boiler-room space. The 
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existing boiler room was designed with 14 bays, each containing 
two boilers of 400 H.P., representing (at 50 per cent. over normal 
load) one Н.Р. per 36°44 cb. ft. of volume; the large boilers now 
being installed are expected to give 4,000 н.р. per bay, or 1 H.P. 
per 10'6 cb. ft. representing а saving in cost of buildings of 
£140,000, in addition to the saving in space occupied. A reduction 
in coal consumption of 14 per cent., equivalent to £40,000 per annum, 
is also anticipated. [The American “ boiler horse-power” represents 
an evaporation of 34°5 lb. of water per hour from and at 212° F.] 

The design of these boilers, the largest ever installed in the 
United States, was a difficult problem, involving many studies and 
sketches by the author. | : 

The type considered throughout was the Badenhausen water- 
tube boiler, with various modifications ; the design finally adopted 
is illustrated on p. 509. The objects aimed at were as follows :— 
(1) Minimum floor space. The boiler has a width of 24 ft. and a 
depth of 16 ft. at the floor level. (2) Maximum heating surface in 
available space. The boiler has 25,000 aq. ft. of heating surface. 
(3) Large furnace volume. (4) No soot locks. (5) Continuous un- 
restricted circulation. (6) Accessibility in the sense of permitting 
ingress into the setting, so that every tube and every baffle can be 
touched, cleaned and replaced by human hands. (7) Good support 
and suspension. (8) Dry superheated steam at any rating. 


The design consists essentially of the boiler proper with an addi- | 


tional feed-water preheating section. Owing to the fact that the 
heat is absorbed more rapidly the greater the difference in tempe- 
rature, it is good engineering to preheat the feed water at one stage 
and bring this feed water into another boiler stage where it is eva- 
porated. The third and final stage is to superheat the steam. 

Referring to the figure, the water enters drum No. 6, flows down- 
wardly in the rear bank and enters the forward bank of tubes con- 
necting drums Nos. 5 and 6. The gases flowing from the preceding 
heating surface touch one half of thetube bank and then the other ; 
and as there is a difference of temperature in each half of the tube 
bank, there is also a positive circulation owing to such difference. 
This gravity circulation in the preheating section is an excellent 
fenture. 

After the water is heated, it passes through the horizontal tubes 
from drum No. 6 to drum No. 3, then drops down through the ver- 
' tical tubes at the left of the bank into drum No. 1, entering from 
here into the general circulation. From drum No. 3 the steam 
flows through the tubes at the top of the setting into drum No. 4. 
All the moisture is thus eliminated, and the steam is slightly super- 
heated. From drum No. 4 the steam goes into a Superno super- 
heater, in which it is expected that a superheat of from 250? to 350? 
will be obtained. | | 

The stoker is of an extra-heavy Taylor design, the grate surface 
approximating 21 ft. wide X 11 ft. deep. 

Since the first four units were installed, orders have been received 
for three more boilers, all of whieh will be built in the plant of the 
Badenhausen Co. | 
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NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. 


The '*Kantark" Patent Ironclad Fuseboard. 


THE MIDLAND ELECTRIC MANUFACTURING Co., LTD., of 
Stafford Works. Barford Street, Birmingham, have introduced a 
new type of distributing board under the *above title, for which 
many advantages are claimed. As shown in fig. 3, it consists of a 
cast-iron box in which the bus-bars are fixed behind a protecting 


Fic. 3.—" KANTARK " IRONCLAD FUSEBOARD. 


shield, and the individual fuse elements are secured directly to the 
bars at one end, the body of each element being supported on teak 
bridge battens, which allow plenty of underspace for the main and 
branch cables. Each element (fig. 4) consists of a porcelain base 
carrying the fixed contacts, and provided with an arcing chamber, 


Fig. 4.—" KANTARK” FUSE 
UNIT, OPEN. 


and a detachable fuse-carrier which carries the fuse wire and blade 
contacts. The shield is hollowed out to form the outer wall of the 
arc chamber, and scalloped at the sides to form ventilating slots 
leading from the arcing chamber (shown in section in fig. 5). The 
contacts in the base are covered with detachable protective shields. 
so that the live parts cannot be touched even when the fuse bridges 
are removed; the contacts themselves are solid brass blocks. 
provided with double set screws which clamp the circuit wires and 
ensure a low-resistance contact. The blade contacts are double and 
of ample section, and the fuse wire is fixed under a single washer 
and nut at each end. The arcing chamber is lined with absorbent 
material, and the fuse may blow repeatedly without damage. A 
special feature is the small number of connections between the 
supply cables and the circuit, the fuse being attached directly to 
the bar, as shown in fig. 6, which also illustrates the main cable 
lug, which is reversible to allow the cable to enter from the top or 
the bottom of the board. The outer case can be made watertight 
with a gasket, and the door can be fitted with a glass panel if 
required. Teak cases are also made, bùt only in one size, whereas 
the iron cases are made double and triple pole for 2 to 10 ways, 
and 10 to 50 amperes, at 600 volts. Simplicity and cheapness are 
included amongst the merits claimed for this device. 


B.T.H. Instrument Transformers. 


In a recent list (No. 4,591) issued by the BRITISH THOMSON- 
Houston Co., LTD., of Rugby, full particulars are given of their 
instrument transformers for circuits up to 12,000 volts. 

The range of current transformers includes air. porcelain, com- 
pound, and oil-insulated types in eight different forme for varying 


Fig. 1.—B.T.H. CURRENT Fic. 2.—B.T.H. POTENTIAL 
TRANSFORMER. TRANSFORMER. 


currents and pressures. All transformers of the same ratio and 
form are interchangeable, and transformers of the same form but 
of different ratios may be interchanged if the instrument 18 
re-scaled, the secondary windings being uniform throughout. 

We illustrate in fig. 1 a type C, form В, compound-insulated 
current transformer, suitable for primary currents up to 300 
amperes, where the voltage between phases and earth does not 
exceed 4,000. The core and windings are assembled.in a cast-iron 
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Fia. 6.—Bus-BAR CONNECTIONS. 


ease, which terminates in porcelain cones, through which the 4 


primary terminals project. The secondary leads are brought 5 
through bushed holes to special terminals. S 
Fig. 2 is a type VS, form AA, single-phase, oil-ins 2, 


n Te 
potential transformer, one of the series of such transforme 2 
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supplied by the company.  Air-insulated transformers ате supplied 
for pressures up to 6,600 volts, in sheet-metal casings, and oil- 
insulated transformers for pressures of 5,500 volts and upwards. 
These are in cast-iron cases with the core and windings suspended 
in oil. Theterminals are mounted on porcelain insulators fixed to 
the eover. The transformers are listed complete with cartridge 
fuses; but for 5.500 volts and above, clips are provided to allow 
the substitution of expulsion-type fuses. 

fuses can be supplied if required. 


A Sparkless Signalling System. 


Messrs. Jous Davis & Son (DERBY), Lro., of All Saints Works, 
Derby. haye brought out а system of signalling for use in mines, 
in which, it is claimed, the sparking danger is entirely overcome. 
The bell is of the makers’ patent * solenoid " type, with no contact 
breaker, the gong being struck by an iron plunger which is 
actuated by a solenoid through which an intermittent D.C. or an 
alternating current is passed. Means are provided for adjusting 
the position of the yong with regard to the striker. enabling the 
bell to operate with a battery current or with D.c. or A.c. supply at 
any reasonable voltage or frequency. Obviously there can be no 
question of sparking at the bell. When direct current is used to 
actuate the bell an interrupter is provided, in the shape of a relay 
in a water and, flame-proof cast-iron case. the lid of which fits on 
wide machined faces. The relay is fitted with special devices to 
damp the sparks at the contacts, and has a special winding to 

‘reduce sparking on the line, so that reliance is not placed on the 
flame-proof case for safety. The line circuit and relay can be 
worked off a 4-volt ‘supply, so that dangerous sparking is prac- 
tically impossible. ; 

Main Regulators. 


Main regulators manufactured by the GENERAL ELECTRIC CO., 
LTD., of London, which we have previously described. have been 
hamd-operated, but the present example. forming part of an impor- 
tant contract for a large municipality, is driven by a small " Witton” 
electric motor; this is mounted on the top of the regulator, 
and is controlled from the main switchboard by means of a pair of 
small push switches, forming one unit. and so arranged that they 
cannot be left in the "on " position. There is one switch for each 
direction of operation and an interlock prevents both switches 
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Fic. 7. —ELECTRICALLY-OPERATED " WITTON" MAIN REGULATOR 


being operated at the same time. To preclude damage to the motor 
when the main regulator control has come to the end of its travel, 
either at the top or the bottom, a resistance is inserted in series 
with the motor,and. in addition, a flexible coupling is provided 
between the motor and the worm driving the gear wheel. This 
construction avoids limit switches and is very simple and effective. 
The regulator itself is of the Witton rectangular pattern with grid 
cepa one of a wide range of types which are manufactured by 
the G.E.C. М | 
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Excess Profits Duty.—As stated in our last issue, the 


Board of “Referees have now given their decision in the appeal of | 


the Melbourne Electric Supply Co., Ltd., and the Electric Supply 
Co. of Victoria, Ltd., under Sec. 42 of the Finance (No. 2) Act, 1915, 
and have increased the statutory percentage from 6 per cent. to 
7) per cent. The Crown were represented by Mr. Ernest Clarke 
and Mr. W. C. Stamp ; Mr. W. Allen, instructed by Mr. Sydney 
Morse, appearing for the appellants. Evidence in support of the 
appeals was given by Mr. R. Percy Sellon (managing director of 
the Melbourne Co.), Mr. G. Saies (secretary of the Victoria Co.) and 
Mr. Arthur D. Bird, of Messrs. Humphreys-Davies & Co. 


Transformers without 


CORRESPONDENCE. 


Letters received by us after 5 Р.м, ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations. at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


“Summation Watt" Capacity of Field Rheostats and the Like. 
My attention has been drawn to the reference, in Dr. C. C. 


Garrard's book, “Electrical Switch and Controlling Gear," re the 


‘Summation Watt" formula advocated by me in the ELECTRICAL 


REVIEW, page 257, February 13th, 1914, as compared with his 


formula. 
Dr. Garrard's formula “ square the mean of the maximum and 


minimum field amperes multiplied by the resistance of rheostat." is 
only true if the curve plotted between amperes and rheostat ohms 
is a straight line. T 
and the greater the range between maximum and minimum 
amperes, the greater the inaccuracy of his formula. 


Only for extremely short ranges is this true. 


Referring to my letter in your issue of February 26th, 1914. I 


showed that with a rheostat resistance of 34 times that of the 
field his formula gave а rheostat size 67 per cent. greater than that 
actually required. 


He points out that my formula, viz. :—" Rheostat ohms X max. 


amps. X min. amps." with " R` very large, becomes approximately 
equal to Imar X V = constant, which he states is absurd. Now. 


the greatest possible current range is obtained in a potentiometer 
rheostat where Imm is zero. In an article dated March 26th. 
1915, in the ELECTRICAL REVIEW, I gave the correct formula for 
such a potentiometer rheostat as Imax X У, plus the constant 
watt loss due to resistance being across excitation circuit. How- 
ever, in an ordinary rheostat the constant watt loss does not exist, 
therefore the original formula holds good. 

In practice & designer may be limited to a relatively small 
number of resistance units. This is particularly the case if open 
wire spirals are used. Then to obtain a very large " R " compared 
with field ohms, a much larger rheostat would be required than 
one wherein the unit range was not so limited ; this. however. is 
not the fault of the formula but of the facilities at the disposal of 
the designer, and is no reason for advocating an incorrect formula. 


Stretford, Vorember 2nd, 1916. L. Boothman. 
P.S.—I have sent a copy of above to Dr. C. C. Garrard. 


With reference to Mr. Boothman's letter of November 2nd, I 
would point out that the various formula discussed are all 
empirical : none of them are strictly correct. When I first saw 
Mr. Boothman's formula I was impressed by it and endeavoured to 
use it: I, however, came up against the difficulties I have men- 
tioned in my book, and therefore reverted to the formula I had 
previously used. Mr. Boothman has, with considerable ingenuity. 
worked out different formule giving the summation-watt capacities 
for the various types of rheostats. I venture to think. however. 
that the simple formula that I have recommended. which can be 
applied to any form of rheostat, is the best for all-round practical 
purposes. It must be borne in mind that the Imar and the 1,,, in 
the formula are the maximum and minimum currents flowing 
in the rheostat itself. 

І am not sure that I follow the argument that Mr. Boothman 


. gives in his letter. . Taking. however, his result as given for. a 


potentiometer regulator, he rives — 
Summation-watt capacity = Imar X V + V?[W. 

Now. Imar is constant independently of the rheostat; v is also 
constant. Mr. Boothman's formula therefore says that the higher * 
the resistance of a potentiometer regulator, Ahe smaller is the 
summation-watt capacity. Now, as I use the term summation-watt 
capacity, I mean a figure of comparison of the size and the cost of 
the regulator. In this sense Ido not think the result, deduced 
above from Mr. Boothman's formula, is correct. There can be no 
doubt that there is a certain value of rheostat ohms which gives 
the most economical form of potentiometer regulator, less and 
higher ohmic values being both worse; but Mr. Boothman's 
formula says that the higher the rheostat ohms, the less the 
summation-watt capacity. 

I also do not think Mr. Boothman has answered my argument as 
regards his formula for ordinary shunt regulators. He re-states my 
argument in his letter, but I cannot see that he answers it. 

I do not wish to deny the utility of Mr. Boothman’s formule, 
and have no doubt that when used properly they give very useful 
results. I have merely wished to point out that they are not 
universal, and, in my opinion, must be used with caution. 

То sum the nfhtter up, the figure for the summation-watt 
capacity should only be used for comparing one rheostat with 
another ; the figure has no very precise physical meaning. In my 
experience, the formula I have recommended gives perfectly satis- 
factory results, and, by feason of its simplicity and adaptability to 


any kind of rheostat, is to be preferred to more complicated ones. 


Charles C. Garrard. 
' Birmingham, -Verember 6th, 1916. 


The Prevention of Bribery. | 
With reference to your leading article on this subject. I wish to 


say that the League has always attached more importance to 
propaganda than to prosecutions, and it has been very active during 
the last ten years in its efforts to create and maintain a healthy 
public opinion. In one direction which you mention something 
has undoubtedly been accomplished —in a conference with head- 
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masters. The trouble is that so many in responsible positions, and 
persons who are training young people--to say nothing of the 
clergy and ministers of all denominations—pass by on the other 
side. Unquestionably the League could do more. but not without 
additional support. which I should very much like to see come 
from the electrical branch of the engineering industries to the 
same extent as from other branches. 

With regard to the fiat, this is undoubtedly a hindrance to the 
enforcement of the Prevention of Corruption Act. There is no 
more danger óf blackmail in this connection than in regard to any 
other erime. Without the fiat the public is amply protected, for 
it does not seem to be generally known that a summons could in 
no case be granted by a magistrate except on a sworn information 
(though the Attorney General, who can stop prosecutions, is not, 
judging by his speech in Parliament, aware of the fact); next, if 
the magistrate commits, before a grand jury and a petty jury, then 
an appeal may lie to the Court of Common Appeal: and lastly, 
proceedings may be instituted for malicious prosecution under the 
Vexatious Indictments Act. 

The Secretary of the 
Bribery and Secret Commissions Prevention 
League, Incorporated. . 
London. E.C.. Vorember бел. 1916. 


Between Two Stools. 


Having been the victim of circumstances arising out of my 
acceptance of a post within the Greater London area, I feel it to be 
my duty to warn those of vour readers who, if tempted to transfer 
their services from one certified establishment to another, may find 
themselves similarly involved. 

I was privately offered a more remunerative and equally im- 
portant position (my previous one being а badged occupation in a 
certified establishment which I had held for a number of years) 
which I accepted, subject to being able to obtain a leaving certi- 
ficate. 

This, due to the magnanimity of my chief, I obtained. but within 
a short time of taking over my new duties, I received a curt notifi- 
cation from my future chief, that owing to possible complications 
in which he might be involved as a result of the transfer. the en- 
gagement must be considered «ff. 

Let it be clearly understood that no fresh facts had been dis- 
closed or altered circumstances arisen between the date of my 
acceptance of this post and the receipt of the aforesaid curt 
cancellation. 

I leave it to the imagination of your readers to supply the details 
to complete the picture, and offer them my advice: Don't be 
tempted by private offers unless completely assured that vou are 
dealing with persons alive to the responsibilities vested in the 
hirher commands, and not with those unserupulous enough to 
sacrifice the career of a subordinate on the altar of their own 
irresponsibility. 

Victimus. 


LEGAL. 


HIGH-SPEED TELEGRAPH PATENT EXTENDED. 


In the Chancery Division, on Wednesday, November Ist, Mr. 
Justice Sargant heard a petition for the prolongation of a patent 
granted to Fredk. George Creed and Wm. Arthur Coulson for 
improvements in high-speed automatic telegraphy, with the object 
of reproducing telegraphic messages in printed characters. 

Мк. CREED gave evidence that since 1896 he had devoted him- 
self to the problem of making high-speed telegraphy automatic, 
with the object of dispensing with the skilled teleyraphist. About 
1906, the late Lord Kelvin became interested in his keyboard 
perforator, and used his influence with Lord Stanley, the then 
Postmaster-General. Witness gave a demonstration at the Post 
Office, with the result that they gave him an order for ten printers 
and six receivers. The witness described the different steps which 
led to the introduction of the latest machines. 

The SoLICITOR-GENERAL (Sir George Cave, K.C., M.P.) said he 
was not there to oppose the petition, but merely to assist the 
Court. In these cases it was of the greatest importance that 
petitions should not be extended -bevond the statutory period. 
He thought that this was a very special case. The petitioner must 
show that his invention was a meritorious one. and that he had 
not been sufficiently remunerated owing to no fault of his own. 
But he recognised the merit of this invention. 

His LORDSHIP said that, owing to circumstances over which he 
had no control, the patentee had not been able to push the inven- 
tion in the way he might have dope. He proposed to grant an 
extension of seven years, not to exceed five years after the termi- 
nation of the war. As the patent had expired on October 17th. he 
granted a new one for the period mentioned, 


TUBE RAILWAY AND COMPRESSED AIR.--THE ARBITRATOR'S 
AWARD. 


Mr. ALEXANDER Ross, President of the Institution of Civil 
Engineers. as arbitrator. has issued his award touching a difference 
between the Postmaster-General and the Great Eastern Railway Co. 
The matter was reported in our issue of October 20th. 
The Arbitrator, in his award, states that "having heard 
counsel and witnesses for both parties, and having examined that 


part of Liverpool Street Station under which the intended worka 
will be executed. and also the works on each side now being 
executed by the Postmaster-General, he affirms and awards that it 
is not necessary to used compressed air in carrying out the works," 


BRITISH POWER, TRACTION AND LIGHTING Co., LTD. r, 
Норсбѕох. 


Ох Monday last, Mr. Justice Peterson, іп the Chancery Division. 
concluded the hearing of a summons in this action, by which the 
plaintiff company asked that the defendant, A. E. Hodgson, might 
be ordered to pay into Court the eum of £7,563, in accordance with 
the certificate of the Master dated July 20th, 1900. 

The case, as stated by Mr. HUGHES, K.C., for the plaintiffs, was 
that the defendant was a promoter of the company, chairman 
of directors, and a managing director, and without the knowledge 
of his co-directors or other members of the company entered into 
contracts which amounted to fraud or fraudulent breach of trust. 
The action was started in 1903, alleging, amongst other things, 
that at defendant's suggestion the company paid commissions to a 
syndicate, whereas the defendant himself was the syndicate and 
benefited by the commissions so paid, and that he negotiated a 
contract in France for the company while he had himself a con- 
tract on more favourable terms. Judgment was given for the 
plaintiffs in the action by consent on May 2nd, 1905, Mr. Hodyson 
having become a bankrupt during the course of the proceedings. 
He had now obtained his discharge, and the present summons was 
issued, alleging that as the finding of the Master was based on a 
judgment in an action for fraud or fraudulent breach of trust. 
he was not protected by his bankruptcy in respect of the amount 
found due by the Master's certificate. | 

Mr. ToMLIN, K.C., for the defendant, argued that he only con- 
sented to judyment on the understanding that all charges of frand 
were withdrawn. and that the plaintiffs’ rights should be to prove 
in his bankruptcy for any sum that might be found due under the 
order. If the judgment was one based on fraud. he said the 
defendant would take steps to have it set aside, on the ground of 
mistake on the part of his legal advisers. as he had all through 
refused to settle the case unless all charges of fraud were 
withdrawn. : 

In reply to the contention. Mk. HUGHES pointed out that the , 
receiver in bankruptcy had taken no steps before the Master. but 
the proceedings had been attended by the defendant personally. 

His LORDSHIP held that the judgment in the action was based 
on fraud, and nothing else ; and that, therefore, the defendant was 
not protected by his bankruptey. He accordingly ordered him to 
pay the amount found due into Court. and the costs of the action. 
The order would, however, be stayed pending an appeal and a 
summons the defendant might issue for further time. in view of 
his taking proceedings to set aside the order of May. 1905. 


DUBLIN ELECTRICITY SUPPLY. 


IN a report of the Special Committee appointed by the Dublin 
Corporation to inquire into the administration of the Elec- 
tricity Committee and matters relating thereto, it is stated 
that, having considered the report of Mr. Patrick W. d'Alton, 
M.Inst.C.E., the expert consulting and inspecting engineer 
appointed to examine and report upon the questions involved, 
it has been resolved, by eight votes to one, to recommend 
that the Town Clerk write to Mr. d'Alton asking him upon 
what terms and conditions he would undertake the entire 
management of the undertaking during a period of three 
years. 

The Special Committee was appointed as far back as April, 
1915, and on August 7th requested Mr. d'Alton to make a 
thorough investigation of the Dublin electricity undertaking 
from its inception to the present time, and to report on ways 
and means of rendering it more profitable to the city. In 
December last, after making an exhaustive study of the his- 
tory and constitution of the undertaking, Mr. d'Alton sub- 
mitted his views to the Council in a very full report, parts 
of which were published in the local Press in February, with- 
out the authority of the Corporation. | 

Mr. d’Alton’s report, and replies thereto by Mr. Ruddle, city 
electrical engineer; Mr. Kettle, deputy engineer; Mr. F. Allan, 
secretary of the Electricity Committee; and Mr. Mangan, 
city accountant, are now officially published. In a supple- 
mentary report, Mr. d'Alton states that he has now an oppor- 
tunity of bringing his original report ''into truer perspective 
than that into which it appears to have drifted as a result 
of premature and incomplete publication," and of the prema- 
ture and also incomplete publication of other reports written 
with, he doubts not, perfectly sincere motives to discount his 
conclusions. e 

The questions to be reported upon were, besides adminis- 
tration, the prices charged for light and power; the number 
of engineers and workmen employed and paid out of revenue: 
the salaries and wages paid out of revenue; the procedure 
adopted with regard to purchasing coal; charges for interest 
and repayment of moneys borrowed ; and the question of addi- 
tional borrowing. The following is an abstract of the report :— 

Referring to the difficulties with which all electrical under- 
takings had to contend in the early days of electricity supply. 
Mr. D'ALTON remarks that no useful purpose would be served 
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by dealing with the troubles experienced at Dublin prior to 
the erection of the generating station at Pigeon House Fort 
and the adoption of a three-phase system of distribution to 
sub-stations at 5,000 volts, under the advice of the late Mr. 
Robert Hammond. 

The Pigeon House Fort site was adopted, ‘ possibly for 
political reasons," against the advice of the city electrical 
engineer, Mr. Mark Ruddle, and of Sir Alexander Kennedy, 
and its selection, says Mr. d’Alton, cannot be justified; it 
was à mistake of great magnitude, for which the economy of 
the undertaking must suffer throughout its existence. It has 
involved much additional capital expenditure, increasing the 
cost per unit, and has caused losses in transmission, in time 
ies by the staff in travelling to and from so inaccessible a 
place, and in money spent in transport of material, besides 
duplicating centres of control and necessitating an increased 
staff of workmen. The mistake might have been retrieved 
when the installation of modern generating plant was being 
considered, but the opportunity was not taken, and Mr. 
d'Alton does not regard the question of changing the position 
of the power house as falling within the scope of his inquiry. 

Reviewing the conduct of the undertaking, the author 
highly commends the enterprise, ability, and lovalty of the 
successive Electric Lighting Committees which have so well 
served the undertaking; under their guidance the output has 
increased from 3.000,000 units sold in 1906 to more than 
9,000,000 in 1914-15. But the distribution of the sales over 
the day has not been equally satisfactorv, and unless the 
motive power and long-hour lighting connections are deve- 
loped, the load-factor cannot be so improved as to enable the 
E staff to generate electricity at a reasonable cost. 

arge numbers of gas engines are used in the city which 
should be replaced by electric power; the curve of power 
outpumt itself indicates by its steepness that there is plenty 
of scope for development of the motor load, provided that 
exper t engineers are employed as canvassers. At present the 
undertaking is controlled by a chief engineer who is not a 
manager, and з manager who is not an engineer; Mr. d'Alton 
holds that the engineer of such a system should be manager 
a3 well, and as such should be held responsible for the suc- 
cessful conduct of the business from start to finish. 

The average price charged for electricity in Dublin (9.664. 
е unit) is easil ! 

ave an output for private supply and public lighting only 

(no traction), exceeding 6.000,000 units a year (1.76d. per unit). 
Mr. d'Alton points out that the rates for private supply in 
Dublin are unduly high, and that a reduction would increase 
the demand, improve the load factor, and benefit the service 
with profit to the city; ‘‘it 1s generally the case that the 
revenue from new consumers under a reduced rate counter- 
balances any loss by such reduction to old consumers in any 
given year." , | : 

Turning to the power station, Mr. d'Alton savs it is difficult 
to understand how, even 15 vears ago, so large a scheme 
should have been provided with a power house incapable of 
adequate extension and equipped with so little generating 
plant; the result has been heavy expenditure on alterations 
and reconstruction. The Stewart engines originally installed 
were probably of a type as good as any then available, but 
were a constant source of trouble, and were not taken over 
for several years after their installation. No steam consump- 
tion figures were asked for or taken, but the engines were 
condemned on defects of construction, and were partly re- 
constructed by the Oerlikon Co. A Belliss-G.E.C. set of 1,500 
KW. capacity was added in 1906, but does not.seem to have 
tumed out to be an economical steam unit. With the original 
generating sets were installed four Babcock and six Lanca- 
shire boilers; Mr. d'Alton cannot understand why the latter 
were included, and says they must have cost the ratepayers 
а large sum of money for repairs, maintenance, stand-by 
Icsses, and steam for forced draught. The city electrical 
engineer was in no way responsible for the situation or equip- 
ment of the power house, which apparently, when he took 
charge of it at the end of Mr. Hammond’s connection with the 
Job, he considered to be little better than a scrap heap. 

In 1907 a Richardsons-Westgarth-G.E.O. turbo-alternator of 
1.500 xw. was installed, which until 1911 was by far the 
most economical unit in the station. This set was ordered 
by the Corporation in defiance of the recommendations of the 
lighting Committee and the advice of the engineer. neither 
of ae makers having previously built machines of that type 
and size. 


The set, however, though economical, was used only to 


carry Ње peak loads until 1912, when the new portion of | 
Two Oerlikon. 


the power house was placed in commission. 
sets of 3.000-xw. capacity were installed, one at the end of 
1911, and the other last vear. Mr. d'Alton states that the 
ow-pressure guide disks of the first of these turbines are in 
very rough condition, and the metal may latet on have to 
be changed to prevent loss of efficiency. 

Indieator dingrams from the reciprocating engines show that 
the high steam consumption is due not to wear of parts, but 
to imperfections of design, and to the extremely low vacua 
obtainable, from the defective condensers. The latter ''are 
Wrong, all wrong, and have been so ever since 1906.” 

The tubes have been subject to a curious corrosive action, 
which has resulted in leakage so serious that the condensate 
cannot be used for feed water, thus adding to the coal con- 
sumption, alreadv excessive on account of the low vacuum. 
Mr. d'Alton has had tubes examined and the water analysed 


- 


the highest of the 14 undertakings which- 


by experts, and believes he is on the point of success in dis- 
covering the cause of the trouble, to which he ascribes great 
importance. He regards the Oerlikon sets as generally excel- 
lent. The switchgear consists of Ferranti cellular gear, which 
has done, and still does, good service, and modern cubicle 
switchgear of satisfactory design, but, unfortunately, the 
latter has had to be fixed at odd angles and levels owing to 
the design of the building. The control gear in the new sta- 
tion is well schemed on modern lines. 

The boiler houses ''contain a miscellaneous collection of 
steam makers, planted apparently without any regard to con- 
siderations of keeping steam ranges within rational limita- 
tions, of economy in the disposition of feed pipes, of coal- 
carrying apparatus, or of the evacuation of ashes." "The plant 
comprises four B. & W. boilers of 10,000 lb. rating, six Lanca- 
shires of 3,500 lb. capacity, one B. & W. of 20,000 lb. capacity, 
and a Yarrow boiler, of which little use has been made, and 
which appears to partake of '' the qualities and reputation o 
the white elephant." There are also four new B. & W. 
boilers of efficient and up-to-date design. Why the Lanea- 
shires were installed in a station designed for a peaky light- 
ing load, Mr. d'Alton is at a loss to understand; their use 
has led to serious loss due to the quantity of coal wasted. 

In 1905-6 the consumption of coal was 7.98 lb.: per unit 
generated, suggesting an over-all consumption of ''no less 
than 40 lb. of steam per KW.-hour, a wretched result." The 
loss due to the bad vacuum (less than 20 in.) implies an in- 
creased steam consumption of at least 90 per cent. The 
Belliss 1,500-Kw. engine is much more economical than either 
of the 1,000-kw. Stewart sets, and ought to be worked 
always in preference to the latter, but has not been used 
nearly so much as 16 should. Similarly the Richardsons- 
Westgarth-G.E.C. set, which is far more economical than the 
Stewart sets, was used only for 40 to 50 hours weekly during 
the first two years. 

Mr. d'Alton is “at а loss to understand why the staff con- 
tinues to show preference for the old Stewart sets," which 


have been used consistently, winter and summer, for many 


years, with grave prejudice to the coal hill and the running 
cost. He points out that the modern efficient plant, in both 
boiler and engine rooms, ought to be employed on the daily 
load and the old machinery only, if at all on the peak 
or in emergency. The practice that has been followed of 
using extravagant plant most of the time, and saving the 
eficient plant for emergencies, is one of the primary reasons 
for the high cost of production. For the year ending March 
3ist, 1913, the following ratio resulted :— 


Units, old plant to new 2.46 :1 
Coal used, old plant to new ... es wd tl 


The total steam consumption of the Oerlikon sets is very 
much less, even at one-third load, than that of the best of 
the older sets at its maximum rated output, and, had they 
been fully utilised, the saving in coal would have amounted 
to nearly £3,000 in the year above mentioned. А considera- 
tion of the results obtainable by using the most efficient of 
the boilers and generators leads Mr. d’Alton to the conclu- 
sion that an annual saving of no less than 7,974 tons of coal, 
costing at present prices £9,000, could be effected. 

"The operation of the boiler house is characterised by the 
saine curious policy as that which has been evident in the 
engine room, viz., the constant use of extravagant plant 
while efficient and economical boilers are held in reserve for 
peak and emergency loads." The 24,000-lb. ‘Babcock boiler, 
which is equal in output to three or four Lancashires, 18 
apparently used only for about one day per week on the 
average. The steam used for forced draught alone for the 
Lancashire boilers is said to have cost some £500 a year. 

No fault is found with the constitution of the running staff 
in point of numbers, though Mr. d'Alton noticed evidence of 
slackness on the part of the shift engineers, particularly in 
the boiler house, and the wages paid, except in the case of 
the deputy works superintendent, are adequate. Mr. d'Alton 
considers, however, that the pay allotted to the engineer in 
charge of generation and the deputy works superintendent 1s 
insufficient to attract such а class of engineer as is required 
for the satisfactory operation of so large a system. The old 
plant requires a larger staff than will be necessary when the 
turbines are being fully utilised, and it should not be worked 
merely to give employment to men who would otherwise 
be unnecessary. In other respects economies in labour are 
foreshadowed. _ | 

The total wages at the power house (excluding the engineer 
in charge) amount to more than £10,000 a year, an outlay 
which Mr. d'Alton considers exceedingly heavy for such a 


station. The generating engineer 1s handicapped by the want 


of adequate power and authority over the employes, and is 
unable to clear out hangers-on. к 

As regards the distribution svstem, Mr. d’Alton regards the 
plant as satisfactory in all respects, except that about twice 
as many sub-stations have heen established as would appear 
necessary. Unfortunately, the mains are not utilised as fully 
as they should be. The occurrence of serious discrepancies 
hetween the official returns for units generated, units sold, 
&c., and the actual figures recorded at the power house in- 
duced Mr. d'Alton to have the watt-hour meters at the sta- 
tion tested at Trinitv College. and led to the discoverv that 
some of them were in such bad condition that their. indica- 
tions were unreliable, the errors amounting in some cases to 
as much as 30 per cent. low, so that the actual output could 
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only be guessed at. Making approximate corrections, it 
appears that the units unaccounted for amount to more than 
three millions, or about 25 per cent. of the units delivered to 
the feeders. The loss would have been less but for the exces- 
sive multiplication of distributing points. The staff engaged 
upon distribution and installation work appears, to Mr. 
d’Alton, to be unduly large compared with the duties dis- 
charged. The system suffers severely from the lack of a 
highly qualified sales engineer. The permanent employés 
number 69 persons, with a total pay roll of £5,800 per 
annum, and 50 temporary employés, at £2,875 per annum, 
making а total of £8,675 а year; including the staff and 
clerical workers, the total is nearly £12,000 a year. Of this 
about £4,263 is charged to revenue, and about £7,740 to 
capital account. The wages of the secretarial section amount 
to about £3,300 per annum. 

The coal supply seems to have become a inonopoly, as for 
many years it has been in the hands of one firm of contrac- 
tors. The price, says Mr. d'Alton, is very high, and he com- 
` ments on the surprising fact that, in spite of widespread 
advertisements in the Press for tenders for a possible 52,000 
tons for 1914-15, only one firm submitted an offer. Efforts 
should have been made to ensure competition in a matter of 
such vital importance. Moreover, the specification did not 
adequately define the class and quality of coal to be supplied, 
and the fuel has shown wide variations in calorific value. 

The undertaking has been burdened with heavy. charges for 
interest and repayment of loans upon an exceptionally large 
capital outlay per kilowatt. Whereas Һе average capital 
charges in the cases of the 14 undertakings previously men- 
tioned are 0.8d. per unit, in Dublin they amount to 1.3d. 

In order to prevent a deficit on the working of the system in 
the current year (1916), Mr. d’Alton says that strenuous efforts 
will be necessary to reduce the costs of production. All the 
generating sets should be put in perfect order before the 
autumn, and an additional turbo-alternator should’ be put on 
order if it were possible. Extension plant will be necessary 
for the winter of 1917, costing probably £50,000, and the next 
generating set should be of greater output than any as vet 
installed. | 

Mr. d'Alton concludes his report with a summarv of the 
conclusions at which he has arrived on the basis of the in- 
vestigations which he has made. 

Asked to comment on Mr. d'Alton's report, Mr. MARK 
RuDDLE, City Electrical Engineer, says that none but those 
responsible for the conduct of the undertaking can realise 
the difficulties which have had to be surmounted in the 
daily working of the plant. He refers to Mr. Kettle the 
parts of the report dealing with the working of the generat- 
ing plant, but claims that the Lancashire boilers are as 
economical as the water-tube types, and states that as the 
Yarrow boiler was specially installed as a stand-by in case 
of emergency, it would have been absurd to use it in the 
regular working of the station. The comparison between 
Dublin and other places is, in his opinion, fallacious owing 
to the differing local conditions; moreover, the units sold for 
power have in six years increased four and a half times, but 
the load factor has only increased from 13.4 to 14.5 per cent., 
and while the power output is 47 per cent. of the total, it 
produces only 22 per cent. of the total income, whereas the 
lighting load, 5 per cent. of the total, produces 78 per cent. 
of the income. He disagrees with Mr. d'Alton's suggestion 
that the units used on the works should be deducted from the 
total units generated before estimating the percentage of 
units lost in transmission, but endorses his statement that 
the city electrical engineer should have full responsibility 
for the selection and control of the staff. He holds that the 
rates of charge for private supply are not excessive, citing a 
report by Mr. Pearce in 1911 in, support, and disputes the 
figures given in the report as expended in wages for distribu- 
tion. Objecting to а more rigid specification for coal as likely 
to inflate prices and limit competition, Mr. Ruddle urges the 
necessity of procuring an underfeed stoker already asked for, 
and approves of the immediate provision оѓ ап additional 
generating set. Finally, he does not agree with the sweeping 
condemnation of the Stewart engines, or the recommenda- 
tion to use the large water-tube boilers for the daily load and 
to hold the remainder in reserve. 

Mr. Н. Махалм, City Accountant, says he fears that the 
conditions of supply in Dublin must be inherently unfavour- 
able to any remarkable development in the load factor, which 
has remained persistently low for many years but concurs 
with Mr. d'Alton's suggestion that potential consumers should 
be canvassed by competent technical assistants. Regarding 
the prices charged, he demurs to their reduction below cost 
in the hope of developing a better class of supply, and points 
to the effects of high prices of coal, &c., upon the costs of 
production; if the savings indicated by Mr. d'Alton mate- 
rialise, a reduction ір price should not anticipate, but follow 
them. He criticises the comparison drawn between Dublin 
and other cities as worthless and misleading in the absence 
of details as to the relatve proportions of the power and 
lighting supplies, but refers to the reluctance of the Elec? 
tricity Department to allow a fair price to the Main Drainage 
Department, whereas a much cheaper rate has recentlv been 
allowed to a Government Department for a much smaller 
supply. He had already (in 1909) drawn attention to the high 
"Ost of coal per unit, and supports Mr. d'Alton's criticism 
of this item. The Board of Trade form provides no space 
for "losses in transmission,” but these can be shown in 


tract amounts to one. 


future. He deprecates the practice of paying the salaries of 
permanent officials engaged on extension works out of loans 
instead of out of revenue, and again recommends that loans 
for meters should be short-term loans in view of the short 
lives of the apparatus. . 

Mr. Е. J. ALLAN, Secretary to the Electricity Supply Com. 
mittee, complains that Mr. d'Alton did not visit his depart. 
ment before preparing his report, and claims that there has 
been no lack of effort on the part of the sales office to spread 
the use of electricity, pointing out that Mr. d'Alton fullv 
acknowledges the rapid development of the load, which dated 
froin the inauguration 'of the Commercial Sales Department 
in 1907. He gives figures illustrating the steady improve- 


. ment in the output for lighting and power respectively, and 


states that the former unbusinesslike methods of dealing with 
the public have been completely removed. The “ bitter 
prejudice which existed for years against the Dublin Cor. 
poration electricity undertaking " has at last been brought 
down to comparatively narrow limits. Complaints are best 


dealt with by an official in constant touch with the Com- 


mittee. There is no dual control, and the departments со- 
operate in a whole-hearted manner; the account clerks and 
ineter readers must work together, and with the canvassers. 
No alterations in prices have been made without careful con- 
sultation with the Committee and Mr. Ruddle, and the rates 
are not excessive for Dublin. The number of power users 
near the lines of mains still unconnected is very small The 
number of meter readers cannot be reduced, and it is difi- 
cult to see where a saving in the cost of the secretarial depart- 
ment can be effected.  . | 

Mr. L. J. Кетті, Deputy City Electrical Engineer, in a 
lengthy report on the points concerning the generating works, 
draws attention to the improvement in coni consumption in 
1906-7, for which he claims the credit as the result of long 
hours of work; he was engaged to effect certain economies, 
and considers that he more than made good his guarantee. 
The 3,000-kw. set could not have been run in 1912-13, as 
suggested, owing to the lack of a steam-pipe connecting the 
old and new stations, there being a coal store between the 
two; there was only one feeder between the new plant and 
the city supply, and the new switchgear had not been in- 
stalled, while the two new Babcock boilers could not be run 
continuously owing to a mistake in design. Even if the plant 
could have been run, the economy suggested by Mr. d'Alton 
would not have been realised, as the set could not have been 
kept fully loaded, and the old plant could not have been 
conipletely shut down. At a load of 500 or 1,000 xw. the old 
engines are more economical than the 3,000-& w. turbine, Mr. 
d'Alton's figures for steam consumption, he says, are wrong, 
and the low load factor is the main cause of the high genera- 
tion costs. Even if up-to-date plant were installed, the costs 
could not be reduced ‘п a dramatic and sweeping manner” 
if the external conditions were not radically improved. If 
an additional 5,000-k w. set and new boilers are installed and 
the 3.000-Kw. sets overhauled, they can shut down the old 
plant and show a considerable reduction in the costs. Con- 
tinuity of supply is more important than a small economy 
with risk of interruption. He was hampered in laving out 
the plant by the limited ideas of the authorities. He defends 
the method of running the boiler plant, and points out that 
Laneashire boilers are unsuitable for getting up steam in 
emergency, Whereas the Yarrow boiler can be put in service 
in one hour. Corliss engines compare very favourably with 
turbines in point of economy and reliability; those they in- 
stalled were not tue best of their kind,- but were good value 
for the money, and had saved the situation mofe than once. 
The Belliss & Morcom engine needs overhauling, and the 


. grease extractor should be removed; the Richardsons-West- 


garth turbine may be reconstructed when more plant is avail- 
able. No great loss has been ineurred through the faulty 
condensers, and the figures Mr. d’Alton gives for increase of 
consumption of steam per inch of vacuum lost relate to tur- 
bines, not to reciprocating engines. The meters are not 
inaccurate, and should have been tested in sifu. With regard 
to the coal supply, he is anxious to increase the competition. 


‘and to install a furnace which will enable a-wider range of 


coal to be employed, but he disagrees with Mr. d'Alton as 
to the qualitv of the coal supplied, and as to the adoption of 
a more rigid specification. | 

In the supplementary report. submitted bv Mr. D'ALTON at 
the request of the Committee, he states that he has no inten- 


- tion of defending in any way the views which he put for- 


ward in the original report, and sees no reason to depart 
fron the conclusions then attained. He is satisfied that the 
administration is capable of improvement. and that economy 


. ја practicable without prejudice to the efficiency of the ser- 


vice. He stands by his comparison between Dublin and 
other places, and is convinced that onlv the lighting most 
important to the consumers has yet been connected, while 
the lighting most important to the undertaking (that of the 
long-hour consumer) has not been encouraged as it should have 
been. He did not make the statement that the wages spent 
on distribution amounted to £12,000 per annum: with the 
exception of what was paid for publie lighting. the charges 


under the head of distribution were not unduly high, but 


there ix no sufficient justification for the large proportion 
charged to capital. He fails to see how a more rigid coal spect- 
fication could produce а more limited competition than аё pre- 
«ent, when the number of competitors for the Dublin con- 
The reduction in coal consumption 


* 


Vol. 7% No. 2,033, NovEMBER 10. 1916.) THE 


ELECTRICAL REVIEW. 


515 


in 1906 and 1907 did Mr. Kettle credit, but emphasised the 
bad engineering of the station as he found it. Mr. d'Alton 
insists that the turbines are greatly superior in economy to 
the old engines, and maintains that ‘‘ the sacrifice of effici- 
ency on the altar of superprecaution is not the highest practice 
of a responsible engineer "; in many municipal stations engi- 
neers have overdone security and sacrificed economy. The 
merits of the turbine cannot be questioned; Corliss engines 
are never installed nowadays, and those in the power-house 
gave endless trouble. The condenser trouble at the Pigeon 
House. if not absolutely novel, is not а common one; Mr. 
Kettle's views on condensers will not find many supporters, 
and Mr. d’Alton states that he was not thinking of turbine 
practice when discussing the vacua on the Corliss engines. 
The Oerlikon turbine was run for 2,300 hours, showing that 
the absence of a steam-pipe and the availability of only one 
feeder were not insuperable obstacles to its employment; he 
is satisfied that the_turbine could have been run on a load of 
1.000 Kw. for а much longer period than Mr. Kettle states, 
and that the question of load factor has no bearing on the 
case. If the Yarrow boiler is used only for peak loads and 
emergencies it may have a long life, but not a useful one. 
He did not advocate the employment of the Lancashire boilers 
for emergency work, and cannot accept the view that this 
type can compete in efficiency with the water-tube type. 
Kettle’s comments on the difficulties put in his way in the 
attempt to improve the boiler-house plant confirm Mr. 
d'Alton's views, and demonstrate the bad conditions under 
which the plant is operated. "The size of coal should be speci- 
fed, and the coal delivered should be tested; various sizes 
of coal from the same seam will not vield the same B.TH.U., 
and 10.500 B.TH.U. is too low for ‘‘ washed single nuts ''; the 
slack should руе that value, and a pure washed ''single ” 
will give 1.000 B.TH.U. more than the slack from its own 
seam. Moreover, the specification does not name any colliery 
or district, and both the heat value and the price vary con- 
siderably with the district of origin. 

Mr. @’Alton describes Mr. Mangan's report as courteous, 
interesting. and helpful, though he cannot agree with all 
that he savs. He is informed on good authority that an active 
forward policy would double the present output in a short 
time, and the gas company has, in fact. adopted such a 
poliey with success. He is well aware of the amount of work 
done bv Mr. Allan and his "live" department, but is none 
the less convinced that such an undertaking must be adminis- 
tered hy an engineer. Ву way of comparison, Mr. d'Alton 
cites the case of Poplar, where the output for 1914-15 was 
shout 30 per cent. greater than that of Dublin. but the expen- 
diture on salaries and commius&ions, under the management 
of an engineer, was 24.159, whilst that of Dublin was £7.862. 
He cannot understand Mr. Allan's reference to the “ bitter 
prejudice ’’ existing against the Dublin electricity under- 
taking. 

The various reports and the Special Committee's recom- 
mendations with regard to the offer to Mr. d’Alton were 
expected to come before the Municipal Council at its meeting 
on Monday last, but were not mentioned, and it is now 
supposed that they will be dealt with at a special meeting. 


WAR ITEMS. 


Exports to China.—The '* London Gazette ”' for Novem- 
her 7th contains further names of persons and bodies to whom 
exports to China and Siam may be consigned. 


Ё P d 
Enemy Businesses in India.—' The ''Board of Trade 
Journal ” for November 2nd contains a list of businesses being 
carried on in India by hostile firms which the Governor- 
General in Council has ordered to be wound up. 


Belgian Power Plant Sent Into Germany.—'' Les Nou- 
velles," the Belgian paper published in Holland, reports that 
the Germans continue to take possession of factories on the 
Meuse. All the machines belonging to one power company 
have been sent to Germany.—Times. 


German Trade Unions.—Since the beginning of the war 
the German trade unions have lost 60 per cent. of their mem- 
bers. In June, 1914, the membership of the unions amounted 
to 2,482,046, but by the end of 1915 this number had dropped 
to 952,563.—Times. 

To be Wound Up.—The following further companies 
have been ordered to be wound up under the Trading with 
the Enemy Amendment Act :— 

Bosch Magneto Co., Ltd., 204, Tottenham Court Road. W., 
manufacturers of magnetos. Controller: A. E. Woodington, 
5, Philpot Lane, London, E.C. 

British Incandescent Mantle Works, Ltd., Ravensbury 
Road, Earlsfield, manufacturers of incandescent gas mantles. 
ee T. Wise, Bassishaw House, Basinghall Street, 


Enemy-owned Electrical Shares.—In the House of Com- 
mons, last week, Mr. George Terrell asked whether the enemy- 
owned shares in the Enfield Electrical Cable Manufacturing 
Co., Ltd., had yet been sold by the Public Trustee, and. if 
so, to whom and for what price. Mr. Pretyman replied that 
the Public Trustee informed him that he was carrying on 


Mr. 


negotiations for the sale of the enemy-owned shares in this 
company, but he had not yet effected a sale. 


Government Order Regarding Motor Construction Work. 


-—The Minister of Munitions announces that as from Nov- 


ember lóth, he prohibits until further notice any person, 
firm, or company engaged in the manufacture or repair of 
any vehicle designed for mechanical transport or traction, 
or any part of such vehicle, from carrying out in any factory, 
workshop or other premises, without a permit issued under 
the authority of the Admiralty, the Army Council, or the 


. Minister of Munitions, any work consisting in the manufac- 


ture, -assernbling, or erection of any new or unused motor 
internal-combustion engine, designed or adapted for mechani- 
cal traction, or of any new or unused motor cycle, motor 
chassis, motor wagon, or of any tractor or other motor 
vehicles of any kind propelled by mechanical means, subject, 
however, to the exception of work required to complete con- 
tracts placed by the Admiralty, the War Office, the Minister 
of Munitions, or an Allied Governinent, on or before the date 
of this order. | 

The Manufacture of Copper Wire and Cables.—The 
Minister of Munitions announces that, іп exercise of- the 
powers conferred upon him by the Defence of the Realm 
(Consolidation) Act, 1914, the Defence of the Realm (Amend- 
ment) No. 2 Act, 1915, the Defence of the Realm (Consolida- 
tion) Regulations, 1914, and all other powers thereunto, en- 
abling him, he hereby prohibits as from the date of this 
Order, the manufacture of any copper wire or any cable con- 
taining copper, except for the purposes of any of the follow- 
ing contracts or orders for the time being in existence, 
namely :— 

1. A contract or order to which there shall have been allo- 
cated by the Priority Branch of the Ministry of Munitions a 
reference number and priority ‘classification within Classes 
“А” or“ B?” of circular L. 38 as to control of output issued 
by the Minister of Munitions on March 31st, 1916, or: 

2. А contract or order with and bearing the reference 
number and identification letters of anv of the following 
departments, namely: The Admiralty, the War Office, the 
Ministry of Munitions, and the Post Office. 


Messrs. Dick, Kerr Purchase A.E.G. British Interests. 
—We reproduce the following from the Times. We comment 
upon the matter in our Jeaderette pages :— | . 

“We learn that the business of the A.E.G. Electric Co., 
one of the three subsidiaries in this country of the Allgemeine 
Ele ktricitiits Gesellschaft, of Berlin, has just been sold by 
the controller appointed by the Board of Trade to Dick, Kerr 
and Co., Ltd., whose electrical works are at Preston. 

“ The A.E.G. Electric Co. was the most important of the 
three subsidiaries, and had offices and depóts in London, New- 
castle, Cardiff, and Birmingham. It had undertaken large 
contracts for leading colliery and shipbuilding companies, and 
one of the reasons advanced for the continuance of its opera- 
tions after the outbreak of war is understood to have been 
the importance of the work it had undertaken for firms en- 
gaged on British Government contracts. The contracts varied 
in value from £1,000 to about £40,000, and the liquid assets 


. held in this country amounted to well over £100,000. It is 


understood that as these assets are now transferred to the 
Public Trustee, practically all that was saleable, apart from 
stock, was the goodwill, and that as the company's profits 
have naturally fallen off during the war, the price paid was 
not large. Before the war the company employed an army 
of German mechanics, and the whole of the capital was held 
bv the parent company in Berlin. During the war the Ger- 
Ñan staff is stated to have been replaced by a British staff, ` 
and the latter is now taken over by Dick, Kerr & Co., together 
with a number of uncompleted contracts. The Controller. 
Mr. Maurice Jenks, of 6, Old Jewry, E.C., was appointed by 
the Board of Trade on July 7th last, and now, having effected 
the transfer of the German business in its entirety to a 
British firm, he ceases his connection with the company, 
except, it is understood. for the collection of certain debts. 

“The controller for the Electrical Co., Ltd., one of the two 
other subsidiaries in this country of the German concern. 
was appointed by the Board of Trade on March 9th: an order 
was issued at the end of July for sales to cease; and on Octo- 
ber 17th the residue of the stock was disposed of by Messrs. 
Wheatley Kirk. Price & Co. Its head office was in the 
Charing Cross Road. e 

“The third subsidiary is the A.E.G. Electric Co. of South 
Africa. Its business here is stated to have been confined to 
arranging contracts for electrical apparatus with the South 
African mines. The controller was appointed on July 7th, 
and the intention is to close down the business in this country 
very shortly. The stock in South Africa is being dealt with 
by the Union Government under recent legislation." 

The Electrical Co., Ltd., the A.E.G. Electrical Co. of South 
Africa, and the A.E.G. Electric Co.. Ltd.—Notices appear in 
the London Gazette for November 7th to the effect that these 
businesses having now been sold and disposed of, or the com- 
panies having ceased to carry on business in the United 
Kingdom: creditors who have not vet sent particulars of 
their claims. &c., to the controller, Mr. Maurice Jenks, 6, 
Old Jewry, London, E.C., must do so by November 30th. In 
each case a paragraph is added to the notice intimating that 
all persons having in their possession avy property or effects 
belonging to the companies must deliver same to the con- 
troller forthwith, and all debts due must also be paid to him. 


516 


THE ELECTRICAL REVIEW. (vo. 7». 


Хо, 2,033, NOVEMBER 10, 1916. 


Tramway Service or the Factory ?—Before the Hudders- 
field Munitions Tribunal, last week, Henry Oldham. a local 
tram conductor, claimed that the Corporation were unreason- 
ably withholding his leaving certificate. He had taken on 
the conducting work temporarily, having been а finisher’s 
cutter at a local factory. which he had had to leave owing to 
shortage of work last November. He had since been twice 
asked Бу the. firm to go back, and about a month ago he gave 
the Corporation a fortnight’s notice and went back to the 
factory. He had only been there a short time when, owing 
to correspondence between the factory-owners and the tram- 
wavs manager, he could not be kept by the firm. He held 
that he would be doing work of greater national value by 
going back to his old job, as conductor’s work could be done 
by women. Mr. Proctor (Deputy Town Clerk) said the man 
could not he spared. The denartment had 82 male and 64 
female conductors, but 18 of the men were to be taken into 
the Army in a few davs, and the male conductors also formed 
the reserve from which to draw drivers. Mr. Wilkinson 
(tramwavs manager) snid he had had onlv one nnplication 
from a woman-as conductor within the past month, and it 
was now impossible to get women. When the 18 male con- 
ductors went to the Army the tramwav service would have 
to be reduced. Mr. Proctor said a decision by the Tribunal 
was important, as several other men similarly placed desired 
to leave the tramways department. The Chairman said the 
question was whether it would be in the national interest 
that the man should work in the factory or remain in the 
public service. The Tribunal must refuse the application. 


Exemption Apnlications.—At Woking Tribunal, the 
Woking Electric Sunplv Co. asked for leave to avpeal for 
J. S. Fowler (23), single, an electric wireman. The Clerk 
said the application was out of date, and the "Tribunal re- 
fused to hear .the application. Mr. E. G. Nicholson, the 
secretary of the comnany, gave notice of appeal. 

At the Yarmouth Tribunal. an ironmonger and electrician 
appealed for his only electrician (36), without whom. he said 
he could not carry on his business. JTe was the only man of 
military age in his emplov in this denartment, five having 
gone. Conditional exemption was continued. 

At Dover, on November Ist. the Town Coune 1l applied for 
the retention of the driver of an electric seavenging vehicle 
(32). A month only was granted. 

Fleven motormen and one inspector were appealed for at 
Brighton hv the Corporation. Mr. Marsh, in renlv to a 
amnestion. said that women could be emvloved as drivers on 
the Tewis Road route. but not on the hilly ronte. Now only 
63 men were emploved. and if 19 went it would be 9 serions 
matter. Sir John Blaker, the Military Representative. said 
it was a bad example to see such a large number of eligible 
men emnloved on a Cornoration undertaking. All the men 
appealed for were under 33, and two of them were unmarried, 
Tt might mean a less frequent tram service. bnt this the 
inhabitants would he auite willing to put up with. Twenty 
vearg& ago they did without trams, and now. in this crisis. he 
thought that all the men shonld go. Mr. Marsh renlied that 
214 men had enlisted from the depdt. a nercentage of 72 of 
the whole staff. and no tramwav service in the conntry had 
a better record ; Torquay coming second. Two single motor- 
men and the inspector. also single, were each given а final 
two months. and the others three months cach. 

An electrician at Lindfield was appealed for by the Crawlev 
Flectrie Light Co. at a sitting of the East Sussex Tribunal. 
exemption having heen refused locally. The man. it was 
stated. was responsible for overhead cables. and was neces- 
„сагу for the publie safety. Although deaf. and having ; 
deformed chest. he was passed for general service. Exemp- 
tion was not allowed. 

Before the Surrey Appeal Court, on October 28th, the Mili- 
tary Representative appealed acainst exemntion суеп to Mr. 
Morgan, of the «Reate municipal electric licht stef whoa 
had been given until January Ist bv the Reigate Tribunal. 
The Court made the exemption allowed final. 

At Worthing. an electrical engineer, who was fer ^ time 
a voluntary munition worker. appealed, and stated that he 
was released from the work becanse he was liable for milt- 
tarv service. His appeal for exemption was rejected. 

A Hove electrical engineer, left with only one man, and 
who said that the husiness could not continue 1f. he had to 
serve, has heen given two months! exemption. 

At Avlesbury, a firm of electrical engineers with premises 
пі Kingsbury. applied for the retention ef their electrician 
and confidential clerk. The former. passed in Class C 1, was 
fiven six months and the latter. At far general service, was 
directed to be railed un on December Tst. 

At Kidderminster, the Tramwav Co. appealed for two 
motormen and a car-shed foreman, and five months were 
allawed to each. 

Warwickshire Апей: Court has given exemption nntil a 
«nbstitnte is found hv the military ta Mr. A. L. Smith (97), 
spe d appealed for by the Stratford-on- Avon Electricity 
Co. Jit 

At Fast Ham. the Broadwse Cinema Co.. T.td.. annealed 
far their electrical engineer S. C. Potter (96). who works 
the cenerating plant..but, the appeal was dismissed, and a 
month's delav granted. | 

At е Мг. T. T “Brown (95), anpoalcd as the onlv 
qualified. electrician left in the to: wn, and he was exempted 
until January let. .. P 


Cleobury Mortimer Tribunal has refused exemption to A. 
Е. Lightfoot, electrician at Highley Picture Theatre, and 
notice of appeal was given on the ground that appellant 18 
unfit for foreign service. 

At Chester-le-Street, on October 30th, the County of Durham 
Electric Power Distribution Co. appealed for a meter fixer 
und tester and account collector (37°. He was put back until 
called up, with the right of appealing again. 

Before the Holland (Lincs.) Appeal Court, on October 27th. 
Mr. R. W. Sanders, of Boston, appealed for the retention 
of C. E. Clare (30), electrical case maker, but the appeal was 
rejected. 

Castleford Tribunal has refused exemption to F. P. Smith 
(18), electrician to the’ Victoria Picture Co., the only man 
wa to attend to the electrical apparatus at three picture 
MIS, 

The East Went Appeal Court, on October 30th, granted six 
months’ ex ои to Mr. Colin Campbell (40), managing 
director and secretary of the Whitstable Electric Light Co. 
Mr. Campbell had previously been given until January 15th, 
and against this the Military Representative unsuccessfully 
appealed. It was stated that Mr. Campbell had been trying 
to get capital for debentures to prevent the winding up of 
the company, and that in ten months he had been successfu! 
in raising and getting promises ог about £4,500 for this 
purpose. 

At Folkestone, on October 91st. Mr. A. R. P. Thorn (23), 
electrician, was granted one month's exemption. 

At Bexhill-on-Sea, Messrs. Bruce & Co., electrical engi- 
neers, appealed for W. R. Chapman (29), but the Military 
opposed, on the ground that a discharged man from the Royal 
Engineers should be emploved. Mr. Bruce stated that he 
had tried without success to replace Chapman, who had 
been with them for 15 years. He added that he could do 
with six electricians. Three months were allowed. 

Rattle Rural Tribunal have granted conditional exemption 
to Mr. C. D. Geer (31), electrical engineer. 

Shoreham (Sussex) Tribunal, on Monday, granted two 
months’ exemption to an electrical engineer, aged 40, passed 
in Class B1, and who has four brothers serving. 

A Brighton firm of clectricians appealed, оп Monday, for 
an electrician (26) and a wireman (33), and stated that they 
had lost 63 men. The electrician was allowed a final 14 days, 
cnd the wireman two months. 

At Douglas (Isle of Man), on October 31st, Mr. Edmond- 
son, of the Manx Electric Railway Co., appealed for B. A. 
Robinson (18) and W. A. Cowan (18), electrical engineering 
pupils, both of whom are in the third vear of their training. 
Each was exempted until they attain the age of 19. 

At Douglas (Isle of Man), on October 3lst. Mr. W. J. 
l'archer appealed for the retention of W. S. White (35), elec- 
trician, the only man left to do the electrical repairs, and 
who was essential to the business. Conditional exemption 
was granted. ! 


BUSINESS NOTES. 


Catalogues and Lists.—STONEBRIDGE BLECTRICAL CO., 
LTb., Windmill Road. Hampton Hill. Middlesex.—16-page price list 
of drawn-wire metal filament lamps. 

SPRAY ENGINEERING Co., Boston. U.S.A.—Bulletin describing 
their “Npraco” paint gun. 


The Foreign Trade Representative—In the articles 
which we have published from time to time by expert observers in 
different markets abroad regarding the spirit and measures that wil! 
be most. likely to operate in favour of British trade, the writers 
have attached preat importance to the social standing, habits and 
presence of the representatives who are sent out by our manu- 
facturers. Our contributors in Egypt, India and China in par- 
ticular have laid emphasis upon the matter. An American Consul 
has just put such points very plainly before U.S. traders in con- 
nection with efforts in the West Indies. He says that it will 
depend largely upon the representatives they send to win this 
market how far American firms are successful there. In the past 
poor impressions sometimes made by salesmen have been unsatis- 
factory and anything but factors in the promotion of trade. In 
more than one case prejudice has remained for a long time. and it 
has been hard work to remove it and restore confidence. “The 
day of the noisy. self-advertising commercial traveller has long 
gone Бу. at least in these countries, and the cultured, courteous 
representative is the type wanted. The merchants of these Colonics 
are men who have built up their firms throngh years of thrift and 
close attention to business, and who hold the respect of the com- 
munities in which they live. As in most tropical countries, their 
people have a leisurely way of doing business. They like to take 
it easy. totalk things over. Often the ability to add ‘social courtesy 
to business efficiency is the surest method of getting business, and 
the commercial traveller who may be introduced to their social 
clubs or to their homes is not unusually the man who will book 
the most orders. A representative of one large American house 
closed in а half hour. ‘over the teacups,’ a contract on which he 
had been working unsuccessfully for days at the business office. 
Many an order obtained on the cool veranda of a tropical club- 
house after lunoh would not have been given elsewhere. | 
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Private Arrangement. — THe TYLER APPARATUS CO., 
Lrp.. Bannister Road, Kilburn Lane. N.W.. electrical engineers. 
kc.—À conference of creditors was held last Friday. at the Institute 
of Chartered Accountants, Moorgate Street, E.C.. for the purpose 
of considering a proposal by the company for the ultimate pay- 
ment in full of the unsecured creditors. The chair was occupied 


by Mr. P. Houstoun, of Messrs. Corfield and Cripwell. accountants : 


and auditors, who said that the conference was the outcome of 
negotiations which had taken place. The company was formed in 
1912, with a nominal capital of + 10.000, and received £3,500 for 
shares, which were subscribed for in cash. Shares of the face 
value of £5,000 had been allotted to the vendors. An approxi- 
mate balance sheet had been prepared as at October 13th last, the 
date when a receiver was appointed. That showed that the total 
liabilities of the company were £22.814. made up as follows :-- 
Issued capital, £8,505; debentures. £2.950, cash and trade 
creditors and bills payable, £9.488:; and further cash claims. 
£1,871. On the other side of the balance sheet it appeared that 
up to January Ist of the present year there was a loss on the 
trading of £5,865, while since that date there had been a loss of 
£386. The assets were as follows :— Cash, £34: furniture, £200; 
premises account, £400; constructional works, £169; pattern 
account, £122 ; tool account, £532 ; plant and machinery, £2,656 ; 
goodwill, £5,000; stock, £1,553; апа sundry debtors апа bills 
receivable, £5,571. Some time ago. a creditor in the North of 
England levied execution, and in order to protect the assets, a 
receiver was appointed. The execution creditor had since filed a 
petition for the compulsory winding-up of the company. In 
September, 1913, a debenture for £6,000 was issued to the parent 
company to secure a cash advance. There were five other affiliated 
companies who had money advanced to them by the parent com- 
pany. At the same time, the parent company issued a debenture 
for £25,000 to the bank, and al! the subsidiary companies executed 
a declaration and admission of trust in favour of the bank. They 
also gave an undertaking to the effect that they would not, without 
the permission of the bank, pay off any of the debentures which 
had been issned in favour of the parent company. The manager 
of the present company knew nothing about that declaration. and 
it appeared that over £4,000 of the original debenture had been 
paid to the parent company. A receiver had been appointed in 
connection with the parent company, and that gentleman had a 
claim against the present company, not for the balance of the 
debenture of £1,400, but for the original amount of £6,000. Of 
course, the present company had a claim against the parent com- 
pany for the £4,000 odd which had been paid off the debenture, 
but that might be a bad debt. Second debentures in the company 
were held by a Mr. Powell, who only advanced his money during 
the present year. The manager of the company (Mr, Pearson) bad 
also advanced considerable sums, and guaranteed the accounts of 
some of the creditors. When the bank advanced money to the 
parent company, the amount was guaranteed. The guarantors 
proposed to settle with the bank. and to transfer the balance of 
the first debenture of £1.400 to the second debenture-holder. The 
latter would then advance the company a further sum of £1,000 to 
provide it with the necessary working capital. The amount which 
the company had repaid off the debentures would be wiped out. 
Certain of the book debts were charged. but the debenture-holder 
wasagreeable tothe remaining book debts being released and collected 
for the benefit of the unsecured creditors. From the book debts 
it should be possible to collect sufficient to pay the creditors at 
least 2s. or Зв. in the € on the amount of their claims. After the 
book debts had been collected, the company would pay over £50 
weekly for the liquidation of the creditors’ claims. The smaller 
creditors would be paid in full within a reasonable time It had 
to be remembered that unless some scheme was adopted. the 
unsecured creditors would get nothing. Under the present scheme 
the creditors would certainly receive 2s. or 3s. in the £, and they 
stood a sporting chance of receiving a good deal more. 

In answer to questions, Mr. Houstoun stated that the company 
had always been. hampered for want of capital. In 12 months & 
considerable sum was paid for accommodation. If the company 
was wound up, the creditors would not get anything. There was a 
considerable number of suing creditors. 

Several creditors expressed the opinion that there was a good 
future before the company, and that every effort should be made to 
continue it. The matter was discussed at some length, and 
eventually resolutions were passed in favour of the acceptance of 
the scheme, and it was decided that the petition for the winding-up 
of the company should be opposed. Mr. G. E. Corfield was 

appointed to act as trustee for the creditors in the matter. and it 
was stated that the Court would be asked to approve of the scheme, 
and a further meeting of the creditors would then be called. 


Car-lighting Devices in Australia.— Although several 
tenders were sent in in response to the Melbourne Tramways 
Board's invitation for devices for car illumination. none proved 
entirely satisfactory, the fault in most cases being the expense of 
Working. but in some the delay eptailed in procuring the plant. 
Fresh tenders are, therefore. being invited, and it is stipulated that 
м who cannot supply plant must state the cost of the plant 
that will be required. The Board now has 1,014 cars, but the plarit 
Аи capable of meeting the requirements of 1.250 cars with 
du : of approximately 100 С.Р. to each car. Tenderers must 
E state the cost of maintenance, and whether they are prepared 
аган the plant and give а fortnight’s trial of their system оп 
teni ` bs cars, The Board offers in various ways to assist 
мен in the experimental stage of their work, апа will also 
~“ A Premium of £100 for the most suitable design. with 


“Povifications, whether it is adopted or not.—dAustralian Wining 
tandard, 


Book Notices.—'" Walford's Tea, Coffee and Rubber 
Guide." London: Martin Walford & Co. ls. 6d. net. This 
pamphlet gives a list of about 300 dividend-paying rubber shares 
and their yields. 

"Journal of the Röntgen Society." No. 49. Vol. XII. October, 
1916. London: Percy Lund. Humphries & Co. Price 4s. net. 

“Science Abstracts." А and B, Vol. ХІХ, Part 10. October 25th, 
1916. London: E. & Е. N. Spon, Ltd. Price 1s. 6d. each. 

“Elenco dei Fabbricanti in Italia di Materiale е Macchinario 
Elettrico. Milano: Stabilimento Grafico Stucchi. Ceretti e C. 

" Scientific Papers of the Bureau of Standards.” No. 289. " The 
Damping of Waves and Other Disturbances in Mercury." No. 291. 
“А System of Control for an Electric Testing Laboratory. Wash- 
ington : Department of Commerce. 

" Proceedings of the American Institute of Electrical Engineers.” 
Vol. XXXV, No. 10. October, 1916. New York : The Institute. 

" Engineering Industry in War and Peace.” The B.E. A. M.A. has 
published a pamphlet containing verbatim reports of the speeches 
delivered at the Mansion House meeting in September. together 
with photographs of the speakers. 

" Business—and Bribery after the War." By К. M. Leonard. 
T welve-page pamphlet issued by the Bribery and Secret Commissions 
Prevention League Inc., 9, Queen Street Place. E.C. 


British Travelling Exhibitions. —Replying to а Parha- 
mentary question, the other day. Mr. Runciman said that he was 
considering the possibility of arranging for an exhibition of British 
manufactures which would visit the principal commercial centres 
in the Dominions. He was in communication with the Secretary 
for the Colonies on the subject. Extensive preparations would 
have to be made should an exhibition of the kind prove practicable. 
He did not contemplate attempting to include in the present scheme 
exhibitions in neutral countries. 


Liquidation. — GENERAL ACCESSORIES Со, LTD. — A 
meeting of creditors is called for November 7th, at 120, Black- 
friars Road. S.E. 


Bankruptcy Proceedings.—R. E. CoNNOLD, electrician? 
Canterbury.—November 17th is the last day for the receipt of 
proofs for dividend. Mr. G. E. Corfield, trustee, Balfour 
House. В.С. - : 


LIGHTING AND POWER NOTES. 


Aberdeen.—The Electricity Committee is supporting the 
recommendation of the electrical engineer that tenders be obtained 
for the erection of a sub-station at the east end of York Place, at a 
cost of £2.800; the continued additions of load in this area, 
together with a recent application of a further 700 H.P. for a 
shipbuilding yard, make it imperative to proceed with the work at 
once. А 


Accrington.—LixKING-Up.—At a recent T.C. meeting, 
Alderman Higham favoured the proposed interconnection of tho 
Lancashire electricity supply systems. The interlinking of 
Accrington with Rawtenstall. and probably Blackburn, would be 
beneficial, especially during temporary breakdowns. 


Aldershot.—PRicE Reviston.—The D.C. has decided 
to increase the charges for electricity as follows :—A flat rate of 
6d. per unit, in lieu of 43d. per unit. plus 10 per cent.; power and 
heating. 3d. to 23d. instead of 2d. to 134. plus 20 per cent.; 
Messrs. Gale and Polden to be charged for power consumption 
lid. per unit, in lieu of Id. per unit, plus 20 per cent. ; and a 
rental to be made for consumers’ meters of 18. 6d. to 2s. 6d. per 
quarter, according to size. 


Ardsley,—*SEWwAGE WORKS ScvPPLY.—The Electrical 
Distribution of Yorkshire. Ltd.. has been asked to guarantee a 
supply of electrical energy at Brodilley Sewage Works for a period 
of five years, with the option of a further five yeara' extension. 


Australia.—The Huntley Shire Council (Victoria) hus 
been requested by the ratepayers to consider the erection of a 
municipal plant to supply Elmore with electric light and power. or 
alternately. that the Council should forego ita right in favour of a 
company. À report on the project has been prepared and forwarded 
to the Council for its information. 

The Renmark (South Australia) electric lighting plant has been 
taken over by the Council. The consulting engineer. Mr. F. Coote, 
has recommended an increase in the power plant by 100 H.P. 

In connection with the Inkerman (Queensland) irrigation 
scheme. Messrs. J. Hargreaves (hydraulic engineer) and H. Eklund 
(assistant engineer) Queensland water supply department. have 
recently returned from a visit to the Lower Burdekin district. The 
scheme embraces an area of 25.000 acres. It is estimated that 
6.000 acres would be ready for planting cane when the scheme i8 
available to supply water. and with the system of rotation 2.000 
acres will be dealt with at a time. Distribution will be controlled 
by electricity. Though pumping is the most important feature, it 
is expected that before long the pumping demand will be secondary 
to that for general use. A steam generating set ів proposed for 


the work, with a distribution at 6,600 volta to the pumps.—- 


Zendere. 
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Bacup.— Bunk Surpty.—The T.C. has intimated to the 
Rawtenstall Corporation its inahility to agree to terms for supply. 
unless informed of the terms granted by Rawtenstall in the case of 
the Haslingden supply. Ё 

Baildon.—E.L. ProrosaL.—With regard to the question 
of electricity supply, the Council has informed the Shipley D.C. 
that it does not at present favour the suggestion of granting 
general powers to distribute electricity in the Baildon area. and 
that the matter may be considered in abeyance until the conclusion 
of the war. 


Barnsley.— YEAR'S WonkiNG.— There was a deficit: of 
£363 on the working of the Corporation electricity undertaking 
during the past year. 


Belfast.—A deputation representing the electrical trades 
of the city recently waited on the City Council to urge the necessity 
of proceeding with the erection of the new electricity station at 
the Musgrave Channel, and installing the first set of not less than 
5.000 Kw. as quickly as possible. It was urged that the present 
station had now reached its maximum output, and that the 
members of the electrical trades felt that their business was likely 
to suffer unless suitable provision for electric supply was made. 
The Lord Mayor assured the deputation that the subject would be 
taken up afresh and discussed seriously, but he could inot promise 
anything more than that. 

At a recent meeting of the Council, Mr. Caughey pointed out 
that the city electrical engineer reported that he estimated the 
demands upon the station would leave a margin of about 11 per 
cent. on the plant, based upon the assumption that the whole of 
the plant was simultaneously available at its full normal rating. 


Birmingham.— Several times during the last week the 
, Corporation tramway service was suspended owing to shortage in 
power supply. The Electricity Committee, at a meeting on Friday 
last, specially considered the matter ; the question was whether it 
was wise to notify the public that between certain hours the cars 
would be definitely stopped, pending the repair and extension of 
the plant at the Nechells power station, or whether it would be 
better and more advantageous that efforts should be made to run 
the cars as often as possible. Mr. Chattock, the chief electrical 
engineer, and Mr. Baker, the tramways manager, had discussed the 
matter, and the conclusion arrived at was that it would be better 
not to issue any definite notice as suggested. 


Another matter which occupied the attention of the Committee 
was the general question of the supply of current throughout the 
city. The output of the department has increased from 80 million 
units to 150 millions during the last two years, and efforts have 
been made to increase the engine power in a corresponding degree. 


Deliveries of plant. however. have been frequently delayed, and - 


this, with a depleted staff, is largely the cause of the inability of 
the department to cope with the demands made upon it. Steps 
are being taken to secure the installation of plant, which should 
have been in working -order by the end of September, before the 
middle of December, and when that has been accomplished it, is 
hoped the output will be materially increased and that the diffi- 
culties of the Committee will come to an end. 


Canadian Water Power.—The High Commissioner for 
Canada has received the following information by cable from the 
Hon. W. J. Roche, M.P., Minister of the Interior at Ottawa :. - 
Apart altogether from the Northern Territories, practically all the 
Yukon Territory and the northern and eastern portions of Quebec, 
where the resources are not yet exploited, some 17,746,193 н.р. are 
available in water powers in the Dominion of Canada. Developed 
water powers aggregate 1,712,193 H.P., of which Nova Scotia has 
21,412 H.P. ; New. Brunswick, 13,390 H.P.: Prince Edward Island, 
500 H.P.; Quebec, 520.000 H.P. ; Ontario. 789,466 н.р. : Manitoba, 
56.730 Н.Р. ; Saskatchewan, 45 Н.Р. ; Alberta. 33,305 H.P.: British 
Columbia. 265,345 H.P.: and the Yukon Territory. 12,000 H.P. 
Eight million H.P. are available within range of the present 
markets, and within 15 years will be in use. 


Clyde Valley—NrEW Power SrATION.—On November 
Ist the new Cambuslang power station of the Clyde Valley Elec- 
trical Power Co. was formally opened. The plant is situated at 
Clyde Mill, the river water being available for condensing purposes. 
The first generating set installed is a Westinghouse 5,000-KW., 
-25-cycle, three-phase turbo-alternator, supplied with steam from 
Babcock & Wilcox boilers, each evaporating 34.000 lb. of water per 
hour at 200 lb. per sq. in. For coal supply the wagons are tipped 
hydraulically into a hopper, which supplies the conveyors passing 
over the bunkers ; the ash and soot are removed by a suction plant. 
The buildings are steel framed with brick filling, and a portion of 
the old mill dam has been rebuilt in concrete. It is interesting to 
note that woman labour has been employed with success on the 
works. 


Continental.—GERMANY.—According to the “ Muenchner 
Neweste Nachrichten," the electricity supply works on the Isar 
have been enlarged in order to supply the new Krupp works with 
electric light and power. In consequence of the impossibility of 
providing the required hydraulic machinery, recourse has been had 
to steam power, and a steam turbine of between 5,000 and 6,000 H.P. 
has been installed. | 

NoRWAY.—The Hitterdal Divisional Council has decided to 
fequire the Omres waterfall in Sauland, with a view to the erec- 
tion of a hydro-electric station at a cost of either 455.000 kroner or 
590,000 Kroner, according as it is decided to develop 1,400 Н.Р. or 
2.500 H.P. 


The Stadsraad on October 14th approved of a resolution of the 
authorities of Rygge to raise a loan of 100,000 -kroner for ех. 
tensions of the Communal electric station. · 

With & view to power production, the Trondhjem Municipality 
has decided to build a dam across an inlet of the sea opposite 
Neadal, enclosing an area of 20 kilometres, and Creating a 


'15-ft. fall. 


Darlington.—The report of the electricity department 
shows an increase of 22 per cent. in the number of units generated 
for lighting and power purposes since April last. The accounts to 
the end of March last showed a net profit of £2,918, and the Com- 
mittee recommends that this be placed to the reserve account. 


Folkestone,—PRicE INCREASE.— The Electricity Supply 
Co., Ltd., has notified the T.C. that from the meter readings at the 
beginning of the December quarter, the charge for current will be 
increased by a further 5 per cent., in addition to the 10 per cent. 
already enforced. 


Harrogate,.—YkEAR's WonkriNG.— The annual accounts 
for 1915-16 show a total revenue of £20,202.: working expenditure 
amounted to £9,437, and the gross prefit to £10,765. From the 
latter, after meeting interest and sinking fund charges, £1,784 was 
placed to reserve and £1,000 to relief of rates; the balance, 
together with £289 from reserve, making £819. was expended on 
works of a capital nature. The reserve balance amounts to £ 4.029. 
During the year 1,474,234 units were sold, the maximum load 
amounting to 800 Kw. 

London.— H AcKkx Ev.— The Electricity Committee recom- 
mends the extension of the distributing main in High Street, 
Kingsland, in order to supply electricity to a factory. the firm 
guaranteeing a minimum of £100 per annum for five years. The 
Committee also recommends that application be made to join the 
I.M.E.A. 

WOoOLWICH.—Àt the meeting of the B.C. the Electricity Com- 
mittee reported having completed negotiations for supply with one 
large company. Negotiations are proceeding with an important 
authority whose representatives had applied for terms for a 
stand-by supply. The terms accepted in the one case, and the 
terms offered in the other, are such as will safeguard the Council 
against any large capital expenditure or loss on revenue account. 
The Works Committee reported having entered into an arrange- 
ment in regard to the lighting of certain roads 

Isi. iNGTON.—ExTRA WAGES.— The B.C. has granted an addition 
of 14. an hour to the wages of the employés of the electricity 
department. | 


Lowestoft.— [ast week Mr. К. C. Maxwell, inspector of 
the L.G.B., held an inquiry into the application of the T.C. for 
sanction to various overdrafts, including £4,000 on the tramways 
account and £6.000 on the electric lighting account. 


Newport (Mon.).— The Electricity Committee has con- 
sidered the memorandum circulated by the Joint Committee in 
connection with National Electricity Supply, and has passed a 
resolution authorising the borough electrical engineer, Mr. A. 
Nichols Moore, to take part in the proposed Committee for that 
area of supply, and to report as to progress made with the scheme. 
without. however. pledging the Committee to any course of action 
until it has had full opportunity of considering it. 


New Zealand.—According to the New Zealand Gazette, 
as a result of a poll of the ratepayers of the Borough of Stratford 
(North Island), it has been decided to borrow the sum of £16,000 
for street lighting. electric power supply, &c., purposes. 


Oulton Broad.—STREET LicuTIiNG.— The local electric 
lighting company has informed the U.D.C. that it does not see 
its way to make any further reduction in the contract prices for 
street lighting. The matter has been referred to the General 
Purposes Committee. , 


Reigate.—At the meeting of the T.C. it was stated that, 
for the half-year ending September 30th, which included the five 
months covered by the Daylight Saving Act, the undertaking had 
lost in revenue from lighting £594. The reduced demand had 
enabled the staff, for the first time in the history of the under- 
taking, to shut down the whole of their steam plant. and run 
entirely on oil. thus saving 93 tons of coal. If they could con- 
tinue to run through the winter without the aid of steam. as 
there was reason to hope they might, the loss of revenue would. in 
a measure, be compensated for by the saving in consumption of 
coal. 


Ripon.— E.L. ScuEwE.— The T.C. has decided to apply 
for a provisional order for electric supply: the approximate cost 
of the scheme ie £20.000. The site selected by a Committee for 
the generating station did not meet with the approval of the 
Council, and in order to give the Committee the opportunity to 
select another site the matter was adjourned. 


Rotherham.— Plans have been passed for the Rotherham 
Forge and Rolling Mills Co., Ltd., for an electrical sub-station ; 
the Corporation electricity department is to carry an overhead 
electric cable across the River Don to these works. New electrical 
air compressors are to be put in at the sewerage works, and tuwards 
the cost the Electric Light Committee will contribute £500. 
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Sheffield.— РкороҳЕр New Power Sration.—The 
Electricity Committee reports that the generating station at 
Neepsend is unequal to supplying all the power required by con- 
sumers, and recommends that a new generating station be provided. 
The Committee recommends that Sir Alex. Kennedy. be asked to 
advise on the matter, and that steps be taken for obtaining the 
necessary powers, either by the promotion of a Bill in Parliament 
or otherwise, to carry out any scheme that may be decided on. 

The Finance Committee approves of the recommendation of the 
Electricity Committee to acquire land and erect a sub-station at 
a cost of €8,000 exclusive of the cost. of the land, subject to 
Government approval. 


Swinton (Yorkshire)—Streer LiGHrTING.—À question 
has arisen between the Swinton U.D.C. and the Mexborough and 
Swinton Tramway Co. in regard to the matter of payment by the 
Council to the company for current for public lighting, which, 
under the restrictions of the present time, has been discontinued. 
The company has insisted upon full payment of the rate per lamp 
which it is entitled to under its Act. and has‘held up the pay- 
ment of rent to the Council as security for settlement of the 
lighting account. — FM 


Wolverhampton.—PnicE INcREAsE.— The charges for 
electricity are to be increased temporarily by 10 per cent.. in order 
to put the electrical undertaking on a sound financial basis. 

The Electricity Committee, in its annual report. states that. 
notwithstanding the increased prices of material and labour. the 
costs of production per unit sold show a decrease, compared with 
the year previously, under every heading excepting that of coal. 
During the year it was found necessary to make preparations for 
additions to the generating plant. and the L.G.B. sanctioned loans 
amounting to £51,416 for this purpose. These extensions cover the 
addition of two boilers with all auxiliaries, one 5,000-KW. turbo- 
alternator set with the necessary switchgear, &c., alterations to the 
buildings of the boiler and engine houses, new converter plant, and 
sub-stations in the town, together with E.H.T. mains. The steady 
increase of output from the works has been maintained, as will be seen 
from the fact that for the year under review the increase in units 
sold was 2,154.426. Negotiations have taken place with several 
important outside industrial undertakings who have under con- 
sideration the question of building new works, with a view totheir 
taking electricity supply in Wolverhampton, and it is hoped good 
results will follow. 


TRAMWAY and RAILWAY NOTES. 


Bacup.—A&nrTRATION.— Mr. McElroy has appointed 
November 20th for the arbitration between the Bacup and Rawten- 
stall Councils on the question of alteration of the tramway fares 
between the two towns, if necessary ; the arbitration will be 
continued on November 22nd. | 

Blackpool.— Year’s WorkinG.—In his annual report, 
Mr. Chas. Furness states that the total income of the Corporation 
tramways was £80,066 and the working expenses were £45,030. 
The gross profit of £35,025 was divided as follows :—Interest and 
sinking fund charges, £18,760 ; reserve fund, £3,275; permanent 
way renewal fund, £8,000; and contributed to rates. £5,000. The 
net profit constituted the third best in the history of the depart- 
ment. The year’s receipts were £3,961 more than in the previous 
year. though up to the end of September the increase only stood 
at £819. The winter months showed an approximate increase of 
£2.600. The number of passengers showed an increase on the vear 
of 961,337, and the mileage a decrease of 16,132. The passengers 
carried numbered 14.585,55]. 

Seventy employés are on war service. three have fallen in action, 
whilst a number of others have sustained injuries. Referring to 
the employment of female conductors. Mr. Furness says they have, 
on the whole, acquitted themselves creaitably. 


Blackpool—Lytham.—Srorm Damace.—Owing to a 
sudden gale on the Fylde Coast, on October 30th, the tramway 
service on the Blackpool. St. Annes and Lytham route was impeded. 
owing to the wires being blown down. The cars were held up for 
some time during the evening; those on the Promenade route 


found it impossible to run to time. 
Bradford.—Our correspondent writes that the, queue 


system has been in operation for a long time on certain of the. 


tramway routes, but in Forster Square, the centre of a wide dis- 
tribution of services. there has been difficulty in establishing a 
satisfactory queue method, owing to the fact that the Heaton, 
Frizinghall, Baildon Bridge, Saltaire, Bingley and Cross Flatts cars 
nover the. зате route for considerable distances out of the city. 
\aeir starting point, too, is at a most congested corner. Recently 
an attempt was made to establish some sort of order in the unruly 
mob which has been in the habit of rushing the cars, by posting 
notices threatening penalties if a queue were not formed, but these 
had little or no effect, and last week three separate queues, with 
barriers, were fixed. The result is not altogether a success, because 
mspectors and policemen have still to keep order, and the congestion 

al the two corners now in use is probably worse than ever. 


Continental—Spatn.—The Gaceta de Madrid publishes 
a notice authorising the Compania Nacional de Tranvias de 


Barcelona to undertake the extension of the electric tramway to 
бапа, — Board of Trade Jou rnal, 


Darlington. —Trarric Resvits.—The tramway revenue 
for the past six months shows an increase of £432. The Com- 
mittee recommends that the salary of the traffic superintendent. be 
raised to £170 per annum, but a request by male employés for an 
increased war bonus has been referred to the General Purposes 
Committee. d : 


Halifax, —The Corporation has applied to the B. of T. 
for a further Order under the provisions of the Special Acts (Ex- 
tension of Time) Act, 1915, to extend until August 18th, 1918, the 
period for the completion of the following tramways authorised by 
the Halifax Corporation Act, 1911. viz. :- Nos. 1. 2. 4. 7. 14. 15, 16, 
17, 18. 21, 22. 34, 36, 37, ЗХ and 39, wholly situate in the borough ; 
Nos. 19 and 20, wholly situate in the urban district of Queensbury : 
Nos. 23 and 21, wholly situate in the urban distriet of Shelf ; and 
Nos. 25, 26 and 27, wholly situate in the borough of Brighouse. 


Huddersfield.— The queue system of loading tramway cars 
was put into operation for the first me in Huddersfield last week. 
Though, owing to the narrowness of the causeways, no barriers 
have been erected, the system is said to work satisfactorily. 


Rochdale, — TRAMWAY ACCIDENT.—An accident occurred 
on Thursday. last week, to & Corporation car travelling between 
Whitworth and Bacup. 12 passengers being injured. The car got 
out of control on a gradient and jumped the points: it was put 
back on the line and ran backwards. and again jumped the metals, 
finally colliding with an electric standard, and overturning in such : 
a position that it hung balanced on a low wall overlooking a 
valley. 


Rotherham.— New Cars.—Owing to the rapidly- 
increasing traffic on the tramways, tenders are to be invited for 
the supply of six new double-decked cars. Mr. Edward Cross, the 
tramway manager, reported that it would take from six to eight 
months to obtain delivery. ` з 


Sheffield. —The number of passengers carried on the 
Corporation tramways during October was 11.493.379, as compared 
with 9,771,602 for the corresponding period of 1915 : the receipts 
were £43,341, as compared with £30,755. 

The Tramways Committee recommends the purchase of land at 
Pickmere and Fitzgerald Roads. at a cost of £1.065, for a depot. 


U.S.A.—On Wednesday a Boston car left the track and 
еМ over the bridve at Fort Point Channel, 54 passengers being 
drowned. ` 


Winchester. — ELECTRIC — VkHicLE. — The Electricity 


Committee has had under consideration the desirability of pur- 
chasing a small electrically-driven van, which, while serving as a 


: demonstration car, could also be used with advantage by the depart- 


ment in the delivery of stores; before, however, coming to a deci- 
sion the Committee is causing /further inquiries to be made as td 
whether such a vehicle could do all the work required as cheaply as 
by the present method. The Mayor stated that up to the present 
about a dozen vehicles (ten tractors and two private) had been 
recharged at the works. 


Wolverhampton.— Y tars WonkixG.—The report of 
the year's working of the Corporation tramways to March 31st last, 
shows a gross profit of £24,893, which, with £1,459 added on 
-motor-omnibus account. makes а total of £26,353 : after meeting 
charges for interest and sinking fund, there remained a net profit 
of £13.271. The reserve and renewal account now stands at 
£56,598. The Tramways Committee give the following statement 
of traffic receipts for the first six months of the financial year 
commencing April Ist, 1916 :—Car-mileage, 590,685 ; passengers 
carried, 7.516.858 ; receipts. £33,259, being 13°5d. per car-mile. The 
figures for the same period of last year were :—Car-mileaze. 585,614 ; 
passengers carried, 6,617,061 ; receipts, £29,525, or 12'11d. per car- 
mile. 


TELEGRAPH and TELEPHONE NOTES. 


Long Submarine Telephone Cables.—<A 12-conductor 
telephone cable was recently laid across Vineyard Sound to connect 
Martha's Vineyard Island with the mainland of Massachusetts, and 
à six-conductor cable was laid at the same time to connect tbe 
island with Nantucket Island. a distance of nearly 20 miles. The 
latter island was previously without telephone connection. 

The large size of the Vineyard Sound cable--2:69 in., and 
weighing 10'6 lb. per running foot -was necessitated by the strong 
tides prevalent in that body of water. It is one of the heaviest 
ever handled by a power. telephone, or telegraph company. The 
Nantucket cable is about 4 lb. to the foot. In the former cable 
each conductor is wrapped in double paper insulation, with a 
similar wrapping on the core, around which is a lead sheath +; in. - 
in thickness. Around this are three layers of 100-lb. jute 
roving,. bound by 23 armour wires 0°203 in. in diameter, also 
enclosed in two layers of jute roving, and finally bound in an outer 
armour of No. 4 steel wires. the final wrapping being two thick- 
nesses of No. 16 three-ply jute yarns. 

The Nantucket cable has double insulation. a lead and tin sheath 
x in. thick. and three layers of 100-1b. jute roving bound in steel 
wire armour of 18 strands, 07238 in. in diameter, 
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The Vineyard Sound cable reached the point of departure from 
the mainland in four reels, weighing respectively 71,400, 71,500, 
12.300, and 36,800 1b., these being among the heaviest reels on record. 

The laying of the cables was done by the Western Union Tele- 
graph Co.'s cable ship Clary. 

The Nantucket cable is the longest electrical conductor under 
water in the United States. Its total weight is 361 tons.-— Electrical 
Review and W. Electrician. 


Telegrams by Telephone.—In view of the difficulty in 
making prompt delivery of telegrams by messengers on account of 
the growing dearth of boy labour. the Post Office authorities point 
out that the delivery of telegrams by telephone, with delivery by 
post of confirmatory copies. provides a good alternative. It would 
be of great assistance to the Post Office if the public would make 
greater use of the arrangement under which telerrams may be 
directed to a telephonic address. as, for example: Smith, 

"Midland 245. Birmingham." Subscribers are recommended to 
print their telephonie addresses on their notepaper. and to advise 
their regular correspondents to address their telegrams accordingly. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Argentina, — November 30th. Buenos Aires Munici- 
pality. Electric carbons required during 1917. Oficina de Licita- 
ciones, Intendencia Municipal de la Capital. Avenida de Mayo. 525, 
Buenos Aires. 

Australia.—Sypney.—January 22nd, 1917. Electrical 
plant (converter. battery, booster. and switchboards) for the 
Castlereagh Street sub-station, for the Municipal Council. Specifi- 
cation from E.L. Department, Town Hall.* 

January 8th. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion los. 6d.* 

MELBOURNE.-—December 11th. City Council. Supply and erection 
of coal transporter plant. See “ Official Notices " September 15th. 

NEW SOUTH WALEs.—Time for sending in tenders for 50-ton 
electric overhead travelling crane for Yarra Street power- “нна; 
Newcastle, extended to January 3rd.° 


Bradford.— November 11th. Stores for the ашк 
Department. Tramway Offices, 7, Hall Ings. Deposit £1 1s. 
Саре Town.—January Sth. Electric motors and starting 


pa for the Corporation Electricity Department. Dock Road, 
Cape Town.* 


Chatham.—Novemher loth. T.C. Annual contract for 
electric lamps, stores, кс. Borough Surveyor, Town Hall. 
Durban.— January 3rd. Corporation. One 3,000-Kw. 


steam turbine, alternator. and' condensing plant. Specification 
No. S. 238; drawirg No. P. 597, both at the office of the Borough 
Electrical Engineer. Municipal Buildings. Deposit £2 vs. 

Enniskillen.— December Ist. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph mate- 
rials. Mr. J. Duff. Secretary to the Company. 

Grenada. — December 31st. Government. — Electric 
supply at St. Georges and suburbs. Tenders to Colonial Secretary, 
Grenada, British West Indies. 

Johannesburg.— November 20th. Corporation. 
1.000 trolley wheels for tramcars (Contract No. 181).* 


November 27th. Corporation. 1.000 sets of single-pole, ironclad 
house-service cut-outs (Contract No. 187).* 


November 27th. Corporation. 250 field coils for tramcar motors 
(Contract No. 192).* 

December 20th. Corporation. Automatic pressure re;rulators for 
the А.С. turbo-generators at the power station.* 

December 9th. Corporation. 1.427 А.С. and D.C. electricity 
meters and 100 time-switches. Specification (21s. deposit) from 
Mr. E. T. Price. General Manager's Office, Electricity Supply and 
Tramways Department, President Street, Johannesburg, W 

January 3rd. Corporation. Iron axles and bushes.* 

‘Liverpool.— November 22nd. Cheshire Lines Committee, 
General stores. including (6) telegraph materials and carbons, 
during 1917. Stores Superintendent, Warrington. 

Middleton.— November 11th. Corporation. 4.000 tons 
washed or dry slack steam coal for the Electricity Department. 
Particulars from the Borough Electrical Engineer. 


New Zealand.— Dv NEDIN.— January 24th, 1917. 
generator, accessories and spares. 
Street Dunedin.* 

Oldham. — November 13th. Electricity 
Steam coal for 8 or 12 months during 1917. 
Greenhill Electricity Works. 

Rhondda Valley— November 20th. Electrical installa- 
tion in screwed tubing for Messrs. David John & Co., brewers. 
Pentre. See " Official Notices " to-day. 

Rotherham.—November 16th. Tramways Committee. 
Six electric double-deck. top-covered cars. See " Official Notices " 
November 3rd. 


Salford. — November 
valves, &o. 


200 or 


Motor- 
City Electrical Eins Market 


Committee. 
Mr. Е. L. Ogden, 


13th. Covering steam 


piping, 
Borough Electrical Engineer, Frederick Road. 


Stalybridge.—Tramways and Electricity Board, 
tube boilers, mechanical stokers, and cooling towers, See " 
Notices November 3rd. 

Stretford. — November 21st. Corporation Electric ity 
Works. Twelve months supply of best Lancashire rough slack 
coal—12.000 tons. Tenders to Council Offices. Old Trafford. 

Wakefield. November 20th. Supply of coal for the 
electricity works, Calder Vale. for a year. City Electrical Engineer, 
Old Town Hall. 

Wigan. rember 15th. Twelve tuonthis’ supply of 
firing slack for the electricity works. Mr. W. H. 
Clerk, Municipal Offices, King Street West. 

York, — November 23rd. North-Eastern Railway Co, 
Six and twelve months’ supply of telegraph apparatus, telegraph 
wire and line stores. See " Official Notices " to-day. 

Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


Water- 
Official 


Tyrer, Town 


— € —— M M — 


CLOSED. 
Australia.— Victorian Railways Department :— 


г.с. motors for pumps for State coal mine.—Aust. General Electric Co, 
N.S.W. Public Works Department :— 


5,000-volt switchboard, Homebush abattoirs, £1,453.—A. T. Carter Со, 
Sub-station equipment for ditto, £970.—N. Guthridge, Ltd. 
5-ton loco. electric cranes, £4,260.—Strachan, Murray & Shannon. 


The Tenterfield (N.S.W.) Council has accepted the tender of the 
Commonwealth Electrical Construction & Supply Co. for the 
installation of electric lighting in the town. Tenders, 


Manchester.— Electricity Committee :— 


Cable.—B.I. & Helshy Cables, Ltd.; Western Electric Co 
Cable & Construction Co., Ltd. 
Turbine feed puinp.—G. & J. Weir, Ltd. 
Sub-station switchgenr.-—Ferranti, Ltd. 
Tramways Committee :- - 
Copper trolley wire.—F. Sinith & Co., Ltd. 


Rotherham.— District Council. Accepted tender :— 

Chadwick & Co’ (Itotherhami.— Extension of the boiler-house buildings at 
generating station, for the additional two water-tube boilers. 

Salford.— Lighting and Cleansing Committee :— 


Lancashire Dynamo & Motor Co.—One No. 5 p.c. motor and accessories, £65. 


Sheffield.— According to a Sheffield paper, the Electricity 
Supply Committee is authorising the general manager to obtain 
tenders for the purchase of certain obsolete plant at the Shea! 
Street and Neepsend penerating stations, and to accept the quota- 
tion of Messrs. C. A. Parsons & Co.. Ltd.. amounting to £19,000, 
plus an allowance of 5 per cent for contingencies, for two turbo- 
alternators, switchyear. and alterations to pipework in replacement 
of the plant referred to, to be erected at Neepsend for working 
with the existiny condensers. 


Woolwich.—Borough Council. Accepted tender :— 
G. & J. Weir.— Feed pump (capacity 10,000 to 12,000 gallons), £325, 


.; Callender's 


FORTHCOMING EVENTS. 


Royal Society of Arts.—Friday, November 10th. At 5.15 p.m. At dehn 
Street, Adelphi. Chadwick Lectures on ''Fatigue and its Effect on 
Indnstry and Efficiency," by Pro essor Stirling. 1 

Wednesday, November 15th. At 4.90 p.m. 
Stability of Great Britain," by Dr. Dugald Clerk, 


Physical Society of London.—Friday, November 10th. At 5 p.m. At the 
Imperial College of Science, South Kensington, SW. Ordinary meeting. 


Chief Technical Assistants’ Association.—Saturdny, Nove mber lth At 
8p.m. Atthe Tavistock Hotel, Covent Garden. Discussion on ‘ Coa! and 
Ash-Handling Plant," to be opened by Mr. J. T. Baron. 


Association of Mining and Electrical Engineers (West of Scotland 
Branch).—Saturday, No ember llth. At 4.80 p.m. At the Пота! Tech- 
nical College, Glasgow. Lecture on ‘Friction Surfaces," by Mr. J. 
Oswald ; demonstration of oxy-acetylene, by Mr. W. L. Brown. 


City of Nottingham Industrial Development Committee. — Monday, 
November 18th. At 6.80 p.m. At tie Exchange, Nottingham. Address 
on ** War and Industrial Revival," by Mr. T. C. Elder. 

Institution of Electrical Engineers (Birmingham focal Section. - 
Wednesday, November loth. At 7 p.m. At the University, Edmund 
Street. Kelvin Lecture, ‘ Some Aspects of Lord Kelvin's Life and Work,” 
by Dr. 5. Russell. 

(Manchester Local Section). Le November 14th. At 7.30 p.m. 
At the Engineers’ Club, Albert Square. Chairman's inaugural address. 

(Scottish Local Section).—' Tuesday, November 14th. At 7.30 p.m 
At 207, Bath Street, Glasgow. Chairman's inaugural address. 

(Newcastle Local Section).— Monday, November 18th. 
At the Mining Institute. Chairman's inaugural address. 

Liverpool Engineering Society.— Yednesday, November 15th. 
Royal Institution, Colquitt: Street. Paper on ''The Civil 
Profession and some Economic Problems," by Mr. J. Glover. 

Greenock Electrical Society.— Thursday, Nov ember 16th. At 7 
22, West Stewart Street. Paper, ‘‘A Criticism of the I.E. E. 
Mr. Н. Piggott. 


Chemical Society.— Thursday, November 16th. At 8 
House, Piccadilly, W. Ordinary scientifle meeting. 


A Saige address, “ The 


At 6.45 p.m. 


At the 
Engineering 


7.45 p.m. А? 
Rules," bY 


p.m. At Burlington 


Institution of Mechanical Engtneers.— Friday, November 17th. At бр, 
At the Institution of Civil Engineers, Great George Street, S.W. General 
meeting. Research Committee: Report on the Hardness ‘Vests. 

Batti-Wallahs’ Society.—Friday, November 17th. At 6.30 p.m. At Victoris 


Mansions Restaurant, Victoria Street, 8.W. Informal Reunion. Dinner 
at 7 o'clock, Mr. W. Wyld presiding. "Members are asked to communicate 
with the secretary stuiting whether they will be present and the поо ое 
of guests. 

Junior Institution of Engineers.—Fridas, November 17th. 
80, Victoria Street, S. W, 
К. Fiender Etchells. 


At я pm. At 
Paper ou " How to Meinoriee Formule," by 40 
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To Engineering and Allied Contractors.— l'he Ministry 

of Munitions is desirous of extending the output of :— 

Casting and Stamping Fuse Bodies and Sockets. 

Casting and Rolling Brass Rods for the Components. 
Firms possessing suitable machinery and capable of undertaking 
such work. are requested to communicate at once with the 
Central Clearing House for Engineering Resources, Ministry of 
Munitions, 8-9, Northumberland Street. Northumberland Avenue, 
W.C. 

Lighting in Picture Theatres.— l'he Middlesex County 
Council Licensing Committee proposes to insert in the licences for 
kinemas a requirement that the building shall be во lighted that it 
shall be possible to see clearly over the whole of the auditorium 
throughout the whole of the performance. 7^e Timex. 


"Callender's Staff Service Gazette.” —We have 
received a copy of No. 8 of ("lenders Staff Service Gazette 
(October, 1916), in which the full list is given of staff and employés 
of Callender's Cable and Construetion Co. who are with the Colours. 
The editorial notes contain a great deal of very interesting inform- 
ation regarding the movements and experiences of the men who 
have been wounded or laid down their lives in the service of the 
country. Many letters from the men are published. A Supplement 
shows an excellent portrait of the late Mr. W. O. Callender, the 
founder of the company. 


Appointments Vacant.— Boiler house superintendent for 
Rochdale; charge engineers for a public supply undertaking 
(certified), £130 + 74 per cent. war bonus. See our advertise- 
ment pages to-day. 


Siemens Bros. & Co., Ltd.—MknroNs AND THE MARCONI 
Co.—In reply to-a Parliamentary question. on Wednesday, Mr. 
Pretyman said that Mr. George Chauvin was the managing director of 
Siemens Bros., Ltd.. bat Mr. Carl von Siemens was no longer a 
director. The firm was a controlled establishment doing Govern- 
ment work, and was under a supervisor. "It is greatly to the 
national interest that this business should be acquired by those 
British firms who can make the best use of it for the future 
development of the electrical industry of this country. Active 
steps to that end аге now in progress. and in the meantime it is 
clearly necessary that the business should be fully maintained.” 

Mr. Pretyman also stated that Messrs. H. R. Merton & Co. 
had applied to be reinstated on the ground that the German 
interest was now eliminated. 

Mr. Runciman, in reply to a question, says that he is informed 
by the Marconi Co. that certain of their directors were before the 
war on the Board of the Deutsche Betiichsyvesellschaft fur 
Drahtlose Telegraphie of Berlin. in which the Telefunken Co. holds 
the majority of the shares. He was informed by the Marconi Co. 
that they had not considered it in their interests to publish in 
their yearly accounts lists of their holdings in other companies 
since 1913, but that the information was at all times available to 
their shareholders. The Marconi Co. in 1913 concluded an agree- 
ment of а commercial nature between them and the Telefunken 
Co.. which dealt in some matters with Australia. New Zealand, and 
Spain, but did not embrace the United States. This agreement 
has not been operated since the beginning of the war. 


Electrical Goods in South Africa.— The South African 
Esport Gazette says that electrical goods made in Japan are 
now being sold in South Africa. “The factory prices are even 
cheaper than similar goods of German origin m the pre-war days ` 
Our contemporary says that electrical goods are arriving in South 
Africa from the United Kingdom more freely now. but contracting 
work has not improved. 


An Industrial Truce for Three Years.—With reference 
to the proposal that Capital and Labour shall through their respec- 
tive representative organisations adopt an industrial truce for three 
or five years.to which we have alluded on several occasions. the Times 
in its " Political Notes " states that a short time ago the Parlia- 
mentary Committee of the Trades Union Congress asked the Em- 
ployers Parliamentary Committee to meet them in order to consider 
the resolutions on post-war problems passed by the Congress at 
Birmingham in September. It haa now been arranged. says our 
contemporary, that representatives of the two Committees shall 
meet in London next week to survey the ground. “If they can 
arrive at a preliminary understanding the full bodies will. no 
doubt. hold a joint conference without further delay. The move- 
ment is of the first importance. The resolution of the Congress on 
which the Parliamentary Committee are acting instructed them to 
approach the Government and the employers with the object of 
discussing terms that would secure industrial peace for three years 

alter the war." | 


Banks and Industry.—Speaking at the meeting of the 
Russian Corporation recently. Mr. A. W. Tait, the chairman. said :— 

"We have read a great deal recently about the necessity for 
financial assistance for the development of British industry after the 
war. I do not think we need infer from this that the industrial- 
interests of this country have not received proper banking facilities 
or support from the existing joint-stock banks. because I believe 
they have been admirably supported in this connection. There is, 
however, a feeling that something more than thig is necessary, 
particularly in financing the develapment of railways and public 
works in the various countries of the world, in which British 


enterprise, ability, and experience are well able to take their part. 
Dealing for the moment with Russia, I am inclined to think that 
the existing institutions are able. in a very large measure. to supply 
the financial assistance required, and they are able and willing to 
grant facilities for the development of trade between the two 
countries. This might be further increased if there were a greater 
measure of reciprocity and co-operation, thereby preventing a 
considerable amount of overlapping and unnecessary competition. 
A great deal has been said ahout the necessity for Government 
assistance to financial institutions. but, personally, I do not see the 
necessity for this, particularly with regard to Russia, because the 
institutions are already in existence, and any step which might be 
taken either as regards assistance to or recognition of one institution 
would be manifestly unfair, and would have a prejudicial effect on 
the activity and usefulness of the other institutions which are 
probably quite as favourably situated to carry out business. The 
British Government could be of more real help to these institutions 
by instructing its Ambassadors and Consular representatives in the 
various countries to assist, when required, the British institutions to 
enable them to obtain the business in competition with the financial 
institutions of other countries which have in the past obtained this 
support. By this means there would he not only profitable 
employment for British capital, but proper safeguards could be 
made whereby such capital as might. be required for the purchase 
of materials and plant would be utilised as far as possible for the 
benefit of British Industry. In the past many issues have heen 
made in this country where the British investor has been asked to 
subscribe the capital.and the proceeds have been spent in foreign 
countries—notably in enemy countries. We must, therefore, benefit 
from the lessons of the past, and see that in future where this 
country supplies the money the interests of British industry are 
properly safeguarded. If proper regulations are made and the 
various banks and financial institutions of Great Britain insist on 
their being carried out where loans are granted and when new 
enterprises are financed, this would be a most effective means of 
counteracting the hold which certain enemy institutions and 
industries had upon the greater part of the trade of the world.” 

Mr. Pretyman. in reply to a Parliamentary question, hopes that 
active steps will be taken to set up the British trade banking 
organisation suggested by Lord Faringdon's committee. 


Volunteer Notes.—Finsr Lonpon ENGINEER VOLUN- 
TEERS.—Orders for the week by Lieut.-Col. C. B. Clay, V.D., 
Commanding. 

Monday, .Vorember 13th. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill. 6.25—8. 

Tuesday. November \4th—School of Arms, 6—7. Miniature 
Range, 5.30—.7.30. Lecture, 7.15, “The Service Rifle," Platoon 
Commander A. Gerard. 

Wednesday. Nocember 15!h.—Instruction Class, 6.15. 
Range, 6.30---7.30. Platoon Drill, Platoon No. 3. 

Thursday, November 16th,—Piatoon Drill. Platoons Nos. 5 and 6. 
Ambulance Class, 6. Miniature Range, 5.30—-7.30. 

Friday, November lith—Technical for Platoon No. 10. Regency 
Street. Squad and Platoon Drill, Platoon No. 9. Signalling Class. 
Recruits’ Drill. 6.25—8.25. 

Saturday. November 18th.—N.C.O s Class, 2.30, Company Com- 
mander Castell. 

Sunday, Norember 19th,—Entrenching at Otford.— Parade Victoria 
(S.E. & C. Railway Booking-office), 8.45 a.m. | 

Inspection.-—lhe Corps will be inspected on November 25th by 
Sir Desmond O'Callaghan, <A full muster is highly important. 
Parade. 2.20), Uniform. : 

(By order) MACLEOD YEARSLEY, Adjutant. 
3RD (OLD Boys’ Cores) Ватт. COUNTY OF LONDON VOLUNTEER 
REGIMENT.—Batta ion Ordera by Major В. J. С. Eastwood (Com- 
mandant), Monday, November 6th, 1916 :— 
Entrenching Buties will be performed on Saturday and Sunday 


Miniature 


“next, lith and 12th inst. | 


Recruits Drill. under Company Sergt.-Major Bretterth. will be 
held on Mondays. Wednesdays and Fridays at the Royal Exchange, 
E.C.. at 5.30—7 p.m. 

Luesda yx.—T15—8.15 p.m., at the London Scottish Drill Hall, 
Buckingham (Gate. | 

Thursdays. —7.30--8.30 p.m.. at the London Scottish Drill Hall. 

Daily recruit drills at Lord's Cricket Ground, under Sergt.- Major 


'^ Alexander, as follows :— 9.30 8.m.— 10.30 a.m. : 11 a.m.—12.15 p.m. ; 


3 p.m.—4 p.m. 

Evening recruit drills at Yeomanry Hall Henry Street. St. 
John's Wood, under Sergt.-Major Alexander, on Tuesdays and 
Thursdays, 6 p.m. 

Enrolment of Recruits,--The С.О. will be at Headquarters. Lord's, 
on Mondays. Wednesdays, and Fridays to enrol recruits, at 6-—7 p.m., 
and to interview any men who wish to see him. 


С. Н. Е. DUNCAN, Adjutant. | 
The Hardship of Premature Call-up Notices.—At a 


meeting of the Military Service Committee of the London Mercantile 
Chamber. held at 44. Bedford Row. W.C., on the 2nd inst.. the 
following resolution was carried unanimously :—- 


That the War Office be petitioned to make such regulations as will relieve the 
financial hardships incidental to men who have been notifled that they may be 
called up thut who are not to understand that they will certainly becalled up, 
and аге asked to continue their civil employments), when such men, after the 
final decision of a Tribunal, are exempted for a certain time only, and sell 
their businesses ог in consequence of their position leave their employments to 
hold themselves in readiness for their call and are obliged to live on their 
capital. If not eventually called up, such men can, under present regulations; 
have no allowance made them for their wives and children, and this Com- 
mittee respectfully submits that great hardship ensues, and that steps be at 
once taken to remedy the grievances indicated. 
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Wages in Australia.—According to an Australian Govern- 
ment return just received in London. the following are the масов 
fixed by Award Courts for adult male electricity supply. &c., 
workers for a 48-hour week : | i 
_ Sydney. Electrical installation. Armature winders. 72s.: cable 
jomters, 728.: fitters, 748. : linemen. 66s.; mechanics. 66s. ; wire- 
men, 64s.: other adults, 578. Electrical Supply. Armature 
Winders, 72s. : cable jointers, 748. ; carboner (are lamp attendant). 
vds.: instrument makers, 70s, : linemen. 66s.: meter fixers. 663, ; 
meter testers, 10s. : patrolmen (night), 603. : shift electrician. 74s. ; 
switchboard attendants. 605, : other adults. 57s. Electrical Trades. 

Fitters. 748. ; mechanics. 66s. : wiremen. 64s. 

Melbourne. - Armature winders, 66s, : cable jointers. 69s. ; fitters, 
06s. ; linemen, 638. : mechanics. 63s.: patrolmen. 63s.: wiremen. 
635. : wireman's assistant, 2565,; other adults. 56s. Electrical 
Supply.- Armature winders, >is. and 6Ss.: cable jointers, 63s. : 
carboner (are lamp attendant), 54s.: instrument makers, 63s. ; 
linemen, 60s, ; meter fixers, 22s. 6d. : meter testers. 638. : patrol- 
men (night). 66s. : shift electrician. 66s. ; sub-station attendants. 
60s, : switchboard attendants, 518. : switehmen. 52s. (6d. ; other 
adults, els, Electrical Trades. Fitters, 66s.: mechanics, 63s. : 
Wiremen, 63s. 7 

Brisbane. - Electrical Installation. — Armature Winders, 638. ; 
cable jointers, 69s, ; fitters. 602, ; linemen, 60s, ; mechanies, 60s, ; 
wiremen, 60s, Electrical Supply. -Armature winders. 638. : cable 
Jonters, 69s.: carboner (arc lamp attendant). 57s.: instrument 
makers, 69s. : linemen, 602, : meter testers, 69s. : shift electrician. 
Gs. and 76s; sub-station attendants, 24a. Electrical Trades. 
Fitters, 69s, : mechanics. 69s. ; wiremen. 60s. 

Adelaide. Electrical Installation... Armature winders. 668. ; 
cable jointers, бох. : fitters, 66s. : linemen, 60s.: mechanics, 60s. : 


patrolmen, 603. ; wiremen: 5ls. i other adults, 48s, Electrical 
Supply. Armature winders, 66s, : cable jointers, 608. : enrboner 


(arc lamp attendant), 488.; instrument makers, 60s.: linemen. 
(Us. ; meter fixers, 518. : meter testers, бов, ; patrolmen. (night). 
бов. : switchboard attendants, 48s. ; switchmen, 24s. : other adults. 
Xs. Electrical Trades. Fitters, 66s.: mechanics. 60s.: wire- 
men, ols, 

_ Perth. "Electrical Installation. -Armature winders, 72s. : fitters. 
(28.2 linemen, 63s.: mechanics. 72s. ; wiremen, 66s. ; other adults. 
ods. Electrical Supply. Armature winders. 72s.: instrument 
makers, 725. : linemen, 63s. Electrical Trades. -Fitters, 72s: 
mechanics, 72s. ; wiremen. 66s. 

| Hobart. Electric Installation.—Armature winders, 638.: cable 
Jomters, 60s. : fitters, 63s. ; linemen, 54s. and 37s. : mechanics. 63s. : 
patrolinen. G08. : wiremen. 57s. : wireman's assistant, 5ls.: other 
adults, 51s. Electrical Supply. Armature winders. 63s.: cable 
jointers. 60s. ; carboner (arc lamp attendant). 245,; instrument 
makers, 63s.: linemen, Ms. and 57s.: meter fixers, 215%. : meter 
testers. GOs, ; patrolmen (night). 60s, : sub-station attendants. 63s. : 
3witehboard attendant, 51s. Electrical Trades, Fitters. 63s.: 
mechanics. 638. ; wiremen, 57%. 


. Electro- Harmonic Society —The next. Concert (Ladies! 
Night) will be held at the Holborn Restaurant (King’s Hall). on 
Monday, November 20th, commencing at 6.15 p.m. The artistes 
will he as follows; -Soprano, Miss Olive Sturgess : contralto, Miss 
Dorothy George: bass-baritone, Sapper Joseph Farrington (by 
desire) : solo violin, Miss Mary Law; light-comedy entertainer, 
Miss Маһ Adeane : Canadian entertainer. Мг. W. V. Robinson : 
entertainer at the piauo. Mr. Harrison Hill: solo pianoforte and 


accompanist. Mr. Bernard Flanders, A.R.A.M. Evening dress is 
optional. 


Institution and Lecture  Notes.—Birmingham aud 


District Electric CIub.— Mr. J.J. Richardson read a paper on " Sand- . 


blasting and Sand-blast Machines " at a recent meeting of the club. 
He said that the sand-blast process was invented in 1870 by Mr. B. C. 
Tilghman.of Philadelphia. The abrasives used in the process include 
ordina ry inland silieious sand. sharp builders’ sand, powdered glass. 
emery from fine to coarse. chilled iron sand. and steei shot. and the 
streams of these "aand-blasting " mediums are forcibly projected 
through variously formed nozzles by means of steam. and by currents 
induced by exhaust air or compressed air. The action is extremely 
rapid: а momentary application depolishes glass over any space 
that can be covered by one stroke of the sand shower. instantly 
changing the previously bright surface to obscured. Stone, marble. 
slate and granite are equally amenable to its action. Iron, steel 
and other metals have their surfaces easily reduced and smoothly 
or coarsely granulated, according to the force and abrasive used ; 
but all these materials. being less brittle than glass, take rather 
longer time. 

The sand-blast process was first used in connection with glass 
marking and obscuring. and is to-day largely employed in the glass 
trade. It is in constant use for obscuring or producing a uniform 
granulation known as ground glass, on sheet glass. lamp and gas 
globes, the bulbs for incandescent. electric globes and the like ; also 
for the decoration of sheet or objects in glass with ornamental 
designs in which the pattern or the field may be left bright and 
transparent, of. which there are numerous varieties, one being a 
glass of two or more thicknesses of different colours. to leave the 
design of one colour on a field of another, for perforating sheet and 
plate-glass for ventilators. or otherwise engraving and marking 
glass, bottles. advertising tablets, &c. 

In using the process for engraving, lettering, or perforating glass, 
stone, &c., the parts of the surface which are not to be acted upon 
by the sand-blast are protected by various elastic and tenacious 
&ubstances, varying in thickness and durability. according to the 
depth of the cutting required and the brittleness of the material 
under operation. The more elastic this protecting substance. the 


less will be the impression made upon it by the sand-blast. For 
engraving table glass. bottles. lamps. globes and chimneys. and small 
articles in sheet-ylass. a stencil is usually made of thin sheet.iron 
or steel, worked to the proper shape. and fitted on the article durin« 
the operation. "These stencils. with care. last a long time. and 
about 2.000 impressions can be made with one stencil. For engraving 
advertising tablets. door panels and sheet -;7lass. an adhesive material 
ìs pressed upon the glass through atinfoil stencil. Fora better class 
of work the vlass is covered with prepared paper, upon which the 
design is sketched. and then cut out by hand. 

The saud-blast process is also applied to the cleansing and finish- 
ing of new files. and is now found in nearly all the larye file works 
in the country. Inthe metal trades the sand-blast is used for the 
removal of the hard seale so destructive to cutting tools. from 
castings. forgings, stampings. &c.. also for the removal of the 
scale from sheet-iron and steel prior to enamelling. valvanising, 
nickelling, tinning. &c.. the cleaning of tubes and brazed joints 
larzelv used in cycle works. and the reduction to clean metal 
surfaces of larger parts. For large work in metal. say. for the 
removal of scale from armour plates. it is generally necessary to 
take the sand-blast to the work. The portable plant is used also 
for cleaning the ends of electric tramway rails before welding 
in situ. Ke. 

Such work as the cleaning of the brazed joints of cycle frames, 
twist drills, and hardened ste»] parts, frosting the inside of 
cigarette cases before gilding, and frosting such things as car- 
burettor bodies before plating. is done in sand-blast chambers. 
These vary in size according to the work. required to be done. The 
operator stands outside the chamber. and passes his arms through 
suitable openings, directing the blast on the articles to be cleaned. 
and observing the results through the window in front of which 
he stands. Special types of sand-blast machines are made for 
many purposes, including the cleaning of the inside of shells. 


University College, London. -In the second of his series of 
lectures on " Long-distance Telephony," on Friday last, Prof. J. А. 
Fleming dealt with the conditions governing the flow of alter- 
nating-current waves through a cable and the methods of effecting 
the calculations involved. A brief explanation of the nature and 
mode of use of vectors led up to a demonstration of the vector- 
calculating rule devised by the author (described in the Journal 
ILE.E. Vol 52, No. 236), which greatly facilitated vector 
calculations for preliminary purposes. though not 80 accurate as 
the detailel and = laborious calculations otherwise necessary. 
Pointing out that the formule could be simplified by the use of 
exponential expressions, Prof. Fleming proceeded to explain the 
nature of the hyperbola and hyperbolic functions, and substituting 
the latter in the fundamental equations, arrrived at the final forms— 
v4 = Vo(cosh P? + 2/z,. sinh PD), 1, = 1, (cosh P/ + Z,lz .sinh PJ), 
with whith the values of V and 1. could be obtained from those of 
v, and 1), / being the length of the line and Z; the impedance of the 
receiving apparatus. The factors between brackets being complex 
quantities. the calculations must be made vectorially, and cosh P/, 
for instance. had to be converted to the form cosh (al + j 8/). 
leading finally to the form cosha //соѕ gl + sinha / sin ø, a being 
the "attenuation constant" and В the " wave-length constant.” 
In dealing with these expressions, tables and curves published by 
the lecturer in the I.E.E. paper above mentioned were useful. 
Unless a /, the attenuation length. was less than 44, speech 
through a cable was not possible. It was shown that a increased 
with the frequency. and 8 also increased, but much faster than 
a; the former indicated the rate at which the potential was 
attenuated in a long cable, whilst the latter determined the interval 
(2 x/3) at which the value of the potential recurred (except as 
attenuated) in the same phase throughout the length of the line. 
The nature of the transmission was aptly illustrated by a model 
consisting of a spiral row of radial rods, with lengths in geometrical 
progression, attached to a rotating spindle. Ав the frequency сї 
the alternations increased the wave-length (A = 2 я) diminished, 
and the velocity: of the wave increased. tending to a maximum 
value : a also tended toa maximum. Aa the short waves travelled 
faster than the long waves and attenuated more quickly, the waves 
were distorted in their passage along the cable. the harmonics dis- 
appearing, with the result that speech eventually became unintelli- 
gible. Heaviside had shown that if L $8 = CR, or R/L = s/c. the 
formule for a and 8 reduced to the simple forms a = V sk 


B = p УТ, с, so that all the waves attenuated at the same rate 
and travelled with the same velocity: such a cable would be dis- 
tortionless, but. in ordinary cables, while R/L was of the order 85,000. 
sle was about 100. The late Prof. S. P. Thompson had auggested 
increasing з. but this, unfortunately. increased а. С was decreased 
by the invention of dry-core cable, and R could be reduced by 
increasing the copper section, but commercial and technical con- 
siderations set a limit to this. Finally L could be increased. and 
the method of accomplishing this had received close attention 
during the past 15 years. lron wire could be wound over the cable. 
but tended to increase C and the effective value of R. "The work of 
Pupin. published about 1899. afforded a solution to the problem by 
adding inductance to the line at intervals. 

Royal Society of Arts.—The following are among the meetin: 
arrangements announced in the session's programme :— 

November 22nd, at 4.80.—Leslie Urquhart, “The Economic Development of 
Russia and Britain's Shure Therein.” А 

December 6th, 4.30.—C. M. Whittaker, B.Sc., “The Coal Tar Colour: 
neo 18th, at 4.9).—H. Wilson Fox, “The De -elopment of Imperial 
Resources.” 

December 20th, at 1.30.—A. C. Benson, С.Ү.О., " Classical and Scientific 
Education.” | 

At an after-Christmas meeting. Mr. J. Н. Vickery will deal wih 
“ German Business Methods." 

The Howard Lectures on November 27th. December 4th and [Ith 
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(afternoon); will be delivered by Prof. J. S. S. Brame. on " Coal 
nnd its Economic Utilisation," and Prof. W. Ripper. on April 23rd, 
30th. and May 7th, will give three lectures on " Works Organisation 
and Efficiency." 

Institution of Electrical Engineers (Birmingham Local Section). 
- -The provisional programme tor this Section contains the following 
items, one meeting per month bein; arranged for : 

November 15th. —Dr A. Russell's Kelvin Lecture. 

December 6th.—Mr. J. 8. Peck, on '*'The Parallel Operation of Electric 

Power Stations.” | 
January 13th.—Messrs. F. Gil! апа W. W. Cook on “Principles Involved in 
Computing the Depreciation of Plant.” 

The meetings are to be held at 7 p.m., at the University. Edmund 
Street. | 

Institution of Electrical Engineers (Manchester Local Sec- 
tion).—The programme for the first half of the session, which 
opens on November 14th with an address by the chairman, Mr. 
A. E. McKenzie, has been issued. The definite fixtures are :- - 

November 28th.—-J. З. Peck, “The Parallel Operation of Electric Power 
Stations." | 

so couber 12th.—A. P. M. Fleming, illustrated lecture, “Some Aspects of 
Industrial Research, with Special Reference to American Research 
Activities," 

January 17th.—F. Gill and W. W. Cook, “The Principles Involved in Com- 
puung the Depreciation of Plant." 

January 30th.—J. Drummond Paton and J. Frith, ** Fuel Economy." 

Institution of Electrical Engineers (Scottish Local Section). — 
The programme for the session has been issued as follows : | 

November 14th.—Glasgow. Chairman's Inaugural Address (J. K. Stothert). 

December 12th.—Glasgow. J. 8. Peck, ** Parallel Operation of Electrical 
Power Stations.” ` 

January 9th.—Edinburgh. 

February 16th.—Edinburgh, Kelvin Lecture, Dr. A. Russell. 

March 13th.— Edinburgh. 

April 3rd. - Glasgow. 

At the Glasgow meeting next "Tuesday Mr. C. P. Sparks, president: 
will be present. The Students’ Section will not meet this session. 

South African Institute of Electrical Engineers. At the meet- 
ing of the Institute on September 20th, Prof. W. Buchanan, who 
presided. announced that the Council had decided that enemy 
subjects were ineligible for membership of the Institute. Any 
known enemy subject who mirht previously have been admitted 
had been removed from the roll of members. Afterwards Mr. C. J. 
Everett. on behalf of Major Dobson, read a paper on the main 
switchboard of the Johannesburg municipal electricity supply 
system. ' 

Association of Mining Electrical Engineers.—The new session 
of the West of Scotland Branch opened at Glasgow on October 28th 
with the address of the president, Мг. J. B. Thomson. The syllabus 
for the session is as follows :— 

November lith.—Lecture on * Friction Surfaces,” by J. Oswald; demon- 
stration of oxy-acetylene welding, by W. L. Brown. 

December 16th.—Social evening. 

_Jannary 20th,—“ Modern Switch and Fuse Gear: its Defects and Some 
Suggested Remedies," by A. M'Phail. 

February 17th.—“ Electrical Converters," by C. 8. Buyers. 

March 17th.—'* Maintenance of Underground Plant." by M. Baird, jun. 

Royal Institution.- At a general meeting of members held on 
Monday, Dr. Н. E. Armstrong. Ph.D., F.R.S.. was elected a manager 
in place of the late Prof. S. P. Thompson. 


Legal. — VICTORIA FALLS AND TRANSVAAL Power 
SUPPLY Co., LTD., r. BRAKPAN MINES. Lrp.. AND THE CONSOLI- 
DATED MINES. SELECTION Co.. LTD.—-ln the Rand Division of the 
Supreme Court in September, Mr. Justice Ward delivered a lengthy 
judgment (12? type-written pages) in this case. The action. as 
reported in t& : issue of October 6th. 1916, related to contracts for 
the supply ct power. In the result judgment was entered for the 
plaintiffs for £692, and costs. 

ELECTRIC AMBULANCE OR MOTOR-CAR ?--An interesting case 
came before the Hampstead Magistrates on Wednesday morning 
Jast, when Mr. Geo. Elieson, the inventor of the handy little elec- 
trically-propelled bath chair, which was described in our issue of 
March lith last, was summoned for driving this little carriage 
without a registration plate attached. and for not holding a driver's 
licence; and Mr. Thompson, manager of Messrs. Carters. the well- 
kn »wn surgical engineers, makers of the Elieson-Carter electric 
invalids’ carriage, was summoned for aiding and abetting him. 

the evidence showed that the carriage was on a trial run. with 
Mr. Thompson walking beside it, and that no permission to use it 
hal been obtained. For the police, it was stated that іп а previous 
cas +. a motor tricycle capable of being propelled: by steam had been 
d emed a motor vehicle within the meaning of the Act. 

Counsel, representing defendants, said no doubt this was so. 
but the question was whether an invalid chair was the same 
thing ; he also pointed out that the Local Government Board had 
Written stating that a decision in the matter could only be 

determined by the Courts. | 

Evidence was given by Mr. Thompson as to the construction of 

the carriage, which could be drawn by hand. if desired. in the 
ordinary way. He pointed out that his firm were anxious to have 

8 me decision on the matter. and had had considerable corres- 

pondence with the Customs. Local Government Board. and the 

L.C.C.. and this was summed up in the reply received from the 

Local Government Board mentioned above. The carriage had on 

m occasions made similar runs with à maker's registration 

Ж пзе, addressing the Bench. pointed out the novelty of the 

i М. Acts were passed to deal with the state of things exist- 

vettionlar Ace” and it was never contemplated at the time the 

Шы ct was passed that a harmless little vehicle of that 

calling it's а within the Act. If they had to decide between 

on the sid otor-car and an ambulance, all bounds of reason were 

i e of the ambulance, and if they decided so, then it was 


te 


not subject to any duty. The carriave only required }H.P. to drive 
it. and for it to be regarded as a motor-car it would have to be 
presumed that it was of a H.P. exceeding 64 and under 12 (accord- 
ing to the Act), which was an absurdity. 

The Bench decided that it was not an ambulance, but inflicted 
nominal fines, as they regarded it as a test case. They also agreed 


"to state a case, 


Fatalities.—Coroner Graham held an inquest at Dunston- 
on-Tyne on November 3rd on the body of John Ratcliffe, aged 37, 
an electric wireman in the employ of the Electro-Flex Steel Co. at 
Dunston. The evidence was to the effect that on the Ist inst. 
Касе was engazed in taking down some disused wires when he 
was found by James Wood, a craneman, in a sitting position. appa- 
rently dead. . Mr.J. A. Anderson, engineer., said that on examination 
he found that a fuse had been left in. which. in his opinion. was 
the cause of the accident. He regarded it as a terrible mistake on 
Ratcliffes part. The jury found that death was due to asphyxia 
the result of an electric shock, received while attempting to cut a 
"live " wire. 

Mr. Т. Dowdall, who was accidentally killed during his employ- 
ment at Queensferry, on Saturday last, was partner with his 
father, Mr. J. Dowdall, as an electrical contractor, at Gloucester 
Street, Dublin. 

Sergeant-Major Reginald Dutchman, R.F.C. (T). an electrical 
engineer holding a position ір a Government works, was examining 
his automatic pistol, when it exploded, and he received the charge 
just below the heart. Не died in hospital. j 

Thomas Sullivan (26) was killed on the L. & Y. Railway. near 
Crumpsall. Manchester, on Friday afternoon last. He was an 
electric cable jointer employed by the railway company. and 
apparently. he had touched a live rail whilst at work. 

Society of Engineers (inc.). A paper on “ Heating and Venti- 
lating Private Dwelling-Houses " was read by Mr. C. T. A. Hanssen 
on Monday last. 

King’s College, London.—On Wednesday. last week, Mr. James 
Swinburne, F.R.S., read a lecture on " Science and Industry. dealing 
specially with the relations between academic and applied science. 


Gas on Trains.— Reporting on a collision between two 
passenger trains at Warminster, on the Great Western Railway, 
on September 2nd, Major Pringle. the Board of Trade Inspector, 
stated that it afforded a further illustration of the risk of gas us an 
illuminant. The ignition of the gas on the Bath train was caused 
by a passenger striking a match. 


Electrical Men's Wages at Dublin.— Тһе Dublin Cor- 
poration. at its meeting on Monday, refused to suspend the 
standing ordera on a motion by Alderman Byrne. M.P.. for the 
purpose of considering a joint report of the Electricity Supply 
Committee and the Municipal Workshops Committee with respect 
to the application of the members of the A.S.E.. whoare employés, 


for an increase of wages. 


Mr. J. Kelso, secretary to the Society. had intimated that if the 
wages were not increased, so as to bring them up to the scale paid 
by the city firms. the men would be withdrawn from service. 

The Council's law agent stated that. as requested. he had made 
inquiry in the matter. and found that the rate. paid by employing 
firms was 38s. 3d.. with a war bonus of 4s. for a 5l-hours week. 
The Corporation was paying. before an award by Sir John Griffith, 
38s. 6d. under the Workshops Committee. and 38s. 3d. under the 
Electricity Committee. with a war bonus of 3s. per week. These 
firures were raised after the award to 408. 9d. and 40s. 44d.. with 
4з. war bonus, for a 50-hours’ week. The Electricity Committee 
was, in addition. paying a walking allowance: and Corporation 
employés had certain advantages which were denied to Trade 
Unionists outside -such a8 permanent employment in the case of 
the majority: no insurance payments: the latter. under a scheme 
entered into by the Corporation under the Insurance Commis- 
sioners, and applying both to health und unemployment insurance ; 
payment in absence through illness on a generous scale, with 
pension on disablement : annual leave, one week or two weeks 
according to term of service. with рау: and double pay for bank 
holiday work, or payment for bank holiday when off duty. ‘The 
Agent therefore advised that if the members in Corporation 
employment based their claim on the A.S.E. scale, аз arranged 
with the Employers’ Association. they were not entitled to any of 
these benefits. 

The Corporation decided. on the Law Agent's report, not to con- 
sider the joint report. 


Linking-up of Electricity Undertakings.—At a mecting 
held in Glasvow on November 3rd, when representatives from fifteen 
electrical undertakings in the West of Scotland attended, it was 
decided to appoint a Committee to discuss the question of linking-up 
electricity undertakings. Mr. Geo. Balfour (Scottish Central Electric 
Power Co.) was elected chairman and Mr. Whysall (Greenock) 
vice-chairman and secretary : all those invited tothe meeting were 
appointed to the Committee, and the following Sub-Committee was 
nominated. with the chairman and secretary, as members, er 
officio :——Messrs. Lackie. Starr. Churchward, Parkinson, Bexon. 
Brown and Wishart. 

Foreign Trade. —THE OCTOBER FIGURES. —The official 
returns of imports and exports during last month contain the 
following electrical and machinery figures :-- 


Oct., Ine. or Ten months 1916. 
IMPORTS :— 1916. > dee, Ine. or dec. 
Electrical goods, Ke. £135,566 + £48,797 + L473 462 
Machinery ... e. OT OB + 30,057 — 530,772 
EXPORTS :— 
Electrical goods ... 364,788 + 118,948 + 1.043.561 
Machinery ... .. 1,820,929 | + 316,949 + 571,580 
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U.S. Power Company’s Wireless Plant.—The Montana ways, who won the D.C.M., and was recently awarded the 


Power Co. bas installed a wireless station at its Rainbow plant. medal of the third class of the Order of St. George of Russia, 
near Great Falls, as an auxiliary means of communication when has been wounded. | | M ; 
telephonic service is interrupted. It 1s expected that a considerable ‚1 rivate GEORGE Barw ЕО , Who recently Ба the | D.C.M. 
sum of money will be saved on long-distance tolls when the private in East Africa, is an employé of the Railway Electric Light 
lines are down. —lectrienl World. Department, Cape Town. He is a native of Essex, and went 
| - | out from England early in 1900. | | 

Use of Coke-oven Gas Under Boilers.—With reference Private Harvey Moss; of the South African Scottish, who 
to the article on the above subject which appeared in our issue of recently died of wounds received in France, was an appren- 
October 27th. we are asked by Mr. Wilson, of the Cumberland Gas tice with Messrs. Edward A. Shaw & Co., electrical engineers, 
Burner Co., in order to avoid any misconception, to state that the of Cape Town. 
burner referred to by us as the " Altenhein burner” is known and Rifleman J. M'GraGu, Royal Irish Rifles, of Belfast, killed 
sold in this country as the " Cumberland burner, and that Mr. in action, aged 19, was in the electriciun's department at 
Altenhein is not concerned in the management of the company, Queen's Island before enlisting. 
and lives in America. Captain W. E. Downey has been promoted to the rank of 


Deputy Assistant Director, Ordnance Survey Service. Не 
was formerly electrical engineer at the Pigeon House Fort, 
Dublin, and is now serving in Salonika. 

Lieutenant E. R. WitmMsHurst, Royal Fusiliers, son of Mr. 


T. P. Wilmshurst, chief electrical engineer to Derby Corpora- 
OUR PERSONAL COLUMN. tion, is in hospital at Rouen suffering from a serious gunshot 

The Editors invite electrical engineers, whether connected with the wound in the head. 
technical or the commercial side of the profession and industry, Obituary.—Mn. С. A. OGax.—We regret to record the 


also electric tramway and railway oflcials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


death, which occurred suddenly on November Ist, of Mr. G. 
A. Ogan, who was chairman of the Hackney Borough Council 
Electricity Committee during the initial stages of the scheme, 


General.—According to the Times, the Vice-Chancellor of when the late Mr. Robert Hainmond was acting as consult- 
Cambridge University has appointed Mr. В. Т. GLAZEBROOR, Ing engineer. 
C.B., Fellow of Trinity College, Director of the National Will.—The late Right Hon. EDWARD ARCHDALE, P.C. ol 
Physical Laboratory, to the office of Reader on Sir Robert Castle Archdale, Irvinestown, co. Fermanagh, described as 
Rede's foundation for the ensuing year. formerly a civil engineer, who laid submarine cables in various 
Mr. Henry- TERRY, Jun., electrical engineer, of Coventry, parts of the world, left unsettled personal estate in the United 
has been admitted a Freeman of the city. Kingdom valued at £173,608. 


^he many friends of Mr. H. J. Hawkins, who a few years 
ago resigned the appointinent of borough electrical engineer 
to the Salford Corporation, will be pleased to know that he 
has accepted an appointment at Karachi as chief engineer to 


a Tondon firm, Mr. Hawkins sailed for India on October NEW COMPANIES REGISTERED. 
29th. 
The following Civil Service appointment i: j ; Ty ah 
he G Ang SW кетише appoméniene Je announced зи Milton Manufacturing Co., Ltd. (145,183).—Registered 
the Gazette :—Admiralty: First assistant electrical engineer 2 Ti M ini 60.600 in £l 
; s : October 38th, by Tippetts, 11, Maiden Lane, E.C. Capital, £60,000 in 
Y 3 pP 
іп H.M. Naval Establishments, E. E. BENHAM. shares (10,000 pref.). Objects: To carry on the business of mechanical and 
The marriage took place at Manchester, on the 3rd ult., of electrical е» M LUN am A in all age n use in 
aun 7 эҳ А И d 5 connection wit electrical installations, electrolytic processes, electroivtic or 
i пе WILLIAM Town, A.S.C. (late of Portsmouth Corpora- chemical bl aching, and о her appliances and apparatas, manufacturers ol 
ton tramways) and Miss Lucy Glynn, of Brooklands, Cheshire. chemicals, chemical products and by-products, &e. The subscribers (with 
А : share each) are: P. W. B. Tippeus, 1l, Maiden Lane, E.C., solicitor; J. 
Roll of Honour.—The Times states that Captain HAMIL- Martin, 7, Church Road, Brixton Hill, S.W., secretary. Private company. 
TON S. Harris, Sherwood Foresters, reported, killed on July E first ME ds о А alae зА а WP - пыз эчер лй. 
: ^" ‘ay ; à А c appointed by the subscribers. irectors must be British subjects and 
Ist, was the youngest son of the late Mr. H. Graham Harris, {тсе Irom foreidd influence, Oualification, £100. Боан LI Fah 
of the late firm of Bramwell & Harris, consulting engineers. per annum (chairman £150). Solicitors: Tippetts, 11, Maiden Lane, E.C. 


He was employed in Canada by the Canadian General Eléc-, 


м 5,180) .— This Jm- 
tric Co. at tlie outbreak of war. His brother, Second-Lieu- Leabank Manufacturing Co.. Ltd, (155,1 e 


pany was registered on October 28th, with a capital of £9,500 in 7,500 prel 


tenant H. Lionel Harris, died of wounds last December. shares of £l cach and 8,000 ord. shares of эз. each, to take over, № ип the 
The death is reported of Private T. W. NEWMAN, Middlesex authority of the Board. of. Frade, the business п оп at haga aee 
Regiment. an electrician. and son of Hornsey electrici; Herts, and elsewhere in England, by P. & F. Doerwaldi, as the ender 
s PM emaan, в n ol a Hornsey electrician. Co. (being a business the books and documents of which are liable to inspec- 
Private THOMAS Dawes, Grenadier Guards, who was an em- tion under the Trading with he Enemy Act), and to carry on the business 
ld a + , А К , ` Е ] 
ployé of Messrs. Johnson & Phillips, Ltd., of Charlton, haa of manufacturers of and dealers in wooden and metal pulleys, and oth 
! machinery and а ranees lo se onnectio owe ansmission, 
falle T , ! у | appliances for use in connection with power transmission, too 
anen m аспоп. Р ` makers, engin rs, timber merchants, бє), Clauses for assuring the British 
uarter-Master-Sergeant С. EATON, A.O.C., who was on character of the company are included. in the. Memorandum of Association, 
hes Б ` ы ] . . | n . ` " r n . - | 
the postal telephonic staff at Enfield, N., has been awarded Aue ч b ue shane pe ы i е ел ын 
; -t Yr б l artt М ` ^ 145 " " ‘Mais ow, architect and survevor, . er юре, o, urking Odd, a SIOW, 
the Meritorious Service Medal in recognition of valuable ser- buser and manager, Private company, ‘The firct directorate, АЙИКЕ 
vices rendered during the war as a volunteer. Broad Street. House, E.C.; P. W. Kent, Broad Street House, E.C.; and 
Sergeant W. Beckett HILL, late of the staff of the City of C. H. Tipple, 585, Barking du Here а коон M direc 
. H 2 > “ : e di : = d. e olk Street, 
London electric light station, has died of wounds. rA 500 shares. Solicitor: А. Bockett, Amberley House, Nor 
First-Class Р О. J. SauNpEns, R.N., and Corporal S. PantsH, Е 
4th Queen's Royal Surrey Regiment, of the Croydon elec- ‘ ——— мы ` 


tricity works staff, and Privates W. S. Rupkin апа Н. Buun- 
DELL, 4th Queen's, and Private J. E. Karn, Anny Service 


Corps Motor Transport, of the tramway staff, have fallen in OFFICIAL RETURNS OF ELECTRICAL 


action. COMPANIES. 
Bombardier E. H. Emery, R.F.^., who was on the Rugby пасы 


staff of the Bri ish Thomson-Houston Co., Ltd., has been 
accidentally killed at Salonika. 

Second-Lieutenant H. E. Britton, R.F A., who was in the 
engineers’ department at the Rugby works of the British 


Bourton-on-the-Water Electric Light & Power Co., Lid. 
—Issue of October 24th, 1916. of £20 debentures, part of a series of which 
particulars have already been filed. А 


Notable Electric Co., Ltd.—Particulars of £1,000 deben- 


Thomson-Houston Co., Ltd., has died of wounds, aged 34 tures, created October 9th, 1916, filed pursuant to Section 93 (3) of the Com 

years. COMER (Consolidation) Act, 1908, the amount of the present issue yeng к 

> 2 > ae » " *h: fei " ub $ : UN " " . S А "n 1 cite ing 
Sergeant M. P. O. Browy, Oxford and Bucks Light In- гере nagd. She company: рон, present, зоо Sassi ou 


uncalled capital, No trustees. 


Derby Lamp Works, Ltd.—4 memorandum of satisfac- 
tind in full on October 20th, 1916, of debenture dated March. 30th, 1916, secur 


fantry, who was in the foundry department of the British 
Thomson-Houston Co.. Ltd., of Rugby, has fallen in action. 


Lance-Corporal E. P. Кїттї, Oxford and Bucks Light Tn- ing £2,000, has been filed. Second mortgage debenture dated October Wih, 
fantry, who has been killed in action, was with the British 1916, charged on the company's undertaking and Property, present ипи ciis 
Thomson-Houston Co., Ltd., at Rugby including uncalled carttal, to secure £5,000. Holders: W. L. T. Arkwrigh 


i . and Н. S. Golding. 
Private A. J. Swiru, Oxford and Bucks Light Infantry, pn Sm 


who enlisted. from the British Thomson-Houston Works, 
Rugby, soon after the outbreak of war, has fallen in action. c c етеу к луд 
Private B. May, Royal. West Kent Regiment, for nine | 
vears on the staff of the Exeter Corporation. tramways, has CITY NOTES. 
fallen in action, aged 26 years. е 
Sapper Percy С. Gay, London Field Company, Royal Engi- 


neers, who has fallen in action on the Somme, was on the Mr. С. С. TEGETMEIER, presiding ot the 
G.P.O. telegraph department engineering staff. Auckland Elec. — annual meeting at Electrical Federation 

Private А. E. Grireitis, London Regiment, killed in action, tric Tramways = Offices, London, on October 31st. said that 
was prior to the war engaged with the Telegraph Construc- Co., Ltd. in spite of the adverse conditions the 
tion and Maintenance Co., of East Greenwich. traffic receipts increased by £6,989. They 

Corporal W. THORNTON, of the West Yorks. Regiment, who were at the rate of over £10,000 per route mile. and £2 15s. 
has been killed at the Front, was on the clerical staff of the per head of the whole population. The increase in passengers 
Bradford Corporation tramwaws department. He was 97 was nearly a million. The completion of the Upper Queen 
years of age, and the son of a Drighlington contractor. Street extension was anticipated at an early date. They had 

Sergeant A. E. Irvina, an employé of the Burnley tram- no further capital in view, beyond that for this extension. 


ИЖИ аи 
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Their capital expenditure in the future must be influ- 
enced by в consideration of the fact that their conces- 
sion from the Auckland City Council expired in 1932, when 
the Council had the right to purchase about nine miles of 
route line. The concessions from the various suburban 
authorities expired at different dates from 1984 onwards. The 
terms of purchase of both the city lines and the suburban 
lines were fayourable to the company, being based upon 
going-concern value, but the position would be unsatisfac- 
tory if the undertaking had to be split up into divided owner- 
ships. With the great rise in the price of all materials that 
had taken place during the year, in some cases ranging be- 
tween 50 and 100 per cent., they had been fortunate in pos- 
sessing large stocks which were purchased under contracts 
made before the advance in price. That satisfactory position 
was one of the many advantages they derived from their 
association with -the British Electrical Federation, which, 
amongst other services, arranged for the co-operative pur- 
chase of stores on behalf of the federated companies. Although 
they had run an increased car mileage, their actual working 
expenses showed a substantial decrease. Great credit for the 
results obtained was due to Mr. Walklate, the general 
manager, Mr. de Guerrier, the engineer, and the rest of the 
staff. An item in the expenses over which they had no 
control was New Zealand income and land tax, which, at 
£13,984, was £9,041 more than in the previous year. The 
liability of the company’s profits to income-tax both to the 
New Zealand Government and to the Imperial Government 
pressed very heavily, and very unfairly, upon the share- 
holders. The matter has been before the Government, and 
some measure of relief has been provided in the Imperial 
Finance Act of 1916. -The Government had also promised to 
set up a committee after the war to inquire into the working 
of the Income-tax Acts and the question of double income- 
tax. The report was adopted. 


Anglo-Portuguese Telephone Co., Ltd.—Interim dividend 
of 3 per cent., less income-tax, on, account of the year to 
December 31st, 1916. 


Indian Electric Supnly & Traction Co., Ltd.—Interim 
dividend, 2} per cent., being at the rate of 5 per cent. per 
annum. 


Edison Swan Electric Co., Ltd.—According to a lengthy 
notice appearing in the London Gazette, the petition of. the 
company for the confirmation of alteration in its objects 
already approved by shareholders in meeting in July last, ìs 
to be heard on December 12th. 


Dartmoor Electric Supply Co., Ltd.—At Exeter County 
Court, on 6th inst., peared eines for the reduction of the 
capital of this company, which was incorporated in 1910, with 
an authorised capital of £4,000, divided into 4.000 shares of 
£l each. Shares to the number of 2,690 were issued and 
fully paid, and debentures were issue. There was an over- 
draft of £800. Counsel said no profit had been made. Owing 
to depreciation in machinery and other causes, the company 
had lost its capital to the extent of £1,389, and it desired to 
reduce its capital by £2,000 by cancelling paid-up capital by 
lis. per share, and writing down issued capital to the same 
amount. The shareholders had approved of the scheme. The 
Judge granted the order. 


West India & Panama Telegraph Co., Ltd.—The report 
states that the amount to егей of revenue is £45,230, as 
compared with £36.454 in the corresponding  half-year of 
1915: the expenses have been £55,651, against £27,225. After 
paying the first and second preference dividends, a dividend 
on the ordinary shares at 6d. per share (free of tax) for the 
half-year is to be paid, and £2,280 carried forward The 
traffic receipts for the half-year show an increase as com- 
pared with those of the corresponding period, business in the 
West Indies having been active at prices remunerative to the 
planters Similar conditions have so far ruled during the 
current half-year. | 

Norway.—The Ais Norsk Kabelfabrik, located at Drammen, 
recently decided to increase its capital from 300.000 to 
1.000.000 kroner. The new capital has been wholly taken up 
by the old shareholders. The objects of the augmented 
capital is an enlargement of the works, the site for which has 
already been acquired at Drammen. 


France.—The Société de Duralumin has increased its capital 
from 200,000 frances to 1,800,000 franes by the issue of 16.000 
lG-frane shares, the new capital being allotted to the Société 
Anonyme d'Aluminium Francais and the Société d'Electro- 
Metallurgie de Dives in varving proportions as consideration 
lor the lease for terms of certain alloy smelting works, the 
properties of the two latter companies. 


STOCKS AND SHARES. 


TUESDAY EVENING. 


The outstanding feature of the past few davs has been the 
= nse In the price of the 44 per cent. War Loan—a rise 
ue mainly to the anticipation that the stock will be avail- 


able for subscription to a forthcoming loan, the advent of 
which is expected at an early date; while there is also a 
certain amount of speculative buying in the stock. This 
advance had the effect of strengthening the lists for Home 
Railway prior-charge stocks and of checking the downward 
course which they had been pursuing for the past three 
weeks. 

The American Presidential election has only aroused a languid 
and transitory interest, so far as the London Stock Exchange 
is concerned. The days are gone, for the time being, when 
this contest caused keen excitement in Throgmorton Street, 
and when the effect of the result was felt upon issues far 
removed from those of the American railways, which were, 
of course, most appreciably intluenced. 

The Home Railway section continues in a state of dull 
stagnation, although the weakness is scarcely во pronounced 
as it was. The prices of the Steam companies’ ordinary 
stocks, however, are inostly lower, and the dulness is reflected 
in а full of a couple of points in Central London assented 
ordinary. On the other hand, Underground Electric 6 per 
cent. bonds are better, although the company's 6 per cent. 
income debenture stock is still heavy at 1014. The interest 
on the former, of course, is paid without deduction of tax. 
From that on the latter the tax is knocked off, which makes 
a very considerable difference in the flat yield. The stock, 
of course, is much the better security, qua security, of the 
two, but, having regard to the competition of the Govern- 
ment issues, 16 seems to be sulliciently high-priced at 1014. 
Threats of a strike on the London & South-Western, and a 
possible extension to other lines, make the latest light litera- 
ture for those who hold Home Railway stocks. 

Irritation has been aroused by the non-receipt of some of 
the letters of allotment in respect: of the new issue made by 
the Consolidated Gas, Electric Light & Power Co. of Balti- 
more. The latest дау for dealing in these was last Friday, 
as letters could not be shipped later than Saturday if they 
were to be in time for allotinent. — British. holders of the 
stocks were told, as usual in such cases, that dealings in the 
new shares would not be permitted by the Treasury, but 
that these holders could sell their rights if they wished to 
do so. This, of course, many did, because the price was 14—29 
premium; and the irritation arose because of the fact that 
not all of those entitled to the rights received them in time 
for them to sell 

We understand, unofficially, that апу belated arrivals will 
probably be accepted, although the final date for application 
has not been altered. Anvway, those who have the right 
to claim the new issue should immediately take steps to dis- 
pose of their letters. The company, we know, values its 
British proprietary, which is a fairly extensive one, and. the 
directors are anxious that these holders should receive every 
consideration. " 

Anglo-American Telegraph ordinary. stock shed 3 points, 
and the preferred is also down 2 at 96. The dulness has 
nothing to do with the position of the company, but is due 
to a little stock which has come on the market for deceased 
accounts. Cable stocks on the whole are finn, the principal 
favourite o the moment being Western Telegraph, the shares 
having risen 5s. to 143. Eastern ordinary is up a point, but 
Globes shed 3 and Great Northerns continue on the down 
grade, being quoted 10s. lower at 38. There is nothing much 
doing in Marconis, and at 25 the price shows no change. 

The only change in electric lighting shares is a fall of 4 in 
City of London ordinary, which reduces the price to 11]. 
The electric supply companies of the country, it seems, are 
appealing to the Board of Referees in respect of the excess 
profits tax, claiming special consideration on account of the 
limitations and restrictions under which they ‘are working 
and the fact that in the early stages of the undertakings it 
is impossible to earn an adequate return upon capital expendi- 
ture involved. We should imagine that shareholders in the 
London electricity companies will observe this with а some- 
what pale smile, because the amount of excess profits on 
which they are likely to Бе called upon to pay duty may 
partake of something of the nature of a minus quantity. So 
far as the provincial undertakings formed of recent years are 
concerned, no doubt there is more to be said for the com- 
panies; but if the percentage is raised, it will, we should 
think, have only academic interest for proprietors of shares 
in the London electricity supply companies. E 

Brazilian Tractions have gone back to 55, losing their rise 
of last week; and weakness in the British Columbia Electric 
Railway group is still pronounced. Mexican Light preferred 
shares are up a point. Vigorous rises have oceurred during 
the past few days in the shares of a number of Canadian- 
American industrials, although up to the present the 1ssues 
of the electric power companies have scarcely been affected. 

Edison & Swan £3-paid shares fell à to 7s. 6d., and, 
amongst the big shares, Henleys are lower at 16. British Insu- 
lated at 12, showing a fall of 5s. each. The brisk demand for 
investments which was noticeable in June and July has given 
place to a more cautious rate of progress, and this, incident- 
alle, forms the principal handle of those who contend that 
the Chancellor of the Es е his market in not 

ating a big popular loan during the summer. . 
Es ш ae market is mending rapidly. There 1s 
much keener appetite for shares than there was а шн 
аро. апа the effect of the disappointinent felt with regar 
to the excess profits duty, as applied to rubber ee Js 
quickly. wearing off. ‘Lhe iron and steel group is firm; in 
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fact, manufacturing shares all round are holding their prices | | 

with remarkable strength; while in the copper market, most MARKET QUOTATIONS. 

of the shares connected with the metal are quietly improving. . E | 

It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 


SHARE LIST OF ELECTRICAL COMPANIES. and they may vary according to quantities and other circumstances, 


Home ELECtRIOITY COMPANIES. 


-— 


* Dividends paid free of income-tax. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


| 
Month | Receipts for 
Locality. | ended the 
| (4 wks.) month. | 
i 
| 
| £ 48 
Bristol (Trams) .. . Oct. 97 | 20,146 +1,858 | 
Cork .. sx "T » 97 | 2,14: |+ 98 
Dub ce e| 27 | 26,112 | +1,898 | 
Hastings .. А | 97 | 8,805 |+ 
Lancashire United | „ 25 | 7,941 | + 1,167 
Ulandvudno-Col. Ba „ 20 | 1,898 |е 208 
Tyneside... БА, » 18, 92,56 |+ 918 
Angio-Argentine .. ,, 28 219,710 | c 7,048 
Auckland .. ks 4, 20 805 |+. mg 
Kalgoorlie, W.A, .. | August | 3,021 е 
* Vadras ee ee | Oct. 16 2,158 |+ 205 
Montevideo „„ | October | 28,729 | +1,645 
607 |+ 87 


Dublin-Lucan Rly. | Oct. 27 


en 


“Two weeks, 


| 48 


Total to date. 


piii Now’ Ri fall Yield i 
N ov. se or fa 
| 1914. 1915. 1916. this week, p.c. Wednesday, November 8th. 
ie dde ce Mr E: Bo, - 41 Latest  |Fortnight' 
ring Cross nary T — : o t's 
do. до, до. 44Pref.. 44 4% By = 664 CHEMICALS, &c. Price. ^  |Inc.or Deo, 
Che oe os ec б 4 8 m 6 18 4 > 
City of London .. E <= 9 8 in —-1 614 9 m : 
do. do. 6percent. Pref. 6 6 1n — 617 1 a Acid, Oralic .. 2x © .. per Ib. 18 РА 
County of London кылы дйн UT 1 10? — 610 8 а Ammoniac Sal .. .. .. perton £15 ^ ag 
do. 6 per cent. Pref. 6 6 10 m 618 6 a Ammonia, Muriate (large crystal) ii £51 vs 
Kensington Ordinary .. .. 9 1 ES 645 a Bisalphide of Carbon .. .. и £23 as 
London Electric .. we T 4 8 1 — 610 6 a Borax.. v 2s s e is £81 ES 
к do. ii sac. 6 per cent. Pref. 6 б iva = Н n : a Copper Sulphate .. .. .. "lb 45 23 ine. 
etropo ee se ee 3 T Potash Ch te oe ee ee r е es 
do. 44 per cent. Pref. 4 44 = 74 0 » : Perchlorate m $5 dii A У" | 
St. James’ and Pall Mall .. 10 8 6 — 6 8 0 a Shellac ay e... рег сті. 13 '/. 10/- inc. 
South London... ee is 5 5 2 — 616 1 a Sulphate of Magnesia. .. per ton £16 
South Metropolitan Pref. a4 A 1 1 — 678 a Sulphur, Sublimed Flowers .. Pe - £13 £5 inc, 
Westminster Ordinary .. э 9 1 6 == 518 0 a + „Lump .. ss г: » £16 10/- inc. 
a Вода, Chlorate... 2 .._ per 10. 1/- 2s 
TELEGRAPHS AND TELEPHONES, Р a stals A e . oe per ton 120/. sts 
Anglo-Am. Tel. Pref. .. .. 6 6 96 – 624 a sodium Bichromate, casks .. per Ib. ө “ 
до. Def. ee ee 80/- 83/6 981 ==" q 10 8 E 
Chile Telepbone .. е ‘ 8 8 7 — 614 6 
Cuba Sub, Ord... .. + b б Bt == 8 8 6 METALS, &c. 
Eastern Extension: ss mwi d ey m „2166 c Brass (rolled metal 2 to 12 basis) рег Ib. 1794 to 1/9] 
Eastern Tel. Ord. ДО ae 7 8 142 +1 6131 : 1/5 
Globe Tel. and T.Ord... ... f 1 19i . — i *6 18 0 E ON таре pana drawn) is " T red "n e 
ааста а ам t = б 9 c Copper Tubes (solid drawn) .. ^ 1/74 ю 1/8 . 
Indo-European .. .. .. 18 38 61 — 6 18 а "^ Бата кады selected) .. рег ton Р T 
Marcóni  .. Vx T . 10 1) 2 — 898 а n S "s vig Ш $ 
New York Tel. 2s x Ө 4 98 xd EM «10 0 g vw Rod... | 7 we se om £168 ө 
Oriental Telephone ori! 7 d 10 ty B 4 6 6 d » (Electrolytic) Bars .. — , Siu 10/- ine. 
United В. Plate Те. .. .. 8 В в — - %18 6 d » " Bheeta .. £162 10 10/- iac. 
West India and Pan. .. Pa ) — 1 — — ч ” " Rous Wire per lb е M. m 
Western Telegraph .. .. 7 8 141 + i © 8 4 І ” ©. . y ms 
f Ebonite Rod ee ee ee ее » - 3/- . ee 
Home RAILS, f |, Sheet А 2 s " 2/6 we 
| PES n German Silver Wire ee eec 9/8 oe 
I "PCR В С 1080 ошата с осо | M 
do. District ..  .. Ni Nil 18 — Nil h India robber, Сата sis тан а ine: 
Underground Electric Ordinary Nil Nil 113 = Nil i Iron Pig (Cleveland warrants) .. per ton Nom. e. 
о do. “A” Nil Nil 5/6 ER Nil 4 , Wire, galv. No. 8, P.O. qual. » £96 е 
do. do. Income 6 6 B9) ` +} SMI Seen, C De ene od] . C 
Ғовв:вх Trams, 80. e Mica (in original cases) small .. per lb. ба. to 8/. T 
Adelside Sup. 6 per cent. Pref. 6 6 438 — 616 : : : | үш 4 1/6 всю ор. n 
Anglo-Arg. Trams, F ur ef sf af = 89 2 d Silicium Bronze Wire ..  .. per lb. 1/9] 3d. ine. 
do. Бр ы” Cee k = = r Steel, Magnet, in baras ..  .. per ton £95 _ »: 
Brazil Trecti P ae цч E. 7310 g Tin, Block (English — .. o  » £185 10 to £196 10| 30/- inc. 
Bombay Electric Pref... .. 6 6 10} xis T m n Wire, Nosy 1 t016" .. н ano is 
British Columbia Elec. Rly. Pica; 5 m ni —4 6 19 10 
о, о. e — 3 —3 il : 
2 ао, поства ‘i nt 64 —9 Nil Quotations supplied by— 
о. о. eb. 4 6 6 710 G. Boor & Co. E J & Shakespeare. 
Mexico Trams 6 per cent. Bonds — Ni or -— Nil : Thos. Bolton. & Sons, Ltd. ri Edward Till & Co. 
о. 6 рег cent. Bonds — Nil 5 — Nil d Frederick 8mith & Co. i Bolling & Lowe. 
Mexican Light Common .. Ni Nil 1 = Nil e F. Wiggins & Sons. 1 Richard Johnson & Nephew, Ltd. 
do. Pref. .. .. Nil NU ВІ +1 Nil f India-Rubber, Gutta-Percha and пл P. Ormiston & Sons, 
do. lst Bonds .. Nil Nil 40 = — Telegraph Works Co., Ltd, r W. F. Dennis & Co. 
MANCFAOTURING COMPANIES. Е 
British Aluminium Ота. _.. 7 on = 615 4 
British Insulated Ord. .. oe 16 "n 14 = 7 610 . 
Dion S ungana Pref. .. iw A 2 — 6 00 | | 
enders.. ee ee ee 3 ка 8 0 0 Н H — MU > 3 V 
Aus e a e = ооо Books and Examinations.— Whatever some people may 
Castner Kelner ТЕ, " n — à — 6 6 8 say to the contrary, we cannot get on without these dae 
- Edison & Swan, .. Ni — —i Nil and many of our readers have probably at some time sat for. or 
a | ао; EUM is 65 à eat = 8 2 0 thought about sitting for, one of the various excellent electrical 
Electric Construction .. .. 6 7À 1 — 710 0 examinations condueted by the City and Guilds of London Institute. 
Чеп 5198; d se ee ө s. i "n — 0 0 Though the examinations are excellent, the same can hardly lx 
Henley Qo 07 ПОП gg gs T nd i : 1 0 said of the lista of works of reference given in the " Programme 
do. 4% Pref... .. o 4 4 43 _ 550 of the Institute under the syllabus of each subject. One reason 1% 
India-Rupber ^ .. ..  .. 10 10 13 -— *8 8 4 that some of the books are unobtainable, having been out of 
Telegraph n. ee ee ee 20 20 884 -— Ы 4 1 


print for years : another is that some are obviously very much out 
of date. Our contemporary, Hectricity, takes up arms, not for the 
first time. against this rather absurd state of things, and asks its 
readers to inform it of one or more books which they have found 
useful in working up for an examination, stating the grade for 
which they worked. From the replies, our contemporary propo 
to publish representative lists, and these should certainly prove 
both interesting and useful. Our own readers could help this good 
work by sending in their opinions to Electricity, at 36, Maiden 
Lane, Strand, London. W.C. We are in cordial sympathy with the 
scheme, the results of which will be of use to ourselves also. a: 
hardly а week passes without our receiving inquiries as to the best 
books for specified subjects. The only criticism we have to offer 15 
that where a reader's experience is confined to the perusal of only 
one book on a particular subject. he is not in a position to expres 
an opinion as to the best book on that subject. 


Manchester Engineers’ Wages.— The demand of the 
engineers in the Manchester and South-East Lancashire District 
for an advance of wages came before the Committee of Production 
at Westminster, last Friday, when Sir George Askwith and &r 
George Gibb met representatives of the masters and delegates froin 
the Amalgamated Society of Engineers. Mr. Н. Mansforth (of the 
Westinghouse Co.) was the principal representative on behalf of 
the Engineers’ Employers’ Federation, and the case for. the 
engineers was put by Mr. W. H. Hutchinson and Mr. J. Binns. 
There were five groups of claims on behalf of the engineers an 
allied trades, and the increases asked for ranged from 5s. to 9s. 2 
week. The proceedings, which were private, lasted for over INS 
hours. Decisions will be annóunced in due course.— Morning Port, 
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METAL MARKET. 


Fluctuations in October. 
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German Machinations in China.—We quote the following 
“comments on the present activity of Germans in China from 
Eastern Engineering :—" In spite of the war German activity has 


by no means ceased in China. On the contrary, a lively propaganda ' 


is being carried on there, not only by German traders themselves, 
but by officials of the Legation at Pekiny and the various Consular 
officers throughout the country. Not content with making every 
preparation for resuming business after the war, we learn that 
Germany is actually supplying machinery to China through firms 
in Sweden and the United States either owned or controlled by 
Germans. As an instance of the underhand tactics that are employed 
to gain their ends, we may mention that German agents in China 
tell the Chinese that Great Britain is blockaded by the German 
fleet and submarines, and that, therefore, it is impossible for them 
to obtain machinery or anything else from that quarter. The fact 
that would-be Chinese buyers have written to British firms respecting 
the placing of orders, and have received replies to the etfect that 
they are so full up with work that it is impossible for them to take 
further business, has lent some colour to the German campaign of 
lying. There can be no question that German traders have got 
their eyes fixed on China for exploitation after the war. and they 
are leaving no steps untaken to enable them to realise their object. 
Thus, it was recently stated that German prisoners are being taugbt 
the different dialects of the Chinese, and although at the present 
time Germany's trade with China is more or less at a standstill, she 
is retaining men of military age there to maintain her connection, 
and keep the market open until she is again able to enter into 
competition. It is also reliably stated that German merchants in 
China have secured sufficient contracts during the war to give them 
а good commercial standing immediately the war is over. These, 
it is true, have mostly been secured by graft and sharp practice. 
A traveller recently returned from China stated that at the 
beginning of the war the Germans refrained from quoting on any 
large contract, but lately most of the largest contracts have fallen 
into German hands. When the specification for any large contract 
is now given out they invite the head Chinese concerned to a 
magnificent dinner—most Chinese deals are settled over food, a 
point the Germans have been quick to recognise—convince them 
that the war will be over in a few weeks, make them a handsome 
present, and secure their permission to insert a clause in their 
quotation that the material is to be supplied & certain time after 
the conclusion of the European War. The British firm, not knowing 
what has transpired, quotes price for the material to be supplied at 
the present time. The German in this way secures vood ' face,’ as he 
has been able to quote lower than his competitors, and has secured 
the goodwill of the Chinese officials by a little ‘cumshaw’ or present, 
which in no way comes out of his pocket, as his price is higher 
than the after-war price would be. These and similar tactics are 
being freely employed in China by German traders, who are aided 
on the political side by the publication of pamphlets in Chinese 
аце the most fantastic lies about Great Britain and her Allies. 
x an therefore, that adequate steps are being taken to counter- 
diii Will be on the alert to defeat German machinations there, 

| 88 those indicated above." 


| — 


в pernicious propaganda in China, and that British traders - 


WAYLEAVES. : 
Bv ' AN INTERESTED ONLOOKER." 


IN view of the attention which is being directed to 
the various aspects of electricity supply in the 
United Kingdom at the present time, especially 
from the point of view of linking-up, it seems to be 
a favourable time to consider the question of way- 
leaves as affecting the problems connected with the 
transmission of electricity, both by overhead lines 
and underground mains. 

It is well known that the development of the tele- 
phone and, to some extent, the telegraph under- 
takings has been hindered by the difficulties 
attendant on the procuring of wayleaves, and fur- 
ther reference will be made to this later. 

In this article, we are mainly concerned in con- 
sidering the subject of wayleaves viewed from the 
standpoint of the power companies and municipal 
undertakings, and it is useful to consider how far 
we can learn from the troubles of the engineers of 
the G.P.O. and the late National Telephone Co. 
Most supply engineers have met with the wayleave 
difficulty, and much has been written on the subject 
from their point of view during the past few years. 

The educative campaign among landowners 
and others was well begun by the passing of 
the Telegraph Acts of 1863, 1878, and 1892, 
and continued under the auspices of the Insti- 
tution of Electrical Engineers when Mr. Adden- 


brooke read a paper in 1905.* Later, in 1913,f Mr. 


Vernier devoted a considerable portion of his 
Chairman's Address to the Newcastle Local Section 
to the subject, and freely drew on his extensive 
experience arising out of his transmission work for 
the Newcastle Electric Supply Co. Mr. W. B. 
Woodhouse, chief engineer of the Yorkshire Power 
Co., has also enjoyed more than one tilt at 1.{ 
Attention was, however, particularly focussed on it 
by the I.E.E. paper on “н.т. Transmission Lines,” 
which was contributed by Mr. Welbourn in 1914,§ 
and which was discussed in London and at most of 
the local centres. In this paper, Mr. Vernier's 
remarks on the inconsistent state of the law of way- 
leaves for overhead lines only were condensed as 
follows : — 

I. The Postmaster-General possesses powers for 
erecting telegraph and telephone lines, but the pro- 
cedure to be followed is so cumbersome as to be 
almost useless. Even these powers are denied to 
electric supply authorities. | ! 

2. Under the Electric Lighting Acts, the consent 
of the local authority must be obtained by a statu- 
tory undertaker previous to the erection of overhead 
wires, whether these are in the public street or on 
private land. 

3. Non-statutory undertakers can dispense with 

the consent of the local authority, and, both erect 
wires on private land and cross public roads so long 
as the wires cause no obstruction above the road- 
way. 
H Non-statutory undertakers may erect overhead 
lines without compliance with the Board of Trade 
Regulations, but the Board has power, if it thinks 
fit, to order such compliance. 

Mr. Welbourn suggested that a strong case had 
been made out to justify the Council of the Institu- 
tion in making representations to the Board of 
Trade for the benefit of the electrical industry with 


а view to removing the inconsistencies referred to. 


but no action appears to have been taken. Follow- 
ing up the progressive policy recently adopted, it is 
hoped that the Council will take the lead in this 
matter, and also arrange to give one evening during 
the session of 1916-1917 to a full discussion, and 
*Journal, I.R.F., Vol. 84, p. 511—1905. 
tJournal, T. E.E., Vol. 59, p.17—No. 9293. 


Јоитпаї, T.E..E., Vol. 44, p. 802—1910. 
§Journal, I.E.E., Vol. 52, p. 177—Nos. 226, 227, 228, 230 
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then follow it up by appointing a committee to 
examine the points brought out and prepare a Bill 
in consultation with the I.M.E.A. and the I.A.E.P.C. 
The success attending the discussions in London 
and Manchester on Mr. E. T. Williams’s paper this 
year should be of good augury! The suggested 
Bill should, inter aha, provide for :— 

1. A curtailment of the absolute veto on the con- 
struction of overhead wires by a local authority. 


2. The local authority's refusal of consent should 


be made subject to an appeal to the Board of Trade. 
At present, such an appeal is only allowed to power 
companies in rural districts. А 

In the discussion оп Мг. Welbourn’s paper, Mr. 
(now Sir) William Slingo referred to the uphill 
struggle which the Post Office engineers had faced, 
and were overcoming by the help of the various 
Acts of Parliament already mentioned, and he re- 
marked that they would like the procedure to be 
тоте certain and expeditious. 

The interest aroused in the question appears to 
have led to the passing of the further Telegraph 
(Construction) Act, 1916. Under this Act, the Post- 
master-General has the right to have a ''difference" 
between himself and the owner, lessee, or occupier 
who refuses or fails to give his consent to the plac- 
ing of a telegraphic line under, in, upon, over, 
along, or across his land or building, within two 
months after being required to do so by notice, 
settled under the procedure laid down in Sections 3, 
4, and 5 of the Telegraph Act, 1878. 

This marks an advance, but the procedure re- 
ferred to is still too clumsy. Something more 
expeditious is required in these hustling days than 
a delay of two months, then a hearing of the case 
by a magistrate, county court judge, or sheriff, 
whose decision can-be appealed against before the 
Railway Commissioners. Just fancy a man wanting 
a telephone installed in a hurry in the country and 
having to await the result of all this legal proce- 
dure! And think of the possible cost to the 
G.P.O.! This, of course, takes no account of war 
telephone work, which may be carried out imme- 
diately and without wayleaves under the Defence 
. of the Realm Act. 

At this stage it will be well to set out some of the 
principal wayleave difficulties and hardships which 
are met with by electricity supply authorities, and 
then to consider what procedure might be followed 
in order to ensure a speedy and equitable settle- 
ment of differences. 

I. Cost of Wayleaves.—Some landowners have 
altogether extortionate ideas as to the value of their 
agricultural land compared with the. value of the 
electric line to be taken across it and the benefit 
to the community. One case came under notice a 
féw years ago where it was proposed to cross a field 
in the open country with six wires, without any 
poles being planted in it. The owner demanded £1 
per wire рег annum for the use of the air above. his 
field. Needless to say, no business resulted. 

There,seems to be a general agreement in Eng- 
land that the average capitalised value of the way- 
. leaves for an overhead transmission line is rather 
‘more than £100 per mile of route, and it is con- 
sidered that this is fully three times their real value. 
One power company! has calculated in a number of 
cases that if it bought a strip of land 70 yards wide 
over the whole route, it would come to less than the 
capitalised value of the rents paid for what is only 
a very partial occupation of the land. Could any- 
thing illustrate the grievance more clearly than 
this? 

There is not much experience in regard to way- 
leaves for cables across fields. In view of the pos- 
sible and considerable shortening of routes for 
linking-up and other schemes, this method js likely 
to receive considerable attention in future. 


with a road route is often possible, and its adop- 


The. 
S 
shortening of a route by some 30 per cent. compared 


tion would lead to a considerable saving in first 
cost. Also, the wayleave charge should be very low 
for a cable, as it would be' laid sufficiently deep so 
that it would not interfere with the tilling of the 
fields. 

Occasionally, a wayleave is required from a neigh- 
bouring supply or other authority to enable a''short 
cut" to be taken. А case in point was brought 
under the notice of the present writer, recently, 
where a supply authority desired to save abor: 
£6,000 by going for 50 yards through the road ot 
a neighbouring authority. The blood-money de- 
manded for the concession (in war-time, too) was 
half the savings. Again, no business resulted! 

Another supply authority's experience is that 
County Council charges are usually heavier than 
those of private owners, the conditions imposed are 
more stringent, and the negotiations take longer to 
complete. In one instance. it was desired to lay 
a connecting main between two portions of a dis- 
trict, and, without more than trebling the expense, 
this could not be done without running for a short 
distance under a public footpath alongside a county 
council school. А private owner would usually 
have taken an acknowledgment of 1s. to 2s. 6d. per 
annum, but the Council demanded £r per annum, 
plus legal charges. On pointing out that this was a 
public utility main to feed the system from which 
the school was lighted, as well as the residences in 
the immediate neighbourhood, and that'the land 
was owned by the community, and so a smaller 
sum would be in keeping with the easement granted, 
a peremptory reply was made to the effect that these 
were the only terms, and discussion of others was 
useless. In addition, the burden of keeping the 
whole of the footway in repair was thrown on the 
Supply authority. | 

2. Delays їп Мегойайопз.—Мт. Vernier has 
pointed out some of the vexatious delays which 
occur through local authorities having the right of 
absolute veto on overhead wires. Не has also in- 
stanced a case of a landowner going to shoot in 
India and hanging up negotiations for six months. 

The delay in Government action under the powers 
granted by the Electric Lighting Acts for com- 
pelling owners to come into line has made this 
method of procedure of very little general use. It 
is only when a delay of months can be allowed for 
that any hope of success can be entertained, and the 
speed with which the Government now rushes 
through any concessions required when Govern- 
ment war-work is at stake only makes the leisurely 
procedure of peace-time more exasperating. 

In a certain case, permission was refused by an 
cwner to the laying of a cable across, partly waste 
open land, surrounded by disused coal pits, 
which was not likely to be of much use to anyone. 
Negotiations were opened with the Board of Trade, 
and a plan and full particulars were supplied 
showing the need for using this route. The owners 
solicitors raised one point at a time, which meant 
a letter to the Board of Trade, a copy from them to 
the owner's solicitors, and the waiting for their 
replv, which was not unduly hurried. 

Correspondence lasted for three months and 
showed no sign of terminating, and as the cable 
had become extremely urgent, a longer route had 
to be found, at an additional cost of £400. __ 

3. Delays from other Public Utility Authorities.— 
Some railway companies are not disposed to give à 
wayleave across their railways for more than three 
or six months. This is objectionable, because rail- 
way companies are always promoting Bills, whic 
sometimes have to be opposed by the supply autho- 
rities, who are thus exposed to the possibility 0 
unfair pressure. | , 

It is an anomaly that public utility services 
should be denied the use of bridges in some 
districts without having to pay exorbitant charges 
A sum of 5s. per annum would be amp 
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ccmpensation for the keeping of records of 
the cables and pipes passing over a bridge, but 
the usual charge, in some districts, is £1 per bridge 
if the structure of the bridge is not affected, and 
with increased rentals up to £5 per bridge if the 
structure is affected. Owing to the way in which 
many bridges have been built, it is impossible to 
effect a crossing without removing and rebuilding 
a few bricks at either end. Heavy wayleave charges 
are the result. 

In some districts, also, water companies are fre- 
quently exempt because they were in existence 
before many of the bridges were built, but elec- 
tricity supply authorities, not being in existence at 
the time, have no protection, and are entirely at 
the mercy of the bridge owners, although the bridge 
forms part of a public road, and the cable to be laid 
is for the public convenience. 

4. Permits from the G.P.O. and other owners of 
Telegraph and Telephone Lines and Road Authoni- 
ties —Under Section 20 of the Electric Lighting 
(Clauses) Act, 1899 (62 and 63 Vict., ch. 19) the 
G.P.O. and other owners of lines may require an 
undertaker to adopt such precautions as they may 
specify to prevent any injurious affection of exist- 
ing lines or lines afterwards erected for telegraph, 
telephone, or electric signalling purposes. 

It is true that the requirements may be disputed, 
and resort had to arbitration, as provided in the 
Act, but in the case of new lines this leisurely 
method of procedure is of little or no use to supply 
authorities who: have consumers waiting to be con- 
nected up. 

In practice, therefore, the G.P.O. imposes its 
own terms, which amount to a prohibition of all 
wires crossing the Department’s wires if the pres- 
sure on the proposed lines exceeds 3,000 volts. The 
result is that crossings have to be effected by under- 
ground cables in series with overhead power lines, 
in most instances, as the addition of capacity, by 
cabling the telegraph or telephone lines, is objec- 
tionable at their higher transmission frequencies. 
The cost of making these special crossings may 
ea add 20 per cent. to the total cost of a power 
ine. 

Frequently, also, crossing a main road by cabling 
is insisted on by county council and other road 
authorities, and it may result that, when everyone’s 
claims are met, there is not much advantage in first 
cost in having an overhead line at all. 

This is not the way to encourage the development 
of electricity supply. Most engineers now recog- 
nise that in the next few years we must deal with 
the transmission of electricity on such a huge scale 
that the raising of pressures is inevitable, and with 
the present restrictions this pressure is limited to 
that for which cables can be successfully and econo- 
mically built. There is some uncertainty on this 
point, but probably no British cable makers would 
undertake in connection with overhead lines to build 
three-core cables for higher working pressures than 
40,000 volts and single-core cables for higher than 
60,000 volts a.c. on the star system. 

It seems to the writer that it should not surpass 
the ingenuity of British engineers to devise some 
method of providing absolute protection for the 
Department’s wires against injury from power 
wires worked at any voltage. The writer sees no 
particular ‘difficulty in doing all that is needed by a 
combination of electrical protection for future power 
circuits in the form of, say, the Merz-Hunter split 
conductor system, and of mechanical protection in 
the form of a substantial earthed metal guard which 
might completely or partially surround the power 
circuits for the requisite distance, and which would 
be earthed to the satisfaction of the G.P.O. If the 
ТЕЕ, LM.E.A., and I.A.E.P.C. are in earnest 
on this matter, there should be no difficulty about 
getting a round-table talk with the G.P.O. engi- 


neers, and the assistance of Mr. Trotter should cer- 
tainly be requested. 

The road authorities may have to be met in an- 
other way. The writer tlunks that supply authori- 
ties should have the right given to them, where no 
other wires exist, to cross all roads in rural districts 
with wires unless the road authorities appeal to the 
Board of Trade and successíully demonstrate that 
there are real objections in particular cases. Such 
a real objection might be a definite intention to 
build on the adjacent land within, say, five years. 

Suggested Procedure.—lIt is well-nigh impossible 
to suggest any procedure which will satisfy every- 


. body and, at the same time, ensure that wayleaves 


may be obtained speedily for overhead lines or 
underground cables. It is an indispensable cond:- 
tion that full justice shall be done to both parties 
to a wayleave dispute, and some machinery must be 
devised to secure this and, at the same time, to 
ensure that all avoidable delays in effecting a settle- 
nient shall be short-circuited. 

Most Britishers prefer to compromise rather than 
to fight, unless some vital principle is at stake, and 
with this in mind, it is suggested that supply autho- 
rities shall have the prima facie right to go with 
their mains practically everywhere within their area 
subject, where necessary, to the owner's consent, 
in order to carry on their business to its fullest 
extent. This would be subject to the reservation 
that where an owner objected, and failed to come to 
terms with the supply authority within, say, one 
month of receipt of notice of intention to proceed 
with the work, the supply authority would have the 
right to lay the whole matter before the Board of 
Trade, who should be placed under a legal obliga- 
tion to inquire fully into the case of both parties to 
the dispute within, say, one month, and give a deci- 
sion within, say, a further two weeks. 

The Board of Trade should have conferred on it | 
the right to give a final decision as to the route to 
be followed, and to determine the amount to be 
paid to the owner or tenant for rent and by way 
of compensation for damage done during construc- 
tion, &c. In order to be quite fair to our gas com- 


petitors, the writer would not oppose similar facili- 


ties being granted to them. 

The plan outlined above could easily be elaborated 
with the goodwill of all the interested parties and 
thc assistance of the Board of Trade into a work- 
able one. It is essential to the electricity supply 
authorities that simplicity of procedure, combined 
with speed and a definite time limit, should be 
secured. 

The present writer would like to see a further 
trial given to the so-called ‘‘ voluntary " principle 
for a period of, say, three years, and working on 
the amended lines suggested above. If this failed 
in practice, we should automatically pass to “© com- 
pulsory " methods, to which the nation 1s so rapidly 
becoming accustomed. | 

The ErEcrRICAL Review has, from time to time, 
called for compulsory wayleaves without defining 
exactly how this could be brought about, and it is 
hoped that these notes may be of some assistance 
in focussing public opinion on what is desirable and 
practicable. The urgency of the question can be 
measured from the fact that there are already about 
1,500 miles of high-pressure overhead lines in the 
United Kingdom, apart from the numerous low and 
medium-pressure lines. Many supply authorities 
are expecting a big increase after the war as the 
result of the boom which electrical driving, &c., has 
enjoyed during the past two years. The electrifica- 
tion of railways, and the application of electricity to 
chemical and metallurgical processes will also bring 
much additional load. The transmission system for 
dealing with these loads and for enabling linking-up 
schemes to be carried out must not be unduly 
delayed by antiquated wayleave methods. 
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ELECTRIC COOKING AND HEATING. 


By A. F. BERRY. 


(Eztracts from paper read before the ASSOCIATION OF 
SUPERVISING ELECTRICIANS.) 


A LARGE number of individuals have sent in to me_from time 
to time figures showing the savings effected by the introduc- 
tion of ''Tricity " cookers in their establishments. The 
majority of the figures 1elate to private houses, but some 
relate to canteen and school equipments. It is clear that the 
butchers' bills in private houses that used to be over £50 per 
annum are reduced to £40 per annum; that a plate of meat 
in а munition workers’ canteen is reduced in the ratio of 6d. 
to 4d., that the weight of meat used in a term in a school of 
100 is reduced in the ratio of 2,400 lb. to 1,950 lb., when the 
older methods of cooking are discarded and “ Tricity " cookers 
are fully employed. It will be seen that the retention of the 
old methods of cooking means that approximately 25 рег 
cent. more meat is being purchased than need be. There is 
an economy also in making jam, marmalade, &c. I found, 
for instance, that the additional weight of marmalade when 
made on an electric hotplate instead of on the coal fire was 
of sufficient value to pay for the total cost of cooking any 
way many times over. 

My experience of the cost of many thousands of Tricity- 
cooked meals leads me to tell you that you must expect that 
& good square meal will cost one quarter of a unit per person 
—that is, for a number of people. In the case of schools, 
where one may take it that the meals served are the equiva- 
lent of two heavy ones daily, it has been found that rather 
less than one-half of a unit per day per person is required. 
In private houses, where the numbers are less and, perhaps, 
the meals more numerous, something like one unit per day 
per person will be required. 

In making jam, I find that the cost works out at about one 
unit for each 8 lb. of jam; marmalade will cost more than 
this. If there are two boilings it will mean that 4 lb. can be 
produced for each unit of electricity consumed. 

I do not think that those who do not use electricity in 
their homes for cooking, even though they are electrical engi- 
neers, can ever hope to convince others of the full advantage 
of electric cooking. They are certainly not in a position to 
express a personal opinion in regard to all the advantages of 
electric cooking if they have not made use of it themselves. 
The glib way in which nine persons out of ten will tell you 
- that electricity ‘‘ must be expensive" for cooking is а testi- 
mony to the slack way in which suppliers of electricity have 
talked about there being no heat with electric light, and it is 
also an equal testimony to the efficacy of the publicity of 
* the opposition.” 

The reliability of electricity for cooking purposes should 
be one of the first considerations. I think, however, the 
remembrance of early troubles accounts in a great measure 
for the apathy of some electrical engineers towards electric 
cooking. My experience has been that ordinary users of elec- 
tric cookers are even more enthusiastic regarding them than 
many supply engineers and contractors. 

The improvements in detail apparatus, such as fuses, indi- 
cators, contacts, terminals and switches have all helped to 
make electric cooking the solid proposition it now is. To the 
householder it did not matter what stopped the cooking—a 
faulty accessory or a faulty '' boiling ring." The meals must 
be ready at the right time—excuses do not '' feed the brute.” 

The use of indicators to show when hot plates, &c., are 
"on" is a great help in the direction of economy. The latest 
in combined fuses and indicators combines in a most cheap and 
practical form the fuse and indicating device we have found 
it necessary to provide. This is only one detail of many 
that have been brought up to a high state of perfection. If 
you will consider that in this small apparatus you combine 
a pilot lamp and fuse you will appreciate how much more 
robust, more easily replaceable and economical, both in con- 
sumption and space, electrical accessories have become. 

I would like to impress upon you that electric cooking is 
here to stay, and that the sooner the whole electrical frater- 
nity make the ntmost use of it, the better will it be for them- 
selves and for the community. Pray do not let anvone retain 
the impression that electric cooking is for the rich. I have 
personally been more than interested to find that the Tricity 
cooker is the friend of the artisan's wife. It goes to the 
palace and cottage too. | 

Turning to electric heating, the electric lamp radiator is 
with us still and is undoubtedly popular. It is an unfortu- 
nate fact that many of those who use a four-lamp radiator 
expect to get from 16 much more heat than they are entitled 
to. I venture to predict that when the lamps are so made 
that their filaments are run at such a temperature that the 
shorter wave-lengths of their radiant emissions pass through 
tbeir clear glass surrounds readily and the filaments are 
screened from direct vision by suitable reflectors, then we 
shall find that our dwellings are warmed and lighted in a 
manner approaching most nearly that in which we receive 
light and warmth from the sun. This method of lighting 
and heating will be as near perfection as possible if we can 
also arrange, as I hope shortly to show that we can, to 
destroy the monotony of the lamp radiator as well as increase 
its efficiency. 


аң. 


The importance of good radiating effect from an electric 
fire and its capacity to hold your attention is considerable, 
You may have noticed that the only time a lamp radiator 
interests you sufficiently to hold your attention is at the 
moment of being switched on. А good log fire or a clearly 
burning coal fire interests you all the time. They are condu- 
cive to steady thinking, and the contemplative frame of 
mind that brings calm and the solution of one's little prob- 
lems. For many years I and those. who are working with me 
have endeavoured to introduce into electric fires more com- 
fort and some features of interest that will hold one's atten- 
tion sufficiently to make “ sitting in front of the бге’ а most 
agreeable occupation. 

To-night I am able to show you for the first time what is 
generally considered by those who have seen it privately an 
effect of great value. Ав you are aware, a great deal of the 
life of a fire is indirectly due to the differing refrangibilities 
of the various vapours and heated air through which you see 
the burning fuel, and also to the varying degrees of redness 
caused by the play of air upon the fuel. I have endeavoured 
to combine these effects naturally in the “ Тгісібу " Flame 
Fire which you see before you. The result gives a breadth 
of effect, and simulates in a perfectly natural manner the 
appearance of a coal fire at its hottest. 

There are certain points in connection with the develop- 
ment of this side of our industry which should always be 
borne in mind when discussing the subject of electric heat. 
ing. In the first place, electric heaters of small capacity 
should not be put forward to work miracles. A small fire 
is quite good and economical for heating ordinary black flat- 
irons, boiling water (not too rapidly), and warming small 
rooms or taking the chill off larger ones, &c. It is, however, 
a great mistake that has been made by many to install heaters 
that are too small. The next thing is that an electric fire 
must have a big radiant surface if it is to give a sense of 
comfort. It must also be sufficiently hot and powerful and 
на to draw one towards it, and then drive опе back 
rom it. 

Another feature that should be borne in mind is that ordi- 
nary convector types of heater, and I am afraid some other 
types, have been designed in such a way that they would 
be most useful to us if we were flies and could sit with our 
feet on the ceiling. Warmth is wanted low down in the 
room, not high up. Just as one could appreciate electric 
slippers, one cannot imagine anyone wearing an electrically 
heated hat. Keep your head cool, but don't get cold feet. A 
judicious combination of radiant and convected heat is most 
welcome, and with electrical fires can be arranged for. 

The fourth point is that electric fires should be designed to 
look like electric fires. The earlier samples were either made 
to resemble obsolete fires or else appeared to bear no resem- 
blance to anything at all. Electrically, we are free from 
troubles due to fumes and, therefore, our originality can have 
full play in design. There is no need to make an electric 
fire look like a fireplace. It must be remembered, however, 
that the fireplace 18 the natural place in which to stand a 
powerful electric fire. It is useless to talk about the heat 
going up the chimney; steps must be taken to prevent it. 
We have sat round the fireplace for too many generation to 
get out of the habit. The design and arrangement of a room, 
too, the placing in a room of our household gods in the way 
of pictures, vases, &c., to say nothing of the timepiece on the 
mantelshelf, have been regulated by the fact that we shall be 
sitting round the fireplace. We must, therefore, bow to the 
inevitable, and for certain rooms make up our minds that 
electric fires will be wanted in their tens of thousands for 

utting into fireplaces. I do not think we shall need to 
ollow the gas companies in their endeavour to pull out the 
coal grate, as we have no difficulty with regard to fumes. | 

It must not be expected that the economy alone of electric 
heating for rooms will force 16 upon householders in the way 
that electric cooking will do. The actual coal consumption 
of a private house for the various living rooms is small com- 
pared with that used in the kitchen. The economy in the 
consumption of coal, therefore, is very little worth. It is on 
the score of general convenience, cleanliness, and comfort 
that electric fires are making their way into the homes of the 
people. It is difficult to say how far the consumption of 
electricitv can be reduced and the comfort of the individual 
maintained. I have come to the conclusion that for person 
comfort the heating effect of one-fortieth part of a unit applie 
directly to the hands and feet of a warmly clothed individual 
would suffice to keep one warm when at work during very 
cold weather. It would appear that we may in time nope 
for something less than 100 times this amount. namely, 2% 
units, to be made sufficient to warm a room efficiently. 

t 


New Zealand Trade. —Mr. R. W. Dalton, H.M. Trade 


Commissioner in New Zealand. states that when certain German 
companies were proclaimed enemy concerns, their liberal advertise- 
ments in New Zealand papers naturally ceased. Articles similar 
to, or better than, those which they formerly advertised are made 
by British firms, but such firms have not adopted any advertising 
campaign to make their goods known. One result of this may be 
that after the war present enemy concerns will have an opportunity 
for booming their goods again, and their real origin will be 
forgotten. 
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ELECTRIC VANS FOR LAUNDRY WORK. 


WrrH the steady progress in popularity of the electric vehicle 
in this country, it is surprising that laundries appear to be 
entirely unmentioned in the lengthy list of electric vehicle 
asers which forms such an interesting feature of our quar- 

terly contemporary, The Electric Vehicle. This is obviously 
a direction offering considerable possibilities, and it may be 
of some interest to refer briefly to American experience in 
this matter. Ав а result of an interview, Mr. JACKSON MAR- 
SHALL, the energetic secretary of the Electric Vehicle Section 
of the N.E.L.A., records the opinion of the manager of the 
Brunswick Laundry, New Jersey, that as soon as the all- 
round efficiency of the vehicle is realised by the laundry 
industry, most laundries will use the ''electric," well-nigh 
to the exclusion of all other means of collection and delivery. 

The daily load average of the Brunswick Laundry is approxi- 
mately 1,500 lb., and at least 65 horses are necessary to do 
this work, allowing for emergencies. Under the same con- 
ditions 33 electric vehicles are sufficient, and during incle- 
ment weather the only extra preparation necessary is the 
addition of chains, and each driver can equip his car with 
non-skid chains in 15 minutes. The simplicity of the “ elec- 
tric” enabled the men who had been driving the horse to 
om to operate the new vehicles very successfully in a few 

ours. 

The comparative operating cost and upkeep of the electric 
vehicle and the horse are as interesting as the facts concern- 
ing the dependability of each. 

e investment for a horse-drawn equipment, including 
stable room, was $1,515; for an electric delivery car complete 
$2,500. The extra investment necessary for the ‘‘ electric "' 
was, therefore, approximately $1,000. 

The monthly cost of 65 horses and wagons totalled $1,713; 
while the monthly cost of one electric delivery car, including 
interest at 6 per cent., amounted to $29, representing a total 
for 33 cars of $957. 

The depreciation of the car is balanced by the depreciation 
of the horses, wagons, harness, &c. Thus the “electric " 
shows a saving of over 40 per cent. 

The “electrics” of the Brunswick Laundry average 25 
miles per day, visiting all the outlying suburban districts. 
Some of the best drivers deliver as many as 900 bundles per 
week, and make an average of 32 miles per day. At an aver- 
age of 25 miles per day, and a current cost of $4 per month, 
the current cost per mile is about six-tenths of a cent on this 
basis; figuring 900 bundles delivered per week, the energy 
cost of each bundle delivered is about 1/100 of a cent. 

Repair bills are & negligible quantity in electric vehicle 
operation. Every week an ‘“‘electric’’ is taken down, care- 
fully looked over, cleaned, and put in first-class order; thus 
every 33 weeks each car goes through a thorough overhaul- 
ing. 

The average life of the tires on the gasoline cars for long 
hauls is about three to four months, while those on the elec- 
tric vehicles last from a year and a half to two years. 

The advertising value of the electric must be con- 
adered, also the safety element should be mentioned. Coli- 
sons are very rare things with these cars, even in congested 
iraffic, as they are started and stopped so easily. 

The bodies of the delivery cars which the Brunswick Laun- 
dry use are 4j ft. X 5 ft. X 7 ft. behind the driver's seat. 
The garage of the Brunswick Laundry is 50 ft. x 140 ft., and 
this 1з now being duplicated, which will provide space for 
about 45 electric vehicles 

The Keystone Laundry Co., one of the largest in Pittsburg, 
recently decided to use the electric truck, and as a result 
ordered five vehicles. One of these “electrics ” on a test-run 
over the famous hills of Pittsburg showed 63 miles on a 
single charge of the battery. At all times during the run 
the car carried а load of 642 lb., in addition to the driver and 
an official observer. The cost of the electric current for this 
mileage was but 49 cents, or four-fifths of a cent per mile. 
. The Sanitary Laundry, of Hartford, on September 6th, 1913, 
installed one electric vehicle, and between that date and 
October 23rd of the same year the car had covered 1,545 
miles. Before purchasing this “electric” the Sanitary 
leundry was operating four horse-drawn wagons and 

miles per week, or 100 miles for each wagon per week. 


Two teams were disposed of when the “electric” went into - 


service, and the two remaining horses at that time were 
covering 70 miles per week, instead of 100 miles which they 
formerly covered, the difference representing additional work 
satisfactorily discharged by the electrie vehicle. 

The Charity Organisation Society, of New York City, 
reports that the three electric vehicles in the service of its 
laundry have reduced the cost of delivery at least 20 per cent., 
and the general results are much better. . 

The Salem Laundry installed one electric delivery car, and 
within six months an order was placed for six more cars 
of the same type. In four months after its first installation, 
the J. Arthur Anderson Laundry, of St. Louis, put four 
joditional cars ın service. Both the Pilgrim and Crystal 

undries, of Brooklyn, are operating three electric vehicles, 
Tepeat orders having been given for two cars each, after 
the first car had been well tested. 
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THE following additional decisions have been published :— 
CONTRIBUTIONS ARE PAYABLE FOR 

1,981 X. Armature and coil winders employed in the repair of 
electrical machinery. 

1,982 X. Workmen engaged wholly or mainly in :— 

(1) The manufacture (including generating and compressing) 
. of acetylene gas. | 

(2) The manufacture of cylinders for holding the gas. 

(3) Examining cylinders and filling them with porous material. 

1,997 X. Workmen engaged wholly or mainly in the manufac- 
ture or repair of arc lamps. 

CONTRIBUTIONS ARE NOT PAYBLE FOR 

1,985. Workmen (other than sawmillers, machine woodworkers, 
metal or leather workers) engaged in making small switch boxes or 
fancy boxes, whether covered with leather, cloth, velvet or similar 
material, or polished, and not intended for use in war (application 
103 X). 

1,986. Workmen engaged wholly or mainly in the preparation of 
non-conducting compositions for covering boilers. pipes and other 
parts of heating or refrigerating apparatus. (Application 403 X.) 

1,9988. Workmen (other than sawmillers and machine wood- 
workers) engaged wholly or mainly in repairing crates, casks 
barrels, which are not intended for use in war. 

1,993. Casual labourers employed on or about docks or wharves 
and engaged in loading and discharging cargoes and not employed 
continuously by the same employer on premises which are used 
mainly for the purpose of any insured trade. i 

2.000. Workmen (other than metal workers) engaged in making 
silk shades for electric light and gas fittings. 

2,019. Workmen engaged wholly or mainly in washing slack for 
coke ovens. 


ELECTROCHEMISTRY IN NORWAY. 


9 


A REVIEW of the situation of the electrochemical industry in 
Norway during the past two years has just been published in the 
French Journal du Four Electrique, which has now reappeared 
after a temporary suspension caused by the war. The review is 
written by our contemporary's correspondent at Christiania, who 
states that the electrochemical works were surprised by the war in 
full execution of orders for nations of the belligerent Powers, as 
the whole of the Norwegian production is exported. Certain of 
these contracts were broken by the force of circumstances, particu- 
larly owing to the impossibility of procuring ores and other raw 
materials which are indispensable to the industry, for almost all 
raw materials are purchased from abroad. The works had con- 
sequently to exist on their stocks, the impending exhaustion of 
which rendered the companies really apprehensive. But the war 
was then taking a new turn, and about the beginning ‘of 1915 it 
became clear that, as hostilities were likely to last a long time, an 
important part would be played by those raw materials which 
served for the manufacture of munitions. The Norwegian works 
which produce nitrates, carbide and cyanamide, ferro-alloys and 
aluminium, then found themselves approached from various 
quarters, and the output was vigorously resumed. The difficulties 
of obtaining raw materials continued to be considerable, and prices 


: and wages still movell upwards ; but as sale prices also advanced, 


the final result has been that most of the electrochemical works 
realised large profits last year and are also doing so in the current 
ear. 

ý The dominant fact in Norway, from the economic and financial 
standpoint, during the past two years, is the constitution in the 
banks and private safes of monetary reserves having no precedent. 
Indeed, the war has enriched Norway, or at least every one con- 
cerned with armaments, shipping, and international trade in 
general. The current accounts at the banks have grown to such 
excessive dimensions that certain institutions have refused to 
accept further deposits. It is under these circumstances that the 
shipowners have turned their attention towards the industries, and 
this represents the great change which has taken place in Norway 
since the ọutbreak of the war. As is known, it was formerly 
almost impossible to raise a shilling in Norway for industrial 
undertakings, which had to be established with foreign capital, 
although it has to be explained that if no native money was forth- 
coming it was due to the absence or scarcity of capital for invest- 
ment. .Now, however, “a gale of industrial nationalism” is 
blowing over the country, and many undertakings have been 
established solely with Norwegian capital—as, for instance, ship- 
ping lines, and concerns for the utilisation of waterfalls and the 
production of wood pulp, chemicals, &c. 

The correspondent proceeds to refer to certain works of the 
Nitrogen Products & Carbide Co., although & portion of his state- 
ments has been apparently eliminated by the French military 
censor. This company, which owns these works and the majority 
of the shares in the North-Western Cyanamide Co., has established 
a great industrial undertaking at the bottom of the Oddafjord, 
where over 70,000 H.P. are utilised in the production of ammonium 
nitrate, nitric acid, and perchlorates. The power is supplied by 
the Tyssefaldene A.S., and new works are also in course of con- 
struction at Aura. Among new installations mention is made of 
the extension of the aluminium works of the Norske Nitrid at 
Eydehavn, whilst the company is building a second aluminium 
works at Tyssedal, in the Oddafjord. In the case of ferro-alloys, а 


\ 


аннан аа ано наа ee a eee 


532 


THE ELECTRICAL REVIEW. [Vvol. 79. No. 2,033, NOVEMBER 10, 1916, 


SE ааыа ааа а ааа ааа ааа ааа ааа ааа ааа аа а ааа ааа а НЩ 


considerable increase in the production has been made by the 
Hafslund Electrochemical Works, as well as at the Porsgrunds 
Works ; and the Hafslund Co., which owns the Hafslund water- 
falls and supplies the electrochemical works with power. has now 
passed entirely under the control of Norwegians, who have pur- 
ehased the shares (three-fourths of the capital) which were held 
by the German Schuckert Co. The nickel refinery at Christian- 
sand has expanded its production, and a new works for ferro- 
chrome has been erected at Tyssedal. But the industries which 
have to depend upon the importation of foreign ores are far from 
participating in the general prosperity, owing to the comparative 
scarcity of raw materials and the hish freight rates which prevail. 

The activity of the group of the Elektrokemisk Industri has 
been applied to its branches—the Arendal Sveltverk, which pro- 
duces carborundum and ferro-silicon, and the Bjolvefossen Works, 
which is erecting a large carbide and cyanamide works in the 
fjord of Hardang. A further national undertaking is the Hoyang 
Faldene or Narck Aluminium Co., which has been formed exclu- 
sively with Norwegian capital amounting to £686,000, and which 
has commenced to utilise the falls in the Sognefjord and the con- 
struction of an aluminium works, the raw materials for which will 
be obtained from France. In conclusion. the correspondent refers 
to the formation of the Florli A.S., which proposes to lay down 
plant for the electrical production or refining of steel. 


NEW PATENTS APPLIED FOR, 1916. 
| (NOT YET PUBLISHED), 


romping expressly for this journal by Messrs. W. P. TuowrsoN & Co., 


lectrical Patent Agents, 28, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


15,023. 


“ Carriers for fusible cutouts.” 
CouLsoN. October 23rd. 


15,027. '' Mechanical appliance for switching off gas and/or switching off 
current of electricity at апу desired time." D. Broucner. October 23rd. 


. 15,083. “ Contacts for electric switches, &c., and mounting or supporting 
same." A. CRAWFORD, W. Preston, AND W. Sanpers & Co. October 23rd. 


15,036. “ Electrical distributing and/or intensifying system.” W. A. CLARK, 


Н. С. Loncrorp, W. W. Loncrorp, T. Morris & THe Sriusx MANUFACTURING 
Co October 23rd. 


15,041. “ Electrical illuminating device in conjunction with walking-stick, 
umbrella, &c." Е. J. WuippoN. October 23rd. 


15,053. “ Electric candle fittings." Н. GaRpE. October 23rd. 


15,054. '' Control switches for electric measuring apparatus." 
SON October 23rd. (Sweden, November llth, 1915.) 


15,072. “ Vacuum tubes of the Audion type. 
(France, October 23rd, 1915.) 


W. Lawrence & MAVOR AND 


O. ANDER- 


J. Bicvet. October 23rd. 


15,076. ‘* Overload electric switches or cut-outs.” P. С. van Wijk. Octo- 
ber 23га. (Holland, June 15th.) 
15,077. *'' Loading coils for superimposed telephone working, &c." С. Е. 


Hav & Н. W. SuLLIvaN. ,. October 23rd. 
15,078. “ Sparking plugs." А. R. Неммімс & C. T. Westiake. October 
rd. К 


15,095. “ Electric flashlamps." С. R. Hart. October 24th. 


15,121. ''Searchlight." J. THomson. October 24th. 

15,123. “ Automatic electric plug and switching contrivance." D. M. 
Erw ARDS. October 24th. 

15,137. '' Electrolytic cells." F. С. WHEELER. October 24th. (U.S.A., 


Octoter 30th, 1915.) 


15,153. “ Electric radiant-heat fire." Н. S. Eutis & J. C. Petersen. Octo- 
ber 25th. 

15,177. “ Portable electric signalling lamps." W. T. Courson. October 
25th. 

15,187. *'' Electric transformers." Tue British ELectric TRANSFORMER Co. 
ANO T. R. Reneree. October 25th. 


15,236. '' Electrodes for electrical furnaces.” W. B. Hamtcton & J. Hor- 


LAND. October 26th. 
15,242. ‘* Electric heating and melting furnaces.” V. SroBiE. October 26th. 
15,252. ‘' Process of uniting metals or alloys by electric welding." Н. L. 
T. Моке. October 26th. 
15,959. “ Electric measuring instruments," С. Corrman, E. I. EVERETT 


AND P. Hamitton. October 26th. 


15,269. “ Batteries for electric pocket. lamps." HOLLANDSCHE ELEMENTEN- 
FABRIEK JULIANA, October 26th. (Holland, October 5th.) 

15.274. “ Generation of sustained electric oscillations for wireless tele- 
graphy and telephony." J. BetHenon. October 26th. (France, November 
5th. 1915.) 

15,290. “ Electric current rectifiers.” Н. Маре (Mills). October 26th. 


15.310. “ Operation 
October 27th. 


15.337. “ Electric joint-making washers,” 


and carriage of electric flashlamps." Е. NUTTALL. 


C. J. Beaver & E. A. CLARE- 


MONT. October 27th. 
15.339. “System for multiplex wireless telegraphy.” В. J. Corprr 
October 27th. 
15.350. © Spark plugs." М. C. E. Bexpy (C. L. Bundy). October 27th. 


(U.S.A., November 2nd, 1915.) 


15,351. ''Ignition systems." C. T. Mason. October 27th. (U.S.A., June 
30th, 1915.) 

15.358. '' Wireless signalling systems." British Тномѕом-Носѕтом Co. 
(General Electric Co., U.S.A.). October 27th. 

15.359. “ Electric heating element for kindling.” R. К. Hears. October 
27th. 

15.365. “ Trolley heads for electric tramcars," C. Svompo. October 97th. 

15.366. *'' Electric accumulators.” W. Н. Exrey & Н. Leitner. October . 
27th. 

15,398. "“ Ignition devices for internal-combustion engines." R. G. L. 
MARKHAM. October 98th. 

15,401. '' Adjustable marks or scales. for aeronoids, air 


specd-indicators, 
AERONAUTICAL INSTRUMENT Co. October 28th. 


" Ferrule. or sleeve for braided wire coverings on electric cables, 
Powrtn & Hammer, W. A. SugeugRD & F. E. WirsoN, October 28th. 


magnetic compass s, бе." 
15.419. 


&c." 


PUBLISHED ‘SPECIFICATIONS, 


1915. 
14.145. ELECTRIC Ixpicatinc АХО LiGuriNG. Systems. А. Blackmore. Octo- 
ber 6th. 
14,209. АгтоматІС Griass-BLOWING Macutes. British Thomson-Houston Co. 
(General Electric Co., U.S.A.). October 7th. 


14.310. Process FOR THE PRODUCTION or CUPROUS OXIDE ELECTROLYTICALLY. 
B. Hunt. October “th. 

14,365. FLUID-PRESSURE Vaives. British Thomson-Houston Co. (General 
Electric Co., U.S.A.). October llth. > 

14.377. DyNAMO-ELECTRIC Maciines. A. H. Neuland. October 11. 

14,4050. E.ECrRICALLY-MEATED Соокіхс Utensivs. L. Heller. 


October 12th. 
(Convention date, July 16th, 1914.) 
14,468. ELECTRIC Arc SOLDERING. 


E. H. Jones. October 13th. 


14,533. Mountisa or ExvecrricaL APPARATUS IN FRAMES. OR Cases. H. B. 
Prentice. October J4th. 

15.824. Construction OF Grips FoR Seconpary ВАТТЕКІЕЅ. G. A. Smith. 
November 9th. 

16,395. ELECTRICAL Switcnes. А. C. Wynne. November 20th. 

16.466. Exectric Coxtact THekmMometeds. В. P. Costello. November 2ni 

17,366. Exectric Heating AND. Cookinc Devices. J. Sayers. December 
Em STARTING AND [LICHTING Sets FOR Arromosices. British Thomson. 


Houston Co. (General Electric Co., U.S.A.) December 215. 
18,137. DvNaMo-EkLECTRIC. МАСНІХЕЅ. S. Н. Martin. December 29th. 


(Con- 
vention date, January 2nd, 1915, U.S.A.) 


1916. 


The numbers in brackets are tHose under which the specifications will be 
printed and abridged, and all subsequent proceedings will be taken. 


1,103. RADIO-ACTIVE SIGHTING DEVICES FOR USE WITH FiREARMS. В. Solaro 
del Borgo. January 30th, 1915. (100,050.) 

9.068. ErrcrRO-MacNETIC. Drivinc Gear FoR Сіоскѕ. J. Lameris. Febru- 
ary llth, 1916. [101,652.] 

2.556. Evectrope HOLDERS FOR USE IN ELECTRIC SOLDERING AND WELDING 
with ЕсывьЕ Evectkopes. Quasi-Arc Со. & A. P. Strohmenger. February 
8151, 1916. [101,655.] : 

2.704. MANUFACTURE OF ELectRIC INCANDESCENT Lawrs witH Meranie IN- 


CAXDKSCENT Bopy. Deutsche Gasgluhlicht Akt. Ges. (Auerges). Мау 4th, 
1915 . (100,387 .} 

3.745. ALTERNATORS FOR THE PropucTION OF HIGH-FREQUENCY ELECTRIC 
Oscuaations. Soc. Francaise Radio Electrique. March 13th, 1915. [100,184.) 
5,628. Execrrotytic MetHop FoR Removinc Охірк or RUST FROM THE 
SURFACE OF IRON OR STEEL. Р. Marino. October 7th, 1915. (Divided applica- 
tio» on 14,230/15.) (101,667.) 


7.517. SwragkiNG Piucs. А. E. Lamkin. May 26th, 1916.  [101,678.) 


Amending the Corruption Áct.—The following clauses 
are included in the new Bill which has been introduced by the 
Home Secretary for the prevention of bribery in connection with 
Government contracts :— 
` 1. Any person convicted on indictment of а misdemeanour under 
the Prevention of Corruption Act, 1906. or the Public Bodies 
Corrupt Practices Act, 1889, shall, where the matter or transaction 
in relation to which the offence was committed was a contract or 
& proposal for a contract with His Majesty or any Government 
Department or any public body, or a sub-contract to execute any 
work comprised in such a contract, be liable to penal servitude for 
a term not exceeding seven or less than three years. Provided that 
nothing in this section shall prevent the infliction in addition to 
penal servitude of such punishment as under the last-mentioned 
Act may be inflicted in addition to imprisonment. 

2. Where in any proceedings against a person for an offence 
under the Prevention of Corruption Act. 1906. or the Public Bodies 
Corrupt Practices Act, 1889, it is proved that any money or other 
consideration has been paid to or received by a person in the em- 
ployment of His Majesty or any Government Department or & 
public body by or from a contractor, or agent of a contractor, 
holding & contract from His Majesty or any Government Depart- 
ment or public body. the money or consideration shall be deemed 
to have been paid or given and received corruptly as such induce- 
ment or reward as is mentioned in such Act unless the contrary 
is proved. , 


Electric Transport on the Rand.—The extent to which 
electric locomotives have been adopted for underground ore haulage 


. ——59 of one make alone being in use—shows that their advantages 


are already quite widely appreciated. Main haulage ways, designed 
for large tonnage, are in most instances best served by the over- 
head trolley type of locomotive. This generally involves the in- 
stallation of a conversion plant for transforming alternating 
three-phase power direct current of suitable voltage (250 or 500 
volts). For other levels, and especially those handling smaller 
tonnage. and from which several cross-cuts run off to the face, gelf- 
propelled locomotives, equipped with storage bntteries. offer great 
advantages. Machines of this type are running successfully or are 
about to be put in use on several Witwatersrand mines——notably. 
Crown Mines, East Rand Proprietary. Kleinfontein and Govern- 
ment Areas. Such locomotives require for their charging com- 
paratively small and inexpensive conversion plants. Electric 
lorries have also proved their worth for surface deliveries of mine 
stores—such as dynamite, coal and heavy stores. Large electric 
trucks, equipped with Edison batteries, are in use on the East 
Rand, Knights Deep, Simmer Deep and Crown Mines, and are 
effecting great savings of time and money. It appears, therefore, 
that economies of money and native labour can be effected by the 
further introduction of electricity in transportation.— South 
African Mining Journal, 
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No. 2,034. 


HALY'S ELECTRICAL AWAKENING. 


ON several occasions, since the outbreak of the war, 
we have referred to the industrial awakening of Italy 
as a result of the difhcult conditions created through 
the European conflagration, and to the revelation of 
the magnitude of the past dependence of that coun- 
try in various directions upon German firms for the 
supply of different classes of manufactures. Men- 
tion has been made in particular of the determina- 
tion of Italian electrical engineers to emancipate, if 


possible, the country from the domination of the 


Teutonic element, and attention has also been drawn 


. to the important part which the Associazione Elet- 


trotecnica Italiana, whose central offices are 
situated at Via S. Paolo 10, Milan, is endeavouring 
to play from the commercial point of view of the 
problem. A further step has now been taken by the 
Association, whose Ufficio Centrale has just issued, 
at the sole expense of the Society, a pamphlet of 
130 pages containing a new and complete list of all 
firms who manufacture electrical machinery and 
apparatus, and giving technical and financial infor- 
mation concerning each of the 175 firms іпсог- 
porated in it, as well as showing the origin and 
national character of each. It is stated that 10,000 


. copies are to be circulated for the purposes of pro- 


paganda among members of the Association, the 
Government offices, provincial and municipal autho- 
rities, technical and industrial associations, schools, 
&c., whilst other copies will be distributed abroad 
to the Italian Embassies and Consulates, chambers 
of commerce, &c. We believe that in their study of 
the Italian electrical position our manufacturers and 
traders will receive considerable assistance from 
this directory. 

The Association is also moving in other direc: 
tions. At a conference held at Florence, on Octo- 
ber 29th, the question of organising professional 


schools was discussed at some length, and a resolu- 


tion was adopted in favour of establishing museums 
and laboratories in connection with the technical 
schools, of introducing technical apprenticeships, 


and of forming a more concrete connection be- 


tween the schools and the country.. Of greater im- 
portance to circles outside of Italy, however, is the 
question of future Customs tariffs, which was raised 
by Engineer Gatta at the same conference. A reso- 
lution was eventually agreed to in principle asking 
that the new tariff system should be prepared as 
soon as possible. It was suggested that a maximum 
and a minimum tariff should be introduced, and the 
former be twice the scale of the latter; that certain 
items concerning machinery should be abolished or 
modified, and that a protectionist tariff be framed 
against foreign competition. The conference fur- 
ther had under consideration the question of the 
institution of a closer connection. between the Gov- 
ernment and manufacturers, and the president was 
requested to approach the Government with a view 
to the Association being consulted in respect of all 
legislative schemes concerning the electrical indus- 
try in general, and particularly in the case of pro- 
jected utilisation of public waterways and the erec- 
tion of telegraph and telephone installations. 

It will be observed from the foregoing that Italy. 
like ourselves, France, Russia, and Belgium, has its 
own peculiar electro-industrial problems arising 
from the war situation. The electrical men of al! 
these countries are possessed by the same inflexible 
determination to secure their emancipation from 
Teutonic influence. 


Each of the Allied countries 
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wili desire to be self-dependent, utilising to the full 
its own resources and abilities wherever it is econo- 
mically practicable to do so, but possibly, almost 
certainly, there will be directions in which Allied 
co-operation may fill in some of the gaps, mutual 
interworking rendering the Allies in the future in- 
dependent of Germany and Austria for lines which 
without such co-operation might need again to be 
obtained from what are now obnoxious sources. It 
seems to us that there ought to be some way for 
the electrical authorities of all of the Allied coun- 
tries that we have mentioned, who know thoroughly 
their own national electrical situation, facilities and 
possibilities, and also can speak with intimate know- 
ledge concerning the schemes that are actually 
developing for meeting the situation, to confer to- 
gether, putting their information, 11 need be, into 
а common pot, enabling the electrical activities of 
the Allies to be developed for the good of them all 
along the most intelligent, because the best in- 
formed, lines. We throw out the suggestion for 
what it may be worth, feeling that unless something 
in the way of personal conference is arranged, the 
Ailied countries will fail to reap the fullest advan- 
tage from the many discussions and investigations 
that have taken place separately, and without any 
co-ordination, since the war began. There is noth- 
ing to be lost, but everything to be gained, by the 
cultivation of the closest possible relations between 
the electrical men of the Allied nations. Many of 
them, most of them, in fact, are mainly occupied 
with war activities at present, but it is not too early 
for somebody to take the lead, if only by way of 


preliminaries. What about the I.E.E. and the 
B.E.A.M.A.? 

WE gather from the newspaper 

Is a Truce Press that a preliminary meeting is 

Possible? — being held some time this week at 


which employers and Labour dele- 
gates will together consider the question .of a basis 
for an industrial truce. It is understood that this 
will be quite a preliminary gathering attended by 
only a few representatives from either side, but it 
is expected to lead to larger conferences when 
both employers and employed will be repre- 
sented by properly authorised delegates. We 
sincerely hope that this means that actual nego- 
tiations of a very definite character will soon 
develop. The atmosphere will not be improved if 
the matter be allowed to hang fire too long. We 
have evidence to this effect before us as we’ write, 
first, in the form of a report of a conference held 
last week-end at Leeds with the object of securing 
a fusion of all the existing Unions in the engineer- 
ing trade ''with the ultimate object of securing 
complete control of the industry." Mr. Tom Mann 
1s reported to have declared that the Union officials 
were waiting for the rank and file to give them a 
mandate to ‘‘move towards obtaining the control 
of the industry." The resolution passed urged such 
ccntrol for the purpose of securing ‘‘.the complete 
abolition of the wages system," and there was 
talk of the usual kind about  ''idle share- 
holders and capitalists.” We fear that confer- 
ences of such a kind and resolutions of this nature 
will not help to ‘create an atmosphere suited to 
the cultivation of industrial harmony. The other 
piece of evidence consists of à memorandum issued 
by the Employers’ Parliamentary Council on '' màt- 
ters relating to the future of industry and the 
interests of employers." Here, again, there is a 
good deal of hard-hitting at the other side. No 
dcubt much of it is justified. We quite agree 
that if the future is to be successful there 
must be working and not shirking, and that if 
higher wages are to be paid they must be earned; 
also that restriction of output and other curses of 
the past cannot be permitted unless we are going 
to court industrial suicide. But we are bound 
to recognise that the Government, wisely or un- 


wisely, made a bargain with Labour involving the 
reinstatement of the old rules after the war; also 
that there has been wrong on the side of the em- 
ployer as well as on that of the employed. The 
Leeds report and the Employers’ memorandum 
seem to us to prove that, whatever the spirit of the 
trenches may be, Labour and Capital at home, ií 
these two examples are to be regarded as typical 
of the feeling of the whole of the country, are still 
very far apart, and there is urgent need oí a 
conference in which, with as little use as possibie 
of the cudgels, they may seriously strive after that 
greatly-needed basis for a truce. 


T ee -———— 


ELSEWHERE in this issue^we print 
abstracts of two interesting lec- 
tures: one, on the life and work of. 
| perhaps, the greatest scientific tech- 
nologist that these islands have ever brought forth, 
by one of his most gifted pupils, Dr. Alexander 
Russell; the other, on the relations between science 
and technology, or, as the author prefers to put it. 
between '' academic science '' and technology, from 
the pungent pen of one, also a scientific technolo- 
gist of high attainments, whose witty comments on 
men and things are now unfortunately only too sel- 
dom heard—Mr. James Swinburne. Widely diver- 
gent as are the points of view and the subject- 
matters of these two essays, there is nevertheless 
much in common between them. Mr. Swinburne 
delights in exposing the fallacies and delusions 
which we mortals hug to our breasts, and in attack- 
ing views which, by reason of their popularity, are 
generally regarded as orthodox, and in pursuing 
these aims he is apt to overshoot the mark, like 
most reformers; but we doubt whether he expects 
or intends all his remarks to be taken quite seriously. 
The career of Lord Kelvin, however, affords a strik- 
ing illustration of some of the contentions which he 


Science and 
Industry. 


. puts forward. The early training of William Thom- 


son was highly '' academic" in the sense in which 
Mr. Swinburne uses the term, but the soundness of 
the solid foundation thus laid was abundantly 
demonstrated by the superstructure of technologv 
which he erected upon it. As a teacher he achieved 
but a qualified success in imparting information; 
his energy and enthusiasm soon carried him far 
beyond the bounds of the subject chosen for the day, 
and his lectures sometimes ended on a topic very 
remote from that with which he commenced. But, 
on the other hand, as Mr. Swinburne remarks, 
he kindled in the hearts of his pupils a desire for 
knowledge and an appreciation of the delights of 
original research which far outweighed his defici- 
encies as a mere teacher of facts, and aroused in 
them an affectionate admiration which was reflected 
in the triumph of his jubilee at Glasgow. More- 
over, we would emphasise the fact that many of his 
greatest achievements were the fruit of the untiring 
application of his mathematical genius not only to 
the practical ends of ''technology," but also to 
what appeared to be the most abstract and unprac- 
tical problems of '' academic science.’’ : 

With some of Mr. Swinburne’s remarks on the 
manufacturer and his problems we cannot whollv 
agree; that the British manufacturer, when he is on 
his mettle, is the equal of, or superior to, any in the 
wcrld, we do not doubt, but the fact that he has 
problems to solve, and knows it, has been fullv 
demonstrated during the war. As a case in point 
we may cite the electrification of textile fabrics. 
which is at present the subject of research at Leeds 
University, and this does not stand alone. The diffi- 
culty attending the publication of researches under- 
taken at universities has already been clearly recog- 
nised, and means are being devised to cope with it. 
As for Mr. Swinburne's child-like faith in the trutli 
and virtue of economic theory, we can only.say that 
in view of his iconoclastic tendencies in other rela- 
tions, we are surprised at him. Is this his one weak 
peint? , 
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LINKING-UP ELECTRIC POWER STATIONS. 


[ COMMUNICATED. } 


It ig now prétty well agreed by everyone who has taken the 
trouble to investigate the matter, that material benefits are 
to be derived from linking-up electricity supply stations ; 
but while there has been some progress in this direction, a 
great deal remains to be done before the full advantages of 
the scheme are realised. "The difficulties involved in inter- 
connecting the London electricity supplies are much more 
formidable than daily newspaper writers seem to imagine, for 


their idea, apparently, is that it is simply a question of . 


joining together a few cables or wires, when a thoroughly 
reliable supply of electricity for London will be assured. 
Unfortunately, however, the problem is much more difficult. 
Had it been realised in the early days of the electrical 
‚ industry that the coupling-up of electrical systems would, in 
time to come, lead to marked economy, as well as greater 
reliability and a reduction in the total amount of plant, it 
is more than likely that greater uniformity in voltages 


and frequencies would have been aimed at. As it 


is, stations have been erected with frequencies ranging 
from 25 to 100 cycles per second, and there is also con- 
siderable diversity in voltage. Even the frequencies of some 
of the larger and more recent stations which might advan- 


tazeously be interconnected are not by any means in 


conformity. 
In America, where coupling-up has been practised on a 
much greater scale than it has been here, very similar con- 


ditions prevail. The frequencies of the American stations are - 


25, 33, 40, 50, and 60 cycles. In the past there were 125 
and 138-cycle stations, but these have now practically dis- 
appeared. The two frequencies most commonly used at the 
- present time аге 25 and 60 cycles, and there appears to be 
no very logical reason why any other values should be 
adopted in future. ^ It is claimed that modern rotary con- 
verters will work quite well on 60-cycle circuits, so that 
there is no need to adopt 40 or 50 cycles on this score. 
The lower frequencies were originally adopted mainly with 
a view to facilitating the successful operation of rotary 
converters, for it is well known that the early 60-cycle con- 
verters were very troublesome machines. Some American 
engineers maintain that 60 cycles might now be adopted for 
practically all classes of service, apart from single-phase rail- 
ways, but this, of course, is a matter of opinion. The lower 
frequencies impose limitations upon designers, especially 
in connection with speeds. Small two-pole, 25-cycle 
motors cannot run at a higher speed than 1,500 R.P.M., 
whereas 8,600 R.P.M. and intermediate speeds are permissible 
with 60 cycles. Twenty-five-cycle motors and transformers 
are also more costly to build than those designed for 60-cycle 
circuits; moreover, they are heavier. Transformers and 
motors of given output increase in cost and weight as the 
working frequency decreases. What applies to motors and 
transformers also applies to turbo-generators, especially those 
below 10,000 Kw. capacity. 


So far as America is concerned, there appears to be а 


distinct. tendency to adhere in future to 60 and 25 cycles, 
and to eliminate other frequencies as occasions arise. To 
link-up American systems many frequency-changers have 
been built, and when similar work is seriously commenced 
in this country-there will undoubtedly be a big demand for 
these machines. Having equipped our stations with com- 
plete disregard to the possibility of linking-up, we are in the 
unhappy position of having stations working at 25, 33, 40, 50, 
60, 83, 85, 90, and 100 cycles per second. Moreover, there 
are many different voltages, and some stations supply single- 
phase current, a few two-phase current, and the bulk of the 

rge and most modern stations three-phase current. There 
are also, of course, some three-wire continuous-current 
stations which may eventually be converted into sub- 
stations and fed from larger plants, or be interconnected 
with them, as in the case of other stations. In linking-up, 
the particular kind of current supplied to consumers need 
hot be considered, unless it happens to be the same kind of 
current that is generated, for linking-up is done between 
station bus-bars and not between distributing systems. If 
\t 18 merely a question of dealing with different voltages, no 
great difficulty is involved. By the aid of static trans- 


formers, switch-gear, and cables, stations having different 
voltages can readily be connected together. Two- and three- 
phase stations having the same frequencies can also be 
interconnected by using transformers connected in accord- 
ance with the scheme devised by Scott ; but when it comes 
to coupling-up single-phase stations. with two- and three- 
phase stations and coupling stations of different frequencies, 
the task is less simple. 

The conversion of single-phase current to three-phase 
current, or vice versá, cannot be accomplished with static 
transfermers, even if the frequencies of the two stations are 
the same. A single-phase load represents power which is 
pulsating or varying periodically from zero to a maximum 
value, whilst a balanced polyphase load represents con- 
tinuous power of constant value. Obviously it is not 
feasible to transform from continuous power to pulsating 
power, or vice versa, without some method of storing and 
returning power. This result cannot, of course, be achieved 
with static transformers. True, attempts have been made 
to do this, and in some cases it has been possible to оа" 
equal currents on the three phases, but balanced currents do 
not necessarily represent balanced power loads. Equal 
currents in the three phases have been obtained by causing 
part of the current to lead and part to lag, but the resultant 
reactions and unbalancing effects of these lagging and lead- 
ing currents have the same effect on the generating system 
as the single-phase load would have. To maintain a proper 
balance on the three-phase side when transforming from 


_. three-phase current to single-phase current a rotating 


machine must be used. The difference between the energy 
delivered by the three-phase system and that taken by the 
load is stored as part of the momentum of the set, 
and this stored energy is delivered as electrical 
energy at the proper moments. The inverse trans- 
formation from single-phase current · to` polyphase: 
currents is, for the same reason as stated, impracticable 
without a revolving machine. A motor-generator consisting 
of a three-phase and a single-phase machine mechanically 
coupled together will, of course, give the desired trans- 
formation without any trouble at all, and where periodicity 


. transformation is desired as well as phase transformation, a - 


machine of this kind is absolutely essential. The single- 
phase and polyphase loads are then quite independent. But 
where transformation from single-phase to polyphase current. 
or vice versa, does not also involve a change in periodicity, 
it would appear that part of the single-phase load could be 
delivered directly from one phase of the three-phase system, 
whilst the other part of the load could be dealt with by a 
phase converter. Phase converters, as used on the loco- 
motives of the Norfolk and Western Railroad, might be 
employed for the transformation of three-phase current to 
single-phase current, or vice versd, but their suitability for 
interconnecting systems has not yet been demonstrated. In 
a paper read before the Association of Edison Illuminating 
Companies in 1914, Mr. B. G. Lamme discussed the 
question of using these converters for obtaining single- 
phase loads from polyphase systems. The growing demand 
for single-phase current for working single-phase railways, 
electric furnaces, and so forth, has led American engineers to 
look into this question. As, however, the suitability of this 
type of converter for coupling-up purposes has not as yet 
been demonstrated, and as single-phase and polyphase 
stations having exactly the same frequencies are not often 
met with in this country, this particular kind of phase 
converter need not at the present time be further 
considered. 

Synchronous motor-generators—i.e., sets consisting of two 
synchronous machines mechanically coupled together— 
provide a positive coupling between the two interconnected 
stations ; that is to say, if the speed of the steam sets in 
one station increases, that of the sets in the other station 
increases correspondingly. An induction-motor-generator, 
on the other hand, gives a certain amount of slip, and the 
coupling between stations is, consequently, not so rigid. 
This slipping property of the induction-motor-generator 
is an advantage in that an increase in the speed at one 


-station is less liable to result in a large transference of 


load which may prove too much for the motor-generator. 
Owing to this difference in the characteristics of syn- 


` chronous and induction-motor-generators, it is advisable, in 
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the interests of safety, to use synchronous motor-generators 
of sufficient capacity to cope with the full load of either of 
the interconnected stations. Evidently nothing serious can 
then happen, even if one station be completely shut down. 
The flexible coupling which the induction-motor-generator 
provides would appear to be its principal advantage, but it 
is to be noted that when an intentional transference of 
load is made, quite an appreciable difference in the speeds 
of the two interconnected stations is 


running at full load, will have to run 8 per cent, above 
synchronous speed before it will give full load as an 
asynchronons generator, so that if such an induction motor 
were used on a motor-generator, the transference of full 
load from one direction to the other would involve a 
difference in speed between the two stations of as much as 
6 per cent. One station might, of course, run 3 per cent. 
high, and the other 3 per cent. low. А synchronous motor- 
generator set, on the other hand, will transfer full load 
from one direction to the other without any difference in 
specd at all. T 

It is sometimes claimed that induction-motor-generators 
are superior to synchronous motor-generators on the score of 
easy starting, but, in the light of modern practice, there does 
not appear to ће much in this argument, for with a rotor 
оп one side of the machine wound in the same way as the 
rotor of an induction motor, synchronous motor-generator 


sets can be started without a special starting motor, and it. 


is only necessary to synchronise on one side. Such machines 
are started at reduced pressure with the aid of a com- 
pensator or auto-transformer, and when the machine comes up 
to speed, exciting current is supplied to the slip-rings. But 
when the machine is running in synchronism on the motor 
side, the generator voltage may, or may not, bear the proper 
relation to the voltage of other units, and before the machine 
ап be paralleled at the generator end it may be necessary 
to slip the poles by reversing the motor field current : in 
fact, one or two reversals, may be necessary before the 
correct relation is secured. When operating synchronous 
frequency changers in parallel certain small difficulties are 
met with which do not manifest themselves when running 
other kinds of machines in parallel. For instance, if one fre- 
quency-changer is carrying load, and it is desired to synchro- 
nise another frequency-changer with it, the switch should 
not be closed at the instant when the synchroscope indicates 
perfect synchronism. The load on the working machine 
acts like a mechanical drag on the rotor, with the result 
that there is a corresponding angular displacement of the 
revolving fields. To parallel two such sets satisfactorily, 
the switch should be closed when the synchroscope needle 
deviates by some angle from the exact synchronism mark, 
the angle depending upon the amount of load the working 
machine is carrying. When, however, the frequency- 
changers are both in the same station, the effect of closing 
the switch when the synchroscope indicates exact syn- 
chronism is not, as a rule, serious. But if the machines 
are in different stations, and it is necessary to parallel them 
over a transmission line or cable, the disturbance may be 
more pronounced. The resistance tends to lower the syn- 
chronising power. 

In order that synchronous frequency-changers may operate 
satisfactorily in parallel they must either be made with 
extreme accuracy, both mechanically and electrically, or 
means must be provided for adjusting the stator of one of 
the machines composing a unit. The latter arrangement, 
which is provided on modern machines, enables the operator 
` to obtain the desired division of load between different sets. 
The stator of either the motor or the generator is mounted 
in a cradle, so that it is capable of being rotated through 
a small angle. By the aid of a small motor geared to the 
movable stator and connected to a control switch on the 
switchboard, any desired division of load can be obtained 
with the greatest ease. If the steam sets in two inter- 
connected generating stations are to run at their exact 
speeds, the combination of poles on a synchronous frequency- 
changer may result in the use of a frequency-changer 
running at only 300 revolutions per minute. In the case 
of small and medium-sized machines, this is a troublesome 
limitation, since it hinders economical design. In the 
following table, some pole combinations are given, from 


necessary. Ап, 
induction motor that has, say, 8 per cent. slip when 


which it will be seen that 25- and 60-cycle stations call for 
а motor-generator running at this low speed. 


Frequency. * Poles. | 
xd Se СЕРУ | Speed. Generator frequency. 
Motor. | Generator. | Motor. | Generator. ; 
25 62'5 4 10 | 750 | 4°17 per cent. high. 
25 62'5 | 8 20 | 375 | 4°17 per cent. high. 
25 60 Í 10 24 300 Exact. 
35 583 | 6 14! 500 | 2°78 per cent. low. 
25 2963 8 18 ' 875 | 6°18 per cent. low. 
60 267 , 18 М . | 400 | 68 percent. high. 
60 257 | H 6 1 514 | 2°8 percent. high. 
60 25 | 24 10 . 300 Exact. 
60 24 20 N , 360 4 per cent. low. 
60 24 | 10 ; 1 | 720 1 per cent. low. 
| 


If it be simply a question of changing from. one perio- 
dicity to another, and no interconnection between. stations is. " 
involved, a periodicity on the generator side, which is 
slightly above or below the actual value require], may not 
in some cases be a very important matter ; but when it comes 
to coupling-up generating stations, the conditions are, of 
course, different. With induction motor-zeneratora greater 
flexibility can be secured, for with a little permanent resist- 
ance in the rotor circuit the slip can be adjusted, and 
the correct frequency on the generating side so obtained, 
although, unfortunately, permanent resistance in the rotor 
circuit involves a reduction in efficiency. Further, it is to 
be remembered that an induction motor cannot work ах a 
generator unless it runs in parallel with a synchronous 
machine, for it always must take its exciting current from 
the line, and it always draws a lagging current, irrespective 
of whether it is generating or motoring. 

Load cannot, of course, be transferred from опе station to 
another by adjusting the field rheostats of the steam-driven 
generators. Such adjustments will simply give rise to a flow 
of wattless current. The manner in which the stations 
share the load depends on the setting of the engine or turbine 
governors, and not upon the exciting currents, of the 
generators. With the governors in the two stations set for the 
same drop in speed from no load to full load, each station 
will automatically deal with its proportionate share of the 
load ; if, on the other hand, the governors in one station 
give twice as much speed-drop as those in the other station, 
then, assuming that the capacities of the two plants are 
equal, the station with the closer regulation will take up 
automatically twice as much load as the other station. 

Engineers must decide for themselves which of the two 
types of motor-generators will best suit their requiremente. 
Of. course, when it is desired to shut one station down com- 
pletely, and feed the bus-bars of that station through the 
motor-generator, the induction-motor machine is useless, 
unless the motor happens to be on the running station side. 
Since an induction motor can only act as an asynchronous 
generator when it is running in parallel with synchronous 
machines, it follows that if the generating station to which 
it 18 connected be shut down, the motor-generator cannot 
take over the load. The synchronous machine, on the other 
hand, being excited on both sides with direct current, will. 
of course, supply current in either direction, irrespective of 
whether. it runs in parallel with other machines or 
not. Moreover, it is possible, with synchronous 
motor-generators to correct the power factor on both 
of the interconnected stations. Hence, although there 
are, as shown, certain small difficulties in operating 
synchronous frequency-changers in parallel, these machines 
are, nevertheless, pretty extensively used. 

When linking up continuous-current stations with alter- 
nating-current stations, rotary converters or motor-con- 
verters are employed. Motor-generators would, of course. 
answer the purpose, but since they are less efficient than rotaries 
or motor-converters, they are not, save under exceptional 
circumstances, likely to be adopted. The connections for 
the rotary correspond with the usual sub-station connec- 
tions ; that is to say, the slip-rings are connected to the 
alternating station through static transformers, and the 
commutator end is connected through suitable switches and 
cireuit-breakers to the bus-bars of the continuous-current 
station. When the machine is transferring load from the con- 
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tinuous-current station to the alternating-current station the 
voltage generated by the rotary on the direct-currentside must 
he a little below that on the direct-current bus-bars. To a 
certain extent the interchange of energy between the two 
stations is automatic, the two stations sharing the load 
according to the adjustment of the governors; but, as a 
rule, a certain amount of field adjustment is necessary. 
Of eourse, when the rotary is connected through the trans- 
formers to the alternating-current bus-bars, it runs as a 
synchronous machine and its speed is fixed, but if the alter- 
nating-current station be shut down and current is still 
drawn from the alternating-current side of the rotary it 
rung as a direct-current motor. The speed then depends 
upon the field strength, and if from time to time there is a 
material change in the power factor, caused, for instance, 
by the starting of induction-motors, the speed of the rotary 
may, as a result of the demagnetising effects of the lagging 
currents, vary considerally and attain a dangerous value. 
For such conditions the makers. of motor-converters claim 
superiority. The best machine for these conditions is the 
motor-generator, since the generating and motoring sides are 
entirely independent of one another, but rotary converters 
have been used under these conditions by exciting the field 
with a separate exciter driven by an imduction-motor taking 
its current from the slip-rings of the rotary. А small 
increase in speed results in а rapid ir- 
crease in the exciting current, which 
compensates for the demagnetising effects . 
of the lagging currents. 

In connection with linking-up con- 
tinuous-current stations with polyphase 
stations, an interesting suggestion has 
been put forward by Mr. J. S. Peck. It 
is well known that it is not easy to 
build large continuous-current turbo- 
generators, and in order to avoid the 
use of  continuous-current generators 
running at turbine speeds two schemes 
are practicable. One is to gear a com- 
paratively slow-speed dynamo to the 
turbine, and the other to couple a turbe- 
alternator to the turbine, and electrically 
connect the alternator to a relatively 
slow-speed rotary converter. If the 
latter scheme be adopted, then polyphase 
stations can be coupled’ up with con- 
tinüous-current stations with very little 
trouble or expense. The current from 
the polyphase station would be trans- 
formed down, so that the pressure 
corresponded with that across the ter- 


minals of the alternator, and the mesh-connected secondaries | 


would be connected, after synchronising, to the leads 
between the turbo-alternator and the rotary converter. 
With thé transformers disconnected from the turbo- 
alternator, continuous current would: be supplied to the 
- bus-bars of the continuous-current station in the ordinary 
way; for, of course, under these conditions the poly- 
phase station is not coupled up. If, however, the trans- 
formers were synchronised with the alternator and the 
rotary converter disconnected from the alternator, the latter 
could supply polyphase current through the transformers to 
the polyphase station : or with the alternator in the con- 
tinuous-current station still disconnected from the rotary, 
current could either be supplied from the polyphase station 
through the transformers and rotary converter to the 
continuous-current station bus-bars, or current from these 
-bus-bars could be supplied through the rotary and trans- 
formers to the polyphase station. Under the latter 
conditions, the rotary would work inverted. | 
When larger power systems are interconnected, the 
possibility of very heavy currents flowing in the mains at 
times of short circuits must be kept in view. The use of 
current-limiting reactances demands, under these conditions, 
very careful consideration, especially when the stations 
contain large turbo-alternators. When the stations are at a 
considerable distauce apart, the transmission lines or cables 
interconnecting them provide a certain amount of pro- 
tection ; in fact, in the case of some of the large intercon- 
neeted water-power schemes, nothing beyond the transmission 


x 


lines has been necessary to keep the short-circuit currents 
within permissible limits, for the lines act in a similar 
way to reactances connected between sections of station 
bus-bars. But it is to be remembered: that many 
of these water-power. stations contain large low-speed 
generators with comparatively low short-circuit currents. 
Much depends on the sizes and characteristics of the plants 
and the distances between stations. On some of the inter- 
connected systems in America, current-limiting reactances 
are used pretty extensively, and there is little doubt that as 
the capacities of stations in this country increase, and as 
one by one they are interconnected, this practice of using 
reactance coils in generator leads, between sections of 
station bus-bars, and in feeder circuits, will become more 
general than it has been hitherto. 


ELECTRIC WINDING PLANT AT A 
YORKSHIRE PIT. 


Messrs. NEWTON, CHAMBERS & Co., LTD., of Sheffield, 
have recently introduced ап electrically-driven winding 
plant at their Staindrop Pit, Skiers Spring, near Wentworth 


CONTROLLING GEAR OF WINDER.. 


Station, for the following particulars of which we are in- 
debted to the British Westinghouse Electric and Mann- 
facturing Co., Ltd., who supplied the equipment. 

The plant has two steel winding drums, 10 ft. in dia- 
meter x 4 ft. 3 in. wide, and is gear-driven by a 220-n.H.P. 
slip-ring induction motor. | 
— The drums are capable of holding 120 yards of rope in 
one layer. One drum is loose on the shaft, and is connected 
thereto by means of a clutch, the clutch and brake gear 
being suitably interlocked. The engine is designed to raise 
and lower men from a depth of 350 yards, the assumed duty 
being as follows :— | 


Weight of cage and chains ... 2 tons. 
Weight of men per wind 3,100 1b. 
Circumference of rope 3°14 in. 
Winding time 60 sec. 
Decking time... iii is ‘ite wate ... 30 вес. 
Distance between headgear sheaves -— ven DIU 
Distance between centre of drum and centre of 

headgear sheaves, not less than 80 ft. 


The equipment is also suitable for use for sinking with 
a total unbalanced load, including the weight of the rope, 
of 5,220 Ib., and for coal winding with a total unbalanced 
load not exceeding 5,220 lb. At present the winder is being 
used for sinking purposes, and is accordingly fitted with 
one of the drums only; as soon as the shaft is completed 
the second drum will be fitted, and the winder will enter 
mto full winding service with two cages. | 

There are two brake paths, arranged one on each drum ; 
the drum. shaft is 13 in. in diameter, and runs in three 
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12-in. x 15-in. bearings, supported on a continuous 
channel-iron bedplate, which is extended to carry the 
motor. 
->The pinion is mounted on an independent shaft, running 
in two bearings, and is coupled to the motor by means of a 
flexible coupling. The brakes are of the post type, weight- 
applied; and controlled by means of an air-brake engine ; 
they are arranged to come into operation automatically in 
cage of overwind, overload on the motor, or failure of supply 
voltage. There ів also an emergency lever included with 
the driver's control lever. 

Àn auxiliary motor-driven air compressor, with receiver 

iping and fittings, is provided. 

л Гһе depth indicator is of the vertical screw type, gear- 
Minen from the drum shaft, and fitted with an overwinding 
trip. 
— The chief feature of the overwind limit-switch, fitted by 
the British Westinghouse Co. to all their winders, is the 
absolute safety obtained ; also, the switch is so arranged 
that a second, or even a third, overwind can be dealt with 
should the driver accidentally start the winder in the wrong 
direction again. 


governed by the height of the weir over which the solution 
has to fall before flowing back into the bottom tank. The 
weir is arranged for operation with the same lever as the 
reversing switches. The rate at which the top tank fills, 
and therefore the rate of acccleration of the motor, is adjust- 
able by means of a stop valve on the delivery side of the 
pump. The cooling system is of the condenser type, with 
straight tubes, arranged so that the tubescan be cleaned 
by removing one end-plate of the system; or the whole 
system may be removed: from the controller for this purpose. 
Any tube 1s easily replaceable if necessary. | 

The maiu switeh-pillar is of the totally-enclosed type 
“S” design. It is fitted with a three-pole oil circuit- 
breaker, with two overload trips, two trifurcating boxes, and 
a mechanical attachment, by means of which the circuit 
тау be opened in case the brake should be applied under 
any emergency condition. А hand-trip switch to put on 
the emergency brakes, if it should be necessary, is also pro- 
vided, and is mounted on the platform in a convenient 
situation. The connections to the transformer. are taken 
from the machine side of the ‘main switch, the bus-har 
chamber being fitted with interconnecting bus-bars for this 


P 


- 
e ln берара 


* EI 
^ 
i д 
- - 
” tà 
CA. 
Е Е 
г 
ы " 
i~ Бш & 
* и”! 
Г] 4) 
t. 
De* rV 
тҮҮ 
" In 4 
А 4 h , 1 
. + е 
m. 


JY NO CN 


de Yr 


B 
s A 
Vua 


> 

T ж, 
3:2 4 
^ 

ж 
е, 


WESTINGHOUSE 220-B.H.P. MOTOR DRIVING WINDER. 


The driver’s platform is sufficiently elevated to give the 
driver a full view of the winding engine, and carries the 
necessary control and brake levers, with quadrants and 
latches. | 

The motor is nominally rated at 220 H.P., and runs at a 
speed of 860 в.р.м., taking three-phase current at 50 cycles 
and 3,000 volte. It is arranged with the shaft extended to 
take a flexible coupling, and a trifurcating box is fitted on 
the motor frame for the stator connections. The motor is 
of specially robust construction, and is capable of dealing 
with overloads momentarily up to, and even exceeding, 
2] times full-load torque. 

The controller is of the liquid type, with motor-driven 


circulating pumps and mechanically-operated reversing - 


switches of ample capacity ; the primary connections are 
fitted with trifurcating boxes. The controller consiste 
essentially of. two wrought-iron tanks, one mounted on the 
top of the other, a motor-driven circulating pump, electrodes 
for the rotor circuit, and two oil-immersed reversing 
switches. The bottom wrought-iron tank contains the 
solution, and is fitted with a cooling system ; the solution 
is pumped from the bottom tank into the top one, flowing 
past the electrodes. The height of the solution in this 
tank, and therefore the area of the electrodes immersed, is 


a 


purpose. To control the low-tension circuits to the sole- · 
noid controller, pump motor, and compressor motor, there 
are provided two sets of three-pole enclosed switches and 
fuses. 

The auxiliary apparatus, also supplied by the British 
Westinghouse Co., comprises :— 

1. A 10-K.v.A. three-phase, 50-period, 3,000/440-volt oil- 


insulated self-cooled transformer, to supply the solenoid 


controller, pump motor, and compressor motor. 

2. A “ no-volt ” solenoid arranged to be operated by the 
emergency trip-gear for the brakes in case of failure of 
voltage, or through the action of the overload trips on the 
main circuit-breaker on overload, also by hand on emergency. 

3. A set of driver’s instruments, ammeter and voltmeter ; 
these are of the illuminated dial type, with large open scales, 
and are mounted on a suitable bracket on the depth indi- 
cator, so that the driver can keep in view the instruments 
and the depth indicator simultaneously. "m 

4. A squirrel-cage motor of 5-B.H.P. capacity for driving 
the air compressor. | 

5. A Westinghouse over-speed device, which can be 
arranged in conjunction with the other emergency gear to 
operate the brakes and cut off the supply of power to the 
motor in the event of a predetermined speed being exc 
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during any part of the wind, either acceleration, full-speed 
run, or retardation. This device consists of a small direct- 
current series-wound generator, driven from the shaft of 
the winding drum or motor, and arranged to operate in con- 
junction with a rheostat controlled by the depth indicator 
in such a way that a certain voltage is never exceeded, pro- 
vided the acceleration or the speed is kept within a 
predetermined limit. In the event of the predetermined 
acceleration or speed being exceeded during any part of 
the wind, the voltage of this small machine rises, and so 
operates a relay in conjunction with the cireuit-breaker and 
the emergency brakes. 

The mechanical parts for the winding: engine were 
supplied by Messrs. Robey & Co., of Lincolu, and the steel 
headgear in connection with the shaft was mannfactured by 
Messrs. Newton, Chambers & Co. at their Thorneliffe 
Ironworks. 

The current for the winding engine is generated at the 
Rockingham Colliery, which is about two miles away. 


LORD KELVIN’S LIFE AND WORK. 


Іх the eighth Kelvin lecture before the INSTITUTION oF ELEC- 
TRICAL ENGINEERS last week, Dr. ALEXANDER RUSSELL reviewed 


the life and work of Lord Kelvin, drawing freely upon his. 


own notes and recollections of the great scientist. 

William ,Thomson's first important paper—written at the 
age of 16, just before he entered Cambridge University— 
related to an analogy between the flow of heat in a соп- 
ducting solid and- the problem of the electrostatic field in an 
insulating medium. The lines of flow in the heat problem 
are coincident with the lines of force in the corresponding 
electrostatic problem. From the mathematical point of view 
the problems of thermal conductance, electrostatic capacity, 
and electric resistance are the same, and Dr. Russell points 
out that Thomson's work helps us to study how the resistance 
of the ‘‘earth’’ - of an earthed conductor varies with the 
shape of the conductor which is in contact with the ground. 

In 1844, being secand wrangler and first Smith's prize- 
man, Thomson devoted himself to the investigation of physical 
problems with the help of mathematics, specially studying 
the problem of the distribution of electricity on two spherical 
conduetors when near one another. Sir W. Snow Harris in 
1834 had made careful experiments on the attractions between 
charged spherical conductors which seemed to throw doubt 
on the accuracy. of Coulomb's law. Thomson therefore 
attacked the problem and obtained a complete solution, using 
the method of ''electric images’ with which his name will 
always be associated. This method is useful in the theories 
of heat, hydrodynamics, sound, &e., and also in pure mathe- 
matics. Thomson proved that the behaviour of electrified 
conductors as described by Snow Harris was in exact accord- 
ance with theoretical deductions from Coulomb's law, £hough 
he did not publish the solution of the problem until 1853. 
Similarly, in 1846 he gave the solution of the problem of the 
distribution of electricity on a spherical bowl—one of his 
greatest achievements—but did not publish the method of 
solving it until 98 years later; during this period no other 
mathematician had been able to supply a proof. By weigh- 
ing the attraction between the spheres the voltage between 
them ean be readily found, and Dr. Russell points out that 
this method can easily be applied to measure the voltage of 
high-pressure transformers; the voltage is completely deter- 
mined when the dimensions of the spheres and the force of 
attraction between them are given, and in standardising a 
voltmeter of this kind no electrical measurements are neces- 
sary. 

By 1851 Thomson had found that all the effects of electro- 
magnetic and electrodynamic induction could be explained by 
the principle of the Conservation of Energy, and in that year 
he published a remarkable paper on the application of the 
principle of mechanical effect to the measurement of electro- 
motive forces and of galvanic resistance in absolute units, in 
which he determined the E.M.& of a Daniell cell approxi- 
mately from the dynamical equivalent of the chemical action 
in the cell. He also pointed out that knowing the heat 
developed in a wire, and Joule’s equivalent, if the current 
in the wire were measured in absolute units (with a tangent 
galvanometer, for instance). the resistance of the wire and 
the electromotive force could als be determined in absolute 
units: up to that time cxperimenters’ results could only be 
expressed in terms of apparatus, cells, and wire in the pos- 
session of the observers. In many cases, therefore, it was 
impossible to compare their results. The idea of measuring 
resistance in absolute units was due to W. Weber, and Kirch- 
hoff made the first determination in 1849. Thomson was the 
first, however, to show how the fundamental electric -units 
could be determined from the principle of energy. 

In 1853 Thomaon read an epoch-making paper on the 
oscillatory discharge of à Leyden jar, explaining the reason 


why, as Helmholtz had observed, a steel needle magnetised 
by the discharge current from a Leyden jar had its north 
pole sometimes at one end, sometimes at the other. Thomson 
proved mathematically that the discharge was oscillatory 
in certain cases, and suggested that his conclusion might be 
experimentally verified by means of Wheatstone’s revolving 
mirror, Which was done by Feddersen in 1859. The invention 
of the oscillograph has enabled us to study these discharge 
currents in detail and prove that Thomson's theory is very 
approximately correct. The great practical importance of this 
paper lies in the fact that it led many physicists to study the 
problems of oscillatory discharge most carefully, and wireless 
telegraphy was the direct although unexpeeted outcome of 
their labours. It has to be remembered, however, that Thom- 
‘son's theory is not complete. Of the energy originally stored 
in the jar we know that some is radiated into space. In 
тапу cases this amount is negligibly small, and Thomson's 
theory is directly applicable. But he did not show how the 
radiated energy could be taken into account or state the 
limitations of his formule. 

In 1856 Thomson published a paper on the “ peristaltic 
induction " of electric currents. The phenomena observed 
when testing submarine cables proved to him that the capa- 
city effects between a wire and the sheath, or between neigh- 
bouring wires, were most important. In this paper he 
neglects the effect of electromagnetic induction, as this is per- 
missible for slow signals. ‘Thomson had very clear views 
about the electrostatic coefficients of neighbouring condue- 
tors. His work on the forces between electrified spheres 
proves this. He saw that when we have several wires in a 
eable and they have static charges the potentials of each wire 
can be found by means of these coefficients. This is still 
true when the charges are in motion. " They present a very 
perfect analogy with the mutual influences of a number of 
elastic tubes bound together laterally . . and surrounded 
and filled by a liquid which is forced through one or more 
of them.” Borrowing a medical term he called this '' peri- 
staltic © induction. As the electricity was in motion it seemed 
to him illogical to talk about “ electrostatic induction." He 
gave the solutions for cables containing two, three, four, and 
six wires, and Dr. Russell draws attention to the fact that 
the solutions of these problems are also the solutions of three- 
phase, single-phase, two-phase, and six-phase power-trans- 
mission systems. He left out of account the leakage conduct- 
ance and the electromagnetic coefficients: but for a first solu- 
tion of the problem it is wonderfully complete. Thomson's 
equations can easily be made rigorous and give the complete 
solution of the electric transmission of power in a polyphase 
system. The resulting equations are only a slight extension 
of the equations Thomson solved in 1851, the outcome of his 
thorough mastery of the problem of the electrostatic induction 
between two spheres. 

After referring to Thomson's work in connection with the 
early Atlantic cables, and the invention of the mirror gal- 
vanometer and the siphon recorder (which was the prototype 
of the moving-coil. galvanometer), Dr. Russell describes his 
investigation of the E.M.F. required to produce a spark in air 
between parallel metal plates, with the aid of his absolute 
electrometer, carried out in the cellars of the Old Glasgow 
College. His paper on sparking distances was the fore 


runner of manv by other physicists, showing that the voltage 


at which the disruptive discharge ocenrs or a corona first 
appears depends on the maximum value of the potential 
gradient, provided that the electrodes are farther apart than 
about one-tenth of an inch. This question has become of 
importance frorn the engineering point of view in connection 
with the corona or brush discharge between overhead wires, 
the loss in watts per mile of single mam bemg proportional 
to the square of the excess of the effective pressure between 
the mains over the pressure at which corona first appears. 

Dr. Russell next discusses Thomson’s work on the motion 
of vortex rings in a liquid or а gas, which he perceived was 
analagous to the magnetie forces due to an electric current 
flowing in a ring or to the magnetic forces due to a small 
magnet, and passes on to the theory of the conduction of 
heat, as handled by Thomson in 1881-2. Two years later he 
read a paper on the efficiency of clothing for maintaining 
temperature, and showed that under certain conditions the 
effect of clothing may be to cool a body. . This leads to a 
ccnsideration of the case of an insulated (covered) wire carry- 
ing a current, which has a less rise. of. temperature than a 
bare wire under otherwise similar conditions. Dr. Russell 
suggests that insulating overhead transmission wires with a 
suitable material would not only prevent the losses due to 
the formation of a corona, but would allow more power to be 
transmitted without overheating the wires. .— 

Thomson devoted his best energies to determining the age 
of the earth and sun, and estimated that it was about a 
hundred million years since the surface of the earth was 
molten: but the discovery that a small mass of radium can 
emit spontaneously an enormous, quantity of heat has made 
it probable that his conclusion will have to be modified. Не 
was unable to accept the view that the energy of the radium 
(90 calories emitted per gramme per hour) could be derived 
from the element itself, and held that the energy was sup- 
plied by ethereal waves from outside. s 

Another subject dealt with by Thomson was the variation 
in the density of & high-frequency current in 8 cylindrical 
conductor over its cross-section; he pointed out that at very 
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high frequencies the current was practically confined to the 
surface of the conductor, and gave a formula for the effective 
resistance of the conductor, with tabular data which have 
been found useful also in other physical problems. The 
problem of the high-frequency resistance and inductance of 
# concentric main has been discussed by Dr. Russell on the 
lines laid down by Thomson, and in an appendix to the 
lecture the solution of the problem is given. ‘These solutions, 
however, neglect the effects of capacity. 

Various other examples of Thomson's activities are men? 
tioned, such as his advocacy of the generation of electricity 
“in bulk ” as long ago as 1878, of the use of the electric arc 
for street lighting in 1879, and of the development of the 
storage battery in 1881. The wonderful series of electrical 
measuring instruments which Thomson invented is also re- 
ferred to; Dr. Russell states that three of his ampere balances 
have been in use practically continuously at Faraday House 
for the last 27 years under ordinary commerchl conditions, 
and are as accurate and useful now as when they were 
bought. 

The first published tests of lamp efficiencies were published 
by Sir William Thomson and Mr. J. T. Bottomley in 1831, 
and in this connection the author draws attention to interest- 
ing phenomena observed in testing the new gas-filled series 
lamps. In certain lamps, when rotated, the candle-power 
continually increases with the speed of rotation; at 180 revo- 
lutions per minute the light may be about 15 per cent. 
greater than when the lamp is stationary, and the current 
] or 2 per cent. less at constant voltage. "These results are 
due to the effect of centrifugal force on the convection cnr- 
rents of gas inside the bulb and the rise in resistance of the 
hot tungsten filament with temperature. 

The mathematical processes used by Thomson nearly 
always had a physical significanee; he solved problems in one 
branch of physics by methods suggested by other branches, 
much of his success being due to his ability to grasp quickly 
the analogy between such problems. With pure mathematics 
he had little sympathy; he regarded it merely as a tool. 

In conclusion, the author points out that he has dealt 
only with a few aspects of Lord Kelvin's life and work which 
are of general interest to engineers; as an imaginative 
thinker, a powerful reasoner, and a skilful inventor, kelvin 
was probably unique. 

The lecture was accompanied by a number of appendices 
relating to the subject-matter. 


CORRESPONDENCE. 


Letters received by us after 6 Р.м. ON TUESDAY cannot appear until 
the following week, Correspondents should forward their communi- 
cat ions at the earliest possible moment, No letter сап be published 
wnless we have the writer's name and address in our possession, 


Final.Grade Classes in ‘‘ Electrical Installation Work." 


Glaneing through a reprint of Mr. A. Р. Trotter’s recent 
paper before the Association of Supervising Electricians, we 
read that "elementary and advanced evening classes for elec- 
trical wiremen are held at the Northampton Institute, 
Clerkenwell, and at the South-Western Polytechnic, Chelsea.” 

This subject (formerly termed ''Electric Wiremen’s Work," 
and now much more appropriately called " Electrical Instal- 
lation Work ’’) is, of course, of fundamental importance, and 
is sought after by 1nany other kinds of student besides wire- 
men, 

While we know that Grade I classes are held at several 
different centres, it seems that we are to gather from Mr. 
Trotter’s remarks that there are only two places in. London 
where the Final Grade is dealt with. 

If this be во, it is not too much to say that the authorities 
at other polytechnics and institutes appear to be rather 
neglecting an extremely necessary ‘feature of their electrical 
side. Under its old name, the subject has been in the City 
Guilds’ programme for the last ten years. 

'' Electrical Installation Work із going on in practice in 
every district in London; and advanced as well as elementary 
instruction in the subject should certainly be available at 
every polytechnie and technical institute. We are not think- 
ing here of the junior evening technical classes held at 
various Council schools. In their case it is obviously only 
possible to give very elementary instruction. 

We venture to disagree with a previous statement in Mr. 
Trotter’s paper: “The demand for trade classes in any special 
subject must precede the supply. As Mr. Trotter was 
addressing supervising electricians, we presume he was not 
thinking of “soap manufacture," or “leather tanning," or 
‘cotton spinning," but of ‘electrical installation work.” 
Now, why should this be looked upon as a special snbject, 
when the work is going on all round us? Not one person 
in a hundred would trouble to ask for the establishment of 
a class that didn’t already exist at his nearest technical insti- 
tute. One obvious reason is that the applicant would think 
to himself that by the time the class was established, he would 
have learnt what he wanted some other way, or grown too 
old, or died. You might almost as well expect a person to 
ask someone else to open a shop hecause he wanted to buy 
sournething. 


_It surely stands to reason that classes in electrical installa. 
tion work, in plumbers’ work, in plasterers’ work, and in 
other work which is common in every community should 
be conducted as a matter of course in every technienl college: 
in the country. | 
Apologising for trespassing so much on your space, 


A. P. Lundberg & Sons, 
London, N., November 10th, 1916. 


[Referring to the last paragraph in Messrs. Lundberg'a 
letter, we think our correspondents have in mind “trade 
schools” rather than ‘technical colleges," which do not, 
and should not, concern themselves with handicrafts. We 
agree, of course, that electrical installation work ів an iim- 
portant subject, and ought to be taught in the advanced as 
well as the elementary stage.—Eps. Exec. Rev] | 


— -m -m —- 


з Between Two Stools. 


My attention has been drawn to the letter of ‘' Victimus " 
in the current issue of the Review. It would be extremely 
interesting to your readers, and necessary for their complete 
protection, to have the names of the persons concerned; they 
appear to be afflicted with the same species of moral hydro- 
phobia as the Prussians, and it-may prove to be equally 
desirable that they be isolated accordingly until such time as 
they may see and acknowledge the error of their ways. 
Ergo, full names and addresses, please! 

Australian. 


More About Discounts. 


Some time ago a correspondence took place in the Revirw 
re the needlessly complicated discounts in use. The Tungsten 
Lamp Association afterwards brought out their simple scale 
of discounts, which has proved a great boon, but, unfortu- 
natelv, the cable makers so far have not followed their good 
example. The following account for в.с. cable, stupid though 
it is, is only a sample of thousands of accounts now being 


gent out. The account reads as follows :— 
To Cable 2 gai at . £218 11 
Less 20 per cent... sg a tid 11 10 
£2 7 1 
Plus 25 per cent. — ... mu us s 11 10 
The result of calenlations is the original 
figure er a £2 18 11 


Tn other words, clerks are working overtime at night work- 
ing out caleulations like the above, when all they bad to do 
was to put down the list price with the word '' net "" opposite. 

In our &chool days we used to laugh at Chinese methods of 
working, but surely the Chinese must grin at us for employ- 
ing stalfs of clerks in war-time to work out discounts, when 
there is not any discount on the invoice. With our scrap- 
heaps of weights and measures, and absurd system of com- 
age, we have in some respects taken the place which the 
Chinese uscd to have, but which they are leaving behind. 

The reason given for all the unnecessary complication in 
discounts, whereby we add so much and then deduct so much, 
is that sellers should know how to charge their customers. 
But this ditheulty could easily be obviated by the use of a 
rubber stamp reading as follows :— 

Note.—The retail selling price of these goods is .. 
above list. 

The figure could be filled in by pen. This would ensure 
that all sellers were charged on. the same basis. If this 
simple expedient were adopted by wholesale dealers, the 
saving of labour would be &o great that quite & number of 
clerks could be released for the war. One feels that the 
matter only needs to be brought before the notice of those 
in authority. for the change to be made. Perhaps those in 
touch with the accountancy departments of our C.M.A. firms 
(and many others also) will draw their attention to the prob- 
lem, and point out that not only do they waste their own 
time, but also that of the overworked clerks in the offices 


of buyers. 


‚ per cent. 


Simplex. 


“ Summation Watt ” Capacity of Field Rheostats 
and the Like. 


Referring to Dr. Garrard's letter of November 6th, unless 
such formule are based on а plivsical meaning, 7.e., on the 
area enclosed bv a curve plotted between (rheostat current)’ 
and rheostat ohms, it seems to me to be of little use advocat- 
ing any formule for universal benefit, as the limitations of 
different designs vary very considerably. Jn other words, 
unless so based a formula has no meaning except for com- 
parison of an individual manufacturer's rheostats. . 

On this theoretical ' summation watt" basis their relative 
accuracy can be tried out by those of your readers interested, 
and without further discussion. 

To obtain a very large “R” in an ordinary rheostat com- 
pared with field, or other external constant resistance, increas- 
ing the resistance bevond a certain point does not materially 
increase the actual “summation watt'' capacity required. 

The greater the resistance in a potentiometer the less the 
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actual ‘‘summation watts," as the only variable (i.e., con- 
stant watt loss) will be less. ; 

Whether either above will in practice appreciably increase 
the size of rheostat (not the *‘ summation watts ") will depend 
entirely on the design and the particular case involved. 


: | | L. Boothman. 
Stretford, November Vath, 1006. 


SCIENCE AND INDUSTRY." 


By J. SWINBURNE, F.R.S. 


> 


A lecturer оп this subject is expected to discuss the depend- 
ence of industry on mathematics, physics, chemistry, bac- 
teriology, botany, and to a less extent a few other branches 
of science, such as biology, geology, and astronoiny ; and he 
js expected to show how the universities can help the indus- 
tries of this country in two directions. ‘The first is training 
men in the different branches of science, so that they can 
go into industrial work and be of the greatest value; the 
second is helping manufacturers directly by the advice of 
university professors and by carrying out technical research 
at college laboratories. 

Many branches of industry are the direct application. of 
scientific knowledge or discovery, made without anv idea of 
is practical value. The foundation principle of wireless 
telegraphy is а good example of this. Again; few students of 
Routh’s rigid dynamics would have thought of making a 
gyrostat serve as a compass. Problems of capillarity seemed 
to have only scientific interest, yet Elmore’s process for the 
separation of complex ores and its various modifications, 
which have been worth hundreds of thousands to those con- 
cerned—except the inventor—depends on differences of sur- 
face tensions. In short, every industry in the country has 
its technology, or applied science, and the better this is 
understood by those in charge the better it is for the industry 
and for the country. 

It is not my duty to discuss science as the root, or even a 
branch, of education in itself. То my non-expert mind, 
education ought to have four main objects. First, to enable 
one to earn his living, because if he cannot шаке his living 
nothing else is much use. Second, to let one know enough 
about his health to secure it. It is no use making a living 
or anything else if, owing to your own ignorance, your 
health is wrecked and you are prematurely buried. Third, 
to make one a good citizen. Fourth, to enable one to enjoy 
his well-earned leisure properly. "These principles appear to 
be wrong, for they do not in the least fit education as com- 
monly intlicted. 

All the same, I will assume that under the first head there 
is & question of university teaching of science, with tlie 
object of its connection with industry. The inain question 
is, then: How can universities best fit students to make their 
living by science in industry? To make the discussion com- 
plete, we ought also to discuss the question: How can busi- 
ness men make the best use of universities and of the men 
trained by them? This last question need not be discussed 
here, except in so fan as the attitude of business men must 
d on universities attempting to work in conjunction with 
them. 

In discussing its relation to industry, we must understand 
what we mean by science. Mathematics 1s the science of 
quantities and their relations. Pure mathematics is a study 
by itself. Mathematics may be applied to solve problems in 
astronomy, physics, mechanics, chemistry, and statistics. We 
thus have pure mathematics and applied mathematics. Some- 
times the same man, Newton, for example, makes advances 
in both pure and applied mathematics. In science generally 
we have the same distinction. Science itself is a compli- 
cated fabric of organised knowledge of Nature. The man of 
science devotes his life to extend this fabric of knowledge in 
new directions, the object being to make the wonderful 
fabric complete in all its parts. In a sense this is of no use; 
but surely it is the noblest exercise of the human intellect. 
This is called pure, as opposed to applied, science, because 1t 
has no direct ulterior purpose. The term is bad, as pure and 
applied are not opposed, and all kinds of science are quite 
pure. I will, therefore, use the word academie to specify 
science pursued as an end in itself, without any regard to 
any external or ulterior use, the object of the pursuit being the 
attainment of knowledge and the development of the intellect. 
The word also fits as this kind of science is developed mainly 
by teachers. 

Nearly all great advance in academic science is, and has 
been, made by professors in universities and colleges and 
their assistants—or in short by teachers. It might be sup- 
posed that a body undertaking the education of young men 
would choose the man best able to explain matters to 
students. This is not the practice, however. A university 
gets the most eminent scientific man available, or chooses a 
young man who promises to become eminent. Пе is given 


.* Abstract of a lecture delivered at King's College (Univer- 
sity of London) on November 8th, and forming one of a 
series which will be published by the College in due course. 


every assistance to make himself as famous as possible as a 
scientific discoverer; and apparently scientific distinction 1з 
his sole aim, the education of the students being of no 
account. This curious arrangement seems to work splendidly. 
Ít secures men of great ability, and they do good work, 
which would hardly be done otherwise at all; and instead of 
the students being neglected, they get fired with their leader's 
enthusiasm, and becoine assistants and co-workers, and even- 
tually carry on the great work themselves. 

We have thus academie science; we also -have utilised 
science or technology. The technologist, as such, is not 1nter-. 
ested in the fabric of organised Nature knowledge, or 
academic science. He takes bits of the knowledge and uses 
them in manufacture. Sometnnes the technologist is first, 
and his work is fitted into its place in academic science after- 
wards. Academic science generally develops it, so that the 
technologist is helped further forward. The technologist 
generally studies the branches of science which concern hin 
till he knows more about them than those who have the 
more balanced knowledge of academic science. But this is 
not all: he has to look at matters from a different standpoint. 
He has always to consider’ prices and costs. He has to make 
his works pay. | | 

Academic science thus does not cover technology. The 
knowledge is not there in the right form, and it is not in the 
right proportion, and it is entirely independent of all ques- 
tions of eost, which are fundamental in. technology. Here 
we have the great difficulty. The science teacher and the 
general publie confuse academic science and. technology, and 
think that the science taught at school or at the university 18 
what is wanted in industry. This is a serious mistake. | 

The idea that academic science includes technology does 
harm in several wavs. It prevents the science teacher under- 
standing technology or realising what the manufacturer 
wants. It leads to Ins looking down on manufacturers as 
ignorant people, because they have not his particular kind 
of knowledge. 

The question is, what ought universities to do? Тһе 
obvious answer is that they should drop academic science and 
cultivate only technology. When a course seems quite obvious, 
and is not at once followed by competent people, it 1s 
generally wrong. If we dropped academic science we would 
drop technology, too, and lose all. Academic science depends 
almost entirely on universities, and great technological ad- 
vance is possible only in conjunction with academic progress. 

The spirit of academie science does not necessarily render 
a man less useful as a technologist. Quite the reverse. As 
long as it does not lead him to look down on technologv, or 
to think he knows all about it without any special study, it 
helps him. | _ 

Whether it is possible to teach technology satisfactorily in 
college courses is an open question. A professor of academic 
science can be in the van of his subject, as he is himself 
taking part in it. A professor of any branch of technology 
must be behind his subject, as he has to learn from what 1s 
going on in works, which in many cases are not open to him 
at all. 

I hold that the training at the university should be on 
thoroughly academic lines, because those are the lines on 
which the teachers are able to go far and well; and the 
whole of a student's available tine is not too long to be 
devoted to a good groundwork of svstematic coherent know- 
ledge on which he can raise any desired superstructure of 
technology. The point I would insist on again is that he 
must not confuse: the foundation with the superstructure. 
Many think that professors and schoolmasters are experts in 
education. You might as well say that a shunting engine 1з 
an expert in locomotion. It goes back and forwards along 
the lines for which it is designed. Those who take interest 
in the community want to get the locomotives off the old 
lines on to tracks suitable for the times, and such changes 
can be made by outside influence only against the bitterest 
conservatism. | 

Universities do now train men to earn their living by prac- 
tice in Jaw, and more especially in medicine and surgery. 
Nothing analogous is available jn industry. Imitations of 
engineering and chemical workshops have always the draw- 
back that they are only imitations. The clements of time and 
priee do not come in, and they are vital. 

Technical schools, unlike universities, have the definite 
object of training students to make their livings in industry; 
and they make their course as practical and as little academic 
as possible. A technical school is sometimes connected wifh 
a uniyersitv; and we cannot in any case consider university 
training for industry without taking technical colleges into 
account. It must be admitted that if the best type of science. 
training, even for industrial use, is_ the academic, the tech- 
nical colleges are on wrong lines, and as technical colleges are 
doing splendid work, the idea put forward appears to be 
wroug. But it is not urged that the academic training 15 the 


best in every way; but that, on the whole, it ia best be- 


cause, first, the professors are able to effect it best; second. 
because a student has so little time to spare that it can best 
be laid out in acquiring a good, sound foundation; thirdly, в 
well trained mind with the academic can easily acquire the 

technical outlook, too; and, fourth. because academie science 
trains the mind to reason rather than to memorise, and deals- 
with the facta of nature instead of the ideas or doings of other 
men just as foolish and illogical as ourselves. More than this, 


if the universities converted themselves into technical col- 
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leges, academic science and with it technology would get 

moribund. Whether technical] colleges are on the best lines 

is another question. . 
Recently. we have heard a great deal about universities 


helping in scientific research. Research in academic science ' 


has little to do with national industry. All such research 1s 
published, and technologists all over the world utilise the 
results wherever the research is carried on. Research in 
academic science has no direct effect on national industry ; 
but it has a great influence in rousing scientific enthusiasm, 
which is most important. But the outcry for scientific re- 
search for the benefit of industry is made chiefly by people 
who have no clear idea of the difference between academic 
and technical research, or of their circumstances. It is largely 
due to science teachers backed up by newspaper writers. 
The idea behind it is that manufacturers are ignorant and 
unscientific, and science teachers could put them right if 
allowed the chance. For example, we are told repeatedly 
that we are wasting coal, first, by burning it in badly- 
designed furnaces; secondly, by refusing to extract the valu- 
able hydrocarbons and ammonia; and that it will soon be 
used up at present rates, and England will be ruined. The 
technologists know infinitely more about coal distillation than 
the science masters, and they know what can be done com- 
mercially now and what cannot. If the science masters made 
some discoveries that could be utilised, well and good; but to 
tell technologists that they are extravagant and ignorant is 
quite useless. 

Can industrial research be carried on in. teaching labora- 
tories? During the war excellent work has been done, more 
especially in connection with such ijnatters. as dyes, drugs, 
and glass. In these cases we were merely taking substances 
that had already been made, and finding out how to make 
them. Finding out how to produce an existing dve is little 
in comparison with inventing the dyve. 

The vague idea seems to be that manufacturers have a 
number of definite problems they want solved; but they are 
too ignorant to solve them. They ought, therefore, to seek 
the advice of the universities, who would put them right. 
Manufacturers have no such problems. Halt or more of the 
merit of an invention is realising that an improvement is 
wanted in any particular machine or process. One of the 
greatest difficulties the inventor has is to discover the ‘ long 
felt want.” 

Take the question of recovery of hvdroearbons and am- 
monia from coal; students may carbonise coal in bits of gas 
barrel, distil tar, and fractionate the distillates and investi- 
gate them; but everything will be on a small scale except 
the mess. It is not the least likely undergraduates would 
find out anything in this way, and teach it to manufacturers: 
and they would be merely wasting time, and learning practi- 
cally nothing. 

But even if a research on tar distillation, for example, could 
be carried out satisfactorily in an educational laboratory, it 
could not be carried out in connection with an industrial 
distiller, because he would not work in with the laboratory 
unless he was to have a monopoly of the result. Tf the work 
is for publication, the tar distiller is not in the least inter- 
ested, as it concerns hia rivals here and abroad as well: so he 
will give neither information nor help. Results which are 
to be the common property of ml, British or foreign, do not 
appeal to the individual manufacturer. 

There is also a confusion between research and invention. 

It is not the least use turning & man or a group, and, least 
of all, a committee, on to invent. Industrial progress depends 
on invention, and we are the most inventive people in the 
world; not because we are the cleverest. but because we are 
the most individualistic, and the least benumbed bv educa- 
tion. Inventions may be divided into two classes—improve- 
ments in machines or processes which can be made only 
by those in close touch with them inside the works; and 
broad inventions, which are generally made by complete ont- 
siders whose minds are not in conventional grooves. In 
neither case can the university help. 
. Nothing is said about the shortcomings of the manufac. 
turer, because I am not addressing him. Tle will not emplov 
scientifically trained men, and he, will not think very much 
of science generally until. he finds that the technically-trained 
men come to the front. English manufacturers are, I main- 
tain, the most competent of all. Eventually they тау Бе 
better and they may employ science more; but to get them to 
do so science must adapt itself to industrial application. 

Industry does not by any means depend alone on the 
types of science we have discussed. As a whole, it may be 
helped by the members of the community knowing something 
of economies, and acting on their knowledge; and it can be 
obstructed very effectively bv the well-intentioned interfer- 
ence of those who know nothing of economics. 

Economics is a curious science. Though it is broadly about 
wealth, it does not help the individual to become wealthy. 
To an engineer the skilful application of the knowledge of 
the various phvsical sciences means success in manufacture, 
which is good for him, and, being good for hun, is good for 
the country. But a study of economies will not help hiin 
directly in his business at all; it is useful to him only as 
helping to make him a sensible citizen. He becomes a unit 
of sound opinion on labour problems, and on the action of 
Government in connection with industry. | Unless, therefore, 
& man has the peculiar bent of mind which makes such a 
subject interesting in itself, he has no motive to lead him to 


read economics, until he recognises it as a duty he owes to 
society. 

Economics 18 peculiar in another way. But a man who is 
sublimely ignorant of economics is quite unconscious of his 
blind spot. He will lay down the law on such subjects as 
the relations of Capital and Labour, the birth rate, old age 
pensions, and, especially, international and colonial trade, 
with a cock-certainty, and a wealth of catch-words and сіг. 
cuntambient balderdash that is almost good enough for a 
leading article in a daily paper. More than that, he will 
insist on acting according to his darks, and he is one ої the 
units that determine the acts of the nation. 

That economics is not taught efficiently is abundantly clear 
not only by the nonsense talked by what we call educated 
men on questions involving it, but more especially by the 
fact that people do not seem to realise that there is any 
such science. Ав to politicians, they do not limit their ignor- 
ance of science to economics; they make hay of all sciences 
and all facts with impartial irresponsibility. 

Not only the industry of the country, but the happiness 
of our people may depend on economics. At present we have 
practically the whole of the hand-working classes dissatisfied, 
and, therefore, unhappy. The social problem is the most 
inportant in the world at present. Its solution must depend 
on economics. Is it not worth while to study economics with 
such a purpose, instead of trving all sorts of schemes which 
are economically pernicious? It may be true that economics 
has not so far provided any cut-and-dried way out; but until 
people realise that the science which ought to shed light ou 
this path exists, and that it ought to be studied and deve- 
loped, drawing the best intellects to it, there 15 no hope for 
any end, or even alleviation, of the miseries of civilisation. | 
would urge that the first step is for the universities to teach 
economies, in which. I include closely related branches of 
sociology, with the vigour and insight the subject deserves 

There is a popular delusion that business has to do with 
economics, and that business men understand economical 
Inatters in а peculiarly practical way. In fact, the business 
man is the most dangerous of all, because he knows no more 
of the subject than other people; and he is not only uncon- 
scious of his ignorance, but he is, if possible, more certain 
he knows all about the matter. The opinion of such a body 
as а chamber of commerce on after-war trade conditions i 
most dangerous. It will be accepted as authoritative, it will 
be stated without any alleged reasons, and it will almost 
certainly be wrong. : 

Such a calamity as the war is not broadly somebody else s 
fault. It is the fault of all of us, but especially the fault of 
education, of which universities are at the head, in nol 
educating us in such a way that such a catastrophe is out ol 
the question. © 

Broadly, the great change wanted is in publie opinion. 
Until people consider knowledge of the world we live in and 
the economical, sociological conditions of our life, as coming 
first, and the study of the sayings, doings, and languages o! 
other men, especially of those that lived when the knowledge 
of everything except human nature was in its babybood, as 
quite secondary, we will no doubt go on with all the miseries 
of poverty, disease, discontent, and war. 


WAR ITEMS. 


Exports to Liberia.—The “ London Gazette ” for Nov- 
ember 10th contains a hst of corrections in the names ©! 
persons and bodies of persons in Liberia to whom export 
may be consigned, 


Japan and Enemy Trade.—A ‘Tientsin dispatch in th 
Westminster Gazeltc, states that the fortheommy Japanese 
enemy trading legislation is very drastic, and provides pend 
ties for indirect trading with the enemy similar to those 
imposed by the French system. Promulgation of the пе 
laws is expected shortly. 


Foreign Trading Prohibitions.—The ** London Gazette 
of November 10th contains further lists of persons and bodies 
of persons with whom trading is prohibited, under the 1 rading 
with the Enemy Act, in the following countries :—Argentins. 
and Uruguay, Bolivia, Brazil, Chile, Colombia. Denmark. 
Ecuador, Greece, Japan, Liberia, Morocco, Netherlands. 
Netherlands East Indies, Norway, Persia, Peru, Portugues: 
Fast Africa, Spain, Sweden, Venezuela. A number о! 7^ 
movals from, and variations in, previous lists are also give! 


To be Wound Up.—The Board of Trade has ordered js 
following companies to be wound up under the Trading v? 
the Enemy Amendment Act :— . e 

Radium, Ltd., 93, Mortimer Street, London, W., dealers 
in radium preparations. Controller: C, R. Beeby, 66, Basing: 
hall Street, E.C. C 

Corner & Co.. Ltd. 83, St. Paul's Churchyard, E. = 
transfer manufacturers and dealers, and luminous and a 
sign makers. Controller: P. Ieask, St. Mildred Court, 
Bank, F.C. Jon 

Milnes Daimler Mercédés, T.td., 135, Long Acre. Loni de. 
W.C., motor-car company. Controller: Е. С. van de Linde, 
4, Fenchurch Avenue, E.C. 
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Leaving Certificates Refused.—At the Newcastle Muni- 
tions Tribunal, a tester's assistant in electrical apparatus 
works applied for a leaving certificate on the ground that 
her present. occupation was detrimental to her health, and 
that sbe had & better position to go to. She did not put in 
a medical certificate, and the application was accordingly 
refused.—At the same sitting an application for a leaving 
certificate by an assistant driver with an electric supply com- 
pany was also refused. 


Hard Labour for Restricting Output.—According to the 
Morning Post, George Morris, local Secretary of the Workers’ 
Union, was prosecuted at Coventry by the Ministry of Muni- 
tions for an alleged atteinpt to restrict the production of war 
material. The work of three men was affected. The Justices 
convicted, saying that the machines were idle because of the 
defendant's action. They felt the penalty must be substan- 
tiai, and sentenced Morris to three months’ hard labour. 
Notice of appeal was given. 


Lord Balfour’s Committee.—According to a statement 
published in the Daily Chronicle, Lord Balfour of Burleigh's 
Committee has had before it an interim report which will 
"probably be found to favour the prohibition of all imports 
from enemy countries for a period after the war.’’ It ir added 
that some members favoured à one-year period, and others a 
shorter term. 

The Times, commenting on the same matter on Tuesday, 
sald that there was some disappointment with the slow pro- 
gress which had hitherto been made by Lord Balfour’s Coin- 
mittee. "It is understood that the Committee will meet 
more frequently in future. 
need is an Imperial trade policy, and the demand for the 
assembling of an Imperial Conference becomes steadily more 
insistent.” 

The Union Cable Co., Ltd.—1n the House of Commons, 
on November 9th, Mr. George Terrell asked the President of 
the Board of Trade whether approximately 96 per cent. of 
the share capital of the Union Cable Co., Ltd., was owned by 
the Deutsche-Kabelwerke Co. of Berlin, and whether this 
company was still continuing to carry on its private trade 1n 
competition with British firms under the direction of its pre- 
war manager. According to the Financial Times, Mr. Prety- 
wan replied that the share capital of the Union Cable Co. 
was held as stated, but the Public Trustee had now nego- 
tiated a sale of the shares to British subjects. The tenders 
made by the company to the Corporation of Coventry. were 
investigated by the supervisor of the business last March, and 
he reported to the effect. that the tenders were at а price 
which showed a fair trading profit. The company was sub- 
ject to the same provisions with regard. to income-tax and 
excess profits tax as any other company carrying on business 
m this country. 

Exemption Applications.—At the Southampton Tribunal, 
the cases of between 30 and 40 tramway employés of the 
Corporation were considered. Ald. F. A. Dunstord, the 
Chairman of the Tramways Committee, told the Court that 
out of 350 men originally .employed by the Tramway Uom- 
mittee, 150 had joined the Colours. The men were dealt 
with in groups, according to their occupations. Оп behalf 
of the chief clerk at headquarters, it was urged by Mr. Rob- 
son, the tramways manager, that his work was of the most 
intricate character, and it had taken him 15 years to acquire 
his knowledge of tramway methods. "Three months' final 
was given. Pleading the cause of 19 motormen of military 
age, all married, Ald. Dunsford explained, according to the 
local Press, that they were all men of tried experience and 
many years’ service. Young and less experienced men in 
the darkened streets at the present time were a danger to 
the public and themselves, and he appealed most strongly 
for exemption, if they were to keep the service going, and 
take the munition workers to their work. If these inen. were 
taken, the service would have to be curtailed.—Eleven of the 
men, all over 35, were granted conditional exemption while 
in their present occupation, six were given three months’ 
extension, with leave to apply again, and the renaming two 
were given til January Ist, final. 

At the Barnes Tribunal, the renewed application by F. IT. 
Fiford, electrical engineer, was considered at some length. it 
being the view of some of the members of the Tribunal that 
if applicant was called up there would be no one in East 
Sheen available to do electrical work in cases of emergency. 
Exemption for two months. 

At Nuneaton, on November 7th, Mr. P. Н. Howe (2), 
electrical engineer. asked for exemption bevond November 
lst, and stated that he had & number of motors to attend to. 
He was allowed until February Ist. 

At Maidstone, Mr. Oswald Jones, electrical engineer, asked 
the Tribunal to reconsider their decision with respect to two 
men recently appealed for, but the request was refused. 

At Canterbury, on November 6th, Mr. C. A. Blascheck. 
chief ет at the city electricity works, appealed for Mr. 
Tapsfield, shift engineer, and stated that, including himself, 
the staff now numbered 17. Before the war they had five 
shift engineers; now there were only three, and he had no 
stand-by men at all. Mr. Arrowsmith (Military Representa- 
tive) : I do riot think we can reduce the staff of the electricity 
works any more. The point is whether, instead of granting 
a conditional, it would not be wiser to grant a temporary 
certificate. The Mayor: That is what we have done. Three 
months were allowed, Mr. Blascheck being asked to do his 
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The first and most urgent 


best to get a substitute.—The Military applied for the with- 
diawal of a conditional certificate granted to С. B. Pearson, 
late of the electricity works staff, and who bas taken a similar 
position at Marylebone, London. Mr. Pearson wrote stating 
that he had tried to get a commission in the Royal Engineers, 
and into the Air Service. Mr. Arrowsmith stated that exemp- 
tion was granted because at Canterbury they were short of 
men, but they did not know anything of the circumstances 
prevailing in London. He asked for the cancellation of the 
certificate, and let the matter be dealt with in London. The 
conditional exemption was withdrawn. 

At Lewisham, an electrical engineer (35), passed in Class 
C1, applied for exemption, and said that there was a great 
demand for skilled electrical engineers. The Military Repre- 
sentative said that they could do with applicant for electrical 
engineering work in the Army. The appeal was refused, and 
applicant said that he should appeal. 

At Wolstanton (Staffs.), the Bradwell Joint Isolation Hos- 
pital Committee applied for the retention of their electrical 
engineer, and three months were conceded. 

At Oxford, Mr. J. Н. Grant appealed for E. G. бугаі (36), 
electrician, engaged on work at Cowley Barracks. The Mili- 
tury Representative said that the work at the Barracks could 
be allowed to slide. The Tribunal refused exemption on 
condition that the man was employed by the Army as a fitter. ` 
Mr. Grant suid ho should. appeal. 

The North Metropolitan. Electrical Power Supply Co., Ltd., 
appealed at St. Albans for further exemption for A. Brown 
(25), senior clerk and cashier, passed in Class B1, but the 
appeal failed. 

An engineer in charge of an electrical pumping plant was 
applied for by Mr. A. U. Kemsley, of Shoeburyness, and he 
was allowed until December Ith. ° 

Before the Neweastle-under-Lyine Tribunal, on November 
зга, a fitter and an engine driver were appealed for by the 
Corporation electricity department. "The Military Represen- 
tative suggested that the electricity and gas works might 
very well be merged into one, instead of being worked sepa- 
rately. The Mayor said that they were working the elec- 
tricity works with the minimum of labour, and the engineer 
stated that the demand for current was double what it was 
before the war. He could not keep the works going with a 
less staf. Col. Heath suggested women labour. The Mayor: 
Is it possible for vou to substitute a woman for one of these 
men? The Engineer said that he would try and substitute 
the engine driver by a woman. Each was given exemption 
until the end of the year. 

At Stony Stratford, a Swiss firm, contractors for the elec- 
trification of railway trains, applied for an employé at New- 
port Pagnell. ‘The Military Representative urged that the 
new electric trains were not a necessity. and that the war 
was of more importance than a foreign company's work. The 
firin’s manager said that they were winding up for the time 
being until after the war. Asked if they imported all their 
material, he replied, ‘‘ One-third of the stuff we use comes 
from Switzerland. All. the raw material is bought on the 
English market." A member: It’s a mystery to me how 
the thing is ever allowed to go on—stuff like that coming 1n 
from Switzerland! The appeal was dismissed, with a month's 

race, 

Р Before the Farnham Rural Tribunal. the Electric Light 
Co. appealed for three members of the staff—an improver (20), 
a junior shift engineer (21), and a night cleaner and switch- 
board attendant (24). The Chairman intimated that the 
company could not be permitted to retain men of such age, 
and the appeals were respited for a month for them to be 
replaced. 

An electrician at Cuckfield (Sussex), who is nearly 41, and 
has just received his calling-up notice, has been given 14 
days’ exemption only. 

At East Ham. three months’ exemption has been allowed 
to A. Oughton (41). a picture palace electrician. 

At Folkestone, W. R. Varley (39), electrician at the Play- 
house, passed for labour abroad, has been conditionally 


exempted. 


Two motormen with the Mexborough and Swinton Tram- 
wav Co. were appealed for at Rawmarsh. One was given 
nine weeks. then to be medically re-examined, and the other 
was directed to go before the Medical Board forthwith. 

At Sheffield. the Tndia-Rubber Co. apnealed on business 
grounds for the retention of H. S. Harrison. (37), electrical 
assistant, and he was given until the end of Januarv. 

Colchester. Corporation Electricity Committee appealed. on 
November 6th. for a stoker, on the staff for a year, but fully 
competent. Exemption was allowed until the end of the vear, 
with the hope that the stoker will be replaced by that time. 

Mr. T. Anderson (21). partner in a firm of electrical engi- 
neers and armature winders, appealed at East Ham for condi- 
tional exemption. Apnellant’s brother, who ię the senior 
partner, snid that he himself had been rejected on medical 
grounds. The firm had a number of large contracts, includ- 
ing one for the War Office. Exemption was refused. —— 

At Walthamstow. the Fuller Electrical & Manufacturing 
Co.. Ltd.. appealed for P. Smith (29), electrical engineer: ©. 


Fekett (99). electric motor winder; and C. H. Gould 
(97) and A. Gardner (29). fitters. The firm, 26 was 


stated, were ensaged on important work. The Chairman enid 
thev recocnised the imnortance of the undertaking. but 
thought that the firm should get ineligible men to do the 
work. The firm's represeptative said that the number of 
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skilled men was limited. If one man was taken it would 
stop the whole department. Capt. Eve said that if the autho- 
rities thought 1nen should be exempted they would be badged. 
The firm's representative replied that no badges were being 
issued at the present time. The Tribunal reserved its decision. 

At Redruth, the Electric Power Co. appealed for nine mem- 
hers of the staff, eight being tramwaymen. Mr. Hards, for 
the company, stated that they had lost about 70 men. They 
had before the war 223 men; now they had about 180. Two 
of Xhe appeals were refused; the others were each exempted 
for three months. 

Whitstable Tribunal, on November 4th, conceded condi- 
tional exemption to Mr. E. C. Spray (40), electrical engineer. 

The- West Kent Appeal Court. on November Tth, allowed 
a Military appeal against exemption granted to F. W. Robins, 
electric wireman, of Bexley, and granted one month's post- 


ponement. х 

At Southowran (Halifax), the case of H. V. 
electrical engineer. in the employ of Messrs. Barraclough 
Bros.. electrical and mechanical engineers, Brighouse. was 
brought up for review at the request of the Militarv Repre- 
sentative. Besides being badged. Richardson also held. an 
exemption certificate. It was resolved that the certificate be 
cancelled, and that he rely upon the badge. 

Dorset Tribunal has given conditional exemption. on his 
obtaining work of national importance, to G. W. Loveless 
(34), electrician at the Winton Picture Theatre, Poole. 

Hereford City Tribunal has given exemption until January 
Ist, with no leave to further appeal, to Mr. R. E. Walker, 
electrical contractor. 

At Barrow Military Appeal Tribunal. a Special Military 
Pepresentative objected to a number of exemption certifi- 
cates which had been granted to men under 30 vears of age. 
Tneluded in the objections were IT. Hotchkiss (22) and W. 
Edmunds (20), in the emplov of the Barrow Corporation 
electricity department. Mr. Н. R. Burnett, the borough 
electrical engineer, contended that both men were essential. 
He also referred to one of his employés who had been sent 
back from the Army to work in munition works, where he 
was nof dom, as useful work as when he was at Barrow. 
The Tribunal decided to withdraw the exeniption certifi ates 
as from January lst. 

At the Srarborongh Tribunal, the Military Representative 
asked that the certificate of conditional exemption granted to 
a tramwav foreman, aged 26, should be withdrawn on the 
ground that another man in the emplov of the companv 
could do the work. and also act as inspector. Temnorarv 
exemption was granted until Januarv 1st, but the Tribunal 
thought the company should try to get another man. 


Richardson, 


LEGAL. = 


Скүрто ELECTRICAL Co. г. C. & S. GOODMAN. 


ON November 9th, before his Honour Sir W. Lucius Selfe, in the 
Marylebone County Court. the plaintiffs, of Willesden. sued Messrs. 
C. < S. Goodman. of the Gem Theatre. Gillingham (Kent). for £30, 
being the amount of the unpaid due instalments of the price of a 
hired electrie motor. 

Mn. R. O. B. LANE. counsel for the plaintiff company, said that 
in December last the plaintiffs supplied to the defendants an 
eleetrical machine on a hire-purchase agreement. the price (£ 75) to 
be paid in weekly instalments of 25s. Plaintiffs had previously 
fitted the Gem Theatre with a three- -phase motor of 100 volta, 
50 amperes, and the new motor was to be of the same type and 
power as the former. On December 24th the motor was sent 
to Gillingham and fixed. A number of small complaints followed 
as to its efticiency, and these were remedied ; it then ran satis- 
factorily: So far as he (counsel) was aware the machine was. in 
every respect. quite suitable and as efħicient as that already in the 
defendifhts" kinema, which had been made and supplied by the 
plaintiffs. Application had been made for payment of the instal- 
ments. but there was no response, and he (gounsel) was not aware 
of auy counterclaim being made. 

A Witness for the plaintiff said that there was no mention of 
horse-power in the agreement. They made a general arrangement 
that the new machine was to be similar to the previous one. When 
it had been fixed. à suggestion was made that some one should be 
sent down from the works to adjust it. as " it was not running 
satisfactorily." Hobbs, the electrician, was sent, and on his return 
he reported it "all right." 

Мк. S. GOODMAN, for the defence. said that the new machine was 
of 93 H.P.. and when it was in use it increased the weekly current 
bill hy 155. He waa quite prepared to pay the instalments so soon 
as the pl: üntiffs adjusted the machine so that it used no more 
current than the old one. Не held that using more current was 
not "running satisfactorily.” 

His Нохосв : It could not be gatisfactor vif it was using 155. а 
week more current, Can it be adjusted yet ? 

MR. RICHARDSON : Certainly it can. 

His Hoxoci: And have the same consumption as the first 
machine ? 

Мк. RICHARDSON : Exactly. We are quite 
machine back to our works and adjust it. 

His Hoxoun: Well, do so. Meantime, there will be jud: ment 
for the plaintiffs fur £15, and costa. 


willing to take the 
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` the Imperial Institute, which 


б ment is offering surplus lengths of unused cable for sale. 


BRITISH THoMson-Houston Co., Erp. e. А. AND А. ELECTRICAL 
Co., L'tD.—INFRINGEMENT OF ELECTRIC LAMP PATENT, 


THE plaintiffs claimed before Mr. Justice Sargant, in the 
Chancery Division. on November 9th. an injunction to restrain 
defendants from infringing their patent for improvements in incan- 
descent lamps. Plaintiffs complained of the sale by the defendants 
of six half-watt lamps. Mr. A. J. Walter, K.C., with Mr. Colefax. 
K.C., and other counsel. appeared for the plaintiffs. and the defendants 
did not appear. The case for the plaintiffs was that their invention 
gave an efficiency of '5 watt per C.P., whereas if any previous 
lamp was run at that efficiency it would be destroyed in a short 
time; that the filament could be raised to a much higher tempera. 
ture than was practicable in a vacuum lamp without vaporisation or 
deterioration or excessive shortening of useful life; that hy 
adopting their invention, lamps could be manufactured to be run 
at a greater efficiency than anything done before; and that it had 
resulted in a reduction of the consumption of electricity by more 
than 50 per cent. 

His LORDSHIP granted the injunction, with costs, and made an 
order for the delivery up of any infringing lamp. 


PEMBROKE URBAN DISTRICT COUNCIL r. THE DIESEL 
ENGINE Co., LTD. 


ACCORDING to the Freemans Journal, an application was made 
before Mr. Justice Kenny. last week. to have a consent made a rule 
of Court. The Urban Council brought the action against the 
defendant company for damages for breach of a contract for the 
supply of a 180-kw. Diesel generator set and fittings at a cost 
of £2,977. In the course of the trial working of the engine, it 


_ proved defective. 


Mr. JAMES LARDNER, M.P., for the Pembroke Urban Council, 
moved to make a consent settling the action a rule of Court. The 
settlement provided that judgment should be entered for the 
Council for the sum of £1.904 6s.. with costs of the action, including 
costs of discovery: and that on the counterclaim judgment was to 
be for the Council also, with costs. the amount lodged by the 
plaintiffs with their defence to be paid out to them. 

MR. JUSTICE KENNY received the consent, and made it a rule of 
Court. 


BUSINESS NOTES. 


Australia.— The board of Trade Journal mentions the 
following inquiries :—A Perth firm desires to obtain agencies in 
Western Australia for three-phase motors, incandescent electric 
lamps. and electrical material generally. Another "Perth firm 
wishes to represent British makers of А.С. and D.C. generators, 
motors and accessories. A third Perth firm desires to represent a 
British maker of high-class metallic filament lamps: 


The Commercial Intelligence Department.—It is 
announced that an Inter-departmental Committee, presided over 
by Mr. Harcourt. has now arranged the respective spheres of work 
and co-operation, in dealing with commercial inquiries, of the new 
Commercial Intelligence Department of the Board of Trade and 
in recent years has become a 
central department for information and investigation respecting 
the sources and uses of the raw materials of the Empire. In 
future, the Technical Information Bureau of the Imperial Institute 
will answer all commercial inquiries respecting the sources of 
supply, technical uses, and value of raw materials within the 
Empire, and will be responsible for supplying all information 
required in order to bring the producer overseas in touch with the 
manufacturer at home. Inquiries as to immediate supplies may be 
addressed either to the Board or to the Institute, as may be most 
convenient, but the Commercial Intelligence Department of the 
Board of Trade will. as & rule. be prepared to deal with inquiries 
for immediate supplies of well-known raw materials which can be 
obtained at once through ordinary trade channels. In answering 
those inquiries in which special statistical or trade information is 
required in addition to technical information. the Board and the 
Institute have arranged to co-operate. Investigations of the 
possible industrial uses of raw materials will, as heretofore, be 
dealt with by the Imperial Institute. The arrangement proposed 
by the Committee has now been accepted by the Secretary of State 
for the Colonies, the President of the Board of Trade, and by the 
Executive Council of the Imperial Institute. 


For Sale.— The Leeds Corporation Electricity Depart- 
Particu- 
lars appear in our idvertisement pages to-day. 


Trade Within the Empire.—The Council of the Sydney 
Chamber of Commerce has affirmed the principle that all Govern- 
ment departments, municipalities, and other public bodies spending 
publie money should purchase Empire-made goods, and place all 
contracts with British firms where possible.— Zenders. 


A Works Canteen at Leigh.—In the presence of the 
directors and about 1,000 of the workpeople, a canteen was opened 
on Tuesday. November 7th, at the Anchor Cable Works, Leigh, by 
Mrs. James Callender, wife of one of the directors, 
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Catalogues and ‘Lists.—Messrs. SIEMENS Bros. & Co., 
LTD. Woolwich.—Supplement No. 9 contains a very fully illus- 
trated description of the " Skiafix," an apparatus designed for 
fixing and holding patients during radioscopy. 


Messrs. SIMPLEX CONDUITS, LTD., Garrison Lane, Birmingham. — 
Leaflet No. 644, giving illustrated description and prices of. their 
Universal girder clamp. 


Messrs. WM. WADSWORTH & SoNs. LTD., Bolton.—T wenty-four- 
page attractively illustrated pamphlet showing representative 
examplés of their electric passenger and goods lifts, transporters, 
jib cranes, &c. 


"THE ScEANDO LAMP Co. LTD., 7, Blackfriars Street, Salford, 
Manchester. —Folder giving prices of their " Sceando " drawn-wire 
metal lamps, " Axial " lamps, and standard type lamps. 


Book Notices.—7^e Air Supply to Boiler Rooms. By 
К. W. Allen, M.Inst.C.E. From the Author, Queen's Engineering 
Works. Bedford.—While this work relates specifically to the boiler 
rooms of modern ships of war, it contains much matter of interest to 
engineers engaged in other branches of construction. The author 
deals with the whole of the subject, from the top of the air trunk 
to the stokehold, and as he has made a special study of the matter, 
the data which he gives will prove very useful, especially in view 
of the scarcity of reliable information on problems of ventilation. 
The book comprises 14 short chapters, giving particulars of the 
pressure required to set air in motion at given speeds, the air 
speeds recommended in the trunks, the effect of sudden changes in 
the area of the air passages, the design of the eve of the fan, inlet 
rings, and casings, the use of deflectors to prevent interference 
between adjoining fans, the amount of air required for the com- 
bustion of oil fuel, and progress in the design of fans, besides many 
details relating only to naval practice. Remarkable improvements 
in efficiency, output, and economy are demonstrated as the results 
of the application of scientific principles to the subject. 

“Scientific Papers of the Bureau of Standards.” No. 290. “A 
Variable Self and Mutual Inductor.’ No. 292. “ International 
System of Electric and Magnetic Units." Washington: Depart- 
ment of Commerce. 

“General Cargo: an Introduction to Salesmanship." 


By R. Е, 
Goddard. London: Constable & Co. Price 1s. 6d. net. 


Italy.—The liberation of the Italian electrical industry 
from the pre-war dominance of German enterprise has taken an 
important stride forward by the constitution of the Società 
Nazionale per Imprese Elettriche—an Italian company formed 
with 10,000,000 lire capital for the purpose of buying out German 
partieipation in Italian undertakings. and notably that of the 
Siemens-Schuckert group. As an actual fact. the purchase will 
not be made directly, Siemens-Schuckert, foreseeing the inevitable, 
having already disposed of. their interests to a Swiss consortium. 
The interest of the German group in the various Italian electrical 
concerns amounted to some 20,000,000 lire. 


Trade Announcements.—Mn. У. T. JonLEv has retired 
from the Diamond Accumulator Co.. accumulator manufacturers, 
of Bournemouth Park Road. Southend-on-Sea, and the business 
will be continued by Messrs. E. & L. Tickett. 


Messrs. T. REYNoLps & Co. LTp. electrical engineers. of 
Coventry, have removed their showroom premises to over their 
establishment at 19, High Street. 


In connection with the arrangements which British firms are 

making for extension of business to cope with orders that are 
likely to mature when the war is over, we have received from 
Messrs, CREED & Co. particulars of arrangements that have been 
completed for & general expansion of their business. They have 
purchased the patents in wireless telegraphy, plant, &c., of the 
Indo-European Telegraph Co. and the Galletti Wireless Telegraph 
and Telephone Co. The Indo-European and Telesraph Co. have 
subscribed for a considerable number of shares in Creed & Co., and 
two of their directors—Sir William R. Brooke. K.C.I.E.. formerly 
Director-General of Telegraphs of India. and Mr. T. W. Stratford- 
Andrews, the managing director of the Indo Co., have been elected 
to the board. Mr. Stratford-Andrews has taken over the managing 
directorship of Messrs. Creed & Co. Mr. Creed, who is known to 
all telegraph men, remains chairman of the company, and will 
advise the board on technical matters. Mr. Donald Murray. whose 
systems of printing telegraphy are well known, has sold his 
patents and business to Messrs. Creed & Co., апа has 
joined. the board. The company has also secured the services of 
Mr. H. H. Harrison, whose knowledge of telegraph matters is 
very extensive. The technical staff of the company has been 
added to. Amongst others, Mr. Rivers-Moore will devote his services 
to technical research,-and Mr. Morse will look after the wire- 
less side of the undertaking. The company has already started a 
research department, and there will be showrooms, where 
specimens of the various apparatus manufactured by the company 
can be viewed under working conditions. We hear that the Indo- 
European Co. had already achieved very considerable develop- 
ments in the design and construction of wireless sets of com- 
paratively low power, and these sets are now undergoing the 
important process of standardisation. 


On November 18th, the offices of both the WoRTHINGTON PUMP 
Co., LTD., and JAMES SrMPSON & Co., LTD., will be temporarily 
transferred to Queen’s House, Kingsway. This change is due to 
the fact that the War Office have requisitioned the present offices 

‚ of the two companies at India House, 


LIGHTING AND POWER NOTES. 


Acérington.—4AÀ resolution was introduced at Accrington 
Trade and Labour Council, on November 9th. that a protest be 
made against the financial loss in the electricity undertaking. and 
urging the need for an expert to be called in to ascertain whether 
the concern could become a profitable one ; and, in the event of 
the loss being attributable to the geographical position of the 
electricity works, that immediate steps be taken to have them 
removed to a more suitable site. Eventually, however. the matter 
was referred to the Executive Committee for consideration, and it 
will be brought before the next meeting for discussion. Mr. 
Emmett (Weavers' Secretary) said a grievance existed, and so far as 
the weavers were concerned, they were having a lot of trouble. 
Two mills in the town were run by electricity, and the workpeople 
were being sent home constantly. Sometimes in one week they 
had lost nearly halfa week's work. Theresult was that the weavers 
were demanding compensation at the Weavers' Offices. If a 
local manufacturer were to blame for this state of things, they 
would call upon him to remedy it, or the mill would have to 
be stopped ; but they could not go to the electricity department 
and tell them to stop the concern until everything waa made right. 
It was decided that the Executive should diseuss the situation and 
draft a suitable resolution for the next meeting. | 


Australia.— The Sydney city electrical engineer has 
reported. after experimentally using locally-made earthenware 
pipes in place of the fibre conduit, suggesting that the shipment of 
fibre conduits on order be proceeded with. 

The Electricity Committee recommends that a supply of elec- 
tricity be given to Messrs. Kilbourn & Willicks. the firm guaranteeing 
& minimum payment of £260 per annum for flve years. With 
reference to the supply of electricity to the Australian Electric 
Steel Co., Alexandria, the Committee recommends that the company 
be permitted to use electricity for auxiliary machinery during the 
hours in which it is not permitted to use electricity in its furnaces, 
at the same rate as for the main supply, provided that the maxi- 
mum demand in К.У.А. of the auxiliary machinery shall поё exceed 
10 per cent. of the maximum demand in K.v.A. of the furnaces. and 
subject to the condition that 2 per cent. of the total supply esti- 


mated as the energy consumed in prohibited hours be charged at 


the higher rate of 124. per unit. 
period of six months. 

With regard to the report as to the question of providing addi- 
tional plant at the power house, the Committee recommends that 
consideration be deferred for six months, but that the specification 
for the supply of а 12.000-Kw. turbo-alternator be approved for use 
if the same be required. | 

The Committee recommends that an underground duct system be 
constructed to connect to the six additional submarine H.T. cables 
to be laid across Darling Harbour, at a cost of £5.8) 1. 

The Committee has considered the question Of the rate of hire 
for electric motors, and strongly recommends that the increas 
rates remain in force. | 

The Kandos (N.S.W.) Cement Co. has obtained permission from 
the Shire Council to install electric lighting in the township. 

The Tweed Shire Council (N.S.W.) has decided to borrow £1,300 
for the purposes of an electric light distributing system for Tweed 
Heads.— Tenders, 


Bettws-y-Coed.— Tlic village was in temporary darkness 
on Friday evening last, owing to a Farge eel causing an obstruction 
in the waterspower plant ; the water is derived from Elsie Lake, 
several hundred feet above the works. 


Bognor.— Price INcREAsE.— The U.D.C. has received 
from the Gas Co. an intimation that the charge for electricity will 
be increased from 6d. to 7d. per unit, with a charge for a minimum 
number of 20 units per quarter whether consumed or not. The 
U.D.C. has decided to send a protest to the B. of T. 


Bo’ness.— PLANT ExTENsION.—The T.C. has agreed to 
borrow, on the security of the burgh general assessment, £12,000 
for the purpose of defraying the capital cost of the extension of 
the electricity works. The money is to be advanced by the Treasury 
at 5j per cent. The loan is repayable in 20 years. The contract 
price of the extension is £12,300. | 


Callington.—E.L. ScuEgwE.—The U.D.C. has decided to 


apply for a L.G.B. inquiry, with reference to the purchase of 
Frogwell Mills in connection with an electric lighting scheme. 


The arrangement to be for a 


Continental.—F RANCE.—In order to conserve for national 
purposes an adequate supply of gas and electricity, the Prefect of 
the Police of Paris has from Wednesday, November 15th, forbidden 
the. lizhting of shops and stores in Paris, and the Department of 
the Seine, after 6 p.m. by either gas, electricity. petroleum or 
spirit, with the exception of grocers’, bakers, druggists’, and hair- 
dressers’, shops which may be lighted as usual. The shops are not 
compelled to close at six, but if they remain open they must find 


some other means of illumination. 


NoRWAY.—The Commune of Biri, near Lillehammer, has decided 
to raise a loan of 250,000 kroner for providing an electric lighting 
gervice. и 

Тһе Ormsetfos Kraftaktieselskap із the style of a company 


‘formed on October 26th, with a provisional capital of 200,000 


kroner, to develop the water power of the Malde River in the 
Verran district. The water-power station is estimated to cost 
2,000,000 kroner. | 


546 


THE ELECTRICAL REVIEW. [ Vol. 79. No. 2,034, NOVEMBER 17, 1916. 


The Kvina Carbid og Smelteverk is increasing its capital from 
160,000 kroner to 1,200,000 kroner, with a view, it is said, to make 
new departures in the electrochemical industry. 

The Aktieselskab Norske Elektrodeverke 18 a company about 
to start the manufacture of graphite clectrodes. and thus render 
Norway independent of German imports. It is intended to build a 
large factory capable of turning out from 1,000 to 8.000 tons. A 
waterfall in Westland. yielding 10,000-12,000 H.P., has been secured. 
The minimal capital of the concern ie fixed at 1.050.000 kroner, 
secured hy the Norske Credit Bank's guarantee ; the maximum 


capital will be 1,500,000 kroner. It is expected to start working 
next year. 


Epsom.—Price IxcgEAsE.— The U.D.C. has fixed the 
following new scale of charges for energy from December Ist : — 
Lighting flat rate, 7d. per unit: power and heating, 334. per 
unit. 

Halifax.—ANNvaAL Report.—The review of the year’s 
working of the Corporation departments shows a record of steady 
progress in the electrical undertaking. "Thé total units sold 
(13.583.633) was an increase of 2.507.740 on the previous year. The 
outstanding feature had been the heavy increase in the supply of 
power for industry. The private lighting supply was much below 
the normal, due largely to the Daylight Saving Act, and street 
lighting supply had been practically nil. 


Huddersfield.—ANNUAL RerPorT.—The departmental 
reports for the past year show that the electricity department. has 
had a busy year. particularly in meeting large demands for power. 
The coal supply has given great trouble, and necessitates a further 
increase in price for energy of 125 per cent. on pre-war charges. 
after the current half-year. The three-phase motors connected 
during the year were equal to 4,050 H.P., bringing the total of 
three-phase to 12,756 H.P.. whilst the single-phase motors con- 
nected during the year equalled 95 H.P.. bringing: the total to 


2.793 H.P., a total for both systems of 15.479 H.P. The number of 
consumers was reported as 6,656. 


Ipswich. YEaR's WorkING.—The annual report of Mr. 
Ayton, chief engineer, on the working of the Corporation elec- 
tricity undertaking during the year ended March 31st last. shows 
that the unita sold advanced from 2.967,000 in 1915 to 3,734,158 
ast year. the great increase being in power units, while public 
lighting fell to insignificant proportions. The total revenue 
amounted to £33,969, while working expenses were £23,030, and 
after meeting interest and sinking-fund charges, also £1,022 
revenue expenditure on capital account. a deficiency of £2,086 re- 
sulted. Although the units sold increased by 26 per cent., the cost 
of coal increased by 84 per cent.. to partly counterbalance which 
the price of energy was raised. The working of the power station 
was rendered difficult owing to the lack of coal-handling facilities, 
the provision of which was hindered by the L.G.B., but, owing to 
the intervention of other authorities, has since been sanctioned. 
Mr. Ayton draws attention to the high ash content of the coal. 


20 to 23 per cent., and suggests that as this uses up railway accom- ` 


modation and fuel for haulage. the Committee dealing with coal 
saving might be better employed in looking into the working of 
collieries rather than adjuring electricity supply undertakings to 
reduce their consumption by methods which will not produce in 
practice the result aimed at. Early in the yeara turbine broke 
down, and has had a new set of blades. The report refers to the 
increasing usc of electric vehicles, and the charging facilities 
provided. 


Kirkheaton.—E.L. PRoPosarns.—The В. of Т. has inti- 
mated its inability to entertain applications from the Huddersfield 
Corporation and the Electrical Distribution of Yorkshire for an 
Order for the supply of electricity within the urban district. 


Leeds.— PROSPECTIVE  EXPENDITURE.—In reply to an 
inquiry from the L.G.B. as to the execution of works after the war, 
the electricity department estimated that there would be an urgent 


need for the expenditure of £418,000 and the tramway depart- 
ment of £150,000. 


London.—The L.C.C. Fiuance Committee. recommends 
the sanction of the Council to the borrowing of £4,236 by the 
Poplar B.C.. for electricity maius. 

The Metropolitan Asylums Board has agreed to a 10 per cent. 
increase in the charge for electricity supplied by the South Metro- 
politan Electric Tramways and Lighting Co. to the Queen Mary's 
Hospital and the Downs Sanatorium. | 

The L.C.C. has entered into a fresh agreement with the Erith 


U.D.C. for the supply of electricity to the Southern Outfall Sewage 
Works. 


New Zealand.—As а result of a poll of the ratepayers 
of the Borough of Pukekohe (North Island), it has been decided to 
borrow the sum of £12.000 for, amongst other purposes, the in- 


stallation of electric lighting in the borough.-- Board of Trade 
Journal 
e . 


Newport (Моп.).—ҮЕАв`5 WorkING.—The annual report 
on the Corporation electricity undertaking forthe year ended March 
31st last shows that the receipts amounted to £51,275 and the work- 
ing expenditureto £30,339, leaving a gross profitof £20,935, which 
was rather less than the previous year's figure, £21.607. Allowing 
for accrued interest, &c., and deducting interest and sinking-fund 
charges, war allowances for two years, and other items, there 
remained a deficit of £993, as against a profit of £744 in 1914-15. 
The energy sold for all purposes amounted to 5,015,074 units, as 
compared with 4,789,240 units in 1914-15. The maximum load was 


2.961 KW. and the load factor 26'3 per cent. : 44 lh. of coal were 
used per unit generated. During the year a breakdown occurred 
with the 3.000-Kw. turbo-alternator plant; the Mill Parade sub- 
station was temporarily completed, and the new rotary converter 
plant put iuto operation. A steady increase has occurred in the 
demand for heating and cooking purposes, which it is expected 
will exceed one million units during the current year, at |d. 
per unit plus 20 per cent. Very little benefit was derived from 
the large factories which have been connected up during the period 
under review. 

PLANT EXTENSION.—The borough electrical engineer has been 
instructed to prepare a specification and invite tenders for additional 
plant at Mill Parade sub-station ; also to dispose of a 150-KW. motor, 
As а result of a conference between the Chief Constable and the 
borough engineers, the street lighting has now been extended. 


Southend.—Wa& BoNus.—All male employes at the 
electricity works who have been in the service of the Corporation 
for 12 months. are to be granted a war bonus of 2s. a week, com- 
mencing November 23га ; employés already receiving a war bonus 
are to have the sum nanied as an addition, 


Sheffield. — NEW GENERATING  SrATION.— The City 
Council has adopted the recommendations of the Electric Light 
Committee to erect a new generating station. and has agreed upon 


a site. The present Neepsend plant is unable to meet the 
demand. 


Wadebridge.—Pus.ic Ligutinc.—The Electric Supply 
Co. having received an application for current from Clapper, has 
asked the U.D.C. whether, if the extension is made, the public 
lighting will be extended to the locality after the war. The 


Council has replied that at present it is not in a position to give a 
definite reply. 


Walsall.—Owing to the second turbo-alternator for the 
new generating station having been requisitioned, it will be neces- 
sary to keep the Wolverhampton Street station fully manned and 
running until a second set is installed at Birchills. The Corpora- 
tion will in due course make a claim in respect of the loss sustained 
hy reason of the commandeering of the second turbo-alternator. 


TRAMWAY and RAILWAY NOTES. 


Accrington,— ELECTRIC VEHICLE.— he General Pur- 
poses Committee has considered a proposal from the Health Com- 
missioners to purchase an electrically-driven wagon, at a cost of 
about £1,000, for the collection of the refuse of the borough. It 
is claimed that a, motor-wagon will effect a saving of 10 per cont. 


to 15 per cent. compared with the hire of team labour at the pre- 
gent price. | 


Continental.—FRANcE. — According {о the нән! 
Times, a movement has been started in France for the creation of a 
great trans-European railroad to link up the Atlantic coast of France 
with Italy and South Russia. The line will commence at Bordeaux, 
and pass through Lyons, Turin. Milan, Venice. Trieste, Fiume and 
Agram tothe banks of the Danube, traversing Serbia and Roumania, 
and terminating at Odessa. It will be 2,500 km. in length, and will 
closely cling to the southern slope of the great mountain ranges of 
Europe. The numerous waterfalls and the character of the country 
will admit of the line being electrified throughout its entire 
length. The line will link up Switzerland directly with the French 
Atlantic seaboard, and greatly facilitate trade between Italy and 
the West of France ; for this reason the Italian Government is said 
to favour the scheme, and the Swiss are keenly alive to the advan- 
tages of the French section. as it would enable them to link up 
Switzerland and Swiss producte directly with Bordeaux, Nantes, 
La Pallice, and other Atlantic seaports. 


Halifax.—YEags Worxkine.—Reviewing the year's 
work of the various Corporation departments, the Mayor of 
Halifax. on re-election. said the income during the year on the 
tramways had been £112.937. an increase on the previous year of 
£1,145. “There had been a satisfactory net surplus, which had 
enabled them to give £6.240 to the relief of rates. The car-mileage 
had been 2,195,980, and the number of passengers carried 21,021,005. 
the latter an increase over the figure of 20.707,071 last year. The 
revenue from the motor- buses was £2,430, ог 0'252d. per “bus per 
mile. There were now 88 women conductors on the system. 


Huddersfield.— TRAFFIC SraTISTICS.— The departmental 
reports for the past year show that the total receipts on the tram- 
ways from November 1st. 1915, to September 30th, 1916, amounted 
to £136,612, an increase on the corresponding period of the pre- 
vious year of £12,325. The town's tramway track within and 
without the borough now covers 56 miles, and further extensions 
have been prevented by the war. The car-mileage, including the 
running of coal trucks, was 2,611,967, an increase of 28,751, and 
the number of passengers carried was 26,328,482, an increase of 
2.899,229. The total number of employée of the department now 


on military service is 160. and there are now 65 women 
conductors. 
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Glasgow.—At the first meeting of the T.C., a finding of 
the Tramways Committee will be considered, asking that all female 
employés in the tramway department work under the same terms 
and conditions and be paid on the same scale of wages as the male 
employés. 


^ 

Ipswich.— YEAR'S WoRKING.—The annual report on the 
working of the Corporation's tramway shows a total revenue 
amounting to £28,287 ; working expenses amounted to £19,179, 
war service allowances to £587, and, after meeting interest and 
loan repayments. there was a profit on the year of £2.757. which 
compares with a loss of £2,105 inthe previous year. The passengers 
carried numbered 6,798,589, and the car-miles 620,115. which com- 
pare with 5,610,332 passengers and 642.092 car-miles in 1915. Тһе 
reserve, or renewals fund, now amounts to £19,970. Mr. Ayton. 
the manager, refers at some length to repairs and maintenance ; 
much of the track requires renewal, and in one section the subsoil 
will require drainage. When the time comes for relaying the line 
in Norwich Road the question of abandoning the distant section 
running into Whitton should be considered. this having always 
involved a dead loss; the same applies also to Burrell Road and 
Bath Street. If the war lasts long, Mr. Ayton suggests that rails 
in these streets should be taken up for repairing busy routes. 


Leeds, —Wacks.—The overhead equipment staff of the 
city tramways have been granted increases of wages from a 1d. to 
a jd. per hour. with overtime at the rate of time-and-a-quarter. 


London.— WAGES.—The Highways Committee of the 
LC.C. has received an application from the women employed at 
the central car repair depot for an increase of wages of бв. per week. 
The Committee has decided that an increase of 4d. per hour, or 2s. 
per week, should be made to those women over 21 years of аре; 
this has been declined, with a request that the matter be referred 
to the appropriate Conciliation Board. The Committee recom- 
mends that the advance of 4. an hour be approved, the question 
of a further advance to be referred to the Conciliation Board. 
The war bonus of 3s. per week to car examiners and car washers 
is to be increased by 1s. per week, as from March 1st last. 


Newport (Mon.).— YEAR'S WonkiNc.—During the year 
ended March 31st last. the Corporation tramways carried 10,017,515 
passengers and ran 921,133 car-miles, these figures comparing with 
1410.109 passengers and 964.895 car-miles in the previous year. 
The total income amounted to £45,141. and the working expenses 
to £30.46], leaving a gross profit of £14.680, as against £11,748 in 
the previous year. After meeting interest and sinking fuad 
charges, &c., there remained a net profit of £5,400, as con pa ed 
with £2.417 in 1914-15. 

A serious street car accident on the Stow Hill route, due to а 
collision, was the subject of a report by the electrical engineer. Не 
said there was little doubt that the collision was occasioned 
through the absént-mindedness of the motor-man. also to the fact 
that the slipper-brakes on his car were not down in accordance 
with regulations. Althongh there were no serious casualties except 
to the motor-man, who had both his legs broken, the cost of 
repairs will be heavy.  Arising out of the collision the electrical 
engineer had given consideration to the question of improving the 
present, arrangement of the track. so as to prevent, if possible, a 
similar accident, or reduce the possibility of serious consequencez. 


Northenden.—A year’s extension of time for completing 
the tramways in this parish has been applied for by Manchester T.C. 


. Stockton.—The T.C. has appointed a Sub-Committee to 
inquire with regard to the power of the Corporation under the 
various Acts relating to the Imperial Tramways Co. for tramways 
in the borough. 


Stretford.—The clerk has been instructed to communi- 
cate with the Manchester and Salford Corporation tramways 
department, with & view to effecting an improvement in the 
Trafford Park serviceduring the busy evening hours. During the past 
month 112,936 units were sold for traction purposes, as compared 
with 100,278 units in the corresponding month of the previous year. 


 Walsall.— The Tramways Committee has under cor- 
sideration a memorial from the Workmen' s Union asking for an 
advance of Jd. an hour. In order to deal more'satisfactorily with 
the question of missed fares, instructions have been given that 
the fares of all passengers who propose to travel on the top deck 
shall be paid to the conductor when the passenger boards a car. 


TELEGRAPH and TELEPHONE NOTES. 


África.— There is now direct communication across 
French and British territory in Africa, with posts on the Atlantic 
and Indian Oceans. The French authorities in the region of Lake 
Tchad are contemplating the establishment of regular commu- 


nication between Egypt, the Red Sea, Cameroon, and Nigeria.— 
Ihe Times. 


т Cable Telegraphy.—A new invention, devised by Mr. 
IM B. Dixon, has been in practical operation on certain of the 
‘antic cables, and is reported to have given remarkable results. 
sw: Speed of operation in the commercial handling of cable 
essages having been increased upwards of 125 per cent., while in 


tests far greater speeds have been attained. The gain in speed is 
due to the use of selenium cells to amplify the signals received, 
and to the use of means for obtaining, from one or more sources of 
illumination, a very large number of light beams, concentrated 
coincidently upon selenium cells, and deflected by a line galvan- 
ometer across the surfaces of the selenium cells, the effect being 
that a very intense illumination of the selenium cells is obtained. 
It is found that the practicab e speed of operation increases as the 
intensity of illumination increases. The selenium cells operate a 
siphon recorder or a relay. There being no physical connection 
between the recorder or relay and the line yalvanometer, the 
inertia and frictional losses present in the older magnifying and 
recording apparatus are largely eliminated. the more ao as in the 
new system the amplitude of vibration of the galvanometer coil is, 
in general. much less than in the case of the older apparatus. 

It is stated that Mr. Dixon employed 45 separate light beams. all 
derived from one 400-c.P. tungsten lamp. and all concentrated on a 
thin valvanometer mirror 5 in. long and j in. wide. These light 
beams were reflected from the galvanometer mirror, in one case. a 
distance of 74 ft., and were then re-reflected a further distance of 
74 ft. to the selenium cells, the light beams being concentrated 
coincidently upon the cells. 

With this apparatus, working over one of the trans-Atlantic 
cables, the normal rate of operation of which is less than 200 
letters per minute, speeds of 450 letters per minute and higher 
were obtained in the regular commercial handling of business. and 
still higher speeds have been obtained on test, with signals fully 
readable as to size and character. 

An interesting feature of the invention is a new balancing 
arrangement, which greatly facilitates the obtaining of a balance 
on the cable for duplex working, and also aids materially in 
shaping the signals so as to render them readable.— 7. and T. Аде. 


Pacific Cable.—'l'he report of the Pacific Cable Board 
for the year 1915-16 shows that the total revenue was £310,516, 
and the expenditure 205.896, leaving a surplus. after allocating 
£11.000 to the renewal account. of £104.620; of this sum, 
£77,545 was paid to interest and sinking fund, and £9,150 to the 
renewal fund as interest and sinking fund in respect of money 
borrowed from the renewal fund for the Auckland-Sydney cable, 
leaving & surplus of £17.925, which goes to reduce the debt. 
The excess of receipts over expenditure was £25.931 greater 
than in the previous year. and this is the first occasion on which 
there has remained a surplus from revenue after payment of the 
sinking-fund annuities. The net traffic receipts were up by 
£88,749. The expenditure included special appropriations to the 
renewal account of 430.000 in respect of depreciation of securities 
and £14.000 in payment for а new schooner; after deducting 
these items. there is an increase of £14,537 over the preceding 
year. due to various causes arising out of the war. The renewal 
fund on March 31st, 1916, stood at £271.460. The section Norfolk 
Island - Auckland was interrupted on February 12th. owing to a 
fault near the island : it was repaired on February 19th, traffic in 
the meantime being diverted to the Southport—Norfolk cable. АП 
the cables have been worked continuously at high pressure, the 
long sections carrying far more traffic than was originally 
expected ; they are now occupied day and night throughout the 
week. 

During the year, nearly 8j million paying words were trans- 
mitted over the cable, much more than double the traffie during 


" the last normal year (1913-14). There was also a considerable 


quantity of non-paying matter. The Board also earried nearly 
two million paying words between Australia, New Zealand, and 
the Pacific Isles. The deferred traffic was more than doubled, 
and the week-end traffic more than trebled, as compared with the 
previous vear, but ordinary traffic decreased 30 per cent., owing to 
the restricted use of codes. The cheap services had to be suspended 
on eertain occasions owing to interruptions in the Atlantic cables 
and congestion of traffic. and the outward week-end and deferred 
Press services are at present in abeyance, but will be reinstated as 
вооп as possible. 

The Board has established a public office for international 
business in Melbourne. A new schooner is being built, in place 
of the Strathcona, to maintain a boat service with Fanning 
Island. Sir George H. Reid. having retired from the position of 
High Commissioner for the Commonwealth, has been succeeded on 
the Board by Mr. Andrew Fisher. 


South-Western Railway Electrification.— The electriti- 
cation of the Clavgate Branch has been completed. and a half- 
hourly service of electric trains between Claygate and Waterloo, 
covering the journey in 29 minutes: is announced to commence on 
Monday. 


Telephone Charges.—According to the Times, the Post 
Осе Telephone Department is abolishing all unremunerative rates, 
which are the result of telephone competition in the past, and the 
intention is to have one fixed charge in every place. 


The Marconi Co. and Germany.—A letter has been 
circulated to the Press by Marconi's Wireless Telegraph Co., Ltd.. 
with regard to an attempt which, it is said, is being made to create 
uneasiness in the minds of the public in respect of the relationship 
which has existed between the Marconi Co. and the German Tele- 


. funken Co. - 


Mr. Godfrey Isaacs, managing director, states that the Belgian 
company to which reference has been made was formed in the year 
1901, and secured from the Marconi Co. the mercantile marine 
rights of certain countries in Europe. including those of Germany 
and Austria. The company was purely Belgian, and the shares 
werc held in Belgium and England, The Belgian company pro: 
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ceeded to install and operate apparatus on all the principal ships 
of the mercantile marines of Germany and Austria, but in the year 
1910 the German Government made it known that they wouid no 
longer sanction the installation or operation of any wireless system 
on board any German ships other than the German system, under 
German control. [n these circumstances. the Belgian company 
was threatened with a considerable losa ; it, therefore, came to an 
agreement with the German Telefunken Co. for the formation of a 
company in Germany, the Belgian company, together with the 
Marconi Co:, retaining a 45 per cent. interest in the German com- 
pany, while the Germans held 55 per cent. The Belgian company 
and the Marconi Co. appointed members on the board of the new. 
German company. Subsequently the Austrian Government took a 
similar action, and the Belyian company thereupon agreed with 
the German company that the Austrian ship stations should be 
transferred to the German company. In return, however, it was 
agreed with the German company that their sphere of action 
should be strictly limited to ships of Germany and Austria. 

The Belgian company was reconstructed and the capital divided, 
the Belgians holding one-third, the Marconi Co. one-third, and the 
Germans one-third. 

At the outbreak of war. two Germans in the employ of the 
Belgian company were immediately dismissed. The business of 
the Belgian company was promptly taken in hand by the English 
directors and transferred to Marconi House. and has been under 
the complete control of the English directors ever sinve. 

With regard to Australia, owing to the Australian and New 
Zealand Governments having placed large contracts in the hands 
of the Germans for the construction of powerful coastal wireless 
stations. the Germans were in a position of considerable advantage. 
The Marconi Co. commenced proceedings for infringements of 
patents against the German company and the Australian Govern- 
ment, but subsequently a settlement was arrived at with the 
Germans, under which it was agreed that an Australian company 
should be formed, which should purchase the interests both of the 
Marconi Co. and of the German Telefunken Co. This company had 
& capital of 4140.000, of which the Marconi Co. held one-half, the 
Australians some £62,000, and the Germans about £5.000. Thus a 
complete control of wireless in Australia passed into Australian 
and English hands. 

With regard to other countries. the nature of the agreement was 
purely commercial, and was brought about as a result of the 
strength of the Marconi Co.'s patent position. It served to prevent 
the German company ousting the Marconi Co. from every country 
in the world by reason of the rninous prices which the German 
company was quoting at no matter what financial loss. no doubt 
with the German Government behind it, for the purpose of obtain- 
ing German wireless stations throughout the world. Under such 
conditions it was impossible for the Marconi Co. to compete. It is 
only in consequence of this agreement that British wireless stations 
now preponderate throughout the world. 

Whilst the Marconi Co. was interested in the German company, 
and had directors on the German company's board, the English 
Marconi Co. has never had any German director upon its board, nor 
has the German company at any time held any interest in the 
English company. 

On Wednesday questions were asked in the House of Gommons 


with regard to the agreement, and Mr. Pease undertook to inquire 
into the matter. 


Trans-Pacific Wireless.— Yesterday the Japanese Govern- 
ment and the Marconi Wireless Telegraph Co. of America 
inaugurated a commercial wireless service between California, 
Honolulu, and Japan. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Argentina. — November 30th. Buenos Aires Munici- 
pality. Electric carbons required during 1917. Oficina de Licita- 
ciones, Intendencia Municipal de la Capital, Ау enida de Mayo, 525, 
Buenos Aires. 


Australia.—Syoney.—January 3rd. N.S.W. Railways 
and Tramways Department. 50-ton electric overhead travelling 
crane for Yarra Street power-house, Newcastle.* 

January 8th. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion los. 6d.* 

. January 22nd. Electrical plant (converter, battery. booster, and 

&witehboards) for the Castlereazh Street sub-station, for the Muni- 
cipal Council. Specification from E.L. Department, Town Hall.* 

MELBOURNE.— December 11th. City Council. Supply and erection 
of coal transporter plant. See " Official Notices " September 15th. 


Cape Town.—January Sth. Electric motors and starting 


panels, for the uon bcd Department. Dock Road, 
Cape Town.* 


Durhag.— January 3rd. Corporation. One 3,000-Kw. 
steam turbine. alternator, and condensing plant. Specification 
No. 8. 238; drawing No. P. 597, both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 28. 


Enniskillen.— December Ist. 
Counties Railway Co. 


Sligo, Leitrim & Northern 
Twelve months' supply of telegraph mate. 


rials. Mr. J. Duff, Secretary to the Company. 
Grenada. — December 31st. Government. Electric 
supply at St. George's and suburbs. Tenders to Colonial Secretary, 


Grenada, British West Indies. 


Johannesburg.— November 20th. Corporation. 500 or 
1,000 trolley wheels for tramcars (Contract No. 181).* 

November 27th. Corporation. 1.000 sets of single-pole, ironclad 
house-service cut-outs (Contract No. 187); 250 field coils for tram- 
car motors (Contract No. 192).* 

December 9th. Corporation. 1.427 А.С. and p.c. electricity 
meters and 100 time-switches. Specification (21s. deposit) from 
Mr. E. T. Price, General Manager's Office, Electricity Supply and 
Tramways Department, President Street, Johannesburg, W. 

December 20th. Corporation? Automatic pressure regulators for 
the А.С. turbo-generators at the power station.” 

January 3rd. Corporation. [топ axles and bushes.* 


London. — H.M. OrricE or Works.—November 27th. 


Twelve months’ supply of electric cable and wire. See "Official 
Notices ` to-day. 


Liverpool.—November 22nd. Cheshire Lines Committee. 
General stores, including (6) telegraph materials and carbons, 
during 1917. Stores Superintendent, Warrington. 


Newcastle-on-Tyne. 23rd. The Tyne 
Improvement Conii aers Six and twelve months’ supply of 
incandescent lamps, and arc lamp carbons. Commissioners’ Offices, 
Berwick Street. 

New Zealand.—DusEpiN.—January 24th, 1917. Motor- 


generator. accessories and spares, City Electrical Engineer, Market 
Street, Dunedin.* 


Rhondda Valley.— Nov sider 20th. Electrical installa- 


tion in screwed tubing for Messrs. David John & Co., brewers, 
Pentre. See " Official Notices " November 10th. 


Sheffield.—November 21st. Cast-iron pipes and forming 
valve chamber. November 17th.—Reinforced concrete аш 
bridge over G.C. railway at Neepsend power station. 


Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


CLOSED. 
Australia.—P.M.G.’s Department, N.S.W. ;— 


Telephone equipment in connection with the installation of an automatic 
private асов exchange at Cockatoo Island, &1,813. — Automatic 
Telephones (Australasia), Ltd. 

One accumulator battery, 2,500 amp.-hours capacity, for Bydney City 
Exchange, £858.— T. К. Steanes. 


P.M.G.s Department, Queensland :— 


One power board, £152.—Edison Swan Electric Co., Ltd 
300 accumulators, 80 amp.-hours capacity, £518. —Warburton, Franki, Ltd. 


Victoria Railway Department :— 
Incandescent electric lamps for 12 months,—Edison Swan Electric Co., Ltd. 
E — Tenders. 


Impregnating electrical apparatus with insulating varnishes, spare parts, 
&c., 42,2394. —Gibson, Battle & Co., Ltd 


— Aust. Mining Standard. 


The Electricity Committee of the Sydney City Council has 
recommended that, in connection with the contract with Stand dard 
Waygood-Herculer, Ltd. for the supply of consumers’ meters, 
a payment of 75 per cent. of the price of the meters in England as 
they are shipped be agreed to.— Tenders. 


Bradford.—The B. of G. has accepted the tender of 


Messrs. Smith & Croft..at £26. to provide a cable tor the lighting 
of the laundry and garage. 


London. — L.C.C.— Asylums and Mental 
Committee. Electric lamps for five months 
Co.. Ltd. 


METROPOLITAN ASYLUMS BOARD.—Accepted tenders :-— 
Lund Bros. & Co.—Rearrangement of electric lighting, Mead Station, £43; 
wiring Eastern, North-Western, Western, and Brook Stations, £65. 
Crypto Electrical Co.—Four electric motors, Eastern, | North-Western, 
Western, and Brook Stations, £49. 
MARYLEBONE.— Electricity Committee :— 
Cables (contract extended for a further six months to March 315%, 1917).— 
B.I. & Helsby Cables, Ltd. 
The Committee recommends the acceptance of the offer of the 
British Westinghouse E. & M. Co, Ltd. to supply a balancing 
attachment for a rotary converter, at £165. 


Deficiency 
: Pope's Electric Lamp 


Sheffield. — Town Council. ` еситу Department. 
г czepted tenders :— i 
A. Reyrolle & Co., Ltd.—20 panels н.т. two-phase sub-station switchgear, 
£2,709. 
Staveley Coal & Iron Co., Ltd.—10,000 3-in. cast-iron cable pipes, £7 10s. 
a ton. 
.Tramways Department :— 
Dawson & Jones, Ltd.—Alterations and additions to Town Head Street 
. Depót, to convert it into a motar-'bus garage, £3,619. . .. 


West Bromwich.—T.C. Coal for the electricity works 
T. Boston & Sons; W. H. Bowater, Ltd. Field & Bradley. 
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FORTHCOMING EVENTS. 


institution of Mechanical Engineers.— Friday, November 17th. At6 p.m. 
At the Institution of Civil Engineers, Great George Street, B. W. Report 
of the Hardness Tests, Research Committee. . 

Association of Mining aud Electrica! Engineers (Notts and Derbyshire 
Branch).—Saturday, November 18th. At 3.80 p.m. At the University 
College, Nottingham. Paper on “Some Electrical Troubles and their 
Remedies," by Mr. T. Anderson. 

Electro-Harmonic Society.—Monday, November 20th. 
Holborn Restaurant (King's Hall. Ladies’ night. 
Institution of Civi] Engineers.—Tuesday, November 215. 

Paper on “ Keady Bridge,"' by Mr. J. B. Ball. 

Royal Society of Arts.— Wednesday, November 22nd. At 4.90 p.m. At John 
Street, Adelphi, W.C. Paper оп '*The Economic Development of Russia 
and Britain's Share therein," by Mr. Leslie Urquhart. 

Institution of Electrical Engiueers.—Thursday, November 23rd. At 8 p.m. 
Át Viotoria Embankment, Paper on “The Parallel Operation of 
Electric Power Stations," by Mr. J. 8. Peck. 

Greenock Electrical Society.—Thursday, November 23rd. Visit to Overton 
Paper Mills. Members to meet at 7.30 p.m. 

eal Society of London.—Friday, November Hth. At 5 p.m. At the 
Imperial College of Science, South Kensington, S.W. Ordinary meeting. 


At 8 p.m. At the 
At 5.30 p.m. 


NOTES. 


General Accessories Co., Ltd.— CORRECTION. — The 
name of the company mentioned in our last issue under “ Liquida- 
tions " was incorrectly given, owing to the omission of the word . 
"Engineering." The meeting of creditors held at 120, Blackfriars 
Road, S.E., on November 7th. was of General Engineering Acces- 


- sories, Ltd.. whose winding-up was announced in: the ELECTRICAL 


REviEW for November 3rd, page 189. The General Accessories 
Co., Ltd., of Worship Street, E.C., makers of electrical accessories, 
are in no way connected with the matter. We regret the error. 


Car-motor Defects.—The following experiment with the 
brush gear of a tramcar motor has proved successful in saving 
endless trouble :—90 per cent. of switch-blowing on tramcars is 
due to the brush gear either not bein; in its proper position, or 
being spaced out wrongly. this was a great trouble on the cars 
under the supervision of Mr. E. Mercer, of Castleford, until he 
adjusted all-the brushes to their proper positions. The diagram 
shows a simple method of finding out the brush positions: Place 


an ordinary steel square in the position shown in the diagram, 
With a level on top ; see that the square is touching both side and 
tep of commutator. Adjust the square until the level is reading 
correctly, then mark the commutator at the end B of the square ; 
then place the square at the other side of the commutator, and 
mark the commutator at C. Find the centre A between C and в, 
m ш equal numbers of bars down both sides to set the 
rushes, 


A Fact.—A_ Joiner employed by a northern electricity . 


supply department in fitting-up a cupboard over an electricity 
meter, &c., in a small shop, had put a small porcelain insulator to 
act as а door-knob ; when the foreman came round to inspect the 
job he was told by the shopkeeper that he would not have that 
— —-y incubator in his shop. 


Development of the Turbine.—At a meeting of the 
Newcastle-on-Tyne Chamber of Commerce, Mr. Gerald Stoney pro- 
posed that the Chamber should draw the attention of the Engin- 
eering Committee of the Advisory Council of the Privy Council for 
Scientific and Industrial Research to the importance of a full and 
complete research into the methods by which the steam turbine 
could be improved in efficiency and reliability. In view of the 
Success of the steam turbine in the mercantile marine, and its 
probable larger adoption in the future, this was of the greatest 
Mportance to the shipping industry. Mr. Stoney had not been 
able to get the exact expenditure on coal used on merchant ships, 
but had received various estimates ranging from £30.000,000 to 
#60,000,000 a year as the value of the coal. If they took 5 per 
седі. of that as the saving that might be effected by the develop- 
ment of the turbine, it would amount to from £1,500,000 to 
43,000,000. Thus the sum of £10,000 to £15,000 which might be 
spent On research would be a mere bagatelle. The cost of fuel 
ued on land amounted to about £50,000,000 a year, so that they 
would see that a saving of 5 per cent. effected there would amount 
- шы large sum annually. The use of turbine engines was 
e y increasing at sea. Up to the present they had been chiefly 
Soi or War vessels and passenger steamers, but now they were 
mee Into use for tramp steamers, and in that connection he 
| ned that Messrs. Cairns & Noble, Newcastle, had built the 
arge tramp turbine steamer ón the Tyne. The firm was, he 
aretood, very well satisfied with the venture. The motiou was 
unanimously, | 
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Novel American Coal-Handling Plant.—A recent issue of 
Power described the plant extension of the West Penn Traction Co., 
of Connellsville, Penn. Three new independent water-tube boilers, 
each of 13.710 sq. ft. heating surface, and each equipped with a 
14-retort underfeed stoker, and provided with an 8,240-sq. ft. econo- 
miser and independent stack, are installed. The boilers are built 
for a working pressure of 250 lb. per sq. in.. and will supply steam, 
superheated 100-120", to ап 18,000-Kw. turbine unit. The boilers 
are of the Stirling type, with three upper drums and one lower 
drum ; they are set higher than usual to provide a large combustion 
space, and the baffling is of the four-pass type. The grate gives a 
ratio of 512 sq. ft. of boiler heating surface per sq. ft. of grate 
area. The coal displaced by each stoker piston movement is 18 1Ь., 
and the stoker can handle 16,000 lb. of coal per hour. А forced- 


draught fan of 60.000 cb. ft. per min. capacity against 6-in. w.g. 
pressure supplies air to each furnace, and an induced-draught fan 
discharges the economiser gases into the 100-ft. stack. 

The ash-pits are under the combustion-chambers, and discharge 


into cars hauled by an electric locomotive. the ashes being dumped 
into a 320-ton storage pit at the end of the boiler house. | 

There are no overhead coal bunkers; railway cars are run into 
the boiler house, on a track passing along the boiler fronts, beneath 
which is a 2,100-ton coat storage pit extending the full length of the 
boiler room. 

Spanning this portion of the building is an electrical travelling 
crane with a 2-cb. yd. bucket, which delivers fuel to the stoker- 
hoppers, either direct from the railway саг, or from the pit. Lach 
of the stoker-hoppers has а capacity of 55 tons. If run-of-mine coal 
is received, it is unloaded by the crane into a travelling crusher 
(capacity 100 tons an hour, with a 15-ton hopper), and then hoisted 
to the stoker-hoppers. The crane also travels over the ash storage 
pit and hoists the ashes into empty railway cars for removal. 

The crane (on which, it will be seen. the operation of the plant 
depends) is equipped with а 25-H.P. lifting motor, a 35-H.P. motor 
for opening and closing the bucket, a 5-H.P. trolley motor and a 
25-H.P. bridge motor, and has a hoisting speed of 150 ft. per min. 
Thé crane is equipped with a recording and weighing scale. The 
design and erection of the plant were carried out by Mesers, Sargent 
and Lundy, of Chicago. 


Electricity on a Duck Farm.—At the Tanglewood 
Ranch, near New York, 20,000 to 25,000 ducks are raised each 
year for table use. 

‘Hatching continues from January Ist for eight or nine weeks, 
and the electric incubator plant in use has a capacity of 9,600 
eggs, the incubation period being one month. The incubator 
lamps are.run on a 10-volt circuit. operated through a transformer 
from the 110-volt general lighting circuit. Central station energy 
at 2,200 volts, 60 cycles, is received and transformed down to 110 
or 220 volts at suitable points. Three 30-watt tungsten search- 
lights are located so as to Hluminate the area occupied by the 
fully-grown ducks, and all can be operated from the owner's house, 
auperintendent’s house. or watchman's house; they serve as а 
burglar alarm and to prevent panic at night. 

In addition, 60-watt lamps on brackets are distributed over tho 
farm, and the dwelling and brooder houses are electrically lighted. ~ 

The use of electric power has effected a considerable reduction in 
expense over the ordinary source of energy—a petrol engine. Ten 
thousand ducks of all ages require a variety of food. and many 
meals а day. About 20 bushels of green stuff are cut up twice a 
day and mixed by machinery with other food, such as meal, the 
mixer being in fairly constant use. 

Three pumping plants are installed, опе being driven by a windmill. 


New Primary Cell.—It is reported in the Wes/ein 
Morning News that Mr. W. Skinner, à member of the mechanical 
staff of that journal, has invented a new primary battery, which is 
claimed to be cheaper to manufacture and maintain than any 
other, absolutely immune from polarisation, free from local action, 
and of very low internal resistance. The kathode consists of carbon 
impregnated with a substance to which hydrogen cannot adhere, 
and is somewhat analogous in its action to the platinised silver 
kathode-of the Smee element. The anode is of zinc, and the electro- 
lyte consists of a strong solution of common ‘salt and water, one 
pint of which will keep a miniature lamp glowing for 40 hours 
continuously before the solution needs renewing. The cell hoa an 
ЕМ, of 12 volte, 
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Institution and Lecture Notes.— University College, 
London.--In his third lecture on " Long-Distance Telephony " on 
Friday last. Prof. J. A. Fleming continued the discussion of the 
formule relating to the transmission of electric waves through 
cables. The expansion cosh (a ё + j В /) = cosha/ cos 37 +) sinh 
a lsin 87 (which was incorrectly printed in our last issue) can be 


simplified if a / is greater than 3, as then cosh a / is practically | 


equal to sinh a / ; therefore cosh P l = sinh P /, and substituting 
we get.— 

Vy = Vg cosh P/.(Z, + 2\2, 

п = k cosh Pl. (2, + 2)/Z, 

and «Рі = 2 cosh P J. 
In a long cable with voltage v, at the sending end, the voltage 

v at a distance / is у = v, e« rl = v,/(2 cosh P/); and with ter- 
minal apparatus of impedance Z, at /. the voltage at the end уз, 
from the foregoing equation (if a / > 3) is found to be— 


- Viv 2 Zr 
Ya SS DL 
2 cosh P Z Zr + Z 
and I, = ae, ЕИ 22:4 7 
2 cosh P / 7. + 7 


If two cables of characteristics л and Z! are joined together, the 
second may be regarded as a receiving instrument of impedance 7!, 
and we have -- 

Vi 29 Vi ( 2-2 

2 cosh PL Z! +24 — 2cosh Р? ! up + | 
which shows that part of the wave is reflected at the 
junction, represented by the fraction (7! — ~/(z' + 7) of the 
incident wave, while the remainder passes on ; this ratio is called 
the coefficient of reflection, while the ratio 2 Z!/(z! + z) is known 
as the coefficient of transmision, the phenomena, as demonstrated 
by the lecturer, being analogous to those exhibited by light waves 
passing through a transparent body. Owing to the occurrence of 
these reflections, the interposition of underground cables in circuit 
with overhead lines produces a great increase in the attenuation, 
and is highly detrimental to the transmission ; it is of the utmost 
importance to keep the Z of the line unchanged. 

The effect of an impedance coil inserted in a line was shown to 
be similar to that of a change in the character of the line at a 
junction, and this fact made Heaviside's proposal to insert induct- 
ance appear undesirable: but in 1913 Pupin discovered that if the 
coils were spaced at short intervals compared withthe wave-length. 
the reflection losses would be negligible. The necessary condition 
was that 4/2 should not differ sensibly from sin 0/2, where б = 2 тА. А 
being the wave-length and d the interval between successive coils. 
The "loading " increases the wave constant 8 and diminishes the 
attenuation constant a. In practice the loading coils are double 
wound on circular cores of very fine iron wire, the coils being 
inserted in the go-and-return leads in such a way as to assist one 
another in magnetising the ring: the ratio of effective resistance 
to inductance is as small as from 50 to 25. and the coils are 
inserted at intervals of d miles such that С L d does not exceed 25, 
where C is the capacity of the line in microfarads per mile and L 
the inductance of the coil in millihenrys. Various examples of 
such coils were shown, and the methods of installing them on 0.H. 
and v.G. Post Office lines were illustrated. heavy loading requiring. 
вау. 250 M H. at 1i-mile intervals, and light loading. say, 5U M H. 
at 24-mile intervals, on an underground cable, while in aerial lines 
the coils were spaced about 8 to 12 miles apart. The physical 
aspect of the subject was illustrated with an apparatus devised by 
Dr. Fleming, showing stationary waves in rotating cords, unloaded 
and loaded. with beads representing the coils. In calculating the 
characteristics of loaded lines. as a first approximation, the 
inductance is assumed to he uniformly distributed. When this 
method does not give results sufficiently accurate, a special formula 
is employed. Where it is necessary to change the character of the 
line, the inductance must be tapered off, to prevent a sudden change 
of impedance. 


lastitution of Civil Engineers.—In the course of his inaugural 
address last week, the president. Sir Maurice Fitzmaurice, touched 
upon the subject of the training of engineers. He himself. had 
been brought up on compulsory Latin and Greek to the ave of 19, 
both languages being taught in such a way as to develop the 
minimum amount of interest in his mind; on the other hand. he 
was tauzht mathematics and experimental science by a man whose 
te whing was alive. and who made commonplace things interesting 
— опе could not help learning from him. He wished to draw atten- 
tion to the fact that. whatever educational programme might be 
devised, a great deal depended on the teachers. While he was ex- 
tremely keen on a radical alteration in our teaching. so that 
scientific education should be kept all the time in the foreground, 
he insisted on the importance of a good general education. and 
suggested that a knowledge of one or more modern languages 
should be made obligatory. In addition to technical training, 
experience on works was indispensable --preterably on large works 
---and the capacity of “getting on" with people and still holding 
one’s own was of very great value. After some years work: at 
home. a young engineer should spend a few years abroad. 

Dealing with the necessity ої improved relations between em- 
ployers and workmen after the war, which can only be brought 
about by increasing our trade, the president remarked that it would 
be well if the Institution gave more consideration to questions of 
industrial and commercial policy, with which many of the members 
were well fitted to deal. The speech of the Prime Minister on 
August 2nd could only mean that the whole power of the Govern- 
ment would he placed at the disposal of our trade. and that the 
Empire would be united for purposes of peace. as well as for war. 
Still greater weight attached to the spirit which at present ani- 
mates our commercial leaders, Sir Maurice expressed the hopo 
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that those who were dealing with the development of our foreign 
trade would not fail to include full consideration of the important 
question of the adoption of the metric system of weights and 
measures in this country. This system was obligatory in 34 countries. 
with a population of 137 millions, and the Government of the 
United States had issued a report this year, in which it was 
stated that international business required international weighte 
and measures. 


Institution of Electrical Engineers.—On Thursday, last week. 
the opening meeting of the session was held. Premiums awarded 
for papers were presented, and Dr. A. Russel] delivered the Kelvin 
Lecture, which is abstracted elsewhere in this issue. . 

The opening meeting of the MANCHESTER LOCAL SECTION was 
held on Tuesday last. when the Chairman, Mr. A. E. McKenzie, 
read his inaugural address, dealing with the organisation of 
engineering industries, the linking-up of power stations, the 
Summer Time Act, and various other matters. 

The first ordinary meeting of the session of the SCOTTISH Loca. 
SECTION was held at Glasgow on Tuesday last, when the inaugural 
address was given by the chairman (Mr. J. K. Stothert), who spoke 
particularly of the position of the industry after the war in refer- 
ence to the educational and apprenticeship problems. It was ex- 
pected that Mr. C. P. Sparks, President I.E.E., would be present. 
but it was intimated that on the previous morning Mr. Sparks 
had sustained an accident in London, which had prevented him 
from travelling North. 

The meeting of February 16th will be held at Glasgow, not Edin- 
burgh, as stated in our last issue. : 

The first mecting of the NEWCASTLE-ON-TYNE LOCAL SECTION 
was held at Newcastle on the 13th inst.. when Mr. Н. W. Clothier, 
the new chairman, delivered his inaugural address. Before com- 
mencing his address, he announced that the Section was forming a 
roll of those members who were serving their King and country 
either inthe Navy or the Army, and it was the Committee's intention 
to send, withthe members’ approval,a letter of encouragement to each 
stating "that the opening meeting of the Session resolved that an 
expression of goodwill be sent to members on active service at 
home and abroad, wishing them God-speed and a safe return. 
This was agreed to. on the motion of Mr. P. V. Hunter. 

The Faraday Soclety.—‘* Refractory Materials" were discussed 
at the meeting last week. Sir Robert Hadfield, F.R.S.. the president. 
stated that the subject had not received in this country the atten- 
tion it should have had. There had been considerable importations 
from abroad of refractories, when, without doubt, equally good 
material was available in our own country. Much research was 
required in addition to that which was carried on at the works of the 
manufacturers. 

The Royal Society.— The Council has awarded the Copley Medal ` 
to Sir James Dewar, F.R.S., for his researches on the liquefaction 
of gases; the Rumford Medal to Prof. W. Н. Bragg, F.R.S., for 
his researches in X-ray radiation ; the Davy Medal to Prof. Н. L. 
le Chatelier for his researches in chemistry ; and the Hughes Medal 
to Prof. Elihu Thomson for his researches in experimental elec- 
tricity. The Council recommends that Sir J. J. Thomson be elected 
president at the anniversary meeting on November 30th. | 

Electrical Association of Australia.—At a meeting held in 
Melbourne, on September 28th, Mr. F. W. Chambers read a paper 
on “Scales of Charges in Relation to Electric Supply," and Mr. 
J. Н. Butters one on “ A Description of the Tasmanian Government 
Hydro-electric Scheme." 

South African Society of Civil Englaeers.— At a meeting held in 
Cape Town in September, a paper by Prof. H. Bohle, entitled 
“Small Electric Power Stations; with Special Reference to the 
Worcester Hydro- Electric Scheme,’ was read. Prof. Boble 
remarked that in that country municipalities were separated by 
great distances, and a supply in bulk was out of the queetion. 
except in a few isolated cases. Wherever electric light was desired. 
a power station had to be erected. resulting in a somewhat large 
capital expenditure per KW. installed, and, consequently, à high 
charge for energy sold. By carefully designing the plant, it was 
usually possible to keep the working costs within such limite that 


the cost per unit sold for lighting purposes did not exceed 1+. 


maximum. The author went on to describe the principal feature: 
of the plant erected for the Worcester Municipality. which had 
cost approximately £15,000, The total annual costs would amount 
to about 42.400. so that an average income of £200 per month 
would be required to make ends meet. Of this sum £55 per month 
would result from street lighting, leaving an amount of £140 per 
month from private consumers. The system had not been officially 
opened many weeks, and the income had already reached the 
required sum. At Stellenbosch, a town somewhat similar 10 
Worcester. the scheme cost only £10.900. The figures for the first 
year showed working costs amounting to £488. the income being 
from public lighting £500, and from private consumers £1,688. 
The whole profit made during the first ycar had been put to 
depreciation and sinking fund. The figures showed that. with 
judicious working. even a small power station might be made a 
very profitable undertaking. 


Copper Prices. — THE WEEK'S CHANGES. — Messer. 
F. Smith & Co. report, Wednesday, November 15th :—Electrolyt'e 
bars rose from £144 10°. to £147 10s. ; ditto sheets, from £162 108. 
to £155 108. ; ditto rods, from £153 103. to £156 10s. ; ditto n. 
wire, from ls, 630. to 1s. 02d. ; silicium bronze wire, from 1s. 9:4, 
to ls. 10d. $ 

Messrs. James & Shakespeare report, Wednesday, November 
15th :—No change in prices quoted last week. 


The Nobel Prizes.—The Academy of Science has decided 


to reserve the sums appointed for the physics and chemistry pre 
for a future occasion, | 
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Manchester Engineering Wages Advance.—According 
to the Manchester Daily Despatch, time workers in the engineering 
and allied trades in South-East Lancashire and Manchester are to 
receive an advance of 3s. per week. The decision was announced 
by the Committee on Production, which has been investigating the 
men's application for ап advance of 98. per week. The new con- 
cession, which is not intended to apply to or to affect piece prices, 
is to be regarded as war wages, and recognised as due and dependent 
upon the existence of the abnormal conditions now prevailing in 
consequence of the war. Engineering workers in Manchester, 
Ashton-under-Lyne, Newton-le-Willows, Stockport and Warrington 
are affected. The men were given 3s. advance some time ago, во 
that a large number are now receiving 6s. per week more than in 
pro-war times. | 


Dublin Electricity Supply.—Mr. W. M. Murphy, chair- 
man of the Dublin United (Electric) Tramways Co.. who has been 
the keenest critic of the management of the Dublin electricity 
concern. has, in an interview. denied & statement attributed to 
Mr. L. Sherlock, ex-Lord Mayor, and ex-chairman of the Electrieit y 
Committee, that he opposed the obtaining of the money necessary 
"for providing what Mr. D'Alton now regards as absolutely 
necessary." 

" What I did oppose. at the inquiry in 191], when the Corpora- 
tion were seeking sanction for a large sum to extend the buildings 
and plant at the Pigeon House. was.” said Mr. Murphy. "the 
spending of money on the Pigeon House site--'the mistake of 
great magnitude; as Mr. D'Alton calls it—and time has fully 
justified the advice I tendered. I had then absolutely no interest 
except that of the ratepayers and electric current consumers, being 
the largest representative ratepayer in Dublin, and I was at the 
time contributing to the Electric Department one-fortieth of their 
whole income from private consumers. The Corporation, however, 
chose to treat me as a hostile witness, and would have none of my 
міхісе, as it did not fit in with their pet scheme. 

“My intervention did not consist of mere criticism. I brought 
them an offer from the owners of an ideal site for a generating 
station on the quays which could be indefinitely extended, and I 
showed them how the new plant could be erected there, and how 
such of the Pigeon House plant as was worth retaining could be 
transferred to the new aite." 

In Mr. Murphy's opinion. "the excuses for not making the 
business pay are simply childish.” “ A monopoly of the electric 
supply of Dublin could," he declared, " be a magnificent property 
and a valuable concession ; but I do not think that any solvent 
man or company could be found to-day who would take a present 
of the undertaking with an obligation to discharge its liabilities." 


Educational,—UxivkRsITY oF BRISTOL “ SANDWICH ” 
ScHEME.— Dr. Wertheimer, the Dean of the Faculty of Engineer- 
ing of the University of Bristol, has proposed a modified ` sand- 
wich " system of training for engineering students. A student on 
leaving school will enter the University. and will spend a session 
there, passing the intermediate examination for the B.Sc. Degree in 
Engineering at the end ; if his record is good and he is a promising 
student, he will be recommended to a firm, which will allow him 
toenter its works for a period of 14 months. This will enable 
the student to judge to what extent he is fitted for an engineering 
career, and will also enable the manufacturers to form an impres- 
sion as to his suitahility. He will then return to the University 
for a further period ọf two years, in some cases spending the 
Long Vacation in the works; after that he will return to the 
same works, if he has given satisfaction, for another period of 
14 months. A number of firms have already agreed to take part 
in the experiment, including the Electric Construction Co., Ltd., 
Wolverhampton ; Messrs. R. A. Lister & Co., Ltd., Dursley ; and 
Messrs. Mather & Platt, Ltd., Manchester.—-7he Times. 

The BOARD OF EDUCATION last year announced its intention to 
discontinue lower general examinations in Science and Technology, 
but in a circular recently issued states that it hopes to be able to 
hold the higher general examinations in 1917, in accordance with 
the regulations and syllabuses which governed the conduct of 
those examinations in 1915 and 1916. After 1917 no higher general 
examinations will be held in' Pure Mathematics, Theoretical 

echanies, Heat, Magnetism and Electricity, Organic Chemistry, 
Coal Mining and Metallurgy. 


Lundberg “ Batch Exams.”—As the present war time is 
not very suitable for embarking on one of their periodical switch- 
ing competitions. Messrs. Lundberg & Sons have hit upon the idea 
of “batch exams.” This means that anyone applying for par- 
ticulars of the next competition is given the opportunity of working 
ап examination paper without delay, and that when a certain 
number of such papers is in hand, the batch is examined. and 
certificates are awarded to those who acquit themselves well. The 
results of the first of these batch exams. are as follows, the names 
in each grade appearing in order of merit :— 

Advanced. —H. Hanks (Birmingham ; T. C. Hodges (London); S. Frankland 
(Swanston, Хотів; L. Thomas (Rugby); T. Doyle (London,; H. Cunnick 

унлы М. Hiron (London). | | E 
W. e.—H. Grimshaw (Golborne, Lancs.); W. A McCall (Blackburn) ; 
J 


E. Fairchild (Newark); C. R.Gunn (Liverpool); R. Maynard (Cleethorpes) ; 


Сатор e a (Dundalk); K. G. Ferguson (London): A. Holroyd (Port 


Preliminary. —A, Doyle (Bexhill); J. Moran (Storling, near Bury); “Winnie” 
( FERA С. G. Ovens (Manchester); P. Carroll (Drumcondra); J. C. Gale 
India) urne); C. Н. Bull (Blaina, Mon.)  Eztra.—A. V. Harris (Waltair, 


, Information concerning the above exans. can be obtained оп 
UE to the firm at 477-489, Liverpool Road, London. N. Those 
; 10 аге interested in the subject may be reminded that we pub. 


id m set of simple problems relating thereto in our issue of the 
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Dublin Fire Incident. —While engaged in the extinction 
of a fire which had broken out in a furniture store at Harrington 
Street, Dublin, a member of the City Fire Brigale got iu contact 
with a live electric wire, and seized hold of a colleague who was 
near by. Both men received severe shocks, and fell from the first 
window of th» builling to th» street. They were su'sequentls 
attended to in the Meath Hospital. 


Signalling with Bare Wires.— Тһе West of Scotland 
Branch of the Association of Mining Electrical Engineers, which 
is in January next holding a dispiay of all the various types of 
bells that comply with the recent report on electric signalling 
with bare wires, is inviting manufacturers who d sire to exhibit. to 
ret into touch with the secretary. An announcement on the 
subject appears in our advertisement pages to-day. 


Heating Appliances. — On October 15th, the licence 
schedule of prices on heating appliances under the Marsh patent 
for nickel-chromium resistance elements went into effect in the 
United States. The Marsh patent is owned jointly by the Hoskins 
Manufacturing Co. and the General Electric Co., and almost all of 
the responsible heating-appliance manufacturers have been granted 
licences under the patent. Under the terms of the licence each 
appliance carries a minimum list-price and a maximum discount. 
The manufacturer. however, may charge a price higher than 
schedule. which is being done on some lines.— Electrical World. 


Volunteer Notes.—First LONDON ENGINEER VOLUN- 
TEERS.—Headquarters, Chester House, Eccleston Place.—Orders 
for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 

Monday, November 20th, — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 


nalling Class. Recruits’ Drill, 6.25—8. Lecture, "On Tele- 
phones," 7.30. 
Tuesday, November 2\st.—School of Arms, 6—7. Lecture, 


_ 7.15, “Squad and Platoon Drill." Company Commander Fleming. 


Wednesday. November 22nd,—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 2. 

Thursday, November 23rd.—Platoon Drill, Platoon No. 7. Am- 
bulance Class by M.O., 6. 

Friday, November 24t&.— Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9.  Signalling Class. 
Recruits’ Drill. 6:25—8.25. Lecture, " On Telephones,” 7.30. 

Saturday, November 25th. - Parade, 2.20. Uniform, for inspection 
by the County Commandant, at З. As а full muster is important, 
every member should attend. 

Sunday, November 26th.—Entrenching at Otford. —Parade Victoria 
(S.E. & C. Railway Booking-office), 8.15 a.m. 

(By order) MACLEOD Y EARSLEY, Adjutant. 

November 19th, 1916. 


Appointments Vacant, — Charge engineers for the 
Northern Command power station. See our advertisement pages 
to-day. 


Large British-Built Pelton Wheel. —On \\ ednesday last. 
we were able to inspect a large Pelton wheel which has recently 
been constructed in this country by Messrs. James Gordon & Co.. 
the well-known water-power engineers, for the extension of the 
British Aluminium Co.'s hydro-electric plant in Scotland. The 


- wheel will develop a maximum output of 3,300 B.H.P. at 300 MPM.. 


and is, therefore, far larger than anything of the kind previously 
attempted in the country, and, indeed is, in point of comparative 
size, a very large wheel. The plant, which we hope to describe in 
an early issue. is equipped with special governing year, and is 
intended to drive a three-phase generator. 


Electric Steel Furnaces Worked from Town Supplies.— 
A writer in a French journal suggests the installation of electric 
furnaces in towns, in order to utilise the plant lying idle at the 
power station during slack times. "He saw the first installation of 
this kind about eight years ago in a suburb of Turin. There were 
two small Stassano furnaces of 100 H.P. each, and two of 1,000 H.P. 
each. taking their current direct from the town supply. In 
France the idea is making headway. Ontside Limoges, a Keller 
furnace has just been installed, capable of melting down 30 tons of 
iron turnings and other cheap scrap per day, and producing 25: 
tons of high-priced cast metal, in conjunction with dephos- 
phorisation or without it, or turning out ordinary cast-iron of 
high quality when the current is obtainable at a low rate. The . 
furnace occupies a very small space in the tramway depot. and 
requires little attendance owing to the provision of ample labour- 
saving appliances. The current in this case is transmitted from a 
hydraulic power station to Limoges at 30,000 volts, where it is 
transformed down to 10,000. and then again to 110 volts to suit 
the furnace. The consumpton of energy is about 700 to 800 
KW.-bours per metric ton of metal produced. The first heat would, 
it is presumed, have to start about midnight, or soon after the 
peak-load was passed at the power-station.— Culliery Guardian. 


U.S. Census of Electrical Manufactures.—A pre- 
liminary statement on the manufacture of electrical machinery, 
apparatus. and supplies. for the year 1914, compared with the year 
1909, has been issued by the Bureau of the Census. The summary 
shows that the capital employed in 1914 was $355,725,000, an 
increase of 32'8 per cent. as compared with 1909, and the value of 


the products was $335,170,000, an increase of 51`+ per cent.— 
T. and T. Age. 
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Colliers and Flash Lamps.—A collier at Cwmearn was 
fined 20s, for having in his pocket whilst in the pit an electric 
flash lamp. He had procured the lump in order to guide him on 
his way to the pit in the dark mornings ; and it was stated that he 
flashed his lamp on his way out of the colliery. The prosecuting 
solicitor pointed out that it was distinctly provided in the Act that 
no apparatus for producing a light should be employed underground 
except a safety lamp of approved pattern; and the management of 
the colliery took a serious view of this offence, desiring to stop 
this sort of thing at the beginning.— Colliery Guardian, 


Accumulator Manufacture in America.— The equipment 
of the new works of the Willard Storage Battery Co.. which are 
approaching completion near Cleveland, U.S.A. will include 
apparatus using alternating current at 24.000 volts. for the testing 
of battery jars. by means of which the smallest holes or thin spots 
can be detected. Incorporated in the new factory is also a retri- 
gerating test-room, in which it will be possible to test motor-car 
engines fitted with electric starting and = car-lighting motor- 
generators, battery, &c.. at low temperatures. The engine unit 
with the starting and lighting equipment will be mounted on a 
trolley. which runs on а track into the refrigerating room, where a 
temperature of 20° F, below zero can be maintained. Arrangements 
are provided for controlling the engine from the outside, and by this 
means it will be possible to cheek the behaviour of the batteries 
used with the enrine-starting and car-lighting sets under 
extremely low temperature conditions. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and. industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW. posted as to their movements, 


Central Station Officials.--Mr. G. B. Палам, shift engi 


.neer at the Hackney electricity works, who met with a severe 


'bus accident in January last, has now resumed his duties 
after being detained in hospital for ten months. Before 
returning to work he led to the altar Miss Tuffle, of Sunderland. 
The Marylebone B.C. Electricity Committee recommends 
the Council to grant leave of absence during the period of 
the war to Mr. Н. Н. Hones, sales manager, who has been 
offered an appomtment in the Army with а conimission. 
Mr. T. K. HICHARDSON, station superintendent at the Maryle- 
hone electricity works, has resigned his position owing to 
failing health. | 


General.—Mr. W. H. ALLEN, who relinquished the position 
of borough electrical engineer at Loughborough in August 
last, joined Messrs. Chance & Hunt, Ltd., at Oldbury, in an 
advisory capacity for the whole of their works at Oldbury 
and in various other parts of the country. The reason for 
Mr. Allen's appointment was the recognition by the firm of 
the need, in their particular business, of an engineer to give 
the whole of his attention in the first instance to the applica- 
tion of current in all possible ways to chemical production, 
and secondly, to generate power on.a high annual load factor 
at the lowest possible cost, as electrolytic methods of predates 
tion result in much greater purity. 

Mr. CHRISTOPHER YOUNG, formerly of the electrical staff of 
the Farnham Gas & Electricity Co., who joined the Royal 
Flying Corps, and who recently obtained his: "wings," has 
been married to Miss Phyllis Lake. 

Ald. С. Weeks, of Messrs. Weeks & Son, electrical engi- 
neers, has been re-appointed Deputy-Mayor of Bromley (Kent). 


London Gazette Notice.—Territorial Force. Royal. Engi- 
neers. Tyne Electrical Engineers: Jaeutenant (temporary 


Captain) C. M. Campbell to be temporary Major. 

The undermentioned Second-Lieutenants (temporary Lieu- 
tenants) to be temporary Captains :— 

Н. О. Rogerson; H. Sherlock; C. F. Scott; D. Myles; F. 
В. С. Sutthery ; T. T. Tucker; W. H. James; J. Lawther; 
R. II. Rooksby. 

The undermentioned Second.Lieutenants to be temporary 


Lieutenants :— 

H. G. Campbell; E. V. Baldwin: E. Harrism: О. W. Е. 
Hedley; W. W. Wilson; C. B. S. Micklam; W. Fox; J. B. 
Murray; C. Graham; J. L. Batey; D. E. Ross; A. S. Burdis; 
J. R. T. Emerson; Е. T. Hamilton. 

Мг. W. Newton Weston, M.I.Mech.E., has been appointed 
a director of Messrs. Herbert Morris, Ltd., of Loughborough. 
He wil continue to hold the position of secretary, which he 
has occupied for the past nine vears. 


Roll of Honour.—The West Ham Corporation. tramwav 
traftie staff have presented an inscribed silver tea service to 
Regunental-Sergeant-Major J. R. Jones, Royal Welsh Fusi- 
liers (London Welsh), who enlisted. whilst а motorman, in 
commemoration of lis bravery in action by which he gained 
the Military Cross. 

Sapper (Corporal) A. J. Townson (London Field Company) 
has been presented with the Military Medal for аш а 
most important survey successfully under heavy fire. Sapper 
Towlson was a draughtaran in the employ of the India- 
Rubber Co., Silvertown, and he has been on service in France 
for two Years. 


Corporal Basin О. Dawtrey Dawson, Canadian Battalion, 
Who was for several years a pupil at the Corporation elec: 
tric light works at Folkestone, has fallen in action. 

Sergeant L. Payne, R.E. (Signalling Section), who has been 
awarded the D.C.M. for gallantry on the fiel of action. was 
a Leeds tramcar driver. Gunner Н. Lone, R.F.A., who has 
earned the Military Medal for excellent work asa signaller, 
was a Leeds tramear conductor. 

Corporal ALAN WALKER, West Yorkshires, who is reported 
killed in action, was an electrician in the employ of Mr. К. 
Falshaw, of Harrogate. 

Private JouN SMirH, West УЕ Regiment (Machine 
Gun Section), who has been awarded the Military Medal, 
was employed at the Leeds Corporation electricity works. 

Gunner W. Ritty, R.F.A., employed in the Manchester 
Corporation tramways department, - has been awarded the 


Military Medal. 

Sergeant J. W. Woop, 4th London Field Ambulance, 
R.A.M.C. (an employé of the Marylebone electricity depart- 
ment), has been awarded the D.C.M. 

Private T. A. Jones, of Runcorn, who has won the У.С, 
was previous to the war in the employ of the Mersey Power 
Co.. I.td., as fitter in the power station at Weston Point. 
Single- handed, he captured 102 Germans. He is 36 vears of 
age. The local Press contains comes of many messages of 
congratulation, and his native place has naturally duly сеје 
brated his magnificent exploit. 

The sudden death at the Wimereux Tlospital of Private 
Ковккт DowNanLpsoN, Roval Jrish Rites, who was assistant 
electrical engineer to the Corporation of Halifax, is reported. 

Second-Taeutenant J. R. ]REILAND, Argyle. and Sutherland 
Highlanders, killed in action, was 19.vears of age, and was 
a student m mechanical and electrical engineering at Edin- 
burgh. 

Private REID, H.L.T., killed in action at the age of 22 veas, 
was employed as an electrician with Messrs. Allan Arthur 
and Ure, Glasgow. 

Sergeant W. D. Barron, Canadians, has been missing pince 
October Sth. He was employed with the Winnipeg Electric 
Car Co., and was 26 years of age. 

Private W. E. Dunn, 1lth Hants. Regiment, who has fallen 
in action, was employ ed in the Burton Cor poration electric ity 
department. 

Sergeant F. J. Berk, who prior to enlistment was em- 
ployed at the Accrington electricity works, has won the 
D.C.M. 

The Military Medal has been awarded to Lance-Sergeant 
Bert МЕЕ, of the West Yorkshire Regiment, who joined the 


Forces when only 16. Formerly he was in the tramwavs 
department at Bradford. 

Corporal A. 'THowPsON,: East Kent Regiment, formerly 
driller, permanent-wav section, of the L.L.C. tramways 


departinent, has been killed in action. 
Private W. lazk.piNE, East Lancashire Regiment, who 
enlisted whilst with Messrs. Bullers, Ltd., Hanlev, has died 


of wounds. 

Private J. GoopwiN, Leicestershire Regiment, killed in 
action, was an electrical engineer formerly engaged at Belton 
Park, Grantham. 

Second-I 1eutenant, A. fakan Border Regiment, killed in 
action on November 3rd, aged 95, was an electrical engineer 
with the British Westinghouse Co.. Ltd. 

Gunner J. ПЕхревхох, R.F.A.. who served his apprentice- 
ship with Mr. J. Ellwood, electrician, of Whitehaven, has 
died of beri-beri whilst on service 1n Mesopotamia. 

Lance-Corporal Е. Rictarpson, East Rent Regiment (The 
Butts), who is reported. from France to be missing since 
October "th last, was for 14 years on the staff of the Maid- 
stone Corporation electricity works. 

Company-Sergeant-Major Herbert Sater, Rifle Brigade, 
who was at the outbreak of war an electrician at Manchester. 
has fallen in action, aged 34 vears. 

Private LgoNanb. Row ney, Royal Fusiliers, who has been 
killed in action, was on the staff of the Potteries Electric 
Traction Co. 

Private Harry Тномгхок, York and Lancaster Regiment, of 
the Rotherham Corporation tramway stall, has been awarded 
the Miltary Medal. 

The Military Cross has been awarded {б Lieutenant II. D. 
Barrax, R.F.A.. and Second-Lieutenant . S. R. Встр, 
R.F.A., for laving telephone wires under heavy fire, бе. 
at the end of September. Military Medals have been won, 
also for specially hazardous telephone work, by Gunner 
Driver, R.F.A., Acting Bombardier С. E. BraysHaw, RFA. 
and Private C. TwixNEHAM, West Yorks. 


Obituary.—Sır W. VatcHan MonaoaN.—We regret to 
record the death, which occurred on Sunday in his АӨ 
vear, of Sir Walter Vaughan Morgan, who many years ago. 
together with five of his brothers, founded the Morgan 
Ciucible Works, at Battersea, and established two now well 
known trade papers— The Tronmonger and The Chemist and 
Druggist. 

MR. S. W. Mapnick.—We regret to announce the death. 
which occurred on November 5th, of Mr. S. W. Maddick 
(retired), late electrical engineer, H. M.O. Works, at the an 
of 72. Mr. Maddick’s nine has been identified with electrica 
engineering since its infancy. Ie became associated with the 
Heating, Ventilating and Lighting Department at the Houses 
of Parliament as far back as 1869. 
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NEW COMPANIES REGISTERED. -: 


Traction Development, Ltd. (145,233).— This company 
was registered on November Gth, with a capital of £30,000 in £1. shares 
(10,000 7} per cent. pref. ord.), to carry on the business of manufacturers of 
lucomotives, traction engines, motor cars, aeroplanes, and all heavier-than-air 
fying machines, and fittings for the same, mechanical and electrical engi- 
neers, &c., and to adopt an agreement with R. F. Macfie and Macfie & Co., 
ltd. The subscribers (with one pref. ord. share each) are: A. Smeed Prall, 
4), Swanage Road, Wandsworth, S.W., solicitor; H. М. Letts, 106, Fernhead 
Road, Maida Hill, W., solicitor’s clerk. Private company. The number. of 
directors is not to be Jess than ‘wo or more than five; the first are F. Macfie, 
40, Talbot Road, W., and |I. F. Smalman-smith, Hampden House, Kings- 
wav, М.С, Qualification, one share, Remuneration as fixed by the com- 
алу. Solicitors: Corbould, Ellis & Mitchell, J, Church. Court, Clement's 
[ade E.C. Registered office: Hampden House, Kingsway, W.C. 


Tele-Dis Services (Founders’ Company), Ltd. (145,270). 
—This company was registered on November 9th, with a capital of £1,000 in 
1.000 founders’ shares of £l cach, to acquire and turn to. account. апу inven- 
tion for improvements in hygienic appliances relating to telephone apparatus, 
sound-recording instruments, &c., and to carry on the business of manufac- 
turers of and dealers іп hygienic apparatus, lotions, polishes, pastes, patent 
medicines, and chemicals of all kinds, &c. The subscribers (with one share 
each) are: Millicent Roberts, 74, Sussex Street, Poplar, E. clerk; V. F. 
Mepham, 197, Felsham Road, Putney, S.W.,Saccountant. Private. company, 
The number of directors is not to be less than two or more than seven; the 
first are not named. Solicitor: W. A. Colver, 1, Clement's Inn, Strand, W.C. 
Secretary: W. S. Smee. Registered office: 97, Queen Victoria Street, К.С. 


General Engineering & Export Co., Ltd. (145,240).— 


This company was registered on November 7th, with a capital of £5,000 in £1 
shares, to. carry оп the business of general merchants, engineers, contractors, 
brokers, commission agents, manufacturers of mechanical and electrical plant, 
machinery, and hardware, &c. The subscribers (with one share each) аге: 
WEC. Gurney, 112, Chestnut Avenue, Walthamstow, derk; A. T. Freeman, 
9), Marquis Road, Stroud Green, N., publisher's assistant, Private company. 
The number of directors is not to be less than two or more than five; the 
subscribers are to appoint the first. Solicitor: C. Crowther, 23, Abingdon 
Street, SW. Registered by Jordan & Sons, Lid., 116-17, Chancery Lane, W.C. 


* 
№ 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Rangoon Electric Tramway & Supply: Co., Ltd.—A 
memorandum of satisfaction to the extent of £5,750 on February 2nd, 1916, 
and to the extent of £826 on October 4th, 1916, of deb. stock dated February 
l», 1906, December 22nd, 1908, and November Sth, 1913, securing £200,000, 
Lis been filed, 


A. Hirst & Son, Lid.—A memorandum of satisfaction in 
full on September 7th, 1916, of debs. dated. February Jlth, 1910, securing 
tioi, has been filed. 


CITY NOTES. 


MR. Bernard Drakk presided at the 

Drake & annual meeting, held on November 9th. 
Gorham, Ltd. Не said that the net profit of £8,527 
compared with £3,817 in the previous 

year, and considering the proportion of their men who were 
with the Forces, the shortage of country-honse installations, 
and the allowances they were making to absentees, they had 
heen able to very satisfactorily adjust their organisation to 
meet the altered conditions. Government contracts. included 
work on а number of camps in all parta of the country, and 
Work for various branches of the Services, as well as at the 
works of big engineering, shipbuilding, and other coinpanies. 
The large electric generating station for the United Alkali 
Co. had been satisfactorily put to work, and he had every 
hope that when the results were ascertained it would lead 
to further work of the same character. The speaker gave the 
names of important works at which power and lighting in- 
stallations had been carried out, also of eminent private 
chents. The factory had done well, and very great credit was 
(пе to the works manager, who had increased his output by 
nearly 75 per cent. The wholesale department, the opera- 
tions of which were naturally curtailed by the lighting restrie- 
tions and cessation of building work, had been able to ару 
its energies to the execution of Government power and light- 
Ing orders, &c., with the result that both the turnover and 
profits had increased considerably during the twelve months. 
Every effort was being made to organise this and other 
departments with a view to trade after the war, as they looked 
forward to receiving export orders in connection with the 
reconstruction work which would be necessary in Belgium, 
rance, Russia, and elsewhere. Their electric vehicle depart- 
ment had been able to demonstrate on an extended scale 
the economy and convenience which could be obtained froin 
electric haulage. Vehicles had been supplied to the Chester 
Corporation, the Manchester Corporation, Broughton Copper 
Co., Ford Motor Co., Brunner Mond & Co., Deakins, Ltd. 
7. & J. M. Worrall, Ltd., Ainsworth & Son, and others. They 
had alao repeat orders from Messrs. Richard Johnson and 
Nephew, Messrs. Greenall, Whitley & Co., and Messrs. Levin- 
stein, Ltd. As Edison batteries were reported to have run 


over 60,000 miles in this country without renewals it was 
clear that battery-propelled vehicles would play an important 
part in the world’s carrving trade. As he was compelled last 
vear to refer to the disappointing results of the branch in 
Manchester, he was pleased this year to congratulate the 
staff on the improvement which they had been able to show 
both m turnover and profit. As regards the future, there 
might well be hard times ahead, and the Labour problem 
Was very acute, but they had made a good start for the eur- 
rent year, and although it was unfortunate that it had been 
found necessary by heavy taxation to curtail trade exten- 
sions, and consequently earning capacity in the near future, 
they might rest assured that they would all do their best to 
meet whatever difficulties might be in store for them. 


The report for the year ended June 
oUth, 1916, states that after providing 
for Interest on both classes of deben- 
ture stock, and depreciation upon free- 
hold properties and plant there is a net profit of £24,147, 
plus £4,879 brought forward. The directors propose to 
transfer to reserve account £25,000, carrying forward £4,025. 
The capital expenditure during the year, before providing for 
depreciation, has amounted approximately to £16,000, the 
major portion of this having been expended upon additional 
plant and machinery. The company's trade has shown a 
further considerable improvement during the vear. Jn conse- 
quence of this expansion all available cash is required in the 
business, and considerable further sums could have been 
profitably employed. Under these circumstances, the diree- 
tors regret that еу are not in a position to recommend the 
pavment of a dividend upon the shares. The high cost of 
Jabour and materials has again seriously affected the profits 
derived from the manufacture and sale of drawn-wire lamps, 
it being impracticable to increase the selling price of these 
to meet such extra cost. The engineering side of the works. 
has been almost wholly employed upon special work. The 
export business shows a still further expansion, and this 
branch. of the company's trade being now established upon 
a finn basis, it is hoped that when normal times come still 
ur results will be obtained. Annual meeting: November 
22nd. 


Monte Video 
Telephone 
Co., Ltd, 


The Edison Swan 
Electric Co., Ltd. 


After providing for all charges in Monte 
Video and London, and making provision 
for income-tax and excess profits duty, the 
net profit for the year ended July 31st, 
1916, was £25,935, as against £25,776 
for the previous year. £8,000 is put to depreciation of pro- 
perty and plant, £9.00 is transferred to reserve for renewals, 
and after paying a final dividend of 2} per cent. on the pre- 
ference and one of З per cent. on the ordinary, making 5 
ver cent. on the preference and 6 per cent. on the ordinary 
for the vear, £5,694 is to be carried forward, as against 
£5,394 brought in. There has been a moderate increase in 
the number of subseribers. Owing to pressure of business 
engagements Mr. L. Phillips has retired from the board, and 
his brother, Lord St. Davids, has heen elected to fill the 
vacancy. Mr. Albert Anns, formerly secretary of the National 
Telephone Co., Ltd., is recommended as an additional director. 


Sir J. WorrE Barry, presiding at the 
Western Tele: meeting last week, said that although the 
graph Co., Ltd. receipts from messages were less by some- 
what over £15,000, the interest from in- 
vestments, &e., alinost balanced this amount, resulting in a 
net decrease of slightly over £1,000 in revenue. In 1914-15 
the message revenue was the highest in the history of the 
company. Not only were a smaller number of messages 
transmitted, but a larger. proportion of the total were “ de- 
ferred” at half rates. The net profit to the company was 
less than for the previous year, but an unusually large bal- 
ance of nearly £86,000 was brought forward from June 30th, 
1915, and in view of the satisfactory condition of the com- 
pany’s financial position the directors felt justified in. recom- 
mending the payment of a bonus of 2 per cent., instead of 
the 1 per cent. paid in past years, making a total distribution 
of 8 per cent. for the vear, free of income-tax. With regard 
to the revenue since June 30th last, the traffic receipts for 
the three months to the end of September showed scarcely 
any variation as compared with the corresponding period 
last year. 
For the vear to June 30th the profit, 
. Fraser & after providing for all expenses and depre- 
Chalmers, Ltd. ciation on buildings, plant and machinery, 
мак £24,665, as compared with £12,058 
for the previous year. This profit has been arrived at after 
making provision for war taxation. The results show а con- 
siderable increase over those of the previous year, notwith- 
standing the increase in the cost of labour and materials, the 
difficulty of maintaining a sufficient labour force, and also 
the large increase in rates of freight and insurance to South 
Africa and elsewhere. The merchandise business in South 
Africa has shown substantial improvement during the year, 
and the prospeets for the current year there, as well as at 
the other branches of the company. are good. The dividend 
of 7} per cent. on the preference shares was paid in July 
last. The directors have decided to carry forward the balance 


of profit to the current year in order to conserve the re- 


sources of the company required to provide for the large 
increase in values of stocks and work in progress. 
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British Uralite (1908), Ltd.—For the ygar ended June, 
1916, the profit was £6,308. After paving 9 per cent. divi- 
dend, and putting £2,000 to reserve, £1,197 1з carried for- 
ward. The outstanding debentures, which participated in 
the profits, have now been paid off. 


Yates & Thom, Ltd.—The directors announce that, in 
consequence of an adjustinent not having been arrived at 
with the authorities in respect of the proportion. of profits 
payable to the revenue, it is impossible at the present. time 
to issue a correct balance sheet for the усаг ended August 
12th. The directors, however, feel justified in recommending 
а 10 per cent. dividend on the ordinary shares.—Financial 
Times. 


Cleveland Trust, Ltd.—At the annual meeting, held at 
Middlesbrough last week, Mr. W. Н. HusTLER, who presided, 
said the Trust had been very severely hit by the holding of 
land and the electric light undertaking at Saltburn-by-the- 
Sea. In regard to the latter, he was afraid there was no 
possibility of any improvement so long as the lighting restric- 
tions and the greatly increased cost of oil fuel lasted, but, so 
far, the directors had not thought it advisable to meet the 
position. by increasing. the price of current. to consumers In 
the special circumstances. obtaining at Saltburn. They had 
confidence, though, that the undertaking would. give them 
a fair return as soon as the restrictions were removed. 

Cape Electric Tramways, Ltd.—V dividend of 3j per 
cent., less tax, is announced. 

R. Hornsby & Sons, Ltd.—Dividends, 6} per cent. and 
a bonus of 33 per cent. on the ordinary shares аге recom- 
mended, carrying forward £45,754. 

Castner-Kellner Alkali Co., Ltd.—A dividend of 13 per 


cent. for the past six months makes a total of 22 per cent. for 
the year. 


STOCKS AND SHARES. 


TUESDAY EVENING. 

Markets round the Stock Exchange exhibit a very. fuir 
amount of steadiness, and the finn manner in which Consols 
and other gilt-edged issues are maintained is a useful buttress 
to other investment securities. Here and there some slight 
yielding is taking place, though this does not become notice- 
able until a would-be seller tries to realise his stock, when 
both he and his stockbroker may be surprised to find that 
the transaction is less facile than they expected to find it. 
This is more particularly the case with stocks in such markets 
as those touched upon here, because in a large majority of 
the stocks and shares the market is at the best of times some- 
what linited. ‘To-day, the position is that in many cases 
dealing has become a matter of negotiation. 

The reasons are several-fold, and have been alluded to on 
various occasions here. Summed up, еу embrace the advent 
of a new Loan, the disappointment over Roumania, and the 
modification .of the undue optimism which saw, last July, a 
termination to the war by the end of the present year. But 
the fine news of this week has helped to cheer up things 
generally. 

Amongst electricity supply shares, a dullish tone prevails. 
I* is not that there is much stock on offer, but rather the 
absence of inquiring buyers, that gives the market a heavy 
tendency. City Lights have been lowered 3, and so have 
Metropolitans and London Electric preference, the last-named 
looking reasonably-priced on a basis of 63 per eent. return. 
But with Exchequer Bonds paving 6, an industrial prefer- 
ence—even allowing for its being 
attract at less than 7 per cent., unless it boasts special 
reasons to make it tempting. 

The re-election of President Wilson, after such a lot of 
fuss, is read for the moment as a bear-point in regard to 
Mexican affairs. The argument is that Mr. Wilson's policy 
iu Mexico has been a weak and vacillating one, fomenting 
disorders in the country instead of restraining them. Mexico 
Tramways 5 per cent. bonds are 14 down, at 38}, and the 
‘Sixes, at 291, have lost 4 points. Mexican Light and Power 
issues remain unchanged. Some say in the Stock Exchange 
that Mexico cannot possibly get into any worse а situation 
than prevails now, and that anv change must therefore be 
for the better. But all the same, these people do not buy 
Mexican stocks. 

Marconis have gone back to 2 13/16. The vigorous defence 
of Mr. Godfrey Isaacs in regard to the Marconi Co.'s con- 
nection with the German Telefunken has had no effect in 
helping the price of the shares, but it has been studied with 
keen interest. American Marconis and Canadians have 
scarcely moved; interest is very spasmodic, but there are 
inany who hold that Marconis at the present price will one 
of these days provide the holders with substantial profits and 
dividends. 

The Anglo-American group of cable stocks is dullish, Anglo- 
American preferred slipping back to 95; but there has been 
a slightly better inquiry for the deferred stock on the basis 
of 231. Great Northerns, at 374, have receded a further 10s. 
Eastern Extensions show 3 rise, and a fall similar in extent 
has occurred in Globe preference. West India and Panama 
Telegraph ordinary shares are unaltered on the dividend 


‘announcement of 6d. per share, free of tax, for the half 


Irredeemable—fails to` 


to June 30th last. Last November the dividend was Wu 
share. 

Underground Electric Income bonds show especial strength 
having regard to the prevailing depression of other stocks in 
the Home Railway market. The- price has advanced to 9 
and the baying this time has come from the North. The 
strength of these bonds communicated itself to Metropolitans 
Which went up to 23, but reverted to 224. A slight improve- 
ment has occurred in Metropolitan deferred stock, which has 
hardened to 184. It may e recalled that this stock was 
given to holders of the Great Northern & City Railway in 
exchange for their shares, and ranks level for dividend pur- 
poses with Metropolitan ordinary from the first half of 
1920. Districts are lower at 153, while the £10 shares of the 
Underground Electric Co. are steady, although there has been 
free buying of the 1s. shares, raising the price to 6s. 6d. 

Brazilian Tractions weakened to 54, and Anglo-Argentine 
Tramways 5 per cent. debenture stock dropped to 69. The 
slunp in British Columbia Electric Railway stocks shows no 
signs of abatement, and further falls have taken place rang. 
ing from 2 to 44 points, the 44 per cent. debenture stock 
being the chief sufferer. 

Callenders are 5s. better at 193. India-Rubbers rose 1. 
to 123. Electric Constructions rose to 1 3/32, and the prefer. 
ence are better at 1 1/16. The Edison & Swan shares are 
unchanged on the issue of the report, and industrials as a 
whole are steadv, with the exception of a few cases in which 
preference shares have given way a little for the reasons 
mentioned above. The rubber share market keeps good, and 
several excellent dividend declarations have played their part 
in stiffening eonfidence and prices. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Home Exgoraricirry COMPANIES. 


Dividend Price 

M Nov. 14, Rise or fall Yield 

1914. 1916. 1918, this week. р.о. 
Brompton Ordina T .. 10 10 68 — nuo 
Charing Cross Ordinary e. 6 6 Bè —355 7 210 
do. do. do. 43 Pret., 43 tà 845, - 0 6 i 
Chelsea es ee os eo 6 4 3 -—À 6 18 4 
City of London... He , 9 8 ul - 3 616 9 
do. do. 6 per cent. Pref. 6 6 1 : — 617 1 
County of London ^. æ. 1 ? 103 — 610 3 
do. 6 per cent. Pref. 6 6 — 618 6 
Kensington Ordinary .. Q0 9 7 — 646 
London Electric .. 4 8 1 — 610 5 
до. до. 6 percent. Pref. 6 6 ДА — { 8 15 4 
Metropolitan vs T" - d 8 = 664 
о. 44 per cent. Pref. & 8 — 1440 
St. James' and Pall Mall .. 10 8 8 — 680 
South London oe ee ee 6 6 ie rao, 6 16 l 
South Metropolitan Pref. АР 1 1 1 — 673 
Westminster Ordinary .. .. 9 7 6,4 — 613 0 


TELEGRAPHS AND TELEPHONES, 


An Jo-Am. Tel, Pref, ee [xj 6 6 95 ха Б | 6 6 4 
6 do. [] oe ee 80/- 88/6 28} — 1 10 3 
Chile Telephone .. m РЕ 8 8 1 — 614 5 
Cuba Sub. Ord. . К ео oe 6 6 8} — 6 8 6 
Eastern Extension И. 8 1 + 6 15 6 
Eastern Tel. Ord. a Rx 1 8 142 — 6 ld 1 
Globe Tel, and T; Ord. oe ee 6 3 1 -— *b 18 0 
do. Pre . ee 6 6 | —_ { 6 15 8 
Great Northern Tel. .. . .. 1 B 874 — 617 4 
Indo-European .. oe .. 13 18 51 — 678 
Marconi  .. T . 10 10 213 — А 811 3 
New York Tel. 44 iy - 4 4 98 — 4 10 0 
Oriental Telephone Ord, .. 10 10 2% — 4 6 6 
United R. Plate Tel... EM 8 8 63 xd — 6 18 i 
West India and Pan, .. ә 1 — 1 — - 
Western Telegraph we es 1 8 142 — 6 8 4 
Home RaiLs, 
Central London, Ord. Assented 4 4 65 — 623 
Metropolitan ee E es it 1 = 490 
тойа Коб 'dinary Nil Nil 4 9 Tà Nil 
Underground Electric Or - i 
do. do. "A" .. Nil Nil ed 4 1;- Nil 
do. do, Income 6 6 90 +4 6 18 4 
Forrion TRAMS, &o, А 
Adelaide Sup. 6 per cent. Pref. 6 6 § - 81 
Anglo-Arg. rans, First Pref, 6 8 - 891 
do. 2nd Pref. .. -— — 
Brazil! Tractions .. o xv ^ 4 4 54 -1 181 
Bombay Electric Pref... .. 6 6 103 — 6178 
British Columbia Elec. Rly. Pfce. 6 5 69 — 2} 1509 
do. do. Preferred — Nil 51 —8 Nil 
do. do. Deferred — Nil 50 —4 Nil 
Mexico Trams 5 per cent. Bonds — МЇ s} —1 Nil 
. с do. 6 percent. Bonds — Nil | —1 Nil 
Mexican Light Common .. Nil Nil 17 — Nil 
do. Pref. .. oe Nil Nil B1 — Nil 
do, lst Bonds .. Nil Nil 40 == = 
Mawcracrunme COMPANIES. 
Babcock & Wilcox s . 14 16 24 ы. 644 
British Aluminium Ord. oy 6 q 98/- + 8d. 614 4 
British Insulated Ord. .. .. 15 E 12 = 160 
British Westinghouse Pref, .. 7 a — ў 6 8 6 
Callenders.. .. .. . 1010 9 1 + 717 0 
do. 5 Pref. we s 6 6 4 - 617 8 
Castner-Kellner .. oo 0 20 — af — 6 6 8 
Edison & Swan, £3 paid e Ni = . 8/8 = Nil 
do. do. 4percent. Deb. 6 6 aa get 
Electric Construction.. — ... 6 74 ls +3 616 4 
Gen. Elec. Pref. eo oe ee 6 6 10 еы» 6 0 0 
до. Ord. .. ae - 10 10 143 == 618 0 
Henley .. „ æ. 5. 9.9 95 16 oe 416 9 
do. 4j Pref... .. .. 4 4 4 EE &19 6 
Indie-Rubber  .. s „ 10 10 ot + 717 8 
Telegraph Con. ee oo oe 20 20 = ч 4 1 


* Dividends paid free of income-tar. 
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A DUAL METHOD OF MACHINE-FIRING 
BY COAL AND GAS. 


Ге 


AN interesting example of boiler furnaces which аге machine- 
fired by the dual application of gas and coal is found in the 
installation carried ont by Messrs. E. Bennis & Co., Ltd., at the 
South Staffordshire Mond Gas (Power and Heating) Co.'s works 


BOILER PLANT WITH DUAL COAL AND GAS FIRING. 


at Dudley Port, Tipton. The plant comprises eight producers, 
each capable of gasifying 20 tons of fuel per day of 24 hours, 
and generating sufficient gas to drive gas engines of 2,000 н.р. 
continuously. The total capacity of the present section is thus 


equal to 16,000 H.P. , 
The fuel, brought by boat or by rail, is loaded into bunkers. 
which automatically 


feed two conveyors, each 
having a capacity of 40 
toas per hour, which 
convey and distribute ' 
the fuel into the etorage 
bunkers over each set of — 
producers. The bunker 
over each producer will 
hold 40 tons, i.e., suffi- 
cient to keep the pro- 
ducer working for two 
days 


_ The gas, after leav- 
Ing the producers, is 
thoroughly washed in 
mechanical washers, and 
after passing through 
the ammonia recovery 
and gas-cooling towers, 
is further purified by 
large centwifugal fans 
and then passed through 
the scrubbers and the 
meters before being ` 
compressed and sent 
through the mains for 
distribution. 

Some time ago it was 
decided: to substitute 
mechanical firing for 
hand-firing and machine 
stokers arranged to burn 
either coal or gas were 
installed. These are of 
the well-known “ Веп- 
nig" sprinkler type, of which an integral feature is the self-cleaning 
9ompressed-air furnace. The boiler plant of the South Stafford- 
shire Mond Gas Co. consists of three Lancashire boilers, each 
9 ft. x 30 ft., with extended flues, working at 120 lb. pressure. 
They are fitted with superheaters, and the gases discharge 
through an economizer. | 


A definite guarantee was given by the stoker makers that the 
evaporation of each boiler should not be less than 12,000 lb. of 
water per hour, with an overload evaporation of 15,000 lb. per 
hour, when desired, for short periods, and an efficiency of 72 per 
cent. was also conceded. 

The qualified staff of practical chemists employed by the South 
Staffordshire Mond Gas Co. were entrusted with the task of taking 
tests which should establish the results of the work actually done by 
the boilers. The tests showed not only that the guarantees were main- 

tained, but that an appreciable 
increase on the figures had been 
achieved. For instance, an over- 
load evaporation of 17,000 1b. of 
water per hour from each boiler. 
instead of 15,000 1b. per hour, 
was obtained. 

The South Staffordshire Mond 
Gas Co., prior tothe installation, 
had found no little inconveni- 
ence owing to the fact that 
steam was required both during 
the night and from mid-day 
Saturday until Monday morn- 
ing, wher it was desirable that 
labour duties should stand at a 
minimum. | 

To meet this condition the 
mechanical stoker plant was 
arranged so that it could be coa!- 
fed in the ordinary manner at 
ordinary times, and the boilers 
gas-fired during the hours of 
night and at the week-ends. 

A reference to our views will 
show the gas ducts let into the 
top flange of the stoker front, and 
secured by means of a gas-tight 
joint. The baffler plates, which 
are situated behind the front. 
are arranged with a passage. 
the outlet being over the grate : 
the gas thus passes from the 
ducts to the furnace. There are 
two ducts to each flue; that is. 
of course, four to each boiler, 
each pair containing a breeches 
pipe placed immediately behind 
the hopper, and passing thence 
to the gas supply, constituting- 
an extremely simple and satis- 
factory arrangement. It is, of 


course, essential that air should 

have access to the gas; a valve is, therefore, placed on the 

furnace front with an adjustable cover to regulate the amount of 

air supply. The air is conveyed into the furnace through a separate 

air duct, and does not mix with the gas until it reaches the inside 
of the flue, where ignition takes place. 

The results have been such as to justify the firm in applying the 


Sore 
B DW 


SECTIONAL Views SHOWING DuaL BOILER FIRING ARRANGEMENTS. 


idea to all their extensions of boiler plant since the method was 


first adopted. The fact that repeat orders have been placed for 
machines of the same pattern to those already supplied for their 
new installation of boilers, is in itself sufficient evidence of the 
efficiency of the method and its satisfactory solution of the problem 


it was designed to meet. 


` 
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In a letter received from the South Staffordshire Mond Gas 


(Power and Heating) Co., the secretary states that the thermal 
efficiency obtained during a six months’ run under all conditions 
and variations of load, including times when parts of the plant 


were off for cleaning and inspection, was 73 per cent. 


nd 


The 
average quantity of water evaporated per boiler per hour for a 
month's run was 14,880 lb. During this period the boilers were 
fired with slack during the day and gas-fired during nights and 
week-ends. 


SSS ae EGG UI EUEN ED 


REVIEWS. 


Income-Tuxr in Relation to Local Authorities. 
WHiTELEY and WILLIAM WHITTINGHAM. 
Byles & Sons. Price 10s. 6d. 


There is room for a work on the dry-as-dust and unelevating 
subject of income-tax. which is, perhaps, as imperfectly com- 
prehended by some of those who profess to discourse on it as 
it is by the general public, who seemingly have some of the pro- 
fessional classes, such ак the lawyer-politician, the lawyer, the 
accountant, that singular atom known as the "official mind." and 
other generally self-seeking and nebulous entities to thank for much 
of the difficulty and mystery that pervades it. and the anomalies 
in which it abounds. 

The book before us is one that presenta tothe reader much useful 
information in an admirably concise form. and should be read by 
those who are interested in the general working and finance of 
Municipal Corporations. 

There are twelve chapters dealing with inoome-tax generally 
within the limits of the title of the book in relation to local autho- 
rities. Chapter XIII treats briefly of the excess profits duty, and 
the book contains by way of an appendix a memorandum which 
was issued by the Instituteof Municipal Treasurers and Accountants 
explaining the application of the provisions relating to excess 
profits duty in connection with the trading undertakings of local 


By F. OGDEN 
Bradford: Wm. 


bodies. and sets forth statements illustrating the methods to be 


adopted in computing the liability. 

The sections and matter which concern us in particular. how- 
ever (in addition to excess profits). are those covering the ground 
of the assessable profits of tramway undertakings and electricity 


undertakings, as well as those discussing the important subjects of 


wear and tear and obsolescence. These appear to have received due 
consideration, are presented in succinct expression. as the follow- 
ing example shows, and, on the whole. we are vlad to recommend 
the work, 
Statement xhowing Allowance for Wear and Tear forthe * 
Year ending April 5th, 1917. 
(Based on accounts for 1915-16.) 

Permanent Way— 

MES Е 0200000 e 55.803 miles per track mile 

Track mileage 112 3 

(2.е., length of 

single track) . 

therefore the allowance for renwal of permanent way is based 

on an estimated life of 14 years. 


Henewalx— : 
£4.400 cost of renewals E А 
< of one mileof > x 112 niles (as above) ... £35.2UU 
4 years single track 
Repairs— Track Cost of 
mileage. repair. 
Year ended March 31st, 1912 102 £9,374 
Year ended March 31st, 1913 әз 105 10,637 
Year ended March 31st, 1914 107 9,832 
314 £29,843 
Average for the three years, €95 per mile. 
£95 х 112 track-miles (as above)... . £10.640 


Instead of three years. the average cost of 
repairs may be based on five years, but if 
five years is taken, this period must be 
adhered to in the future. In the present 
case, the average of £95 per mile was first 
adopted in respect of the assessment for 
the year 1914-15, and the same average will 
be applied for each year to April 5th. 1919 £45,840 


Cables... ss E ius os rm 

(In this undertaking the power issupplied by 
the electricity undertaking. and the cables 
are the property of that undertaking. In 
those districts where the cost of the cables 
for tramway power haa been borne by the 
tramway undertaking an allowance should 
be claimed of 3 per cent. on the written- 
down value.) 


Workshop. Tools and Pla nt— 


- 


Written-down value last year... эз £5,800 . 
Expended during the year 1915-16 ... 350 
£6,150 


At 5 per cent. eee фу тА 

(The written-down value to be carried 

forward to next year will be £6,150, less 
£307 or £5,843.) 


£307 


Standarde and Brackets — 


Written-down value last year .. £38,000 
Expended during the year 1915-16 2,500 
£40,500 
At 5 per cent. = vis Te 52.025 
Trolley wiring and connection bs | 


Cars and other rolling stock ... -— Sag 

No allowance for wear and tear is made in 
respect of either of these items, the expendi- 
ture upon renewals being charged in the 
working expenses as,and when, it isincurred. 
Where. however, the profits of the under- 
taking are sosmall as not to cover the cost 
of renewals, the authority may make a 
claim to be allowed for wear and tear, © 
and the Commissioners may allow 7 per 
cent. on the written-down value, 

Power station TM T P 

Where the power station is .part of the 
tramway undertaking, allowances for ` 

. wear and tear should be claimed in respect. 
of the various items of expenditure, in 
accordance with the scheme applicable to 
electric lighting undertakings. 

Total allowance for wear and tear in respect 
of the year ending April 5th, 1917 


£ 48.17? 


Localisation. of Faults ir Electric Light and Power Marins. 
with chapters on Insulation Testing. Ву Е. CHARLES 
RAPHAEL. London: Electrician Printing and Publishing 
Co. Price 8s. 6d. net. Third edition. 

This well-known work has been out of print for some time, 
and we are glad to welcome its reappearance in & new 
ec tion. 

The author points out in the preface that, although ini- 
provements have taken place in the manufacture of cables. 
and changes have occurred in the methods of laying and 
protecting feeders and distribution networks, faults still 
develop and have to be tested for and localised. Whereas the 
main principles of the testing of cables in silu and of the 
localisation of faults remain the same, the particular methods 
in which they have to be applied under modern conditions 
have altered, and it has accordingly been necessary to re- 
write the descriptions of the methods to be employed in 
carrying out the tests in almost every case. . 

Beyond the rewriting of much of the matter of the earher 
cditions, а considerable amount of new material appears in 
the present edition. Thus, in Chapter VIII, which deals 
with ‘‘ Discontinuities and Short Circuits,’ a good many in- 
structions for localising the results of burn-outs are introduced 
for the first time. A short chapter has been added on faults 
in tramway feeders, and in this some interesting methods 
are given for employing the trolley wires to form part of the 
loop or to replace the slide wire in the localisation test. 

Another fresh chapter is devoted to the means which have 
teen so largely introduced in recent years for providing 
duplicate feeders with automatic devices for the protection of 


“the mains, such as the Merz-Price system, the core-balancing 


and split conductor systems, and the Ferranti-Walters and 
Callender-Waters protective systems. 

The main part of the book is taken up with careful and 
detailed instructions for carrying out localisation tests for 
faults under various conditions and by the various known 
methods. The author has drawn extensively on his own 
experience їп describing the methods to be employed, the 


special precautions to be observed, and the limitations in the 


application of each. It is for the actual user of the tests that 
he writes, and not for the more general reader, who might 
desire to gain a more comprehensive insight into the prin- 
ciples of cable testing. It is the method of conducting the 
test, rather than the principles on which it is based, that 
the author sets out to explain, and he does it very well. The 
underlying principles are given also, but their interest is 
secondary, and many special precautions or devices of a 
practical nature are ‘ntroduced with little or no explanation 
of the theory underlying them. In saying this, the reviewer 
intends no adverse criticism; the author has a particular 
object in view, and he quite legitimately pursues that object. 
and omits what he considers to be. not essential to its attain- 
ment. Thus, on page 51, he is satisfied to state that “s8 
well-insulated concentric system has its outer main at a com- 
paratively low potential, owing to the effect of capacity." 
without stopping to explain why the capacity produces this 
result. 

In connection with the diagrams Nos. 68 and 69, which 
show transformers connected in series for breaking down 4 
fault, it might have been desirable io explain the simplifica- 
tion in the connections which would result from the use of a 
single transformer capable of giving the required pressure. 

One piece of advice we are glad to see emphasised by Mr. 
Raphael in more than one connection, namely, that i$ 15 
wrong to wait for the development of a fault before making 
preparations for localising it. As far as possible, the bert 
method to be adopted on the particular system in question, 
any special apparatus which may be required and calcula- 
tions of ‘‘ equivalent. sections," &c., for the circuits, should 
be carefully decided upon and prepared beforehand. It 18 not 
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the least of the good points of Mr. Raphael’s book that it 
will be of material help in making euch preparations for the 
day of trial. 

Readers of tho earlier editions of this book will probably 
need no fresh assurance of its utility; to any others who have 
charge of installations where fault localisations may have to 
be made we can cordially recommend it. 

In concluding his notice of this useful and practical work, 
the reviewer ventures to make one criticism of a general 
character. He would like to suggest that if the printed 
matter had been more frequently divided into paragraphs, 
with fairly numerous sub-headings, and if the diagrams had 
been provided with titles, the book would have been rendered 
more convenient for purposes of ready reference. Such a 
subdivision would also have made it easier to give greater 
prominence to matters which are common to a series of 
tests, and which are at present in some danger of being 
buried amongst the details of the description of some parti- 
cular measurement. It is only fair to add that by the provi- 
sion of & good index the author has deprived this criticism 
of some of the force which it might otherwise have had. 


MINISTRY OF MUNITIONS OF WAR. 


PROCEDURE AFFECTING SUPPLIES OF MATERIALS. 
Tye Ministry of Munitions is desirous of informing manu- 


facturers, merchants, and exporters that the arrangements 


that have been in force for controlling supplies of steel, tin- 
plates, &c., are to be extended to other materials, and for 
the convenience of the publie an explanation of the above- 
mentioned arrangements and their extended application 15 
set forth below. 

To obtain, whether for home use or export, supplies of 
copper wire, cable containing copper, bessemer and open 
hearth steel, corrugated sheets, tinplates, tinned sheets, terne 
plates, blackplates and lead-coated sheets, it will be necessary 
either to quote à Government contract reference and number 
if the materials are required to execute a Government con- 
tract, or to procure a permit reference number and priority 
classification from the Ministry of Munitions, Priority Branch, 
28, Northumberland Avenue, W.C. In applying for such a 
permit, full particulars of the requirements and purpose 
should be given. "This Government contract reference and 
number, or permit reference and number and priority classifi- 
cation, a8 the case may be, must be quoted to the suppliers, 
who are forbidden to deliver any of the aforesaid materiale 
without being furnished with a Government contract number 
or reference number and priority classification covering the 
materia] ordered. 

Where one of the following can be quoted to the suppliers 
no permit reference number and priority classification from 
the Ministry of Munitions are needed :— 

1. Admiralty contract reference and number or Admiralty 
Priority Bection permit reference and number. 

2. War Office contract reference and number. 

J. Ministry of Munitions contract reference and number. 

4. Commission Internationale de Ravitaillement or Com- 
mission Francaise sanction reference and number, with 
Ministry of Munitions priority classification. 


9. Board of Trade (Marine Department) (in the case of mild 


steel only) permit reference and number declaring merchant 
shipping to be munition work. 

6. Post Office contract reference and number (in the case 
of copper or copper alloys only). | 

In the above cases (1—6) suppliers on receipt of the con- 
tract or permit reference number and a declaration by the 
customer that the materials ordered are required solely to 
fulfil the orders covered by the reference number quoted are 
entitled to deliver on the basis of priority classification A/4 
(war work). If a higher grade of priority is required, appli- 
cation must be made to the Pnority Branch of the Ministry 
of Munitions, stating the ground of special urgency. 

The reference, date, and grade of contract permit or 
pnonty classification should be passed on to sub-contractors, 
if any, so that they, like the main contractor, can quote the 
necessary particulars referred to above on any orders that 
may be placed with the merchant, stockholder, or the manu- 
facturer of the materials. This means that once a permit 

as been granted for a certain plant, such permit covers all 
parts and materials necessary for completing the plant un- 
leas гено to the contrary are entered on the original 
permit. | 

_As а general rule, the customer should make the applica- 
tion for permit and priority classification, and not the stock- 
holder or manufacturer of the materials. 

ferences need not be insisted upon in the case of urgent 
оаа, telegraphic instructions for immediate repairs to 
ps. Ы | 

In case of machine tool firms and electrical firms, the 
order can be covered by quotation of the reference and date 
of permit accorded by the Machine Tool Department or the 
Electrical Branch of the Ministry of Munitions respectively, 
for the machinery or parts for which the material is ordered. 

None of the aforesaid materials can be supplied, except for 
orders or contracts coming within Class ' A" or Class “B”; 


` 


only shell discard quality steel and iron are allowed to be 
supplied in Class ‘ОС’ or Class " C" Priority Instruction 6. 
If required for use within the United Kingdom, shell discard 
quality steel can be obtained without any permit. If for 
export, shell discard quality steel can be obtained only where 
the orders have been classified by the Priority Branch, and 
the reference nuiuber of the, classification certificate and 
specific particulars of destination must be quoted to suppliers 
and the War Trade Department. - С 

In all applications full particulars should be given under 
the following headings :— 

1. A precise description of the articles or materials required. 

2. The exact quantities. thereof. If required for different 
orders or purposes the quantities required for each order or 
purpose respectively. If required for stock, or ‘‘ running 
account," the minimum quantities needed for a period of 
three months and the respective quantities in hand at present. 

3. The name of the firm or firms with whom the order or 
orders are or are to be placed, respectively. 

4. The respective war, national, or other object to be served, 
and proof of urgency and importance. 

A priority certificate 1s required even though the goods are 
merely to be transferred from one branch of a firm in the 
United Kingdom to another branch of the same firm in a 
foreign country or British possession. 

Merchants, manufacturers, and the general public. are 
earnestly requested to assist the Ministry of Munitions in 
particular and the nation in general by refraining from apply- 
ing for permission to obtain the materials mentioned herein 
unless the same are required for war or other urgent national 
objects. It 1s essential that supplies should be conserved for 
direct war work and work of urgent national importance. 
NOTICE IN REGARD TO THE EXPORT oF Correr WIRE, AND CABLE 
CONTAINING COPPER, BESSEMER AND ОРЕҸ HEARTH STEEL, OR 
CORRUGATED SHEETS, TINPLATES, TERNEPLATFES, BLACKPLATES, 

TINNED SHEETS, AND LEAD-COATED SHEETS. 


1. With a view to conserving supplies of copper wire or 
cable, Bessemer and open hearth steel, corrugated sheets, tin- 
plates, terneplates, blackplates, tinned sheets, and lead-coated 
sheets, the Director of the War Trade Department announces 
that it has been arranged with the Ministry of Munitions 
that export licences will not be granted unless a Ministry of 
Munitions priority certificate (Class “А” or Class “ В”) 
permitting manufacture or sale from stock has been obtained, 
or unless the reference and number of an Admiralty contract 
or permit or War Office contract for the completion of which 
the copper wire or cable, steel, tinplates, &c., are required 
сап be quoted. Export licences will not as a general rule 
be issued in respect of copper wire or cable, steel, tinplates, 
&c., for which a Class “C” certificate is quoted. 

2. In the case of allied countries (France, Russia, Italy, 
Serbia, Portugal, Roumania, Belgium, Japan) priority certifi- 
cates are only given in very exceptional cases by the Ministry 
of Munitions, unless the application 1s supported by the Com- 
mission Internationale de Ravitaillement, whether the consign- 
ment is intended for a Government contract or not. Application 
should, therefore, be made direct to the Commission Inter- 
nationale de Ravitaillement, India House, Kingsway, London, 
W.C., which, if prepared to support the case, will communi- 
cate with the Ministry of Munitions, and arrange for the 
issue of a priority certificate. If the copper wire or cable, 
steel, tinplates, &c., are for Government work and export 18 
allowed, the permits for export will be issued by the Com- 
mission Internationale de Ravitaillement. If the goods are 
not for Government work, and the applicant is in a position 
to quote a priority certificate (“А "ог '" B") or contract 
reference and number, he should make an application to the 
War Trade Department for the grant of an export licence, and 
if the export is allowed a licence will be granted by that 
Department. 

3. In the case of Sweden, Norway, Denmark, Holland, and 
Switzerland, application should be made in the first instance 
to the War Trade Department, which, if there is no imme- | 
diate reason for refusal, will arrange direct with the Ministry 
of Munitions for the issue of a priority certificate. The apph- 
cant should not communicate direct with the Ministry of 
Munitions, and the priority certificate will be forwarded to 
the applicant by the War Trade Department with the export 
licence. This exception does not apply to bessemer and open 
hearth steel nor to corrugated sheets. | M 

4. In the case of all other destinations, including British 
possessions, application for a priority certificate should be 
made direct to the Ministry of Munitions, Priority .Branch, 
98, Northumberland Avenue, S.W. No application for am 
export licence can be considered by the War Trade Depart- 
ment, unless the number of à Ministry of Munitions priority 
certificate under Class “А” or “B?” (or, alternatively, an 
Admiralty or War Office contract number) is quoted. 

5. A priority certificate is required, even though the goods 
are already manufactured, and even though the goods are 
merely to be transferred from one branch of a firm in 
the United Kingdom to another branch of the same firm in 
a foreign country or British possession. NM | 

6. Applicants are warned that the issue of a priority certifi- 
cate by the Ministry of Munitions is not a guarantee that an 
export licence will be issued by the War Trade Department. 

7. If exporters have any doubt as to the reliability of the 
proposed consignee, they are recommended before proceeding 
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to manufacture to consult the War Trade Intelligence Depart- 
(as regards 


ment, Broadway House, Tothill Street, S.W. 
foreign countries in ake 


. ment, Lancaster House, 
countries outside Europe). 


, and the Foreign Trade Depart- 
e Mall, S.W. (as regards foreign 


AMERICAN EXPORTS OF ELECTRICAL 
| GOODS. 


Тнв following figures, showing the exports of electrical goods 
from the United States during the year ended June, 1915, are 
taken from the recently-issued trade statistics; figures for 


1913-14 have been added for purposes of 


Telegraph instruments.— 


To Denmark 

», Canada 

›› Central America 
», Mexico 

», Colombia 


2: репина 
Cuba E 


woe 
ee 


» Brazil is 
„ Other countries 

Total 
Telephone instruments.—_ 
To United Kingdom 
», Canada ... 
», Central America 
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» Brazil - "^ 
„ other S. America 
» Japan TN toe 
, Australia is 
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. 1,553,000 1,149,000 


Other electrical instruments and appliances.— 


To Canada 

»» Mexico 

, Panama .. 

, Cuba 

., Argentina 

» Brazil 

, Japan sat vot 
» Philippine Islands 
, Australia Я 
„ United Kingdom. 
„ Other countries 


Total e 


Gas engines, stationary.— 
To Canada 

, Argentina 

., Australia 

, Europe >... x 

,; Other countries 


Total 


* Russia-in-Asia, 


Electric motors.— 


To United Kingdom 
>, Canada  .. 5 


» Chile zn 

, British India 

>, Japan or 

,. Australia a 
, Other countries 


Total 


Petrol engines, stationary.— 


To Canada 

, Argentina 

, Australia 

, Mexico  .. is 
» United Kingdom 
,, Other countries 


Total 


3,760,000 2,253,000 
326,000 244,000 
, 300,000 
374,000 211,000 
358,000 191,000 
947,000 255,000 
483,000 ,000 
244,000 159,000 
516,000 623,000 
574,000 1,950,000 
2, ,000 1,660, 
,440,000 8,152,000 
144,000 83,000 
26,000 3,000 
13,000 21,000 
111,000 51,000 
89,000 . 262,000* 
383,000 490,000 
$197,000. 
461,000 992,000 
833,000 514,000 
221,000 40,000 
264,000 81,000 
131,000 136,000 
109,000 30,000 
179,000 55,000 
93,000 ^ 87,000 
99,000 83,000 
829,000 303,000 
268,000 634,000 
1,055,000 564,000 
4,549,000 2,819,000 
1,009,000 608,000 
200,000 19,000 
290,000 180,000 
34,000 18,000 
89,000 125,000 
709,000 250,000 
2,331,000 1,900,000 
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Steam engines, stationary.— 
To Canada 

‚‚ Cuba 

, Mexico M 

» Brazil үе ка 

„ Philippine Islands 

„ Other countries 


Total 


Electric locomolives.— 


To Canada 

,», Panama 

„ Mexico 

„ Bolivia 

„ Chile 

„ China - Es 
„ Other countries 


Total 


Dynamos and generators.— 


To Canada  ... 2» 
„ United Kingdom 
„ Panama .. же 
„ Mexico 

», Cuba 

, Brazil 

, Peru 

, Japan m s 
, Australia ae 
„ Spain ey: s 
,, Other countries 


Total 
Fans.— 


To Canada 

, Argentina 

„ Brazil 

,, China hs dx 
,, British India... 
, Japan bar es 
, Australia 

» Uruguay aes 
„ Other countries 


Total 


Arc lamps.— 
To Canada 


» Brazil NETS 
,, Other countries 


Total 


* United Kingdom, $10,000. 


Carbon filament lamps.— 
To Argentina 


„ Brazil .._ a 
„ Other countries 


Total 


* United Kingdom, $10,000. 


Metal filament lamps.— 


To Russia __... T 
„ United Kingdom 
, Canada fr Sag 
„ Mexico 

», Cuba . 

, Argentina 

, Brazil ae oT 
, Australia ^ ... 
,, Other countries 

Total 


* Italy, France, and Spain, $10,000 each. | 


Static transformers.— 
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| Dollars. Dollars. Dollars. 
Insulated wire and cables. — 1913-14. 1914-15. Ine. or dec. 
To United Kingdom 133,000 272,000 + 189,000 
, Spain ' .. eds 112,000 36,000 — 76,000 
„ Canada 267,000 187,000 — 180,000 
, Panama i 273,000 195,000 — 78,000 
„ Mexico 100,000 49,000 — 58,000 
, Cuba 215,000 166,000 — 49,000 
. Brazil 393,000 143,000 — 180,000 
Australia 121,000 64,000 — 57,000 
. Other countries 448,000 857,000 + 409,000 
Total . 1,992,000 1,919,000 — 80,000 

NEW ELECTRICAL DEVICES, FITTINGS, 


AND PLANT. 


v 


Substituting Paraffin for Petrol. 


A device has been recently invented by Mr. F. A. WILKINSON, of 
Hatfield, Herts, whereby motor-cars, and  internal-combustion 
engines used for driving electric lighting plants and other purposes 
designed for running on petrol, can be run entirely on paraffin 
without alteration to the engine or carburetter. At the existing 
prices of petrol and paraffin, a saving of about two-thirds the cost 
of running can be effected. 

The chief attractions of Mr. Wilkinson's invention, which is 
known as the " By-pass ` paraffin attachment, are that it is by no 
means expensive to purchase, and can be fitted up in a very short 
time, and that the engine can be instantly converted to run on 
paraffin or petrol by simply opening or closing a valve. In order 
to vaporise the paraffin to enable a start to be made from cold, an 
electrical heater is provided which is wound for a suitable voltage, 
the power consumption being 196 watts for 2) minutes. After the 
engine has started, the paraffin and air passing from the carburetter 
are heated by the somewhat revolutionary method of introducing 
a small percentage of the exhaust gases direct into the inlet pipe, 
which, mingling with the paraffin and air, enters the cylinders for 
a second time. 

The attachment has been fitted to stationary engines and to 
many motor-cars, including Mr. Wilkinson's own саг, a four- 
cylinder Overland, which has now been running entirely on 
paraffin for the last seven months and continues to give him 
great satisfaction. 

Fig. 1 shows the attachment, in which the electrical heater A is 
mounted alongside of the carburetter, being held in position by 
means of a pipe connecting the float chamber with the bottom 


Fie. 1.—'' By-PA8S " PARAFFIN ATTACHMENT. 


outlet of the heater ; this connection ensures that the level of the 
paraffin in the heating receptacle is always kept the same as that 
in the float chamber of the carburetter. Above the heater A is a 
valve С, connected by means of a small copper pipe to the T-piece в, 
which is connected to the induction pipe of the engine. The two 
openings of the valve D are connected respectively to the T-piece 
and the exhaust pipe; the function of this valve is to by-pass a 
‘mall portion of the exhaust gases direct into the inlet pipe of the 
engine in order to heat the incoming charge of paraffin and air 
from the carburetter. When the attachment is fitted to a motor- 
car, these two valves are controlled from the dashboard by means 
of steel wires run in brass tubes. but in the case of a stationary 
engine the dashboard controls can be dispensed with. For con- 
trolling the electrical heater a switch and pilot lamp are provided, 
the second terminal being- usually earthed when applied to a 
motor-car. 

A great advantage of the “ By-pass" paraffin attachment is that 
no petrol whatever is required for its operation, as the electric 
heater, which is only used for starting purposes, enables the engine 
to start from cold on paraffin. 


Klaxon Factory Signals. 


The displacement of steam power in so many of our factories by - 
electricity has led to a demand for a powerful electric alarm 
operated from the existing supply, and the KLAxown Co.. LTD., of 
1, King Street. St. James's, S.W., has introduced a high-voltage 
type of the Klaxon horn, which can be employed on either D.C. or 
А.С. circuits at usual voltages. The sound can be heard at a 
distance of two' to four miles, and overpowers the noise made by 
machinery, while it is so distinctive that it cannot be confused 
with any other sound. For factory signals, fire alarms, time and 
danger signals, engine-room signals. burglar alarms, and code 
signals for calling particular employés to the telephone. &c.. the 
Klaxon is said to be particularly useful. 


Reyrolle Combined Switch and Wall-Plug. 


Figs. 2 and 3 show the combination of a watertight-pattern 
awitch with a corresponding wall-plug. The switch is of box form. 
and is made to operate by a rotary action of the lid : it is of a 
design due to Messrs. FooTE & MILNE. The wall-pluy is of a 


Fic. 2. Fic. 3. 
COMBINED WATERTIGHT SWITCH AND WALL-PLva. 


metal-clad type as made by MEssRs. A. REYROLLE & Co., LTD., of 
Hebburn-on-Tyne, and an interlock between the two is provided so 
thatthe plug cannot be withdrawn when the switch is "on." 

Fig. 2 shows the switch in the "on" position, and fig. 3{in the 
"^ off" position. 


THE RONTGEN SOCIETY. 


THE presidential address from the chair of the Réntgen 
Society was delivered on November 7th by the new President, 
Captain THURSTAN HoLLAND, M.R.C.S., of Liverpool. Не 
devoted himself to discussing the status of the radiologist 
and the need for organised teaching of X-ray work and electro- 
therapeutics in the universities and medical schools. As 
showing the progress which had been made in apparatus, he 
mentioned that his first radiograph of the hand, taken nearly 
20 years ago, required an exposure of 13 hours, and now 
he was able to obtain pictures of the internal structure even 
of the deeper parts of the human body in a single flash. In 
the early days the chief desideratum was to obtain a good 
X-ray negative, but to-day a good negative could be obtained 
by anybody with modern apparatus, and it was not the photo- 
graphic technique which was so important now, as the 
interpretation based on the photographic result. This inter- 
pretation could only be carried out by a medical man of 
exceptional professional attainments, and here Captain Hol- 
land made a protest against the placing of lay persons in 
control of X-ray departments, and against the practice, which 
he said was а growing one, of surgeons and physicians sending 
their X-ray work to unqualified people. To his certain know- 
ledge this was done by eminent and even titled members of 
the medical profession. He claimed for the X-ray depart- 
ment that it was the most important single department in a 
hospital, and that the cessation of its work would paralyse the 
hospital's activities. The man who had charge of 1t must have 
a thorough knowledge of physics, chemistry, and electricity ; 
he must be to a certain extent an electrica] engineer, and 
he must be well up in medical and surgical diseases, and 
have more than a little knowledge of certain special diseases 
as well. While there could be no objection to lay assistants 
helping in the work of the department, he insisted that no 
opinion on matters of diagnosis or interpretation should be 
given by such assistants, no treatment carried out by them 
on their own initiative, and that the medical head of the 
department should hold the strings very firmly. He was of 
opinion that many of the smaller hospital X-ray installations 
up. and down the country, in the hands of untrained medical 
men or equally untrained non-medical persons, were а con- 
stant source of danger to the community, and that the good 
they did in some cases was far more than counterbalanced 
by the mistakes they made in others. The time had come to 
enter a strong protest against the continuance of methods 
which allowed such anomalies to cxist. As to electro- 
therapeutics, he said that this was becoming more and more 
important in evéry direction, and he urged the proper recog- 
nition of radiology and electrotherapeutics and the teaching 


- 
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of these subjects at the hospitals and universities. In many 
countries this teaching had been organised already, and was 
being carried on along proper lines. We must not lag behind. 
America in particular was moving strongly from the X-ray 
point of view. Here we ought to have a regular system of 
instruction in X-rays and electricity, both for medical 
students and post-graduates. He hoped to live to see the 
time when these subjects would be taught at all the univer- 
sities and medical schools, their teachers having a recognised 
status. 


FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


MEXICO. —The translation, recently published by the Board 
f Trade, of the revised Customs Tariff of Mexico—noted in 
the Euecrrican Review of October 29th—gives the following 
as the rates of import duty now payable on the under- 


mentioned goods :— Rate of 
import duty. 
Bronze, brass, and white metal, in ingots Pesos. Cts. 
or granulated еи zt .. kilog. gross 0 06 
Copper in ingots or granulated eT T |^ Free. 
Wire of common metal, insulated, of any 
diameter  ... " 0 15 
Wire of copper or copper - alloys, not 
covered, up to 2 min. in diameter ... 5 0 15 


Wire of copper or copper alloys, of more 


than 2 and up to 10 mm. in diameter " 0 12 
Articles of copper or its alloys, not 
specially mentioned— 
Weighing more than 10 kilogs. per : 
article . kilog. legal 0 30 
Weighing not more than 10 ) kilogs. 
per article... T 0 60 
Bars of copper or its alloys i . kilog. gross 0 15 
Armoured and insulated cables and wire e 0 05 
Cables of insulated common metal, not 
armoured, and uncovered cable of 
copper or its alloys... - T 0 10 
Pipes and tubes, sheets and plates, of ` 
copper, bronze, brass or white metal к 0 20 
Lead in bars, pigs, or ingots  ... bus 0 05 
Zinc in ingots, filings, or grains, and wire Free. 
Lead in sheets, in tubes, or piping, and 
glaziers’ lead - М 0 (28 
Zinc in sheets, not specially ‘mentioned . » 0 10 
Zinc in perforated sheets, for treating 
ores Free. 
Iron or steel wire covered with cotton. 
linen, wool, silk, or paper ... . kilog. legal 0 30 
Tron or steel wire more than 1 and up to 
^ 10 mm. in diameter  ... .. kilog. gross 0 09 
Iron or steel wire 1 mm. in diameter or 
less m T Pe T 0 12 
Iron or steel wire cables... n e н 0 02 
Talc and mica Е 0 05 
Insulators of glass, china, and porcelain. 
not specially mentioned | T n 02 
Bulbs for the manufacture of incandes- ` 
cent electric lamps, commutators, 
switches, contacts and their keys, 
fusibles, circuit closers, rings, and 
detents as - 0 15 
Automatic toys operated by spring, steam 
or electricity ee . kilog, legal 1 50 
Electric arc lamps and separate parts . 
thereof Е TR .. kilog. gross 0 10 
Incandescent electric lamps B 0 95 
Machinery of all kinds for industrial pur- 
poses, and parts thereof ; " 0 02 
Belts for machinery, of rubber, and of 
tarred cotton or hemp .. aie T 0 20 
Rubber footwear . ed oe . kilog. legal 1 00 
Rubber in sheets of all kinds _... icu X 0 12 


Gross weight is the weight of the goods with all receptacles 
and wrappings, both interior and exterior. Legal weight is 
the weight of the goods, together with the receptacles, wrap- 
pings, bottles, and boxes of cardboard, wood, or tin in which 
they are packed inside the exterior cover containing them all. 
100 centavos = 1 peso = Qs. (par value). 


PHILIPPINE ISLANDS.—Regulations in regard to the. 


administrative procedure to be followed in dealing with 
articles imported into the Philippine Islands through the 
mails, are contained in a recent Customs Administrative Circu- 
lar (No. 131). the text of which can be seen at the Department 
of Commercial Intelligence, 73, Basinghall Street, E.C. 


ARGENTINE REPUBLIC.—By a recent decision of the 
Customs Authorities, cardboard tubes for posting catalogues, 
&c., are dutiable on importation at the rate of 27 per cent. 
of the declared value. 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 


Compiled expressly for this journaleby Messrs. W. P. Тномрзон & Co, 
Electrical Patent. Agents, 285, High Holborn, London, W.C., 


Liverpool and Bradford. and at 


ee “ Telegraph, &c., poles." Е. Downes & W. G. Younc. October 
th. 


15,443. '' Battery coils." W. L. Wacker. October 30th. (U.S.A, March 
l7th, 1915.) 

15,448. “ Improvements in electrically-propelled rail and road vehicles, 
applicable also to stationary driving purposcs." J. S. Witson & J. M. 
WirsoN, October 30th. 

15,461. “ Separator for magnetic ores." W. FRECHEVILLE. October Sth. 

15,464. ** Iyniters for jaternal-combustdon engines." J. Е. ALvoRD & W 
B. Thompson, October 30th. (U.S.A., October 28th, 1915.) 

15,468. '' Wireless telephone systems.” Tie British Titousos-Housros 
Co, (General Electric Co., U.S.A.). October 30th. 

15,500. '' Dynamo-clectric machines." R. L. Creaver & Н. E. Ports, ако 
SANDYCROFT, Lib. October 3lst. 

15,516. “ Portable telephones." Н. W. Scott. October 3lsr. 

15,517. “ Electric heat radiators.’ A. F. Berry. October 315. 

15,541. “ Electrographic methods and devices." J. Sug(RER. October 314. 

15,543. “ Electric circuit controlling devices." Soc. Francaise Raph 
ELECTRIQUE. October 31st. (France, November 11%, 1915.) 

15,546. ''Dry batteries." — British Ever-Reapy Со. & A. H. Ѕнерравр. 
October 31st. 

15.547. “ Radiotelegraphy and  radiotelephony." Soc. Francaise Ranc- 
ELECTRIQUE. October 31st. (France, December 8th, 1915.) 

15,555. ** Morse signalling apparafus." Н. S. Dickson. November Ist. 
oe * Electric arc lamps." A. E. Ancoto & A. Н. Rat.inc. Novem. 
т Ast. " 

Р 15,596. *'' Fuses for electric circuits.” F. В, Нот & H. Situ. November 
st. 

15,597. ''Commutators for d¥namo-electric | machines." V. М, Anus. 
November Ist. 


15,598. “ Processes of making laminated articles.” British WzsrINGHOUS. 
Evectric & Manuraciurinc Co. (W шын Electric & Manufacturing Co., 
U.S.A.). November Ist. 


15,623. “ Terminal attachment to counterbalance sparking plug electrod: 
against centrifugal force’ on rotary aeroplane engines." Humeunsys. 
November 2nd. ; 


15,624. '' Electrolytic manufacture of metals and/or alloys." Е, A. Asu 
cROFT. November 2nd. 

15,643. '' Magnetic separators.” О, C. Jones. November 2nd. 

15,661. “ Electrolysis of fused electrolytes.” E. Аѕнскоғт. November 2nd. 

15,675. '' Wireless telephone systems.’ British THomson-Houstow Co. 
(General Electric Co., U.S.A.). November 2nd. 

15,680. “ Locking device for magneto-clectric machines." С. W. Barnes, 
H. Knox & G. Weston. November 2nd. 

15,713. “ Sparking plugs." С. WiLcox. November 3rd. 

15,723. ‘ Production of electric light." J. Е. SsPULCHRE. November 3rd. 

15,730. '' Electrostatic induction machine." №. S. Frost. November 3m. 

15,733. “ Electric heating and tempering.” Swnrap & Co. TRonworks. 
November 3rd. (U.S.A., June 14th.) 

15,738. '* Electric welding. "- S, Z. DE FERRANTI. November 3rd. 

15,742. *' Dynamo-electric machines." А. Н. Mipcrey & C. А. Vaxbir 
укы. & Co. November 3rd. , 

15,773. “ Electrical device for giving wafning when gas pressure 15 re 
duced.” T. G. Moore. November 4th. 

15,780. ''Switchboards, and manufacture thereof." W. N. Rincrost 
November 4th. . 

15,781. “ Protective devices for electric circuits." BRITISH THOMSON: 
Houston Co. (General Electric Co., U.S.A.). November Ath. 

15,802. “ Telegraph key." C. N. pg Horor. November 4th. 

15,803. ''Magnetos." Soc. ANON. APPAREILLAGR ELECTRIQUE Суол» 
November 4th. (France, December 27th, 1915.) | 

15,805. ''Unspillable electric batteries." P. D. Honumscs & ACCUMULATORS. 
Ето. November 4th, 

15,807. “ Insulators for sparking plugs." J. Е. Воттоміжу © L. Sauer. 
November 4th. 


eae ez) 


PUBLISHED SPECIFICATIONS. 


1924. 
13,961. SIGNALLING ON Ratways By Detonators. Compagnie de Sigesut 
Electriques Pour Chemins de Fer. June 9th. (France, June 27th, 1913. 
16,340. System ОЕ CONNECTIONS FOR TELEPHONE INSTALLATIONS TX WHicu 
THE ‘Work OF THE OPERATORS IS SUPERVISED FROM SPECIAL OBSERVATION Piscas. 
E. C. R. Marks (Sicmens & Halske). July 8th. 


12915. 

103. DYNAMO-ELECTRIC MACHINES FOR TRANSFORMING AL CugüD^ 
INTO CONTINUOUS CURRENT OR VICK VERSA, AND APPLICABLE ALSO Ti 
Current Generators, J. la Cour. January 4th. (January "dnd, 19 
Sweden.) 

14.482. Prorecrive Devices ror Exectric Distrmurion Systems. British 
Thomson-Houston Co. (General Electric Co., U.S.A.). October 13th. 

14,490. Process ror tHE МАМОРАСТОКЕ OP HoLLow SHAPES FROM риш 
лхо FORMALDEHYDE. Е. Pollak. October 13th. (Convention date 7 
granted.) А 

14,498. Тімв-ілміт Exvectric Circuit Breakers. Akt. Ges. Brown, Bover: 
et Cie. October 13th. (November 30th, 1914, Germany.) 

14,503. INTERRUPTERS FOR INDUCTIVE Exectric Crirccits. Harry w. Cox 
and Co. & J. P. T. Bruggenkate. October 13th. 

14,553. GaLvawoMwrETERS. Н. W. Sullivan. October 14th. 

14.633. DwNaMO-ELECTRIC МАСНІМЕЅ. Е. A. Heys (Neuland Patents, Ltd. 
U.S.A.) October 16th. , 

14,643. DwwAMO-ELECTRIC Macnines. Е. A. Heys (Neuland Patents, LU. 
U.S.A.)) October 16th. 

14.799. ARRANGEMENT OF CIRCUITS FOR THE TAMEN or AETHER Wavs> 
e.g.. THOSE USED IN WIRELESS ТЕ ЕСВАРНҮ. А. W. Long. October 19th. " 
14,851. MacNtrro-ELECIKIC Machines. British Thomson-Houston Co. & 
J. Ralph. October 20th. | , 
14,885. Dyxamometers. Heenan & Froude, Ltd.. Н. Heenan & G. R 

Walker. October 2ist. 

15,142. Press ror Mourninc EARTHENWARE TELEGRAPH INSULATORS ү 
SIMILAR OBJECTS. Р. Simonsen. October 26th. (November 13th, 1914. Dev- 
mark.) 


- . a n- 
15,633. Protective Devices For ELectric Circuits. British Thoms 


Houston Co. (General Electric Co., U.S.A.). November 5th. 
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ELECTRICITY SUPPLY. 


THE inaugural address of Mr. A. E. McKenzie, 
Chairman of the Manchester Local Section of 
the Institution of Electrical Engineers, deals with 
a number of the topics with which the electrical 
industry is at present preoccupied, and contains 
some information of exceptional interest. The 
rapid development of the Manchester , electrical 
undertaking, which is unable under present condi- 
tions to keep pace with the demand, presents a re- 
markable record, and it is interesting to observe 
thatthe 3,750-kw. generating sets—the finest in the 


. country when they were installed—are giving place 


to 15,000-KW. turbo-alternators. Such is the march 
of progress. Mr. McKenzie recalls the opinion of 
a well-known central-station engineer at that time, 
that the 3,750-Kw. sets were more than twice too 
big; we did not think so, however, and in describ- 
ing the great extensions which were then taking 
place at Manchester (July, 1903), we expressed our 
confident belief that, although the huge scheme of 
public lighting by electricity had fallen through, and 
the new plant was therefore for the moment super- 
fluous, the industrial area served presented such 
magnificent possibilities that the output would 
“© very soon increase to an enormous amount, suffi- 
cient to tax the resources of the whole of the plant ”’ 
—a prediction which has been abundantly justified 
by the event. Since then the capacity of the plant 
has been further increased, from 30,000 Kw. to 
73,500 Kw. now, shortly to be raised to 93,000 KW., 
and while the output during the past twelve months 
was 196 million units, an output of no less than 300 
million units is expected within the next five years. 
The results already attained are excellent, and Mr. 
Pearce and his staff are entitled to our congratula- 
ticns. "m 

The proposal to install electrochemical works in 
conjunction with public supply systems is so. 
obviously a desirable polícy that it has often been 
advocated, but, unfortunately, rarely carried out. 
There are some instances where it has been adopted, 
as on the Tyne, for example. The first requisite is 
a cheap supply of electrical energy; the second, 
enterprise and the will to collaborate on both sides; 
and the third, the necessary capital. While the last 
two items are not restricted as to locality, the first 


can be realised only where electricity is generated 


on a vast scale, and thus progress in this direction 
has taken place at few British centres up to the 
present. The fact that a consumer whose demand 
for electrochemical purposes will exceed that of any 
other consumer, not excluding the tramways, has 
just been connected to the Manchester Corpora- 
tion's mains is highly significant; it will require no 
extension of plant, the demand being kept off the 
peaks, and therefore the capital charges per unit 
will be „minimised, to the great advantage of the 
undertaking and its ordinary consumers. The ex- 
ample is one worthy of imitation wherever circum- 
stances render it possible, and in the increased atten- 
tion which is now, and still more in the future will 
be, devoted to the production at home of chemical 
compounds for which we have hitherto been depen- 
dent mainly upon Continental sources we see the 
opportunity to develop this type of load on a large 
scale. | 

We are glad to see that Mr. McKenzie recognises 
the great importance of economy in the boiler- 
house, which he rightly regards as the department 
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of a power station where, at present, there is the 
widest scope for improvement. The boiler-house is 
usually a dirty, gloomy place, from which the engi- 
neer is glad to escape to the palatial engine-room; 
out of sight, out of mind—it is the old story, with 
the inevitable consequences. We do not accuse 
station engineers of deliberately neglecting their 
duties with regard to the plant which constitutes 
the very fons et origo of the energy which they dis- 
tribute; but we do hold that as it is a more con- 
genial occupation to study every possibility of in- 
creasing the ећсіепсу of the handsome plant which 
adorns the engine-room, where an engineer feels 
that he is in his own element, rather than to potter 
about hot and dusty boilers seeking for air-leaks, 
criticising coal, examining ashes, and analysing 
smoke, the former has naturally had the preference. 
It is in the boiler-house that great changes may be 
looked for in the near future, and elsewhere in this 
issue we have endeavoured to focus attention upon 
certain features of design whicheappear to us to 
cry out for amendment. 
amongst the foremost requirements, but there are 
several other particulars in which the modern boiler- 
house is far from ideal. As in other walks of life, 
' fashion" here plays a great part in moulding 
design and hindering progress; nowadays, how- 
ever, new ideas are more readily taken up, as in 
the case of the rotary pump and the geared turbine, 
and we see in the Walsall power station the evidence, 
of enlightened ideas on coal storage and boiler- 
hcuse construction. Further comments on this sub- 
ject will be found in the article above-mentioned. 
which we commend to the notice of our readers; 
but, returning to Mr. McKenzie’s paper, we wel- 
сөте his reference to the future adoption of gas- 
‘firing for boilers and the installation of by-product 
recovery plant, which will not only reduce the waste 
of valuable materials, but will also go a long way 
‘towards the evolution of the bright, clean, and efh- 
cient boiler-house that we have in our mind’s eye. 
We have not forgotten that gas-firing implies pro- 
ducers, but the conditions under which the latter 
operate are so widely different from those of steam 
boilers that they stand upon another footing alto- 
«ether. | 


у 


< 
Іт is somewhat of a novelty at 


The Edinburgh the present day to find an important 


Tramway city in our midst discussing what 
Report. system of tramway traction it shall 
adopt, and under the circumstances 

considerable interest attaches to the up-to-date 


review of the situation contained in the expert re- 
port, prepared jointly by Messrs. Brodie, Hamilton, 
and Horsburgh-Campbell to the instructions of the 
Edinburgh Corporation, on the future of the tram- 
ways in that city. | | 
То be sure, Edinburgh has been wrestling, cir- 
cumspectly, in Scottish fashion, with this question 
for many years, so much so, in fact, that one has a 
feeling that Edinburgh without a tramway problem 
would be equivalent to Edinburgh without a Princes 
Street, which is probably an accurate statement of 
the case. For to the jealous eye of the City Father 
Princes Street is, to all intents and purposes, Edin- 
burgh, and to secure the amenities of this admittedly 
charming thoroughfare against the real or imagined 
depredations of those who had overlooked this fact, 
the city has been condemned to an obsolete tram- 
way system long after it had outgrown its possi- 
bilities for passenger transport. | 
It is, therefore, to be hoped that the latest report 
will assist the city authorities to a final decision; the 
expiration of the lease of the present cable system in 
June, 1919, barely leaves them time, judging by past 
experience. As might be expected, the report views 


Cleanliness and light are . 


unfavourably any system of street traction other 
than the overhead trolley; it even discusses the 
possibilities of the motor 'bus, although this was 
not specifically asked for by the Corporation and, 
in deference to the already mentioned sentimental 
prejudices of the latter, considerable pains are taken 
to explain that the overhead trolley system is in 
operation in, dare we say, equally charming locali- 
ties, without, so far as we know, suicidal results. 

It is unfortunate for Edinburgh that the Princes 
Street line forms a sort of wasp-waist for the whole 
tramway system; had there been alternative con- 
necting routes across the centre of the city, it is 
probable that the exaggerated views as to the im- 
portance of this one-sided shopping thoroughfare 
—from the utilitarian standpoint—would for econo- 
mic reasons have been dispelled. The idea that a 
motor 'bus service could be constituted to provide 
the whole of the public street transit requirements 
of a large city has not, we believe, found accept. 
ance in any responsble quarter as yet, though, 
dcubtless, irresponsible admirers of such a project 
exist, and it is therefore well that this hvpothetical 
alternative has been considered in the report. Ad. 
mirers of the motor 'bus appear to forget that its 
nimbleness is mainly due to its restricted carrying 
capacity, which latter is precisely the cause of its 
rejection for the situations where rush-hour traffic 
has to be dealt with. 

Of course, we do not know what the future may 
bring in the way of more efficient propelling machi- 
nerv, but it is at least certain that the bulk of the 
average passenger will remain fairly constant, and 
that, therefore, any attempt to increase the carry- 
ing capacity of an individual 'bus must result in a 
vehicle as unwieldy as the "bus enthusiast alleges 
the tramway car to be, and in the sacrifice, to a large 
extent, of the mobility and nimbleness which are 
claimed as its attractive features. Nevertheless, a 
self-contained vehicle, such as the 'bus, whether 
driven by petrol, steam, or electricity, can perform 
valuable functions as an auxiliary traffic carrier, and 
this is duly recognised in the report. 

Of course, it may be that the ‘‘ amenities "" of the 
citv—the name ''Auld Reekie" comes to mind 
though, no doubt, this was before the days of elec- 
tricity supply—coupled with recent developments in 
aviation, will be sufficient to influence a further post- 
ponement of the question, which during, say, the 
next 25 years, should offer endless possibilities 1п 


. the way of expert reports, discussions by City 


Fathers, and last, though probably by no means 
least, municipal bv-elections. 


THE report of Mr. T. H. U. 
Aldridge, engineer-in-chief tc 
the Shanghai Electricity Depart- 
. ment, on the breakdown -of а 
5.000-kW. A.E.G. turbo-alternator in the Riverside 
station, which we abstracted in our issue of July 


Trouble with 
A. E.G. Turbines. 


21st, has called forth a reply from the local agents 


of the makers, who advance various possible 
reasons for the disaster; all their excuses, however, 
are easily refuted by Mr. Aldridge. Referring to 
this and other A.E.G. turbines, he remarks that 
“ the turbine plant is most unsatisfactory,” whereas 
the six British machines, although from five to nine 
years in service, are in excellent condition. For 
want of space we must defer detailed reference to 
the subject to a later issue, but may add here that 
at Melbourne and Sydney also A.E.G. 5,000-KW. 
turbo-alternators have revealed similar defect: 
which have led to serious trouble. Numerous other 
cases of failure of German turbo-alternators, trans- 
formers, and switchgear were recently reported in 
the South African Mining Journal, and it would 
appear that German plant is rapidly earning a very 
evil reputation, not owing to the war, but to its 
own bad qualities. | 
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THE 


ON October 31st the new Birchills generating station 
of the Walsall Corporation was formally opened by Mr. D. 
Hayward, chairman of the Electricity Committee; the 
extension scheme as a whole, including the above plant, has 
cost some £75,000. 

The first public supply of electricity in Walsall was com- 
тепсей іп 1895, the “ Oxford ” system. being adopted, with 
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WALSALL EXTENSIONS. 


example of modern power-station design, incorporating 
certain novel features of great interest. The present 
buildings are intended to accommodate 12,000 Kw. of 
generating plant in three sets, and this is equivalent to 
10 Kw. per sq. yd. occupied, which, it is interesting to note, 
as indicating the progress being made, compares with 5 Kw. 
per sq. yd. in the case of the Radcliffe station of the Lanca- 
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Fig. 1.—VIEWS SHOWING ARRANGEMENT OF SELF-CONTAINED BOILER UNITS, 


H.T. direct-current generation at 2,000 volts and motor- 
generator sub-stations supplying a 105-volt, two-wire 
distribution. 

Five years later, a 210-volt distribution was commenced 
to outlying portions of the borough, and plant was installed 
for supplying the Corporation tramways. In 1910 and 1911, 
the first move in the direction of modern 
industrial supply was made, two 500-Kw. 
turbo-alternators being installed in the 
old Wolverhampton Street station, fcr 
the supply of three-phase energy at 3,300 
: volts, 50 cycles, in the Bloxwich district, 
a central rotary converter sub-station 
being also installed in Darwall Street. 


Apparently it was then appreciated 
that the old station and system of supply 
handicapped the progress of the under- 
taking, being quite unsuited for the pro- 
duction of cheap electric power, and, in 
view of the necessity of further exten- 
sions, expert advice was obtained, and 
the present scheme put in hand. 

The complete scheme, which includes 
the generating station; a three-phase 
transmission system at 6,600 volts to 
various sub-stations ; rotary transforming 
plant at the latter to supply the direct- 
current areas, and the changing-over of 
the latter from the original two-wire to 
a three-wire system, with double the pres- 
sure across the outer conductors ; also the 
laying of а н.т. network for the supply of 
large power users, was recommended to 
the Council in 1918 Љу Mr. E. M. Lacey, who had been 

in to investigate the situation, and that gentleman 
: E as consulting engineer in connection with the 

Ork.. 

The. Birchills station, comprising boiler and engine 
houses, with switch annexe, tank room, &c., is constructed 
їп steel and brickwork, and may be regarded ав a typical 
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shire Power Co, which was designed for 6,000 kw 
capacity, and, going further back still, only 1:6 Kw. per 
sq. yd. in the case of the original reciprocating engine and 
Lancashire boilered station of the Salford. Corporation, 
which was also designed for 6,000 Kw. plant capacity. 

The boiler house is designed to accommodate six boiler 
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Fig. 2.—INTERIOR OF BOILER HOUSE, SHOWING SMALL OVERHEAD BUNKERS. 


units, three on either side of the central aisle ; four boiler 
units have been installed, each comprising a marine type 
Babcock boiler with integral superheater, a superimposed 
economiser, induced-draught plant driven by a 30-H.P. 
motor, and steel chimney of the Venturi type, also a chain- 
grate stoker. Each of these steam units is designed for a 
normal evaporation of 26,000 lb. of water per hour from a 
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feed temperature of 100° F. entering the economiser, to hopper and measuring apparatus in the chutes leading from 
steam at 185 lb. pressure, with a total temperature of  . the bunkers to the stoker hoppers. 

636° F. ; on high duty 30,000 lb. of steam per hour can | 

be raised. 


The arrangements for coal handling are also somewhat 
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Ба. 3.—ARRANGEMENT OF COAL-HANDLING PLANT. 


The coal is South Staffordshire unwashed slack, of 11,000 
B.TH.U. cal. value. 

Two Weir 8,000 gallons- per hour, steam turbine-driven 
centrifugal boiler feed pumps are installed, these exhausting 
into a boiler feed heater. : 

_ The engine house is designed to accommodate three 
4,000-kw. Belliss-Siemens turbo-alternators ; two such seta 
have been ordered, but only one has been erected. The 
turbines are of the compound horizontal impulse type, ex- 


Еб. 3A.—GRAB CRANE AND CONVEYOR HOPPER. 


hausting direct into the contraflow surface condensers in the 
basement ; a rotary air pump, ejector and centrifugal circu- 
lating pump set driven by a 95-в.н.р. three-phase motor is 
provided to each condenser. . It may be added that the 
canal will supply the necessary circulating water for up to 
8,000 KW. maximum demand. The turbines, which operate 


Ета. 4.—E.H.T. Switch CONTROL PANELS. 


novel, and, in addition to being much less costly than the 
usual larger capacity overhead bunker construction, they 
enable plenty of daylight to penetrate into the boiler house, 
а feature which, in the past, has not 

al ways received the attention it deserved ; FT 

it may also be here mentioned that at 
the Birchills station the whole of the 
boiler house. is glazed with wired glass. 
Coal is delivered in barges on the neigh- 
bouring canal, being transferred by an 
electric jib crane having a 40 cb. ft. 
capacity grab, to the hopper of a bucket 
conveyor, which runs for a considerable 
distance on an elevated structure over a 
coal-storage yard, then passes along the 
roof of the boiler house, and returns over ; Ti 
miniature steel bunkers holding some dee 
10 hours' supply, finally being led down i . 
the end wall of the boiler house and under 
the storage yard. 

The yard, which will accommodate 
some 3,000 tons of coal, is suitably 
formed with concrete flooring sloping to 
chutes, under which a travelling filler 
can be placed to feed the conveyor, thus 
providing for the alternative handling of 
the coal either direct or from storage to 
the boiler house. The capacity of the 
conveyor is 30 tons per hour, and it is 
driven by a 10-H.P. motor. An Avery 
weigher is provided at the receiving 
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at 3,000 R.P.M., are coupled to three-phase 6,600-volt, 
50-cycle alternators, the rotor fans of which draw cooling 
air from outside through a dry filter and connecting ducts, 
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and discharge it into the engine room. The alternators 
have a normal full-load rating of 5,000 K.v.A. and an 
overload rating of 6,250 K.v.A. for two hours, and are direct 
coupled to their exciters. | | 

The E.H.T. switchgear, of the Reyrolle ironclad type, 
situated on a gallery, consists of three generators and seven 
1,500-Kw. feeder panels ; duplicate bus-bars are provided 
with a non-automatic interconnecting switch for coupling 
them. The Merz-Price system is employed for generator 
The system is earthed through an earthing 
transformer direct connected to the bus-bars, and duplicate 
batteries are available for operating the E.H.T. trip gear. 
A new system of E.H.T. cables, designed for Callender. 
Waters earth leakage protection, has been laid down by 
Messrs. Callender, linking up several sub-stations in various 
parts of Walsall. 

The rotary-converter plant, consisting of two 500-Kw. and 
three 250-KW. machines, was supplied by Messrs. Siemens 
Dynamo Works. ; 

Five 500-кү. static transformers, and the whole of the 


B.H.T. and L.T. 
switchgear for nine 
sub-stations, have 
been supplied by the 
British Westing- 
house Co. 

Two transformers 
installed in the 
Birchills power sta- 
tion convert three- 
phase current from 
6,600 to 375 volts 
for use in motors 
driving the station 
auxiliaries; two 
others are used to | 
step up а 3,300-volt 
supply from the 500- 
KW. turbo-alternator 
sets in the old power 
station to 6,600-volt 
supply for use on 
the new extra-high- 
tension distribution 
system, while a fifth 
similar transformer 
1s installed to convert from 6,600 to 3,300 volts to feed an 
existing switchboard and distribution network. All the 
transformers are of the; oil-insulated type, designed with 
ample overload capacity. ; 

„The E.H.T. sub-station switchgear is of the sheet-iro 
cubicle type ; the panels are fitted with red and green 
indicating lamps, amperemeters, contacts for voltmeter and 
synchronising plugs, and suitable relays affording automatic 
protection to rotaries and feeders, and in the event of a 
feeder being cut out through excessive overload, preventing 
interruption of supply to other feeders; the oil-break 
switches are of large breaking capacity. 
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Not only has considerable space economy been effected in 
the new station, but its initial cost (£7 12s. per KW., which 
will fall to under £7 when 12,000 Kw. are installed) is 
low—a feature of particular importance in an industrial 
area, where cheap electricity is essential to prosperity. 

In conclusion, we are indebted to Mr. H. A. Howie, the 
borough electrical engineer and manager, and to Mr. E. M. 
Lacey, in accordance with whose designs and specifications 
the scheme has been carried out, for the particulars here 
given; also to Messrs. Babcock & Wilcox for drawings 
of the boiler and conveyor arrangements. 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


On Tuesday last week, Mr. А. E. McKenzir, Chairman of 
the MANCHESTER LocaL SECTION, read his inaugural address, 
dealing with several 
general topics, the 
more or less direct out- 
come of the. present 
war. His remarks are 
abstracted below :— 
Organisation of Engi- 
neering Industries.— 
Much has been written 
in the daily Press, and 
in every technical jour- 
nal, regarding the re- 
organisation of British 
industries. Опе asso- 
ciation alone which 
has been recently 
formed represents firms 
having an aggregate 
capital of over 150 
millions sterling. Such 
a powerful association 
cannot fail to bring 
considerable influence 
to bear in many direc- 
tions upon the trading 
conditions of the Em- 
pire. We know that 
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Ета. 7.—4,0C0-kw. BELLISS-SIEMENS TURBO-ALTERNATOR SET. 


the six leading Engineering Societies of the German Empire 
have amalgamated expressly for the purpose of recapturing 
their foreign trade which, through the invincible British Navy, 
has been cut off from them as it were by the stroke of a knife. 
It is the duty of each and every one of ua to see to it that no 
effort is spared to prevent them recapturing this trade. It has 
been abundantly proved that the engineering firms of this 
country can supply all our requirements of equal, if not better, 
quality than our Continental neighbours could supply, from 
a turbo-alternator to a lamp. If the purchasing engineers of 
this Empire, as distinct from those engaged in manufacturing, 
remember after the war the sentiments that most of us now 
feel, there is no doubt that the British engineering industry 
will soon attain that position to which it is justly entitled. 
This is not said to imply that British manufacturers have 
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in the past done all that they should to cater for the require- 
ments of, say, the electrical engineering industry. To cite 
one case only, that of turbine rotor disks. Practically all 
these came from abroad before the war, mainly because the 
steel makers of this country would not adapt themselves, or 
lay their works out, for this class of business. The particular 
case cited is an important one, for if the British steel makers 
after the war will not take up this line it is bound to have 
a marked effect in determining the type of turbine to be em- 
ployed in the future, especially for large units. 

The Linking-up of Power Stations.—It seems to be the 
general opinion of the members of this Section that the inter- 
connecting of most of the existing stations should precede 
the' building of & few large super-stations, from which bulk 
supplies would be furnished. . 

The personal factor is very important in cases of this kind, 
where negotiations have to be carried out. Some engineers 
are more easily converted than others, who may be afraid 
of loss of prestige, and even of position, through the associa- 
tion of their undertakings with larger ones. The latter view 
is not really a sound one. Whilst the distribution of elec- 
tricity remains in the hands of each existing undertaking, 
there will still remain scope for the services of an engineer- 
manager. The advantages of any linking-up scheme are by 
no means confined to the larger undertakings. 

It is to be hoped that the Government will assist to some 
extent in the raising of the capital necessary for the carrying 
out of the work, seeing that the estimated annual saving 
therefrom is approximately 30 per cent. 

The Summer-Time Act.—Although as a result of the opera- 
tion of the Summer-Time Act the output from many supply 
stations has been considerably reduced, there can be no doubt 
whatever that, from the national financial standpoint, it has 
been an unqualified success. In Manchester the Act has led 
to marked benefits to domestic users. An examination of four 
residential districts reveals a saving of some 15 per cent. On 
the other hand, in certain industrial and shopping districts 
a similar examination reveals an increase of some 8 per cent. 
In the latter case the increases are due to war-work and 
revival of retail trading. 

It is estimated that the reduction in lighting output from 
the Stuart Street station for the period covered by the Act 
was equivalent to 1 per cent. of the total output, while the 
consequent saving in coal was about 600 tons. At the other 
Manchester Corporation stations the reduction was approxi- 
mately 14 per cent. of the output, with a saving in coal of 
about 400 tons. | 

Supplies of Electricity for War Purposes.—The past year 
has been a strenuous period with all supply undertakings. 
The output from the various stations situated in all the large 
manufacturing centres of the country has gone up by leaps 
and bounds. ° 

The following figures relating to the Manchester electrical 
undertaking are doubtless typical of what other large under- 
takings are experiencing. The total plant capacity installed 
at the three stations to date ів 73,500 Kw., and when the 
plant now under construction is completed will be 93,000 Kw. 
Included in the latter is another 15,000-kw. turbo-alternator 
for Stuart Street station, and a 10,000-kw. ditto for Bloom 
Street station. These seta will displace reciprocating units of 
3,700 KW. and 1,800 Kw. respectively. | 

I remember & well-known central station engineer remark- 
ing to me about 12 years ago, when the 3,750-kw. sets were 
being installed, that it was a mistake to put down such large 
Dni and that additional 1,500-Kw. sets would have been far 

etter. Р | 1 
' During the year ending March last the present 15,000-kw. 
-Set at Stuart Street station generated some 90 million Kelvins. 
The total number of Kelvins generated during the year end- 
ing September Jast was 196 millions: This was an increase 
of 27 millions, or 16 per cent., over the quantity generated 
during the previous year. This increase, however, will be 
greatly exceeded during the current year, as the increase of 
power demands has already exceeded all previous records. 

It can safely be predicted that the annual output from the 
Manchester stations will within the next five years reach 300 
million Kelvins. 

Electrochemical Demands.—The establishment of electro- 
chemical plants in this country is essential, and steps are 
already being taken to secure the independence of the country 
in these essentials. Many of these plants can be adapted to 
take a restricted-hour supply during the winter months of the 
year, thus furnishing an ideal load for central stations. One 
such consumer has just been connected to the Manchester 
undertaking whose demand will far exceed that of any other 
on the system, not excluding the entire tramway demand. 
This supply will be given by the Corporation without the 
latter having incurred any capital outlay on plant to supply 
it, because over the peak of the winter load, viz., from 3.30 
p.m. to 5.30 p.m., and at any other times of severe atmos- 
pheric conditions, the consumer has arranged to reduce his 
load to zero if required. Otherwise the demand will be con- 
tinuous night and day. There are several other large con- 
sumers on the system taking a restricted-hour supply. Such 
desirable consumers are, of course, rightly entitled to the 
lowest possible rate per Kelvin. 

Fuel.—Great difficulty has been experienced by both gas 
and electricity supply undertakings during the past year in 
obtaining their necessary supplies of fuel, even where it could 
be proved that practically the whole output was for war work. 


There is no doubt that additional legislation is required to 
enable our electricity stations to obtain coal in sufficient quan- 
tities for their needs and at reasonable prices. : 

The fuel that is procurable to-day is inferior to that obtained 
before the war from the same pits, because of the greater 
percentage of the dirt content. A large proportion of the total 
fuel now offered was until recent years unsaleable. During 
the late coal strike more than one large electricity undertakin 
was only enabled to keep running by burning fuel which had 
been thrown on the rubbish tip in preceding years. To burn 
such inferior fuel called for conditions different from those 
previously obtaining in most stations, but higher draught and 
modern grates suggest that frequently the lower grades of 
fuel can be used economically. 

‘The high prices now obtaining for all classes of fuel un. 
doubtedly call for the more efficient management of our 
boiler houses, where more can be done to improve the econo- 
mical working of a supply undertaking than in any other 
department. 'The man in charge of the working of a large 
boiler-house should be an engineer of exceptional ability and 
should be well paid. The salary of such a man is a very small 
fraction of the saving he will effect. To him should fall the 
duties of seeing that combustion is obtained as perfectly as 
circumstances will allow; also that correct gas, water, and 
steam temperature are maintained. P 

The indispensability of the analytical chemist in electricity 
undertakings of any magnitude is not yet sufficiently recog- 
nised. Only by regular testing can one ensure getting fuel 
of anything approaching constant quality from most collieries, 
and the knowledge that such tests are made is usually suf- 
cient to make contractors careful in sending supplies to works 
where this practice is followed. Nor should the chemist's 
efforts be confined to raw fuel tests. He should be respon- 
sible for the correct treatment of the feed water, and for 
seeing that scale and corrosion in the boilers are prevented, 
and the like. 

Power Stations of the Future.—The large station of the 
future will, I believe, have a proportion of boilers gas-fired, 
the proportion being based upon the load factor in such 
manner that the extra capital incurred by the installation of 
by-product recovery plants will be remunerative, and the by- 


" products of the bulk of the fuel used recovered. 


Skilled analysis and extensive experience tend to show that 
with improved forms of producers the aggregate value of by- 
products recoverable from coal by conversion to gas equals 
or exceeds the original coal value, and when extra capital 
and labour charges are taken into account, the procedure 
leads to a substantial rebate on fuel costs. 

There were isolated cases on record, in the days when 
slack could be bought at 6s. or 7s. per ton, where large boiler 
installations were fired throughout the year substantially for 
nothing, and as the value of the various by-products fluctuates 
largely in sympathy with coal values, one might expect з 
net saving by the system of between 4s. and 7s. per ton of 
coal consumed. | 

Gas firing has not yet had its fair chance, in that practically 
every trial has been conducted with Lancashire or water-tube 
boilers converted. There is a fine field open for the invention 
of the large and highly efficient gas-fired unit. The researches 
of the late Prof. Nicholson might be pursued in this connec- 
tion. 

Obvious advantages incidental to gas firing will be the 
utilisation of poorer grades of coal, and clean, comfortably 
controlled, smokeless boiler-houses, involving low maintenance 
charges. 

It seems not improbable that British engineers will aim 
at increasing the size of individual boiler units in the future, 
whilst decreasing the number to be installed. It is, however, 
а moot point whether American engineers have not gone too 
far in the direction of the size of unit employed, and the 
duty expected from it. The higher efficiency of American 
boiler plant is by no means established. A compromise be- 
tween the two somewhat conflicting views would appear to be 
the eorrect line on which to develop the new stations that 
are planned in this country. The proposed use of large gas- 
engine-driven generators is now clearly a thing of the past. 
Their manufacture was never taken up very seriously in this 
country. Turbine plants undoubtedly hold the field, and in 
the near future one may confidently anticipate seeing units 
of 20,000— 25,000 Kw. installed in some of our large British 
stations. 

Electrification of Ratlways—During the last year or two 
most of the large railways have converted portions of their 
suburban traffic from steam to electric operation, and there is 
no doubt that many similar conversions will be tried before 
electric traction 18 generally adopted for the main-line traffic. 

I believe that no two of the recent schemes are identical, 
and. І cannot help feeling that in the light of our present 
knowledge it is perhaps just as well that it is so. 

Without doubt standardisation is desirable, but to stan- 
dardise an article or system whilst almost daily radical im- 
provements are being made would seem to be a great mistake. 
If each system is developed and given a fair trial, the best 
will soon demonstrate its superiority over the others; then 


‘let the Government legislate to enforce the adoption of this 


particular system in the future, to ensure through running on 
all railways. 

Rate Relief —The war has served to bring into prominence 
again the vexed question of rate relief from the trading 
departments of municipalities. In these days of a 58. income- 
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tax, and with the possibility of an increase even on this 
figure, surely the time has come for a drastic revision of the 
methods followed by many municipalities of exacting large 
sums of money by way of rate relief from the trading depart- 
ments. So staunch a supporter in the past of the principle 
of rateaid as the Accountant, m a recent issue Wrote as fol 
lows8:-— 

“Our own view is that ratepayers are entitled to Бе re- 
munerated for their financial guarantee; but we would put 
such remuneration on a basis of a sum not exceeding j per 
"cent. upon the outstanding loans for the time being. We 
think that any municipality applying profits in excess of that 
amount towards the relief of rates is abusing its position.” 

This extract is, I submit, significant of the change in public 
opinion. Most engineers are agreed that the nearer elec- 
tricity supplies are furnished to cost price the better for the 
community at large. 

As an alternative, it would not be unreasonable for the 
ratepayers at large to stipulate that the supply undertaking 
should, in addition to providing for debt redemption, at the 
same time make some provision over an extended period of 
vears for a renewal of the assets of the undertaking when 
worn out, so as to avoid recourse to borrowing. ‘To place a 
figure on this ‘‘ extended period of years "' is a question that 
requires very close consideration, as obviously it would not 
be fair to burden present consumers for the benefit of 
posterity. 


[s the course of his inaugural address as Chatnman of the 
NEWCASTLE Locan Section, Mr. H. W. CLOTHIER paid a tribute 
to those inen. who had nobly answered. the first. calls from 


the Army and Navy at the commencement of the war, and: 


sud that the way mn which the majority of the manufactur- 
ing industry had torfight at the present was to multiply their 
output and to develop for the future. The stigma of a selfish 
motive which in pre-war days seemed to hover round the 
inanufacturer who spoke of his productions was, or should be, 
now removed. The increase of output from every place was 
now the common national cause. The perfection of British 
productions, both now and in the future, affected the life ot 
the nation, and so he thought he need make no excuse for 
selecting as the subject of his address the Development. of 
Annour-clad Switchgear of the." Draw-out ” Type. He sug- 
gested that this type of gear was not only of British origin, 
but an embodiment of British characteristics, and that the 
demands of those who set the standard had as much celain 
upon what credit there was in the development as the manu- 
facturers themselves. 

The leading features in the development had been :— 

1. The oil-break switch. 

2. The ironclad enclosure of conductors. 

3. The “ draw-out " principle. 

Each of these three features was of very early British 
ongin. With the aid of lantern slides he illustrated an oil 
switch attributed to Mr. Partridge, which was used on cable 
mains in 1892. Another was used by Mr. Ferranti on power- 
atation switcliboards in 1394-5. The use of ironclad pillars for 
generators was introduced by Mr. Raworth about the same 
tine, and shortly afterwards the ‘‘ draw-out " principle, or 
the easy detachment of complete working parts, was initiated 
on the Ferranti slate-cell gear. Ten years afterwards these 
main features were asseinbled on the gear then known as the 
“ironclad ” type, and at the same time а further feature, 
vz., the enclosure of bus-bars run in solid with compound, 
first published by Highfield, made possible a more complete 
enclosure, each conductor or limb of the apparatus being 
screened by armour. 

He indicated the progress that had been made in the last 
decade, showing designs prepared in this country, by several 
manufacturers, including Westinghouse, Siemens, B.T.IT., 
Holmes, Switchgear & Cowans, Epstein Heap, Electrical 
Apparatus, and Revrolle. | 
.All the designs might be said to have one common purpose, 
viz., to meet the demand for apparatus solid and substantial 
in its construction, and reliable in operation; and. though 
perhaps more expensive than some other types of switchgear, 
it had the humane feature of affording the maximum protec- 
tion to life. As there was a similarity of purpose, so there 
was a similarity in designs, and though standardisation might 
be too ideal to consider at the moment, he thought it was not 
an impossibility, particularly for 3-phase 440- to 3,000-volt use. 
4 It had been said in a recently-published book that ironclad 

draw-out " gear was “suitable for mining and sub-stations, 
but with control-board requirements of a central station the 
arrangement no longer possesses the advantage of simplicity." 
He did not agree with this statement ах, in cases where a 
control board was requisite, the design of the control board 
presented no more difficulties with armour-clad gear than 
with any other forin of gear; in fact, in some instances the 
control board had been considerably sunplified on account of 
the use of armoured gear. 

Dealing with larger switchgear, Mr. Clothier said he thought 
the near future would decide in favour of the use of the 
armoured principle for all sizes of plant and power stations. 
He illustrated examples of large power-station switchgear, 
and said that the chief problems were :— 

e necessary strength of the enclosure of actual circuit- 
breaking parta under the heaviest stresses which may occur 
due to the breaking of short-circuit currents. 


The prevention of static discharge and arcing across con- 
ductors. 

The perfection of all contacts and their surroundings to 
enable every one to carry the enormous currents Which 1night 
occur in. practice in the event of short-cireuits between phases. 

The ehnanation of all conductors which were of insuthictent 
size to bear the stresses and currents which they пин be 
called upon to carry under. short-circuit: conditions, 

He saw no limitation to the use of armour-clad gear in these 
problems for any size of plant or for any voltage, and there 
were no difficulties which experience to date had brought to 
hight which were not equally applicable. to other forms of 
switchgear construction. 


am 
*. 


DELIVERING his inaugural address at the opening of the 
session of the ScorrisH Local SECTION, at Glasgow, Mr. J. K. 
SLOTHERT, the new chatrinan, said that in the extraordi- 
hardy quick. construction of munition factories too much 
credit. could not be given to the great work that central- 
station engineers had achieved In meeting the requirements. 
Touching upon "afterzwar"' problems which would present 
themselves, the first thing that naturally occurred to one's 
mind on hearing the words " trade after the war” was the 
protection of our industries from competition with enemy 
and neutral nations, but this was not going to the root of 
the matter. This subject of so-called Тат Reform, or Trade 
Protection, should not. be made a political football for е 
sake of catching votes, but should be treated in all serious- 
ness, as free from political bias as the Army or the Navy. 

What interested Шеш most of all as an engineernig society 
was, perhaps, the question of technical education and appren- 
ticeship. There was hardly any subject. which had been 
more discussed. At one tine the Trade Unions endeavoured 
to limit the number of apprentices that a firn could. bind 
in proportion to the number of Journeyrien employed, which 
was part and parcel of the general scheme before the war 
which they had in mind, that the restriction of output meant 
additional wealth in the form of wages to them. The em- 
ployer, on the other hand, wanted to employ ав many 
apprentices as suited hin. ; 

The masters, as a rule, did not give sufficient attention 
to the education and technical training of the apprentices 
under their care, and this must be improved. The results 
o! the war would see to that; for, not taking into account 
the effect which the dilution of labour was bound to have 
on the old methods of training skilled labour, the trade 
unions would see, with so many casualties in their ranks to 
fill up. that the restriction of the number of apprentices 
would be a fatal policy; and the masters must see that а 
little 1nore care and a little more training for the apprentices 
would make them into skilled workmen all the more quickly, 
and make producers for the nation in the shortest possible 
time, and that was what was wanted. 

In one works in the Glasgow district, salaried men were 
emploved whose sole duty it was to teach the apprentices 
and bring them on, and it had been found that this was' very 
beneficial, not only to the apprentices, but also to the em- 
ployers. They had provided facilities for cheap and whole- 
some food, recognising that voung and growing vouths, work- 
ing hard and long hours, required perhaps better sustenance 
than they would otherwise get. They had also thought out 
a system whereby the better educated and brighter boys could 
get a technical education as part of the apprenticeship system, 
but up. to the present the success had not been altogether 
what they expected, due to the want of receptivity and sym- 
pathy on the part of the lads, and other causes; but they 
were sure that they were on the right lines, and that in the 
end they would succeed. Tt was possible that technical traim- 
ing throughout the country, and the apprentice system, would 
have to be taken in charge by a eentral authorjty. 

Thev һай seen the difticulties that the Allies got into when 
they were wanting in co-ordination, which enabled the enemy 
to shuttlecock his armies from one front to another, and 
either nearly defeat us or, at least, hold us in check. When 
we were able to organise and co-ordinate all our forces and 
to act with one mind, a different state of affairs soon mani- 
fested itself, and what had been true of the fighting оп the 
'ontinent. would be true in our trade fight after the war. 
No longer must each firm figh& entirely for itself. No longer 
must they keep their own experiments and researches secret 
for their own individual benefits. but there must be a freer 
interchange of views, a freer disclosufe of results, and asso- 
ciations in the various trades, so that their research could 
he combined and the results of this research shared. In 
fact, anv business which refused to act in this co-operative 
way would be avoiding a public duty, with possibly dan- 
gerous results to its continued existence. Here, indeed, was 
a duty for learned societies, to help more than ever they had 
done in the past with research work, to do something prac- 
tical and useful. rather than shrivel up into societies, debating 
onlv those subjects which practical firms did not desire to 
keep to themselves. The Institution was fully alive to this; 
it had a Researeh Committee of its own. It was working in 
conjunction with the Committee of the Privy Council and 
other bodies, and he took it that what they were doing was 
being done by others. | 

Dealing with the question of population and labour, Mr. 
Stothert remarked that with a million men gone in the war, 


and possibly two millions crippled, our power of production, 
D 
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would be lessened, when the war was finished, and we should 
need all the brains and labour—skilled, semi-skilled, or un- - 
skilled—that were then available. They must recuperate, and 
recuperate quickly, if they were to keep their place- in. the 


world, and if- they were to compete with neutral nations. 


They must uproot from the minds of the workers that falla- 
cious theory that the restriction of output increased the 


Wealth of the nation by creating a scarcity in commodities, 
and therefore restricting the markets. They must do it by 


using brains and inventive faculties for every possible labour- 


saving appliance which would tend to cheapen manufacture. 


Capital and Labour must work hand in hand; there must be 
no more avaricious employers, no idle or unreasonable work- 
men. How was a better understanding hetween employer 
and employed to be got at? How were strikes and lock-outs 


to be prevented? These were problems which no one man 
could solve, but about which they must all think, and every 


individual effort to attain these objects would be something ` 


done to build up the bulwarks of our Empire, and to show 
our enemies that even in trade matters, as in military matters, 
wo were not indeed a decadent nation. 
Possibly, for the want of research, for the want in the 
past of Government support, our industry, which had made 
such wonderful progress even during the lifetime of younger 
men than himself, had been outstripped by Germany and 
Ameriea. Of course, a great deal of this lagging behind other 
countries had been. the result of Government legislation. 
Part of the present Government's programme was to facili- 
tate finance for trade purposes, but unless they proceeded on 
more courageous lines than he understood they proposed. to 
do, no amount of re-awakened energy, no amount of organi- 
sation, would be of much use. He did not think any of these 
results, however, would be attained until a Ministry of Com- 
merce, or some such body, was established. A new Ministry 
оѓ. Commerce, in his opinion, was а vecessity. Connected 
with the new Ministry there should be a new Consular sys- 
tein, more active, more informative, and with more power. 
He knew from agents in foreign countries that the routine 
necessary to get information from the, Foreign Office sone- 


tines took at least two years, while foreigners could get the | 


same information, which would enable them to grab the 
order against ourselves, in two days. ‘That was what they 
had been up against, and that was what they would be up 
against; and, therefore, it was obviously necessary that one 
of the bricks of their new fabrie must be a re-organised Con- 
sular service, 

In conclusion. Mr. Stothert said he was convinced that 
much of the industrial unrest and discontent was due to bad 
housing and miserable environment. Those employers of 
labour who would, in conjunction with the Government and 
local authorities, look after the housing of their workpeople, 
would attract a better class of workmen, who would perma- 
nently stay with them, to the advantage of all. 


LEGAL. 


Tenux Co. ve. Eraxnpem Co.. DTD., AND 
EFANDEM Co., I/b., v. TeLux Co. | 


IN the King’s Bench Division, on November 16th, the Tord 
Chief Justice, sitting without a jury, had before him these 
combined actions. The plaintiffs, of Hammersmith, alleged 
that their firin was formed by the defendant company, the 
Efundem Co., Ltd., of Fallings Park, Wolverhampton, for the 
purpose of getting rid of their goods. The defendants are 
manufacturers of electric batteries and cases, and the claim 
was for £852 15s. 5d. as damages for loss on the re-sale of 
goods not delivered. The defendant company counter-claimed 
for an account of all goods supplied and re-sold. 

At the outset, Mr. ABINGER, appearing for Mr. T. M. Gordon, 
claimed that his client was the sole partner of the plaintiff 
company, and that the action had been instituted without 
his consent or authoritv. "Various litigation had followed the 
institution of the action. Mr. Gordon refused to make an 
aflidavit, and no order was made in an application to commit 
him. Mr. Gordon took out а summons asking to be indemni- 


fied in costa on the ground that he was not a party to the. 


action, which had been brought without his authoritv, and 
the Master made no order, costs to be dealt with by the 
judge at the trial. . 

His Lorpsuie: It seems to me that everybody referred the 
tangle to the judge at the trial. 

Mr. ABINGFR said he intervened because if it was found 
that Mr. Gordon was the sole partner the time of the Court 
would only be wasted by hearing the case. 

Mr. Псво Youna, K.C.. on behalf of the Wolverhampton 
Co., said, of course, if Mr. Gordon ‘was the sole partner, 
as he was not bringing the action, the defendants had no 
case to answer. If the other parties were partners, then he 
had an answer to the ease. | 

Mr. Duisturnat. KC., opening the case for the plaintiffs, 
eaid the defendants were in a large way of business. and had 
their works at Wolverhampton, with a London office. The 
plaintiff firm consisted of P. A. Cooper. S. Gerald, and T. M. 
Gordon, the active manager being, no doubt, Gordon, and he 
had the main control of the business. Cooper was the sales 
manager of the defendant company at their London office, 


and Brown was the order clerk. The Telux Co. was formed 
in May, 1015, for the purpose of selling the defendants’ goods 
to the retail trade, and, in fact, they had no other busmess. 
It had a short life, and was in fact dissolved in December. 
1915. The claim was for breach of contract in. failing to. 
deliver goods. The defendant company was formed in March 
1911, to take over the business formerly conducted by one 
Fahn and another, who had brought their appliances from 
America for the purpose of commencing this business. Mr. 
Fahn was the vendor to the company; he was the managing 
director of the company, and the active moving spirit fron 
the very beginning. A Mr. Varley joined the board in 1913, 
and this matter arose out of a conflict between the Varley 
and Kahn groups. Messrs. Cooper and Brown were in the 
employ of the vendors. Up to this time the defendants had 
made a practice of supplying the very smallest retailers. This 
entailed a large amount of work, and a change in the method 
was started by Mr. Fahn in 1914-15. Just before May, 1915, 
Messrs. Cooper, Brown and Gordon had a small shop in the 
Harrow Road, where they did a retail business as ‘' The 
C.M.G. Electrical Co." This was not very successful, and 
as a result of a discussion with Mr. Fahn, they started a 
wholesale business, Mr. Fahn providing the money with 
which to open the account at his bank, the London County 
and Westminster Bank. Matters went on until the present 
difficulties arose, when the defendants said the plaintiffs were 
acting in competition with them. | 

The hearing was resumed on Friday. 

Mr. Р. A. Cooper stated that he formerly acted as London 
export sales inanager. The business of the defendant com- 
pany was the manufacture of electric hand-lamps and 
dynamos. The defendant company were anxious to devote 
their attention to the wholesale trade, and to eliminate deal- 
ings with retailers. The Telux Co. was started at Hammer- 
snith to deal with the retail side, and witness became a 
partner in that business. After the starting of this. business 
witness was informed by a representative of the defendant 
company that he inust resign his position either in the Telux 
Co. or in the Efandem Co» Witness was given ‘a month's 
salary in lieu of notice by the defendant company. He, together 
with Mr. Gordon and Mr. Brown, were the partners in the 
Telux Co., which was formed with the approval of Mr. Fahr, 
who was formerly managing director of the defendant co'a- 
pauy. 

On the point raised by Mr. Abinger that Mr. Gordon was 
a. partner of the plaintiff company, and was not a party to 
the action, his lordship ruled that Mr. Gordon should be 
added as a defendant. 

Mr. R. VAUGHAN, of Messrs. Vaughan & Williams, solicitors 
to the plaintiffs, said this action was concurred in by the 
three parties. 

Mr. Нссо Youna, K.C., said the orders were accepted in 
ignorance by Fahn, and the defendants denied the authority 
of Fahn, and no sanction he gave could have any authority 
behind the back of the company. | 

Mr. KENDRICK, one of the directors and chairman of the 
defendant company, was called, and gave evidence to thr 
effect that the defendant company knew nothing about the 
members of the plaintiff finn being emploves of their com 
pany. 

Cross-examined : Mr. Fahn was joint managing director o. 
the defendant company, and had general management. Mt. 


Varley had been brought up as an accountant in Wolver- . 


hampton, and knew nothing special about this class of bue- 
ness. It was common knowledge that in 1915 the orders 
were heavy in this trade, and really the trade were unable 
to cope with them. | 

Re-exainined : Witness said he guaranteed an overdraft at 
the bank for £20,000 on behalf of the company. 

The hearing was resumed on Tuesday, when Mr. Т. VanLEY, 
an accountant, of Wolverhampton, and Mr. PETER SMITH. 
secretary to the Efandem Co., gave evidence. The hearing 
was adjourned. 
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RaTiNG ОЕ ELrcrRIC TRAMWAYS. 
APPEAL BY THE [LONDON COUNTY COUNCIL. 


AT the County of London Quarter Sessions, at Clerkenwell, 
Mr. A. P. Lawrie (Deputy-Chairman) and other magistrates 
began the hearing of an appeal by the London County 
Council against the quinquennial assessment by the Assess- 
ment Cominittee of the Holborn Union of tramways 1n 
Clerkenwell Road, City Road, Gray's Inn Road, Rosebery 
Avenue, Old Street, Goswell Road, Theobald's Road, and St. 
John's Road. The Surveyor of Taxes was also named as а 
respondent. 


Mr. Walter Ryde, K.C., and Mr. Е. M. Konstam appeared 
for the County Council, while Mr. Clavell Salter, K.C., М.Р... 
and Mr. W. J. Jeeves represented the Assessment Committee. 


Proceeding to open the appeal for the County Council, Mr. 
Rype explained that the rateable value fixed by the overseers 
was £16,928, which was reduced by the Assessment Com- 
mittee on appeal to £13,818, and the County Council now 
claimed that it should be further reduced to -£6,960. "This 
sum included £510 which had been agreed by the parties as 
the value of the Holborn electrical sub-station. The gross 
value had been fixed at £32,055. and the County Council 
claimed that it should be reduced to £25,197. The County 
Council tramways were no doubt a going concern, but they 
had been seriously affected by the competition of motor 'buses 
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and tube railways, and, as a consequence, in one year there 
was a fall of something like a quarter of a million in the net 
proceeds. In the year following there was a minus quantity 
of £88,000, so it was quite obvious that at that stage the 
motor 'buses had made themselves felt as a most powerful 
rival to the tramway undertaking. The year following, how- 
ever, there was a slight recovery, or a less adverse balance. 
The respondents’ case simply stated that in view of the 
earning capacity of the tramways the tenant of such heredita- 
ments might be reasonably expected to give a rental which 
would justify the gross value appealed against. It had been 
decided in the High Court—and the decision was vital in 
this case—that in arriving at the value the separate earnings 
of each distinct route should be divided between the parishes 
in ү ороп to the lineal mileage of each route in each 
parish. 

The first witness was Mr. l’rank Номт, chief of tlie Estates 
and Valuation Department of the County Council, who said 
it was not true that the city termini ends of a tramway were 
more remunerative than the others. On a tramway route 
there were two thin ends, and what was called “a fat 
middle," and the two ends were always less valuable, if they 
had to discriminate from a traflic-earning point of view, than 
the average of the route as a whole. In the day-time they 
got their ‘‘ fat middle" in the shopping centres. 
of the generating station had been agreed at- £207,000, which 
was equal to 8.91 per cent. of the gross receipts. The aggregate 
capital expenditure to March 31st, 1915, was as follows :— 
Permanent-way tracks £4,681,718, overhead equipment 
£42,179, cables £540,568, ducts £351,838—#£5,616,303. The 
witness submitted a mass of figures in support of the assess- 
ment now claimed by the County Council In the parishes 
in question lie found a total car mileage of 3,444,331, and the 
passenger receipts amounted to £131,712. He deducted 
£98,984 for expenses assignable in proportion to car mileage 
at 64d. per car mile, and £32,928 assignable in proportion to 
passenger receipts at 25 per cent. There remained a rateable 
value, plus rates, of £5,500, from which he deducted £1,528 
for rates, leaving a rateable value of £3,972. To that sum 
he added £810 for the Holborn sub-station, not in dispute, 
making a total rateable value of £4,782, against the £13,813 
fixed by the Assessment Committee. He arrived at a gross 
value of £23,019, compared with the £32,055 appealed against. 

Mr. JoHN WELLING, permanent-way engineer of the tram- 
ways, said his summarisation of the annual cost of repairs 
for the ensuing quinquennial period on 279.19 miles of tram- 
way was as follows:—Permanent мау, at £385 per mile, 


£107,577; electrical equipment, at £42 per mile, £11,730; . 


eables and ducts. at £13 per mile, £3,602; total, £122,945. 
He added £11,833 for increase in mileage of repairable lines, 
and £26,955 for increased cost of labour and materials, making 
£161,733. Dealing with renewals. he said that a 25-vears’ life 
in place of a O0-years' life would increase the annual provi- 
sion for renewals of concrete vokes, &e., from £7,666 to 
£34,985, or by £26.619. He estimated that the total annual 
provision required for renewals amounted to £156,357, of if 
the £26,619 were added the amount would be £212.976. In- 
creased acceleration of the running of the cars and the rapid 
retardation now rendered possible by magnetic brakes not 
only caused a great increase in repairs and the shortening of 
the life of the rails, but must cause a greatly increased strain 
on the cars themselves. The amount that should be put aside 
annually by the Council, spread over the capital loan period, 

y way of repayment of the cost of reconstruction was 
£224,652, apart from any provision for the renewals of short- 
lived works. The provision for renewals should exceed the 
original cost, since in the first place it was cheaper to con- 
struct works simultaneously than to renew any parts; secondly. 
it was more costly to do work under running conditions and 
subject to continual interruptions; and, thirdly, the cost of 
labour and materials had greatly increased. The stores of 
materials for repairs and renewals were valued on March 31st, 
1915, at about £100,000, and he estimated there should be an 
allowance of £5,000 a year in respect of the stores in stock. It 
Was necessary to keep those stores in hand. Junctions, cross- 
overs, and all parts required had to be designed and ordered 
in ample time before thev were wanted, and the cost was 
reduced by ordering in fairly large quantities. He estimated 
the average life of the whole of the Council's tramway system 
as 114 years, while the lines in the parishes comprising the 
Holborn Union had only a life of 10.6 years. owing to the 
greater frequency of tram and general vehicular traffic above 
the average of the whole system. he costs and estimates for 
repairs and renewals that he had given were averaged over 
he whole system. 

Mr. Wigner, technical electrical assistant of the County 
^uncil, and Mr. Н. S. Мау, assistant superintendent of 
rolling stock, also gave evidence. 

After sitting for three days the Court adjourned the hearing 
ol the appeal till November 29th. | 


ELECTRICAL ENGINEER’S Тлве, ACTION : APPEAL. 


IN the Court of Appeal, on Thursday and Friday last week, 
ords Justices Swinfen Eady and Bankes and Mr. Justice 
PX: Lawrence had before them an appeal by Mr. Charles 
тозерћ Weld-Blundell, of Ince Blundell Hall, and Tvdiate 
poll Lancashire, and Ludworth Castle, Dorsetshire. Не was 

* defendant in an action brought by Captain William Her- 


The value . 


bert Lowe, an electrical engineer, for alleged libel. The 
defendant did not personally appear at the trial, which took 
place before Mr. Justice Ridley, and upon the verdict of the 
special jury, the judge entered judgment for the plaintiff for 
£1,000 damages, with costs. Тһе defendant now appealed, 
contending that the damages were excessive. 

Mr. Parritt, for the appellant, in arguing that the damages 
were excessive, contended that the letter in the case ought 
not to be regarded seriously, as it was written by a man who, 
the evidence showed, would say one thing in the morning 
and another thing in the evoning about the same matter. It 
was not a commercial case, but a case of mere tort, and the 
damages were quite at large and out of all proportion to any 
harm that might have been done. 

In reply to the Court, Mr. Parritr stated that in an action 
tried later, brought by Mr. Comins on the same letter, £500 
damages were awarded against the defendant. 

Mr. Cotes PRFEDY, supporting the verdict and judgment, 
argued that, having regard to the position the plaintiff held 
as an electrical engineer, and also as an officer in llis 
Majestv’s Army, at the date when the letter was written, the 
damages could not be considered excessive. It must be 
remembered that the jury was a special jury, composed of 
men in the same position in life as the plaintiff, and with 
respect to the defendant, probably in the same position in 
life as he, although not so wealthy. : 

On Friday, when the hearing was resumed, Lord Justice 
SWINFEN Eaby said that one must feel sympathy with a man 
like Captain Lowe, who had brought an action to clear his 
character, but, as at present advised, the amount of the 
damages struck him as excessive for what was, well, an 
extravagant letter from an eecentric and irascible old gentle- 
man. Was it not a case in which the parties could agree to | 
reduce the damages to a reasonable figure, and so put an end 
to the litigation? 

Counsel asked for time to consider the matter, and his lord- 
ship ordered the case to stand over for 10 days. 


~- —————————  Y 


APPRENTICES’ WAGES IN WAR-TIME. 


AN apprentice electrician who had been discharged from the 
Army appeared before Sheriff Fyfe at a Munitions Tribunal 


- in the County Buildings, Glasgow, last week, and applied for 


a clearance certificate in order to go to more remunerative 
employment. He stated that he earned only lis.. 6d. per 
week. His father received 32s. per week, and as there were 
three children vounger than the appellant, the combined earn- 
ings were insufficient to keep the home together. 

“His Lornsuir (according to a Glasgow paper) said he was 
perfectly well aware of the hardship of the position of cer- 
tain apprentices, but the Munition Appeal Judge had decided 
that it was in the national interest that apprentices should 
remain at their trade. 118. 6d; was a low wage for a three- 
year apprentice, and his lordship inquired if the firm could 
not give a little more money.: The firm's representative said 
that any change would require to apply to all the apprentices. 

The application was refused, whereupon the appellant re- 
marked that his house was better off when he was in the 
Army. The home could not be kept together, and no matter 
what happened he must earn more wages. 


W. T. HENLEY'S TELEGRAPH Works Co., Ітр., v. Britiso | 
AND FOREIGN AGENCIES Co. 


MR. Justice McCanpir, sitting with а common jury in the 
King's Bench Division, on Tuesday, heard an action in which 
plaintiffs sought to recover damages from defendants for non- 
delivery of 34 tons of copper wire. The defendants pleaded 
that there was no contract, but only negotiations. 

Mr. J. B. Matthews, K.C., and Mr. Tyrrell were for the 
plaintiff company, and Mr. Ralph Bankes, K.C., and Mr. 
Douglas Hogg were for the defendants. _ 

In opening the case, Mr. Matraews said that the defence 
was that there was no actual contract in writing, апа 
that being so there never was any contract at all. The ques- 
tion was really rather one of law than of fact, and turned 
to a great extent upon correspondence between the parties. 
The plaintiffs, he said, hold very large quantities of copper 
wire. The defendant firm was comprised, so far ав the plain- 
tills knew. of two partners—Messrs. Dennis and Pollock. The: 
plaintiffs had known those gentlemen for quite a number of 
vears in connection with the copper trade. Being & young 
firm, the defendants were anxious to do business with such 
a company as the plaintiffs, and approached them with that 
abject in view. From time to tine they had invited the 
plaintiffs to give them orders, and three or four contracts had 
heen satisfactorily carried out. The contract in question was 
entered into in December, 1915, when the plaintiffs gave the 
defendants an order for 34 tons of .028 plain copper at 12 
and 13/16tlis of a penny a lb.. to be shipped from New York 
at the end of January, c.i.f. in London. The defendants 
were to obtain the wire in America, but plaintiffs were unable - 
to obtain shipment, although they were ready to postpone 
delivery foc a time, and ultimately the defendants asked to . 
be released from their contract. 

Evidence was given on both sides, and Mr. EDWIN James 
Hawkins, London manager of Messrs. Richard Johnson and 
Nephew, Ltd., said that the price of wire might be computed 
from the price of electrolytic wire bars. The price of these 
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оп January Ist was £108, the only date, however, in the year 
when the middle price of bars fell so low. On January 31st 
it was £122, on February 16th it was £136 105., and it was 
£136 all through March. 

In the result the jury found in favour of the plaintiffs, for 
whom his lordship gave judgment for £147, with costs. 
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WAR ITEMS. 


A.E.G. Electrical Co. of South Africa.—' Гһе Supervisors 
and Controllers appointed by the Treasury to wind up the 


affairs of the A.E.G. Co. are asking for tenders for the pur- 


chase of the plant and stock in the Union. 


Lighting Restrictions.—1n a case of unobscured lights 
at Lytham, the defence was set up that heavy calendars 
hanging on the electric switch had been the cause of putting 
on the light. 

To be Wound Up.—The Board of Trade has ordered the 
following companies to be wound up :— 

Rochester Engineering Co., Ltd., Rochester, Kent, engineer- 
ing company making machinery for cement works. Con- 
troller: -A. Dangertield, 56, Cannon Street, Е.С. 


Meyer &-Co., 47, St. Paul's Square, Birmingham, export | 
À , l , 5 


hardware merchants. 
ПШ, Birmingham. 

Use of Electric Flash Lamps.—On moonless nights, when. 
it is so difficult to navigate the streets of London with safety, 
and many thousands of people are carrying electric. flash 
lamps in their pockets, it is interesting to note from the daily 
Press that un inquiry as to the legality of the use of these 
làinps in the streets has been addressed to the Home Office 
by Mr. W. Н. Franklin, secretary of the Mohawk Cycle Co. 
He has received the following reply :— 

“І ап directed by the Secretary of State to say that the 
use of electric pocket laanps of low power by pedestrians to 
erable them to find their way jn the streets is not prohibited 
bv the general lights order. There may be local military 
orders prohibiting their use in some places." 

Inside Belgium.—The ©“ Times ”?” publishes an article by 
a neutral commercial agent, who has just returned from 


Controller: J. W. G. ИШ, 9, Bennett's 


Brussels, revealing the present condition of the country. We 


extract the following :— 

“The metal and engineering trades have suffered worst of 
all. The great Cockerill Works at Seraing were taken over 
immediately after the fall of Liċge. Since then all the iron, 
steel, and electrical works in the Valley of the Meuse have 
fallen into German hands. M. Renson, director of the im- 
portant Angleur Steel Works, who refused to conduct opera- 
tions for the invader, was made prisoner and sent to Ger- 
many. The machinery of the International Electric Co. and 
of several similar concerns has been carried across the Rhine. 
All stocks of copper and brass and enormous quantities of 
tools have also been commandeered. Thonsands of skilled 
artisans were thrown out of work in consequence. Many 
factories which Belgians were trying to keep going. have 
since been closed, because it 18 Impossible to obtaim Inbricating 
oils for the engines and machines; and the latest requisitions 
of the German tyrant are for all the leather belting in. the 
country. Idleness has, therefore, been forced on the people. 
The German statement that the workmen prefer to be main- 
tained by public charity is not true. The conditions of work 
in their own country are made impossible for them, and then 


they are told that there is plenty of employment for them in 


Germany.”’ 


Important Export Prohibitions.— l'hc: Proclamation pro- 
hibiting the exportation of certain exports has been further 
amended on recommendation of the Board of Trade. 

The following heading is deleted :— 

Mica, mica chimneys, mica splittings, micanite, and mica- 
nite cloth. 

The followmg headings are added :— 

Electrical apparatus and plant for the generation, distribu- 
tion, and utilisation of electric power, not otherwise. prohi- 
bited. - 

Insulating materials as follows : — 

Compounds intended for the purpose of eleetrical insulation. 

Lead, oxides of. 

Zinc barium: pigments made from = zine salts апа barium 
sulphate. 

Mica, mica splittings, mica powder, писале, articles made 
from them, and insulating materials containing then. 

Thermometers, 

Varnishes not otherwise prohibited. - 

The Proclamation to which the above additions are made 
is dated May J0th, 1916. — Class "C" goods—the present 
announcement includes the above electrical descriptions in 
that class—are prohibited :— 

“to .all. destinations in foreign countries in Europe. and 
on the Mediterranean and Black Seas, other than France and 
French possessions, Russia, Italy, and Ttalian possessions, 
Spain and Portugel. and to all ports in any such foreign 
countries, and to all Russian Baltie ports.” 


Exemption Applications.—The Chelsea Electricity Supply 
Co., Ltd., applied to the local Tribunal for the exemption of 
Mr. P. H. Parsons, head clerk, registrar, and üccountant 
It was stated that Mr. Parsons, who is 39 years of age, was 
passed for garrison service at home, and had been in the 
employ of the company for over 20 years. He had acquired а 
specialised knowledge of the work of his department. The 
company had 5,000 customers, and the accounts were neces 
sary complicated. Out of the original clerical хат of 16 
IH had joined. the Colours, and the new staff was not able to 
deal with the work in the same manner as the old. Two 
months’ exemption was granted. | 

Oswestry Rural Tribunal has deferred for further inquiries 
an appeal for exemption by Mr. N. E. Smith (35), chief clec- 
trical engineer at Park Hall Camp. 

At Oswestry, Mr. A. Cartledge (35), who had filed an appeal, 
wrote stating that he was now an electrician at a munitions 
works, and would shortly be badged. The Tribunal dismissed 
the appeal. 

At Ramsgate, the Military asked for а review of condi- 
tional exemption granted to ап electrician, who drives the 
motor fire-engine in the absence of the regular driver. It 
transpired that the respondent was conducting his late 
father’s business for the benefit of his mother and four little 
children. The Tribunal adhered to conditional exemption, 
and the Military Representative said that as respondent was 
only 28 and single, he had no option but to appeal to the 
County Tribunal. | ` 

At Bradford Tribunal, last Friday, Mr. C. J. Spencer, city 
tramways manager, who had applied for three young tram 
drivers, asked for adjournment as, since lodging the appeals, 
he had had an interview with Lord Derby on the general 
question of the position of men under 30 in the tramway ser- 
vice, and his lordship had agreed with his (Mr. Spencer's) 
suggestion that certain exchanges should be made. In tlre 
Army there were a number of tramwaymen who were failures 
from the military point of view, but were good for tramway 
service, and it was proposed to fetch these back to release 
Class A men at present employed. He hoped a substitution 
scheme would be fixed up very shortly. Of the three cases 
in question only one was in Class A, and he was married. The 
cases were adjourned. \ 

At the Saltburn-by-the-Sea Tribunal, the local electMeity 
undertaking applied. for the exemption of an assistant engi- 
neer, а married man, aged 26. It was stated that the man 
was in charge of the repair department, and the running of 
the works depended upon him in case of a breakdown, ‘The 
Tribunal considered that this was a proper ease. for the Sub- 
stitution Committee, and conditional exemption was granted 
in the meantime. 

At Chipping Norton, the Military Representative asked for 
a review of a certificate of conditional exemption allowed to 
Mr. W. Н. Hellyer, manager of the Electric Light Co. The 
Tribunal reserved its decision pending а report by the Army 
Medical Board. 

At Cambridge, Messrs. Baily, Grundy & Barrett appealed 
for P. L. Playford (27). said to be engaged on electrical work 
of national importance, and for W. O. Pilgrim. (38), electrical 
fitter and electrician, engaged on star work. For the firm 
it was stated that both were experienced шеп whom it was 
practically iunpossible to replace. No time was allowed to 
Playford, and Pilgerin was given six months with the Volun- 
teer condition. 

Before St. Thomas (Exeter) Tribunal, the Committee of 
Visitors of the Devon County Asylum appealed for Mr. W. 
W. Symons (27), acting chief electrical engineer, passed in 
Class A. Exemption was allowed until April Ist, and the 
Committee was advised to get a substitute. 

Exemption has been granted at Stowmarket to an elec- 
trical engineer, aged 24, appealed for by the Suffolk. Elec- 
tricity Co. 

The Aldershot & District Traction Co. appealed for a num- 
ber of drivers, fitters, and conductors. One driver was given 
two months’ exemption, and two others one month each. 
The others were directed. to be medically examined. The 
company also appealed to the County Tribunal for a driver, 
given one month only by the Local Tribunal, but further 
exemption was refused. 

Before the Essex Appeal Court, the ford. U.D.C. appealed 
for W. G. Galley (28), armature winder and storekeeper af 
the electric light works. The Military Representative, at the 
same time, opposed exemption allowed to J. C. Richards (35). 
chief tramway inspector, and R. Tennison (26), overhead 
linesman. Mr. Harvey said that he wonld try to dispense 
with Tennison in three months’ time if he was allowed to 
qetain Richards. Conditional exemption was granted to 
Galley and Richards, and a final three months was allowe 
to Tennison. 

Before the Margate Tribunal, on November 15th, a local 
finn of electrical engineers applied for conditional exemption 
for an indispensable employé, aged 35. A month was allowed 
for the man to be replaced. 

At Chelmsford, on November 14th, Messrs. Christy. Bros. 
and Co.. Ltd., appealed for Mr. A. B. Wrightinan (31), now 
engaged on electrical werk at Street (Somerset) m connec- 


tion with the Mid-Somerset Electric Supply Co., who was 


the only man available for looking after the system and jus 
tributing mains. Originally rejected, he is now poe d. 
general service. Final exemption until March was conceded. 
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At Nuneaton, an appeal was made by Mr. 1. A. Newdegate, 
M.P., for the exemption of W. Mitchell (25), electrician at 
Arhury Hall and hospital. The Advisory Committee recom- 
mended final delay until January. Ist. It was stated that 
Mitchell supphed all the light and heating for the hall and 
hospital; ара was dong the work executed before the war 
by three men. Efforts to find a man over military age had 
failed. The reconunendation of the Advisory Committee was 
adopted. 

At Wrexham, the Motor & Electrical Engineering Co. ap- 
pealed for the exemption of Mr. W. M. Wynn (23), secretary 
and assistant manager, claimed to be indispensable to. the 
business. He had been passed for. home sedentary work. 
The appeal was rejected. 

Hertford Tribunal has granted a certificate of conditional 
exemption to Mr. A. Н. R. Sharratt (41), electrical engineer. 

The West Dean Tribunal has granted conditional exemp- 
tion to a foreman (34), applied. for by а finn of electrical 
cable makers at Lydbrook, but allowed a month only to 
another foreman, aged 2. 

At Weymouth, exemption was sought by Mr. R. S. Suith 
(339). electrician, who was stated to be electrician to several 
local hotels and the Weymouth. Roval Hospital. He is passed 
in Class ВІ, and elated as owner of a one-man business. 
The appeal was refused as from December 31st. 

Worcestershire Appeal Court has refused exemption to E. 
Tavlor (35), appealed for by the Worcester Tramway Co. as 
the only coach painter left. 

An appeal was made to the County Tribunal by Mr. H. R. 
Harwood (B®), electrician. of Worcester, refused exemption 
locally, but the appeal was rejected. 

At Bexhill-on-Sea, Mr. Н. T. Squirrell, electrician, appealed 
for the retention of J. P. Gibbs (35), electrician. Three months 
were granted, 


CORRESPONDENCE. 


Letters reccired by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Electricity in Agriculture. 


I shall be obliged if you will allow me to offer a few comments 
on the articles by Mr. Joryensen on the use of ionised air in 
arrieulture, which appeared in your issues of October 27th and 
November 3rd. 

Mr. Jorgensen does me too. much honour in saying that, in con- 
junction with Sir Oliver Lodge, F developed a new system of 
generating H.T.C. current. What 1 did was to sugrest to Sir Oliver 
that his method of generating H.T.C. current (known before 1905, 
when my experiments began) was eminently suitable for use in 
electro-culture, and to secure his co-operation in the series of 
experiments which beran in 1906 and continued uninterruptedly 
till 1914, since when. owing to my "joining up," they have been 
suspended. . 

Sir Oliver Lodge's account in the Kelvin Lecture of these 
experiments Mr. Jorgensen calls " fairly complete." I should say 
it was decidedly brief, and Sir Oliver himself. writing to me before 
he delivered it, said he would only be able to touch on the subject. 

The Lodge valves can be arranged to carry considerably more 
than the current required. Mr. Jorgensen’s disparaying state- 
ments appear to be made without sufficient foundation : possibly 
his only experience is from the very small experimental apparatus 
described. The Lodge valves for X-ray work will carry the 
heaviest. currents used, and they are certainly most efficient in 
stopping the reverse current. 

Mr. Jorgensen is somewhat scornful as to the accuracy of some 
measurements of Dr. Breslauer. whom he describes, not quite 
accurately. as the German agent of the A.E.D. Co. I am not 
anxious to defend a German from the assaults of a neutral. but I 
would like to suggest to Mr. Jorgensen that Dr. Breslauer's 


measurements and reasoning are accurate. and that he has confused 


his own measurements of the actuul air currents with Dr. Bres- 


lauers measurements of the total current delivered to the aerial . 


network. which includes the leakave over the insulators. The 
number of insulators for а network covering 30.000 sq. metres. and 
therefore the current flowing into the 30.000-metre network would 
be mor e than half that flowing into the 60.000-metre network. My 
own measurements of currents flowing into networks of sizes from 
90,000 sq. yd. closely agree with Dr. Breslauer a. | 
. With reference to the prices given in the article. it may be as 
well to point out, as the figures are likely to be quoted in agri- 
cultural papers, that they are very misleading. An induction coil. 
& mercury break and five Lodge valves handed to an agriculturist 
would be useless to him, and their bare cost is by no means the 
total cost of a workable installation. If Mr. Jorgensen were to 
go to the Triumph Cycle Co., and say to them, " The price of a 
44-H.P. engine is £10 ; frame, £2; tires. £3 : rims and spokes, 
negligible—supply me with a motor-bicycle for £15." they would 
possibly tell him-that his mathematics were correct. but his 
business and engineering ideas curious. 
May І also venture on a grumble of my own. When. some four 
years back, Prof. Priestley secured a grant from the Board of 
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Agriculture for the research work which Mr. Jorgensen has 
described, I hoped he would be able to discover how the effect. was 
produced on the plants; how the growth processes of the plant 
were altered. (Prof. Priestley is one of the "red-hatted" now, 
and has been in France s псэ mobilisation. so this criticism does not 
apply to him.) Until we know that. even if we know the current. 
to the exact ion per hectare, we are unscientific empiricalists, all 
of us, Sir Oliver Lodge and Mr. Jorgensen included. 

Possibly Prof. Blackman is working in the direction indicated, 
but there is nothing in the article to show it. 

In conclusion, I should like to take this opportunity of ex pressing 
my appreciation of Mr. Joryvensen’s painstaking interest and 
enthusiasm in these experiments, and. on behalf of my com- 
pany, to say that we should be pleased to co-operate with him, as 
we have done with Prof. Priestley, and no doubt the result would 
be equally satisfactory to us both. 

J. E. Newman, 
General Manager, the Aqricultural Electric 
Discharge Co, Ltd, 
Gloucester, Norember 16th, 19106. 


Final-Grade Classes in “Electrical Installation Work." 


In your comments under our letter оп the above subject. in last 
week's issue. your reference to" Technical Colleges," " Trade 
Schools.” and handicrafts rather minimises the foree of our 
arguments by raising side issues, 

We think it will be found that most. of the London. Polvtechnics 
teach what аге venerally termed handicrafts, so that in their case 
the Technical College and the trale school are combined. The 
same is, doubtless. the case at most provincial institutes. 

The term “handicraft” is a somewhat indefinite one. for there 
are few kinds of work mostly done with the hands that do not 
necessitate more or less use of the brains as well. In spite of that 
fact. many people would consider the term as applying to subjects 
which did not. require much other training besides that of a purely 
manual sort. 

That being so. we venture to think that it does not help the 
cause of electrical installation work to leave it to be inferred that 
it is inerely a“ handicraft.” It obviously is very much more than 
that. as a glance through past examination papers will fully 


testify. 
À. P. Lundberg & Sons. 
London, N.. Norember 20th, 19106. 
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I quite agree with your editorial note on Messrs. Lundberg and 
Sons’ letter. Technical colleges: should not concern themselves with 
handicrafts. My address dealt with trade classes. 

I disagree with the writers about demand and supply. Principals 
of Polytechnics tell me that they are quite ready to provide the 
classes if the students are forthcoming. The ball is now with the | 


employers. 
A. P. Trotter. 
London, .Vorember 19th. 1916. 


“Summation Watt" Capacity of Field Rheostats and the Like. 


I think Mr. Boothman and I are really talking about two 
different things. I do not deny that his formul give accurate 
results of the summation watts as defined by him in his letter of 
the 13th inst. Such figures, however, are chiefly of academic 
interest. Ido not think that the summation watts. so found, will 
be a safe guide as a basis of comparison of rheostats. which is the 
practical use to which I would put them. For example. Mr. 
Boothman points out that the greater the resistance in a potentio- 
meter the less are the actual summation watts (based upon his 
definition). But beyond a certain value the more resistance 
used the greater becomes the size (/.¢., bulk) of the rheostat ; there- 
fore I think it somewhat illogical to say that the capacity of the 
regulator does not materially increase. My point is that, ar a 
guide in designing, Mr. Boothman’s method will. if precautions 
are not taken. lead one astray. Аѕ an example. I would point out 
that Mr. Boothman has recommended for potentiometer regulators 
to allow 2 to 4 ohms per volt of supply. According to Mr. Booth- 
man's way of looking at it this would be correct, as the higher the 
ohips the less are the summation watts, as defined by him. 

I am of opinion. however, that this value of rheostat ohms is too 
hich, and would result in a needlessly expensive design. In sup- 
port of this view. I can refer to Mr. T. Carter (ELECTRICAL 
Review, Vol. LXXVI, May 21st. 1915. расе 716). who recommends 
that a potentiometer regulator should have from two to four times 
the resistance of the field coil. Such a rule results in much lower 
values of rheostat ohms than recommended by Mr. Boothman, 
and confirms the method of calculation which I originally 
recommended. | 
| Charles C, Garrard. 


Birmingham, Voremher 20th, 1916. 
A 


Stolen Goods. 


During the last week or so there have been several burglaries 
from electrical engineers’ premises in this district. and during 
Sunday night one of the show-cases on our premises was emptied 
of its contents. and the following articles were stolen :— 

A small motor-generator by the Electrical Co.. 200 volte, D.C. 
input. and х volts 6 watts output, mounted on combined base-plate, 
with starting switch in the base. and flexible coupling and V 


pulley. j 
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A portable hand-lamp fitted with two 40-ampere standard 
accumulators, iu light teak ease with leather handle. 

Also numerous other sundries which cannot be identified. The 
total value is about £12, 

Apparently the thieves are not offering these in the Manchester 
neighbourhood, and we can only assume that they are sending 
them to some other town, Perhaps the publication of this letter 
in your paper will help to find them. There must be more than 
one on the job, as one man cannot carry what was taken away 
from here. aud a friend who had а similar experience a week ayo 
says it would take three or four men to carry away what was 


taken from his place. 
E. 0. Walker & Co. 
Manchester,  Yorember 20th, 1916. 
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Between Two Stools. 


I have read with great. interest the letters of " Victimus "^ and 
“ Australia " in the last two issues of your journal. having been in 
a similar cart myselr. In all matters of this nature there are 
always two sides. and it is possible that there are other facts which 
may alter the complexion which " Victimus " places upon the case 
he outlines, Certainly, it is inconceivable that “gentlemen ` 
holding positions of responsibility can be found to aet in this 
extraordinary way : and. if the facts are as stated. I imayvine the 
English dictionary contains expressions of far preater force and 
appropriateness than “irresponsibility " to apply to the actions 
of such persons. Probably " Victimus " would be well advised to 
look for the source of the trouble nearer home, and perhaps he 

. could persuade the Editors to publish the correspondence. 


Back Pressure. 


Ld 


The New Copper Restrictions. 


The text of the recent order relating to the supply of copper 
wire and cable, which appears in the REVIEW for November 17th, 
raises some questions of importance to the electric wire and cable 
maker. The order is so comprehensive as to leave no loophole for 
the manufacturer. and no orders сап be executed, either for home 
use or export. iinless the goods are required for war work by one or 
other of the parties definitely set forth in the text. No mention is 
made. however, 'of imports of copper wire or cable, and it would 
he interesting to know whether the order applies, for instance. to 
cable and wire coming from the United States. We notice that 
the United States’ exports of insulated wire to the United 
Kingdom for 1914-15 were over double the figures for 1913-14. We 
know that the figures include a quantity of w re for Government 
purposes, in which copper is not used. but. probably only a portion 
of the total is made up of such material, and it will be only fair to 
the British wire-drawers to bar imports on the saine lines as the 
home product. ; 

For those who use electric cables in the ordinary way of private 
business, it will be a hardship to have their supply eut off, 
Whether in business in a small way or not. people do not stock 
electric cables very largely. with copper at ls. 6d. per lb. and 
for ord nary work it would seem to be a ease of shutting ap shop 
willy nilly. For the cable maker. the most serious aspect of the 
matter is the stoppare af export orders. Since the advent 
of the war. British cable makers have seen an influx of orders 
from quarters which were practically {етти incoqnita in times 
of peace for C.M.A. goods. Orders rolled in from Norway, 
Sweden. Denmark, Holland. and Spain, among others. some 
of which have been supplied. and others of which. for 
very good reasons, have been held over indefinitely, on the 
principle of prevention being better than cure. Up to the present 
it has been. at the best, extremely ditlicult to procure licences for 
exporting electric wire and cables. and long delays have occurred 
even where goods have been destined for places and people little 
suspect... In addition, the calls made hy Government requirements 
upon the average wireworks have pushed export orders somewhat 
into the backzround, with the result that Colonial and foreign 
enstomers of long standing have had to submit to vexatious delays, 
high prices, and the ultimate chance of being let down altogether. 

A man just over from India was heard last week discussing the 
new order. and he said that as soon as our exports ceased the 
Japanese would take the Indian trade. “They are always on our 
doorsteps," said he, "and this restriction will throw the Indian 
buyer into their hands. That is the opinion of the man on the 
spot. which may later be borne out by events. What applies to one 
market may apply to others. If the Japanese get the trade of the 
Far East. the United States will take our trade in South America. 
South Africa, and Australasia. The circumstance and stress of 
war may render this unavoidable ; none the less, the possibility 
should be counted on, and the task of our manufacturers in the 
inuch-discussed after-the-war trade war will not be any easier in 
consequence, 

Further, if the requirements of the countries named are thus 
met, the demand for copper in the world's markets will be just ав 
before. so that at least the effect of the new order will not be to 
reduce prices. Steel is a product made entirely from the resources 
of the home industries. The output is limited while the demand 
ia Increasing. and therefore its uses should be limited to allow a 
maximum tor war purposes, For electrolytic copper. however. we 
are dependent upon outside sources. anil so long as they are willing 
to pay the price our old export customers can, and will, buy else- 
Where, They can no longer buy British steel when we stop the 
export, and, failing an efficient substitute, must. do without: but 
electrolytic copper has no special merit in either British wire or 


American wire one over the other, and if we do not sell it other 
people will. We hope the desired end may be attained by the 
Government. namely, to conserve supplies for war work; yet 
we may be permitted a grumble at the means employed in the new 
order, 

Commercial, 
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STRETCHING THREE LINE WIRES 
AT ONCE. 


Mr. Н. Н. Fenton, in the Zlecfrical World, says that when con- 
structing three-phase transmission linea a great waste of time is 
often caused in stretching conductors by the awkwardness of the 
block and tackle method. To eliminate this waste of time the 
writer employs a scheme which enables a small force of men to 
stretch all three conductors of a three-phase line in one operation, 
In other words. the three conductors are strung, stretched and tied 
in with one trip over the ground and by climbing up each pole 
once. A special whiflle-tree constructed as shown in the accom- 
panving illustration is used. With this device a crew consisting of 
a foreman, four climbers, a team wi h driver and a helper on the 
wagon to watch the reels and fasten the wire grips. can handle line 
construction rapidly and without difficul y. The special device is 
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SPECIAL WHIFFLE-TREE FOR STRETCHING THREE LINE WIRES 
AT ONCE, 


attached to the axle of the wagon hy a chain. ко that it drags about 
2 ft. behind the rear wheels. Three reels are mounted upon the 
waron platform and carry the wire. 

When stringing the conductors for a particular line, each con- 
ductor is dead-ended at the starting point, and the team driven six 
spans for the first pull. Each climber takes his assigned place, 
one at a pole. the foreman making the fifth, and each carries the 
wires up the pole, the helper meanwhile at the wagon making fast 
the wire erips on the conductors, thus attaching the special whiffle- 
tree to them. The driver then starts the team and draws the wires 
taut. The brake is then applied on the wheels of the wagon to 
aid the team in holding the strain. After the four climbers have 
tied-in the line. the grips on the special whillle-tree are released 
and the team is driven up four spans, thus unreeling wire for 
another pull, and the cycle of operations is repeated. Four spans 
have been found about the maximum pull on an up grade that can 
be made with one team of horses; however. on a down grade as 
талу as seven spans have been stretched without any difficulty at 
one pull. | 

This method of construction makes possible a very taut line. does 
not produce twisting upon any pole. makes all wires hang alike. 
and is considerably faster than the block-and-tackle method, An 
average of 3 miles of three-phase line has been strung, stretched, 
and tied-in in one day. i Р 


BUSINESS NOTES. 


For Sale.— The Shetfield Corporation Electricity Supply 
Department is offering a number of generating sets for sale; 
the Woolwich B.C. Electricity Department is offering a 110-KW. 
continuous-current set for sale. Particulars appear among our 
advertisements to-day. 


Publicity Poster.—We understand that the design for 
an electric fire poster got out by the COUNTY oF LONDON ELECTRIC 
SUPPLY Co. has quickly achieved a wide popularity. А large 
number of supply undertakings throughout the country have 
purchased copies of the poster, and by arrangement with the 
company MEssis, BELLING & Co. have used the design on the 
cover of their catalogues, of which about 100,000 have been issued. 


Bankruptcy Proceedings.—JAMES BROCKIE, mechanical 
engineer. Forest Hill, Kent.— Second and final dividend, 1s. 1014. 
in the £. payable December 4th. at the office of the Official 
Receiver, 132. York Road, Westminster Bridge Road, S.E. 


Book Notices.—MEssRs. E. BENNIS & Co. LTD.. of 
Little Hulton, have issued No. 2 of their house organ, Cheap Steam. 
The principal contributions are :--" An Interesting Textile Installa- 
tion,” " Coal Crushers. " The Commercial Testing of Solid Fuel." 
"The Care of Mechanical Stokers,” and " Steam Production and 
Machine-Firing." 
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Catalogues and Lists.— BRITISH Тномхох- Ногхтох Co., 
LtD., 77, Upper Thames Street, London. E.C.- List No. 10.480 (44 
pages) has been issued, says the company's optimist, “in anticipa- 
tion of the coming demand for improved -outdoor lighting 
schemes," when the removal of the temporary lighting restrictions 
becomes advisable. The catalogue is devoted exelusively to the 
subject of weatherproof lanterns. street. lighting fittings and acces- 
sories, ironclad ship and mill fittings, and so on, for use with 
standard and half-watt type lamps. [Illustrations and details are 
given of a number of fittings of new design. Among the new 
weatherproof models listed are the “Strela” cast-iron lantern. with 
vitreous enamelled retlector: the “Global” the “Alabas.” the 
“Tilstra " street lighting unit. and the " Radial Wave," all of which 
are suitable for Mazda half-watts. These provide in every case for 
adjustment of the total length. so that lamps of different size may 
be employed in the correct position relative to the reflector. The 
B.T.H. series incandescent street lighting system provides for the 
replacement of arc lamps on series circuits without altering the 
existing circuits, (1) a substitutional resistance with automatic 
cut-out for each lamp, (2) a constant-current transformer for each 
circuit. with an automatic film cut-out for each lamp. or (3) an 
automatic film cut-out for each lamp only. to prevent the extinc- 
tionof a number of neighbouring lamps. Many ornamental designs 
of British-made cast-iron and ferro-concrete pillars for incandescent 
street lighting are listed. as well as watertizht lanterns. fittings 
and holders for standard Mazda lamps. used*in mills, factories, 
shop windows and steamships. Copies of this exhaustive catalogue 
will be sent to readers interested in street and industrial lighting. 

OVERSEAS ENGINEERING Co.. Lro., 75. Curtain Road. London, 
E.C.— Leaflet giving an illustrated description, with prices. of their 
" Overseas " automatic lighting sets. 


Trade Announcements. — THE  MipraNpDp. ELECTRIC 
MANUFACTURING Co., LTD.. announce that Messrs. Higgin, Ltd., 
of Manchester. have ceased to represent them in the Lancashire 
and West Riding of Yorkshire district. Until other arrangements 
are made all communications should be addressed to the company 
direct at Barford Street, Birmingham. | 

THE PATERSON ENGINEERING Co.. Ltp.. have taken temporary 
premises at Windsor House, Kingsway. for the duration of the war, 
consequent upon the Military Authorities having taken over India 
House, Kingsway. Their new telephone nuinber is: " Gerrard. 
6560." "The firm have just published the new edition of their Red 
Book, which was preparing when war broke out. 

The London office address of Messrs. FRASER & CHALMERS, 
LTD. has just been changed to Moorgate Hall, Finsbury Pave- 
ment, E.C. 

MESSRS. WELLMAN, SEAVER & HEAD, Lrp., state that as the 
Government has taken possession of India House, Kingsway, and 
the two adjoining buildings, for war purposes. their address is now 
King's House, Kingsway, W.C. Telegraphic address and telephone 
number unaltered. E 

Messgs. TozER, KEMSLEY & FISHER, LTD., of 84, Fenchurch 
Street, E.C., have changed the style of the company to Tozer, 
Kemsley & Millbourn. Ltd. Mr. Millbourn. whose name is thus 
incorporated, joined the firm in 1889, and he has been a director of 
the company for many years. 

THE FULLER ELECTRICAL AND MANUFACTURING СО. announce 
that the Government having taken over Canada House, Kingsway. 
W.C.. they have temporarily removed to Old Serjeants’ Inn 
Chambers, 5, Chancery Lin’, W.C., where all communications should 
be sent. | 


Safety Lamps Approved.—The Home Secretary made 
an order on November 16th. approving the following safety lamps 
for uae in all mines to which the Coal Mines Act, 1911, applies :-— 

Kingsway miners’ electric safety lamp. А 
Davis-Edison accumulator miners’ electric safety lamp. 
Cambrian officials’ lainp, No. 7. 

Pearson's ofticials’ pceket lamp. ` 


Western Electric Co. (U.S.A.).— The Electrical World states 
that the Western Electric Co.'s gross for the year to December 31st 
will reach $100,000,000. The previous- biggest year gross сав 
$77,000,000. This refers to actual shipment of goods to customers. 
The incoming orders booked will be very much greater than this 
amount. While the Western Electric Co. has no war orders. it has 
felt the effect of the war by limitation of raw material supplies on 
the one hand, and abnormal demand for its products on the other. 
The directors recognise the fact that the present conditions are 
entirely abnormal; at the same time. the pressure is here. and 
cannot be entirely ignored. As a result. they have authorised 
further plant additions, which ill call for the expenditure of nearly 
$1,000,000. The Western Electric Co, is employing 23.000 people. 


U.S. and the Russian Electrical Market. — The 
Electrical World contains the following :--* Much has been 
written by writers in this country concerning the opportunity of 
the American manufacturer in the Russian market. An article, 
however. full of significance to the American inanufacturer of elec- 
trical products appeared recently in the Russian electrical journal. 
the Elektrichestro, in which it was pointed out that imports of 
German electrical goods into Russia increased from a value in 1909 
of 33,500,000 to a value in 1913 of 35.500.000, The war, however. 
lorced Russia to seek other suppliers. As her ally. Russia turned 
to Great Britain. but found that country unwilling and unready to 
develop the great Russian market.- Kussia now. the journal states, 
is looking to the United States to furnish the Russian nation with 
electrical machinery and electrical products. Already the United 
States, it is pointed out, has profited by securing orders for con- 
siderable quantities of telegraph and telephone apparatus and many 
tons of copper wire. Thore is a strong demand for small motore of 


from 4 to 4 H.r., for educational electric appliances. for X-ray 
apparatus. and for every kind of electrical material. A few weeks 
ago. it was impossible to purchase a single battery cell in the whole 
of Petrograd, and there is a feeling that the Russian market can 
absorb huge quantities of supplies in the future. Russia, according 
tothe journal. wants Americans to take the place formerly held 
by the 150.000 German merchants. Three-fifths of Russian capital 
has been offered American firms if they will ccntribute the other 
two-fifths iu order to establish factories in Russia. Continuing, 
the journal points out that the large field which Russia offers for 
hydro-electric engineers and factories is shown by the fact that in 
the European Russia, including Finland, and in the Ural and the 
Caucasus, the utilisable hydraulic power is estimated at about, 
10.000,000 KW., while the amount utilised is less than iu any other 
country in Europe. [n round figures, around 200,000 KW, is deve- 
loped. of which Г per cent. consists of small installations.” 


The Supply of Railway Wagons.—The Financial Times 
states that the railway coinpanies are arain calling the attention 
of traders to the necessity of making every effort to avoid the 
wastaye of rolling stock. It is pointed out that the demand for 
railway wagons and sheets is extremely heavy. owing to the large 
amount of urgent Government tratlic and material for the manu- 
facture of munitions which the railway companies are being called 
upon to handle specially. The companies, therefore. hope that 
they can rely upon the local co-operation of the traders in the 
country in assisting them to cope with the heavy trafic which is 
bein; worked under exceptionally ditficult conditions. Two means 
are suggested by which material assistance can be rendered :--- 

l. Traffic should not be loaded in railway trucks until senders 
have ascertained that consignees are able to take immediate 
delivery. and have obtained confirmation from the railway company. 

2. Wagons received with inward traffic should be unloaded and 
handed back to the railway company with all possible dispatch. 
It should not be overlooked that when wagons are kept under load 
atter the day of arrival, it is a serious loss to the country, and, ina 
sense. is playing into the hands of the enemy. | 


LIGHTING AND POWER NOTES. 


Australia.—As a result of the coal strike, the NNW. 
Government, acting under the powers conferred by the Emergency 
Bill. is assuming control of the electric and gas supplies in 
Sydney, with a view to conserving the resources for necessary 
industries in case the strike continues. It is stated that under 
Government control the supplies will last for a fortnight, other- 
wise the electrical supplies would have ceased last week. The use 
of electricity for lighting purposes is prohibited. except for public 
institutions and street lighting. Electric power Б also prohibited, 
excepting for works connected with water supply, sewerage, and 
the manufacture of fvod-stuffs. 

* М] ч Md 

: Bangor.—FREE-WIRE  INsTALLATIONS.— The — Electric 
Lighting Committee has had under consideration the question of 
purchasing the free-wired electric light installations owned by the 
National Electrie Construction Co., and recommends that the com- 
puny be offered an annual payment of £110. payable over а period 
of 27 years from April Ist. 1916. This arrangement will result in 
the installations becoming ће property of the Corporation imme- 
diately. thus enabling the Corporation to deal with the property in 
such manner as it considers best in. the interests of the electricity 
undertaking. A resolution to this effect was carried. 


Barnsley.—The R.D.C. has given its consent to the 
Yorkshire Electric Power Co.'s using overhead wires from Beam- 
shaw Wood Colliery to Woolley Colliery. and from Woolley Colliery 
tə Wheatley Wood Colliery. | 

Bath.—Prict Increase.—The B.L. Committee of the 
T.C. has decided to increase the price of energy by 10 per eent.. as 
from January Ist next. making an advance of 20 per cent. since 
the war commenced. 

Canada.— Тһе annual report of the Canadian Commission 
of Water Conservation states that, although there has not becn a 
larre increase in new water-power enterprise during the year. the 
following additions are to be noted :— Winnipeg has added some 
13.000 H.P. to its municipal plant at Point-du-Bois. The Laurentide 
Power Co. has inaugurated its new hydro-electric development at 
Grand mére on the St. Maurice River, the ultimate capacity of 
whieh is to be 125.000 H.P. The Eugenia Falls plant on the Beaver 
River has commenced operations with an initial capacity of 
4.500 H.P. The Hawkesbury Electric Light and Power Co. has 
completed and put in.operation its new hydro-electric plant at 
Bells Falls, on the Rouge River, of 5.000 H.P. Among the new pro- 
jects proposed during the year may be mentioned that of developing 
600,000 H.P. at the Grande Décharge of the Saguenay River, with 
the object of manufacturing chemical fertilisers. 

The St. Maurice River. with a drainage area of about 16.000 sq. 
miles, possesses many important water-power sites. three of the 
largest being already utilised at Shawingan Falle. Grand mere amd 
La Turqne. 

The Quebec Streams Commisaiun. realiaing the great benefits 
which accrue from conservation storaze of the upper waters of the 
St. Maurice. has decided to construct a main reservoir at La Loutre 
Rapids. 35 miles north of the National Trans-Continestal Ralway, 
at the lower end of a long chain of lakes; the reservoir will be 
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the third largest in the world, being exceeded by the Assuan 
Reservoir on the Nile, 3.750.000 million cb. ft.. and the Gatun 
Lake at Panama. 183,000 million, as compared with La Loutre, 
160,000 million. The dam is to be 1,720 ft. long in four straight 
sections, with 851 ft. of spillway. 

Between the reservoir and the mouth of the St. Maurice there 
are no less than 17 power sites. with a total capacity of approxi- 
mately 350.000 H.P. under present conditions, while it is estimated 
that some 100,000 H.P. will be available when the flow is regulated 
from the reservoir. At Shawinigan, Grand mere and La Turque 
alone the potentiality will be raised from an aggiegate of 190,000 
Н.Р. to over 400.000 H.P. 

The Ontario Hydro-Electrie Commission has threatened to cut 
off its supply of power to the city of Niagara Falls. Ont., if the 
City Council insists upon selling electrical energy at 810 per H.P. to 
а new industry which recently decided to settle in the city. The 
Commission contends that the minimum rate must be $14. 


Carmarthen.—Pusuic ленте, М regard to. the 
contract between the Council and the Carmarthen Electric Light 
Co. for street lighting, the L.G.B. has written suggesting that the 
case is one in which the parties should come to an amicable 
agreement in the altered circumstances. 


Castleblaney (Co. Monaghan).—E.L. ScuExE.— It was 
mentioned at а meeting of the B. of G. that electric lighting for 
publie purposes would shortly be installed in the town. 


Continental.—Srain.—La Sociedad Electra Isaac. Matas 
is the name of а new concers which has lately been formed in 
Barcelona, with a capital of £4,640, to establish a hydro-electric 
generating station near El Pasteral, in the province of Gerona. 


Crayford. —Рсвіле LieutimG.—The P.C. has signed 
. an ayreement with the West Kent E.L. Co. for the lighting by 
electricity of the Barnes Cray and Northumberland Heath Estates. 
The agreement is for five years at. £2 11s. 6d. per lamp per annum. 
and at the end of that period the standards, Nc, becone the 
property of the Council. 


Dublin.—Fint Loss.—4At a civie luncheon in Dublin, 
the Lord Mayor mentioned that the loss to the Corporation in 
respect of electricity in the area destroyed during the rebellion of 
Easter Week amounted to £8,000, while the loss in rates would be 
£16,000. 


Dundalk.—PRoposep LoAN.—A deputation from the 
Urban Council is to interview the L.G.B. with a view to a further 
loan in connection with the electric lighting undertaking. 


Greenock.— Y rAR's WorkING.—The annual report. by 
Mr. Whysall. burgh electrical engineer, on the working of the 
Corporation electricity undertaking during 1915-16 shows that the 
total output sold amounted. to over 19 million units, an increase of 
33 per cent. on the previous year; Greenock took 15.386,838 units, 
Port. Glasgow 2.285.582 unita, and traction absorbed the remainder, 
1.282.621 units. About 25 per cent. of the increased business was 
obtained from Greenock consumers. The total income for the 
year was £85,050, while gross profits amounted to £33,038, and 
after meeting interest and sinking fund charges, and providing 
44.665 for depreciation, there remained a net surplus of £6,995. as 
compared with £0,447 in the previous year.: The average total 
works cost was ‘650d. per unit. as against 752d., the cost of coal 
having increased from £14,596 to £27.928. The total connected 
load was 24.207 Kw. and the maximum load 7.480 Kw.; the load 
factor improved to practically 29 per cent. The report refers 
to the difficulty of obtaining a sufficient. supply of condensing 
water: as an emergency arrangement a temporary salt-water 
supply scheme from the harbour was inaugurated to provide 
make-up. Some 14.000 Kw. of А.С. turbo machinery is installed in 
the power station. and arrangements have been made for installing 
two 30,000-]b. Babcock independent boiler units. also a large 


cooling tower. Some 2.500 KW. of converting machinery is 
installed for the Greenock network, and apparently another 


2.000 KW. is required, while an additional 1,000 Kw. of converting 
plant will be required for Port Glasgow. The H.T. scheme now 
embraces 17 sub-stations, nine rotary and eight static: a total of 
9400 KW. is installed in them.’ Although publicity work has 
practically been suspended, 284 motors, radiators, and other 
appliances, representing 468 KW., were sent out during the year 
from the departments’ showrooms. 


Hull.—PraNT Exrenstons.—The Corporation has decided 
to make application to the L.G.B. for sanction to the borrowing of 
the necessary money to proceed with the scheme for providing a 
water-cooling svstem at the electricity works. The scheme was 
dropped in February. 1915. at the request of the Treasury. but, 
owing to the increased output. it is considered necessary that the 
work should be proceeded with at an early date. The oríginal cost 
was £6,900, but the increased cost of materials will add about 
30 per cent. to that amount. 


Johnstone.—^TREET Lic;HTiNG.— The T.C. is to utilise 
the electric supply of the Paisley Tramways Co.. and to provide 
lamps in the centre of the town. 


Kingstown.— E.L. ScHExE.— The Council has decided 
to pay £100 to Mr. J. B. Tierney. in respect of Ithe preparation 
of plans and specifications in connection with the electric lighting 
scheme, * 


` 


London. — HACK NEY.— Application is to be made to the 
L.C.C. for a loan of £6.500 in respect of the expenditure to he 
incurred in linking-up the electricity undertaking with the North 
Metropolitan Electrice Supply Co. 

ST. PANCRAS. Owing to a pit fire at the Newdivate Collierics, 
a considerable falling-off in coal deliveries to the electricity depart- 
ment has taken place, and the chief engineer has been forced to 
buy in the open market to replenish the stocks. 

PoprLAR.--The Council is to support the proposals of the 
National Electric Power Supply Joint Committee with reference 
to the interconnection of electric supply stations, 


Lossiemouth.—PRoposED Loan.—The T.C. is endeavour- 


ing to obtain a loan of £1,660 to defray the balance of the cost of 
the electricity works. 


Mexborough.—WacEs.—The Electricity Committee has 
decided to grant a war bonus of 38. per week to its employés : the 
application of the men was for an increase of 5s. per week. 


Midlothian.—Thce U.D.C. has been informed that the con- 
tract for electric lighting expires on December 31st. The manager of 
the Electric Lighting Co. has submitted a proposal to charge the 
Council only for the electricity supplied until a fresh agreement 
was arranged. : | 


Middlesbrough.—At a meeting of the Electricity Com- 
mittee it was reported that for September there was an estimatel 
profit of £863, exclusive of interest and redemption charges, and for 
October the estimated profit was £1,328. these figures representing 
increases of £44 and £50 respectively, compared with the corres- 
ponding months of last year. The engineer (Mr. Scotson) said the 
effect of the Daylight Saving Act had been a reduction of 73 per cent. 
in the number of lighting units, but there was ап increase of £150 
in the revenue for the past six months, as compared with the same 
period of last year, due to the increase in the power load. The 
engineer was authorised to attend a conference of electrical engi- 
neers on the suggested linking-up scheme. 


Newport.— Exurpition.—At the Trades Exhibition held 
last week. at the Pavilion, Stow Hill, the Corporation electricity 
department had an interesting exhibit of electrical apparatus and 
fittings suitable for domestic purposes. Those exhibiting included 
(according to the S. 1E. Argus) Messrs. Siemens Bros., Ltd.. Simplex 
Conduits. Ltd.. General Electric Co., Ltd.. Chas. Joyner & Co. 
Belling & Co.. British Electric Transformer Co. (cookers and heaters), 
Jackson's Electric Stove Co. (cookers and heaters). Ferranti. Lud.. 
and many other well-known. firms. This winter it is expected that 
domestic heating and similar uses will account for well over a 
million units. 


Oldham.—Srreer LiGcuriNG.—With a view to im- 
proving the lighting of the main streets, the Electricity Committee 
proposes to suspend electric lamps from the tramway standards, 
about 40 yards apart. It is intended to run the necessary cable 
overhead by means of the tramway standards, and to use small 
electric lamps of about 60 watts each. 


Peterborough.— YEAR'S Workinc.—The report on the 
working of the Corporation electricity department for the year 
ended March 31st shows that the output of electricity decreased 
from 973,762 units in 1914-15 to 861,050 units last year, entirely 
due to lighting restrictions. The net result of the year's working 
ік a deficit of £470: just prior to the war. the capacity of the 
generating plant was increased from 840 KW. to 1,340 KW.. in 
anticipation of a greater demand for electricity for all purposes: 
but this has not yet been realised.—- Peterborough Standard. 


Radcliffe,—P avr. ExrTENSION.— Тһе plans of the Lan- 
cashire Electric Power Co. for the extension of its power station 
have been approved by the U.D.C. 


Rawdon and Yeadon.—E.L. Pmorosans.— Гһе Elec- 
trical Distribution of Yorkshire, Ltd., has given notice of its 
intention to apply to the B. of T. for a prov. order for electric 
supply within the urban districts of Rawdon and Yeadon. 

The Rawdon U.D.C. has already given its consent to the appli- 
cation, and the question will come before the Yeadon D.C. at its 
next meeting. 


Swinton and Pendlebury.—P ck. REvisiox.— It was 
announced last week that, owing to increased cost of production. 
the U.D.C. was revising its scale of charges for electric supply. 


Tottenham.—The General Purposes Committee has 
directed that notice be served on the North Metropolitan Electric 
Power Supply Co. to cease lighting all arc lamps, and to provide 
50-C.P. incandescent lamps at 17 points, &s agreed by the Council. 
The Committee will report further as tothe question of the amount 
required by the company in respect of interest on capital ex- 
penditure during the suspension of the lighting, and also as to 
further reducing the accounts respecting unlighted lamps during 
the past quarter. 


Walthamstow.—PRIcE IxcREASE.— The price of elec- 
tricity for lighting is to be further increased by 5 per cent., and 
for power and heat by 10 per cent. ; an endeavour is to be made to 
obtain an increased price in the case of periodic contracts. ' 

Negotiations are in progress for supplying a firm with from 250 
to 1,000 H.P.. and application is to be made for sanction to a loan 
of £13.140 and a grant of £8,063. 
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Wolverhampton. —10 consequence of a temporary break- 
down at the Corporation electricity works on Monday morning. 
there was a dislocation of the tramway service in the borough for 
a short period. x 


Windermere.—^ubject to the consent of the B. of T., 


the U.D.C. has decided to give Messrs. Borwick & Sons а supply of 
current by overhead wires to their works. 


TRAMWAY and RAILWAY NOTES. 


Bradford.— Apropos the paragraph in the BLECTRICAL 
Review of November lOth. on the difficulties of the queue system 
of tramway loading in Forster Square, one of the new barriers - 
on the narrow causeway at the bottom of Kirkgate. which is one 
of the most congested corners in the city—is to be removed after 
an existence of about three weeks. The wonder of the public 
(according to our correspondent) has been that it was ever erected 
in such a position, with a wide and roomy space round the corner 
io Market Street. The decision was announced at a meeting of the 
Finance Accounts sub-Committee on Friday last. 

On all routes the service of cars is to be curtailed by half-an-hour 
at the end of the day. 


Continental, — ока Ау. — 14 is stated that the Norwegian 
Government has decided to convert to electric traction the existing 
narrow-gauge railway between Christiania and Drammen, and to 
transform it to the normal gauge. The preliminary expenditure 
was sanctioned by the Storthing a short time ago. [t is calculated 
that the reconstruction of the line, which has a total опе of 
nearly 33 miles. will involve an outlay of €1,153.000, and. the cost 
of the electrical equipment will represent a further sum of 
£381,000. It is proposed to erect a power station at the Hakavik 
waterfall. which was acquired by, the. Government in 1911, and to 
install turbo-venerators of a total of 17,200 H.P., the first sets to 
com prise three units, each of 4,500 н.е. The scheme provides for 
the purchase of 20 locomotives. having a speed of 44 miles per hour. 

If further power ів required than that furnished by the Hakavik 

waterfall, recourse would be had to the Nore waterfall for this 
purpose. The beginning of the new service is expected to take 
place in 1920. The question of the transformation toelectric traction 
of the Ofoten railway. which forms a continuation of the Swedish 
frontier railway. and which terminates near Narvik. is also under 
consideration. Negotiations for the present are being conducted 
with the Swedish mining companies which forward iron ore to 
Narvik for shipment. This frontier railway, which proceeds from 
the Lapland iron ore district near Kiruna to the Norwegian 
frontier, was converted to electrical working a few years aro. 


Huddersfield.—A scheme for training as motormen 
persons with spare time has been instituted by the manager of the 
tramway department, which is reported upon as very successful, 
It is thought that many men of suitable ave may adopt this 
national service in preference to woing into munition shops. 


Middlesbrough—TRanNsporteR BripGe.—Owing (o a 
broken cable, the car of the electrically-driven transporter bride 
recently stopped halfway across the Tees. but the provision made 
for such emergencies proved adequate, the car being in running 
order again in a very short time. 


Newcastle-on-Tyne.— Tlie drivers in the employ of the 
Corporation have petitioned the Tramway Committee for the cur- 
tailment of the aight service. The Committee is to meet the 
theatre managers with a view to considering the position from the 
theatrical point of view. It is expected that the service will be 
curtailed. 


Rossendale.— ARBITRATION.—On the 20th inst. Mr. 
J.M McElroy held an inquiry on behalf of the B. of T. into the 
proposed alteration of tramway stages and fares on the Bacup- 
Rawtenstall tramway systun which is operated by the latter Cor- 
poration. The Bacup authorities objected .to the proposed fare 
increases. ав they are all in their area. while, on the other side, it 
was claimed that Bacup passengers are now in a favoured position. 

Walsall.—O wing to a failure of electric supply the tram- 
way service was stopped for two to three hours on Monday. Yt 
was stated that this was due to the necessity of securing the supply 
to local factories, which. due to the dark morning, was greater 

tian usual, | 


Walthamstow.— The. clerk is to communicate with the 

mmissioner of Police. pointing out the increasing scarcity of 
men suitable for employment as motormen on the tramways, and 
urging that women should be licensed as drivers. 


ee 


TELEGRAPH and TELEPHONE NOTES. 


German Wireless.—The rates for telegrams by wireless 


iin G^rmany to America have been reduced from la. 024. per 
79940444. (Nauen to Sayville.) 


,Laly.— Inland telegraph rates have been raised by 40 per 
‘for the first 12 words. | 


4 


\ 


Hull. — The Corporation Telephone Committee has 
awarded war bonuses of 4s. to males over 18 whose wages do not 
exceed 40s. а week, and Зв. a week to males whose wages exceed 
40s. but not 60s. a week. Females and males under 18 are to 
receive halt these amounts. 


New Press Telegram Rates.—‘The Postmaster-General 
p'oposes to postpone the operation of the new Press rates until 
January Ist, 1918. 


Russia.— l'he Sibir says that on September 15th, at the 
villare of Dudinka. on the Yenisei, 400 versts from the Arctic 
Circle. the most northern part of the Turuchan-Dudinka telegraph 
line. which is an extension of the Yenisei-Turuchan line. was 


- opened, 


Wireless Station under Censorship. — The U.N. Govern- 
ment has put a naval officer on duty in the wireless station of the 
New York Herald at the Battery in New York City, with instruc- 
tions to prevent the use of that station for sending unneutral 
messages to vessels at sea. This action resulted from the inter- 
ception by the Brooklyn Navy Yard of a message sent out by the 
Herald wireless station to ships at sea, reporting that the German 
submarine U-53 was operating off the Nantucket Liyhtship.-— 
T. and T. Aye. ` 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Argentina. — November 30th, Buenos. Aires Mimici- 
айну. Electric carbons required during 1917. Oficina de Licita- 
ciones, Intendencia Municipal de la Capital. Avenida de Mayo, 525, 
Buenos Aires, 


Australia.—Sypnry.—January 3574. N.S.W. Railways 
and Tramways Department. 50-ton electric overhead travelling 
crane for Yarra Street. power-house, Newcastle. * 

January Sth. Municipal Council Electric Lighting Department. 
33,000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 10s. 6d.* | 

January 22nd. Electrical plant (converter, battery, booster, aud 
switchboards) for the Castlereagh Street sub-station. for the Muni- 
cipal Council. Specification from E.L. Department, Town Hall." 


Cape Town.—-Jauuary ath. Electric motors and starting 
panels. for the Corporation Electricity Department. Dock Road, 
Саре Town.” 


Durban.— January 3rd. Corporation. Опе 3,000-KWw. 
steam turbine, alternator. and condensing plant. Specification 
No. S. 238; drawing No. P. 597, hoth at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 2s. 


~ Enniskillen. — December Ist. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph mate- 
rials. Mr. J. Duff, Secretary to the Company. 


Government. — Electric 
Tenders to Colonial Secretary, 


Grenada. — December 31st. 
supply at St. George's and suburbs. 
Grenada, British West Indies. 


Johannesburg. — December 9th. Corporation. 1,427 
А.С. and D.C. electricity meters and 100 time-switches. Specification 
(21a. deposit) from Mr. E. T. Price. General Manager's Office. 
Electricity Supply and Tramways Department, President Street. 
Johannesburg. W.* 

December 20th. Corporation, Automatic pressure regulators for 
the А.С. turbo-venerators at the power station.” - 

January 3rd. Corporation. Iron axles and bushes.* 


London.—H.M. Orrice oF Works.—November 27th. 
Twelve months’ supply of electric cable and wire. See "Official 
Notices " November 17th. 


New Zealand.— Ux: vin.—January 24th, 1917. Motor- 
venerator, accessories and spares. City Electrical Engineer, Market 
Street. Dunedin.* 

TAURANGA.-—February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-400 volts. Н. W. Clime & Sons 
Consulting Engineers, Raetihi.--.V.Z. Shipping and Commerce. 


Trimdon Grange (Co. Durham).—December 3rd. Six 
months' supply of electric fittings. Storekeeper. Trimdon Grange 
Colliery. 


Specifications for the items marked * can be scen at the Bowd 
of Trade Cominercial Intellizenee Departinent in London. 
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CLOSED. 


Government Contracts.—List of new contracts placed 


during October, 1916 :—— 
War OFFICE. 


е bells. — W. Maxwell & Co., 1+4. ; Peel-Conner Telephone Works, 

ла. 

Distributing boards.—Park Royal Engineering Works, Ltd.; Parmiter, 
Hope & Sugden. . | 

Electric cable and wire.—B.I. & Helsby Cables, Ltd ; Craigpark Electric 
Cable Co., Ltd.; W. T. Glover & Co., Ltd.: Hooper's Telegraph and 
India-Rubber Works; St. Helens Cable & Rubber Co., Ltd.; Siemens 
Bros. & Co., Ltd. Е 

Telephone cords.-- London Electric Wire Co. & Smiths, Ltd. | 

Electric light fittings.—Cable Accessories Co., Ltd. : Edison Swan Electric 
Co., Ltd. ; General Accessories Co., Ltd.; General Electric Co., Ltd. ; 
C. Н. Parsons, Ltd. ; Peyton & Peyton, Ltd. ; Sun Electrical Co., Ltd. ; 
C. J. Thursfield & Co., Ltd. 

Generating sets.—Austin Motor Co. (1914), Ltd.; Fyfe, Wilson & Co.; 
Keighley Gas & Oil Engine Co., Ltd. А 

Motors and switchboard, &c.-- Electric Construction Co., Ltd. ; Siemens 
Bros. & Co., Ltd. 

Insulating tape.—Ancoats Vale Rubber Co., Ltd. ; Siemens Bros. & Co., Ltd. 

Volt- and ammeters.— Johnson & Phillips, Ltd. 

Copper wire.--F. Smith & Co., Ltd. 

Iron wire.—Dorman, Long & Co., Ltd. ; Rylands Bros., Ltd. 

Works services. — Electric light installation, Dibgate, &c.: Ferranti, Ltd. 
Electric light services, Yatesbury : Siemens Bros. & Co., Ltd. 


Inpra Orricx Store DEPARTMENT, 
Accumuators.--Pritehett & Gold. 


Post OFFICE. 

Telephone apparatus.—Siemens Bros. & Co., Ltd. 

Telegraph apparatus.—Crecd, Bille & Co., Ltd. : 

Telegraph cable.—B.I. & Helsby Cables, Ltd. ; Enfield Electric Cable 
Manufacturing Co., Ltd. ; W. Geipel & Co., Ltd. ; W. T. Glover & Co., 
Ltd.; W. T. Henley's Telegraph Works Co., Ltd. ; C. Macintosh & Co., 
Ltd. ; St. Helens Cable & Rubber Co., Ltd. ; Union Cable Co., Ltd. 

Telephone cable.— Peel-Conner Telephone Works, Ltd. 

Dry cells.—Biemens Bros. $ Co., Ltd. « 

Telephone cords.—London Electric Wire Co. & 8miths, Ltd. 

Cable drums.— B.I. & Helsby Cables, Ltd.; Western Electric Co., Ltd. 

Insulators.—Taylor, Tunnicliff & Co., Ltd. 

Insulator spindles.—Bayliss, Jones & Bayliss, Ltd.; Bullers, Ltd. ; Guest, 
Keen & Nettlefolds, Ltd. 

Insulated bronze wire.—B.1. and Helsby Cables, Ltd. 

Galvanised-iron wire.—Dorman, Long & Co. ; Rylands Bros., Ltd. ; Shrop- 
shire Iron Co.; Е. Smith & Co. (Wire Manufacturers), Ltd. ; White- 
cross Co., Ltd. 

Battery zincs.—Eyre Smelting Co., Ltd.; Siemens Bros. & Co., Ltd. 


Н.М. OFFICE or Works. 


Supply of incandescent electric lamps to August 315, 1917.— British 
'Thomson-Houston Co., Ltd.; Pope's Electric Lamp Co., Ltd. 


Walthamstow.—U.D.C. Accepted tenders :— 


Babcock & Wilcox, Ltd.--Water-tube boiler, £4,850; economiser, #929; 
steel chimney, £1,650; pipework, £890; hotwell tank, £170; pump, 
£845; induced-draught plant, £950. 

Bruce Peebles & Co., Ltd.—1,000-&w. motor-converter, £3,250. 

British Thomson-Houston Co., Ltd.—k.H.T. switchgear, £233. 

General Electric Co., Ltd.—-L.T. switchgear, £355. 


FORTHCOMING EVENTS. 


Physical Society of London.—Friday, November 24th. At 5 p.m. At the 
Imperial College of Science, South Kensington, 8.W. Ordinary meeting. 


Royal Society of Arts.— Monday, November 27th. At 5 p.m. At John Street, 
Adelphi. oward Lecture on * Coal and its Economic Utilisation," by 


.Prof. J. 8. Brame. 
Wednesday, November 29th. At 4.30 p.m. Paper on “The Internal- 
Combustion Engine," by Dr. Dugald Clerk, F.R.S. 


Institution of Electrical Engineers (Manchester Local Section).— 
Tuesday, November 25th. t the Engineers" Club. Paper on *' The 
Parallel Operation of Electric Power Stations,” by Mr. J. S. Peck. 


Liverpool Engineering Society. Wednesday, November 29th. At the 
Royal Institution, Colquitt Street. Paper on “Notes on the Construction 
of Modern Dock Gates,” by Mr. T. L. Norfolk. . 


Greenock Electrical Society.— Thursday, November 80th. - At 20, West 
Street. Paper on ' What is Electricity? " by Mr. J. L. Hogg. 


NOTES. 


U.S.A. National Research Council.—Arrangements have 
just been completed in New York whereby the resources of the 
Engineering Foundation, under the auspices of the four principal 
national engineering societies, are placed at the disposal of the 
National Research Council. which was appointed by the National 
Academy of Science at the request of President Wilson. The 
object of the Council is to co-ordinate the scientific research work 
of the country. in order to secure efficiency in the solution of the 
problems of war and peace. The Council was without funds until 
the Engineering Foundation, established to further scientific and 
engineering research, offered to place its resources at the Council's 
disposal. including the services of its secretary, Dr. Cary T. 
Hutchinson. to act as secretary of the Council. The offer was 
accepted, and plans for immediate activities have been placed in 
the hands of an Executive Committee.— Electrical. World. | 


Largest Generator ‘in the World.—The Llectrical World 
reports that the Siemens-Schuckert-Werke, of Berlin, Germany. is 
now building a 60.000-K.v.A. generator, wound for 6.600 volts. 
and running at 1.000 B.P.M. The generator is intended for the 
Rheinische Westphalische Elektrizitats Werke, and will be delivered 
by April 1st, 1917. which throws an interesting light on the condi- 
tions of the German electrical industry in spite of the war. The 
6.600-volt energy will be stepped up to 110,000 volta for tranemis- 
sion by а 60,000-K.v.A. transformer. | 


Educational.—Rvssia.— The Russian Universities have 
prepared a memorandum with a view to bringing the educational 
establishments of England. Russia, and France closer toyether. 
The memorandum contains the following recommendations :— 


1. The study of English should be included as an obligatory 
subject in the curriculum of all Russian Secondary Schools and 
Universities. 

2. Young scholars sent abroad by the Ministry of Education for 
special research studies should go preferably to England, and als 
to France. - 

3. Regular tours of Secondary School and University teachers 
and lecturers to England and France should be organised by the 
Ministry. 

1. A system of exchange of all scientific publications should be 
organised between Russian and English educational institutions. 

5. Similar exchange of scientific apparatus and educational 
objects.— The Times. ; 

The Russian Academy of Science has elected a special bureau. 
whose aim it will be to promote intellectual intercourse between 
England and Russia. It will publish in the English and Russian 
languages the works of modern scientists. and will organi» 
lectures to be held hy Russian professors in England, also inviting 
English professors to give lectures in Russia. 


British Money for British Industries.—The Doily 
Telegraph. states that the Trade and Industry Committee of the 
Royal Colonial Institute recently submitted the following resolu- 
tion to the Governments of the Dominions and Colonial Govern. 
ments having power to legislate, аѕ well as to Chambers of Com- 
merce, Boards of Trade, &c., in all parts of the Empire :— 

"That with a view to encouraging the establishment of new 
industries in the British Empire, and giving a measure of confidence 
and security to capital to be embarked therein. hs well as assisting 
the expansion of existing industries, the Governments of the 
Empire be urged to make it obligatory on all Government depart- 
ments, municipalities, railways. dock and harbour boards, yas. 
water, and electric light corporations, and all such bodies spendin; 
public moneys, or enjoying charters from Government or other 
public authorities, to purchase Empire-made goods, and to place all 
contracts with British firms, exceptions to be made, by special per- 
mission of proper authority, only in cases where such a course is 
considered to be at variance with public interests." 

In forwarding the resolution, it was pointed out that if it were 
made compulsory in each part of the Empire that Government 
departments and municipal and other publie bodies should place 
contracts only with British firms. it would prove a very strony 
factor in stimulating the establishment of new, and the growth of 
existing., industries, as well as consolidating inter-Empire trad. 
Chambers of Commerce and Boards of Trade were asked to co 
operate in bringing before their Governments the necessity of 
passing the required legislation to give effect to the principle 
embodied in the resolution. А large number of favourable replies 
was received. 


Electric Flour Mill in the Caucasus.— In view of the 


continuous rise in price of grain products, the management of the 


Caucasian Railway has decided to construct an electrically-driven 
flour mill at Mineralnya Vody. to supply the servants of the 
railway with flour. 


Engineers and the Question of a Truce.—The Ти 
gives a list of the topics which will be brought hefore the annual 
Conference of the Labour Party at Manchester, in January. It 
describes the resolution submitted by the Amalgamated Society of 
Eng neers as the most ominous. It reads as follows ;— | 

“That this Conference, believing that the attempt to negotiate 
a binding industrial truce between Labour and Capital might weil 
create more friction than it would prevent. carmot regard the con- 
clusion of such a truce as either practicable or desirable: but that 
this Conference would welcome the initiation of negotiations 
between Trade Unions and Associations of Employers in each 
industry, with a view to the settlement by agreement. wherever 
possible. of the serious industrial problems that will arise after the 
war. | * 

“Т Conference, therefore, reaffirms ita belief in the pre-war 

methods of negotiation between employers and employed, and 
affirms its opposition to any system of compulsory arbitration 1n 
trade disputes." 
. The Morning Post states that a meeting of representatives of 
the Employers’ Parliamentary Association and the Trade Union 
Parliamentary Committee was held at the House of Commons, on 
the lth inst, when the possibility of holding а Conference 
thoroughly representative of industry and of the Trade Union: 
was discussed. The meeting was of а preliminary character. and 
another meeting will be held in the near future further to consider 
the proposal. It is understood that the Conference, if held. will 
deal with the question of industrial peace after the war. 


The Engineers’ Club, Manchester.—On Tuesday evening 
members of this club met to consider the subject " Eclipse 0T 
Empire," the proceedings being opened by Mr. S. Turner. of Turner 
Bros., Ltd. Rochdale, joint author of a book with that 3 
its title. | | : P 

On December 5th Mr. E. C. Barton, will open a debate on ‘The 
Decimal System." the Lord Mayor of Manchester (Councillor T. 
Smethurst) presiding. 

On December 19th the subject for discussion will be ‘ Engineer 
ing Education and Research," introduced by Mr, A. P. M. Fleming. 
of the British Westinghouse Co. 
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Institution and Lecture Notes.—Institution of Civil 
Engineers.—In a paper on " Keadby Bridge.” on Tuesday last, Mr. 
J. B. Ball stated that the Great Central Railway Co. had recently 
completed an important bridge over the river Trent. at Keadby. of 
which the chief feature was a lifting span. built on the Scherzer 
principle, which claimed the distinction of bein; the heaviest 
lifting bridge yet constructed in Europe. The new structure con- 
sists of a combined railway and roadway bridge of five spans, 
including a lifting span of 160 ft.. giving a clear waterway of 
150 ft. The total weight of steelwork in the lifting span is 9&7 
tons, exclusive of the machinery and gearing, and the total 
weight of the span, together with its counterweight. is approxi- 
mately 2.920 tons. The lifting span is worked electricaliy by 


means of two l15-H.P. D.C. motors, carried on the leaf itself, tho. 


power being transmitted through trains of gearing to the main 
pinions on each side. The angle of maximum elevation of the 
bridge, when fully open, is 81°51, and the time taken to open or 
close it by eleotrical power is less than two minutes. 

Owing to the absence of power supply in the neighbourhood, a 
special plant for the generation of current had to be put down, 
consisting of two direct-coupled petrol engines driving two 50-Kw. 
machines, the current being delivered at the switchboards at 220 
volts. A large storage battery is provided. capable of supplying 
the motors with current for about 30 operations of the bridge 
before re-charging is necessary. Two sets of electric brakes are 
provided, and at the fore end of the span two heavy forged steel 
bolts, worked electrically from the control cabin, enrage with 
castings anchored down to the pier, so locking the bridge when in 
the " down " position. 

Electrieally-operated gates are provided for the protection of 
watway traffic, which are interlocked with the railway signals ; 
the latter are three-position signals. and are the first to be installed 
as a complete scheme in this country. 

Work was commenced in August, 1912,and the bridve was opened 
to traffic on May 21st, 1916. 

University College, London.— Opening th« fourth of his lectures 
ou " Long-Distance Telephony," Prof. Fleming dealt with "transi- 
tion“ losses at points of junction between cables of different 
characteristics. or between aerial and underground lines, and 
showed how they could be calculated and expressed in terms of 
“miles of standard cable” (u.s.c.). He then returned to the sub- 
ject of loading, and explained how the formula for the attenuation 
constant could be greatly simplified when. as in a loaded cable, the 
ratio врт, had а small value, for then VR! + pt? = pr 
VI + R2]p3? = pu + корг. and similarly o/s? + pèc 
= pe + s42yvc, for s]pc is always very small. Using, these 
expressions, the attenuation constant a = J Ven (к/т, + М/С), a 
very useful formula; in this r includes the resistance and L the 
inductance of the loading coils. From this it was shown that the 
theoretically best loading—i.r.. that which made а а minimum— 
was attained when L = m,(Gn!|L! + s/c), where R, = the line 
resistance per mile and к!. 1! the resistance and inductance of the 
loading coils. R!/L! may vary froin 25 to 50, and s/c from 12 to 
350: hence the best value of a depends upon s/c, which should not 
exeee] 100 to 150. Generally, however. the “best loading ` 
rejüires too close spacing of the coils. and it is not econoniical to 
load to that extent. E ` 

“Krarup,” or uniform loading, is effected by winding a tine iron 
vire round the insulated conductor of a cable from end to end ; it 

increases the inductance, but not so much as coil loading. After 
deducing a formula for the inductance of two parallel wires in air. 
Prof. Fleming showed how the presence of the iron between them 
affected the inductance, the increase being about 11075 x /f(d + £) 
in millihenrys per mile, where ¢ = the thickness of the iron wire 
and d = the diameter of the conductor. Unfortunately. the 
iron winding also introduces eddy currents and hysteresis, which 
Increase the apparent resistance of the copper conductor by an 
amount = 8,000 Nd + t) ohms per mile. The effective result, 
therefore. is that the ratio of the increase in resistance to the 
Increase in inductance = 72.100 /*, and thus depends only on the 
thickness of the iron wire. In practice. 7 is about 0'012 in., and 
the lowest value of the ratio is about 110. This compares with 
the value 25 to 50 with coil loading, and cannot be much improved 
"pon. unless iron wire of very low hysteresis and high specific 
resistance can be made. 

Reference was made to the article by Mr. J. G. Hill in the 
ELECTRICAL REVIEW of November 29th. December 6th and 13th, 

1912, in which cables loaded with coils and with uniform loading 
were fully compared. à 
„ Prof. Pleming next explained the method of superposing 

Phantom" circuits on ordinary circuits, and showed how the 
former eould be loaded without affecting the loading of the latter. 
Perfect balancing of the circuits in all respects is essential, and 
Сап be attained more easily in the construction of cables than in 
aerial lines, which require elaborate schemes of spiralling and 
ашу to prevent cross-talk and external interference. Discussing 
i ols of a large number of important loaded lines, including 
i he from New York to Denver. Prof. Fleming stated that the 

поп. Birmingham cable, recently completed, was the best yet 

A и ер 300-1Ъ. circuits, 109'5 miles in length, were equivalent 

Live у ү miles of standard cable; they had been extended to 

Phisic ‚ and could бе extended to a total length of 500 miles. 

" The cal Society of London.—On October 27th a paper, entitled 

Ке айцепсе of the Time Element on the Resistance of a Solid 

et 28 Contact,” was read by Mr. D. Owen. The resistance at 
тайбашы Ling contact, and consequently the exact shape of the 
tasting on racteristic, depends upon the time for which the 
given ane is allowed to flow. A series of characteristics are 

‘responding to durations of contact extending over the 


range one forty-thousandth of a second to 30 seconds. The 
following conclusions are drawn :— 

1. That the variation of resistance with voltage may be attributed 
entirely to thermal effects. 

2. That the characteristic obtained by applying the testing 
voltage for one hundredth of a second is, at moderate voltages. 
materially the same as that which would be found at. the expiry of 
a period of the order of a millionth of a second. 

3. That the senstbility of a wireless receiving circuit (in which 
the rectifying contact is used) does not differ very appreciably from 
that deduced from a slow period characteristic. 

+. That an important fraction of the contact-resistance resides 
in а stratum of molecular thickness at the interface of the two 
elements of the contact: and that it is in this region alone that 
rectifying action at very high frequencies is effected. 

Greenock Electrical Society.—In a paper on the Т.Е.Е. rules for 
wiring, Mr. Herbert Piggott made suggestions with the object of 
improving their sphere of application. Several clauses in the rules 
were shown to lack conciseness, while in many cases the instruc- 
tions embodied left the matter open to discussion. The opinion 
was advanced that the rules, to be absolutely binding, weuld 
require to be made more definite, and the intentions more clearly 
stipulated than was the case in the 1916 revision. 

Mining Electrical Engineers.--A joint meeting of colliery 
managers and mining electrical engineers, with the staff branches, 
was held, on Saturday last, at Birmingham, when Mr. Jones, 
А.МІЕ.Е., Chasetown, read a paper on “Colliery Electrical 
Installation." А discussion followed, and it was resolved that a 
special meeting be held to continue the discussion. 


Sabotage at a Munition Factory.—According to the 
Leeds Mercury, the work of a factory, engaged entirely on work 
for the Government. was delayed and damage to the extent of 
£30 was done. apart from the delay which was caused to employ- 
ment, by Robert Thompson. a labourer. | | 

The defendant, who pleaded guilty, was an Irishman, and came 
over from Ireland with some fellow-countrymen about three 
months ago to work at the factory. On the night shift, on 
November 10th. a crane boy saw him alongside a tank which con- 
trolled the supply of electricity. There were resistance rods at 
the end of the tank. interference with which allowed the whole of 
the current to pass through the tank, thus causing waste and 
delay. Defendant was seen by a labourer, with a bar of metal, 
knocking off two of the rods, one of them being actually broken. 

The Bench felt that the case could not be dealt with by a fine, 
and sentenced him to 14 days’ imprisonment with hard labour. 


Central Station Engineers — Association oF ELEC- 
TRICAL STATION ENGINEERS.--—The present activities of the Asso- 
ciation of Electrical Station Engineers are concerned with the 
general assistance of individual members---such as legal assistance, 
solving members difficulties due to the Munitions of War Act, 
giving general information to members with rerard to stations and 
station work, kc. The policy of the Association has not altered, 
and still remains the same as stated in the " Correspondence " 
pages of the ELECTRICAL REVIEW of January 21st, 1916. It is 
regretted that several organisations! have endeavoured to 
form special sections to deal with the affairs of electrical station 
men. who already have an organisation to protect their interests, 
but experience enables the A.E.S.E. to look to the future with. 
every confidence. believing that now station engineers are realiaing 


' the necessity for organisation they will join their confreres in the 


A.E.S.E.. the only organisation devoted solely to the interests of 
station men. : 

ELECTRICAL TRADES UNION (LONDON POWER STATION ENGI- 
NEERS' BRANCH).- -We are asked tostate that an inaugural meeting 
of this branch was held on Wednesday. last week. at the Surrey 
Masonic Hall. An address was given by Mr. Kinniburgh. organiser, 
in which he dealt with the objecta of the branch, which are to 
organise the London power station engineers ; membership is to be 
open to all—London station engineers, electricians and switchboard 
attendants who can produce five years' credentials at the trade. 
Mr. Kinniburgh mentioned that there were already over 30 mem- 
bers in the new branch. and station men in the County of London 
who have the necessary qualifications will be welcomed at any of 
the branch meetings. ; ; 


Parliamentary.—The West Kent Electric Power Co., 
Ltd.. has given notice of application to Parliament in the 1917 
session for further capital and other powers. 

The Nottinghamshire and Derbyshire Tramway Co. is intro- 
ducing a Bill for taking over the Ilkeston Corporation tramway 
undertaking. А 

The Aluminium Corporation is applying for powers for cancella- 
tion, rearrangement or concession of the participating shares of the 
company. and further capital provisions. ; 

The South Metropolitan Electric Tramways and Lighting Co., 
Ltd., is applying for electric supply powers for Ewell and Cud- 
dineton. &c. з 

The Electrical Distribution of Yorkshire. Ltd., is applying for 
clectric supply powers for Rawdon and Yeadon, also Clayton and 
Queensbury, Penistone, Wortley (rural) and Otley. 


Cable Makers’ Association.—At the invitation of this 
Association the post of secretary. which became vacant by the 
death of the late Mr. A. H. Howard, has been accepted by Mr. 
Llewelyn B. Atkinson, M.I.E.E.. A.M.Inst.C.E. Mr. Atkinson is a 
director of Messrs. W. T. Glover & Co., Ltd., and has for the past 
13 years been closely associated with the work of the Cable Makers’ 
Association, of which, in the year 1913, he was chairman. . 
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" Volunteer Notes.—First Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House. Eccleston Place. - Orders 
for the week by Lieut.-Col. C. B. Clay, V.D.. Commanding. 

Monday. November. 27th, — Technical for Platoon No. 9. at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Nig- 
nalling Class. Lecture. " On Telephones," 7.30. 


Tuesday. Norembher 28th,~-School of Arms, 6— 7. Lecture, 
1.15. " Entrenching." Company Commander Castell. 
Wednesday. November 29th, —Instractional Class, 6.15. Platoon 


Drill, Platoon No. 1. 


Thursday, November 30th -Platoon Drill, Platoon Nos. 5 and 6. 
Ambulance Class by M.O.. 6. 


Friday, December \st.—Technical for Platoon No. 10, Regency 


Street. Squad and Platoon Drill No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. Lecture, " On Telephones,” 7.30. 
Saturday, December 20d, -N.C.O/8 Class, 2.30. Company Com- 
mander Bentley. 
Sunday. December Ard, -Entrenching at Otford.- Parade at 
Victoria (Х.Е. х €. Railway Bookinz-office), 8.45 a.m. 
Inspection- The Inspection by the County Commandant is 
unavoidably postponed for a few days. 
(By order) MACLEOD YEARSLEY, Adjutant, 
.Noremher 23rd, 1916. 


Fatalities.—Dy the collapse of a stage whilst workmen 
were employed on the erection of a steel chimney stack at the 
Bradford Electricity Works. last week. three riyeters in the 
employ of Messrs, Newton Chambers & Co. Ltd. of Sheffield, 
were thrown to the bottom of the stack, a distance of 60 ft. Edgar 
Yeardley, the erector. was killed outright, Richard Gardner, his 
foreman, died later from his injuries. and the third man was 
injured. 

At an inquest into the death of a woman. aged 64, at Wolver- 
hampton, the driver of а сат was exonerated from blame. Great 
complaint was male ot the darkness of the-town. and the jury 
recommended, if the authorities could see their way clear. that 
there should be a little more light. They also suggested that 
the speed of cars should be reduced after sunset, and that all ears 
should be equipped with hand lamps and other appliances in case 

of ageident. The Coroner remarked that this was the third case 
of fatal accident which he had inquired into since the intro- 
duction of the restricted lighting, and it had struck him that in 
each of these cases a little more light might possibly have saved 
the deceased. Mr. Howell, the deputy town clerk. undertook to 
bring the recommendations under the notice of the authorities. 


Sterling Telephone and Electric Co., Ltd.—Froin an 
advertisement. which appears in this issue. it will be seen that the 
Public Trustee is inviting tenders for the purchase of 26,001 pre- 
ference shares of £1 each and 7.400 ordinary shares of £1 each in 
the above company, vested in him as custodian by an Order of the 
Board of Trade, dated August Ist. 1916. It is mentioned that the 
trading profit for the усаг ended December. 1915, amounted to 
4 58,904. before providing for depreciation. income-tax. excess profits 
duty. &c. Tenders must be submitted by December sth. 


Rifle Match.—^ match between the * Ediswan " Rifle 
Club and the " G.E.C.” Rifle Club was “shot by post" on Saturday 
last. under rather adverse conditions, “ Ediswan " shot on their out- 

-door range at Ponders End.in wretched weather, while the " G.B.C.” 
were more fortunate in being able to shoot in their indoor range 
at Witton, Birmingham. Hence it came as a great surprise to the 
" Ediswan " men themselves to learn that they had won the match 
under such “ trench-like " conditions. 

The " Ediswan " team were represented at Witton by Mr. W, H. 


Fletcher. of their Birmingham Branch, and the- * G.E.C.” team - 


sent a very popular man to represent them in the person of Lieut. 
Ward. | 

The scores were as follows : - 

" Ediswan " : Score. 1.280 ; average. 8000. Team captain, A. J. 
Corbett. < 

“GEC 2 


Score. 1.191. Average, 71:13. Team captain, А. D. 
Mackay. : 


~ 


Chemistry and Engineering.— Discussing this subject on 
Monday last. Dr. Charles Carpenter (President of the Society of 
Chemical Industry) said that the future of the cheinical industry 
could be secured by the co-operation of the two professions. In 
the past there had been prejudice between the two professions. 

. inasmuch as engineers had always kept their operations strictly 
secret from the chemists. The need for men with knowledge of 
both engineering and chemistry was becoming a national one. 
The engineer and the chemist should take each other into con- 
fidence. The engineer should be taught enough of chemistry to 
appreciate the chemist’s point of view. and the chemist enough of 
engineering to know that the engineer might be left to advise as to 
what would be vood chemical works. 


Receiver Appointed.—^utrsroN ELECTRIC Co., LTD.. 
Shipston-on-Stour.—Mr. A. E. Mason. of 193, Wolverhampton 
Street, Dudley. has been appointed Receiver for, and on behalf of, 
debenture-holders in this company. Future orders will only be 
recognised when bearing his signature. / | 


Walsall Electricity Extensions.—In connection with the 
illustrated description of the above. appearing on page 563. we 
should add that Mr. T. Llewellyn has acted as clerk of the works, 
and has rendered excellent service during the construction of the 
idings and plant. : 


Appointments Vacant.—A shift engineer is required fora 
Midland power station (€140): two switchbeard attendants. for 
Redditch (35s.) : chief engineering assistant. for Leeds electricity 
department ( £350) ; demonstrator for the Northampton Polytechme 
Institute Department of Electrical Engineering and Applied 
Physics (£125); switchboard attendant. (358.) for the Walthamstow 
U.D.C. Electricity Works: shift engineer for the Borough of 
Reigate Electricity Works. See our advertisement paves. 


A Curious Lighting Incident.—At Loughborough Petty 
Sessions a curious breach of the lighting regulations was diselosal 
in a case against Messrs. Н. E. Godkin & Co., hosiery manufacturers, 
A constable stated that on a Saturday night he saw a brirht livht 
shining through the skylight of the factory. Mr. Godkin. after 
going to see what had happened, said someone must have switched 
on the light. For the defence, it was stated that Mr. E. L. Fisher 
and an apprentice were at work on the electric light, and wheu 
they finished on Saturday night the switch was turned off. Sine: 
this occurrence Mr. Fisher had made a special examination, ani 
had found an extraordinary state of affairs. There was a leakage. 
not vet satisfactorily located, which’ had got into the iron girder 
of the roof. апа had the effect of lighting this particular lamp. 
The switch was undoubtedly off. Evidence in support of this was 
given by Mr. E. L. Fisher and his apprentice. A fiue of 2s. was 
imposed. 


Turbine-Driven Ships.— The annual report of Llosds 
Register mentions that during the past year three vessels fitted 
with Parsons seared turbines and six with Curtis geared 
turbines have been built. At the present time 52 vessels 
are in course of construction, with а view to heing classed in the 
Society's Register. of which 25 will have Parsons sinyle-gearel 
turbines and 27 Curtis double-geared turbines. Two vessels are 
bemg built in the United Kingdom to the Society's classification. 
with Ljungstrom turbo-electric propelling plant-—one of 1.500 HP, 
and опеоЁ 5.400 H.P.—Shipping World, 


The Mechanism of Light Production in Animals— 
We referred to this subject in our issue of October 6th; Prof. 
Harvey has since contributed a further article to Science. in which 
he states that the luciferase, and not the luciferin, is the source of 
the light, and he proposes the new names photoyenin and photo- 
phelein for the two substanves. The light-producing power of 
these compounds is very extraordinary. “` Cypridina photogenin 
will give visible light with photophelein in one part to 1.600.000. 
parts water." It takes photophelcin from 100 Cypridinas to we 
up the photogenin from one Cypridina. “A water solution of 
(Cypridina photogenin preserved with chloroform for 56 days will 
still give light on mixing with fresh photophelein. It should 
be borne in mind that photogenin, the source of the light. is not 
only a very powerful substance, but also a stable substance. If 


' we can see the light from a stable body in a concentration of 


] : 1.600,000,000, what might not be accomplished with the pur 
substance? We have. perhaps, in the power of photogenin the 
first. indication of a really possible utility of ‘cold light. My 
work is not sufficiently advanced to state the chemical nature of 
photogenin. except to say that it is probably protein." 


Telux Co. v. Efandem Co.—As we go to press we learn 
that in this case, which is reported in our “ Legal " columns in this 
issue, his Lordship on Wednesday entered judgment for the 
defendants on the claim, the counterclaim being withdrawn. The 
question as to Mr. Gordon's interest as sole partner was left over to 


be discussed to-day, Friday. А 


The Scarcity of Platinum.—The steadily increasing 
price of platinum is attracting attention to the Ronda lode 
in the district between Malaya and Gibraltar, to which public 
notice was directed at the beginning of the present year. It is 
understood that the Spanish Government has assumed the task of 
prospecting the Ronda lode. As is generally known, the Ural 
platinum mines, which are the richest known platinum mines t 
the world, are vradually showing signs of exhaustion, the output 
for 1915 having been less by half than that for 1914. Zane! 
Times. 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry. 
also electric tramway and railway officials, ёо keep readers vf (he 
ELECTRICAL REVIEW posted as to their movements. 


Central Station and Tramway Officials.—Hor-haii г.р. 
has appointed Mr. Harry L. Соттам, of Colchester, as elec 
trical engineer, in succession to Mr. J. B. Morgan, геге 

Mi. J. №. S. CLuxas, who has acted as city electrical еркт 
neer at Cape Town since the appointment of Mr. W. Е. Long 
a3 general manager of the Cape Town Tramways Co. has 
now been confirmed in that position by the City Council at 4 
salary of £900 per annuin, with annual increases of £30 up 
to £1,200. | 

Mr. RonggT Owen, deputy chief electrical епиїпсег fo i 
Leeds Corporation, has received the appointment of ARA 
engineer to the borough. of Wigan, ab a salary of £5! pef 
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annum, with house, lighting, and fuel, or, in the alternative, 
a salary of £600 without those allowances. There were 106 
candidates. | 

Mr. С. T. Astsury, who has been electrical engineer to the 
Atherton (Lancs.) District Council for some years, has left 
ty take up an appointment in Scotland. Не has been pre- 
«nted by his former colleagues at Atherton and the respec- 
tive chairmen of the Electricity and Fire Brigade Coiminiit- 
les, With an antique oak bureau. 


General.— The Salford Electricity Committee has re- 
appointed Coun, BiLLINGTON chairman and Coun. МеРосели, 
eputy-chairman, 


Roll of Honour.—lhe Times states that Captain H. W. 
Taurusis, Northamptonshire Regiment, who was killed on 
November 7th, aged 34, spent some time im Canada with a 
Gwerninent. survey party, and then returned to England to 
study electrical engineering. In 1912 he was appointed clec- 
tical engineer to the Borneo Co., at Kuching, Sarawak, and 
he was there when war broke out. He returned to England 
in December, 1914. 

Bombardier OLIVER WassALL, R.F.A., who has been awarded 
thy Military Medal, was employed in the electricity depart- 
ше! of the Glasgow Iron & Steel Works. 

The Military Medal has been awarded to Private J. ENTICOTT, 
oord and Bucks Light Infantry, who was, on his enlist- 
ment, eiploved at the Rugby works of the British Thomson- 
доп Co., Ltd. The award is for gallant conduct by 
attending Wounded. single-handed under heavy shell fire. 

ROBERT Bates, R.F.A., reported badly wounded, was e- 
paved at the Blackburn Corporation electricity works before 
wing called up as а 1eservist. 

fhe Military Medal, for gallant conduct in taking charge 
и his seetion after his officer had been badly wounded, and 
getting it safely through a barrage, and afterwards doing 
swat consolidation work, has been awarded to Sergeant H. 
hirr. Royal Engineers, who was an electrician with Messrs. 
Jeph Walker & Son, electrical engineers, of Whitehaven. 

Pnvate А. E. GRIFFITHS, London Regiment, who was an 
euplové of the Telegraph Construction & Maintenance Co., 
Fast Greenwich, has fallen 1n action. 

Able Seaman А. W. Flinson, R.N. Division, who has died 
of wounds in France, was also at the East Greenwich works 
of the Telegraph. Construction & Maintenance Co. 

Petty Otficer JOHN СтАкк, R.N. Division, who was in the 
electrieal department, at Charlton, of the L.C.C. traniways 
When he enlisted, is in. hospital suffering from the effects of 
ifs. 

Sergeant WM. ВЕСКЕТТ Bf, reported to have died of 
SU was on the staff of the City of London Electric Light- 
тл Co. 

Private Enwarp Farr, West Yorks. Regiment, reported 
killed in action, was in the Leeds Corporation. electricity 
department. - 

Private Sipxk&y Brown, Dorset Regiment, who was on the 
Ча? of the Lowestoft Corporation electricity works, has died 
iu hospital at Amara, Mesopotamia. 


Obituary.— Mr. J. Grav Scorr.—We regret to learn of the 
1 . k à А 
kath, which occurred in Constantinople in July last as the 
result of an electric shock, of Mr. J. Gray Scott. Mr. 
Gry Seott wrote а series. of articles. on. "7 Combined 
lighting and ‘Traction Stations" for the — ELECTRICAL 
RevIEW nearly twenty years ago, when he was on the 
Pradford central station staff. He subsequently became 
“chief” at Whitehaven, and Leith, and, later, at Croydon. 
In 144. ho resigned his position as borough electrical engi- 
heer at Croydon in order to become general manager and 
Hectrical engineer to the Hong-Kong electric tramways, and 
on the termination of tbat engagement he returned to Eng- 
lind, where he remained for some time: he subsequently 
l'occeded to Constantinople to become professor of electrical 
and mechanical engineering at the Roberts College there. The 
"renistances attending his death are described in a letter 
teved by his brother from the president of the College, and 
rom which we quote :— 
“On July 12th. the current of electricity was automatically 
tt off, and Prof. Scott. went to the transformer station. to 
ve why. it was interrupted. He was accompanied by a 
"dent, to whom he gave some explanations. He closed the 
“atch, which had opened, locked the door, dismissed the 
"Ment, and went away. About 20 minutes later he re- 
tumed, opened the transformer station again, and stepped in. 
At this station a current of 10,000. volts is received and trans- 
coe sending it on to tlie Colliers for lighting. an 
Y inexplicable to us, he touched the live wire with 
Ws hand, and received a shock which was instantly fatal. 
а heard а cry. Men ran to draw hin out and worked 
a | ive him, with the assistance of two American doctors, 
saddened Was no sign of life. Our whole community 18 
Ba and shocked beyond measure, Your brother was 
| «il ипе and faithful in the discharge: of his duties that 
aay егу hard to get along without hin, and he was so 
fea. Svervone that he endeared himself to many, many 
е buried him in the historie cemetery at Haidar 
for the Crimean Memorial Cemetery—purchasing a lot 
Muet ае. My own idea is that а sudden dee 
the day,” seized him due, perhaps, to the intense heat o 


MR. Н. SrLiTbonr.—The death is announced from New 
York, at the age of 53 years, of Mr. Henry Splttdorf, one of 
the pioneers in developing the magneto for ignition purposes 
of motor. vehicles. The deceased was also an active worker 
in other fields of electrical development. Even up to the 
tine of his death he was stated to be engaged on 
the development of a new tvpe of storage batterv; he 
was also the inventor of à coil for use in connection with the 
fring of explosive charges, a repeating relay for telegraph 
lines, and various. X-ray coils, while as long ago as the ‘fifties 
of the last century he was associated with Morse in the deve- 
lopment of telegraphic apparatus. 

Will.—The late Captain C. S. Wotstenttonme, 12th Durham 
Light Infantry, assistant superintendent engineer in the tele- 
phonic department of the Leeds Post Office, who was killed in 
France in Julv, left £1,285. 


| I 
NEW COMPANIES REGISTERED. 


Accuratact Magnetos, Ltd. (145,287).—This company was 
repistered on November 3th, with a capital of £5,000 in £1 shares, to carry 
on the business of manufacturers of and dealers in patent contact breakers 
an] omagnetos, electrical enpineers and manufacturers, founders, smiths, 
machinists, Фе. and to adopt an agreement with A. P. Hann and H. D. 
Grant. The subscribers. (with one share each) are: A. P. Hann, Holmleigh, 
Beaminster, Dorset, engineer; H. D. Grant, 102, Elm Grove Road, Barnes, 
Surrey, merchant, Private company. | The first. directors (to number not 
less than two or more than fiver are A, P. Hann and H. D. Grant (both 
permanent, subject to holding 25 ord'nary shares cach). Qualification of 
vidinary directors, 100. ordinary shares. Remuneration (except managing 
director, if ans), £260 cach pe annum.,  Repistered ofice: Suffolk House, 
Laurence Pountney Hill, EC. 


Selson Engineering Co. (France), Ltd. (145,319).—This 
company was registered. on November 6th, with a capital of £3,000 in £l 
shares, to carry on the. business of mechanical, electrical, and general engi- 
neers, manufacturers of and dealers in machine and hand tools, appliances, 
implements, and instruments, founders, millwrights, iron and steel cable 
makers, boiler makers, motor and enpine builders, Nc. The subscribers (with 
one share cach) are: №. Е. Henshaw, 85, Queen Victoria. Street, E.C., engi- 
neer; Ё. М. Selson, K5, Queen Victoria Street, E.C., engineer. Private company. 
Table ' A" mainly applies, Solicitors: Stephenson, Harwood & Co., ЗІ, 
Lombard Street, Е.С, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


-—— — -= —- 


Anglo:Mexican Electric Go., Ltd, (87,403).—Capital, 
£300,000 in £1 shares. Return. dated October ]8th, 1916. AH shares taken 
up; £7 paid; £299,993 considered as paid. Mortgages and charges: £300,000. 

Europe & Azores Telegraph Co., Ltd. (39,452c).—Capital, 
£200,000 in £10 shares. Return. dated. June Rnd, 1916. All shares taken up; 
£144,320. paid; £55,680 considered. as paid. Mortgages and charges: Nil. 

E. S. Co., Ltd. (139,230).—C apital, £2,000 in £l shares. 
Return dated July Itb, 1916. 1,401 shares taken up; £503 paid; £898 con- 
sidered as paid. Mortgages and charges: £2,000, н 

Flather & Co., Ltd.—A memorandum of satisfaction in 
full on October 27th, 1916, of debs, repistered November бй, 1902, securing! 
£600, has been filed, Ў 

Northampton Electric Light & Power Co., Ltd.—Issüe 
on October Bist, 1916, of £1,000 debs., put of a series of which particulars 
have already been tiled, 


CITY NOTES. 


Mr. С. Lock, presiding at the annual 
meeting on Tuesday, said that they had 
had over 500 new subscribers during the 
vear. There. was also. an increase In 
receipts, and those receipts had been ob- 
tained at somewhat less cost than in the previous year. The 
working expenses were £558 less than in. the previous. year, 
partly because they had been. singularly free. from wind 
storms. They were putting £5,000 to depreciation and £9,000 
to reserve for renewals. That reserve would be a great stand- 
by in the not distant future should they be fortunate enough 
to obtain a concession for the underground plant. Consider- 
able pourparlers had taken place during the year with the 
Minister of Industries on the latter point. The company was 
not vet within sight of the granting of the concession, nor 
could he say that it would be granted, but the atmosphere . 
was rather more favourable than for some {ише past. On the 
other hand, in the present state of war, there was no great 
hurry to incur heavy obligations for putting down а large 
amount of plant. They hoped that the grant would be de- 
laved for some little time, and that the terms provided for in 
the draft concession for getting approval of the plans and for 
commencing operations, and also as to the time allowed for 
raising capital, would be of a more liberal character. In other 
words, while the company was quite ready to take the con- 
cession when thev could get it, they hoped the actual expendi- 
ture of monev thereunder might be deferred as long as pos- 
sible. not only in the interests of the company, but also in 
the interests of the Government. One of the terms of the 
concession was that the Uruguayan C rovernment should have 
the right to expropriate the undertaking at their convenience 
and discretion on terms which, of course, the directors con- 
sidered satisfactory, and the more the company had to pay 


Monte Video 
Telephone 
Co., Ltd. 
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for the plant, labour, &c:, in installing the system the greater 
would be the cost to the Government when they came to 
expropriate. 

Presiding at the annual meeting in 
London, on November 15th, Mr. Ll. 
BREITMEYER said that in the operations 
| of the year there had been increased 
expenditure іп almost every direction. The trafe receipts 
had continued their upward movement, passengers having 
ncreased by 797,296 and receipts by £6,669. After March 
last, however, there was a considerable falling off in passen- 
pers, owing to the military forces from Cape Town leaving 
fie the German East. African expedition. No marked expan- 
sion can be expected unti] the men return to their homes 
and Cape Town resumes its normal aspect. The increase in 
traffic receipts was more than counter-balanced by the heavier 
operating expenditure, owing to rising prices of supplies, 
salaries and wages, employés! war allowances, and special wai 
bonuses. Colonial income-tax had also increased by £2,168. 
The London expenses had grown owing to the excess profits 
duty and higher imcome-tax charges. Some of the additional 
amount might be recoverable under the allowance by the 
Treasury for relief. under the double taxation which the coni- 
pany was paying here and in the colony. | The chairman 
referred to the very. creditable way in which Mr. Long. the 
general manager, had handled the labour troubles at Cape 
Town. The Port Elizabeth system minintained its position 
under the able management of Mr. W. H. Fremantle. The 
board had every confidence in the future of the undertakings 
at Cape Town and Port. Elizabeth. They regarded any set- 
back as of a purely temporary character. They. regretted that 
they could not maintain the former rate of dividend, bnt any 
reduction In the amount carried forward to next vear would 
not have been prudent, especially as the зебоги» were not 
now so good as for the corresponding months of last vear. 


Cape Electric 
Tramways, Ltd. 


The Compagnie Francaise dex Cables 


French Télégraphiques, of Paris, proposes to pay 
Electrical for 1915 a dividend at the rate of Ss. per 
Companies. . share out of net profits of £134,000, as 


compared with 5s. and £91,000 respectively 
in 1914. 

The Société dea Constructions Klectriques, of Nancy, has 
decided ta pay a dividend at the rate of £1 4s. per share for 
1914-15, and £l 4s. per share for the past year, being a total 
of £2 8s. for the two years 

The Société Industrielle des Téléphones, whose manufac- 
tures are in special demand for the requirements of the 
national defence, realised net profits of £74,000 in 1914-15, and 
paid a dividend of 12s. per share. The net profits in 1915-16 
are stated to be considerably greater, and the dividend is to 
be at the rate of £1 4s. per share. 

The accounts of the Socié é Metallurgie de Dives for 1915-16 
show gross profits amounting to £323,000, as compared with 
£209,000 in the preceding year, the net profits being £231,000 
and. £126.00) in the two years respectively. It is proposed to 
pay a dividend of £2 8s. per share, as against £1 8s. in 1014-15, 
and to place £20,000 to the reserve fund, thus increasing the 
fund to £80,000. 

The directors of the Société L'Eclairage Electrique report 
that new inanufactures were embarked upon in 1915-16, and 
the various works experienced a considerable development, 
particularly those at Lyons. The Lorraine Works, at Jar- 
ville. resumed the construction of electric motors, an iron 
foundry and steel plant had been added, and an electric fur- 
nace was in course of erection. The equipment at the Paris 
works in the Rue Lecourbe had been increased, whilst the 
capacity of the wire and cable factory in the Rue Bolivar was 
also to be expanded. A large augmentation in the production 
had taken places at Colombes, where the manufacture of 
electrical apparatus was to be undertaken to meet the require- 
ments of customers, The net profits are returned at £146,000, 
and the dividend is at the rate of 10s. per share, as compared 
with 5s. in 1914-15. ‘ 

The ‘accounts of the Telephon Fabrik 


German А. С. vorm, J. Berliner, of Hanover, show 
Electrical net profits, after placing £31,000 to depre- 
Companies. ciation in 1915-16 as compared with 


£25,000 in the preceding year, amounting 
to £123,000, as against £100,000. Tt is proposed to set aside 
£15,000, so as to increase the reserve fund to £50,000. to 
allocate £10,000 to war benevolent funds, and to pay a divi- 
dend of 95 per cent., as contrasted with 18 per cent in 
1914-15. | 
The financial statement of the Bergmann Elektrizitals 
Unternehmungen A.G., of Berlin, whose development as an 
investment or financing undertaking was suspended three or 
four vears ago by the parent company (Bergmann Electricity 
Works Co.). shows profits of £4,900 for 1915-16, as contrasted 
with £4.400 in the preceding year. As a consequence, the 
debit balance has been further reduced to £21,000 on a paid- 
up capital of £300,000. | 
The report of the Deutsche Gasgluklicht A.G. (Auer Со). 
of Berlin, which is one of the licensees for the manufacture 
of the Osram lamp. apart from its chief branch of producing 
incandescent gas light equipment, states that the principal 
scope of activity in 1915-16 was devoted to the output of peace 
products. The business in Osram lamps experienced an in- 
crease both in the domestic market and in those export 
inarkets which were open to the company, whilst at the 


same tine an augmentation also took place in the incandes- 
cent gas light department. As net profits, the accounts show 
the sum of £616,000, including the balance forward. this 
comparing with £269,000 in 1914-15. After defraying the 
interest on the 5 per cent. preference capital, the directors 
recommend the distribution of 25 per cent. on the ordinary 
shares of £1,155,000, being the same rate as in each of the 
four preceding years, and the amount to be carried forwar| 


“is £118,000, as against £116,000 in 1914-15. 


The accounts of the Berliner Elektrizitats Werke A.G. have 
just been issued for the financial year 1915-16, and they in- 
clude for a period of three months the revenue from th 
working of the Berlin central stations, which were expr 
priated by the Municipal Council in 1915, together with th. 
Whole of the subsidiary works and mains. The net profits 
are returned at £226,000, whereas in the previous year, after 
deducting the share of the Municipal Council in the рг», 
they amouuted to £304,000, It is proposed to pay 4} pe: 
cent. on the preference capital of £1,000,000, as in 1914-15, 
and 76 per cent. on the ordinary shares of £2,205,000, this 
comparing with 9 per cent. in the preceding year, leaving 
£14,000, as against £17,000, to be carried forward. The direc- 
tors state in reference to the company’s ‘participation in th 
Electro Works Co., that working has commenced, but that 
the production of lignite is still in course of development 
under difficult conditions. Although not definitely asserted, 
this statement niplies that the question. of supplying from 
DOO,000,000 to 750.000.000 Kk w.-hours per annum to the Gov- 
ernment electrochemical works for the fixation оѓ ано 
pherie nitrogen is far from having been solved at the presi 
time. The official announcement also states that the supp: 
undertakings controlled by the company have not remained 
unaffected by the unfavourable situation of the times. 


` The report of the Maschinen Fabrik 
The Oerlikon Oerlikon, of Oerlikon, for 1915-16 states 
Maschinen that the year was one of intense activity 
Fabrik. | Which was not always profitable, but, on 
the contrary, was often of an unecononi 
kind, and had chiefly to be directed to the overcoming « 
ditticulties. Nevertheless, the final results» were satisfactory 
In the department for general electrical machinery and tran 
formers the requirements of customers were restricted to 
orders for machines which were only unconditionally neces 
sary, that is to say, almost exclusively to small units. A 
partial compensation for the unfavourable circumstances was 
afforded through the scarcity of coal, which imparted a great 
Impetus to the extension of the use of electric power in in- 
dustrial establishments. The result of this was the deliver 
of a noteworthy number of transformers and motors ol 
sinaller and medium powers, so that the company succeed! 
in maintaining the production on a normal level. and even 
in increasing it in the case of small motors. Many orders 
were received in the department for special drives for the 
textile industry, and business in lifting appliances and m 
electro-nechanical applications was also very active. In th 
turbo-generator department the delivery was ellected of ^ 
large number of steam turbines, the forwarding of which 
had been formerly delayed in consequence of interruptions 
in the transport services, and the demand for turbo-generator 
experienced a great improvement as compared with the pre 
vious vear. The stock of orders booked for electrochemical 
apparatus was the largest on record. Concerning the ques 
tion of electric railways. the report mentions that the elec- 
trical equipment for the Solothurn-Bern railway was delivered 
during the vear, whilst orders were received for the new га! 
ways Biel-Tauffelen-Ins and Solothurn-Niederbipp, the com- 
pletion of which was to be effected next year. The directors 
state that the works produced material for the Swiss military 
authorities, but declined in principle to deliver any war 
material to other countries. After alloéating £43,000 to depre- 
ciation, as compared with £34,000 in 1914-15, the accounts 
indicate net profits amounting to £39,000, as against 2237,0. 
It is proposed to pay a dividend of 7 per cent. on the ordinary 
share capital, this contrasting with 6 per cent. each in 191-19 
and 1913-14, and 7 per cent m 1912-13. 


Delabole Electric Lighting & Supply Co., Ltd.— Lhe an- 
nual meeting was held last week. Mr. Morris WELLS men- 
tioned that the smaller income was due to the lack of stre”! 
lighting. The company had entered into a contract with tl 
Parish Council to light the streets, and it was not their ieu 
that this was not being carried out. He hoped that in а few 
days some settlement would be arrived at. During the nex! 
vear there would be a reduction of expenses that would lx 
favourable to the company. 

Indiz.— The Andhra Vallev Power Supply Co. is the nan“ 
of a new undertaking which has lately. been. organised = 
Pombav with a capital of 21.000.000 rupees to establish 2! 
electricity generating station in the Andhra Valley. 

Edison Swan Electric Co.. Ltd.—At the annual m= 
ing, held on Wednesday. the CHAIRMAN referred to 3 epit 
for providing new capital. and at the Saime time dealing W : 
the liabilitv upon the ordinary shares. We shall publish ou 
report of the proceedings next week. 


Globe Telegraph & Trust Co., Ltd.—Dividend ae 
share on the ordinary shares, income-tax already deducted. 
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International Light & Power Co., Ltd.—The report for the 


year to June 30th shows that, after payment of interest on. 


debentures and London and Canadian administration charges, 
and setting aside £2,500 as a special reserve, the net profit 
amounts to £7,994, plus £1,881 brought forward, making 
£9326. During the year 14 per cent. has been paid on the 6 
per cent. preference shares, absorbing £3,082. Тһе balance 
of £6,744 the directors propose to.carry forward, so as to con- 
serve the company's resources Іп the present difficult period. 
Lividends on the preference shares being cumulative, ‘the 
balance due to the shareholders for the past year will be paid 
out of the future net earnings of the company. The subsi- 
diary eompanies (excepting Mérida) have again placed to 
reserves for renewal and general purposes suins amounting, 
when converted, to £5,371, bringing up the total of these 
reserves to £32,109. —Financial Times. 


Provincial Tramways Co., Ltd.—The report for the year 
ended September 30th last shows that the net revenue ré- 
ceived from the local companies has been £52,285, against 
£45,789 last year and £40,297 in 1914. After setting aside 
£12,000 to the reserve and depreciation account and adding 
£1,000 to the reserve for third-party insurance: there is left 
a balance of £27,375. The directors recommend a dividend 
of 10d. per share and a bonus of 6d., equal to 1s. 4d. per 
share, on the ordinary, making, with Sd. per share paid in 
June last, 2s. per share, being at the rate of 10 per cent. for 
the year. This will absorb £8,304, and leave £19,072 to he 
camied forward, but out of this amount the excess profit duty 
fur 1915 and 1916, not vet adjusted, will have to be paid, and 
having regard to the possibility of greatly increased taxation, 


the directors consider it prudent to carry forward this con- 


siderable amount. 


Companies Struck Off the Register.— The following com- 
panies have been struck off the register and are dissolved ;— 
Acton Lamp Co. 
Carlsbad. Electro-Thermal Baths. 
Fiexible Transmission Gears. 
Manchester Exhibition Co. 
New Motive Power. ' 
Superheated Steam Engine & Generator Syndicate. 
Telephone Duplicating Recorder Co. 
Thermo Insulation & Engineers’ Supply Co . 
Warner International & Oversess Engineering Со, 
Whisperphone Syndicate. 
Woodhouse Steel Casing Co. 


The Constantinople Tramways Co.—It is announced that 
the Constantinople 
Constantinople), of Brussels, has convened an extraordinary 
meeting to authorise an increase in the share capital by the 
issue of 36,000 £10 capital shares. At the same time the meet. 
In, is asked to sanction the acquisition of the tramways, 
railway, and electricity and gas works taken over by the Con 
stantinople gyridicate. ` 


Russia.—IJt is proposed to increase the Russian General 
Electrical Co.'& capital from 19,000,000 roubles to 24,000,000 
roubles. 

The Electrostal, а new Russian company, began work on 
September 29th. Its head offices are at Moscow, 

The Russian Electrical Enterprises Co. is being formed 
with a capital of 606,000 roubles. 


Amazon Telegraph Co., Ltd.—The gross revenue for the 
mst year amounted to £61,587, and the working expenses to 
£31,707. After providing £13,255 for debenture interest. and 
£9,578 for the sinking fund, the directors recommend a divi- 
dend of 3 per cent., less income-tax, leaving £6,806 to be 
catried forward. 


Electric Construction Co., Ltd.—Interim dividend at the 
rate of 7 per cent. per annum on tlie preference. shares for 
ik aaa ended September, less income-tax at 5s. in 

e £. . 


British Ever. Ready Co., Ltd.—Dividend at the rate of 10 
[ег cent. per annum on the preference and ordinary shares 
for the half-year to September 30th. 


Power-Gas Corporation, Ltd.—Dividend of 6 per cent., 
ess tax, on the ordinary shares. 


STOCKS AND SHARES, 


Turspay EVENING. 


We suppose that the next thing which the Stock Exchange’ 


Vill advance as a reason for its slackness of business is the 
“ming of Christmas. Speculation as to the advent of the 
new loan has rather died down. on the assumption that the 
Treasury is not likely to take any active steps until the vear 
А turned. Nevertheless, business is very quiet, and the re- 
ee of the Stock Exchange Committée to close the House on 
“iturdays is accepted in a spirit of resignation by members 


who regard the keeping open as an ordinance of self-sacrifice 
rather than of necessity. 


ramways Co. (‘Tramways et Electricité de 


The feature of the markets with which we are concerned 
is the remarkable strength of Underground Electric Railways 
bonds and shares. We have dwelt too often upon the attrac- 
tions of the 6 per cent. incoine bonds for the big rise of the 
past three weeks to eause any particular surprise to those 
who read these notes. The price has risen steadily from 75 
until now it stands at 914; while the £10 shares have jumped 
to 24, after touching 45s. The shilling shares hold most of 
their recent improvement at 6s. 9d. 

Rumour has revived as to a probable raising of the fares 
on the company's systems. Of course, the Underground Elec- 
tric Railways has little or no competition worth mentioning; 
and if the fares were advanced, both on tubes and ‘buses, this 
would not be likely to make much difference to the number 
of passengers carried. We see no particular reason to counsel 
a sale to those holders of the bonds who ean now take sub- 
stantial profits. 

Concurrently with this big improvement in Underground 
Electric Railways has come a fresh forward movement in 
Metropolitans and in Districts, the rise in these two being 
hung upon that in the former. There is more business doing 
in them, too, than there has been for a long time past; and 
the prospects of other electrified companies are being studied 
by those who have derived no advantage from the rise in 
Undergrounds. North London ordinary has risen а point to 
060. The various Central London stocks are steady. Brighton 
Railway deferred, after a break to 614, recovered to 622. But 
the Home Railway market as a whole is not a good one; and 
there is too much uncertainty felt with regard to the Labour 
outlook for the ordinary investor to take a hand in Home. 
Railways at present. 

The electricity supply companies! shares keep fairly steady, 
in view of the approach of dividend-time and the possibility 
which it foreshadows of further reduction in the distributions. 
How the companies are likely to fare in respect of the cur- 
rent six months it is somewhat difficult to prophesy, and some 
of the Stock Exchange authorities decline to commit them- 
selves to any advance guesses which the results may falsify. 
On the whole, the tendency is still towards lower figures, 
though this disposition is more in tone than in anything else. 
Falls have taken place in County shares, in City preference, 
and in Charing Cross of both kinds. 

Brazilian. Tractions experienced. another abrupt fall by 
reason of the unfavourable rate of exchange and the conse- 
quent unpopularity of most things connected with the Re- 
public, weakness being noticeable in Brazilian Government, 
railway, and industrial issues of various kinds. In spite of 
the recent indignant denial that the Brazilian moratorium 
may have to be extended beyond the date of its original. inten- 
tion—that is to вау, bevond July, 1917—a certain amount of 
uneasiness lurks in the minds of thoàe interested, and this- 
is reflected in Brazil Tractions as well as in other Brazilian 
securities. The price of the preferred shares keeps fairly 
steady. | : 

On the other hand, an enormous business is being trans- 
acted in Wall Street in the shares of industrial companies 
which have апу connection at all with the war, the iron and 
steel group being particularly buoyant at the moment. New 
Yorkers have abandoned railway shares in favour of indus- 
trials as media for investiment and speculation; and the turn- 
over amounted last week to the huge total of 92 millions 
shares. | 

The activity and strength are dimly reflected over here in 
such shares as those of the electric power companies operating 
in the States and in Canada. Consolidated Baltimore Gas and 
Electric common rose to 135, Canadian General to 1964, and 
the preference to 113. Shawinigan common is firm at 140. 
Vancouver Power 44 per cent. debenture stock, however, 
although nominally quoted at 66, is really nearer 63, sympa- 
thising with the 41 per cent. debenture of the British 
Columbia Electrie Railway Co., which has dropped to 61. 
The Argentine list is dullish. 

Marconis have been a lively market in the neighbourhood 
of 3, Americans being 17s. 3d. and Canadians 9s. 6d. The 
next dividend on the parent shares is not due until January; 
and this vear the company has paid 2s. a share, in two divi- 
dends of 1s. each. The present strength is attributed, as 
hefore, to expectations of what the Government will give 
the company in return for its service since the outbreak of 
war, as to which nothing definite is known yet. 

Cable ’shares as a whole are a steadv market. The chief 
rise of the week is one of 3/16 in West India & Panama Tele- 
graphs, the shares juinping to 23s. 9d. West Coast of 
America wer? raised to the same level, the improvement in 
their case being Ts. 6d. per share. Nobody seemed able to 
explain adequately why these rises took place. А certain 
House tip went round; and when the would-be buyers 
tried to get the shares, they found no supply available. _- 


The Eastern group is firin, and QUU MINE Telegraph 
preferred is } better. West Coast of America 4 per cent. 
debenture stock attracted a little attention by reason of the 
rise in the shares; but as the price stands at 98, there is, of 
course, not much scope for improvement; in fact, the deben- 
tures seem to be fully valued, even allowing for redemption. 
West India and Panama first preference are a trifle better at’ 
732, but the second preference remain at £6, and in the б per - 
cent. debentures no business has been done since the stock 
changed hands at 96 three months ago. 
Mexican issues are very flat. Heavv falls have occurred 
during the past few days in several of the Government bonds, 
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while the railway stocks also developed weakness. In these 
circumstances, of course it is impossible to suppose that the 
Industrials will be anything but depressed. Reference to the 
prices will show falls ranging from 24 to 8} points. 


Para Electric ordinary remain at 31, and the preference at . 


4, the 5 per cent. debenture stock being quoted at 72, ex the 
dividend paid a few days ago. British Columbia Electric 
Railway stocks, so far [rom showing recovery, have further 
declined. The preferred ordinary has dropped to 49, and the 
deferred to 47. | 

Home mdustrial shares are the market of the moment. The 
поп, coal, and steel group is particularly strong. Disappoint- 
ing dividends count for nothing; they have a transitory effect 
upon prices, but in the course of a day or two this is wiped 
out, and quotations improve again. One of the lively shares 
during the past few days has been British Aluminium ordi- 
пагу, the price rising ls. 9d. to 29s. 9d. on optimistic divi- 
dend anticipations. British Insulated went back 5з. after 
their recent rise; and General Electric ordinary shed 10s. to 
14. On the other hand, Callenders are better at 121. Elee- 
tric Constructions have risen to l4. The Edison & Swan 
group is good, and most of the other shares connected with 
the electrical industry are difficult to buy. 

Rubber shares, too, are on the up-grade. The price of the 
raw material has spurted, and with this has come another 
strong buving movement on the part of the public. Copper. 
the metal, has been soaring, taking with it the pnces of most 
of the copper shares. Armament and ammunition shares are 
a good market. Otis Steel rose 20 points in. the course. of 
three davs, then reacted 3; but money has been made in 
London out of these meteoric movements. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELEkOTRIOUITY COMPANIES. 


Dividend Price 
ранае Nov. +1, Rise ог fall Yield 
1914, 1915. . 1916. this week, p.c. 


Brompton Ordinary .. .. 10 10 63 — | mno 
Charing Cross Ordinary . 6 b 8? — у 17823 
do. до do, 4àPref. 44 4 В, \ = Ril 0 
Chelsea se a AE "T 6 4 3 — 613 4 
City of London... s "EN 8 ui - 6 16 2 
do. do. 6 per cent. Pref, 6 6 10 = | 600 
County of London Ps ВА 7 1 104 — 6 13 4 
do. 6 per cent. Pref, 6 0 10 — i 600 
Kensington Ordinary .. ee 9 q 6 — 6 4 б 
London Electric .. ©з РР 4 8 1 — 61› 5 
do. do. 6 per cent. Pref. 6 6 — 44 = 615 4 
Metropolitan "XM NT ri 8 23 — 6 6 4 
do. 4} por cent. Pref. - 4 81 — 7 3 0 
Bt. James‘ and Pall Mall ,. 10 8 6 => вво 
South London  .. "m S 5 б 8+4 — 616 1 
South Metropolitan Pref. ... 1 1 12, — 67 3 
Westminster Ordinary .. . 9 1 694 AA 618 0 
TELEGRAPHS AND TELEPHONES. 
Anglo-Am, Tel. Prof. .. .. 6 6 95 +} 658 
а do. Def. i eo ' ee 80/- 83/6 E at — 1 19 8 
Chile Telephone .. T æ. 8 8 7 + 4 612 3 
Cuba Sub. Ога. .. oe æ. 6 b — 686 
Eastern Extension - 1 8 13 == 66 15 6 
Eastern Tel. Ord. ee ee q 8 1424 =» 5 14 1 
Globe Tel. and T. Ord... .. 6 7 124 +h eb 1: 0 
до. Pref. . 6 6 103 — i 517 1 
Great Northern Tel, .. . 2 A 874 — 617 4 
Indo-European .. T .. 18 18 51 — 6 18 
Marconi  .. - m .. 10 10 2V + 8 8 0 
New York Tel. 44 T eO 4 4 ae 410 0 
. Oriental Telephane Ord. .. 10 10 244 — 46 6 
United В. Plato Tel. ·.. T 8 8 64 +4 - 7516 5 
West Indis and Pan. .. „ 1 — 1j + ў = 
Нома Ratts, 
Centra! London, Ord. Assented 4 4 65 - 62 2 
Metropolitan е is m 11 1 PL +15 496 
do. Vere ИИ Е N р M V +1 А Nil 
Underground Electric Ordinary + Nil 
о. do. "A" .. МЫ Nil 6/9 4 8а. Nil 
de, do. Income 6 6 91; +14 ^6 11 4 
FonRRiIGN TRAMS, &o, 
Adelside Sup. 6 per cent. Pref. 6 6 LIE — 6 16 
Anglo-Arg. Trams, First Pref, 5 Н; 8 = R 9 9 
» до. Qnd Pref... 6 af = } = 
do. 5 Deb. .. 6 b 6R -l 710 
Brazil Tractions .. T . 4 611 = 14 112 6 
Bombay Electric Pref. .. .. 6 6 17% — һ17 8 
British Columbia Elec. Rly. Pfce. 6 5 69 d 250 
do. do. Preferred — Nil 49 —2 . Nil 
do. do. Deferred — — Nil 41 —8 Nil 
do. do. Deb. 44 4 el 1 61) 4 
Mexico Trams 5 per cent. Bonds — Ni Д. 26 * Nil 
do. 6 percent. Bonds — Nil 1 —9 Nil 
Mexican Light Common .. Nil Nu 1 —5 Nil 
до, Pref. .. ee Nil Nu 23 ^ = Nil 
do. lat Bonds .. Ми Nil 32% -7 = 
MANCFACTURING COMPANIES. 
Babcock & Wilcox 28 æ. 14 15 214 + у 6 29 
British’ Aluminium Ord. ee b 7 99 9 +19 57 < 
British Insulated Ord. .. . 15 "n 11g - i 1 510 
British Westinghouse Pref. .. 7à 11 " — 6 8 9 
Callenders .. T e Ф... 1656 90 12 +t 715 4 
do. _ 5 Pref. M б 4 - 617 8 
Castner-Kellner.. . .. SQ, DB — a — 6 6 8 
Edison & Swan, £3 paid ,. Nil — 8/8 — Nu: 
do. do. fully paid Ni — 14 — Nil 
- do. до. 4 percent, Deb. 6 5 62) — 8 0 0 
Electric Construction .. — .. 6 1% 14 toS 6 13 4 
Gen. Elec. Pref... - T 6 6 10 — 600 
do. Ord. .. ee .. 10 10 14 — 4 7 910 
Henley .. Pat wow - 92 26 16 sis 716 8 
do. 43 Pret. ee ee ee $$ 44 4 =» б 13 6 
"ndis-Rübber ..  .. .. 10 10 193 - “117 0 
Telegraph Con... .. « 0 Ж B84 - *6 4 7 


* Dividends paid free of income-tax. 


MARKET QUOTATIONS, 


It should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


Wednesday, November 22nd. 


Latest Fortnight's 
CHEMICALS, &c. Pros но 
a Acid, Oxalic .. ze ee per lb. 1/8 T 
a Ammoniac Sal $i з .. рег ton &15 v 
a Ammonia, Muriate (large crystal) i £541 aa 
a Bisulphide of Carbon. .. ке IN £23 в 
а Вогах .. пи oa (е нЕ " К £31 тя 
а Copper Sulphate .. - és "o | #60 £5 irc. 
a Potash, Chlorate .. vis ... per Ib. 2/6 vi 
a js Perchlorate iis es vi 9/- 
a Shellac ae e va .. рег смі. 149J. 10/. ine, 
a Sulphate of Magnesia . .. рег ton £16 - 
а Sulphur, Sublimed Flowers  .. és £18 T 
a TT Lump ee ee oe ГТ] £16 ee 
a Soda, Chlorate - es . per lb. 1/- 
a » Crystals aia 2s .. per ton 12JJ. in 
a Sodium Bichromate, casks es per lb. vs ne 
METALS, &c. 
c Brass (rolled metal 2 to 12 basis). per ib. 1/44 to 1/4 1d. inc. 
é » Tubes (solid drawn) se ET 15] to 1/6 lid 14d in 
c » Wire, basis .. ee ‚ oe » 1/4 to 1/5 1d. ine, 
c Copper Tubes (solid drawn) .. 1/91 to 1/92 144 ine, 
g » Bars (best selected) .. per ton £178 10 tac. 
g Т) Sheet ee ae ee » 2118 £10 inc. 
g Т Коа we os oe ee , 2178 £10 iac. 
d „ (Electrolytic) Bars es н 4160 £15 10 ine. 
d w - Sheets... б 118 £15 10 ioc. 
d » з . Rods d ч 8169 £15 10 inc. 
d » j H.C. Wire per lb. 1/8 14d, inc. 
f Ebonite Rod oe ee eo ee 99 8/- ee 
Ё: ” Sheet ee oe ee 9 2/6 А 
п German Silver Wire iy ss - 9/8 EET 
h Gutta-percha, fine.. "P ee » 6/10 t 
h India-rubber, Para fine .. io їз 8/44 114. dec 
i Iron Pig (Cleveland warrants) .. perton Nom. as 
» Wire, ga]v. No. 8, P.O. qual, 25 #86 ks 
g Lead, Englis Pig ee ee ee Г] ' £32 6 oe 
g Meércury . eo ee ee per bot. 217 19 6 to £11 15 oo 
e Mica (in original cases) small ,. per lb. ба. to 8/- m" 
€ » D » medium " 8/6 to 6j- ee 
e 3. » RD arge [T] 1/6 to 14J- & up. oe 
d Silicium Bronze Wire .. per Ib. 1/103 1d. inc. 
r Steel, Magnet, in bars .. .. per ton 3 T 
g Tin, Block (English) s% s »" £191 to 2195 £8 10 iuc. 
n » Wire, Nos. 1 016 .. .. per lb. 2/11 1d, ine. 


— — PY ш эма 5ш ъз} te ee 
Quotations supplied by— 


g James & Shakespeare. 

h Edward Till & Co 

i Bolling & Lowe, 

i Richard Johnson & Ne hew, Ltd, 
n P. Ormiston & Sons 

r W. F. Dennis & Co. 


a G. Boor & Co. 

c Thos. Bolton & Sons, Ltd. 

d Frederick Smith & Co. 

e F. Wiggins & Sons. 

f India-Rubber, Gutta-Percha and 
Telegraph Works Co., Ltd. 


i | 
Entertaining Wounded  Soldiers.—A party of 300 
wounded soldiers was entertained by the employés of Siemens 
Dalston Lamp Works on Saturday last. The Charrington Hall, St. 
Pancras. was kindly lent for the occasion by Mr. Hopkins. Nine 
motor- buses were provided to convey the men from the variou: 
hospitals to the hall. The entertainment, which consisted of з 
concert, tea, and dancing. commenced at 2 p.m., and we understand 
that each wounded soldier had the attentions of a lady from 
the Wotan Lamp Works. А good proportion of the talent for the 
concert was drawn from the Dalston Works staff, but several pro- 
fessional friends readily gave their assistance. АП the items 
provided were highly appreciated by the audience, and tea was 
served at 4 p.m.. after which the hall was cleared for dancing. 
At about 6.45 the soldiers were conveyed back to their respective 
hoapitals : incidentally. 200 of the party were from the hing 
George's Hospital. It is hoped that this function will be one of 
a series of similar entertainments; it was undertaken at the 
initiative of the workpeople themselves. The arrangements 
were in the hands of a Special Committee, with Mr. D. Woollon i£ 
secretary. 


Electric Steel Furnaces.—A lecture on "Electr 
Furnace Manipulation " was given by Mr. Harry Etchells to the 
Sheffield Society of Engineersand Metallurgists.on Monday last. The 
lecturer. dealing with the cost of smalting. remarked that even at 
the present comparatively high prices. which were caused by war 
conditions. the electric furnace had proved a good investment to 
many users aud an immense boon in the economy of steel produc- 
tion and the utilisation of waste. The war had shown u3 how to 
make onrselves independent of Swedish Bessemer imports and to 
convert into valuable steel the accumulation of nickal and chrom? 
steel scrap. In spite of difficulties of manipulation which still 
remained to be overcome, the electric furnace had a part of Hs 
own to play. and had сопе to stay. : 

The President (Prof. J. O. Arnold) observed that if the electric 
furnace had come to stay, they would have to have cheaper current. 
That was one of the greatest obstacles to the development of the 
electric furnace in Sheffield, and it would have to be got over 1n 
some way. ` ` 
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EXPORTS AND IMPORTS. OF ELECTRICAL GOODS DURING OCTOBER, 1916. 


AFTER & series of comparatively excellent months, the export 
values of electrical material for October show a considerable 
lalling-off, the total of £501,822 comparing with £573,314 in 
September. ` 

The imports of electrical material, valued at £187,261, were also 
on a considerably reduced scale as compared with the previous 
month, when the total amounted to £237,032, although still a 
trifle above the August total; and similarly with the re-exports. 
which fell in value from £18,596 in September to £11,763 last 
month. | 

The decrease in the export total was mainly due to the falling-off 
in values of cable and machinery exports, the former showing a 
-decrease on the month of about £60,000, and the latter of some 
£30,000 ; other branches of electrical business were similarly 


placed, and the falling-off was only partly compensated by 
improved telegraphic, telephonic and lamp exports. It is 
interesting to note that France was by far our best customer, 
although the combined total of business with Russia and the 


Scandinavian countries makes a good second. Business with India 


and Australia was on a reduced scale. : 

A considerably decreased value of electrical ‘machinery was 
imported into this country ; lamp and battery imports remained 
nearly stationary, and the only notable increase was in telegraphic 
and telephonic importe. With the exception of Japan, all the 
countries importing into this country, and more especially the 
United States, did a reduced business. Dutch lamp importe fell 
off considerably. but the influx of Japanese ‘lamps practically 
compensated for this. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


5 ogg |g | (oa tp | | ‚| igas, | 
ЗЕ ПЕТИ 14 oslo in| FE). ЯЙ gee 
Destination of exports and country consigning чей | gts ir P DE TE Heg ES $95 ga | E ә 9:5 | age 3 
imports. $33, 28s 558 ЕЕ EH FER oa BES T5 2 EK E THE 3 
E ATE EH 3 EF ii TEM: 28 8 Bes! ТЕЕ 
= E "| S А i | а 
a ЕВ la | 3 B | | 4 | | Core | 
| £ £ £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark 5,945 | 12,075] 568| 889 [1,940 | 2,040 |24.606| 1,562 156 | 878 807/21,153 | 72,619 
Netherlands, Java and Dutch Indies woe | 1,408 2,883| 773 20 is 30 | 3,358 88 105 | 237 | 15098 69 | 10,069 
France ... А ma T sus ... | 3,504 12, 790| ... 283 68 |13,457| 9,568 628 | 196 |37,146/14,137 | 79,789 
Portugal PEE UR 48| 1,172} 57 .. .. | 221| 898| .. is 16 | 734| 2,360 | 5,006 
Spain, Canary Isles and Spanish N. Africa... 42 | 1,172| 216| ... es 16 | 4.728| 965 255 19 18} 162 | 7,593 
Switzerland, Italy and Austria-Hungary ... | 1,027 378 ROLL aes Sis 327 | 2,033} _ ... ua 171 615| 4,554 9,190 
Greece, Roumania, Turkey and Bulgaria ... 57 © T siete — 75 65| ... 158 | ... eO | 5,518 | 5,873 
Channel Islee, Gibraltar, Malta and Cyprus... 104 51] г 28 64]... 38 168 4 Dad. xe 13) 1,028 | 1,523 
U.S.A., Philippines and Cuba ae “э 852 17 265} 140 | ... 85 335| ... 27 130] 157 2.008 
Canada and Newfoundland ... wes sis 443 86; 666| 1,031 | 128 550 | 2,374 267 144 wee | o | 3,163 | 8.862 
British West Indies and British Guiana ... 247 47 39| .. da ЫА 191| 202 60 71 И -8|-. 866 
Mexico and Central America ss = 50 3 87| .. м ai ТЭ} s -— " bip 210 
Peru and Uruguay .. .. .. ewe | 112 584| ... ILL n 107| ... ‚41| 35] .. 226 | 1,116 
Chile ... ise ea “% a аге vs 161 188] 255 39 627 613] 731 © 553 30 3,200 
Brazil ... РУ — aes Ру РРЛ 530 371] 237| 431 E 923 976| 998 102 | 194 118} 206 5,096 
Argentina vx ps РР Мея "T 815 4,930] 529] 662 | 518 | 1,587 | 1.95 114 | 2,062 8 | 1,072 76 | 14,380 
Colombia, Venezuela, Ecuador and Bolivia... 20 | 3,77, 137 52 zas 285 А = 104 47 3,822 
Egypt, Tunis and Morocco ... — .. | oes 213| 603| 131| 10| .. | 1,752} 28] 100| 18 | 1,634] 1,270 | 5,759 
British West Africa ... woe eas sis 199 490| ... 101 kis 41 265 58 bus 612, 296 2,062 
Rhodesia, O.R.C. and Transvaal ... ... | 1,834 | 7,616 2,898| 3,731 | 38 | 1,515 | 7,098 509 | 502 | 328 | 701| 28 | 27,398 
Саре of Good Hope ... .. .. .. | 762 | 2,523] 916) 664 . | 854 | 1630) ... | 1,233 | 60 36| 695 | 9,373 
Natal ... ss Pis TT us ... | 1,083 7,818! 1,227] 221 vss 150 | 7,638| 536 | 1.227 90 464; 153 | 20,607 
Zanzibar, Brit. E. Africa, Mauritius & Aden 114 317, 179| 242 — 56 535| 1,480 248 - 42, 592 3,805 
Azores, Madeira and Portuguese Africa ... | 145 282 98| 107] .. 37 | 212| .. 49 | ... 19] 44 993 
French African Colonies and Madagascar... 11 m - 20 | ... sis 10 з ee sen 41 
Persia ... see vus T — Е 2 154 10 20 ue ska 460| ... des 90 136 
China and Siam ` pus eve Ses .. | 1,582 4.750] 628] 938 was 499 | 1,739] 760 452 96 237; 880 | 12,561 
Japan and Korea vs Vis T re .766 Ese 61 50 is 612 692 66 302 | 138 1,150 3,837 
India... — eee Sa эз ... | 8,675 | 16,763| 4,201| 2,195 | 364 | 1,813 [18,814] 2.799 | 6.419 | 428 840| 634 | 58,945 
Ceylon ... sis Ps vds к> M 309 877| 252| 195 14 106! ... 281 - 8601 210 3,104 
Straits Settlements, Fed. Malay States and 
Sarawak ave ais aes T ТА 764 985] 545] 558 13 778 653 40 666 | 139 122} 462 5,725 
Hong Kong  ... ө, КЕР РТ ДЕР 388 1,368} 1,091; 237 | 170 109 799 69 86 | 121 378] 888 5,704 
West Australia re oe ias dus 5 3,111 149] 501 | 118 414 | 1,61 1,176 13 887| 410 8,399 
South Australia sis ТУ eae ssi 127 918] 261| 191 wis 93 | 1,243] ... 251 sid 828| ... 3,912 
Vietoria ee ш... o. | 1,274 | 12,602; 3,104] 730 | 36 | 1,466 | 9,441| 1,304 | 674 4|1404| 80 | 32,119 
New South Wales... zee а... | 1,895 | 14,643] 2,350] 774 | ... | 2,080 111,463] 3,440 | 652 | 929 | 804] 264 | 39,294 
Queensland ... sss Без ЗЕЕ age 150 14 99| 195 ‘ius "T 976|  ... 619 4. | 2,063]  ... 1,016 
Tasmania ws А ose 245 82 54 249 2 632 


New Zealand and Fiji Islands — ... ©... | 1,555 | 5,997| 1,118] 1,540 | 28 | 934 | 2,767] 1,893 | 1,529 | ... | 2,877] 1,952 | 21,630 


Total, £ |32,089 |108,50024,537/16,968 3,685 |18,337 196,196/27,423 20.160 [4,216 |56,719/62,992 |501,822 


і 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 
13.376 


Russia, Norway, Sweden and Denmark ... ou Ws t .. | 3,702 2,488 e. |3417 636' 3,133 
Holland... ш. e 0e se ee ps 18,722 | 6019| ... | 585| 60] 800  .. M 26,246 
France. ш eee 167 | .. | .. | 330] 48} 375 | 303] 96 | 6,701 | 1,58) "i 9,601 
Switzerland 0.00. uses 2973 | .. 34| 50l .. |2,987| 580| ... | 228 | 1,650 243 8,745 
lii Gu. dee шш аю Ge dR eee, К 660°], curso ess | к e P e ЖЕ 1,040 3,700 
зел. ш. eese wee | 1,740 | s. 1470 | 9,009 | 490]. ... @ E: BIET a s 13,320- 
United States ш ш. ш. se eee [10,048 [14178 [1,630 | 4,368 | 1,032| 3,065 |14,039 [33,930 | 6.195 | 8,967] 13,021 [111,073 
Total, £ [14,928 [16,838 |3,134 |32,179 |11,891] 6,427 [17,995 134,086 [18,012 [12,834] 17,437 [186,061 


Argentina, electrical machinery, £90. Canada, electrical goods, £75; batteries 


and accumulators, £286. 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


Additional importe.—Spain, carbons, £749. 


| | 
Various countries, mainly as above : 660 774 4,616 | 633 405 T | 344 | 138 1,920 11,763 


Beatie | 
TorAL Exports: £501,822 TOTAL RE-Exports: £11,763 ToTaL Imports: £187,261 
. NoTE.—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
columns contain many amounts relating to "goods" otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned which is not necessarily 
the country of origin, ^ 


" 


а 
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POWER STATION DESIGN. 


ONE of the satisfactory features of the present war period 
has been the very striking progress made in electricity 
supply in industrial areas ; never were the economic advan- 
tages of electric power so much appreciated as during the 
past two years, and, in referring to it, one can only regret 
that so many non-industrial consumers have been turned 


away owing to the prevailing restrictions as to expenditure 


and the supply of material. 

In some cases it has been possible to extend works, and 
even to build new ones, and amongst the fortunate under- 
takings in the latter category is the Walsall Electricity 
Department, whose new power station is the subject of a 
brief description 1n our present issue. 

This station presente several features of interest to the 


designer, the most important probably being the arrange-: 


ment of the boiler house and coal-handling plant, though 
the whole design has tended to space economy and low cost 
per KW. of plant installed—well under £8 for the existing 
plant of 8,000-Kw. capacity, and falling to about £7 when 
the complete 12,000 Kw. of equipment is provided. 

Power station design is, at the best, a compromise based 
on the judgment of the engineer, who bas to meet efficiently 
both present and future requirements ; to a large extent 1t 
is influenced by the standard types of plant available, at 
the time, although local conditions and improvements in 
plant design or arrangement may introduce variations in 
the result. | 

In the new Birchills generating station at Walsall, we 
have as leading features high-speed turbo-generating plant 
running at 3,000 R.P.M. ; self-contained boiler units, which 
include the superheater, a superposed economiser, induced- 
draught plant and stack, occupying small ground space ; 
and outside coal storage, with only miniature coal hoppers 
in the roof holding some 10 hours' supply per boiler on high 
duty, which arrangement tends to a light boiler house—a 
most desirable feature. 

Daylight means additional cleanliness—even in the boiler 
house—and leads to improved efficiency ; to be consistent, 
we should give more, rather than less, attention to the 
lighting of an inherently dirty place, than to a normally clean 
one, In a great many cases, the boilers and coal bunkers 
enclose a gloomy tunnel; the boilers are essentials, but 
the question arises as to whether the overhead bunker is 
really necessary at all. | 

At Walsall, comparatively small roof hoppers are used, 
and a well-known Continental authority has stated that, in 
his opinion, not more than one hour’s bunker coal capacity 
need be provided, because of the reliability of modern 
conveyors, . 

After all, one does not lift thousands of tons of coal up 
' into a roof, and provide an expensive large-capacity storage 
there; merely in order that the coal may gravitate down to 
its original level, unless there is grave doubt as to the 
reliability of the conveyor, which, after all these years of 
use, i$ a considerable reflection on this type of plant, and 
on our steady perseverance in installing it. 

The big boiler plant of the future will be free from 
cumbrous coaling arrangements, if gas firing is adopted, and 
there are possibilities in pneumatic coal conveying which 
are worth investigation, as it would seem to offer a much 
more compact method of coal handling than that usually 
employed. But so long as existing methods of coal firing 
persist, as no doubt they will do for some years, coal storage 
in bulk and in proximity to the boiler house will be 
essential; and for obvious reasons such storage—equal to, 
вау, two or three months’ requiremente—will-usually be on 
the ground or in shallow concrete tanks. 

Bunker storage capacity can only represent a small per- 
centage of the total, and its relutive value as a reserve 
decreases enormously as the size of the boiler and its coal- 
burning capacity increase, unless the overhead structure is 
developed beyond all reason, so that it would appear well 
worth considering whether the stoker hoppers should be 
enlarged to hold several hours' supply, and be fed direct, by 
modern crane appliances, from the outside storage, without 
the intervention of overhead bunkers. 


In our * Notes" last week, we briefly described an 
American arrangement which embodies this idea, though 
the coal storage is under what nominally represents the 
firing floor, and coal trucks run right into the boiler house 


over the latter, thus providing for the direct transfer of ` 


fuel from truck to stoker hopper or store. This boiler house 
is also equipped with three self-contained boiler-economiser- 
chimney units of large size to supply an 18,000-Kw. turbine 
unit, and its arrangement presents a considerable contrast 
to the Walsall design. 

Space economy is not necessarily a virtue in design, 
though desirable if accompanied by equal efficiency and if 
it tends to a reduction in the all-in cost of electricity. For 
instance, in discussing Mr. Lackie’s recent I.M.E.A. paper 
on boiler house design, Mr. S. L. Pearce said that in con- 


‘nection with the proposed Barton station, he had arranged 


the economisers behind the boilers, and found that owing 
to the lighter steel structural work, despite the fact that 
additional ground space was required, there was a saving of 
about £8,000 over the triple-storey arrangement with econo- 
misers above, and that such a boiler house could be erected 
at a cost of about 20 per cent. less. It would be interesting 
to know what the further saving would amount to were it 
possible or desirable to dispense entirely with overhead 
bunkers. 

Within the limits imposed by modern practice, the par- 
ticular disposal of plant appears to have only a slight 
influence on the relative areas occupied, the assumption 
being that the most economical arrangement is adopted in 
each case. | 

Judging by the rough drawings which have been pub- 
lished, the relative areas occupied by the Manchester 
(Barton) and Glasgow (Dalmarnock) plants—in each case 


. designed for 160,000-Kw. capacity—taking the engine 


room as unity, are :— 
Engine Switch Boiler Coal 


room. room. house. storage.” 
Barton ... Sch 1 1 1`85 3`2{ 
Dalmarnock bis 1 '6 2:0 65 


We believe that in neither of these plants is it contem- 
plated to use cooling towers, sufficient water for condensing 
purposes being available locally, but the rough plans of the 
proposed Nechells plant of the Birmingham Corporation, 
the designed capacity being originally 100,000 Kw., show 
the great influence which the necessity of artificially cooling 
the condensing water has on the total space requirements, 
which are approximately as follows :— 


Engine | Boiler Switch Coal .. Cooling 
house. honse. house. storage.” towers. 
1 1°67 "З 51 3°7 


Needless to add, the space economy resulting when no 
cooling-tower area is required, may be accompanied and 
off-set by considerable expenditure in other directions, as. 
for instance, at Barton, where, we believe, the estimated cos 
of bringing the circulating water to the site is some £60,000. 
A very large proportion—probably 30 or 40 per cent.—of 
the coal-storage area for a large plant may be utilised for 
the railways and canals required for transport purposes, and, 
altogether, the coal-handling and water-supply problems are 
the most difficult which the designers of super-stations have 
to meet in this country. i | 

The new Walsall plant is, of course, a small one 10 
comparison with any of the above, and the provision 
of coal and water is a relatively simple and inexpensive 
matter, as the adjoining canal will provide all the facilities 
required for both services up to the maximum capacity 
of the present station. | 

For comparison, it may be noted that the relative areas 
of engine and boiler houses, and coal storage (no railway or 
canal accommodation included) are 1 : 1:6 : 2°7, while the 
generating plant at normal rating represents 34 KW. pet 
sq. ft. of engine-room floor area, or about half the estimated 
amount in the case of the proposed Barton plant with 
20,000-Kw. generating sets. 

The coal pile end of the central station has always been 
a matter for concern to the engineer, and it seems curious 
that the very considerable amount of heat radiated from 
boilers and steam pipes should have been allowed to escape 


* Includes railway sidings, special canal arms, &c. 
t Coal to be stored in silos ; railway sidings not included. 


( 
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asa matter of course in the past, when, by enclosing the 
whole of the boiler space behind the firing floor, a reservoir 
of hot air could be made available for use in connection 
with the furnaces, or left as an air jacket for the boilers 
and pipes. 

But if, as we think will be conceded, there is generally 
alack of originality in our boiler-house arrangements, it 
must be admitted that the engine-house design through all 
the vicissitudes of plant design—open type engines, enclosed 
high-speed engines, slow-speed and, finally, high-speed 
turbines—presents a remarkable sameness. Originally, in 
the days of the open-type horizontal or vertical engine, the 
engine room housed.the bulk of the running machinery 
which required attention; the condenser was, or, at any 
rate, was considered, a minor item, and was buried away in 
the basement. | 

To a large extent, this arrangement is still followed ; the 
turbine, despite the comparatively little attention given to 
it when running, and its tendency to reasonable dimensions 
in spite of increased output, holds the floor of the house in 
almost solitary state, while the condensing plant, most 
essential to the well-being of the turbine and requiring more 
attention, is still either buried or placed in a position of 
doubtful visibility. 

In a very few years we shall have turbines for driving 
the auxiliary plant of large units, equal in power to some 
of the main units in smaller stations, and the question will 
naturally arise as to whether they should not be given as 
much prominence as their big relations above the sacred 
datum line of the engine-room floor. 

The condensing plant even now exercises a controlling 
influence on the area of the engine room, and the disparity 
between its space-requirements and those of the actual 
turbine set will probably become even greater, unless some 
unlooked-for and revolutionary development in condenser 
design takes place. 

So far as one can judge, the surplus engine-room floor 
space is mainly used for dismantling machinery, but is not 
essential to this purpose, and it would appear that the time 
has come to make our present basement floor the starting 
point for engine-room structures, thus bringing into full 
view the whole of the running plant, which will, no doubt, 
be supplemented by boiler-feed and other pumps in future 
stations. ` 

The necessary attention to a turbine when running can 
be given from a comparatively narrow platform, and it 
seems questionable whether the huge mono-block foundation 
usually adopted is really necessary. | | 

It should, for instance, be possible to develop a self- 
contained turbo-condenser of the horizontal pattern on the 
lines of the 10,000-H.P. Ljungstrom turbo-alternator and 

condenser illustrated in our, issue of May 12th last, which 
would economise in floor space. 

If the basement floor were to become the engine room 
floor, we should not find recently-installed large turbine sets 
situated, and practically isolated, on an elevated concrete 
mound in our engine rooms, as the datum line would be 
fixed, and the expensive structural alterations now pre- 
valent would be avoided. The large open well frequently 
provided to contain condenser auxiliary plant is evidence 
that we realise the necessity of keeping running plant in 
sight, but it is only a half measure, and an extension of the 
idea to open up from 50 to 75 per cent. of the basement to 
daylight would seem to be a logical development, from an 
engineering, if not from an sesthetic, point of view. 


OUR OVERSEAS ELECTRICAL TRADE. 


Some years before the outbreak of war, we devoted much 
attention and a great deal of space to the need that existed 
for our electrical and engineering firms to cover the various 
oo Colonial and foreign markets with very thorough 
UsIness Organisations. Our efforts to this end will be well 
within the Memory of those who at that time were leaders 
a commercial side of electrical affairs. We did our 
ost to keep the trade fully acquainted with the needs of 


those markets, the methods of foreign competitors in those 
countries, and published advice first hand from experts 
who, together with us, were eager that British electrical 
exportation should grow to very large proportions. We 
had very good reason for knowing that our efforts were 
appreciated in the ranks of the industry, and we had con- 
siderable gratification in noting the success that attended 
the schemes of those firms who had both. the courage 
and the wherewithal to act with a suitable spirit 
of enterprise. We say now, without any attempt at 
hiding our light under a bushel when we are in the midst 
of all sorts of after-the-war trade discussions, that a 


' number of firms owed the establishing of satisfactory export 


trade connections to the ELECTRICAL Review. Some 
of them have been generous enough to acknowledge the 
fact in writing to us, and many others, as our pages show, 
have done so in practical ways which mean so much in 
enabling a trade journal to assist the industry in whose 
interests it exists. After all, actions speak louder than 
words in this department of life as in so many others. 
Sometimes those who “came to scoff remained to pray," as 
experience showed them that we were in close touch with 
the electrical world everywhere, and were able to feel the 
pulse of the buying fraternity abroad. We were the better 
able to do this because we were read all over the world by 
men who wanted to keep in touch with the progress of the 
whole profession and industry, and not merely of a part. 
And we have plenty of reason for knowing to-day that as an 
electrical trade journal we stand no lower in the esteem 
of those who are potential buyers of electrical machinery ; 
indeed, but for our natural modesty, we could a tale unfold 
of war-time appreciation of our average issues—without 
any earthquake efforts. 

To all who quietly went ahead with their efforts abroad, 
notwithstanding all the difficulties which foreign competi- 
tion produced, the fullest credit for their enlightened policy 
and action should be given to-day when we are discussing 
how in the years to come we are going to secure export 
orders enough to enable us to keep our vastly-extended 
manufacturing capacity and Labour occupied after the war 
is finished. The organisations established in Peace and 
kept in existence during the war will have little difficulty 
in securing business as soon as they are able to execute it 
in the factories at home. It is for each firm to say how its 
organisation will require adaptation or re-adaptation to 
meet the altered conditions consequent upon the war, but 
there will be no lack of knowledge and ability shown’ in 
that connection. In the main, no doubt, the existing 
machinery will * carry on " upon the broader basis which 
trade growth after the war will demand, and, in addition, 
we hope to witness the development of co-operative 
schemes to the same end, such as we have, in one or two 
cases, particularised in our pages. In the past, of 
course, the dominating feattire in electrical overseas trade 
has been the activity of large electrical manufacturing 
companies canvassing energetically for business in even 
the remotest corners of the earth. The pace is set, so 
to speak, by the American and German electrical combi- 
nations, which have enjoyed protected home markets arid 
other advantages not yet granted to British firms, but 
possibly to come before long—we hope so, at any rate. 
Competition under such conditions has not been an easy 
matter, but it has not been found impossible to “ carry оп” 
in spite of them. One of the concerns here which early 
recognised the need for conducting its operations on a 
scale as nearly as practicable comparable with that of 
the chief rivals abroad, was the General Electric Co., 
Ltd., which set itself many years ago to build up over- 
seas companies capable of supplying the electrical 
demands of all the chief markets. .Thes¢ companies, 
through their connection with the co-ordinated manufactur- 
ing concerns of the G.E.C. in Great Britain, were able to 
quote for complete electrical installations. They were, more- 
over, provided with staffs capable of erecting the installa- 
tions and putting them into operation. This organisation 
reached such a stage of development that the overseas com- 
panies have not only laid down complete power plants, but 
have actually placed stock orders for electric supply equip- 
ments, including power houses, switchboards, transformers, 
distribution cables, lamps, motors and all accessories. In a 


————————— ae 


586 


THE ELECTRICAL REVIEW. [Vol. 79. No. 2,035, NOVEMBER 94 1916, 


€——————É AIRE URP RR 


word, manufacturing and business-getting facilities have 
been correlated in a steady and vigorous growth. 

While the world-wide selling organisation directly benefits 
the general electrical engineering, the cable, telephone, 
instrument, carbon, lamp and other factories of the parent 
company, it also brings a great deal of grist to British 
manufacturers allied with the electrical industry. Orders 
for turbines and other steam-driven engines, for gas, oil and 
other internal-combustion engines, for producer-gas installa- 
tions, for boilers, condensers, pumps, economisers and 
numerous other accessories are involved in contracts for 
complete electric power equipments. Thus the G.E.C. 
organisation acts as a feeder for the manufacturers of 
non-electrical items, and has been the means of bringing 


orders to British firms from parts of the world where they 
were not represented. 


It may be of timely interest briefly to give some idea 
of the G.E.C. overseas organisation and of the kind of 
plant it supplies :— 


South Africa is covered by the British General Electric Co., 
Ltd., whose headquarters are at Johannesburg, with branches 
at Cape Town, Durban, Bulawayo, and other places. 

A 1,000-k w. ‘‘ Witton ” generator located at the power house 
of the Durban Corporation, and driven through gearing by a 
Parsons turbine, is a typical example of plant sent abroad by 
the G.E.C. One of the special lines of activity of the South 
African Co. consists of complete town lighting schemes— 
Ermelo, Pietersberg, and Bethel provide a few examples out 
of many. Undertaking to supply the whole of a power plant 
and distribution system, the South African Co. is able to deal 
with schemes in a manner far more satisfactory than if plant 
and apparatus were ordered piecemeal. Much other impor- 
tant work m South Africa has been undertaken by this com- 


pany, including, for instance, a pumping plant for the Rand 
Water Board. 


Australia.—The British General Electric Co., Ltd., of Aus- 
tralia, is actively engaged in the electrical trade of the 
Commonwealth. Its headquarters are in Sydney; its branches 
are at Brisbane, Melbourne, Wellington (N.Z.), and other 
places. As a typical instance of '' Witton " plant supplied ‘to 
Australia, it may be mentioned that two 275-K.v.a. alternators 
have been supplied to Adelaide Cement Works. These sets 
are driven by Premier gas engines, and are interesting as 
the only gas-driven alternators to run in parallel in Australia, 
and their operation has been entirely satisfactory. 

, Important work has been undertaken for the municipalities 

in Australia. As an example may be mentioned a motor 

generator supplied to the Melbourne Corporation. For this 

set a repeat order was given after many years of working. 

a addition, considerable work has been done in the smaller 
whs. 

India is covered by the General Electric Co. (India), Ltd., 
with headquarters at Calcutta, and a branch at Madras. This 
company has secured many important Government contracts, 
of which a characteristic example is the plant in the Calcutta 
Mint, the power plant of which comprises three 270-Kw. 
'* Witton " С.С. generators driven by Belliss engines; there is, 
in addition, a complete installation of '' Witton "" motors. 

China.—One of the most important of the G.E.C. overseas 
companies is the General Electric Co. of China, Ltd., which 
is engaged in the heavy competition for the Chinese elec- 
trical trade. Headquarters are at Shanghai, with branches 
at Hong-Kong and Hankow. 

A considerable number of completed electrical equipments 
for Chinese towns—for instance, Fatshan, Soochow, Ningpo, 
.and Yangchow—have been undertaken by this company. 

In South America, the Argentine is covered by the Anglo- 
Argentine General Electric Co.. Ltd., of Buenos Aires and 
Chile, and other territories by Messrs. Huth & Co., of Val- 

araiso and other towns. Amongst the important plants 
installed by the G.E.C. may be mentioned the complete equip- 
ment of the power house of the large Chilean Naval Dock- 
vard at Talcahuano, and the installation at the Concepcion 
Flour Mills, whilst in Brazil, G.E.C. machines are working 
in the Manaos power house. 

A “ Witton " plant installed nearer home consists of а com- 
per rotary converter installation supplied for driving the 

arcelona tramways. 

France is covered by the General Electric de France, and 
Belgium by the G.E.C. of Belgium. 

The foregoing remarks will give some idea of the overseas 
activities of the G.E.C. When, after the war, the home 
works are able to devote themselves to the huge volume of 
export trade, it 18 certain that the G.E.C. overseas selling 
organisation will be in an excellent position to handle a very 
large volume of the trade. 


` 


Patent Restoration.—M kssRs. HuNTALITE, LTD., have 
applied for restoration of Patent Wo. 23,979 of 1911, granted to 


Christopher Harvey for "Improved incandescent electric lamp 
and holder therefor.” 


 Petrograd, or any other great centre of Euro 


-Nijni Novgorod, the town of the great annual Fair. 


TRADE WITH RUSSIA. 


Mn. W. Н. ВЕАВЕ delivered an address before the Seles 
Managers’ Association, on Thursday last week, on his recent 
visit to Russia, during which he made business investigations 
on behalf of the Anglo-Russian Trade Commission. He 
described the desire of the people of both Britain and Russia 
to know and understand one another better as amounting 
almost to а craze on both sides. He devoted his address 
mainly to the subject of commercial relations, and after refer. 
ring to the greatness of Russia, her vast territories and popu- 
lation, and the magnificent spirit that she is filling in the 
Allied fight against Prussian tyranny, he referred to the ques- 
tion of the language. He has made a 15,000-mile hurried trip 
through Russia, and as a result he says that some knowledge 
of the Russian language is absolutely essential, in order to 
travel with any degree of economy or comfort. "It isa 
fallacy to suppose that either French or German is going 
to be of much use to the business man in Russia. At the 
present moment the speaking of German is prohibited under 
the penalties of £300 fine or three months’ imprisonment; 
and even in normal times, though it may be of some use in 
business conversation in Petrograd and the Baltic Provinces, 
it is of very little service outside of these districts, and no 
use at all in dealing with the ordinary happenings of life— 
the engaging of cabs, buying tickets at the railway stations, 
inquiring one's way, and dealing with domestic servants. 
French, it is true, is understood by most really educated 
people in Russia, but this confines it largely to Society, and 
not to the business class. It is, however, remarkable with 
how little Russian one can get along very comfortably, and 
the very great and sympathetic pains the Russian takes to 
understand the foreigner trying to speak in the Russian lan- 
guage." Petrograd, the capital of the Empire, has in its 
environs some large factories of cotton, rubber, wire, iron, 
and other manufactures, but the trade of the town is almot 
exclusively confined to its own population. Its trade oppor- 
tunities lie largely in the fact that it is from Petrograd that 
all the Government contracts are given out, and, of cours, 
the wants of its population of two millions are by no means 
inconsiderable. Taking the whole of the country north of a 
straight line drawn from Petrograd to Ekaterinburg in the 
Ural mountains, there are very few towns of any importance, 
and the entire district is very sparsely populated, and covered 
with huge forests which supply the fuel for the northern half 
of Russia. The district has only three towns worth mention- 
ing: Vologda (lace), Viatka (woodwork), and Archangel, the 
only open port to Russia in Europe. Ekaterinburg js a town 
of about 100,000 inhabitants, and the centre of one of the 
richest mining districts in the world. 95 per cent. of the 
world’s supply of platinum comes from this district; it has 
gold mines and copper and iron in abundance. The distnct 
offers a magnificent opportunity for the supply of all kinds 
of machinery, pumps, and mining requisites. It is also 8 
splendid centre for almost every kind of article for general 
use. Siberia, on account of its distance from Moscow 

115818, 
reeds special consideration and treatment in dealing with 
business matters. There is a strong prejudice against buying 
through agents at so great a distance, and moreover, agents 
at Moscow or Petrograd very seldom do anything like Jus 
tice in promoting trade in Siberia. The author mentioned 
Novo Nicolaevsk, at present a little known town, which would 
have a great future during the next 20 years, and upon whicb, 
on account of its possibilities, a watchful eye should be kept. 
Western Siberia promised a rich harvest in the future tor 
those who got in now. Moscow is perhaps the most repre 
sentative city of Russia. With the influx from Poland since 
the war, its population is now approximately two millione. 
Tt is the centre of a huge manufacturing district of about 20 
miles radius, within which are found some 400 _ factones, 
chiefly, but not altogether, devoted to textile industries. 
Some of these, like the Mozoroff Cotton Mill, employ as many 
as 50,000 hands, and Moscow is the chief trading centre for 
this immense district. It is naturally the seat of the move- 
ment for the development of Russian industries, and of the 
agitation for high protective duties. Most of the large oF 
tributing agencies have their centre at Moscow, and seven, 
large British firms, especially those engaged in textile ar 
agricultural machinery, have well-established businesses here. 
Tt is without question the most important district to be 
covered by nearly every British manufacturer who wishes to 
get a foothold in the Russian market. : 

A 19 hours' railway journey east of Moscow brings Оа 
British manufacturer the Fair offers perhaps little of interest. 
although an exhibition of British-made goods in the retal 
section in normal times, when hundreds of thousands of Ros- 
sians from all parts of the Empire visit there, might prove 
an excellent advertisement, and even be made to pay its 
through the sale of goods. | 0 

From Astrakan one proceeds by the Caspian Sea about A 
miles to Baku, which is very much more than merely the 
centre of the Russian petroleum industry and the ot 
It is а town of about 300,000 population, and is the highwsy 
to Persia and the East. Large quantities of goods are еї 

rted, including the cheap cotton goods manufactured 10 

ussia, as well as supplies for all. parts of the world. dua 
whole of the Southern Caucasus is perhaps less Rusman 509 
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any part of Russia, and as a rule requires altogether different 
treatment. _ i | 

Between Rostov and Odessa, and lying a little to the 
north, is the great iron and coal district of Southern Russia 
with Ekaterinoslav as its centre. Here are found blast fur- 
naces and ironworks, employing tens of thousands of men 
and forming whole colonies of themselves. It is one of the 
richest districts, and full of the greatest potentialities for 
British trade. | 

The Black Sea ports more particularly consist of Odessa, 
Nikolaev, and Kherson. Odessa is, of course, the largest and 
most important. It is perhaps the most enterprising city in 
Russia, and, at the same time, one with the greatest risks 
in trade. One-third of its population is Jewish. Shipping 
and grain are, of course, it principal industries, and it is the 
port of entry for much of the goods that come into Russia 
by way of the Black Sea. Nieolaev and Kherson are by no 
means inconsiderable rivals, and promise to eclipse the larger 
town when the new railway from the west, through the 
Orimea and across the Caucasus, is built, and Odessa will 
then be left off the main line. If, however, as is expected, 
Russia becomes master of Constantinople, and controls the 
Dardanelles, then there will probably be a tremendous deve- 
lopment in all three ports. 

Kharkov is а large city about half way between the Black 
Sea and Moscow, the centre also of a rich agricultural dis- 
trict, and а town from which many agencies could be con- 
ducted with profit. Kieff is credited with being the hand- 
somest and oldest town in Russia, and is the centre of the 
great sugar refining industry, affording ample opportunity 
for business in the machinery and equipment necessary for 
such, while its population being generally quite wealthy, can 
parchase the highest class of British products. 

Of the huge factories of Poland and the Baltic Provinces, 
Mr. Beable knows very little, as they are in the war region 
and did not come under his observation. 
under German control have already removed further west. 
where iron and coal are more abundant, and the tendency 
in Russian manufacture is to get nearer the source of supplies 
of raw material, rather than nearer the seat of distribution. 
The German-owned factories will probably be entirely sus- 
pended: for a long time to come. 

The importations into Russia have been in round figures 
100 millions a year, of which, roughly, 60 per cent. is contri- 
buted by Germany and 10 per cent. by England. The demand 
after the war wil be tremendously increased. ‘The most 
pronounced movement in Russia to-day is, and after the war 
will be, the development of Russia's own manufacturing in- 
dustries. With practically all its ports closed, Russia is 
realising to-day more than ever how much she has been 
dependent upon foreign sources of supply, and how thoroughly 
she has been exploited by Germany. She will never again 
allow herself to be found in the position she is in to-day, cut 
off from practically all supplies, except that of food. The 
feeling against Germany is very bitter, but even the friend- 
ship for England and France will not be permitted to allow 
these countries to exploit her as has been done by the enemy. 

The first and greatest demand after the war will therefore 

be the supply of plant, equipment, machinery, belting, and 
everything that goes to the creation and maintenance of 
manufacturing industries. On thes» lines there will be an 
enormous demand, and while, at the moment. manufacturers 
cannot do very much, they can at least begin to make in- 
quiries as to the specific lines that will be wanted, and pre- 
rare catalogues and information for after the war. It will 
be some years before the new manufacturing industries will 
be able to make any appreciable influence, and in the mean- 
tune the almost entire depletion of stocks of general mer- 

andise and the great inarease, m population will offer 
opportunities unparalleled for British manufacturers to take 
advantage of now. It should be remembered, however, that 
there are certain lines of goods which Russia is thoroughly 
competent to make herself, and of which she is producing, 
апі wil produce ample to satisfy all of her own require- 
ments. There is a disposition to think that Russia only buys 
cheap and inferior goods. This is by no means the case. 
While it is true that the vast number of its teeming millions 
belong to the poorer classes, even a small percentage of the 
number represents a rich buying public of some millions. Mr. 
Beable did not pretend that it was possible that we should 
capture the whole of the German trade. А great deal, 
раа of cheaper varieties, will go to Japan; America із 
‘taking advantage of her position now to supply large quan- 
tities of goods, and is ‘endeavouring to solidify the connec- 
ons already established. He did not think, however, that 
America would make a very great impression upon Ruasia 
after the war, as the temperament of the American people 
and American methods were not at all appreciated in Russia, 
any more than the Russian temperament and methods were 

р to American ideas. ‘‘Sympathy is the key-note of 
A Russian character, and it applies to business, as every- 

g else in Russia, and the bond of sympathy with England, 


created by a : ° M 
opportunity.” common sacrifice, gives this country a great 


‚Боё what 


after the гы we do must he done in the two years immediately - 


nad ar, and preliminary preparations, at least, must 
ни ahoak ae " I insist most strongly that in time of war 
tho Uld prepare for peace, and that those manufacturers 
lictories greene plenty of trade after the war to keep their 

gomg should now make some preliminary investiga- 
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Most of them not ' 


tions, and get into touch with some good people, if they 
would reap the advantages that will present themselves imme- 
diately after the cessation of hostilities. 


(To be concluded.) 


у 


EDINBURGH TRAMWAYS REPORT. 


READERS of our ‘‘ Tramway Notes’’ will be aware that a very 
lengthy joint report on the whole question of the Edinburgh 
tramway system has recently been presented to the City 
Council, on its instruction, by Mr. J. A. Brodie, city engi- 
neer, Liverpool; Mr. J. B. Hamilton, general manager of 
tramways, Leeds; and Mr. A. Horsburgh Campbell, burgh 
engineer, Edinburgh, to which latter gentleman we are in- 
debted for a copy of the report. 

Half-a-dozen questions were remitted to the reporters, and 
the reply to Question 1, ‘‘ What methods of traction might be 
adopted for the tramways system of Edinburgh, keeping in 
view probable future extensions, with full information as to 
the probable cost of installation and working? '' forms the 
gist of the report. The subject is rendered complex due to 
the fact that any works required to bring into operation a 
form of traction—other than cable—must be done without 
interference with the Corporation's lessees, or with their 
daily car service. 

Apart from the cable system now in operation, it would 
be possible to use electric traction on the (1) overhead, (2) 
conduit, or (3) surface contact system; self-propelled cars 
driven by (1) petrol or petrol-electric power, or (2) by electric 
battery, or motor 'buses. | i 

Dealing with the first system, the report cites the satisfac- 
tory financial results obtained in the case of 17 large under- 
takings comparable with Edinburgh, pointing out that of 
2,704 route miles of tramways in the United Kingdom, 2,475 
are operated on the overhead system. Its supposed dis- 
advantages from an æsthetic stąndpoint are discussed at con- 
siderable length, to show that in practice they are usually 
more imaginary than real, while reference is made to the 
fact that if the desire of the Corporation in 1905 had pre- 
vailed, the Colinton, Broughton, and Claremont Street routes 
would probably now have been equipped with the overhead 
system, and that some of the outlying routes are now 
operated on that system. 

The steepest gradients in the city streets vary from 1 in 12 
to 1 in 17, and are, therefore, less than the gradients already 
negotiated by trolley cars in Leeds (1 in 8.4), Huddersfield 
(L in 9.3), Sheffield (1 in 9.5), &c. 

The estimated cost of installing the overhead system, for 


. permanent way and electrical equipment, is taken at £16,000 


per mile of double track, and this represents some £400,000 
for the Edinburgh street svstem. 

The numerous disadvantages of the conduit system (its 
only advantage being the absence of overhead wires) are too 
well known to need recapitulation from the report. The only . 
conduit system in the country is that of the L.C.C. (extend- 
ing over about 120 miles), and its heavy cost has led to 
extensions on the overhead system wherever possible. 

The report estimates the coet per route mile for street work 
only of such a system at £34,000, or a total of £850,000 for 
street work in Edinburgh for the existing cable routes. The 
existing cable conduit is only half the sectional area of the 
London electric conduit, and the former would probably 
have to be broken up and completely reconstructed with a 
new foundation for the tramway; on the other hand, it is 
suggested that the existing foundation might be largely 
utilised for an overhead system. ` 

If the existing cable conduit could be used, the problem 
would be simplified, but even this would not enable the Cor- . 
poration to start the operation of an electric service in July, 
1919, along the existing cable routes, for its adaptation to 
electric conduit could not be commenced until after that date, 
and a complete temporary overhead equipment throughout 
the city would be an essential preliminary if the car service 
is to continue. 

The report deals briefly with the surface-contact system, 
the only existing examples of which are at Wolverhampton 
and Lincoln; it 18 considered unsuited to a complete city ser- 
vice. The self-propelled car is discussed at considerable 
length; its disadvantages are stated to be (1) its slow accelera- 
tion and low speed on ascending gradients, (2) noise and vibra- 
tion, (3) the relative inefficiency of high-power engines 
(required for Edinburgh) when running on the level, and its 
consequent high cost of operation as compared with the elec- 
tric tramway car, making it uneconomical when applied to 
the complete service of a great and hilly city. No reliable 
working costs of self-propelled cars of the petrol type suited 
to Edinburgh's conditions are available, but it is surmised 
that the total operating cost would be about 2d. per car mile 
above that of electric overhead traction. 

_ А self-propelled car would cost about £1,250, as against 
£950 for an ordinary tramway car, and the reporters conclude 
that the extra cost of a fleet of such cars over trolley tram- 
way cars would be £96,250, while as a set-off, £55,000 would 
be saved on overhead equipment. Such a car, it is suggested, 
might be of use for sectional service, or for through working 
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on а route already equipped with the cable. The reporters 
dismiss the electric battery car in a few lines, although they 
suggest the- advisability of making a trial of such a car. 

, On the subject of the motor ’bus, the report becomes very 
interesting; its use in connection with various tramway sys- 
tems and in London is referred to, as well as its advantages 
and disadvantages. The latter appear to be the determining 
factor, and the report mentions that it is customary to com- 
pare the cost of operating motor 'buses with that of tramway 
cars at per car mile; when, however, the relative size and 
carrying capacity of the vehicles is considered and compared, 


it wil be seen that this is not equitable. The carrying capa- - 


city of a 'bus does not exceed 50 per cent. of that of a tram- 
way car, and it is therefore unfitted to cope with large rushes 
of traffic. After allowing for a higher effective speed of the 
motor 'bus, to provide the same carrying capacity at the time 
of maximum demand as 235 tramway cars, would require 
2 increase of about 80 per cent. in the number of motor 
"buses. i 

The working costs are taken as 84d. per 'bus mile, and the 
estimates show a net direct deficit in operation for the first 
years of operation of £15,652 per annum. Supplementing 
this loss by indirect charges due to loss of rates, increased 
highways maintenance, extra wear and tear of roads—for 
which nothing is charged to 'bus operating costs—the total 
loss direct and indirect to the city is figured at £39,425 per 
annum. No charge is allowed for the general conversion of 
the granite-paved roads of the city into a smooth highway 
surface such as would eventually be called for. 

The report points out that no city in the world depends 
solely on 'bus transit, and that no comparison can be made 
between London and Edinburgh conditions. It is admitted, 


however, that the 'bus may become a valuable auxiliary to. 


the tramway in thinly populated districts. 

The present tramway limits with one exception are fixed 
by the several cable termini, nearly always on the city boun- 
dary. "The route length of the present tramway system is 
about 25 miles, and it all lies within the city. For various 
stated reasons the reporters consider extensions desirable. 
and suggest that about 9 route miles, half within and half 
without, should be regarded as immediate, that is, to come 
into operation on the expiry of the lease, while a further 6} 
miles are mentioned as prospective extensions. 

The advantages of linkmg-up with adjoining tramways and 
the necessity of avoiding duplicating services of ’buses and 
cars are referred to. 

An appendix to the report contains half-a-dozen estimates 
relating to various possible schemes; it is pointed out that 
in comparing ‘balances available," the high balance from 
the cable system leaves the tramway problem unsolved, subse- 
quent reconstruction having still to be undertaken. 

A summary of the estimates is as follows :— 


q 


| Interest | Annual 
Form of traction and | Revenue |Operating. Capital | and re- | balance 
short description of per costs per | expen- | demption | available. 
areas of operation. annum. | annum. diture. {charges ір + Surplus. 
New debt.| respect of | — Minus. 
| | new debt. 
| æ g | £ £ n 
]. Cable (confined to | | 
present lines) ...| 322,908 228,034 | 256,312, 26,655 | +68,219 
2. Cable (confined to о! - 
present lines) butj mE 
1 two extensions | 
operated by self- 
propelled cars ...| 334,908 | 238,130 | 342,550, 35,088 | +61,690 
3. Electric overhead! 
| as in №. 2 ...| 340,908 | 207,112 | 836,750 | 66,747 | +67,019 
3a. As No. 3 but 
with conduit in 
Princes Street ...| 340,908 | 211,112| 924,250| 72,747 | + 57.000 
4. Electric overhead 
throughout (with 
8} miles exten- 
sions) ... ...| 356,908 | 217,007 | 936,500 | 73,665 | + 56,236 
4a. As No. 4 but 
with conduit in 
Princes Street ...| 356,908 | 221,007 | 995,000| 65,665 | + 58,000 


5. Electric conduit : 

restricted to 

existing cable 

routes (with 

Queen Street 

added) ... ...| 828,908 | 211,639 
6. Motor-"buses 

(over extended 

routes ая No. 4)| 350,000 | 283,334 


1,335,750| 99,305 | +17,961 


602,000| 82,318 | —15,652 


The answers to the other questions submitted can be in- 
ferred from the foregoing: the reporters find that the over- 
head trolley system is the only practicable and reliable sys- 
tem that can brought into operation immediately on the 
expiry of the lease, and advise the use of top-deck double 
bogie cars with a seating capacity of 62 to 70 passengers; 
that if the cable remains any extensions to come into opera- 
tion at the expiry of the lease are restricted in their form of 
operation, and that it would be inadvisable to retain the 
cable on any part or routes of the system; that it would be 


possible eventually to operate the system in the 
city without overhead wires, at extra СОМ с P 
£65,000 for conduit construction alone for 63 miles of nA 
and an annual charge of £8,000-£10,000 if Princes Street alo 
were retained as conduit. The report further suggests that 
as the Princes Street line is common to the whole of th 
city routes, if it were constructed as conduit, an alternative 
route vid Queen Street should be constructed to provide 
against the contingency of the conduit being affected electric. 
ally, by the influence of storm, &c., to secure uninterrupted 
service in emergency and during the constructional period 
The existing cable system, the report states, will have valu. 
able assets in the rails, foundations, paving setts, the four 
power stations, the land they occupy, and the power plant 
and the value of the Ardmillan to Slateford electric line will 
be left intact; these are valued at about £200,000, to be 


с from the £400,000 unredeemed at the close of the 
ease. 


ho——————————— ————— 


NEW PATENTS APPLIED FOR, 1916, 
(NOT YET PUBLISHED). 


led expressly for this journal by Messrs. W. P. THOMPSON & Co, 


oP 
‘lectrical Patent Agents, 285 igh Holborn, Lond , 
Liverpool and Bradford. ‚чё оп, W.C., and at 


renders them uncbiliable. Wo E^ Face пыс accumulators which 
vile wenn CANE, i immer җыл o 
Mayera verom "November Gu т Е. A. Warsow & М, 
UL USA). Aa an E M Тномѕом Houston Co. (General Elec- 

15,859. “ Combined walking-stick, &c., and electric torch." М BATEMAN. 


November 6th. 
15,871. *' Electrodes of electric furnaces.” J. O. BoviNc. November 6th. 
15,901. “ Magneto-electric machines." С. Е. Cooke. November 7th. 


15,906. “ Electric switches." Е. C. STOCKEL & Fyre, WiLsoN & Co. Nor. 
ember 7th. 


15,926. *' Coin-freed or prepaid gas meters, electric meters ёс.” W.A 
PaLw«BR. November 7th. did е diui 


15,932, * Electrical heating clements." J. F. Barr. November 7th. 


15,934. '' Ignition plugs for internal-combustion engines, &c." A. E. Beer. 
MAN & Damer Co. November 7th. 


15,966 ‘ Electric flashlamps, &c." E. NurrALL. November 7th. 

15,975. '' Method of supporting electric hot-plates for cooking apparatus " 
F. P. FLETCHER. November 8th. : 

16,008. ‘* Making magnetic material." British THomson-Houstow Сэ. 
(General Electric Co., U.S.A.). November 8th. 

16,032. *' Means for starting engines of petrol-electric vehicles, йк.” J. 
Sankey & Sons лхо W. A. Steven . November 8th. - 

16,041. “ Electric signalling." Н. GREEN. November 9th. 

16,065. '' Means for supporting electric lamps."  BENJAMIN ELBCTRK, LTD, 
AND E. FowLER. November 9th 

16,067. '' Incandescent electric lamps." Н. B. Crapp & W. S, Siupsow. 
November 9th. 

16,077. “ Electric portable high-speed grinding attachments for lathes and 
shaping, &c., machines." CaNADIAN-AMERICAN MACHINERY Co. (Toronto Тур 
Foundry Co.) November 9th. 


16,090. “ Electrically-operated striking device for clocks." М. E. Puck 
November 9th. 


16,106. '' Dash-pot retarding and time-limit devices for electric apparatus,. 


&c " Exectric CONTROL, Lro., & O. ELLersen. November 10th. 

16,144. '' Magneto-electric machines." G, Е. Cooke. November 10%. 

16,145. '' Electric contact breakers or interrupters.” С. Е. Cooxr. Nov 
ember 10th. 

16,155. “ Ignition magnetos for internal-combustion engines." А. Н. Bou 
TON & J. H. BouLroN. November 10th. 

16.157. '' Mechanical arrangement capable of being applied to any cle 
trical meter making it differential."  BmrrisH WESTINGHOUSE ELECTRIC AMO 
MANUFACTURING Co. November 10th. (Italy, December 18th, 1915.) 

16,159. “ Securing internal-combustion engine sparking plugs." Sir * 
BrARDMORE & T. C. W. PuLLINGER,. November 10th. 

16,170. '' Manufacture of caps or bases for incandescent lamps and apps 
ratus therefor." J. A. ScoyLAR. November 10th. 

16,171. ©“ Apparatus for the manufacture of caps or bases for incandescrs 
electric lamps." J. A. ScouLar. November 10th. 

16,175. “ Sparking plugs." J. R. Hayes. November 11th. 

16,201. ''Armatures of magneto-electric machines," С. Е. Соок. or 
ember 11th. | 

10,202. “ Electric contact breakers or interrupters." С. Е. Cooks. No- 


ember llth. 
16,206. '' Electrical heating zppliances." С. Е. Lums. November llth. 


PUBLISHED SPECIFICATIONS. 


1015. 


19,001. APPARATUS FOR CHANGING А SERIES OF SIGNS OF ANY LENGTE од 
ANOTHER SERIES ОР SIGNS, THE INDIVIDUAL SIGNS OF WHICH ARE iu 
DISPOSED AS COMPARED TO THEIR POSITIONS WITHIN A STANDARD SERIES. А. 7 
Damm. August 19th. | 

19,586. Execrric TRANsrORMERS. С. Н. Thordarson. September 24%. 

15,008. Systems ОР ELECTRIC Sur ProruLsion. British Thomson-Houstos 
Co. (General Electric Co., U.S.A.). October 23rd. 


15,124. RrsisraNCE THERMOMETERS. Cutler-Hammer Manufacturing Co. 
October 26th. (Convention date, November 30th, 1914, U.S.A.) 

15,186. ALTERNATING-CURRENT ELzcrRiCc Motors. British Thomson-Houstos 
Co. (General Electric Co., U.S.A.). October 27th. 


15,287. AUTOMATIC AND SgMI-AUTOMATIC TELEPHONE Systems. Relay Auto- 
matic Telephone Co. & W. Aitken. October 29th. s cH 
16,050. MiINE-SHAFT SIGNALLING AND ANALOGOUS PURPOSES. F. Hird. 
ember 13th. | 
- 16,640. DvwaMO-ELECTRIC. MacHiNERY.  Electromotors, Ltd., & E. Gress- 


halgh. November 25th. 
17,160. ACCESSORIES FOR USE with TxLxPHONxs. J. С. Statter 
John. December 7th. nist 
17,834. System or Erectric Марно. D. Н. Wilson. December . 
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BREAKDOWNS OF GERMAN PLANT. 


Тнат in the future German competition with British 
electrical manufacturers, not only in this country, 
but throughout the British Empire, shall be reduced 
to the vanishing point, is a sentiment which is 
cherished by every patriotic Briton; it is impossible 


«that anyone of us who has lived through the past 


two years should regard the German nation other- 
wise than as a race of murderers and heartless . 
savages, with whom friendly intercourse is.incon- 
ceivable. But not only on the grounds of humanity 
and patriotism is German plant taboo—there are 
also important technical and commercial objections 
to it, of which the evidence has lately been rapidly 
accumulating. We have thought it desirable to 
bring together a number of instances in which 
disaster has resulted from its installation, as a warn- 
ing to possible purchasers—for even if our Govern- 
ment summons courage to put in force the Paris 
Convention and exclude all enemy goods from our 
markets, there will still remain a considerable num- 
be- of buyers in neutral countries whose orders will 
be eagerly sought by the Germans. 

. We: have already reported the series of misfor- 
tunes suffered by Mr. T. H. U. Aldridge, electrical 
engineer to the Shanghai Municipal Council, as the 
penalty for installing German turbo-alternators on 
the score of quicker delivery. As Mr. Aldridge has 
frankly made public more complete particulars 
of the matter than are usually available in such 
cases, we have given, first, a résumé of his experi- 
since from which it will be seen that three out of 
four German turbo-alternators, in the short space of 
three years; have come to grief. 

As we briefly mentioned in our last issue, the 
local agents of the A.E.G. wrote to the Council 
with regard to Mr. Aldridge’s report on the failure 
of the 5,000-kW. turbo-alternator; endeavouring to 
discredit his conclusions, and alleging that the tur- 
bine must have been run at an excessive speed, that . 
the faults might have been due to defective switch- 
gear, that the supervision was inadequate, that the 
set had been allowed. to get out of balance and 
adjustment, and that the plant was not kept clean. 
Mr. Aldridge, however, in a detailed reply, pointed 
out that the agents had had nothing whatever to 
do with the contract, and remarked that the stator 
coils were loose in the slots, the switchgear was in 
good order, and the machine was running on the 
test tank with the automatic switches disconnected 
when it broke down. He stated also that extra- 
ordinarily rapid deterioration had taken place i in the 
turbine, and that if the speed had been excessive it 
would have indicated that the emergency governor 
was ineffective; there was, however, no evidence 
that it had ever raced. In his opinion, the condi- 
tion of the blades was such that their useful life 
could not be more than two or three years at the 
most, and already, owing to their condition, the 
steam consumption of the machine had increased 
above the guarantee. The A.E.G. machines were 
under the supervision of the same staff as the six 


British turbo-alternators, which had done excellent 
[589] | 
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service for five to nine years, and showed not the 
least sign of erosion or deterioration of the blading. 
It wil be noticed that the majority of the failures 
and defects described in our later pages took place 
in connection with A.E.G. machines, though other 
makes are also represented; moreover, in most 
cases the faults were due to errors in design, not 
so much from a theoretical as from a practical stand- 
point. That is to say, whilst the German designers 
apparently knew what should be aimed at, they did 
not know how to attain the desired ends without 
introducing intricacies and complexities of construc- 
tion which, from the user’s point of view, as pointed 
out by Mr. Bernard Price, far more than outweighed 
the slight gain in efficiency or output that resulted. 
Now, it is precisely in the possession and use of 
that the British. designer 
excels; he knows how far to go in the direction of - 
refinement, and where to draw the line and effect 
a judicious compromise between the theoretically 
best and the practically expedient, with a bias, per- 
haps, towards durability and simplicity. This trait 
is by no means confined to electrical engineering; 
it is freely manifested also in connection with civil 
and mechanical engineering, and is one of the chief 
factors which have built up the reputation of- British 


э 


"the engineering eye 


work as unexcelled in point of longevity, solidity, 


and reliability. But—and this is most important— 
in order to secure these desirable qualities some 
sacrifice of efficiency or rating, or both, and some 


increase in weight and cost, is unavoidable, and 


hence the German machine is enabled, on the face 


of things, to appear the cheaper, whereas, in point 
of fact, the British machine is a far better bargain, 


with a greater margin of temperature rise, reli- 


ability. and accessibility for inspection and repair. 
That there are exceptions we do not deny: not 
every British designer is a heaven-born genius, and 
not every workman is competent and conscientious. 
But .we do claim that, taken by and large, British 
plant is the better, and the portentous list of failures 
of German plant that we have brought together 
supports this contention. We have by no means 
exhausted the possibilities of the subject; engineers 
who have been bitten are not proud of their scars. 
and are apt to conceal them jealously. Mr. Aldridge 
has set a patriotic example, which others might well 
imitate, and we shall be glad to publish additional 
illustrations of the clay feet of the German colossus 
if they are forwarded to us. 


OwiNGc to the heavy demands 
made. upon the newspaper Press 
by war news, the address of 
the president of the Institute 


Banks and 
A New Efficiency. 


of Bankers, Mr. G. H. Pownall, has not received all - 


the attention that it merits. It is a review of 
“current events of surpassing importance," and 
deals in the main with the relation of banking 
institutions to trade and industry. 
demand that there should be substituted for our well- 
tried and successful system of banking, which has 
acquitted itself so admirably under the unprece- 
dented conditions of world-war, another contrived 
to meet the dissimilar conditions of Germany, he 
contrasts English and German business methods, 
and shows that the British system has assumed its 
present character and methods according to the 
development that has been taking place in our local 
and industrial life. The tendency is for all busi- 
nesses to become larger, and larger commercial 
enterprises demand larger banks. Organised com- 
petition, says Mr. Pownall, stands in the way of 
success of the small trader; the banker is not to 
blame. We have to recognise that manufacturing 
processes can only be carried out successfully on a 
large scale. ''The facts of life compel this, and 


not the banker." He goes on to show, what our 


In reply to the. 


readers are perfectly familiar with, that in Germany 
large scale and controlled industry is the accepted 
basis of the business world. He tells us that the 
larger unit in business has come to stay because 
large-scale foreign competition can only be success. 
fully met by bodies able to afford to resist the costly 
burden of attempts to crush them out of existence. 
“ We, like Germany “and the United States, are 
learning that production on a large scale is often the 
only efficient form of production." The German 
bank is in the habit of standing by the companies 
whose shares it has issued, and owing to its close 
connection with the industrial concerns its prosperity 
is bound up with that of industries which must suffer 
natural fluctuations of depression and inflation. It 
is questioned whether English traders and manufac- 
turers would be prepared to submit to supervision. 
With control by the financial interest in Germany, 
the private will of the controlled establishment is 
gone. Mr. Pownall holds that it is in the interest of 
the community to preserve the huge fund of 
bankers’ credit intact, liquid, but he goes on to 
show the possibilities that await skilfully handled 
development companies—not purely finance com- 
panies—to investigate the claims of new enterprises, 
and, without lessening the initiative of individuals, 
to secure that contracts abroad financed by British 
money are executed by British industry. '' Adven- 
turous banking . 15 not banking . . .. 
it is utterly alien to the English system, or, indeed, 
to any system which involves dealing in deposits 
repayable at short notice." Quite tegitimately, the 
president turns his searchlight upon ““ our defective 
trade methods," incidentally remarks that '' now is 
the time to ensure the introduction of the metrk 
system,” alludes to our need for better techmical 
education, and so on. 

The address proceeds to dwell upon the vita! 
importance to us of our export trade. “We must 
export to live. The moral is not despair, but a nev 
national efficiency." We have to broaden our ont- 
look. Mr. Pownall says that after the war we shall 
have no German competition to deal with in ruined 
Europe, but the neutral nations can, and will, com- 
pete everywhere, '' and if our prices are high, thev 
will do it effectively." Asking whether such a thing 
as this “ new efficiency " is possible, and how we 
are to compete in the neutral markets of the жол) 
with neutrals who do not bear the burdens that we 
do, Mr. Pownall says that in the competitive com- 
merce of the world efficiency not only in material. 


style. terms of payment, mode of touting for orders. 


but also in price, counts. '* We can look only-to in- 
creased efhciency in production to such 
improvements as will cheapen cost." Can increased 
production be secured without sacrificing the wel 
fare of the working classes? ‘‘ The economic trutli 
that the interests of Capital and Labour are iden 
tical may be accepted as axiomatic." Mr. Pownall 
states that in foreign trade, prices are international, 
and in our competition with, America, Japan, and 
Scandinavia we shall be hampered by increased cost | 
of production while higher cost of production, but 10 

a greater degree, will be true of Germany, France. 
Russia, and, possibly, Italy. “ We must find a new 
efficiency if we are to compete in the free markets 
of the world." We gather that, in his opinion, per 
haps the greatest service that a Trade Bank, as sus- 


- gested by Lord Faringdon's Committee, сап render 


to the country is to introduce method in our dealing 
with our foreign business affairs and to provide 
exact and practical information as to what 15 gomg 
on in the world outside our coasts. Mr. Pownall 
naturally looks at the whole matter from the bank 
ing standpoint. There have been so many criticisms 
of the banks from the traders’ point of view that 
contributions of the present kind form interesting 
reading. and those who are studying national prob- 
lems would do well to read the address in its oom- 
plete form. 
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THE CLYDE VALLEY CO.’S 
NEW CAMBUSLANG POWER STATION. 


In a recent issue we referred to the opening of the first 
sxtion of the Clyde Valley Electrical Power Co.’s new 
power station near Cambuslang ; the building and equip- 
ment of this plant, which has occupied a very short time, 
in fact, less than nine months, will enable the company to 
cater for the rapidly growing demands of the industrial 
area which it supplies. It is situated on the south bank 
of the River Clyde, near the village of Carmyle, the 
company having acquired by feu charter the old Clyde’s 
Mill, together with its ancient water rights. Water from 
the river is used for condensing and make-up purposes, 
advantage being taken of the siphonic action due to the 
5-ft. fall between the sealed circulating water outlet and 
the river intake to reduce the power required for circulating- 
water purposes to a minimum. 

The first portion of the generating plant consists of one 
turbo-alternator of 5,000 Kw. output at '80 power factor, 
running at 1,500 R.P.M. The turbine is of the Rateau 
type, supplied by the British Westinghouse Co., who have 
already installed five practically similar machines at the 
eompany's power stations at Motherwell and Yoker. 


struction, consisting of one panel with syncroscope, volt- 
meters, power factor meter, ammeter, indicating or recording 
wattmeters. The outgoing feeders consist of *15 sq. in. 
three-core E.H.T. paper-insulated, lead-covered and armoured 
cables. "The generator and feeders are controlled by oil- 
break switches, with Merz-Price and overload tripe, these 
switches, together with the bus-bars and isolating links, 
being placed in brick cubicles іп the ‘basement and close to 
the control switchboard. 

The engine room bay is served by a 30-ton overhead 
electric travelling crane, supplied by Messrs. John Grieve 
and Co. The fuel for the plant comes forward on an 
elevated railway, the loaded wagons being tipped by a 
hydraulic ram into the coal hopper, or by-passed through a 
ctusher. The coal is then delivered into a bucket-conveyor, 
which supplies the bunkers above the boilers. The company 
has under consideration a large coal storage scheme, with 
relative coal-handling plant. z 

The boiler, economiser and generator house buildings 
are of steel framework filled in with brick, a feature being 
the general effective natural lighting of the entire plant. 

The power company’s staff carried out the complete 
railway work, river work, and general building construction. 
The river work, which comprised the building of the 
necessary coffer dams, rebuilding in concrete and extending 


THE E.H.T. SYSTEM OF THE CLYDE VALLEY ELECTRICAL POWER Co. (OVERHEAD TRANSMISSIONS SHOWN DOTTED.) 
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Steam is supplied at 200 lb. pressure from two three- 
dram land-type Babcock & Wilcox boilers, each having an 
evaporation of 33,000 lb. of water per hour. The boilers 
are equipped with chain-grate stokers, integral superheaters 
and Green economisers. А Lassen-Hjort water-softening 
plant is also installed, together with two turbine-driven 
centrifugal boiler feed pumps supplied by.Messrs. Weir, 
the exhaust being utilised for the heating of the boiler 
feed water in the hot well. Each boiler is fitted with an 
electrically-driven ** Sirocco ” induced-draught fan, and one 
Steel chimney, 80 ft. high, handles the waste gases from the 
two boilers. | | 
_ The turbine set exhausts into a Weir surface condenser, 
operating in conjunction with dual air pumps of the same 
make, the circulating water being furnished by a vertical 
centrifugal pump made by Messrs. Drysdale, and situate in 
a dry well near the river intake, where a mechanically- 
operated water screening plant is provided. : 
. The main generator is of the two-polestar-wound type 
with rotating field, and generates three-phase currentat 11,000 
Volts and 25 cycles ; a 60-volt exciter is direct coupled to 
the main generator shaft. The star point of the generator 
Windings is brought out and connected to Merz-Price 
protective gear, ; Я 
Н An electrically-driven “Sirocco” fan, situated imme- 
Gately underneath, supplies cool air to the generator, 
twing its supply from a “ Sirocco " air washer 

€ control switchboard is at present of the simplest con- 


` 


the main dam, as also the concrete work in connection with 
the river intake, &c., was carried out under the most 
adverse circumstances, the spring and summer of this year 
having been characterised by heavy floods and exceptional 
rainfall. A successful feature in the carrying out of the . 
constructional work was the employment. of women labour, 
some 20 per cent. of the labour employed on the railway 
sidings, foundations, and general work being of this nature. 
All the sand required in carrying out the building works 
was obtained from the station excavations, as also the 


. puddle clay for the coffer dams; further, any excavated 


material from the foundations was fully utilised on site in 
the construction of the works' railway tracks. 
All the plant and labour-saving devices used during the 


construction were electrically operated from the company's 


distribution system ; and, to illustrate the low cost of 
operating such intermittent running plant electrically, it 
may be mentioned that the entire power costs of the 10-ton 
derrick crane used by the structural engineers in the 
erection of the building frame work was under £2 for'the 
handling and placing in position of some 250 tons of steel 
work. 

The whole of the work involved in the erection of the 
plant was carried out under the personal supervision of the 
company's general manager, Mr. David A. Starr, assisted 
by the chief engineer, Mr. D. M. Macleod, and staff. — 

The new power station is located in the centre of the 


| company's E.H.T. distribution system, and approximately 


halfway between the present generating stations. Already 
the company has derived considerable benefit on its dis- 
tribution circuits through the starting-up of the new 
station, and Mr. Starr and his staff are to be congratulated 
on the rapid putting into commission of this station, and 
its satisfactory attendant results. | 


THE ROYAL DOCKYARD SCHOOLS. 


[AN ACCOUNT OF THE ÁDMIRALTY METHOD OF TRAINING 
DOCKYARD APPRENTICES. | 


. Bx Р. Н. S. KEMPTON, А.К.С.5., B.Sc. 


THE training of apprentices by the Admiralty, a report on 
which has recently been issued by the Board of Education,* 
has been carried on in H.M. Dockyard Schools since 1843. 
Reorganisations have, of course, taken place from time to 
time ; changes in detail have been suggested by experience 
and a clearer realisation of the needs of the future, and 
to-day the Dockyard Schools are recognised as among the 
foremost technical institutions in the country. But the 
system of entry of dockyard apprentices by open competi- 
tion and their training in educational subjects in Dockyard 
Schools dates back nearly three-quarters of a century. 

In issuing the report under review, the Board of Educa- 
tion “ realise that among the problems which are at the 
present time engaging the attention of employers, education 
authorities, and teachers, few can compare in importance 
and extent with those relating to the proper training of 
industrial workers and to the provision of suitable means 
for the development and advancement of workmen of 
special ability. These objects have been attained with con- 
spicnous success by the Admiralty scheme, which the 
Board's Inspectors have found to be too little known in the 
country. The Board are, therefore, glad to be able, with 
the consent of the Admiralty, to issue this descriptive 
account of the system."  'The report deals successively, 
and in considerable detail, with (1) the aim of the scheme, 
(2) its chief characteristics, (3) entrance examination, (4) 
organisation and curriculum, (5) results attained. It has 
been prepared for the Board of Education by H.M.I., Mr. 
G. A. Daxandall. | 

There are at present seven Dockyard Schools established 
in our naval ports: at Portsmouth, Devonport, Chatham, 
Pembroke Dock, Sheerness, Haulbowline and Rosyth. Atl 
these schools are under the Department of the Director of 
Naval Education (Sir Alfred Ewing, K.C.B.), are staffed 
by University graduates and technical experts, and are ade- 
quately equipped for the instruction of apprentices in 
advanced scientific and mathematical subjects. The schemes 
of training in all the schools are identical, the examinations 

. are common to them all, and general lists are issued each 
year upon which promotions, rewards, and appointments are 
based. uE 

From the inception of the scheme to the present day the 
main objects of the Dockyard Schools have been, first, to 
provide men qualified for employment as draughtsmen and 
subordinate dockyard officers ; secondly, to train a body of 
men from which to recruit the designers of ships for the 
Royal Navy : and thirdly, to increase the efficiency of the 
dockyard workmen as a whole. 

After reviewing the history of the schools from their 
modest beginnings, through their complete reorganisation 
in 1905, to their present efficient condition, the report 
summarises the chief characteristics of the scheme under 
the following headings :— 


1. Admission by open competition to six-year apprentice- 


ship; choice of trade is dependent on position on entry 
list. | 


2. Compulsory attendance at the Dockyard School for а 
least one year ; classification into Upper and Lower Schools 


* Educational Pamphlets, No. 32: “ The Admiralty Method of 


Training Dockyard Apprentices.” Board of Education. August, 
1916. ` 
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by position on entry list, Upper School attending on two 

afternoons and three evenings and Lower School on one 

afternoon and two evenings per week. 

3. Annual rejection from the school by a weeding-ont 
process, which promotes about half the pupils in each year 
to the next year of the course and rejects the rest, The 
report emphasises the importance of the keen competition 
arising from this weeding-out process, remarking thai :— 
“Tt may safely be assumed that those apprentices in the 
Upper School. who survive it represent material of first-rate 
ability.” 

4. Admiralty Prizes are awarded for inter-school com- 
petition, and sets of valuable text-books are lent to all 
apprentices for their school course, and retained by thos 
exceeding half marks in the final examination. 

9. Practical training—each apprentice is placed in the 
charge of a competent workman as instructor, and all 
students who pass into the fourth-year school course are 
allowed to spend one year of their apprenticeship in the 
drawing offices of their respective departments. 

6. Prospects open to apprentices—Cadetships in Naval 
Construction to Greenwich Royal Naval College, and sub- 
sequent appointment as Members of the Royal Corps of 
Naval Constructors. Two or three such awards are made 
each year on the results of the school examinations. 

“ Apprentices who fail to win Admiralty Scholarships 
usually compete for Royal Scholarships, and Whitworth 
Exhibitions and Scholarships, which are awarded on the 
results of the examinations held by the Board of Education, 
and in recent years they have been remarkably successful in 
securing these awards. The successful candidates for such 
scholarships obtain leave from the Admiralty to continue 
their education at approved institutions—such as the 
Imperial College of Science and Technology, or other institu- 
tions of University rank—where, in virtue of their previous 
training, they are frequently allowed to omit a considerable 
part of the three or four years’ course and devote part of 

their time to post-graduate and research work. They after- 
wards return to the dockyards, or find posts in other 
Government Departments or private firms ; a few of them 
enter the teaching profession.” 

The organisation and curriculum of the schools is described 
in great detail. A good idea of the scope of the work 
done can be obtained from the table set out below, which 
is taken from the report :— | 


FIRST YEAR. 


SECOND YEAR. 


For Apprentices of all Trades. For Apprentices af all Trades. 
English. ` English. | 
Practical Mathematics. Practical Mathematics. 
Elementary Science. Mechanics. 
Mechanics. 


Heat and Metallurgy. 
Mechanical Drawing. 
FoURTH YBAR. 
For Apprentices of all Trades. 
Practical Mathematics. 
Applied Mechanics. 
Electricity. 
Mechanical Drawing. 
Heat and Metallurgy. 
Professional Subjects. 
For Engine Fitter Apprentice 
and those of Kindred Trades. 
Steam and Heat Engines. 
General Engineering. 
For Electrical Fitter Apprer- 
tices only. 
Electrical Engineering. 


THIRD YEAR. 


For Apprentices of all Trades. 


Practical Mathematics. 
Applied Mechanics. 
Electricity. 
‘Mechanical Drawing. 


Professional Subjecte. 

For Engine Fitter Apprentices 
and those of Kindred. Trades, 
and Electrical Fitters. 

Steam and Heat Engines. 

For Engine Fitter Apprentices 
and those of Kindred Trades. 

General Engineering. . 

For Shipwright Apprentices апа For Shipwright Apprentices and 

those of Kindred Trades, those of Kindred Trades. 

Naval Architecture. Naval Architecture. 

The course in English, which covers the first two years. 
occupies an important place in the training of the young 
engineer or shipwright. Besides developing the power of 
expressing ideas clearly in writing, it serves to continue the 
cultural education of the apprentices (a notable omission 
from many otherwise commendable schemes of further 
education). . The apprentices: are introduced to good 
literature, and by including a special period of History on 
the lines of Green's * Short History of the English People." 
a thoughtful study and appreciation of the social, consti- 
tutional and intellectual advance of the nation is induced. 
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The mathematical work is continued throughout the 
whole course, and by the end of the second year consider- 
able progress has been made with the calculus. In the 
third and fourth years, both branches of the calculus, 
co-ordinate geometry of two and three dimensions, and 
differential equations, with applications to physics and 
engineering, are studied. To quote from the report : ** The 


standard attained is exceptionally high, and is probably 


not exceeded in any existing educational institution, if 
regard is had to the age of the boys and the schools from 
which they are drawn, and to the fact that they are 
receiving a part-time training. There can be little doubt 
that the excellent mathematical training which the 

rentices receive in the Dockyard Schools accounts for 
the rapid progress which they are able to make in other 
engineering subjects, and for their confidence and power in 
attacking problems." | 

The scientific work begins in the first year with a 
general course, including physical measurements, heat, 
light, magnetism and electricity, mechanics, and chemistry. 
In the second year the mechanics course is continued, and 
heat and metallurgy are studied in some detail, the latter 
subjects receiving further -and practical treatment in the 
fourth-year course. In the third and fourth years, all 
apprentices receive a course in technical electricity, and in 
the case of electrical apprentices this develops into electrical 
engineering in the fourth year. АП apprentices also receive 
instruction in mechanical drawing from their second year 
awards, and trial drawings connected with their respective 
trades, and made in the drawing-oflices from their own 
measurements, form part of the final fourth-year examina- 
tions. — — | 


The bulk of this instruction is given by the permanent 


staff of the schools, but courses of lectures are also given 
by other dockyard officers on professional subjects—e.7., 
electrica] engineering and naval architecture—and in this 
way the instruction- at the schools is kept in intimate 
connection with the actual working practice of the yards. 

The school year extends from early in August till the 
middle of June, and, during this time, apprentices attend 
the Upper School on two afternoons a week for three hours, 
and three evenings for two hours "They thus receive 
12 hours’ school instruction a week: six during working 
hours, and six outside working hours The Lower 
School apprentices attend on one afternoon a week 
for three hours, and two evenings for two hours, thus 
receiving seven hours’ school instruction a week. The 
complete courses in the Upper and Lower Schools extend 
over four and three years respectively, and except that the 
Lower School work is of a more elementary character, the 
two courses run practically parallel. Each Upper School 
class spends about two hours a week in the school 
laboratory ; no laboratory instruction is given to Lower 
School apprentices. 

It may be confidently claimed that to our Dockyard 
Schools must be attributed a very considerable measure of 
Britain’s present naval pre-eminence. 
is British in origin and democratic in character, has sup- 
plied the nation with a large proportion of its distinguished 
naval architects and engineers; Sir Е. H. Biles, D.Sc., 
Sir A. J. Durston, K.C.B., Frank Elgar, LL.D., F.R.S., 
Sir J. B. Marshall, K.C.B., Sir Н. J. Oram, K.C.B., F.R.S., 
Sir Wm. Pearce, Sir Edward Reed, Sir Wm. Smith, Sir 
Philip Watts, K.C.B., F.R.S., and Sir Wm. White, K.C.P., 
were all dockyard apprentices, and have all passed through 
one of H.M. Dockyard Schools, And the system which has 
produced such a galaxy of talent and enterprise is still 
yielding results which augur well for the future. During 
the past few years a remarkable succession of Whitworth, 
Royal, and National Scholarships has fallen to dockyard 
apprentices, and it can be prophesied with considerable 
certainty that dockyard apprentices will continue to play an 
important part in maintaining Britain’s supremacy in naval 
and general engineering and shipbuilding. | 

‘The Board of Education аге to be congratulated on 
giving to this highly-successful system a wider publicity, 
and Mr. Baxandall on the production of such a detailed and 
accurate account of the .scheme. We would heartily 
commend this report to the notice of all who are 
interested in the training of apprentices, and especially to 


This scheme, which | 


Education Committees and employers of labour, to whom 
all matters concerning technical education must now appeal 
as urgent and vital. | 


BREAKDOWNS OF GERMAN PLANT. 


BrLow we give particulars of a number of failures of German. 
plant, to which we refer in our leading columns to-day :— 

SHANGHAI.—In his report for the year 1915, Mr. T. H. U. 
Aldridge, electrical engineer to the Municipal Council, said that 
two 2,000-kw. German turbo-alternators that were installed two 
years ago at the Riverside station were accepted because the 
tenders were, on the face of things, the best offers received. 
They turned out, however, a very bad bargain, for serious 
breakdowns took place, and at one critical period no less than 
two-thirds of the plant was out of commission, owing to the 
development of serious defects. Unsuitable material had been 
used for the blading, and mechanical defects were also re- 
vealed, and almost simultaneously with the blade troubles 
а serious electrical burn-out took place. On the other hand, 
six British turbo-alternators aggregating 4,200 xw., which 
had been running for five to nine years, had proved to be so 
good that the average cost of repairs was less than £40 each 
per annum, whereas the two German sets, which had been 
running less than two years, had cost respectively £318 and 
£267 per annum for repairs, in addition to the loss of revenue 
whilst they were under repair. 

German transformers also showed marked inferiority to 
British and American ones. But worse was to come. In 
June last, one of the two 5,000-kw. German turbo-alternators 
which were installed last усаг broke down very badly. Some ' 
of the stator coils were short-circuited or earthed, causing a 
very bad burn-out, the copper conductors and iron laminations 
being entirely fused together, whilst the insulation of half of 
the end windings was completely burnt off. The damage 
would require months to make good, and even then, Mr. 
Aldridge felt, it was doubtful whether the machine could be 
regarded as a reliable piece of apparatus. Thus three out of 
the four A.E.G. turbo-generators have broken down. While 
the àctual cause of the breakdowns is uncertain, there was 
no doubt that rapid deterioration had taken place, both in 
the stator winding and in the turbine blading, the latter 
being badly eroded. Mr. Aldridge's conclusion was that the 
turbine plant was most unsatisfactory, and that the con- 
tinuity of the public supply was jeopardised thereby. 

SvpNEY.—In 1913 the City Council purchased an A.E.G. 
turbo-alternator through the Australian Metal Co.; it broke 
down in the following year, owing to defects in the turbine. 

MELBOURNE.—AÀ 5,000-kw. A.E.G. turbo-alternator was de- 
livered to the Melbourne Electric Supply Co., Ltd., just 
before the outbreak of war—one of two sets ordered from 
Germany for the sake of quick delivery, the second of which . 
was not delivered. Within three weeks of the set being put 
in service a shut-down took place, and it was found that the 
second diaphragm had broken away and fouled the. blading 
of the rotor. ‘The set was put to work again without this 
diaphragm and without the blading of one wheel of the 


, rotor, but the third and fourth diaphragms also were found 


to be in a precarious condition, and are being replaced with 
others of English make. The blading was found to be of an 
alloy containing an excessive proportion of nickel—over 31 
per cent.—a material well known to be unfit for use, espe- 


- cially with superheated steam. But this was not the end of the 


trouble; at any load above 3,500 kw. the disks vibrated later- 
ally so far that they fouled the diaphragms on both sides. These 
disks were extremely thin—thinner than in British turbines— 
and when the machine was standing open they could be seen 
to vibrate violently in sympathy with the imperceptible vibra- 
tion caused by other turbines, thus proving the presence of 
a high degree of resonance, a well known danger. More- 
over, the rotor of the alternator was found to be perma- 
nently earthed, and as it could not be rewound owing to the 
extreme complexity of the winding, it had to be discarded 
and replaced by a spare rotor, which fortunately had been 
purchased. The engineer and manager of the company, Mr. 
F. W. Clements, states that the behaviour of the set has 
shown it to be very considerably inferior to most machines of 
British or American manufacture. | 

Newport (Mon.).—During the year 1915-16 a 3,000-kw. 
A.E.G. turbo-alternator, running at 3,000 m.P.M., broke down 
and was out of commission for five weeks. | 

Soutu Arrica.—The following notes on German electric 
power plant in South Africa are taken from a recent address 
on ‘‘The Power Supply of the Rand," by the President of 
the South African Institution of Engineers (Mr. Bernard 
Price), a full report of which has appeared in the South 
African Mining Journal :— | 

British engineers, the President said, are no less skilful 
than their German competitors, and, in his experience, the 
merits of German design have often been considerably over- 
rated. It is not uncommon to meet with German plant in 


 Scuth Africa which betrays every evidence of scientific know- 


ledge from a purely theoretical point of view, but it is hope- 
less when viewed from a practical standpoint. The winding 
of a large alternator, for example, is complicated enormously 
merely to gain some slight benefit in rating, but at the sacri- 
fice of features which are infinitely more Valuable to those 
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who will operate and maintain the finished machine. In 
this connection the following instances, taken from the experi- 
ence of a large electric power supply company, were cited to 
show that although two leading German firms were somewhat 
ahead of British firms in developing electrical plant of the 
size and voltage required for large power schemes in South 
Africa, the German firms made many mistakes, and had still 
to acquire much experience at the expense of their cus 
tomers :— 

Six 4,000-K.v.a. alternators made by a German firm had to 
be entirely rewound, and seven 12,000-k.v.4. alternators (in- 
cluding a spare stator) had to be entirely rejointed. The 
smaller machines were originally wound for 10,000 volts, so 
as to avoid the use of step-up transformers, and the design 
of these high-tension windings was totally inadequate. Light- 
ning made short work of them, but, in any event, their life 
could not have exceeded a few years. On the largest sets 
the joints between slot bars and end connections overheated 
very soon after the machines went into commission, and 
caused a long succession of serious and expensive breakdowns. 
The design of these joints had to be radically modified, in- 
volving a most tedious and costly programme of work. 

Numbers of sub-station transformers of 1,000 xk.v.a. and 
500 K.v.A. capacity, made by the same firm, proved incapable 
of standing the stresses imposed at times of fault on con- 
summers’ circuits. The method of clamping the coils had to 
be entirely redesigned. 

The high-tension switchgear for 40,000, 20,000, and 10,000 
volts proved lamentably deficient when called upon to meet 
working conditions on а system of this size and type, and 
it would be difficult to exaggerate the seriousness of the con- 
sequences which ensued. No scheme in the world had had 
io face such serious switch trouble, and, when approached, 
the makers could suggest no better remedy than & duplica- 
tion of all important switches at the expense of the power 
company and to the profit of the makers. Needless to say, 
this course was not pursued. The trouble had been alinost 
entirely removed by the application of engineering common- 
sense to the experience gained in practice. It was quite clear 
that in those days this firm knew very little indeed about the 
design of high-tension switchgear for large systems. They 
were quite satisfied to proportion up the dimensions of a low- 
tension switch. 

When asked to advise on the problem of lightning protec- 
tion, experts (so-called) were sent out by the German firm to 
report, but, despite all their theoretical argument, nothing of 
practical value was produced. This problem, like many others 
which arise in commercial engineering, had to be solved by 
weighing up experience and avoiding fantastic proposals. 

Although the turbines were a good job in many respects, 
heavy maintenance charges were incurred on account of defec- 
tive blading. There was no doubt that the firm had but little 
knowledge respecting the materials best suited to stand the 
peculiar conditions to which turbine blades were subjected. At 
one time accumulation of these blading troubles very nearly 
involved curtailment of supply, but it became clear that some 
of the defects which were most pronounced originated from 
faulty design, and these had now been rendered less acute. . 

The steam pipes, valves, and lagging were a most shoddy 
job. The flanges on the steam pipes were expanded on with- 

out riveting, and a serious accident was but narrowly averted’ 
at one power station due to the expansion and consequent 
withdrawal of one of these flanges. It had been necessary 
to-re-expand and rivet-on every flange of every steam pipe at 
two power stations, and the whole of the lagging, which had 
begun to break away before the pipes were dismantled, had 
to be scrapped and replaced by material of better quality. 

The arrangement and design of three of the electrically- 
driven compressors at another power station was a disgrace, and 
involved excessive cost in upkeep. The arrangement of inter- 
coolers and pipe-work rendered it necessary to dismantle the 
compressor itself before the intercoolers could be cleaned. 

Seven 12,000-K.v.A. 3-phase transformers made by another 
German firm had to be entirely rewound. The original wind- 
. ings were deficient in insulation, and the surface of the copper 

conductors had been burned during the process. 

The President of the Institution added that while: he was 
quite ready to admit the merit of much of the German work- 
manship and design, and while he could not but admire the 
organising power displayed by German concerns, he did not 
think they had reason to be proud of the record of the plant 
they had installed in South Africa. It was quite certain that 
leading consulting engineers and manufacturers in the United 
Kingdom would have avoided many of the mistakes which 
South African power companies had had to correct. 

Inp1A.—Not long ago we published a description of the 
plant of the Tata Hydro-electric Power Supply Co., Ltd., 
Bombay, which included four 8,000-kw. alternators built by 
the Siemens-Schuckert Co. When these machines wore being 
put into commission serious trouble was experienced, owing 
to the steel magnet rings of the rotors becoming loose on the 
spiders. Considerable delay in starting up resulted from the 
defective construction, in addition to much damage to the 
windings of one of the generators. Eventually the trouble 
was overcome by inserting a thin liner between the magnet 
ring and the spider, and shrinking the ring on afresh. ` 

Воотн Wa.rs.—At Messrs. D. Davies & Sons’ Ferndale Col- 
lieries, the blading was stripped from an A.E.G. turbo-com- 
pressor rated at 5,000 cu. ft. per min. 
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. new, were found to be so badly designed that th 


that these opinions are to a ver 


Since the outbreak of war, four 93,000-kw., 20,000-volt 
3-phase, 40-cycle A.E.G. transformers, with oil-cooled air blast 
which had only been in service for a few years, have had to 
be rebuilt and rewound. Four other A.E.G. transformers 
rated at 3,000 K.v.a., 20,000 volts, 40 cycles, 3-phase, with oil 
cooling by forced circulation through a cooler, though quite 


t e purchasers 
decided to have them reconstructed and rewound before even 


. putting them in service. 


NonRTH-EasT Coast.—That German plant installed in North. 
country stations has broken down appears to be widely 
known; we have not, however, been able to obtain particulars 
regarding these incidents. As regards cables, however, some 
information is available. The A.E.G. obtained a contract 
for a large quantity of 20,000-volt underground cable, which 
it duly supplied, but when the cables were laid the makers 
were unable to joint them properly. The joints were, ів fact, 


made three times over without success, and eventually the 


purchasers’ engineers had to take the work in hand and 
joint the cables, developing improved methods of jointmg for 
the purpose. ` 
METROPOLITAN District Ram wavy.—Some 12 or 15 miles of 
high-pressure cable were supplied and laid by the A.E.G., 
but here again the makers were unable to make satisfactory 
joints, and in the end English jointers had to be employed 
for this purpose. A similar trouble occurred when Lahmeyer’s 
(now A.E.G.) laid cables in Cardiff some nine years ago. 
LonDon.—It is well known, though the facts have net been 
published, that a German company supplied cable and laid 
it through London from Charing Cross to Bow; the cable 
proved defective, and had to be entirely replaced. 
EDINBURGH.—A cable supplied by a German company some 
vears ago broke down, owing to the use of unsuitable mate- 
rials in its construction. | f. 
KINGSTON-ON-THAMES.—Four years ago a number of Diesel 
engines, manufactured by the M.A.N., were installed at the 
generating station of the Kingston-on-Thames Corporation. 
Recently the air-compressor on one of the engines broke down 
and put the set out of commission. It will not be available 


again till February or March next, and in the meantime, 


owing to the necessity of using steam engines, the cost of 
production has seriously increased; a new crankshaft is re- 
quired, the cost of which is estimated at £1,000. 


^ "TRADE WITH RUSSIA. 


(Concluded from page 587). 


‘There are three things that will operate strongly in our 
fuvour. First, the discriminating duties that will undoubtedly 
be levied by Russia in favour of the Allies. I quite anta- 
pate that these will be more favourable to the Allies than 
to the Neutrals, and, of course, very much more so than to 
the enemy nations. In the second place, there will be for 
Some time а very strong prejudice against the enemy ш 
favour of ourselves. This sentiment will be a very strong 
factor, but it will gradually weaken under the stress of com- 
petition, and unless it is cemented, will eventually die away 
altogether. In the third place, the competition of Germany 
and Austria will be still further lessened by their inability 
to give the long terms of credit, which Кав been one of the 
most formidable elements of competition in the past." How- 
ever much the Government can do, and they can do a great 
deal, yet, after all, our business relations with Russia, and 
the' success of our efforts, will depend more on individual 
initiative and enterprise. All that the Government can do 
will be of very little use to any manufacturer who does not 
make his own personal inquiries, and use his own efforts. 
'" Who would be free, himself must strike the blow." 

‘There is a general feeling in this country that in order 
to do business with Russia we must slavishly follow German 
methods. It is thought that we must make inferior goods, 
take enormous risks, give long credits, adopt a spy system, 
in which the Germans are past masters, and generally do 
many things that are repugnant to the English idea of bum 
ness ethics. After a very exhaustive inquiry, I am convinced 

y great extent wrong. We 
must in the first place approach ussia іп a sympathetic 
manner, entering into her aims and aspirations, convincing 
her that we only want to do business on permanently and 
mutually advantageous conditions; that we want to help her 
develop her own industries, and to supply her with such 
goods as she cannot advantageously manufacture herself, at 
any rate for the present. There iu a sufficient field on these 
lines to satisfy all legitimate aspirations. We must be pre 
pared to meet Russian conditions to some extent; we must 
be ready to, at any rate, deliver goods to a Russian port. 
instead of f.o.b. England. We must print our catalogues in 
the Russian language, and give the equivalents of English 
weights, measures, and currency in Russian terms. To the 
n.anufacturer who insists that he only wants business with 
Russia on his own lines and his own terms, who insiste upon 
quotations in sterling, and English weights, upon prices at 
factory, with cases and packing extra, with cash against 
documents in England, I say ‘‘ Hands off! You will never 
do business with Ruasia, and it is better for you te spend 
your energies in other directions." То the manufacturer who 
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is willing to meet, even to a reasonable extent, the require- 
ments of Russian trade, I say, that a safe and profitable 
trade can be done, on comparatively short terins of credit, 
if the most elementary precautions are taken in ascertaining 
the bona-fides of agents and purchasers. | 
"The question of credit has been the greatest stumbling 
block to trade between this country and Russia. During my 
six months’ trip I gave this point closer investigation and 
more consideration than perhaps any other. It was always 
very grossly exaggerated: in many, if not most, cases a ques- 


tion of negligence in collecting, and m any event, is alto-. 


zether changed by the war. Without wasting time in 
discussing the pre-war conditions, let me give my  nnpression 
of the present situation. First of all, whatever element of 
competition there has been in the long credit given. by Ger- 
many, she will not, for some time at апу rate, bo able to do 
ко, even № she had the opportunity. It was only possible 
by the local German banks financing the manufacturers, and 
the local banks, in turn, getting their money through. the 
Deutsche Bank, which discounted its bills on the London 
market. This, I hope, will not be possible aguin, and the 
Germans wil want every penny they can get for their own 
purposes, without giving credit. Further, for more than two 
years the Russians have now been accustomed to pay in cash 
for all their purchases, not only in England and America, 
but also between one another. A prominent Moscow cotton 
manufacturer told me that after the war practically all. busi- 
ness from his factory would be done on much shorter terms 
of credit than before, and that the precedent created. now 
would make them only too glad to buy at three or four 
months’ credit. The most effective contribution to shorten 
credit, however, lies in the abolition of vodka. I am 
thoroughly convinced from what I have seen and heard that 
this measure is producing, and will produce, the most mar- 
vellous change that Russia has seen for centuries, changes 
even greater than the influence of the war itself. Tt is not 
merely a question of roubles and kopecs, although this alone 
is enormous. The vastly increased savings in the banks only 
tell part of the tale; farms are being restocked with the money 
saved from vodka; peasants are demanding and getting more 
of the comforts and luxuries of life, and the productive 
capacity has been increased two or threefold. Money is, and 
will be, plentiful, and the necessity for long credit no longer 
exists, except in certain exceptional cases. Three, four, or 
.possibly even in some ca$es six, months’ eredit will be re- 
quired, if only from the fact that the distances are so great 
that it often takes several weeks before the receipt of the 
goods shipped. If possible, bills should be obtained for pur- 
chases. There is no cheque systein in Russian as there is in 
this country; payments even for the largest amounts are 
usually made in cash, and the Russian waits for somebody 
to come and collect the money. І had some accounts to 
collect from 18 months to two years old. ‘These were paid 
immediately I asked for them, with the statement that no 
one had previously asked for the money, or it would have 
been paid long ago. Firms having agents in Russia should 
insist upon their prompt collection of accounts, and refuse to 
pay commission until the cash has been received. If it is 
not considered desirable to trust the agent with the collec- 
tions of moneys to be banked at once to the credit of the 
firm, then it is necessary that someone should go out once or 
twice a year, when, as a rule, he will have no difficulty in 
getting in the money due. А good plan would be for a 
number of firms^to combine together, and appoint a respon- 
sible man entirely for the: purpose of collecting accounts, 
and I have myself in contemplation the formation of such 
an organisation in connection with my own general bureau 
of information. | 
“The appointment of agents is one in which the greatest 
blunders have been made, and through which the greatest 
catastrophes have occurred. British manufacturers seem in 
many cases to have ignored the most elementary caution in 
the appointment of these agents. They send out their cata- 
logues and trade terms to any Tom, Dick, or Harry. that 
writes from Russia far them. This, in itself, compromises 
them at once, as the man goes round immediately, claiming 
to represent the firm, showing the letter he has received as 
his authority. With German goods out of the market, there 
ar^ thousands of people in Russia who are looking out for 
‘British agencies, some of them with very high-sounding 
names. The majority of them are utterly irresponsible and 
very dangerous to do business with, while others, of course, 
are men and firms of the highest reputation and integrity. 
The utmost caution should be taken in appointing agenís, or 
even in quoting agency terms. Another great mistake is to 
give the agency for the whole of Russia to one person, 
especially if it is for any definite period of time. It is only 
In very rare cases that anv agent can begin to cover so vast 
a country, and a statement that travellers are sent over the 
country, or that there are correspondents in every centre, 
should be taken, as a rule, with a very considerable amount 
pf salt. It is true that in some specific cases, such, for in- 
stance, as textile machinery, the ground can be covered fairly 
well from Moscow, and in dealing largely with the Govern- 
ment Petrograd would be the natural seat of the agent. 
ut as а rule, for anything like general merchandise, there 
should be agents at both Petrograd and Moscow, at Kharkov 
or Ekaterinoslav, at one of the Black Sea ports, at Rostov- 


on-Don, in the Lower Caucasus, at Ekaterinburg, and in 


Siberia. | Since a contract giving the agency for Russia, ipso 


facto, includes Siberia, this should be borne in mind. No 
agencies should be given for any period without some 
guarantee of sales, otherwise the firm may find that 16 is 
simply being nursed for the benefit of German competitors. 
Generally speaking, there аге two classes of agents; one 1з 
the firm with ample financial resources of its own, which buys 
and pays for the goods in its own name, selling at its own 
prices, and, of cgurse, reserving the sale of the goods in Russia 
or the distribution allotted to it. The other is the purely com- 
mission agent who sells goods in the name of the firm, which are 
invoiced direct to the customer.. In this case, the financial stand- 


dng of the agent is. not of so much question as his integrity and 


ability, for these two elements involve risk and bad debts. 
An agent selling on eoninission is liable not to take as much 
caution in the financial responsibility of the purchaser аз he 
should do, unless he is made responsible for at апу rate part 
of the losses that may be sustained. It should, moreover, be 
a condition that commissions are only paid on accounts for 
which payments have been received. Even in this case, I 
think it extremely desirable that a representative of the firm 
should go out occasionally, getting into personal touch with 
the customers, looking after the overdue accounts, and gener- 
ally seeing if he is getting the best service from the agent. 
Another excellent pian is to get a bright young fellow trained 
for the purpose, who has at leust an elementary know- 
ledge of Russian, and send him to Russia with samples, 
prices, &e. This plan has been worked successfully by com- 
paratively small manufacturers of saddlerv and other goods. 
Tt is comparatively inexpensive, and a bright man can soon, 
with a little initiative help from the Consuls, know what he 
is doing. 

Still another plan is to send out a traveller, or travellers, 
once or twice a vear; and where the business warrants it 
this is, perhaps, the best plan for manv trades. He should, 
of course, have a very fair knowledge of Russian, and should 
be a sympathetic rather than: а clever man. [n other lines 
of business, local factories can be set up with decided advan- 
tage, as naturallv, in this wav, the heavy Customs duties 
are avoided. Where possible it is, however, better that these 
factories should be devoted to the manufacture of the heavier 
parts, while the more intricate parts are made in this country. 
and sent out to be assembled in Russia. The Russian Customs 
duties are based almost entirely upon weight, and the heavy 
casting would рау as much per lb. as the smallest part with 
a hundred times as much value. The whole question of agencies 
and selling generally is, however, one that has to be decided 
by individual circumstances, and there is no golden rule to 
be adopted. It is one of the most essential of the preliminary 
inquiries to be made, to consider the best way in which any 
particular business ean get a foothold in the Russian market, 
and this refers also to the distribution of territory and the 
methods to be employed.” 

Mr. Beable referred lastly to the needs for improving our 
Consular system in Russia. “We want more and better 
paid Consuls, we want men of commercial experience, we 
want larger staffs in our chief Consulates, and we want them 
more closely allied to and connected with the Board of Trade, 
rather than the Foreign Office. We want a Commercial 
Attaché or Commissioner independent of the Embassy, and 
with an office of his own. Even the Canadian Government 
have such an office and representative at Petrograd, whose 
sole business is to investigate and report upon trade possi- 
bilities, responsible directly to his own Government. 

“There are possibilities of business in Russia bevond the 
dreams of avarice, and we can get our share if we approach 
the question in the right spirit, and if we adopt the mght 
methods." 
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NEW ELECTRICAL DEVICES, FITTINGS, 
| AND PLANT. 


Perfecta Boiler Circulator. 


THE PERFECTA BOILER CIRCULATOR. LTD. of 39, Victoria 
Street, S.W., in a recent pamphlet describes its circulating device 
as fitted to an ordinary Lancashire boiler. This apparatus consists 
of a hood or covering over the crowns of the twin furnaces. which. 
when steam is generated beneath it, creates a flow of water towards 
the back of the boiler over the flues, the water then passing down- 
wards and returning along the bottom of the boiler to the furnaces. 
Such a cimculation obviously tends to a more uniform water and 
boiler temperature ; to the deposit of any sediment near the blow-off 
cock ; the elimination of priming over the grates and reduction of 
scale. The fixing of the apparatus does not necessitate the drilling 
of any holes in the boiler or interference with existing fittings, 
and it can be dismantled in a few minutes. It is claimed that 
from 12 per cent. to 15 per cent. increased steam with a minimum 
of saturation can be obtained, and that from 6 per cent. to & per 
cent. of fuel is saved. The makers are prepared to prove the 
efficiency of their apparatus by a reasonable trial. | 


Simplex Universal Girder Clamps. 


One of the greatest difficulties in present wiring installation 
work is the trouble experienced in negotiating steel girders. 

The Engineering Standards Committee has done excellent work 
by choosing certain girders for general use, but the number is still 
very great. There are section rolled girders. riveted girders. also 
channels, angles and Tee-sections in great variety. 


D 


a н ИИЦ 


596 


ТНЕ ELECTRICAL REVIEW. [Vol. 79. No. 2,036, DECEMBER 1, 1916, 


A large number of girder clips are on the market but nearly all 
of them are made for a particular section of girder and even when 
a certain amount of adjustment is embodied in the design it is ‘only 
within small limits that it can be used. 

The Simplex clip (supplied by MESSRS. SIMPLEX Сохргттх, LTD., 
of Garrison Lane, Birmingham) consists of a pair of clamps which 
fasten on to the edges of the girder and hold & wood piece on to 


"and 


F1G. l.—SIMPLEX GIRDER CLAMPS. 


which & saddle for the conduit. junction box or other accessory. can 
be fixed by an ordinary wood screw. 

The clamps are made of tough malleable iron in two sizes at 
present, and are provided with a set screw for drawing the wood 
tight up to the under side of the girder. two or three sharp points 
being arranged to ensure the wood being securely held. 

For angles or odd sections the batten can be placed lengthwise 
and two girder clamps spaced along the free edges to securely hold 
it in position ready for the conduit erector. 


Loop-in Dividing Box and Push-Button Contact Maker 
Combination. - 


In some places—for instance, on boiler-house conveyor plant— 
it is required to stop the machinery, in the event of an emergency, 
from several positions. To effect this it is necessary to install a 
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Fic. 2.—RFYROLLE DIVIDING Box AND CoNTACT MAKER. 


cable extending fro n the main switch panel to the several points 
of control, and at these poin's to attach to the cable. contact 


makers so connected that the operation of presaing the button will 
instantaneously release the switch controlling the motor circuits. 

For such work a simple combination of cable dividing box and 
push-button switch, made by MEssRs. A. REYROLLE & Co., Lro.. of 
Hebburn. is illustrated in fig. 2. 

The dividing бох provides for looping-in an armoured two-core 
cable, and for joining the terminals of the press-button contact 
maker to the respective cores. The whole is of armoured construc- 
tion. strongly made and capable of withstanding rough usage. 


The Prestwich Fluid Gauge. 


An ingenious device for gauging articles in course of manu. 
facture has been patented by MESSRS. J. A. PRESTWICH & Co., of 
Northumberland Park, Tottenham, London, N., and has been used 
with great satisfaction in their own works for three years on 
extremely accurate work. It is not subject to wear, and requires 
no manual skill in use. z 

It consists of a fluid-containing chamber A (fig. 3), having a flexible 
diaphragm B, a glass tube c of fine bore, which is connected with 
the chamber 4, means for indicating the dimensions of the piece, 
and means for correcting for variations of temperature. The 
diaphragm в is provided with a hardened-steel anvil D. The article 
to be measured or gauged is passed between this anvil р and the 
fixed anvil E. Any pressure on the anvil D causes the fluid to rise 
in the glass tube c. 

The chamber A is provided with a thread and micrometer index 
and pointer on the upper surface to indicate thousandths of an 
inch (or hundredths of a millimetre). The carrier F is provided 
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Ете. 3.—PRESTWICH FLUID GAUGE. 


with a scale G and three adjustable pointers H, J, K, the seale being 
divided to indicate ten-thousandths of an inch (or one-thousandths 
of a millimetre). The two top pointers H, J. indicate the tolerance 
limits it is desired to work to. The carrier F is adjusted by the 
thumb-nut 8 to keep the bottom pointer K level with the normal 
level of the fluid in the glass tube C, and thus compensates for 
variations of temperature. 

The instrument is roughly set by rack M and pinion N on the 
pillar о to suit the article ; the clamping screw P is then tightened 
up. and the final adjustment is made by the micrometer adjustment 
to & standard gauge or piece of known dimensions. | 

A displacement of the diaphragm B causes a displacement of the 
level of the fluid in the tube О relative to their respective areas. 


Any variation in the size of pieces passed under the gauge is 


indicated by the difference in the heights to which the liquid rises 
in the glass tube. 

Glass tubes of different bores are used to magnify 500 to 1,200 
times, according to the accuracy required. 

By using suitable anvils or work blocks, a very large variety of 
work can be gauged, and besides extreme accuracy, which is always 
retained, the gauge has the advantage of saving half to three- 


quarters of the time required for gauging with the micrometer. 


The Effect of Temperature upon the Alkaline Storage 
Battery.—Tests made by Mr. L. C. Turnock on the Edison battery 
show that the temperature at which the battery is used has an 
appreciable effect on its performance and durability. At low tem- 
peratures the available capacity is decreased ; the current efficiency 
increases with rise of temperature up to 50° C., above which it falls 
off rapidly. The best electrical efficiency is obtained by charging 
at a low temperature and discharging at a higher temperature. 
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CORRESPONDENCE. 


Letters received by us after 5 P.M. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we hare the writer's name and address in our possession, 


Wayleaves. 


We read with much interest the article on " Wayleaves " in your 
issue of November 10th, and had hoped to see further reference last 
week. The article applies, of course, equally to telephone work as 
to power supply ; but we note that the writer is "interested." 

So, too, we think is the writer of this letter, with a decided 
leaning one way, or ought to so lean, after nearly 40 years 1n the 
trade: At the same time, circumstances alter cases ; and ours is. 
we think, an example. 

At considerable outlay, our property has been acquired. the 
intention being to build on and utilise the surrounding vacant 
ground, which is pretty considerable; in fact, we are bound to 
build under the terms of the lease. Originally the place was a 
large L.C.C. school, the vacant grounds around forming a play- 
ground for the children ; but we are transforming the premises. 
&c., into a factory—incidentally to capture a special German trade. 

Now, 88 а children’s playground, there was no objection to some 
61 overhead wires, even though they occupy a space some 6 ft. x 6ft., 
about 25 ft. above the ground; but we want to develop the site (in 
fact, have no option), and these wires are in our way. 

After months of remonstration the super-intelligent P.O. officials 
write that they are entitled by Act of Parliament to have 
them there, which is equivalent to saying that the tenancy was 
created by the vendors (represented by a well-known and highly 
respectable firm of City solicitors) by misrepresentation, as. accord- 
ing to these same super-intelligent P.O. officials, we are debarred 
from building, and are therefore bound to commit a breach of the 
terms of our lease. | 

Anyway, when some 64 telephone subscribers in this district find 
themselves (as they certainly will) all talking to one another at 
once, do you think we are to blame? Weshould much like to hear 
your views. 

The Stanneries Metal Works. 
H.S. 


London, S.E., November 21g, 1916. 


[Our sympathies are with our correspondents. We can hardly 
‚ doubt that the law is on their side—either against the Post 
Office, which cannot possibly claim free wayleaves in perpetuity 
over private property, or if this incredible condition were found to 
obtain, against the lessors of the site, who cannot maintain the 
terms of the lease. —Eps. ELEC. REV. | | 


Final-Grade Classes in '' Electrical Installation " Work. 


Mr. А. P. Trotter says he quite agrees with the Editorial note to ` 


our letter (issue of l7th inst.); and he goes on to say that 
technical colleges should not concern themselves with handicrafts! 

In your last issue we commented on your Editorial note. and 
pointed out that what some people term: handicrafts are, as a 
matter of fact, dealt with in the London Polytechnics. 

If they were not, there are very few other places where instruc- 
tion would be obtainable, so we are very sorry to see that Mr. 
Trotter opines that technical colleges should leave “handicrafts " 
alone. 

If we may say so, it is very easy to talk glibly about handicrafts 
and trade schools; but, after all, what їз а handicraft, and how 
many trade schools worthy the name are there in London ? 

Such things as fretwork and clay-modelling are pure handi- 
crafts, carpentry and joinery are partly so; but plumbing is half 


handicraft and half a technical subject ; while electrical installation - 


work is certainly more of a technical subject than a handicraft. 

Mr. Trotter will, perhaps, allow us to point out that he does not 
say whether we are to infer, from the remarks of his we quoted in 
our firet letter, that final-grade classes are, so far as London is 
concerned, only held at the two London Institutions he mentioned. 

We gather that Mr. Trotter is fully alive to the importance of 
electrical installation work ; but we think he has been misled if he 
really thinks that Principals of Polytechnics, &c., are enthusiastic 
about doing justice to the subject. 

If Mr. Trotter desires to see the matter from the point of view 
of the public, we would respectfully suggest that he should first 
read carefully the City Guilds syllabus of the subject. think of the 
hundreds of thousands of individuals that would welcome tuition 
therein, and visualise the treatment and equipment necessary. If 
after doing this he will take the trouble to walk into the nearest 
Technical Institute or Polytechnic, and ask to see the manner in 
which the subject is dealt with, the chances are that he will be 
considerably disappointed at what he finds. | 

In some places he will possibly find that. though electrical 
engineering ів taught, “wiring work," to give it its bad old name, 
has been forgotten. At some big Institutions he will find that 
seekers after knowledge are recommended to attend at some other 
Institution, perhaps two or three miles away. And we have heard 
of instances where the classes have been temporarily dropped 
because of the war, the authorities presumably fearing that they 
might have to pay the teacher his miserable pittance for teaching 
only a few students. 

Speaking of teachers, reminds us of the treatment generally 
meted out to them ; but that is another story. 

We are sorry Mr. Trotter still thinks the demand should precede 


the supply. as this rather plays into the hands of those who do not 
encourage thesupply. Thesupply of teaching facilities in a subject 
like this cannot be dealt with like an order for goods. 


A. P. Lundberg & Sons. 
London. N., Vovember 27th, 1916. 


" Summation Watt " Capacity of Field Rheostats. 


Referring to Dr. Garrard's letter of the 20th inst., I would point 
out that the various formule advocated by me are in practical 
everyday use. | 

For а current range of, вау, 170 to 1'5, or less, both his and my 
formula closely agree with the theoretical basis: however, if a 
designer has available a sufficient range of ohmic values and ampere 
capacity in his choice of resisters, then obviously he can in practice 
closely approach the theoretical size of rheostat required for any 
current variation. If the designer is limited to a small range of 


resistance, then for such wide current variation the maximum 


radiation possible of the resisters in circuit cannot be made use of 
throughout the whole range. That is to say. in this respect it is 
inefficient, although it is the best that the designer can do under 
the circumstances, and, of course, is not detrimental in any respect 
except that the bulk would be greater than another, having a wider 
choice of resister values. This matter of resisters available is the 
whole crux of the question, and as only the individual designers 
know of their limitations in this respect, I submit that my formula, 
based on fundamental principles, is the correct method of deter- 
mining the size of rheostat, the designer applying a correction 
factor, if necessary, to suit individual rheostats, as each manu- 
facturer has a large number of sizes and various types of resisters. 

This question of “summation watts” is only the preliminary 
factor that enters into the design. 

With reference to Dr. Garrard's remarks on potentiometer 
rheostats, the following case may be interesting :—A potentiometer 
rheostat was required for a 10-ampere, 20-volt battery-charging 
generator having a hot field resistance of 3,200 ohms, separately 


. excited from a 250-volt supply. Obviously 2 to 4 ohms per volt 


would not be too high, and alternatively two to four times the field 
resistance would entail either an undesirable very fine gauge wire, 
or à much larger rheostat than that gupplied. 

The moral of all this is (to quote the words of Mr. T. Carter), 
" the use of a formula without care and intelligence is certain to 
lead, sooner or later, to disaster ; a formula is a good angel if a 
servant, but if it becomes master. it is more subtle in temptation 
than Satanus himself." 

L, Boothman. 
Stretford, Vorember 27th, 1916. 
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LEGAL. 


JAEGER BROS. r. GREAVES. 


IN the Lord Mayor's Court, last week, before the Recorder (Sir 
Forrest Fulton, K.C.), and a jury, a claim was made by plaintiffs, a 


: German firm of electrical cable and fittings merchants, Finsbury, 


by Maurice Jenks, chartered &ccountant, suing under the authority 
of the Board of Trade as controller of the firm, against Mr. T. W. 
Greaves, of Barnes, to recover £20] 118. 8d., the price of electrical 
goods supplied. The defendant set up an arrangement made 
between the plaintiffs' manager and himself in August, 1914. by 
which he was to have gooda of the value of £200 in satisfaction of 
an agreement which he had with the plaintiffs, whereby he was to 
serve them as sales manager for a period of one year, terminating: 
їп June, 1915. Alternatively, he said, if that was not the bargain, 
he claimed damages for wrongful dismissal. 

Mr. Moreton Smith was counsel for the plaintiffs and Mr. Louis 
Green for the defendant. 

COUNSEL, for the plaintiffs, said that the firm of Jaeger Bros. 
was owned by Germans resident abroad and managed in this 
country by a German. They did business in the sale of electrical 
cables and other electrical fittings. The defendant was employed 
as sales manager in that business. Upon the outbreak of war with 
Germany the business was closed down. Subsequently the Treasury 
sanctioned the business being carried on. the German manager being 
interned. At the time the business was closed down the goods, the 
priceof which was now being sued for, were sold by the German 
manager of Jaeger Bros. to the defendant. in order that he should 
start in business, and the terms were that he should have the 
goods at cost price, paying 50 per cent. down and 50 per cent. 
within three months. Defendant made his selection of goods. and 
after getting delivery of them declined to pay. contending that 
having an agreement for service with the plaintiff firm he was 
entitled to compensation. The German manager by whom the 
arrangement was made with the defendant requested the return of 
the goods if the defendant was not satisfied with the arrangement. 
The defendant, however, kept the goods. The defendant had 
started business in Oxford Street as the Wholesale Electric Sup- 
plies Co., which business had since been turned into a limited com- 
pany. Mr. Maurice Jenks was appointed by the Board of Trade 
first as inspector and supervisor, and subsequently controller of 
the German business. It was his duty as a public official to collect 
the assets of the firm, and in carrying out his official duties he had 
brought that action. The defendent’s claim to the goods as a set- 
off for compensation for breach of agreement was repudiated. 
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Mn. Н. С. M. OSBORN, formerly provincial representative of 
Jaeger Bros. gave evidence. and said that upon the outbreak of 
war the business was closed down, the staff receiving a week's 
notice terminating their engagements. On September 18th, 1914, 
he (witness) was appointed manager of the firm by the German 
manager. who was eventually interned. On September 23rd the 
business was allowed to be carried on by the Treasury. In 
February, 19157 Mr. Maurice Jenks, chartered accountant, was 
appointed by the Treasury. inspector. on March 2nd supervisor, 
and on March 9th. 1916, controller of the business. In August, 
1914. upon instructions from the German manager. an invoice was 
made out to the defendant for £225 68. 8d., and of that sum £25 
had been paid. 

Mr. T. W. GREAVES said he had been in the electrical business 
for 23 years, and in March, 1913, he entered the service of Jaeger 
Bros.; the agreement was afterwards renewed. Upon the out- 
break of war the manaver said he came to the conclusion it was 
best to close the business, and he told witness he was entitled to 
some compensation under his agreement. He asked for a cash pay- 
ment, hut as that could not be obtained, it was afterwards arranged 
that he should be allowed £200 in goods at the firm's lowest 
selling price in settlement of his claim under his agreement. Не 
was to goon August l5th. The goods he selected came to £225, 
and the £25 had been settled. Afterwards he refused to acknow- 
ledre the receipt of, or return. the goods as requested by the 
German manager, unless he was given some form of security for 
any claim he had against the firm in respect of his agreement. 
He had never agreed with Jaeger Bros. to take £150 worth of 
woods at cost price and discharge them from all liability in respect 
of their contraet. 'The goods were not invoiced at cost price, but 
at lowest selling price. а 

The jury found a verdict for the plaintiffs. 

The RECORDER directed the jury to return a verdict for the 
plaintiffs on the counterclaim. holding that the war put an end to 
the defendant's contract of service, and so far as the action for 
wrongful dismissal was concerned, there could be no claim for 
damages. Judyment was accordingly entered for the plaintiffs on 
the claim and counterclaim. A stay of execution for seven days 
was granted. 


PEARMAIN v. JOHNSON & PHILLIPS, Lro. 


Іх the City of London Court. on November 21th, before his Honour 
Judge Rentoul. K.C.. this case was mentioned. The widow and 
‘mother of the late Walter Pearmain. electrical engineer. Acton, 
claimed £300 against defendants, electrical engineers, Willesden 
Lane. Acton. as compensation for the death of their husband and 
son respectively. я 

Мв. NEWMAN, counsel for the applicants, said that the widow 
was married on September 21st. The husband was killed on 
October 14th by electrie shock in an accident at Messrs. 
Johnson х Phillips's works. ‘The firm, recognising their 
liability. paid £300 into Court. The widow and mother of the 
deceased had come to an arrangement. whereby the widow was to 
have £200 and the mother £100. Previous to the marriave the 
mother lived with her two sons, of whom the deceased was one. 
Both were electricians. The two sons allowed the mother 108. per 
week each. On the marriage that payment by the deceased was 
still to be paid to her, and intended to be paid. The mother was 
living with the other son, who was married. For the last five years 
the mother had had £100 invested, so she knew how to take care 
of money. The widow was formerly a nurse. Her parents had a 
small boarding house at Eastbourne. Both the applicants had 
decided to start a small boarding house at Eastbourne, and they 
would like the whole £300 paid out to them. The parties were in 
a different condition to the average workman's relatives. 

JUDGE RENTOUL granted the application. but warned the appli- 
cants to be very cautious in starting any business during the 
present circumstances, having regard to the uncertainties of 
success. С 


— 


MINING ELECTRICIAN'S APPLICATION, 


Harry Youna (Hurlford), a mining electrical engineer, applied 
for a clearance certificate from Ardeer Co., at a Munitions Tribunal 
at Kilmarnock. 

Mr. HARRY FLETCHER, secretary of the Electrical Trades Union, 
Stevenston Branch, appeared for the applicant. and pointed out 
that to obtain munitions they must have coal, and to get the coal 
they must have at the pit a fully qualified mining electrical enyi- 
neer, Which applicant was. At Nobel's he was only employed as a 
yveneral electrician. Не had a definite offer as a mining electrician, 
and then he would be nearer home. He stayed in Hurlford, and 
each morning at 5.10 had to walk to Kilmarnock to get the train 
there for Ardeer. If he got the other job he would only have a 
distance of 5 miles altogether. 

The Ardeer representative said they had a special train from Kil- 
marnock. They were so placed that they could not get sufficient 
men in the surrounding district. 

The application was granted. 


MEDLEY v. DINGWALL. 


IN the Shoreditch County Court. on November 25th. before his 
Honour Judge Cluer, the hearing was resumed and concluded of an 
action in which Mr. C. P. Medley. the London Hoist and Machinery 
Co. of 103. Worship Street, E.C., electrical enyineers, sued 
Mr. T. G. Dine wall. of 534, City Road. E.C.. packing-case makers 
and shippers, to recover £10 3s, 6d., the balance of an account of 


£150 3s. 6d., for supplying and fitting a second-hand electric geat 
to a lift, together with accessories. : 

Mr. Foster appeared for the plaintiff, and Mr. D. Rowland 
Thomas was counsel for the defence. 

Evidence was given for the plaintiffs that they entered into the 
contract for the fitting up of an electrie lift, which they carried 
out. The motor, which was fixed on а cast-iron bed, was oom- 
plained of, so they put in another, but, to save time, they banked 
it up with blocks of wood on the top of the cast-iron bed. They 
left it in perfect running order. І 

Mr. J. SHEARMAN WILKERSON, foreman bale packer. called for 
the defence, said that after the new motor was installed the lift 
worked so badly that he went and implored the plaintiffs to come and 
put things right, but things got no better. One fault was that the 
sheave did not grip, and left the wheel running. and the defects 
were still present. It was fitted to take 10 cwt., but at times 
would not take 5 ewt. If the rope was pulled for it to go up, it 
would, at times. vo down, and it became dangerous to work it. as 
they never knew when it might deposit the operator and the load 
in the well of the lift. He had told the operator to put less weight 
on, which meant that two journeys had to be taken for one. 

Mr. Foster: Do you know it is not possible to reverse without 
reversing the armature of the connection ! 

WITNESS : I have seen the rope pulled for it to go up, and it has 
gone down. 

MR. DINGWALL rave evidence, and said that a few hours after 
the new motor was put in he had complaints. The controller was 
the cause of most of the trouble, as it worked so erratically that 
when pulled one way, it went the other, As an electric lift it was 
quite a failure. | 

Four experts. Mr. Ernest Ellison, A.M.I.M.E.. Mr. Bourne. Mr. 
Gallon, and Mr. Percy Н. Arber, A.M.I.M.E.. were called, all of whom 
said the lift would not do its work properly as it was. It stopped. 
reversed, would not start with its full load at times, and so on. 

Mr. BOURNE said that to put it in proper working order as 
an electric lift of good quality would cost £200. 

A witness having said it was dangerous to life, JUDGE CLCER 
said it was lucky for them they had not lost a lot of lives, he sny- 
posed, and the witness agreed. 

JUDGE CLUER said he went to the factory; he paid a special 
visit to view the electric lift: it did not reverse while he was 
there. He thought the fault lay in the human operator being 
incompetent, as the plaintiffs could work it quite well. The motor 
had been put on wood blocks instead of cast-iron, which might 
cause vibration, so he would allow £2 for that, and give judgment 
for the plaintiffs for £35 3s. 6d. Leave to appeal was granted, on 


_ the amount of the claim being paid into Court. 


ee ee 


WAR ITEMS, 


Black Lists.x—The '' London Gazette"? for November 
24th contains a further list of persons or bodies with whom 
trading 1s prohibited in Brazil, Denmark, Greece, Nether- 
lands, Norway, Spain, Sweden, and other countries. 


Lord Balfour's Committee.—According to a statement 
made in the House of Commons last week, the interim report 
of Lord Balfour's Committee on the resolutions of the Paris 
Economic Conference has been received. | — ; 


German Electric Lamps for Italy?—An Exchange dis- 
patch to the Westminster Gazette says it is stated іп the Коше 
Press that half a million German electric lamps have recently 
arrived at a city in Northern Italv. 


Sales of Enemy Interests.—The '' Times " states that 
Messrs. Fuller, Horsey, Sons & Cassel] have been instructed 
by the Board of Trade to realise thé assets of the Bosch 
Magneto Co., Ltd., and the London Emery Works, . Ltd. 


To be Wound Up.—The Board of Trade has ordered the 
following company to be wound up :— 

Sanitas Electrical Co., Ltd., 61, New Cavendish Street. 
London, W., dealers in medical electrical apparatus. Con- 
troller: James Fraser, 31, Copthall Avenue, Е.С. 


Women:Workers.—We read in the *'* Times " that 
women are to be employed as electric tram drivers in Vienna. 
More than 5,000 women are already acting as tram conductors 
there. Our contemporary also states that Saxony has just 
permitted the employment of women as stokers for steam 
engines and boilers. x 


Export Prohibitions.—A Supplement to the “© Board of 
Trade Journal" of November rd contains complete lists 
of articles which, according to the latest information received 
b; the Board of Trade, are prohibited to be exported from 
Denmark, France (including Algeria), Greece, Italy, Japan, 
and the Netherlands. This Supplement also contains the list 
of articles (complete to date) which are prohibited to be 
exported froin the United Ringdom. 


War Metals.—The Minister of Munitions has annointed 
a Committee, under the chairmanship of Mr. C. W. Fielding. 
to advise, him upon the steps which can be taken to secure 
the most economical use of the inetals required in the manu- 
facture of munitions of war. The Timea states that Mr. 
Fielding has been chairman of the Rio Tinto Co. for the past 
12 years. 
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Austrian Copper Shortage.—Having requisitioned the 
church bells throughout the country and stripped off the 
copper from the roofs of churches and publie buildings, the 
Austrian Ministry of National Defence has now announced 
the confiscation of the copper on private buildings.—Timces. 


Air Raids and Electric Flashing.—Major-General Sir 
Francis Lloyd states that from observation made, it is inter- 
esting to note that sparking from electric trains апа trams 
tends rather to confuse than to assist hostile aircraft in tind- 
ing their way over London. 


Glasgow War Bonus.—At а mecting of the Glasgow Elec- 
tricity Committee it was agreed to recommend (L) that all 
meter Inspectors and clerks emploved in the electricity depart- 
ment, whose salaries are £65 and do not exceed £250 per 
annum, be granted a war bonus at the rate of 4s. per week; 
and (2) (a) that the female meter inspectors and female 
clerks, and (b) junior male clerks, whose salaries are under 
#65 per annum, be granted a war bonus of 2s. per week. 


Entertaining Wounded Soldiers.—The wholesale and re- 
tail electrical trades of Bristol on Thursday, last week, gave a 
very enjovable entertainment to the convalescent soldiers 
who are recovering from their wounds in some of the hos- 
pitals of Bristol. Some 320 disabled warriors accepted. the 
invitation to the Art Gallery (kindly lent for the occasion by 
the Bristol Corporation, and the musical prograrume went 
with а good swing, the applause which greeted the various 
items testifying to the appreciation which was felt. Refresh- 
ments were provided, and the arrangements for the comforts 
of the men reflect great credit on the comiuittee, who were 
untiring in their energies. Mr. A. H. Dowson (chairman), 
ina few well-chosen words, welcomed the ‘ boys," and said 
it was only а very small way of showing how they all appre- 
ciated what they had given for those at home. The National 
Anthem concluded a very enjoyable evening. The committee, 
who in conjunction with the Inquiry. Bureau had charge of 
the arrangements, Were representatives from the Crypto Elec- 
trical Co., Veritvs, Ltd., the Ediswan Co., the General Elec- 
tic Co., Ltd., Siemens Bros., and several retail firms. 

Am Australian Law Suit.—The '' Melbourne Age " of 


October 17th contains a report of the case Welsbach Light 
Co. of Australasia, Ltd., e. the Commonwealth of Australia. 


Plaintiffs’ case was that it was a company, Incorporated under, 


the law of Great Britain, and was a seller of Incandescent 
mantles, and sold such goods in Australia. An injunction was 
claimed restraining the Commonwealth Attorney-General from 
taking further action оп a notice in the Gorernment Gazette 
that the company was managed or controlled mainly for the 
benefit of persons of enemy nationality, and £65,000 damages 
were asked for. 

For the defence, a demurrer was pleaded on behalf of the 
Commonwealth, that the statement of claim was bad in sub- 
stance and not sufficient in law for the plaintiff. company ,to 
maintain the action. 

The Lord Chief Justice, in delivering his judgment, said 
that the statement of claim disclosed no cause of action, and 
there must be judgment for the defendant. Justices Barton, 
Isaacs, Duffy, and Rich agreed. Mr. Justice Higgins was not 
prepared to dissent from the views of his colleagues, though 
he had doubt. Mr. Justice Powers disagreed with the view 
of the majority of the Court. The demurrer. on a majority 
judgment of the Court, was allowed, and judgment was en- 
tered for the defendant. 


The Use of Electric Torchlights.—In Dumbarton Sheriff 
Court last week, according to the Glasgow Herald, a number 
of prosecutions were made against young men and girls for 
having, during the hours in whieh lighting is restricted in 
the streets of Dumbarton. displayed a light by means of an 
electric torch, which might act as a signal, guide, or land- 
mark. (George Connor, caulker, Duinbarton, pleaded guilty, 
and it was stated by Mr. Н. L. Yeudall, Procurator-liscal, 
that in the opinion of the authorities this torchhght business 
had become a regular danger. In this case, besides being a 
real danger, it was a real nuisance. ` Sheriff. Macdiarmid said 
that he thought it would be obvious that the restrictions and 
regulations would not have been made yegarding lighting in 
houses if accused and his companions were entitled to walk 
about the street flashing torchlights in the sky and about 
the streets. It was a practice which must be stopped. А 
penalty of 60s., with the alternative of 10 days' imprisonment, 
was imposed. Penalties of 30s. or 10 days’ imprisonment 
were imposed on William Kennedy. David Cochrane, Joseph 
Quinney, John Hendry, Catherine Drysdale, and Jessie Bon- 
nan, all of Dumbarton. His Lordship said it must be under- 
stood that whdHe a shaded light or faint light, such as was 
used on moving vehicles, if carefully used would not be inter- 
jns PUR, nothing in the nature of a bright light would be 
allowed. 


Exemption Applications.—At the Wigan Tribunal, appli- 
. cation for exemption was made on behalf of an electrical engi- 
neer employed at a local picture palace. Exemption was 
granted on the understanding that applicant went to work in 
a coal mine. | i 

At the Bedworth-Tribunal, application was made for three 
men on the Tehidy estate, including an electrical engineer 
(aged 41. married), in charge of the electrical plant. water 
supply. &e. The electrical engineer мак the only man left 
with -the whole of the plant, &c., whereas there were pre- 


viously two. Mr. Shopland said they did not want the man 


so much as a soldier as a skilled mechanic. The Chairman : 
The farms cannot do without water. The engineer was ex- 
empted to February Ist. 

At Southwark, Messrs. H. Dunn & Son, electrical and 
mechanical engmeers, of Newington Causeway, S.E., applied 
for the exemption of an electrical fitter, 25 years of age, and 
an armature winder, 20 years of age, both passed for general 
service. It was stated that the firin was exclusively engaged 
on the repairs and oversight of the electrical plant in а nuni- 
tion factory, where over 3,000 workpeople were employed 
on important work. They were also making special machinery 
for this firm. Mr. T. Haynes, J.P.: The difheulty is that 
they are both young men fit for general service. Mr. Dunn 
said they could not get old men for electrical work. They 
had advertised extensively in the. technical papers, but got 
no replies. Пе read a letter from the Auxiliary Army Ord- 
nance Depót stating that the men were indispensable, and 
could not be spared. ‘The fitter was placed in a certified 
occupation, whilst two months’ exemptiou was granted the 
urtuature winder. 

At Weston-super-Mare, the Electrical Supply Co.. Ltd.. 
appealed for P. W. Paull (27), cable jointer, originally medi- 
cally rejected, and now passed in Class C2. He is the only 
jointer on the staff, and cannot be replaced. The Military 
Representative assented, and conditional exemption was 
allowed. The company also appealed for Е. F. Spearing (38), 
foreman electrician of the installation department, classed 11 
C3, after being rejected under the Derby scheme. The Tri- 
bunal allowed conditional exemption, with the assent of the 
Military. 

Evesham Tribunal has granted final exemption to March 
31st, with the Volunteer condition, to A. J. Howard (28), in 
sole charge of the electrical works of the Evesham Motor 
Engineering Co. 

At Chatham, the Tramway Co. appealed for four of the 
staff, and, on their behalf, Mr. F. Е. Smith said that some 
time ago arrangemeuts were made by which the working 
staff was reduced to an absolute minimum. Captain Reid 
suggested. that if the four men were fit for service they 
should be relieved if suitable substitutes were found by the 
Military authorities. Mr. Smith said that Mr. Jensen, the 
manager, would be quite agreeable to this, but he pointed 
out that 12 men who were medically unfit for military service 
had been tried, and еу had to give up the work. It was 
arranged that the four men and others on the staff should 
be released when proper substitutes were found and given a 
trial. 

Rochdale Tribunal has granted conditional exemption to 
Edmund Holden. (31). motorman in the service of the Cor- 
poration tramways department. e 

The Tribunal at Castleton (Yorks.) has granted conditional 
exemption to Mr. J. W. Etherington (36), electrice light bulb 
mould manufacturer, who is engaged on Government work, 
and is passed for general service. ; 

At Weymouth, a certificate of conditional exemption has 
been granted to Mr. T. Н. Escott (28), electrician and шапа- 
ger for Messrs. Brooking & Co. | | 
- Before the Northants Appeal Court, Major J. C. Lewis, of 
Derncote Hall, applied for extended exemption for Duncan 
Cameron (31), attendant to the electric light plant at the Hall. 
Jn reply to a question. he said he thought that a wounded 
soldier would not ba competent to do the work. A final two 
months were allowed. 

At Reigate, on November 91st, it was reported that the 
Surrey Appeal Court had reviewed the case of C. Morgan 
(20), shift engineer at the Corporation electricity works, and 
had, on the appeal of the Military, made exemption until 
January 186 final. - 

At Dover. on November 22nd, the Military applied for 
withdrawal of conditional exemption allowed to G. Hopkins 
(32). coal and ash trimmer at the Corporation electricity 
works, and recommended a month's exemption only. Мт. 
Vosper said the man was in a certified occupation and, irres- 
pective of age, was exempted. "The Mayor suggested that 
the man's services should be retained until a substitute could 
be found by the Militarv, and this was adopted. Mr. Wood- 
man. for the electricity department. pointed out that the 


trouble was to get the substitutes to stay. He had had seven. 


applications from men of between 50 and 60 vears of age, 
but the job could only be carried on by a tough man, as he 
had to trim over 10 tons of coal and seven tons of ashes seven 
days per week on an eight-hour day. 

At Romford, seven tramear drivers, whose ager ranged 
from 31 to 36, were appealed for by Tiford U.D.C. The Clerk 
to the Council said that the staff bad been considerably re- 
duced. Mr. L. Harvey. tramways manager, said that it was 
impossible to run the present service with a smaller stafi. 
Captain Howard suggested that молей should be trained as 
drivers, and that women should take the place of conductors, 
but Mr. Harvey replied that the Commissioner of Police 
would not license women drivers. The Chairman said that 
the Tribunal was satisfied that some reduction could be 
made in the present staff: the public might suffer some in- 
convenience, but it would not be substantial. Two of the 
men would be allowed two months. and in the case of the 
others the appeals would be reviewed at the end of the same 

eriod. 

Я the Stratford-on-Aven Rural Tribunal, Lieutenant 
Crosland, of Ullenhall, asked for leave to appeal for his elec- 
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iriclan, aged 28, he having failed to get a substitute. , The 
Triounal refused leave, considering that Lieutenant Crosland 
had had time to make arrangements. 

At Eastbourne, an appeal was made by Mr. J. H. Batho, 
of Alfriston, for the retention of A. N. Gander {29), elec- 
trician, and exemption to December 3lst was granted. 


At Strood (Kent), on November 22nd, Messrs. Martin, Earl 


and Co. appealed for S. Richardson (27), electric machine 
attendant, and conditional exemption was allowed. 

_ At the Leeds Appeal Court, an electrical engineer, in applv- 
ing for an employé (married), stated that out of 20 men 11 
had joined and four were on munitions. Temporary exemp- 
tion was given to January 318%. 

At Buxton, an appellant, aged 35, stated that he was the 
only practical electrical engineer in the town employing 
labour, and if he went his business would stop. Conditional 
exemption was granted. 

At Douglas (Isle of Man), on November 15th, exemption 
was claimed for W. White (35), electrician, by Mr. Fargher, 
and exemption until February 12th was conceded. 

At Douglas (Tele of Man), on November 15th, exemption 
recently granted until their apprenticeship was finished to 
B. A. Robinson (18) and W. A. Cowen (18), electrical engi- 
neering pupils with the Manx Electric Railway Co., was 
appealed against. The manager of the company, Mr. Edmond- 
son, said they did not wish to keep the lads for the company’s 
sake, but thought it would be better for the country if they 
were allowed to finish their time, and then join. Robinson was 
directed to join when called up, and Cowen, passed in Class 
C2, was granted time to complete his apprenticeship. 

Kidderminster Tribunal has given three months’ exemp- 
tion to C. J. Middleton (36), electrical engineer, engaged at 
the Opera House. 

At Preston Tribunal, application was made for 10 Cor- 
poration tramcar drivers. Mr. F. Simpson (tramway 
manager) said he understood the Military were prepared to 
substitute these men, and ell he asked was for exemption 
until the substitutes were forthcoming. If the men were 
taken at once it would mean stopping nine cars. Thev could 
not get men to take their places. He hnd an understanding 
with the Tabour Exchange to send him three men a week to 
train as drivers, but during the past three months they had 
sent him only one man. The Militarv Representative 
accepted the condition, and it was decided to exempt the 
men until February Ist, the men to go in the meantime if 
substitutes were available. 

At Bolton Tribunal, on November 22nd, an electrical engi- 
neer, aged 27, applied for exemption. The Assistant Military 
Representative strongly urged that the man should be taken 
for the Army on account of his age. The man’s father said 
if he were tanken the business, in which all his life's savings 
Mir invested, would be ruined. Exemption until December 

st. 

Mr. G. H. Baker appealed at Bexhill-on-Sea for F. W. 
Climpson (87), electrician, who attested. Mr. Baker said that 
all his other men had joined up, and without Climpson he 
would be like a ship without a rudder. Three months were 
allowed. 

Woking Tribunal has granted two months’ exemption to 
J. S. Fowler (23), electrician, appealed for by the Electric 
Supply Co., Ltd. 

At Eastleigh. on November 21st, the British Westinghouse 
Electric and Manufacturing Co., Ltd., appealed for six men 

engaged on work at Eastleigh in connection with the electrifi- 
cation of the London & South-Western Railway Co.’s sub- 
urban lines. It was decided that three of the men, who are 
unmarried, should join up at once; the other three were 
allowed three months each. 

Wantage Tribunal has granted exemption to March Jst 
to Mr. W. A. Noble (41), manager of the Tramway Co., on 
his joining the Volunteer Defence Corps; the same term to 
J. К. Wilkins (32), fitter and erector. appealed for bv the 
company; and to January lóth to R. Skinner (32), tramway 
conductor. 


BUSINESS NOTES. 
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Lamp Manufacture in the U.S.A.— Licences to manu- 
facture tungsten filament lamps under the Just and Hanaman 
patents are being issued hy the General Electric Co., of Schenee- 
tady. owners of the patents, the validity of which has been 
recognised by the U.S. Courts. The owners could have shut down 
the independent lamp makers, but preferred to issue licences rather 
than to destroy the capital invested in their businesses. The 
licences permit the licensees to continue to manufacture lamps up 
to the same percentage of the General Electric Co.'s output in any 
year a3 they were manufacturing in 1915. The licensees are not 
restricted as to selling prices, but must not use the trade name 
" Mazda," and will not have tho benefit of the research work carried 
on by tho owners of the patent. І 

The effect ot the decision is to put ап end to the importation о 
tungsten-filament lamps into the United States. The Llectrica/ 
World states that the Laco-Phillips Co.. the defendants in the 
case, who were large importers of lamps from Holland, have gone 
out of business so far as the United States is concerned. Before 
the war there was a very appreciable trade in foreign-made lamps. 
wmoatly.of the miniature type; but in September; 1914, the prige 


of American lamps was lowered to a value that could not be met 
by foreign manufacturers. 


Book Notices.—‘ Proceedings of the American Institute 
of Electrical Engineers." Vol. XXXV. No. 11. November, 1916, 
New York: The Institute. ^ $1. | 


‘Scientific Papers of the Bureau of Standards.” No. 294. 
“ Freezing Point of Mercury.” Washington: Department of 


Commerce. 
"Spon's Electrical Pocket Book." 
London: E. & Е. N. Spon. Price 6s. net. 


Trade Announcements.—Merssrs. ALBERT DICKINSON, 
Ітр., of 19, Upper Mill Hill, Boar Lane, Leeds, have circularised 
their customers, stating that owing to the preseure of military 
necessity they are compelled temporarily to suspend operations, 
They have arranged with Messrs. Wallis & Watson, of 26, Park 
Row, Leeds, to take over the business pro fem. ` | 

New offices and showrooms for the electricity department, have 
been opened at 1, St. James's Street, by the Taunton T.C. 

To meet the demands of increasing business, the directors of the 
VULCAN BOILER AND GENERAL INSURANCE Co. LTD. have 
decided upon certain rearrangementa of, and additions to, the 
official staff at the head office. which will in future be con. 
stituted as follows :—C. Bullock, Wh.Sch., A.M.Inst.C.E., managing 
engineer; J. M. Dale, F.C.I.S., managing secretary ; Frank Н. 
Bullock, A.M.Inst.C.E., deputy managing engineer; G. R. Vine, 
assistant secretary and accountant; R. Quinney, assistant 
secretary and agency superintendent; J. Cauthery. chief boiler 
engineer; E. H. Scholes, departmental chief, consultative depart- 
ment. 

THE INDO-EUROPEAN TELEGRAPH Co., LTD., announce that the 
whole of the radio-telegraphic business hitherto carried on by that 
company has been transferred to Messrs. Creed & Co., Ltd., telegraph 
engineers, East Croydon, to whom should be addressed all communi- 
cations on subjects previously dealt with by the company. The 
board of directors of Creed & Co., Ltd. (until recently known as 
Creed, B lle & Co., Ltd.) has been enlarged to accommodate, amongst 
others, two directors of the Indo-European Telegraph Co..Ltd. A 
fuller announcement concerning Messrs. Creed & Co.'s developments 
appeared in our issue of November 17th, page 545. 


Dissolutions and  Liquidations.—SHAw WIRELESS, 
LTD.—According to an Australian paper, this company is winding- 
up voluntarily, with Mr. І. J. D'Antoine, of T. and С. Buildings, 
Elizabeth Street, Sydney, as liquidator. 

GOODENOUGH & SKINNER, motor engineers, electricians, &c., 62, 
Hampton Road, Redland, Bristol.—Messrs. W. D. Goodenough and 
J. B. Skinner have dissolved partnership. Mr. Goodenough attends 
to debts, &c., and will continue the business. 

LEITNER ELECTRICAL Co.. LTD., Maybury, Woking.— December 
14th is the last day for receipt of proofs for dividend. Liquidator, 
Mr. G, E. Corfield, 119, Finsbury Pavement, E.C. 


Patents and Alien Enemies.—Application has been 
made to the Board of Trade by the North British Rubber Co., Ltd., 
for the avoidance or suspension of Patents Nos. 11.530/13 and 
11,615/13, granted to Fa)benfabriken vorm. Friedr. Bayer & Co. 
for the vulcanisation of rubber; the hearing was fixed for 
yesterday. 

Applications for the grant of licences in respect of Patents Nos. 
12,777]13 and 12,661/14, granted to Newton on behalf of the same 
alien firm and in respect of the same subject, have’ also been made 
by the North British Rubber Co., Ltd., and were to be heard 
yesterday. 

The suspension order dated August 17th, 1915, granted to Messrs. 

. G. Н. Forrester and G. Marsh in respect of Patents Nos. 12.865/05, 
12,869/05, and 12,870/05, for the tdetinning of tin plates, has been 
revoked. 


Patent Restoration.— Application has been made by 
L. St. C. Brach for the restoration of Patent No. 18,513 of 1911 
for " Improvements in soldering composition paste." 


Catalogues and Lists .—Mxssns. Е. HUSBAND, LTD., 
Craven House, Kingsway, London, W.C.—lIllustrated circulars 
giving prices and particulars of Husband-Quead electric fires and 
Ensign electric fires. І | | 

THE B.T.H. Co., LTD., of 77. Upper Thames Street, E.C.. have 
issued the first of a series of incandescent lamp handbooks. [t 
gives a great deal of information and data regarding Mazda lamps 
of both vacuum and half-watt types, suitable for general illumina- 
tion, train lighting, projector work, &c. There is also a glossary of 
technical terms used in connection with glow lamps, as well as 
rules and terms for the sale of Mazda lamps to private consumers. 
trade users and re-sellers. The handbook (56 pages) illustrates to 
scale all the forms of standard lighting lamps falling under the 
heading of Group I, and rives detail of size, type of cap, efficiency. 
wattage, voltage range, illuminating output in lumens, standard 
packing quantities, &c. Readers who have not received copies can 
have same on application. 

THE STERLING TELEPHONE AND ELECTRIC Co., LTD.. 210-212, 
Tottenham Court Road, London, W.—Publication No. 244 (eight 
pages) containing a description of their mining bells and relays, 
specially constructed with parallel windings for use in fiery mine:, 
in order to comp!y with the new Home Office Regulations. 

GENEBAL ELECTRIC Co. LTD., 67, Queen Victoria Street, 
London, E.C.—A folder (O.S. 2,061) has been issued. giving prices 
of Osram drawn-wire lamps. It bears the coloured `“ Elephant ` 
design "Osram the Strong." already referred to in these columna. 
Copies are being supplied to the trade, overprinted with their name 
and address. The company has also issued to the trade ад effeotive 
winddw bill (20 in. x 30 ід.) of the ваше design. . 


By W. H. Molesworth. 
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LIGHTING AND POWER NOTES. 


Australia.—The N.S.W. Public Works Department is 
making inquiries in connection with the proposed eleetric lighting 
«cheme for Wollongong. The Department has in hand a compre- 
hensive scheme for lighting the towns on the south coast, and on 
the table lands from the power house at Port Kembla, and probably 
before long Bowral, Moss Vale. Mittagong, and the mountain towns 
may be lighted from this source." The price of materials is chietly 
retarding the negotiations. 

The Melbourne (Victoria) City Council has been advised by the 


Electric Supply Committee that it has been found necessary to ` 


install an additional 5,000-Kw. yenerating plant, so that it may be 
in operation during the winter of 1918; the cost is estimated at 
£22,500. The demand for power is increasing at the rate of 2U per 
cent. yearly, and it is expected that the same rate of expansion will 
ае іп the future. Tenders аге to -be invited for the plant.— 
Tenders. 

A deputation recently waited on Mr. H. McKenzie. Minister of 
Water Supply, with a view to securing extended rights to the use 
of the water of the Kiewa River for hydro-electric power. The 
proposal is to establish on the higher reaches of the Kiewa River 
hydro-electric works to distribute electricity in the country districts 
and down as far as Melbourne. Underthe Water Act the syndicate 
could only secure a 15 years lease, and it is desired to have this 
extended to 50 years. 

A special Act of Parliament would be necessary. and the deputa- 
tion asked that provision might be made for the Government to 
fix the prices of supply. and for the State to take over the whole 
concern if thought fit. 

The Minister said the Water Commission had no objection to the 
ayndicate using the water for power production ; .he could not hold 
out any hope that a Bill could be introduced this season. but he 
would bring the request before the Cabinet. 

The Brunswick City Council is raising а loan of £7,500. of which 
£5.000 will be devoted to extending the electric lighting throughout 
the municipality.— Velbourne Aye. 

A representative deputation has interviewed the Victorian 
Premier to protest against any proposal to compulsorily take over 
the Melbourne City Councils electricity undertaking and place it 
under the control of a proposed tramway trust. The Premier 
mentioned that a Sub-Committee had been appointed to consider the 
matter and prepare a draft Bill; no decision had been come to. and 
he promised that the representations of the Committee should be 
considered. 


Baildon (Yorks.).—PRov. OnpER.—The B. of T. has 
agreed to extend the powers obtained by the Council in 1913 in 
respect of the supply of electricity : the matter has arisen owing 
to & recent proposal to supply electricity in the district. 

Bingley.—The D.C. has resolved upon the adoption of 
the maximum demand system as an alternative system of charging 
for energy supplied for lighting ; also to charge for energy sup- 
plied for power £3 per annum per metered H.P. required. plus 
1. per unit supplied. 


Birmingham.—In order to enable the Electric Supply 
Committee to give the necessary supply of electricity to the tram- 
ways, it is suggested that the power load should be reorganised, 


and if the necessary approval can be obtained, it is hoped that the : 


. tramway difficulty will be overcome. 


Bury.— LINKING-UP. —The chairman and deputy-c dans 
man of the Electricity Committee, the town clerk and the electrical 
engineer have been deputed to attend any conferences which might 
he held on the question of interconnection of electrical under- 
takings in the district, the Committee being in agreement with 
the general idea. 


Cahirciveen (Co. Kerry)—E.L. ScHEwE.—A public 
meeting decided to urge the Council to adopt an electric lighting 
scheme for the town. 


Chile.— Permission has been granted to Senor Victor 
Leon Nunez to utílise the Rio Chillan for the production of power 


required in connection with the electric lighting of the town of 
Chillan. — Воаға of Trade Journal. 


Colombia.—The Municipal Council of  Peusilvania, 
Department of Caldas, has been authorised to raise a loan of £3.000 
for an electric power plant ; the Municipal Council of Angostura, 
Department of Antioquia.to raise a loan of £500 for an electric 
power installation ; and the Municipal Council of Venecia,.Depart- 
ment of Antioquia, to raise a loan of £1,000 for an electric power 
plant and aqueduct works.— Board of Trade Journal. 


Continental.—AÀ v8TRo-HUNGARY.—O wing to the serious 
condition of the Buda-Pesth finances. the Municipal Council has 
decided to raise the prices of sas. electric light, and water, hoping 
to raise an additional revenue of £300.000 to 330.000. — Times. 

SPAIN.—La Sociedad Energia Electrica Cataluna, of Barcelona, 
has applied to the authorities of the Province of Lerida for a con- 
cession to establish а. hydro-electric plant of- about 4,800 H.P. оп 
the River Noguera de Cardos, near Tirvia. . 

PoRTUGAL.—Concessions have been granted to Senhor Martinho 
Pinto de Miranda Montenegro, of Castelo de Paiva, to use the 
Rio Paiva, at two different points in the Aveiro district, for the 
generation of electrical energy. Two hydro-electric power stations 
are to be established, each having three sets of turbo-generetors ; 
wach turbine is to be of 9.500 Б.р. Бен? af Toae Гита, 


Cork.—The Trafford Co.. Manchester, а branch of the 
Ford motor concern, U.S.A.. is in negotiation for the establish- 
ment of works which it is expected will involve an extension of 
electric lighting and power. 


Dover.— Tlie T.C. has further postponed the question of 
installing a new turbine set in place of the smaller sets at the elec- 
tricity works. The question was held over a year асо. An addi- 
tional loan of £3.484 to meet the cost of laying a new cable to 
East Cliff is to be taken up. 


Dundee.—PLANT EXTENSIONS Electricity. Coni- 
mittee of the T.C. reports that the Scottish Office has sanctioned 
the expenditure -of £27,000 for proposed extensions, on condition 
that a contribution of £5,000 towards the cost of the contemplated 
extension is made out of revenue. and that provision is made for 
reduction of the loans raised under the present sanction by 
setting aside annually to a sinking fund not less than 4 per cent. 
of the amount borrowed. 


Epsom.—PrRovisionaL | OnpER.— The South Metro- 
politan Electric Tramways and Lighting Co.. Ltd., is applying for 
a provisional order for the supply of current in the parishes of 
Ewell and Cuddington, in the area of the Epsom R.D.C. 


Exeter.—It was reported to the T.C. that the present 
stock of electrical materials cannot be increased, and that when 
it was used up no further E.L. connections could be made. 


Falkirk.— PRICE [NCREASE.—A proposal to increase the 
price of electricity for power by 19 per cent. is being considered 
by the T.C. 


Llandudno.— PRICE or Evectriciry.—The Electricity 
Committee has considered the statement showing receipts and 
expenditure during the vear ended March 31st. and also for the 
half-year ended September 30th. and reports that it appears that. 
the increasing loss on the undertaking is due to the higher price of 
fuel; it was therefore recommended that the Council raise the 
flat rate for electricity to ка. per unit. and other rates in propor- 
tion, which. however. the Council declined to do. 


London.— HANMERSNMITH. — The Electricity Committee 
reports that it is still in negotiation with the Battersea and Fulham 
B.C.s upon the proposed linking-up scheme. In the meantime, a 
suggestion has been received from the Fulham B.C. that the Ham- 
mersmith Council should take over some of its load for a period of 
six months or so. pending the carrying out of certain important 
alterations to the Fulham electricity works. . The engineer has 
reported that this can be done in such a way as to form a part of 
the proposed larger and permanent linking-up scheme, by connecting 
the ordinary high-tension mains at a sub-station in the Fulham area 
near the Hammersmith boundary, the only apparatus to be pur- 
chased being two auto-transformers necessited by the difference in 
the two pressures of the respective undertakings. This will enable 
a temporary bulk supply of approximately 400 KW. to be given to 
Fulham, and the Committee recommends that it be carried out. 

The Committee reports tnat the mains laid by the Council's con- 
tractors for the bulk supply to the Chiswick Electricity Supply 
Corporation are now in position and available for supply at any 
time. 

Application is to be made for sanction to a loan of £2,000 for 
the purchase of cable and apparatus on the termination of the 
contract. 

STEPNEY.-.- The B.C. has been recommended that all charres for 
electricity supplied. including meter rentals, except in cases where 
there are special contracts, should be increased by an additional 
134 per cent., making a total increase on the pre-war rates of 
334 per cent.. to commence with. and include, the accounts to be 
rendered for the month of November. 


Market Drayton.—The Blore Heath R.D.C. has given its 
consent to the Market Drayton Electric Light and Power Co. to 
supply electricity to Peatswood, Tyrley Castle and Tern Mill. 


Midlothian.— The electrical plant of the Arniston Oil 
Co. is being duplicated. 


New Zealand.—Mr. Evan Parry, the chief electrical 
engineer of the Lake Coleridge (Government hydro-electric) 
scheme. in his report on the year's operation to March 316, 1916, 
states that 4.560.260 units were generated and 3.994.757 units sold : 
the maximum load was 1,328 KW., the average load 555 KW. and 
the load factor 41°8 per cent., while the connected load was 
6.893 KW. Operating expenses amounted to £9,383. making, with 
depreciation and interest (£16,783), a total of £26,166. The 
revenue was only £8.255. resulting in a deficit on the year's work- 
ing of £17.911. Three generating units were originally installed, 
equal to 6,000 H.P.; 12 months ago the demand for electricity 
warranted the installation of a fourth unit of 2.000 H.P., and the 
expanding business now necessitates the addition of a fifth unit of 
1,000 H.P. Contracts to the extent of 8,000 H.P. have already been 
entered into, and when the power under these contracts is supplied 
it is expected that the plant will be earning sufficient to pay 
interest in full. as well as working expenses, and possibly leave a 
small surplus towards sinking fund and depreciation. The total 
capital expended to March 318, 1916, was £310,797.— Cummon- 
weaith Enginzer. 


Rawtenstall. —The T.C. has received sanction to the 
borrowing of £107 for traneformers in connection with the supply 
of electricity to Haslingden, and 4200 for the provision of a trans: 
former in connection With the supply to a local drm, 
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Таѕтапіа, — The Government has obtained a loan of 
£150,000, at 6 per cent.. from the Commonwealth Bank, for the 
Hydro- Electric Depart ment. to enable it to supply 3.500 H.P. to the 
Hydro- -Electric Co.. 1.000 H.P. tothe Amalgamated Zinc (de Baray `s) 
Co. and 2.000 H.P. -to consumers in and around Hobart.—- 
Commonwealth Engineer. 


West Ham.—The electrical engineer is to report on the 
plant capacity at the generating station, and to supply certain data 
in connection with the linking-up proposals. 


Willesden.—It is reported that the Daylight Saving Act 
during the midsummer quarter reduced the private aig rhting revenue 
by £518 as о. with the previous year. During the two 
ae quarters 2.735.843 units were purchased from the Power 

Co.. the average tost being, for the June quarter, “725d. per unit : 
Michaelmas quarter, “717d. per unit, being a reduction as compared 
with the previous year. 

Application is to be made to the L.G.B. to sanction the borrowing 
of £5,000 for mains extensions; the Board has sanctioned a loan of 
KE 2.SST for certain urvent work. 


TRAMWAY and RAILWAY NOTES. 


Australia. — The quarterly report of the Prahran and 
Malvern Tramways Trust. to September 30th, shows that the 
revenue for the quarter was. £33,619: the passengers carried were 
5.243.875. and the car mileage. 590,515 miles. During the year 
ended September 30th the total number of passengers carried was 
23.095.142. and the total revenue from fares was £ 150.444. 

Having practically completed arrangements for the borrowing of 
E 100,000, the Footscray (Victoria) Tramway Trust has decided to 
make an early start with the construction of four of the five short 
lines in the scheme, each of which has its terminus at the Footscray 
Railway Station ; the Trust recently obtained an Order in Council 
authorising this work.— Traders. 

A deputation from the Municipal Trani ays Conference recently 
waited on the Premier of Victoria on the question of tramway 
control. The deputation protested against any proposals to consti- 
tute а permanent tramway authority not composed of repre- 
sentatives from the Municipal Councils. and strongly objected to 
the proposal to take away from the Municipal Councils the owner- 
ship and control of all tramways in the metropolitan area: 
objection was also made to the insertion in the proposed Tramways 
Bill of any provision for subsidising the Railway Department out 
of tramway revenue. 

The Premier. in reply. said that. the Government was fighting for 
municipal ownership аз against nationalisation : the real point at 
issue was as to the question of management. He would. however. 
subinit the views of the deputation to his colleagues in the Cabinet. 
As regards the subsidy, he was afraid the deputation had not 
looked at it from & broad standpoint. The metropolitan area had 
been largely developed by the railway system at the expense of the 
people as à whole, If by any chance the tramways were going to 
compete with that system. it only seemed fair that something 
should be paid for the right to compete. He could not hold out 
any hope that the Government was likely to vary the proposals, 
which would be thrashed out in Parliament. — Melbourne Age. 

The effect of the suburban electric tramway services on the 
railway revenue is discussed in the annual report of the Victorian 
Railway Commissioners, who estimate the decrease on the Essenden, 
Prahran-Malvern and Hawthorn-Camberwell lines at £60,945 per 
annum. The Commissioners say :— "So long as the existing 
principle governing the construction of tramways is continued. the 
proposition that the railways should in some way be compensated 
from the tramway receipts for the loss of revenue resulting from 
the competition of the tramways. though open to criticism, is, 
perhaps. on the whole. an equitable arrangement, but they con- 
sider that the adoption of such: a scheme should not be regarded as 
finally disposing of the problem arising from the conflicting 
interests of the railway and tramway systems." 

The Commissioners express the belief that much of the traffic 
lost will b» regained after the suburban lines are clectrified.— 


Commonwealth Engineer. 
/ 


Bradford.— TICKET Вохкых.—ТЇһе practice of the 'Тташ-: 


way Department of attaching boxes for used tickets to the cars, 
results inthe saving of 12 tons of used tickets yearly. which will 
sell for £2 per ton. 

The Tramways Committee has decided that the tramway service 
of the city shall be entirely suspended on Christmas Day. 

A Sub-Committee has been appointed to meet the tramway 
workers in connection with applications by sev eral sections of the 
staff for advanced waves. 


Continental.—Sra1N.—The (zucela. de Madrid. publishes 
a notice authorising the Sociedad Tranvia del Este de Madrid to 
undertake the construction and working of an electric tramway in 
Madrid from the Calle de Alcad to the Calle de Diego de Léon.— 
Roard of Trade Journal, : 


Dublin.— The Dublin ( Electric) Tramways Co. last week 
inauzurated a new service between Westland Row and Fair View. 
linking up the Dublin and South- Eastern. Railway and Great 
Northern Railway termini. > 


~ 


Halifax.— he Tramways and Watch Committees have 
decided to make representations in the proper quarters for more 
light in the streets and for power to have better head lights on the 
cars, owing to serious nerve strain on the tramcar drivers. 

The attitude of the Committees in appealing to the lighting 
powers for some moderation of the lighting restrictions. is 
endorsed throughout the cities and towns of the West Riding. 
where an agitation for better street lighting has recently been 
spreading amongst local authorities, the view being that the 
restrictions are excessive and cause dangers out of all proportion 
to the purposes of the restrictions, 


Lancaster.—EuLrcTRIC BUSES. Two Edison battery 
"buses. each to accommodate 22 passengers, and having a speed of 
12 miles an hour. have been delivered to the Corporution. The 
chassis of a third ‘bus was lost at sea ; all the bodies were supplied 
by the Brush Co. 

Newcastle.— Аз the result of a conference between. the 
Tramways Committee and the managers of the amusement houses 
in the city last week, it was decided to stop all cars at 10 o'clock, 
It was explained that the strain upon. the tramway employes had 
reached breaking point. 


Rawtenstall.—W лс Ех. Тһе T.C. on Thursday decided 
that in future there should be no war bonus for tramway employés, 
and in lieu thereof drivers and conductors will receive 4d, an hour 
more than at present and the shedmen Id. an hour more. 


x 


TELEGRAPH and TELEPHONE NOTES. 


Bolivia, —A radiographie station was inaugurated last 
Saturday at Viacha, which permits of wireless communication 
het ween Bolivia and Argentina.— Reriew of the Rirer Plate. 


German Wireless.—It is reported that during October 
300.000 words were sent over the German wireless routes to 
America, During the winter, improvements and enlargements of 
the principal stations will enable the service to be still further 
increased. 

It is reported that a Dutch company is being formed with the 
support of various bi; shipowners forthe manufacture of apparatus 
for wireless installations on board Dutch and other ships, with a 
view to being independent of the British Marconi Co. and the 
German Telefunken Co.- -7he Times. 


New Zealand.— The N.Z. Government, is negotiating 
with the Eastern Extension Cable Co. with a view to the removal 
of the cable station from Wakapuaka to Wellington. The Auck- 
land wireless station, which has been closed since May. 1915. has 
heen reopened, and the Government has decided to erect a station 
at Rarotonga.--Z. and T. Age. 


South America.—The Western Union Telegraph Co. i5 
making arrangements to extend its activities to South American 
countries, which at present are connected with the United States 
only through the Central and South American Telegraph Co. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYDNEv.—January 3rd. N.S.W. Railways 
and Tramways Department. 50-ton electric overhead travelling 
crane for Yarra Street power-house, Newcastle.” 

January 8th. Municipal Council Electric Lighting Department. 
33.000-volt switchgear. E.L. Department, Town Hall. Specifica- 
tion 108. 6d.* 

January 22nd. Electrical plant (converter, battery, booster. and 
switchboards) for the Castlereagh Street sub-station, for the Muni- 
cipal Council. Specification from E,L. Department, Town Hall.” 

QUEENSLAND.—December 12th. P.M.G.’s Department. Caps 
and lamps for switchboard, covered wire, benders, sleeves and 

tapes. See "Official Notices " to-day. 

January Ist. P.M.G.s Department. Cords, switchboard, parts 
ik accessories. measuring instruments and telegraph instruments. 

Official Notices " to-day. - 


dinge —D.C. Electric light installation. at Public 
Baths. The Engineer, Council Offices. 


Bradford. — December 5th. Motor-driven ог other 
mechanically propelled road-sweepfng machines. W. Н. Inger. 
Superintendent to Street Cleansing Department, Harris Street. 


Electric motors and starting 


—January 5th. 
Cape Town Dock Road 


panels. for the Corporation’ Eleetricity Department, 
Cape Town," 


VoL 79. No. 2.036, Окскмвкв 1, 1916.) THE ELECTRICAL REVIEW. 


603 


Durban.— January 3rd. Corporation. Опе 3,000-kw. 
steam turbine, alternator, and condensing plant. Specification 
No. 8. 238: drawing No. P. 597, both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 2s. 


Enniskillen.— December 1st. Sligo, Leitrim & Northern 
Counties Railway Co. Twelve months’ supply of telegraph mate- 
rials, Mr. J. Duff, Secretary to the Company. | 


Grenada. — December 318. Government. Electric 
supply at St. George's and suburbs. Tenders to Colonial Secretary, 
Grenada, British West Indies. M un 

Johannesburg. — December Yth. Corporation, — 1,427 
хс. and D.C. electricity meters and 100 time-switches. Specification 
(21s. deposit) from Mr. E. T. Price, General Manager's Office, 
Eletricity Supply and Tramways Department, President Street, 
Johannesburg, W.* 


December 20th. Corporation. Automatic pressure regulators for 


the А.С. turbo-geperators at the power station.* 
January 3rd. Corporation. Iron axles and bushes.* 


London. —1..C.C.—The Stores and Contracts Committee 
recommends that the Committee be authorised to open the tenders 
to be received on December 5th for the supply of electric traction 
rlow-lamps for the Tramways Department under Schedule 17 D. 

The Highways Committee recommends that tenders be invited 
for the supply of about 3,000 yards of trolley wire for tramway 


purposes. р 
New Zealand. — DUNEDIN. — January 24th. Motor- 

generator, accessories and spares. City Electrical Engineer, Market 

Street, Dunedin." \ | 
TAURANGA.—February 12th. Borough Council. Supply of six 


three-phase transformers, 11.000-100 volts. Н. W. Clime & Sons, 
Consulting Engineers, Raetihi.—.V.Z. Shipping and Commerce. 


Spain. — The municipal authorities of Alberique (Province 
of Valencia) have just invited tenders for the concession for the 
electric lighting of the town during a period of five years. The 
electric lighting contract for a period of one year in the town of 
Albarda, in the same province, was also lately up for tender. 


Trimdon Grange (Co. Durham).— December 3rd. Six 
months’ supply of electric fittings. Storekeeper, Trimdon Grange 
Colliery. | 


Warrington, —December 12th. Electricity and Tram- 
ways Committee. Twelve months’ supply of earthenware conduit. 
See " Official Notices " to-day. | 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London 


— —— M — Cee 


CLOSED. 


Australia, —P.M.G.'s Department, N.S.W. :— 


12% miles of | 
B.I. & Helsby Cables, Ltd. 

P.M.G.'s Department, Victoria :— 

One Wheatstone transmitter and one ditto receiver, £167.—Messrs. Noyes 
Bros. (Sydney), Ltd. 

Trades and Customs Department :— 

Wireless apparatus for use of the lighthouse service, £HU5.—Messrs. 
G. Weymouth Pty., Ltd. 

Home Affairs Department :— | 


Installation of electric lighting plant at North Head quarantine station, 
£426.—Messrs. Sutherland & Ashman Pty., Ltd. 
Glasgow. — The Tramways Committee recommends 

acceptance of the following :— | 
Chilled brake-blocks (three months’ contract).—Miller & Co., Ltd. 
Glass (three months’ contract).—Pilkington Bros. 
Glass (six months' contract).—Chance Bros., Ltd. . 
Car-wheel tires (віх months’ contract).—Brown, Bayley's Steel Works, Ltd. 
Malleable castings (six months’ contract).—Alex. Shanks & Son, Ltd. 
Iron and steel bars (six months’ contract!.—P. & W. MacLellan, Ltd. 
Springs (six months’ contract).—L. Sterne & Co., Ltd. 
Oils (six months’ contracti.—John Murray & Son, Ltd.; Marks & Johnston; 
‚апа J. & D. Hamilton, Ltd. : 
Paints (six months’ contract).—Blacklock & M'Arthur ; Hird, Hastie & Co. ; 
| J. S. Craig & Co., Ltd. ; and Lewis Berger & Sons. 
^ Tron and steel стар for disposal (six months’ contract).—John Jackson and 
Co.; P. & W. MacLellan, Ltd. ; and David Smith. 


London.— HAMMERSMITH.—The Electricity Committee 
recommends that the Main Colliery Co.. Ltd., be paid the authorised 
Increase of 2s. 6d. per ton for all deliveries subsequent to June lst, 
1916, under their contract for the supply of Welsh steam coal. with 
the exception of deliveries which should have taken place prior to 
that date; and that their contract for the supply and delivery of 
150 tons weekly of Welsh coal be extended for a further 12 months 
from November Ist, 1916, at the price of 28s. 24d. per ton ; and 
that the offer of Messrs. Cory Bros. & Co. to continue the supply of 
100 tons weekly for a further six months from January 186, 1917, 
of Aberclwyd rough small coal, at 278. per ton, be accepted. 

Rawtenstall.—Corporation. 4.000 tons.of. slack for the 
clectricity worka : J; Morris & Co. i 2 


per-insulated lead-covered cable, 100 pairs, £20,189.— 


reach the box. 
‘heel came into contact with a live wire, and he fell to the ground, 
'& distance of 20 ft. 


FORTHCOMING EVENTS. 


Salford Technical and Engineering Association.—Saturday, December 

. 2nd. At З p.m. Visit to Messrs. Lancaster & Tonge, The Lancaster 

Works, Pendleton. At 6.30 p.m., at the Royal Technical Institute, annual 
general meeting. 

Royal Society of Arts.—Monday, December 4th. At 5 p.m. At John Street, 
Adelphi, W.C. Howard Lecture, ** Coal and its Economic Utilisation," by ` 
Prof. J. S. Brame. 

Institution of Post Office Electrical Engineers (London Centre).— 
Monday, December 4th. At 6 p.n. At the Institution of Electrical 
Engineers, Victoria Embankment, W.C. Paper on “ The Western Electric 
Co.'s Auto-Tele. System,” by Mr. B. О. Anson. 

Institution of Civil Engineers of Ireland.—Monday, December dth. At 
8 p.m. At 35, Dawson Street, Dublin. Ordinary meeting. 

Engineers’ Club.—Tuesday, December 5th. At 7.30 p.m. At Albert Square, 
Manchester. Debate on ** The Decimal System,” to be opened by Mr. E. C. 
Barton. 

Greenock Electrical Society.— Tuesday, December 5th. 
to Messrs. John Drummond & Sons, Ruc- End Street. | 

Institution of Civil Engineers.—Tuesday, December 5th. At 5.30 p.m. At 
Great George Street, Westminster, S.W. Discussion on paper '' Keadby 
Bridge," by Mr. J. B. Ball; and paper on ‘Experiments on Earth 
Pressures,” by Mr. P. M. Crosthwaite. 

Rontgen Society.— Tuesday, December 5th. At 8.15 p.m. At the Institution 
of Electrical Engineers, Victoria Embankment, W.C. Ordinary meeting. 


At 7 p.m. Visit 


‘Institution of Electrical Engineers (Birmingham Local Section).— 


Wednesday, December 6th. At 7 p.m. At the University, Edmund Street. 
Taror on “The Parallel Operation of Electric Power Stations," by Mr. 
. 8. Peck. 


Chemical Society.—Thursday, November 7th. 


At 8 p.m. At Burlington 
: House, Piccadilly. Ordinary scientific meeting. 


NOTES. 


“ Safety First,"—2A movement is on foot to carry out a 
“Safety First " campaign for the London area, and a Conference 


. wil be held at Caxton Hall, Westminster, this afternoon, at 


3 o'clock, to explain the objects of the campaign and to elect a 
Council. The notice convening the meeting is signed by Mr. H. E. 
Blain, operating manager of the London General Omnibus Co., 
Ltd.. and London Underground Railways. and the main purpose 
of the movement is to reduce the dangers to passengers and 
pedestrians arising from the existing condition of traffic in the 
streets by organising a scheme for the education of the public and 
the instruction of employés. i 


The Marconi and Telefunken Companies.—In reply to 
questions in the House of Commons, on Tuesday and Wednesday 
last, Mr. J. A. Pease stated that the Government were satisfied that 
there had been no connection between the Marconi and Telefunken 
Companies since the war began. He had seen the agreement which 
existed between them before the war, and found that, as the com- 
pany had stated, it solely regulated rival interests, and did not 
enable the Germans to obtain information which they could not 
otherwise secure. The operators on British ships were British 
subjects. and in no case of enemy parentage. 


The Coal Trouble in Australia.—The Times states that 
it is now a punishable offence in Australia for any electric under- 
taking or gas company, without official consent. to supply motive 
power to any unspecified industry. Specified industries are those 
connected with the public services. Coal and coke may not be used 
for industrial purposes except by special permit. 


Sale of Enemy Holdings.—From an advertisement which 
appears in our pages to-day, it will be observed that the Public 
Trustee is inviting tenders for the purchase of 2,099 ordinary 
shares of £1 each in the Flottmann Engineering Co., Ltd., Cardiff, 
makers of Flottmann compressed-air hammer drills. 1 


Whist Drive.—The Meter Department of Messrs. Ferranti, 
Ltd.. Hollinwood. held à very successful whist drive and dance on 
Saturday, November 25th. at Copster Hall, Oldham. Mr. O. Coupe 
presented the prizes. Refreshments were served, and dancing was 
afterwards enjoyed. Mr. C. Finch conducted the drive. Mr. 
F. Buckley officiated as M.C. Mr. N. Collinson proved a capable 
pianist. The profit is to be handed over to the Soldiers’ Fund. 


Export Prohibitions —A Supplement to the Board of 
Trade Journal of November 30th contains complete lists of articles- 
which, according to the latest information received by the Board 
of Trade. are prohibited to be exported from Norway. Portugal, 
Roumania, Russia, Spain, Sweden and Switzerland. This Supple- 
ment also contain u reprint of the United Kingdom Contraband 
List.” 

Fatalities.—An inquest was held at Eston, near Middles- 
brough, last week, into the death of a mechanical engineer named 
Walker. aved 23, who met his death at the steel works of Messrs. 
Bolckow, Vaughan & Co. Ltd. It was stated that deceased was 
called to attend to the coupling on the top of the electric crane. 
To do so he had to get into the cabin of the crane, and he attempted 
to do this by stepping from the platform. as was customary, 
instead of getting in by the steps provided for that purpose. He 
hung on to a girder, but being short in stature, he was unable to 
He swung his body, and the result was that his 


Verdict : * Accidental death." 

A workman was killed at the works of Messrs. Thwaites Bros., 
ironfounders, Bradford. on the 22nd inst. His arm came in 
contact with the feed arm of an electric arc furnace on which he 
was engaged. and he died before reaching the infirmary, ~~ 
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г High-Temperature v. Low-Temperature Carbonisation In connection with the provision of char 
0 


the ging facilities on the 
oal.—Our contemporary, the Jron and Coal Trades Review, route from London to Birmingham, corresponde 
in th 


nce waa read from the 
е course of some notes op by-product coking and to the electric aupply department of the City of Coventry, 
publicity which has rece 


^vi thatthey were unable to ive any facilities for charging and f 
ntly been’ given to low-tem rature y а E y faciiitie arging.and from the 
carbonisation of coal, remarks That aw far as the electrical side manager of the Northampton Electric Light and Power Co., promis- 


У will consider 
rging plant. They have decided to adopt 


eni ill The secretary was instructed to lay before the Minist 
ron p MI Munitions the viows of the Committee as to permission being 


plant will produce equally granted to British electric vehicle maufacturers to continue manu- 
good or better results. To the electrical engineers it is merely a facturing electric vehicles for commercial purposes. Рену 
question of getting a supply of fuel at a rate slightly less than It was decided to invite the Institute of Automobile Engineers 
they are compelled to pay at present. All low-temperature and the British Rubber Tyre Manufacturers Association to поі. 
carbonisation plants suffer from one great drawback, viz., they nate a representative upon the Committee ; it was also decided thar 
have in thems eae satisfactory 


outlet for their gas, and hence the official designation of the Committee in future should be : “The 


-oven plante auspices of the Incorporated Municipal Electrical Association." 


is economical] а success, but until dit; it tly, low- А communication was received from the Anderson Electrie Car 
perature CR bo Ratios aano be. Аека revenue Co., of Detroit, stating that they were arranging to fit the BV. 
per ton of coal is derived approximately in the following way : чы plug to all electric vehicles exported to Great Britain and 
From the coke. three-eighths : from the gas, a half ; from the by- Н : | Wer 
products one-eighth. On a coke-oven plant, the proportions may It was decided to recommend to the Accumulator Section of the 
taken a8—coke, four-fifths 


; gas, one thirty-fifth ; by-products, В.Е.А.М.А. that in.the case of lead-plate batteries on electric 
six thirty-fifths, the proportio in 
Now, with a low-temperature 


te Agai Cardiff, chairman of the Joint Committee dealing with this subject 
d Gone nm It was resolved that the Committee should E of "x the ae 
tatives invited to themeeting. Mr. Arthur Ellis, Cardiff, was elec 
same value as coke-oven coke: the gas is worth no more than the d Y ne : А 
Pap RU | chairman and Mr. Lewis W. Dixon, Merthyr, vice-chairman and hon. 
Р па hos оаа КАМ ifthe gr Plant. "It Secretary, and the Mr W. A. Chen muerte eledted members of 
will be seen, then. that the balance is against low-temperature Sub-Committee ps uon Mini iid M oa А. Nichole Moore 
А : . | ly carbonising bution Co.), Mr. William Burr (Swansea ‚ Mr. A. Nicho 
et purely i te (Newport). Mr. G. H. Thomson (Neath), Mr. J. E. Teasdel (Ponty. 
with gasworks or coke over" AOS ene CO xL D M I N Bowman (Porth) and Mr. J. С. Howell (Llanelly). 
Referring to the Brighton Corporation proposal, it says :—“ From The secretary was 11850069 2 Е Соло иш о js 
the point of view of the Brighton Corporation. the scheme is and to arrange a meeting of the Sub-Commit a 


merely one of gas fi g. The whole onus of the carbonisation side information is obtained, in order to consider аа steps.. - | 
18 thrown on the Coalite Co and all that the Corporation has to do " Electrolytic Zinc.—The first of five sections, Composing 
is. to utilise the gas. Тһе gas is to be a mixture of coal gas and 


à > the new zinc refinery of the Anaconda Copper Mining Co., at, Great 
c value of approximately Falls, Montana, was placed in operation on September llth. The 


: : : Great Falls are being constructed and, according to the New York 
obtain for 11s. 3d. the same. quantity of heat as they get in a ton Engineering and Mining Journal, would be ready for operation 
of coal at 208. It is estirated that 110 cb. ft. of gas will be : 


"m зно additional units would be operatin at the refinery, and by Novem- 
7j million Board of Trade units, the cost of fuel per unit will be ber Ist the entire slant Seth E capacity of 5,000,000 Ib. to 


| The first week's trial of the new lant proved most, satisfactory. 
no labour: is required for coal-handling, clinkering, &c. The only The zinc is brought in concentrates r EOM 

І complete success of the scheme is the Anaconda. On arrival at Great Falls it is taken first to the roaster. 
successful operation of the Coalite plant, and this appears to be the 


T EN Е buted to leaching tanks having a depth of 20 ft. and a diameter of 

The Engineers’ Club, Manchester.—In addition to the Ў i j 
events announced in our last issue, the followir g further debates c 
have also: been arranged for [Tuesdays, at 7.30 p.m. Dinner thickeners, where the lighter solution containing most of the zinc 
served from 6 p.m. Price 2g. 6d.] :— E i 


January 8th —“ The Magneto in Peace and War." Opened by Lieut - 
. Commander W. A. Bristow, R.N.V.R. 


| electrolytic tanks. These are arran ed end to end with six tanks 
Meu es vd oes His Empire's Metals and the German Octopus.” Opened : y Е 
_ by T. S. Bangham. 


February 6th.—'* Enemy Influences in Great Brit 


ain and their Effect." tank is 5 ft. long, 3 ft. wide an 
Opened by Stafford Ransome, Secretary, 
Association. 


the British Engineers’ anodes and 27 cathodes consisting of aluminium plates, upon which 
M Een the zinc forms. The zinc ів 99°9 per cent. pure. 
F h.—''The E Ts’ Club: What It Is, and What it Might . 
e Opened by Edmund L. Hae meen ees Ground for the new plant was broken on January Ist of this 
perch Olt Engineering and Imperial Production." Opened by T. C. year, and close on $3,000,000 has been expended in the сено 
J er. Р, . . Ф е or 
March 20th.— German Banking." Opened by J. Drummond Paton, | and equipment of this department. The aluminium cathodes 


z | 7 the electrolytic tanks alone represent an investment of nearly 
The Edison Battery.— According {о reports from $300,000. Each one contains 14 1b. of alu 


: Е . ; 20.000 of these in the five sections Of the new plant. 
menos the Edison Battery Co. is at wore ов an improved form of The d pen for each cathode is worth between $4 and 8. In 
ne Wl Kove (Reed тона On ihe. 05 COPDED me is the expense of manufacture. . The plant will use 
same lines, generally speaking, will have the advantaye of a higher 33,000 H.P. when it is operating at capacity.. This power will come 
voltage рег сеп; E from the Rainbow and Big Falls plants of the Montana Power Co.. 
. . . T.. situated within 10 miles of the new refinery. The concentrator at 
Electric Vehicle Committee. —At the last meeting, Mr. Anaconda is completed, and there will be no lack of zino concen- 
E. S. Shrapnell-Smith presiding, Mr.J. A. P nestley, representing trates for the new refinery as soon as the additional units are put 
the Institute of Cleansing Superintendents, took his seat for the into operation. By November Ist it was estimated that fully 2.00 
first time. i ; | tons of zinc ores per day. would be used for this new department. ~ 
In the course of an interesting discussion, Mr. Harrison, MO 


reported | m ee ОЕ ; 
recently against the use of electric vehicles for certain work for . Copper Ргісеѕ.-—ТнЕ WEEK'S CHANG ES.— Messrs. F. 
which he proposed using motor traction, 


This was owing to there Smith. & Co. report, Wednesday, November 29th :— Electrolstic 
i led wi bars rose from £160 to £167 ; ditto sheets, from £178 to £185. 
requirement that the loading rail of the body should not be higher ditto rods, from £169 to £176 ;.ditto n.c. Wire. from ls. &d. to 
than 4 ft. 6 in. above the road level. The particular purpose in 18. 81d ; silicium bronse wire, from 18, 1034. to 1s. 1144. 
view was the quick and easy removal of street s ings from the Messrs. J ames & Shakespeare. report, Wedneaday,. November 
de sid он in ihe streets where they are collected, sad the ath Copper bars (best selected), sheets and rods гове from 6115 
éction of house refuse, | б . 
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Inquiries.—Makers of the * Rex" electric brush and 
" Barker " electric hair drier. of ball and socket insulating beads. and 
of a wrist light, complete with battery and lamp (for ambulance 
purposes), are asked for. 


Legal, —Wi1NN r. CLaRK.—In the City of London Court, 
on Monday, before Mr. E. B. Tattershall. the Assistant Registrar, 
Mr. Edward Winn, of Copthall House. E.C.. sued Mr. John Н. 
Clark, of 144-146, Bethnal Green Road. for £17 ts. 9d. for electrical 
work done and material supplied at his place of business. Instruc- 
tions for the work were given by the defendant to the plaintiff's 
foreman, and an estimate was given amounting to &% `156., but 
during the carrying-out of the work the defendant gave orders for 
extra work and alterations outside the items of the estimate, which 
necessitated extra labour, time and materials. This increased the 
original quotation from “the £8 15s. to the amount now claimed. 
The case had been before the Judge, and the defendant was found 
liable. and the question of the amount had been referred to the 
Assistant Registrar to ascertain what was due to the plaintiff. 
After hearing the evidence. the Assistant Registrar said he thought 
the work was properly done, and he could find no objection to the 
charges for material, but with regard to the hours of labour and 
the evidence as to the fair number of hours, he was disposed to 
think 100 hours sufficient, instead of the 140 charged, and he would 
find for the plaintiff for that time. He must therefore submit to 
a deduction of £2 10s. for the overcharge of 40 hours. Judgment 
for the plaintiff for £14 16s., and costs. | 

LowE t. BLUNDELL.— In the Court of Appeal, November 28th, 
before Lords Justices Swinfen Eady and Bankes. and Mr. Justice 
Lawrence, this case was down for hearing, on the application of 
defendant for judgment or new trial, on appeal from verdict and 
judgment at trial before Mr. Justice Ridley and a special jury in 
March last. 

The matter was mentioned to the Court cn November 17th, 
when. on a suggestion of the Court, the appeal stood over with a 
view to settlement. 

Mr. Parfitt, K.C., now said that since the adjournment of 10 
days granted, the parties had had an opportunity of considering 
the figures which their Lordships had kindly helped them with, 
and the matter had now been settled in terms endorsed on counsel's 
brief. 'The only order he asked for was for payment out to the 
respond« nt Lowe of £350, which was part of the £1.000 paid into 
Court, and the balance to be paid out to the appellant, Mr. Weld 
Blundell himself. 

Lord Justice Swinfen Eady: Out of the money in Court pay 
£350 to the plaintiff, and the balance of £1.000 to the defendant ; 
no other order. 

Mr. Parfitt : Yes. 

Mr. Coles Preedy said he appeared on behalf of Mr. Lowe, who 
was grateful to their Lordships fortheirsuggestion of a sum, which 
he felt he ought to act upon. Не had no desire to make money. but 
to vindicate his honour, which he hoped he had done by the verdict 
of the jury. 

Lord Justice Swinfen Eady, in assenting, said it was a wise 
settlement on both sides. 


Central-Station Men and Military Service.—Àt the 
Swindon Tribunal, S. Bowler (29), single. stoker ; Frederick Newey 
(22), married, electrical engineer; George Frederick Lane (22), 
single, electrical engineer ; and H. F. Grimes (22), single, electrical 
engineer, were appealed for by Mr. A. Dimmack, manager of the 
Corporation electricity works. He said he could not spare any 
of them. Не had to keep the undertaking going, and it would be 
impossible to do so if they took these men away. They had to run 
the electricity works for 24 hours a day and for seven days a week. 
His proposal was that the Army should provide substitutes who 
had already been in the electrical trade, and as these men became 
efficient the others would be released. Mrs. Whitworth said that 
women were filling these posts in London. Mr. Dimmack stated 
that in stations where women were employed they would find that 
there were shift engineers. The Swindon station had never been 
over-staffed as compared with other stations. They could not leave 
women in charge of a station by themselves. Mr. Harding said 
that according to the Government instructions issued to Tribunals 
the previous week these men were exempted. Mr. Dimmack offered 
to release Grimes and Lane if substitutes were given. 

“The cases were adjourned for a month and referred to the 
Substitution Officer. к 


Appointments Vacant.— Applications’ for the post of 
shift engineer for Reigate should be sent in by Wednesday. Decem- 
ber 13th, not 12th, as incorrectly printed by us in the advertise- 
ment of last week. . ^c А 

Boiler ho»use shift engineer (£150), for the City of Birmingham 
electricity supply department; junior assistant engineer (345), 
and switchboard attendant, for the Borough of Wimbledon elec- 
tricity department. See our advertisement pages to-day. 


Electrochemical Industries for South Africa —Thlic 
report of a Committee of the South African Institute of Electrical 
Engineers (Inc.) on the possibilities of manufacturing in South 
Africa, by the aid of electrical power. several products of com- 
mercial importance which are necessary for the agricultural and 
mining industries, which was abstracted in our issue of March 
24th, may now be consulted by British firms interested at the 
ae the Department of Commercial Intelligence of the Board 
of Trade. - 


The Decimal System.—The Holborn Borough Council, 
on November 22nd, ynanimously adopted resolution that it was 
xotjouly desirable, but essential to adopt a decimal system. of 


coinage. weights, and measures throughout the British Isles, to 
enable our manufacturers and merchants to compete more easily 
and successfully with rival nations.— The Timex. 

In October a recommendation of the Finance Committee of the 
Stepney Borough Council. that the Government be urged to take 
immediate steps to adopt the decimal system, was adopted by the 
Council, and similar recommendations were made to the Deptford, 
Hammersmith, Fulham and other Borough Councils. 

The Bradford Chamber of Commerce received a letter from the 
Clayton District Council enclosing a resolution in favour of the adop- 
tion of the decimal system. and on October 31st discussed the subject ; 
no resolution was put forward, but several members strongly advo- 
cated the adoption of the system on the ground that our present 
units hindered the development of our foreign trade, some firms 
abroad declining to do business with British firms unless they 
adopted the decimal system. 

The Council of the Association of Chambers of Commerce 
will consider at the next meeting the question of the adoption of 
the metric system of weights and measures and the decimal system 
of coinage.— The Times. 

As announced in our last issue, a debate will be held at the 
Engineers’ Club. Manchester. on the evening of Tuesday, Decem- 
ber Sth, at 7.30 р... on “The Decimal System," at which many 
members of the recently-formed Manchester and District Decimal 
Association will be present. The debate will be opened by Mr. 
Edward C. Barton, M.LE.E.. formerly chief engineer to the 
Brisbane City Council. Australia, who has made a special study of 
decimal coinage and the metric system. 


Parliamentary.— Wimbledon Corporation seeks powers 
to supply electricity in the Parish of Cuddington. 

Ripon Corporation seeks powers to supply electricity within the 
City of Ripon and parts of the rural districts of Ripon and 
Knaresborough. 

The Ebbw Vale U.D.C. is applying for a Bill for various powers, 
including further powers in regard to the supply of electricity. 

Blackpool Corporation is applying for powers to supply elec- 
tricity in certain parts of Carleton and Marton, which it is sought 
to include within the borough. 

Sheffield Corporation seeks powers to appropriate lands for erec- 
tion of new generating station, construct electric lines, Kc. 

Ashton-under-Lyne Corporation seeks powers to purchase tram- 
ways authorised by the Oldham, Ashton-under-Lyne, Hyde and 
District Electric Tramways Order of 1896. 

The Electrical Distribution of Yorkshire, Ltd.. seeks supply 
powers for Garforth, Featherstone. Luddenden Foot, and Horbury. 


The Smithfield Co.’s Employes.— At the City of London 
Tribunal, on Tuesday, November 28th, the Smithfield Markets 
Electric Supply, Ltd., appealed on behalf of the following 15 
men :—J. Anthony (29), married, wireman’s mate; W. H. Alle- 
mande, shift engineer (22), single; J. I. Biggam, shift engineer 
(29), single; E. A. Copelin, driver (26), married ; W. H. Harper, 
shift engineer (31), married ; F. H. Tutt, foreman and meter 
reader (25), single; T. F. Austin. installation and fuse attendant 
(36), married ; T. G. Deller, assistant driver (10), single; H. J. 
Lazenbury, driver (39), married; P. F. Roberts, shift engineer 
(27); J. Richardson. wireman's mate (27), married; С. E. J. 
Stevens, wireman (29), married; E. W. Warren (33). married ; 
S. Hidson (36), married ; and A. E. Fyears. Mr. Powell. the secretary 
of the company, appeared in support of the applications. It will 
be remembered that when the case was last before the Tribunal, it 
was stated that there had been a fire on the conipany's premises, 
and this had thrown the whole thing into confusion. The station 
had been wrecked, and the men were appealed for because they 
were engaged on work of public utility, every man being absolutely 
necessary for the carrying-on of the business. The claim on 
behalf of H. J. Lazenbury was now withdrawn, as he had been 
rejected by the Navy. and that on behalf of Fyears was also with- 
drawn, as he was now over military age. The Tribunal decided to 
postpone Anthony, Allemande, Biggam, and Copelin to January Ist, 
and then serve; Tutt to January 30th, and serve; and Harper. 
Austin, Deller, Roberts, Richardson, Stevens, Warren. and Hidson 
to March 8th, with the right to renew. АП {һе postponements were 
subject to the V.T.C. condition. 


Volunteer Notes.—FiRsT Lonpon ENGINEER VOLUN- 
TEERS.— Headquarters, Chester House. Eccleston Place.— Orders 
for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 
` Monday, December Ath. — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. Lecture, "On Tele- 
phones." 7.30. E. 

Tuesday, Decemher 5th.—School of Arms, 6—7. Lecture, 
7.15, “ The Service of Protection," Company Commander Hynam. 

Wednesday, December 6th.—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 2. 

Thursday, December 7th.—Platoon Drill, Platoon No. 7. Ambu- 
lance Class by M.O., 6. 

Friday. December 8t h.—Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6.25—8.25. Lecture, " On Telephones,” 7.30. 

Saturday, Devember Yth.- Inspection by General Sir Desmond 
O'Callaghan, at 3, in Hyde Park. 

- Sunday, December l0th.—Entrenching at Otford. Parade at 


Victoria (S.E. & C. Railway Booking-office), 8.45 a.m.. 


Corps Supper.—A Corps Supper will be held at the Queen's 
Hotel, Leicester Square, on December 8th, at 7. 


(By order) MACLEOD YEARSLEY, Adjutant, 


exc 


- 
- 
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Institution and Lecture Notes.—University College, 
London.—Prof. J. A. Fleming commenced his fifth lecture on 
“Long-Distance Telephony " on Friday last with a demonstration 
of the effect of loading upon the current sent into a 14-mile 44-10. 
cable, and the current received at the far end. Artificial cables 
were employed. and it was shown that on switching over from an 
unloaded to a loaded cable, the current at the sending end dimin- 
ished, but the received current very greatly increased. The high- 
frequency alternator used for the experiment did not yield a pure 
sine wave. but Prof. Fleming showed that the undesired components 
of the wave could be "filtered out" by connecting resonating 
circuits in shunt to the terminals, each such circuit containing a 
capacity and an inductance in series, such that the frequency with 
which it would resonate equalled 1/2 7 V Le. By winding coils 
upon the inductance coils, as in a transformer. pure sinusoidal 
currents corresponding to the resonating harmonics could be 
obtained. having. for instance. frequencies of 1.000, 3.000, or 5,000 
cycles per second respectively. For the study of these high- 
frequency waves the Duddell oscillograph was not suitable, as its 
natural frequency of vibration was not sufficiently great —it should 
be 10 times that of the wave under examination. The Braun 
kathode-ray oscillograph was free from this objection. but the trace 
obtained was not sharp enough. However. a rough practical 
test could be made with a condeuser. voltmeter and ammeter ; con- 
necting these with the alternator. if no harmonics were present, 
the current I would be = 2-^,vc x 10% or 105 yn vo = 20 = 
625 ; if. however, harmonics were present, the latter ratio would 
always be vreater than (28, possibly two or three times as great. 
For a true sine wave it was best to use a special machine, such as 
that designed by Mr. Duddell. 

The measurement of the small alternating currents employed in 
telephony necessitated the construction of special instruments, 
usually dependent upon thermal effects. The lecturer described 
such instruments which he had devised, including ove using his 
oscillation valve. For determining phase difference between 
current and voltaze the Francke machine was described, as well as 
the Drysdale А.С. potentiometer with phase-shifting device. 
Methods of measuring small capacities were also explained. 
Remarking, in connection with the measurement of s/c, that the 
Post Offic» engineers had discovered that gutta-percha conducted 
alternating currents better than direct current. Prof. Fleming 
described a special capacity bridge which he and his late assistant, 
Mr. G. B. Dyke (killed on active service). had developed for the 
investigation of this effect. and showed the importance of the 
phenomenon in the cases of dry manila paper. gutta-percha, and 
vulcanised rubber, all of which varied widely in conductivity for 
high-frequency alternating currents with the frequency and the 


temperature. For ordinary s.p. s/c = 100 or 120; for Niemens 
special w.p. sje = 200r 12. Phe value of R/L could be measured 


with the Hughes bridge. which the lecturer explained in detail. 


Smoke Prevention. -Lecturing at the Leeds Luncheon Club on 
Monday, last week. on " A Smokeless Leeds, with £500,000 a Year 
Profit." Dr. S. F. Dufton. H.M. Inspector of Schools in the West 
Riding, said the normal coal consumption in the city in a vear, in 
the gas works, electricity works, and households- -but not including 
the bulk used in factories and workshops-— was nearly 850.000 tons. 
Of this amount 80,000 tons was burnt “raw” in the furnaces at 
the municipal electricity works. wasting enormous quantities of 
valuable by-product. in addition to pouring out voluines of harm- 
ful smoke. He urged the distillation of all coal before burning 
it. Everything at the present time combined to make the imme- 
diate adoption of the reform practicable, and it would effect a 
saving throughout the country of a hundred million pounds a year. 
Гог the future no gas or electricity profits should go in reduction 
- of rates. but should all be applied to the reduction of capital 

charges and reduction to consumers of the cost of light and power, 
the life-blood of industry. E 


Junior Institution of Engineers. —0n Monday, December 11th. 
Mr. F. W. Lanchester will deliver his presidential address on 
" Industrial Envineering : Present Position and Post-War Outlook." 
The Marquis of 'G'aham. the retiring President, will take the 
chair. 

Association of Electrical Station Engineers.—The address of 
this Association has this week been changed to 26. Little Park 
Gardens, Enfield. 


Society of Engineers.- On Monday. December 11th. two papers 
will be read on the mineral resources of the United Kinydom and of 
the Empire. by Prof. W.-G. Fearnsides and Prof. C. G. Cullis 
respectively. 


Science and Industry.— At Leicester. recently. Professor G. Kapp 
gave a lecture on electrical engineering before the Literary and 
Philosophical Society. one of a course of three lectures on "' Science 
and Industry " that has been organised by the Society. Не stated 
that in England electrical engineering was not lagging behind 
other nations, and in some respects was ahead of Germany. He 
had just examined à new process for the manufacture of nitrates 
from the air. which gave vreat promise. 


Royal Society of Arts.—On Wednesday last Dr. Dugald Clerk 
read a paper on the internal combustion engine, in which he 
reviewed the development of this motor, and showed how pro- 
minent a part had been played by British inventors. 


Sir Charles Parsons drew attention to the universal use of this: 


type of engine for small powers to-day, and the importance of its 
educational influence upon the public in mechanics and engineering. 
He mentioned that Dr. Clerk, in the very near future, would 
assume a Very important Governinental position in connection with 
developments in this country, á 


Electricity on the Farm" Campaign.— According to 
the Electrical World. a systematic co-operative campaign to place 
electricity on every farm in the United States is now beine 
launched by the Western Electric Co. In the past much of the 
farm business has not been transacted through the central station, 
contractor, or electrical dealer, and it is emphasised that thi: js 
an effort to market equipment through recognised electrical 
channels. At the outset a big advertising campaign is to be under. 
taken wjth 21 farm papers reaching 34 million subscribers each 
month: these are intended to bring requests for а "Farmer: 
Electrica! Handbook," thus furnishing a clue to prospective 
business, which will be notified to the local trade. and if necessary 
the company will itself endeavour to get the business. The hand. 
book is both a catalogue and working treatise of the subject. The 
company, while pushing its farm-lighting set, urges preference for 
central-station service. if available, and the advisability of com. 
sulting the nearest lighting authority in any case. The independent 
lighting set is rated at 32 volts. but only 110-volt fittings. wiring. 
&c., are supplied. so that the farm’ can take the central-station 
service when available, only the 32-volt appliances needing to he 
replaced, 


OUR PERSONAL COLUMN. 


Lhe Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also. electric tramway and railway officials,ta keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station and Tramway Officials.—West Hain Cor- 
poration has decided that in consideration of the extra res- 
ponsibility placed upon Mr. HopxiNs, the chief assistant of 
the tramways, during the change of managers, he be pan 
a gratuity of £20. 

Mr. G. H. Daw, late of London, has been appointed mains 
assistant at the Dover Corporation electricity works. 


General.—The Commonwealth Engincer states that Mr. F 
GOLDING. formerly assistant electrical engineer in. the Com- 
monwealth  Postinaster-General’s Department, New South 
Wales, has been appointed electrical engineer for Victoria, in 
succession to Мг. A. А. Direks, who hus become electrical 
engineer of New South Wales. Mr. F. Farnigy, formerly 
connected with the electrification scheme of the Victorian 
railways department, has been appointed senior engineer 
assistant in connection with the electrical department of the 
Melbourne City Council. Mr. J. Y. NELSON, formerly eles 
trical engineer for New South Wales in the postal service. 
was presented with a tea and coffee service and silver salver 
bv the staff on the occasion of his retirement after 40 years 
of service. _ 

Ald. James Heraud, of the tirm of Messrs. Calvert & Heal. 
electrical engineers, &c., has been re-elected Chairman ef 
the Lancaster Corporation Electricity Committee. 

Hammersmith B.C. Electricity Cominittee has appointed 
Ald. JonNsoN Chairman, and Coun. CHAMBERLAIN Vice-Chair- 
man, of the Committee for the current municipal vear. 


Roll of Honour.—Sapper W. Heasman, R.E., of Maiden 
head, has won the Military Cross. He was on the Reserve 
when war broke out. in the employ of the Telephone Section 
of the G.P.O. The award was for special and dangerous work 
in connection with the laving of telephone cables. 

We are pleased to record the conferment of the Victoria 
Cross upon a foriner employé of the Western Electric Cu. 
Ltd., Woolwich—Private Е. J. Epwarps, of the М 
Regiment, who, at a critical moment when his part of the fine 
was held up by machine-guu fire, all the officers had ben 
put out of action, and retirement was imminent, on hie own 
initiative dashed out alone and knocked out the machine £u? 
with bombs. This gallant aet, at the greatest personal rs, 
saved the situation. He joined the Army shortly efter Ue 
outbreak of war, and 15 21 vears of age. 

Sergeant W. C. STEVENS, Loyal North Lancashire. Кот 
ment, who enlisted early in the war whilst with Messrs. Dis. 
Kerr & Co., Ltd., of Preston, has been killed in actien. 

Private Ernest Hatt, Scottish Rifles, who is reported 
killed, after being missing since July loth last, wag an eti- 
plové of Messrs. Dick, Kerr & Co., Ltd.. Preston. 

Private А. Cawtrra, West Riding Regiment, formerly er 
ploved in the Bradford Post Office telephone departiient. ha: 
been killed at the Front. 

Sapper Ernest How ett, Royal Engineers, reported to Ie 
missing, was with Messrs. Siemens, of Stafford. | 

Temporary-Lieutenant Е. А. Ковіхѕох, who was in the 
electrical department of the India-Rubber Co.. Silverton, 
has been awarded the Military Cross for having. as a "Tank 
officer, displayed great gallantry. After tremendous fichtin?. 
his Tank became “ ditched.” and he and his crew dug for H 
hours under heavy fire until they eventually got the monster 
out and returned with it to the assembling point. Lieutenant 


Robinson had previously done fine work of the same character 


at another point On that occasion his Tank was hit Шу 1 
direct ehell and damaged, but be got his wen out safely an 
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immediately went into the trenches and worked a machine 
gun. Lieutenant Robinson joined the Navy in the November 
following the outbreak of war, entering the R.N.A.S. In 
1915 he got his commission in the Machine Gun Corps, and 
having received the necessary training, he went out with the 
first of the Tanks to the Front. Lieutenant Robinson is the 
son of Commander Robinson, R.N.R. (retired), of the Sub- 
marine Department of. the India-Rubber Co., Silvertown. 

Sapper JAMES WALKER, R.B., has been killed in action, aged 
97. He was employed as an electrical engineer in Glasgow. 

Private EpGak NICHOLLS, East Yorkshtres, who has been 
killed in action, was formerly employed at the Leeds Cor- 
poration electricity works, Whitehall Road. 

Lieutenant T. J. WEBSTER, fomnerly third class clerk in the 
electricity department m Willesden E.D.C., has been killed 
ш action. Private В. Youna, formerly a meter reader, is 
reported missing. 

Private ALBERT Birp, Middlesex Regiment, attached to 
Queen Victoria's Rifles, who has fallen in action, was an elec- 
trican, and prior to the war assisted his father, Mr. A. E. 
Pird, Hampton, in his business. - 

Sergeant J. W. FisHer, R.F.A., awarded the Military 
Medal, was employed by the British Electric Plant Co.. of Alloa. 

Second-Lieutenant THomMas  FonBes WHIMSTER, R.B., re- 
ported killed, was 35 years of age. He was head of the test- 
ing department of the Victoria Falls Electric Power Co., 
Germiston, near Johannesburg. 

Private ALEC MARSHALL, Canadian Highlanders (Vancouver), 
who has fallen in action, belonged to Berwick-on-Tweed, and 
was on the staff of the British Columbia Electric Co., at 
Vancouver. 

Captain H. S.-Lavrrack, of the Coldstream Guards, an elec- 
trical engineer, has been wounded. 

Private WALTER Jackson, of the Loyal North Lancashires, 
reported killed in action, aged 38, was employed at the elec- 
trical works, Preston. 

The Military. Medal for gallant conduct in action has been 
awarded to Sergeant W. Brack, 60th Light Infantry Brigade, 
Headquarters Staff, who was before the war on the staff of 
the British Thomson-Houston Co. Ltd., at Rugby. 

Obituary.—Sik Hiram Maxim.—We regret to record that 
Sir Hiram S. Maxim passed away on November 24th, at his 
residence in London, aged 76 years. Sir Hirain’s world fame 
rested chiefly upon the machine gun, which made his name 
a household word everywhere, and upon his association with 
the famous concern, Vickers, Son & Maxim, of which he was 
a director for 27 vears; but he was also one of the earliest im- 
ventors in the electric lighting field, as can be seen from articles 
published in the pages of this Review 35 years ago. Sir 
Hiram, who was born in the United States, came to England, 
and made his home here, in 1551. His are Јар is described 
in the Telegraphic Journal апа Electrical. Review tor April 
1 of that vear. 
bon filament lamp. using current from а dvnamo-electric 
machine of his own design, was given in the following May 
at the Albany Works, in Euston Road, and reported in our 
issue of June 15th, 1831. His very fertile brain, with its 
wonderful inventive ingenuity, led hin to carry his activities 
.into many other branches of scientific research апа practical 
engineering application. The gas engine, metallurgy, wood- 
turning, and, in recent vears, aeronautics, of course, attracted 
him, and with good results. Latterly, like many another, he 
had taken great interest in the finding of means for dealing 
scientifically with the Zeppelin menace. He was knighted 
in 1901. 

Sig GEORGE WurTE.— We regret to record the death of Sir 
Ceorge White, which occurred suddenly last week at Bristol. 
Sir George, who was 62 vears of age, began life in humble 
circumstances. In 1874 he was appointed secretary of the 
company which opened the first tramway line in Bristol, but 
his interests were transferred to stockbroking, and subse- 
quently to railway enterprises until 1503, when, in conjunc- 
бой with his brother and the late Sir Clifton Robinson, he 
secured the control of and developed the systems of the Ñn- 
Perial, Dublin, and Middlesbrough — tramway — companies, 
which were electrified on the trolley system and. extended. 
The interest of the group in the London United Tramways 
followed. With the boldness and enterprise which had char- 
acterised his earlier ventures, Sir George took an interest in 
aviation, and this interest took a very practical shape in the 
establishment of the first aeroplane factory in. England. He 
was made a baronet in 1904. Не was a generous benefactor 
to local infirmary: and other similar. institutions. 

Mr. R. Е. Mann.—The Daily Telegraph records the death 
of Mr. R. F. Mann, of Harrow, an X-ray operator at the 
Middlesex Hospital for the last 17 vears. Mr. Mann was the 
first X-ray operator at the institution, and he was working 
a; а time before modern safety appliances were in use. 
Although he was medically advised to give up his work four 
years ago he refused to do so. Since the outbreak of war the 
demand on his knowledge and skill had been so great that it 
hastened his end, for in addition to his position at the Middle- 
sex Hospital he undertook the. work of radiographing wounded 
soldiers at the Clacton Branch, and for the Duchess of Bed- 
ford’s Military Hospital at Woburn. Notwithstanding the 
fact that within twelve months he had undergone four serious 
Operations, he remained at his post until last July, when an- 
other operation ended his activities. and after manfullv endur- 
ing the pains of X-ray dermatitis, he has died in his 36th year. 


A demonstration of his incandescent car-, 


+ 


Мк. Н. Торнсхтек.—Тһе death is notified of Mr. Hugh 
Todhunter, J.P., for many years partner in the firm of 
A Todhunter & Elliot, Ltd., electricians, Douglas, Isle 
of Man. 


NEW COMPANIES REGISTERED. 


Tyne Electric Steel Foundries, Ltd. (145,350) .— This com- 
pans was registered. on November 20th, with a capital of £39,730 in 35,000 
pret. shares of £l each and 95,000 ога. shares of Is. cach, to take over the 
business of the. Electro-Flex Steel Со, Ltd. (incorporated. in 1910, to acquire 
any patents and inventions. relating to electric. furnaces amt the electrical 
мнен of ores and refining of metals, or. to electric batteries or electro- 
chemical or. electroihermal processes, Ке, and. to adopt an agreement between 
Wa Swan and. КООР, Soan. The subscrihers are: EF, М, Newall, Castle HGN, 
Wibun, chemical manufacturer, 200. pret; R. P. Noan, Royal Exchange 
buildings, Neweastle-en-lyne, clectrical engineer, 200 prof; W. H. Me Alpine, 
Ciydebank, contractor, Z00. рге; AL D. C. Parsons, Hindley House, Stocks- 
һе! S.O,, engineer, 200. pref; К. Е. E. Spencer, Walbottle Hull; Newburn, 
engineer, 200 pref, ; Н, AL Couves, Коха Exchange. Buildings, Newcastle-on- 
Tine, engineer, 1. ог; M. Short, Royal Exchange Buildings, Newcastle-on- 
Tyne, company secretary, Tord. Minimum cash subscription, £100. The 
first directors (to number. not less than two or more than seven) are: Е. S, 
Newall, К.О P. Soin, W. Н. MeAlpine, А, D. C. Parsons, and R. E. E. 
Spencer, Qualification, £200. Remuneration as fixed. by the company. Soli- 
citors : Watson, Burdon & Corder, Pilerim House, Neweastle-on- Pyne. Regis- 
tered ofice: Dunston-on-Pynrae, Durham, | 


OFFICIAL RETURNS OF. ELECTRICAL 
COMPANIES. | | 


Weaverham Electricity Supply Co., Ltd.—Particulars of 
£2.000 debenture stock, created. by resolutions of February 19th, 1915, and 
October 26th, 1916, and secured һу trust. deed dated. November 2nd, 1916, 
filed pursuant to. Section. 93 (3) of the Companies (Consolidation) Act, 1908, 
the whole amount being now issued. Property charged: The company's 
undertaking and property, present and future, and power station, plant, and 
machinery in Weaverham, Ches, Trustees: W. H. Burgess, Rose Cottage, 
and б. Н. Dean, Beech Till, both in Weaverham. 


Farad Electrical Co., Ltd.—Debenture dated October 
lith, 1916, to secure £150, charged on the company’s undertaking and pro- 
perty, present. and future, including unealled capital. Holder; Mrs. F. 
Whitehead, 5, Warwick Road, Worthing, 

Brecknell, Munro & Rogers, Ltd.—A memorandum of 
satisfaction in full on June 291,2 1916, of debentures dated August 9th, 1915, 
securing £2,500, has been filed. 


India-Rubber, Gutta:-Percha & Telegraph Works Co., Ltd. 


—\ memorandum of satisfaction in full on or before August 10th, 1916, of 
debentures dated March 27th, 1906, securing £400,000, has been filed. 


James Keith & Blackman Co., Ltd.—A memorandum of 
satisfaction in full оп November llth, 1916, of debentures dated January 6th 
and December Sth, 1903, and September 24th and November 13th, 1913, secur- 
ing £1,350, has been filed, 


Ferguson, Pailin & Co., Ltd.—Mortgage or charge by 
resolution of November lth, 06, гили to deposit of deeds, charged on 
property in Edward Street, Hivher Openshaw, Manchester, to secure all 
moneys due or to become duc from company to Williams Deacon. Bank, Ltd., 
Mosley Street, Manchester. 


Baxendale Bros., Ltd.—Second debenture, dated Novem- 
ber 3rd, 1916, to secure £545, charged on the company’s undertaking and 
property, present and future, including uncalled capital. Holder; W. I. 


© Baxendale, 5, Lingdale Road, West. Kirby, Ches. 


Pritchett & Gold and Electrical Power Storage Co., Ltd. 
--Issue on November 14th, 1916, of £10,000 debentures, part of a series of 
which particulars have already been filed, 

Glantawe Electric Supply Co., Ltd. (112,615).—Capital, 
£15,000 in £10 shares. Return. dated June Oth, 1916, All shares. taken. up; 
£15,000 paid. Mortgages and charges: Nil. 


Н. T. Boothroyd, Ltd. (99,742).—Capital, £16,000 in 
11,000 ord. and 5,000 pref. shares of £l each, Return. diated Oct. 2nd, 1916. 
10,002 ord. and 2,809 pref, shares taken up; £2,802 paid on 2 ord. and 2.800 
pref.; 10,000 considered as paid on 10,000 ord. Mortgages and charges: £4,791. 


Halifax & Bermudas Cable Co., Ltd. (25,972).— Capital, 
£50,000 in. £5 shares. Return dated October Sth, 1916. All shares taken up; 
£30,000 considered as paid. Mortgages and charges: Nil. г 


New Liverpool Rubber Co., Ltd. (109,933).— Capital, 
£150,000. in 88,000. ord. and 52,000. pref. shares of £1 each. Return. dated 
November 3rd, 1916. 358202. ord. and 51,410. pref. shares taken up; £58,502 
paid on the ord; £25,410. considered as paid on the piei. Mortgages and 
charges : £25,705, 

Whitchurch and Pangbourne Electric Supply Co., Ltd. 
(75,400).— Capital, £10,000 in 1.700 ord. and 300 pref. shares of £5 each. 
Return dated October ih, 1916, 1,006 ord, shares taken up; 45,030 paid. 
Mortgages and charges: Nil. : 


CITY NOTES. 


The annual meeting was held on Nov- 

Edison Swan ember 22nd at the offices, 123-125, Queen 
Electric Co., Ltd. Victoria Street, Е.С. Mr. C. J. Fonp, 
who presided, said that the figures in 

the balance sheet ran into much larger amounts than last 
year, and he believed. that the turnover had never been on 
such an extensive scale since the company started business, 
Sundry creditors and credit balances had increased from 
£890.00 to £125,000, Stocks. showed an increase of from 
£211,000 to £272,000, and amounts due from sundry debtors 
fron £89,000 to £108,000. They had expended about £16,000 
on buildings, plant, and machinery, and after providing for de- 
preciation at the usual rates the net increase under those head- 
ings amounted to £7,293. The net profit on trading account 
had increased from £56,000 to £65,000, whilst the general 


- 
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expenses showed a reduction of £2,700. The profit earned 
for the period had been increased from £14,000 to £24,000, 
which he trusted they would consider under all the circum- 
stances satisfactory. ‘The engineering side of the works had 
been almost wholly employed upon Government work at 
moderately remunerative prices. The lamp side of the works 


had been fully employed so far as restricted labour conditions 


had permitted, and the sale of lamps had been largely in- 
creased. It was pointed out last year that the prices of 
lamps had remained the same as they were previous to the 
war, and had it not been for the increased cost of labour and 
raw materials, which might be safely put at between 30 and 
40 per cent., the company had done very well indeed in this 
department, and the profits would have shown a still further 
прргоуешепё. It was only necessary to study the balance 
sheet a little in order to become aware of the fact that the 
company was urgently in need of further capital. He had 
referred to that question at previous meetings, but as the 
trade increased that shortage of capital naturally became 
more acute, and the time had now arrived when the board 
felt that the most serious effort must be made to provide 
further funds. For this reason, it was much to be regretted 
that it had been impossible to recominend the payment of a 
dividend, as, although there was a profit of £24,000, they 
had had to employ £16,000 of it in additional plant and 
machinery to cope with the increased business. If, on the 
other hand, they had further adequate working capital, it 
would no doubt be possible to distribute a proper portion to 
the shareholders in the shape of dividends. For that reason 
they recommended he transference to reserve of £25,000, 
bringing that up to £40,000, and carrying forward £4,025. 
The board had been very seriously considering the question of 
further capital, and had taken an opportunity of consulting 
some of the largest share and debenture stockholders with 
reference thereto. They were, of course, ware that there 
was a sum of £2 per share uncalled upon 99,000 ordinary 
shares, and the usual course for a company with that amount 
of uncalled capital would be to call up the necessary amount 
required. That, however, was denied to them, as the amount 
in question was pledged to the debenture stockholders as part 
of their security, and could not be called up without their 
consent. Undoubtedly that uncalled liability had @ very pre- 
judicial effect upon the price of the shares, as otherwise there 
was, to his mind, no reason whatever why, with the im- 
proved prospects of the company ‘and its profit-earning capa- 
bilities, they should not stand at a higher price, and that 
reflected itself in great measure undoubtedly upon the price 
in the market of the debenture stocks. The board were in 8 
difficult position, standing as they did between the debenture 
stockholders and the shareholders, who had divergent inter- 
ests, and any scheme for the raising of further capital had 
to be framed to meet the views of both parties, which was 
not easy. However, amongst many suggestions, a scheme 
had been discussed with leading representatives of both those 
interests, and he was pleased to be able to inform them that 
there was now a fair chance of arriving at a solution of the 
difficulty, and, although he could not pledge himself that 
it would finally assume the exact form he was about to refer 
to, he trusted they would be able to achieve something on the 
following lines: That £100,000 7 per cent. preference shares 
be issued, participating in further profits up to a further 3 
per cent. after the ordinary shareholders had received a divi- 
dend, the rate of which had not yet been decided upon. 
The board felt that in any scheme for the provision of fur- 
ther capital, strenuous endeavours should be made to deal 
with the liability upon the ordinary shares, and it had been 
proposed that this should be met in the following way :— 
They to offer to the existing shareholders the right to sub- 
scribe for £1 of preference shares in respect of each ordinary 
share held by them, and if they accepted that offer the 
debenture stockholders would be asked simultaneously to 
agree to the cancellation of the £2 liability in respect of such 
shares held by those parties who availed themselves of the 
option; shareholders who did not so avail themselves of this 
option would be left as they were to-day, with the liability. 
In effect, it amounted to this, that for the payment of £1 
per share, for which а shareholder would receive a partici- 
pating preference share, he would wipe out the other £1 of 
liability, and it was thought that a large number of share- 
holders would avail themselves of that opportunity. Ав a 
recompense to the debenture stockholders for this concession, 
it was suggested that the two classes of debenture stocks 
should be amalgamated into one class, and that the interest 
thereon be fixed all round at 5 per cent. per annum ; to-day 
the first dehenture stock, amounting to £307,000, bore interest 
at 4 per cent., and the second debenture stock, amounting to 
£67.000, at 5 per cent. That would throw an additional 
burden by way of interest upon the company amounting to 
£3,000 per annum, but, under the circumstances, he thought 
it was entirely warranted. Further, it was suggested that 
after the payment of the preference dividend up to 7 per 
cent., a percentage of the availahle profits remaining should 
go to a sinking fund for redemption of debenture stock, and 
the balance would be therefore available for dividend upon 
the ordinary shares. In the opinion of the board. apart from 
the profits which the proposed new capital should earn, the 
additional money would enable the company to enter into 
far more advantageous contracts for the purchase of raw 
materials and other goods than_had been possible for some 
time past, which naturally would go to intreuse tke profits. 


was also considerably higher. 
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Those were the general lines of the scheme which thev 
been considering, and he was hopeful ihat they м бүл 
able to carry it, and if the consent of the debenture stock. 
holders could be obtained, he thought they would agree that 
it was obviously in the interests of the shareholder. to sup- 
port ıt. They had come to this position in the affairs of the 
company, that unless means could be found to enable them 
to go forward, they must inevitably go backward, and he was 
hopeful that after the cessation of hostilities restrictions 
would be put upon the free import into this country oi elec. 
trical goods at the ruinous cut-prices which had hitherto pre- 
vailed, and that, with adequate working capital, they would 
be able to do a largely increased profitable business, particu 
larly on the export side. To-day they could, had they the 
money, largely increase the sales in Australia, South Africa 
and India. They had during the past two years greatly ey. 
tended their operations in those countries, and were building 
up а good business there, and it was there they were lookin: 
to the employment of part of the additional capital they were 
endeavouring to obtain. There was one other point to which 
he. desired to refer, and that was with regard to the denomi- 
nation of the present £5 shares. A £5 share to-dav was 
somewhat unwieldy, and it had been suggested to the hoard 
by members of the Stock Exchange that if they were split 
into shares of £1 each, they would be far more marketable 
and with this he (the chairman) entirely agreed, and the 
board were proposing to deal with this ‘matter. Of course. 
the partly-paid £5 shares, that was, any shares upon which 
the liability was not cancelled in the manner he had before 
referred to, should their scheme go through, would be 1%, 
paid, with a liability of 8s. thereon. 

Mr. ELLICE-CLARKE seconded the motion. 

Mr. RayMeENT said that as an old shareholder, who in the 
past had frequently criticised the policy of the board. be 
would like to express his hearty congratulations to the pre- 
sent chairman on the very marked improvement in the con. 
pany's position. He thought Mr. Ford had more than war 
ranted the confidence of the shareholders, and they were very 
fortunate in having him at the head of their affairs. A: 
shareholders, however, they were keenly disappointed that 
it had again been necessary to allocate all the profits to 
reserve. He did not question the wisdom or the necessity 
of that course, but when it was remembered that since 1%" 
nearly £96,000 of profit had been dealt with in that way it 
made one think that there was not even a remote chance of 
the ordinary shareholders ever getting a dividend. 

The CHAIRMAN, in reply, said that the object of the scheme 
which he had outlined for obtaining further capital was in 
order that the profits in future might be divided among the 
shareholders. It would not be possible to put the profits to 
reserve and ear-mark them because the debenture holder: 
had got a charge upon the whole of the assets. When be 
became chairman they had a so-called . reserve fund o 
£40,000, which had been created by showing profits in the 
ie which really never existed; and the whole of that had 
een written off. They must only look at the reserve which 
they had really created since then, which to-day stood at 
£40,000. 

The report was then adopted. 


The report of the directors States that 


Société notwithstanding the increase in the re- 
Francaise ceipts in the trans-Atlantic service in 1914, 
des Cables (һе results obtained in 1915 exceeded Шо 


Télégraphiques. in the previous year by 5 per cent., despit- 

the absence of normal conditions in the 

lines, .especially in the first half of the vear. Several rup- 
tures took place in the trans-Atlantic cables, and the inter 
ruption was simultaneous on both conductors for several 
weeks owing to the difficulty of carrying out repairs, particu- 
larly those of breakages localised at depths of 4,700 metres, 
which had to be postponed until fine weather prevailed. On 
the other hand, the company had assured the transmission 
free of charge of the official telegrams of the French and 
United States Governments, without, however, raising the 
rates for the paying traffic. In the case of the network in 
the West Indies the receipts experienced a growth of 28 per 
cent. over 1914, and the revenue in the republic of Dominica 
The land lines in the latter 
republic suffered less from interruptions than in 1914 in har- 
mony with the less troubled political situation in that coun- 
try, whilst the new cable laid between St. Domingo an! 
Porto Rico assured communication between the capital and 
other countries. Since the establishment of the latter cable 
which had permitted of the opening of a new route between 
St. Domingo and Puerto Plata vid Porto Rico, the company's 
difficulties in Venezuela had ceased, and the situation there 
had become regular. The working of the cable between Aus 
tralia and New Caledonia was normal throughout the year. 
and the receipts increased as compared with 1914, when thie 
cable was interrupted for three months and a half. The sub- 
sidies and guarantees received amounted to £25,800. as com- 
pared with £25,000 in the preceding year. In 1914 the States 
of Queensland and New South Wales reduced their subsidy 
in consequence of the cable between Australia and New Cale 
donia having been interrupted for a period exceeding 30 days, 
which was the term fixed by agreement as the maximum 
duration of anv stoppage. Since then, however, and thanks 
to the intervention of the French Government, those States 
had admitted that the delay in effecting the repairs was dre 
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to a case of force majeure, and had agreed to pay that part 
of the subsidy which had been withheld. The subsidy of 
Dutch Guyana continued to he paid, whilst the litigation con- 
cerning the subsidies of French Guyana, the Martinique, and 
the Guadeloupe was now being settled with the Minister for 
the Colonies. The accounts show net profits amounting to 
£134,000, and a dividend at the rate of 4 per cent., or 8s. 
per share, has been declared on the ordinary . capital of 
£537,000, being the same rate as in 1914. It has also been 
possible to apply £71,000 towards the reduction of interest 
guarantees on advances made by the Government, which 
totalled £136,000 at the end of 1914. 


The report of the directors for 1915-16 


Allgemeine states that the increase in the share capital 
Elektricitats which was sanctioned in September, 1915, 
Gesellschaft. had been carried out, and the ordinary 


capital been advanced by £1,450,000 to 
$9,200,000 by the exchange of new shares of £1,303,750 for 
shares of £1,738,000 in the Berlin Electricity Works Co., 
whilst the balance of £146,950 was subscribed in cash, the 
premium realised having partly served to defray the cost of 
the issue.. The company also in the past year placed its 
plant, which had been adapted to war purposes, at disposal 
t^ a considerable extent for armament works, although the 
situation. still prevented any details from being announced. 
Nevertheless, the provisional transformation of the produc- 
tion had rendered its necessary already in 1915-16 to take 
into account the extraordinary expenditure, which was re- 
quired for the resumption of peace manufactures and fresh 
competition. As a consequence, the valuation of the . plant 
and stocks, and of property abroad, whether securities, in- 
vestments, or credit, had been so entered that disadvantages 
‘could scarcely arise therefrom. The business in manuf.ctures 
for peace purposes, although frequently hindered through 
Government commandeering, had received a new impetus in 
connection with the war requirements, large orders having 
. been booked specially for the heavy industries. The branch 
for private installations and connections was active and profit- 
able, but was rendered difficult owing to the lack of labour. 
The turnover in glow lamps, meters, and heating apparatus 
at home and abroad exceeded that which obtained in the pre- 
vious year. Zinc and aluminium windings were introduced 
for machines and transformers, and suitable substitutes were 
ро for copper and rubber in the case of insulated wires. 
e accounts for the past three years show the following 
figures : — 


1913-14. 1914-15. 1915-16. 
Ordinary share capital ... £7,750,000 £7.750,000 = £9,200,000 
oer bas же — 5,364,000 5.320.000 
Gross profits | 1,132,000 1,544.000 1,987,000 
General expenses... -— 13.000 72,000 91.000 
War grants to employés... -—- 230.000 377.000 
Depreciation ies ee 44.000 44.000 45.000 
Net profits and balance 
forward ... TT 944,000 1.064.000 1.359,000 
Bonuses... 60,000 15,000 100.000 
Pension fund Е 20,000 75,000 ] 00,000 
War benevolence ... s — — 75,000 
Dividend ... sie sek 775,000 852.500 1,017,000 
" per cent. s 10 11 12 


The report proceeds to state that the central station depart- . 


ment was able to hand over in working order the Zschorne- 
witz power station to the Elektro Works Co. last December, 
whilst an extension order was received for four turbo-dynamos 
each of 22,500 kw., together with boilers and other equip- 
ment, for the supply of power to the Elektro-Nitrum Co. An 
order for a turbo-dynamo of 90,000 kw. and converters of 
1,800 and 1,500 xw. was booked for the City of Berlin, and 
one for a turbo-generator of 21,000 Kw. for the Silesian Elec- 
tricity Co. In addition, a contract was obtained from the 
Rhenish-Westphalian Electricity Works Co. for two complete 
steam turbine sets and. condensers, each for an output of 
50,000 kw., as well as for a generator for 60,000 Kw., and two 
transformers for a pressure of 100,000 volts and an output of 
67000 KW., and two turbo-generators and condensers each 


of 14,000 Kw. It is submitted that these orders are of special 


importance because they indicate that the war has not arrested 
the further development of the industry on the one hand, and, 
on the other, that the erection of power stations has been 
placed on a new footing. Dealing with the railway depart- 
ment, the report mentions that the works for the A.E.G. 
high-speed railway were advanced, and the tunnel under the 
Spree was approaching completion. The electricity works 

osely associated with the company vielded in general better 
résults than in 1914-15; the works at Jassy had been under 
compulsory management since the declaration of war оп 
Roumania. In the case of the Berlin Electricity Works Co., 
whose Berlin undertaking was acquired by the Municipal 
Oouncil in October, 1915, the chief scope of activity was now 
devoted to the development of the company’s other works, 
including those in the lignite districts of Bitterfeld, where, 
owever, working and production were unfavourably influ- 
enced by the conditions of the times. 

The accounts purport to show that the credit at the bankers, 
which totalled £4,531,000 in 1914-15, now amounts to 
6,785 000, and the investments are entered аё £2,819.000, as 
compared with £2,843,000 in the previous year; whilst the 
reserve fund remains at £3,678,000, without any change. 


Sır А. Е. Kina presided, on November 


West India 15th, at the annual meeting. He said that 
and Panama the cost of repairs to cables was £7,633 in 
Telegraph excess of that for the half-year to June, 
Co., Ltd. 1915, over £2,300 of the increase being due 


to new cable being used in repairs, which 
was not, in itself, a matter for. much regret because the sys- 
tem. was strengthened to that extent. No opportunity 
occurred for letting out their repairing ship during the half- 
year. The profit for the half-year showed an increase of 
£2,349 over the corresponding half of 1915, and they were 
uble to resume paying a dividend on the ordinary shares. 
The traffic receipts, so far, during the current half-year com- 
pared favourably with, those for the December period of last 
year. The hurricane season in the West Indies, which usually 
commenced in August, was of special severity this vear. In 
that month Jamaica suffered seriously. Their landlines were 
blown down in many places, but communications were 
restored in two or three days. In Dominica telegraphic com- 
munication was cut off for several hours, but for the com- 
pany the most disastrous of the hurricanes struck St. Thomas 
and the adjacent island of St. Croix, on October 9th, causing 
great damage in both islands. Their small house and shed 
at Krum Вау, St. Thomas, were totally destroyed, and their 
wharf was damaged. The mortgage debentures issued 25 
years ago would fall due for payinent on December 3lst. The 
issue was only а sinall one—namely, £80,000—the share capital 
being £1,275,000. It was their intention shortly to issue a 
circular inviting the present holders to renew them for a 
period of ten vears. The debentures were a first charge as a 
floating security upon the whole of the company’s property. 
They would be renewed at the same rate of interest—namely, 
5 per cent. per annum—but, in view of the state of the 
money market, it was felt that the present holders might not 
be eager to renew them at par, at which price they were 
issued, and that some inducement in the form of a cash pay- | 
ment must be offered for their renewal. Coupons for a half- 
year's interest, payable on June 30th and Deceinber 818% in 
each year, would be attached to each bond, and the bonds 
would be redeemable at the company’s option upon six 
menths’ notice at £105 per bond. Should all the bonds not 
be renewed, some would be available not only for any present 
holders who might wish to increase their holdings, but also 
for shareholders. | 
. The directors do not feel justified in sub- 
mitting any accounts for the year to Sep- 
tember 30th, owing to the fact that they 
are not able to estimate the liability for 
excess profits tax. The amount payable for the previous 
firancial year has not been settled. The profits have ex- 
eceded those of the previous vear, and the business, though 
carried on under considerable difficulties, is proceeding satis- 
factorily. As soon as the amount payable for excess profits 
has been ascertained the directors will submit the accounts. 
The auditors have expressed their opinion that the profits are 
sufficient to warrant the directors recommending that a final 
dividend of 13 per cent. be declared, which, with the interim 
dividend of of 9 per cent. paid in May, makes 22 per cent. 
for the year. 


Castner:Kellner 
Alkali Co., Ltd. 


r———M————ÁráÁ— cc 


East India Tramways Co., Ltd.—The gross receipts for 
the year ended July last were £97,104, and the working ex- 
penses £19,403; net receipts, £7,696. Five per cent. dividend 
1з to be paid on the cumulative preference and ordinary 
shares, of which an interim dividend of 23 per cent. was paid 
May 318, £2,045; 10 per cent. on the deferred shares, of 
which 24 per cent. was paid May 3186, £5,000. 


Venezuela Telephone & Electrical Appliances Co., Ltd.— 
The report for the year ended June 30th shows a profit, in- ` 
cluding £11,821 brought forward, of £30,076, against £90,401. 
After providing for debenture interest, &c., and £2,399, for 
excess profits duty for the past two years, the directors pro- 
pose to рау в dividend of 30 per cent. on the preference shares 
(thus discharging arrears to September 30th, 1910), to place 
£6,000 to reserve for renewals and depreciation, and to carry 
forward £11,993.—F inancial Times: iod 

Calcutta Electric Supply Corporation, Ltd.—The number 
of units sold to consumers during the five weeks ended Sep- 
tember 29th, 1916, were 9,699,816, compared with 2,612,755 in 
the corresponding five weeks of 1915; and during the four 
weeks ended October 27th, 1916, 2,038,767, compared with 
1,889,945 units. 


France.—La Société Francaise de Métallurgie Electrique 
(Procédés Bourgeot) is the name of a new undertaking which 
has lately been formed in Paris (106, Boulevard Haussmann), 
with a capital of £24,000. 


British Electric Traction Co., Ltd.—The directors have 
declared the dividend on the 6 per cent. cumulative partici- 
pating preference stock for the half-year ended September 30th. 


Canadian General Electric Co., Ltd.—Ouarterly dividend 
of 93 per cent. for the three months ending 31st proximo, 
making 8 per cent. for the year on the common stock. 


Shawinigan Water & Power Co.—Dividend, 13 per cent. 
for the quarter to December 318 on the common shares. 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

THR condition of Stock Exchange markets is governed almost 
exclusively for the time being by the state of affairs in 
Roumania. Business here is‘checked, caution has taken the 
place of confidence, and everybodyv—investor and speculator 
alike—elects to adopt a waiting policy pending something 
more definite and favourable from Bucharest. Anticipation 
has been general that there would be good news this week. 
The City has been full of vague hints that such might be 
confidently expected. By the bag of two Zeppelins on Tues- 
day morning, men’s spirits turned bullish again, and the 
'" raid " into London aroused surprise more than any other 
feeling. 

Prices аге mostly dull. There is not much selling; prices 
have drooped bv anticipation. In the foreign division, Mexi- 
can issues continue acutely flat. The only market to show 
any animation and resistance to the general feeling of un- 
certainty has been that for nuscellaneous industrial. shares, 
of which Edison & Swan and British Aluminium ordinary 
stand out conspicuously. 

The Home Railway group is dull and heavy. Talk of 
Labour unrest in the coal districts has chilled any inclination 
to take an interest in Home Rails on the strength of the 
stocks’ carrying five months’ dividends. The Underground 
group is the firmest, but here, both Districts and Metro- 
politans have gone back substantially, and the buoyancy of 
Underground Electric Railways of London issues has given 
way to lower prices as people came in to take their profits. 

Nothing fresh is known as to the possibility of fares being 
raised on the Underground and London General Omnibus 
svstems. The shilling shares have eased off to 6s. 3d., and 
at £9 the £10 shares show a loss of 2s. 6d. out of the 6s. 3d. 
that they gained in the previous week. The income bonds 
remain tolerably steady at 91. Steam stocks have weakened. 

The United States are threatened with Labour troubles of 
their own, but, notwithstanding this, prices of the American 
and Canadian industrials are mostly better on the week. 
Canadian Generals continue to improve. The company has 
declared a final dividend of 23 per cent., making 8 per cent. 
for the vear. Consolidated Gas, Electric & Power of Balti- 
more went up 3 points to 133. The shares of steel companies 
have been breaking new high records. ; 

Mexican industrials, however, remain very flat, although 
there has been no such repetition of slump as occurred. last 
week, when Mexican Light preferred, for instance, shed 3} 
points in a single day. As one of the jobbers in the market 
observed, this sort of thing could not go on for long. for 
obvious reasons. British Columbia Electric stocks аге 


steadier, and Brazilian ‘Tractions, after dipping to 494. re- 


covered to 51, still showing a fall of 14 on the week. 

The Argentine Railway market has been infected with 
acute depression, Which has found indirect reflection in the 
bonds of the country and in the shares of its industrial con- 
cerns. Rather curiously, the 44 per cent. debenture stock of 
the Anglo-Argentine Tramways Co. is quoted at 74, while the 
5 per cent. debenture stock stands 7 points lower. Of course, 
the security of the former is decidedly better than that of the 
latter. There is £1,710,000 of the 44 per cent. stock and six 
million pounds of the Fives. At the outbreak of war the 
respective prices were 984 and 96. In favour of the 44 per 
cent. issue, it ought to be added that the dividend on the 
coinpany's second preference shares (due last July) was post- 
poned. The Shawinigan Water & Power Co. has declared 
its regular quarterly dividend of 12 per cent. on the common 
shares, the price of which keeps steady at 140. Victoria Falls 
preference are а firm spot at Zils. 6d., the 5 per cent. 
second debentures being 102 and the ordinarv shares IIs, 

The British Electric Traction Co. has declared a dividend 
of 6 per cent. on its cumulative participating preference stock 
for the year ended September 30th last, and the price is a 
little better at 773. "Ihe ordinary stock, which last June 
received a dividend of £3 in respect of the previous year, 
stands at 35; while the debenture stocks are quoted 81 and 
69 for the 5 per cent. and the 44 per cent. second debenture 
respectively. London & Suburban Traction preference are 
a little better at 8s. 3d., the ordinary shares being quoted 
about half-a-crown. The 44 per cent. first debenture stock 
changed hands the other day at 66. London United Tram- 
wavs 4 per cent. debenture stands about 48. 

The Telegraph and Telephone list is very steady. Great 
Northern Telegraphs are 10s. better, but Western Telegraphs 
are 4 down at 113. The speculation in West India & Panama 
ordinary turned out to be somewhat of the one-day order, 
and the shares are 1/16 lower at 22s. ба. Bevond these move- 
ments, the list shows a good deal of firmness. Marconis re- 
acted a trifle, though the market is not by any. means a bad 
one. Americans have eased off to 16s. 6d.; Canadians re- 
main about 7з. 6d. b 

Tllumination shares—both electric and gas—continue to be 
heavy. City of London Electrie ordinary slipped back to 115. 
Metropolitan preference at 3} are 4 down. Buyers require 
. to be tempted with cheap prices to induce them to take 
shares; and the next batch of dividends is awaited, as we 


4 


have previously observed, with а certain amount of anxiety. 
The companies are suffering not only from restriction of 
lighting, but also from the complaint common to most indus- 
tries nowadays, to wit, shortage of labour, both as regards 
the outdoor and the indoor staffs. . 

Edison & Swan shares have been up to 10s. ав a result of 
the meeting last week. The chairman, Mr. C. J. Ford, dwelt 
upon the unproved results which the company has been able 
to secure during the past financial year, and indicated that 
the outlook was distinctly bright. He went into an arrange- 
ment for the provision of more money, which would enable 
the company to take better advantage of the business offered 
toit. On the speech, the shares rose from 7s. 6d. to 10s., but 
subsequently eased off to 8s. 9d., leaving them with a rise of 
Is 3d. on the week. The fully-paid shares remain at 13. 

British Aluminium ordinary are another good spot at 3k, 
The rise is no more than a few pence, but there is noticeable 
activitv in the market; and if general conditions were more 
favourable, the price would probably stand higher. The 
Castner-Kellner Co. has declared a balance dividend of 13 
per cent., making 22 per cent. for the year—an increase of 
2 per cent. as compared with the previous 12 months, and 
the. best performance since three years ago. The company 
pays £32,000 on the quarter of a million shares allotted aix 
months ago to Brunner, Mond & Co., and receives £25,000 in 
exchange. This, however, is likely to be rectified when 
Brunner, Mond's final dividend for the vear is declared. No 
change has occurred in Castners. Babcock & Wilcox are 
steady at 2 15/16, although the market for iron and steel 
shares has developed. а certain amount of irregularity -- 
natural enough in view of the progressive character of the 
movements that have heen taking place lately. - 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home ELEOTRIOITY COMPANIES, 


Dividend Price : 
Nov. 28, Rise or fall Yield 
. 1914. 1915. 1910. this week, p.c. 
Charing Cross Ordinary - .. b 6 — "7183 
do. do, do. 44 Pref.. 43 43 8,3, -— $11 0 
Chelsea ag we Pa m 6 4 .9 - 6 18 4 
do. do. 6 per cent. Pref. 6 6 10 — 600 
County of London za 1 1 103 — 6 18 4 
до. 6 per cent. Pref. 6 6 10 = 6 0 0 
Kensington Ordinary .. . 9 7 t — 6 4 6 
London Electric .. am ve 4 8 1 — 610 6 
do. do. 6 per cent. Pref. 6 6 44 — 6 15 4 
Metropolitan 94 is zi d 8 a} = 664 
do. 4} per cent. Pref. 4 _ — i 749 
St. James’ and Pall Mall . 10 8 - — 080 
South London se m eo 6 6 ` җәй 6 16 1 
South Metropolitan Pref. éx 1 1 1 — à e 15 
Westminster Ordinary .. ге 9 q om 618 0 
TRLEGRAPHS AND TRLEPHOWES, 
Anglo-Am. Tel. Pref. ee ee 6 6 af i = 6 6 8 
до. Def. ee oe 80/- 88/6 waa 7 10 з 
Chile Telephone .. oe qu. 8 8 7% — 612 8 
Cuba Sub. Ord. ee ee ее 6 6 B4 -— 8 8 6 
Eastern Extension is se 1 8 ii == *6 15 ô 
Globe Tel. and T. Ord. .. s 6 1 194 =a еб 12 0 
до. P е oe 6 6 103 — 6 17 1 
Great Northern Tel... .. 2 R 88 +4 8 16 4 
Indo-European .. - .. 18 18 61 — 678 
Marconi  .. v» oe .. 10 10 24 — yh 896 
New York Tel. 44 m . 4 4 98 — 4 19 0 
Oriental Telephone Ord. .. 10 10 2h — 466 
United R. Plate Tel... vs 8 8 6; — e5 16 6 
West India and Pan, .. © 1 — 4 — р — 
Western Telegraph on ae q 8 14 — ep 11 4 
Номе Ras, 
Central London, Ord. Assented 4 4 65} - 623 
Metropolitan МЕ i dis 1 1 91 _ 43 4 
do. District .. .. Ni Nil 16 — Nil 
Underground Electric Ordinary Nil Nil 2 — Nil 
о, do. "A" .. Nil Nil 6.8 — $d. Nil 
do. do. Income 6 6 91 — ф *6 11 10 
Fonrrien Trams, йо, 
Adelaide Sup. 6 per cent. Pref, 6 6 4H — 616 
Anglo-Arg. Trams, First Pref, Б 8 - а 9 3 
do. 2nd Pref. ee i -— DE 
Brazil Tractions .. - e. | 4 51 —1) 7 15 10 
Bombay Electric Pref. .. .. 6 6 10} — 617 8 
British Columbia Elec. Rly. Pfce. 6 5 . 69 — 7 5 0 
do. о. ferred — Nil 49 — Nil 
do, do, Deferred — Nil 47 — Nil 
do. do. Deb 4 62 +1 617 4 
Mexico Trams 5 percent. Bonds — Ni 82 — Nil 
do. 6 рег cent. Bonds — Nil 21 — Nil 
Mexican Light Common .. Nil Nil 12! — Nil 
do. Pref. .. .. Nil Ni 22 — Nil 
do. lst Bonds oe Nil Nil 8; = = 
MANUFACTURING COMPANIES. 
Babcock & Wilcorz  .. .. M 165 213 ЭЕ 52320 
British Aluminium Ord. `. 65 1 80,- +54. 6 6 8 
British Insulated Ord... .. 15 17 13 - 7 610 
British Westinghouse Pref, .. 7à 7 2. — 6 8 а 
Calenders..  .. „ .. 15 D 19} n 1 16 
do. b Pref. ee oe 6 5 - b 17 я 
Castner-Kellner .. vu .. 9290 9 at = 6 6 
Edison & Swan, £8 paid . Ni = КА + 34 Nil 
do. до. fullypaid .. Nil — 1 = Nil 0 
do. do. 4 percent. Deb. 6 6 62 == 0 4 
Electric Construction ..  .. 6 1% 14 - 6 13 0 
Gen. Elec. Pret. ee ee ee 6 6 ‚10 — 6 0 10 
do. Ord. se oe s . 10 10 14 = 7 3 8 
Henley ee ee ee oo 90 25 16 vi 1 16 б 
до. 4% Pref... o « 4 4 4 = su 
India-Rubber .. .. «. 10 10 13 — иы 
Telegraph Con. .. .. .. 90 9 - 6 4 


* Dividenda paid free ot inoome-tax. 
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PUMPING PLANT AT PORT ARTHUR, 
CANADA. ` 


- 


ar. a ép before the Canadian Society of Civil Engineers, 
JONES recently described the new water supply 

Lu of the city of Port Arthur. 

The intake consists of duplicate pipes, 24 in. in diameter, 
extending a distance of 2,350 ft. into the lake, and connected 
well at the shore end. 
is 25 ft. in diameter, and 25 ft. deep. 


to & pum 
The we 


INTERIOR OF THE Ровт ARTHUR PUMPING STATION. 
(P 


— 


The three main pumping units are Escher-Wyss centrifugal, 
two-stage, single-suction pumps, having a 12-in. -suction 
branch and a 12-in. delivery branch, the horizontal lines of 
these branches being at the same elevation. They are de- 
signed for 2,000 imperial gallons per minute when pumping 
against a head of 300 ft., the speed being 
1,200 R.P_M., and a guaranteed efficiency 
of 76 per cent. with a 2 per cent. margin. 
‘The impellers, guide apparatus, and all 
parts coming in contact with the water - 
are of special bronze, a nickel steel shaft 
covered with bronze,  self-lubricating 
bearings of the ring type, and a patent 
balancing device are fitted. There is 
no necessity to disconnect piping to 
gain access to the internal parts. The 
pumps operate in parallel or in series, as 
may be desired, and when working in 
series will deliver the capacity of one 
pump at twice the head, or a pressure 
equal to a head of 600 ft. can be obtained 
if necessary, or a range between 300 and 
600 ft. is available by throttling. They 
will discharge their rated capacity with a 
suction lift between 19 and 20 ft., and 
the power required for the stated condi- 
tion is p.H.P. 

The motors are of the Siemens self- 
starting synchronous type direct con- 
nected to the pimp shaft, have a power 
output of 275 H.P., and are capable of sus- 
taining a 25 per cent. overload for a period 
of two hours. 

Electrical energy is supplied from the 
Current River station at 2,200 volts and the 
Hydro-electric station, the latter at 25,000 
volts, to a sub-station adjoining the pump- 
house, where it is stepped down to » 200 
volts 

On the gallery the switchboard and 
apparatus is located, there being a panel 
- for each motor, exciter motors, exciters, - 
power line from Current River and the | 
transformers, while alongside the board is the panel for con- 
trolling the 95 ,000-volt line. At the rear of the board the 
switch and bus compartments are constructed of concrete 
slabs, there being duplicate sets of bus-bars. 

When changing from one source of power to the other, the 
400-K.V.A. transformers are paralleled with the Current River 
line, thus enabling the loa to be changed without interrup- 
tion to the service. 

In the transformer station is located a bank of three 400- 
K.V.A. transformers with one гө, making four in all. They 
are ‘‘star’’ connected on the high-tension side and “‘ delta "' 
in the low-tension side, being oil and water cooled, and 
mounted on castors. The switching apparatus is placed on a 


е 


. speed regulation, i.e., 
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floor bes the transformers, all switches being located i in celle 
made of concrete slabs. 

A booster pump, consisting of a rhotor-driven Allen single- 
stage pump for 1,000 gallons per minute against a head of 
20) ft. is also installed in another pave of the system to 
supply the hill section. 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. 


—  —— M —À а 


Bv J. S. PECK, M.I.E.E. 


(Abstract of paper read before the INSTITUTION OF ELECTRICAL 
ENGINEERS.) 


I? is not proposed in this paper to discuss the commercial 
questions involved in linking up, but to point out some of the 


. engineering problems and to indicate what types of apparatus 


BIS шшш and the conditions under which they may be 
use 

Fortunately the great majority of stations in this country 
generate 3-phase current at 50 periods, so that the problem 
of interconnecting is relatively simple; but there are a number 
of large systems which generate at other frequencies. The 
problem of linking-up systems of differént frequencies: is 
much more complicated than that of linking-up systems of 
the same frequency, and each particular case requires careful 
consideration in order to determine the best method to adopt. 

When two alternating-current generators having the same 
number of poles and the same rating are operated in parla, 
they must, of course, run at exactly the same speed, a 
they are to divide the lòad equally, it is essential that dis two 
engines (or turbines) driving them should have the same 
the same drop in speed from no load to 
full load. If one engine should have a regulation of 2 per 
cent. and the other of 4 per cent., then (assuming the regula- 
tion curve to b» a straight line) ‘with full load on one gene- 
rator there would be only half load on the other. Any = 


. machines may be made to, divide the load in any desired 


portion by proper adjustment of the steam supply, w ile 
adjustments of the field rheostats simply cause watt ess cur- 
rent to flow between the generators. The effect of this cur- 
rent is to strengthen the field of the under-excited generator 


TRANSFORMER HOUSE 


THREE 400-K.V.A. TRANSFORMERS 


ARRANGEMENT OF PLANT FOR SERIES OR . PARALLEL PUMPING, Port ARTHUR. 


and to weaken that of the over-excited generator ; thus the 
voltage across the two remains equal. 

The operation of two or more stations in parallel is simply 
the operation of two or more groups of generators in parallel, 
and the conditions are similar to those involved in operating 
two single generators in parallel, except for the fact that 
the interconnecting line possesses inductance and resistance. 
For all ordinary cases the resistance and inductance may be 
neglected. 

When the stations to be linked up have the same frequency, 
voltage, and phase, the only interconnecting link required is 
a cable with the necessary switches, &c., for connecting 
together the bus-bars of the two stations. 16 елу 


- 
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happens, however, that the voltages of the two stations are 
not exactly equal, and it may be required to vary the voltage 
of either station independently of that of the other. For this 
reason it is desirable to have some form of voltage regulator 
in at least one of the stations; otherwise, when voltage adjust- 
ments are attempted, heavy wattless currents will flow be- 
tween the stations and the voltages on the two systems will 
remain equal, except for the difference due to the drop ef 
pressure in the cable. | | 

. The regulator may be either of the step-by-step or of the 
induction type. 

Fig. 1 shows а diagram of connections which may be used 
when a step-by-step regulator is adopted. А, A, are series 
transformers for raising or lowering the voltage of the feeders; 
B, B, are shunt transformers, the secondaries of which are 
provided with tappings to give different voltages for applying 


Bus-bars 


Interconnector 


Fic. 1.—DIAGRAM OF CONNECTIONS FOR VOLTAGE REGULATOR IN 
INTERCONNECTOR BETWEEN Two 3-PHASE SYSTEMS. 


to transformers A, A; C, C, are regulating dials; and D, D, are 
reversing switches. It will be noticed that only two regulators 
are required for the three phases. 

In order to determine the sizes of cable, transformers, and 
regulator required to interconnect two systems, it 18 necessary 
to know the maximum load which will have to be transmitted 
between them, and as this is the most important feature in 
parallel operation it will be considered in some detail. 

It will be assumed first that the speed regulation of the 
two systems is identical, so that each will carry its proper 
proportion of the total load on both systems. This is a justifi- 
able assumption, since the engine governor can usually be 
adjusted to give approximately this condition. 
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With two stations À and B, the following cases will be 
considered : — 


l. A and B of equal capacity. 
Unequal loads on the two stations. 
2. A of greater capacity than B ; 
Load on B greater than its proportion of the total capa- 
ay of the stations. ! | 
Load оп B less than its proportion of the total capacity 
of the stations. 


1. Since A and B have equal capacities and must run in 
synchronism they will deliver at all times equal loads. There- 
fore, if the load on B's bus-bars is greater than that on A's 
bus-bars, half this difference will be supplied by each station 


` 


and the connecting feeder must carry half the difference in 


load. iege 

2. This case will. be similar to the preceding one, except 
that instead of the total load being divided equally between 
the two stations it will be divided in proportion to their cape- 
cities. Knowing the load on the bns bars and on the genera- 
tors of each system, the load on the interconnector is known 


at once. | | | 

If the load conditions are known, it is a very simple matter 
to calculate the load on the interconnecting line. If the loads 
are steady the engine governors may be adjusted by hand 
to give the minimum or any other desired load on the inter- 
connector, but where violent fluctuations occur manual ad- 
justments of the governor are. impossible, and account must 
be taken of this fact when designing the interconnecting line. 

Where the engine governors of two systems .are set for 
different speed regulations, they will divide the total load not 
in proportion to their generating capacities, but in direct 
proportion to their ratings and in inverse proportion to their 
speed regulation, assuming a straight-line speed drop. Thus, 
if station A has a rated capacity of 10,000 xw. and B 5,00 
KW., while A drops 2 per cent. and B 4 per cent. in speed 
from no load to full load, the two stations will share the 
total load in the proportion of (10/5) х (4/2) = 4, i.e., A will 
deliver four times the load of B. If the regulation of A is 4 
per cent. and that of B 2 per cent. then the proportion wonld 
be (10/5) x (2/4) = 1, te., the two stations would deliver 
equal loads. This would be a very dangerous condition, as B 
would be heavily overloaded before full load was reached on 
A. This simply confirms what is well known in operating 
machines in. parallel, namely, that when the regulation cannot 
be made equal on two machines, the larger one should have 
the closer regulation. . 

The same methods may be used where there аге. several 
stations in parallel, and as soon as the loads on the different 
stations have been determined the loads on the different inter- 
connectors may be found. > 

In the actual parallel operation of alternators in a station, 
the loads are seldom divided exactly in proportion to the 
ratings of the different machines, but shift from one set to 
another with variations in the external load, depending on the 
governor adjustments. This causes, however, no trouble in 
the station so long as the sets share their loads properly at the 
full output of the station, and hand adjustment of the gover- 
nors is necessary from time to time. In the operation of sta- 
tions in parallel exactly the same problems are involved, and 
there should be no more trouble than in operating different 
generators in the same station in parallel, provided that the 
interconnecting link is made of sufficient capacity to take 
care of any discrepancies in load adjustments due to governor 
péculiarities. 

It is becoming standard practice in all large generating sta- 
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Fic. 2.—D1aGRAM OF CONNECTIONS OF TRANSFORMERS AND REGULATORS IN 4,000-KwW. INTERCONNECTOR BETWEEN 2,900-vour 
_ 9-РНАЗЕ SYSTEM AND 11,000-voLT 3-PHASE SYSTEM IN LONDON. 


. tions to earth the neutral point of the system. Where the 


bus-bars of two earthed systems are directly coupled together 
there may be heavy high-frequency currents flowing through 
earth between the stations, and these currents may cause 
trouble in telephone and telegraph circuits. There are several 
ways of overcoming this difficulty :— Lr | 

(а) One station only may be earthed. In this case arrange- 
ments could be made so that when the interconnector was 
opened the unearthed system would be earthed. 

(b) An insulated earth cable could be run from one systen 
to the earth on the other system, i.e., both systems wo 
have а common earthed point. 

. (c) Transformers could be inserted in the interconnecting 
ne 
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(d) Reactances or resistances could be placed in the earth 
connection to limit the earth currents to а negligible value. 

Where the stations are of the same frequency but of dif- 
ferent phase or voltage, it is necessary to introduce trans- 
formers into the interconnector. The voltage and phase 
transformation is made, where such is required, in the same 
transformers. 

Fig. 2 shows the diagram of connections used for the trans- 
formers of a 4,000-kw. interconnector between two stations 


in London, one generating 2,200 volts 2-phase and the other. 


11,000 volts 3-phase. For varying the voltage between the 
two stations step-by-step regulators are used. A drum-type 
eil-immersed regulator is used for changing from tap to tap 

Apart from the introduction of transformers, the operating 
conditions for stations having different voltages or phases are 
exactly the same as when the stations have the same voltage 
and phase, except where it is required to link up a single- 
phase system with a 2 or 3-phase system. If it is desired 
to distribute the load equally on all phases of the 3-phase 
or 2-phase system, rotating apparatus is required. This may 
take the form of a motor-generator or of what is known as 
а phase converter. 

Several designs of -phase converters have been proposed, 
but they all utilise the well-known fact that if one phase of 
a 2- or 3-phase machine be supplied with current and the 
rotor be brought up to speed, then 2-phase or 3-phase ‘current 
can be supplied from the terminals of the motor. 

This type of converting plant is used on the Norfolk арӣ 
Western way in America for converting the single-phase 
trolley current into.3-phase current for the motors on the 
Iccomotives. When running down grade the 3-phase motors 
regenerate and supply single-phase current to the trolley 
through the converter. Similar plant is being installed in 
the sub-stations of a single-phase railway system for convert- 
ing ro 3-phase to single-phase for supplying. the trolley 
circuit. 

When two stations of different frequencies are to be linked 
up it ів necessary to use a frequency changer of the rotating 
type. This will usually take the form of a motor-generator, 
but in certain cases where continuous current is required it 
may be advantageous to use a rotary converter for changing 
from one frequency to continuous current, and another to 
change from continuous current to the other frequency. 
Under this condition it is, of course, possible to use both 
rotary converters for supplying continuous-current load from 
Ше two different systems. This condition will be considered 
ater on. 

The cost of a motor-generator is comparatively high, and 
while it is desirable to keep down its size to correspond to 
the load which it is desired to transmit from one station to 
the other, its capacity must also be chosen with reference to 
the load it may have to transmit under abnormal conditions, 
and the choice of the type of converting plant will be governed 
largely by this consideration. 

.The motor-generator for frequency transformation may be 
either of the following two types:— 

Synchronous motor and synchronous  generator—called 
“ synchronous motor-generator.” 

Induction motor and synchronous generator—called '' in- 
duction motor-generator.”’ 

Each set has certain advantages and disadvantages. 

In the case of a synchronous motor-generator, since each 
machine of the set must run in synchronism with the system 
to which it is connected, the two systems must run at speeds 
which are definitely fixed with reference to each other. In 
other words, the two systems are locked together through the 
motor-generator, which acts as a perfectly rigid coupling, and 
16 is the strength of this coupling with reference to the loads 
likely to be thrown on it which requires careful consideration 
in all cases. 2 

Since the synchronous set locke the two systems in step, the 
transfer of energy from one system to the other will be 
governed by the same conditions as when the systems are of 
the same frequency and paralleled by a direct cable connec- 
tion. Thus the loads likely to be thrown on the converting 
set may be calculated in the same way as described above for 
systems of the same frequency. | 


Advantages of Synchronous Set. 


1. It is reversible and can supply energy in either direction 
without change from the normal speed ratio. 

The motoring machine can be run at unity power factor, 

or even with a leading power factor, and thus assist in im- 

proving the power factor of the system. The generating 

machine may be run with an over-excited field, and so reduce 

the lagging current carried by other generators on the system. 


Disadvantages. 


1. The set, acting as a rigid coupling, forces the two sys- 
tems to run at a fixed speed ratio, and is therefore subject 
to heavy overloads under certain conditions. 

2. Each machine must be synchronised with its own sys- 
tem, an operation requiring some skill, especially with certain 
ratios between the numbers of poles. 

3. Where two motor-generators are operated in parallel 
special arrangements are required in order to synchronise an 
unloaded set with one under load. | 

Where ар indaction motor and a synchronous generator аге 
used, the indaction motor does not run in synchronism with 
its supply system, but runs slightly below synchronous speed. 


The slip varies directly with the load transmitted; further- 
more, it may be regulated by adjusting the amount of resist- 
ance in series with the secondary member. The induction set 
may be likened to a slipping coupling between two prime 
movers, where the amount of slip depends on the load trans- 
mitted, so that they are not required to operate at exactly the 
ваше Speed. | | 1 i i 

The induction: synchronous set is a much more flexible link 
fot coupling-up' tws power systems than is the synchronous 
set, and it is possible to use a set of comparatively small 
capacity for linking-up two large systems, for by making 
the slip fairly large it becomes almost impossible seriously 
to overload the set; also it requires a large variation in speeds 
to give a considerable transfer of energy from one system to 
the other. On the other hand, the induction machine always 
takes a wattless current and does not permit any adjustment 
of power factor on the system to which it is connected. 


Advantages of Induction Motor-generator. 


1. It is a flexible link and permits a small set to be used 
between two large systems. | 

2. It is easier to start and put into operation. - 

3. By using.an adjustable secondary resistance, 1t 18 pos- 
sible manually to control over a considerable range the 
amount of energy transmitted by the set, though this in- 
volves & certain loss in efficiency. 


Disadvantages. 


1. A comparatively large difference in speed between the 
two systems is required in order that it may transfer its 
rated output from one to the other. This large difference in 
speed often limits the induction set to transmitting ın one 
direction only. ZR | 

2. The induction machine requires a considerable lagging 
current, and no power-factor control is possible on this 
machine without introducing some form of phase advancer. 

The great advantages which the synchronous set possesses, 
of permitting power-factor control and of transmitting energy 
in either direction without change in speed ratio between the 
two systems, make it desirable to use the synchronous set 
in preference to the induction set whenever possible. The 
great danger in its adoption is the posstbility of overloading it 
and pulling it out of step. Of course, it is possible to protect 
the machines from excessive overload by means of an over- 
load circuit-breaker; but, when the breaker opens, the 
machine must be synchronised again, and for a time there is 
no interconnecting link between the two systems. 


A.C. station 
Sw 


A.C.& C.C.station 


Fic. 3—A Метнор OF INTERCONNECTING AN А.С. SYSTEM WITH 


A COMBINED A.C. AND С.О. SYSTEM. 


In general, а synchronous set should not be used unless its 
capacity is reasonably large with reference to the smaller of 
the two stations which it couples together. Where the sta- 
tions are large and the changes in load comparatively small 
and not very sudden, it would probably be satisfactory to use 
a synchronous set having a rated capacity as low as 20 рег 
cent. of the capacity of the smaller station. Under less 
favourable conditions it might not be advisable to use a capa- 
city leas than 40 to 50 per cent. of that of the smaller station. . 
But where the synchronous set is as small as 20 per cent. of 
the capacity of the smaller station, overload protection must 
be provided and occasional shut-downs may be expected. 

Interconnecting two systems of different frequency by 
means of rotary converters, in general, 18 only commercially 
feasible where continuous current is required in at least one 
of the stations. Fig. 3 shows two alternating-current stations 
of different frequency interconnected in this way. From the 
continuous-current side of the two rotary, converters a con- 
nection is taken to the continuous-current bus-bars in one of 
the stations. With this arrangement it 1s possible to feed the 
continuous-current bus-bars from either or both alternating- 
current stations, or to supply alternating current from the 
continuous-current bus-bars to either or both stations; also it 
is possible to supply alternating current from either station 
to the other. 

When rotary converters are used the transfer of energy 
from one station to the other does not depend upon the speed 
of the generators, but is controlled by manipulating the volt- 
age of the rotary converters, and means must be provided for 
accomplishing this result. This may be done by synchronous 
boosters or by transformer tappings, but, in general, react- 
ance control will permit sufficient voltage variation to give 
the desired results. н | 
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In many large continuous-current stations extensions are 
made at present with turbo plant. Where the units are of 
considerable size it is customary to use a high-speed turbine 
and to gear it to a moderate-speed continuous-current gene 
rator, or else to use a high-speed turbo-alternator and to con- 


vert to continuous current through a rotary converter. The. 


latter arrangement offers a ready means of linking up with 
an alternating-current station should it ever be desired. to 

э 80. : 

With an arrangement such as that shown in fig. 4 it is 
evident that there are a large number of possibilities with 
regara to linking-up alternating and continuous current sta- 
ions. . К 

It is common practice to operate electro-hydraulic systems 
of the same frequency in parallel, and on the Continent and 


` 


; Turbo-alternabor 


E 


Ес. 4.—A METHOD OF INTERCONNECTING A.C. AND С.С. SYSTEMS. 


AC station 


cc station i 


in America many large transmission networks are supplied 


Írom stations located long distances apart. In Great Bntain 
an increasing number of systems of the same frequency are 
being operated in parallel, but there has been very little done 
towards linking-up systems of different frequencies. 

In South Wales & 40-cycle system is operating in parallel 
with a 50-cycle system through two 500-kw. induction ^motor- 
generators. One set has a 40-cycle induction motor and a 50- 
cycle synchronous generator. The other has a 50-cycle induc- 
tion motor and a 40-cycle synchronous generator. These sets 
have worked very well in service, except that the heavy 
wattless currents taken by the induction motors limit the 
output of the stations and cables. A synchronous condenser 
18 being installed which may work on either system. 

In France and in Italy there are some large systems of dif- 
ferent frequencies connected through motor-generators, and 

‘the author is indebted to Mr. T. Prinetti, of the Società 
Elettrica Riviera- di Ponente, Savona, Italy, for some parti- 

' culars of a very interesting installation where a synchronous 
set is nsed for linking up two very large systems—one of 163 
periods and the other of 50 periods. The synchronous set 
consiste of two 10,000-k.v.4. generators, one having 2 poles 
and giving a frequency of 163 cycles, and the other 6 poles 
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 FiG. 5.—System or THE SOCIETA ELETTRICA 
RIVIERA DI Ponente (ING. Б. NEGRI). 


and giving a frequency of 50 cycles. Fig. 5 shows a. diagram 
of connections, from which the magnitude of the system may 
be seen. Mr. Prinetti says :— 

‘‘Synchronising is usually done by first synchronising the 
turbine with the 50-period part of the plant, and afterwards 
with the 16.6-period part, the latter operation being very 
easy. Only from time to time is it necessary to telephone 
to other stations to adjust the speed. 

"It was not necessary to apply any special device to the 
regulators of the water-wheels. The regulators are of the 
‘ Riva’ oil-pressure type with an hydraulic auxiliary motor.” 

In thig case the two machines are coupled to a steam tur- 
bine. The original plan was to use the set for feeding either 


or both у but as coal is now at an almost prohibitive 
price in Italy, the set does excellent service as a frequency 
changer. 


In two appendices the author shows how to calculate the 
effect of resistance and reactance upon the parallel operation 
of alternating-current generators, and the method of calcu- 


lating the load on an induction-synchronous frequency- 
ckanger. 


DISCUSSION. 


Mr. WILLIAM WOODHOUSE, in opening the discussion. wh; 
thanking the author for Шеш the subject, said de pn 
that he had passed over altogether too lightly the most im. 
portant condition, namely, the regulation of power factor. The 
practical problem was the parallel operation of stations 
situated some distance apart, usually beyond the economical 
limit of their present distribution voltage. The justification 
for interconnection was the added security given to each 
station or. system of distribution and the ability to transfer 
load at will. The problem, therefore, was almost entirely 
one of transmission, and the governing conditions were volt. 
age and power-factor regulation; hunting, surges, faults, and 
other transient conditions must also be considered. The 
case of interchange between two systems of different fre- 
quency was likely to be of decreasing importance because a 
difference of frequency between two stations in the same 
area implied that one was non-standard, and, therefore, as 
development took place the transfer of load would be all in 
one direction, the non-standard frequency being eventually 
supplied as a consumer. The condition of most general in- 
terest was, therefore, the interconnection of two or more 


` stations working at the same frequency, and he took the 


author's first example of two systems each with a normal 
load of 10,000 Kw. and with provision for an interchange of 
5,000 Kw. If each station was dealing with the full local 
load, the station voltages would be equal, and the two ends 
of the interconnecting main would be at the same voltage. 
On the assumption that each load was of the same power 
factor no current would flow through the interconnector. 
Assuming that it was desired to transfer from B to A a load 
of 5,000 kw. and of & power factor of 0.75, and that the 
impedance voltage of the interconnector was equivalent to 
10 per cent. of the line voltage: If B possessed no power of 
regulating the station pressure and transmission was by means 
of a main of neglicible reactance, the result would be that 
B's consumers’ voltage would drop 10 per cent. This was 
obviously not permissible, as ‘a necessary condition of the 
problem was.that the consumers' voltage on both systems 
was kept constant. The voltage of station B must therefore 
be raised to the normal, which would produce a result depen- 
dent entirely on the nature of the transmission line; if the 
interconnector was without appreciable reactance, the flow 
of energy would cease; if the interconnector possessed react- 
ance, as in the case of an overhead line, they had an interest- 
ing condition, which was that power would only be trans- 
mitted from A to B in exchange for idle current from B to A; 
Station B, calling for power, would have to supply (1) Idle 
current for the load generated by B; (2) idle current for the 
load supplied by A; (3) idle current for the regulation of the 
transmission line. Assuming that A supplied half the load on 
system В, and that the reactance and resistance of the trane- 


mission line were equal, the power factor of the load being | 


0.75, B would require steam power to supply 5,000 xw., and 
alternator capacity to supply the following wattless K.V.4.:— 
First, for half its local load, 4,450 K.v.a.; second, for half A's 
local load, 4,450 K.v.a.; third, for transmission line regula- 
tion, 5,000 k.v.a., or 13,950 к.у.А. of idle current in all, equiva- 
lent to a power factor on the generators at the receiving sta- 
tion B of 0.33, a figure not only beyond the rating of the 
machines in use to supply the power load, but beyond that 
necessary to ensure para deuim Incidentally, station A would 
benefit by being relieved of 9,450 wattless K.v.a., and if its 
output was originally equal to that of B, the power factor of 
the load carried by A's generators would become practically 
unity. This condition of affairs was equally as unpractical 
as the first assumed, and they must consider again from the 
transmission point of view what practical steps could be taken 
to correct it. There were several ways: First, the reduction 
of the percentage voltage drop in the transmission'line, by 
increasing either the amount of copper or the transmission 
voltage; second, the use of regulating transformers or of 
boosters; third, the use of synchronous condensers. 
a definite limit to the improvement effected by increasing 
the amount of copper, as it only dealt with resistance drop, 
and not at all with the inefficiency of transmitting wattless 
K.V.A. from one centre to another. Furthermore, if the inter- 
connection was by means of cables, the use of regulating 
transformers or boosters or the introduction of reactance be- 
came essential. The increase of the transmission voltage was 
another matter which should be considered in connection 
with the proposed use of existing 6,000-volt mains for linking- 
up. The use of regulating transformers presented certain 
practical disadvantages if frequent changes of load were to 
be met; to return to the case just considered, a Fon 
transformer at station A giving a 10 per cent. boost woul 

reduce the call on B for idle current, but would still involve 
transmission at a low power factor; that was to say, the 
energy lost in transmission would be 62 per cent, greater than 
if the load was transmitted at unity power factor. Further- 
more, unless the transformer was automatic, the interchange 
of idle current on large variations of load such аз -occurred 
regularly in power supply might be unsatisfactory. For large 
loads regulating transformers were not strongly to be recom- 
mended. If existing networks were to be used for intercon- 
nection, it was probable that load would be distributed at 
various points along the interconnector, which would limit 
the amount of boosting permissible, and would probably re- 
quire a transformer at each end: Synchronous boosters їп 


There was: 
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conjunction with synehronous condensers might form an 
advantageous alternative to regulating transformers. Syn- 
ehronous condensers as 8 means of regulation dealt with 
power factor and voltage; it was important to remember that 
if the voltages at the two ends of a transmission line-were 
adjusted to be constant and equal at any load, they would 
remain so at all loads, and the power factor would be con- 
stant aleo. Obviously, if station B was being aided, the 
synchronous converter should be at B, dealing with the idle 
current near its source; if A was being aided, the synchronous 
converter should be at A, so that for mutual aid of, say, 
5,000 к.У.А. at 0.75 power factor, they would require two 
machines each of 3,300 к.у.А., а somewhat substantial addi- 
tional cost to that of interconnecting mains. Their power 
consumption must also be borne іп mind, as though efficient 
at full load, a synchronous motor had rather high no-load 
losses; the running arrangements had, therefore, to be studied 
carefully. Ав an off-set, however, 16 must be remembered 
that the use of synchronous converters would reduce the 
K.V.4. loading on the generaters, thus not only enabling 
smaller generators to be used for a given KW. output, but 
reducing the stresses on them in the case of faults; further, 
such machines helped to balance unequally-loaded phases. 
Broadly speaking, so far as voltage regulation was concerned 
the first condition for a satisfactory solution of the problem 
was a high transmission pressure; when national intercon- 
nection came, they might look for a transmission system of, 
say, 60,000 volts, a power distribution voltage of anything 
. between 10 and 30,000 volts, and the relegation of the 6,000- 
volt systems to domestic supply. As to power factor, a satis- 
factory voltage at the consumers’ terminals made auto-regu- 
lation at each station a necessity. The use of auto-pressure 
кине for power factor control presented no practical diffi- 
culty, as the relationship between power factor and pressure 
drop in an inductive line was almost a straight line. On the 
Yorkshire system, as a case in point, they had two stations 14 
miles apart running in parallel, each fitted with auto-pressure 
control, which effected the desired result for power factor 
also. Obviously, the interchange of power between any sta- 
tions should be at as high power factor as possible, во as to 
reduce transmission losses; with fixed setting of the regu- 
lators i$ was possible to arrange for this within practical 
limits. In the case mentioned, the normal condition was that 
little power -was interchanged, the interconnectors acting also 
as distributors. As a large interchange was infrequent, the 
comparative value of low line losses was small and, therefore, 
the necessary transfer of power was carried out by power 
factor alteration at the expense of the wattless K.v.A. on the 
receiving station; failing the provision of a synchronous con- 
verter, this could be dealt with by running a generator as a 
motor. Finally, in this country the case to be met was that 
of a number of stations interconnected for the sake of security 
and load transfer, but under separate control. No system of 
operation would prove satisfactory which inyolved communi- 
cating instructions to all the stations when a change of load 
occurred, and the simplest possible alternative was automatic 
pressure regulation, station output controlled by steam pres- 
sure, and either central or sectional regulation of wattless 
k.V.4. by means of synchronous condensers and boosters. 
. Mr. PARTRIDGE said he had anticipated that the paper would 
have dealt at greater length on the apparatus which might 
be used. It was impossible to say what would be the prime 
mover of the future, but it must be designed for parallel 
working. As regarded transmission, he saw no difficulty in 
working up to 50,000 volts with underground cables. The 
most important question was as to the periodicity to adopt, 
and this should be settled once for all. It appeared to him 
that it would be better to adopt something lower than 50; a 
low periodicity meant less inductance, less chance of coming 
out of step, the regulation was much better, and capacity 
currents would be less; pressure rises would also be smaller, 
and switching would be easier if oil switches were used owing 
to the zero remaining longer.. It was necessary to have plenty 
of copper in the interconnecting cable. He much preferre 
the induction regulator for voltage adjustment, and regretted 
. that the paper said so little about phase converters. The 
induction motor-generator was preferable to the synchronous 
machine; his experience of a large set for coupling a 3-phase, 
25-cycle, 7,000-volt system to a single-phase, 85-cycle, 10,000. 
volt system was most satisfactory despite heavy disturbances 
on one or two occasions. He pointed out that while it was 
easy to synchronise the first induction machine, there was a 
difficulty with the second incoming machine on account of 


the difference in slip, and a somewhat similar difficulty arose | 


with the second synchronous motor generator. 
. Mr. A. M. TAYLOR agreed with Mr. Woodhouse ав to link- 
Ig-up being more complex than appeared on the surface. 
Birmingham, the old generating station, run with auto- 
Matic regulation, was coupled to а new plant without such 
regulation, and the preliminary difficulties had been over- 
‘come, but he thought the author rather under-estimated the 
dificulty of synchronising two large stations, and that he 
should have included reactance. The capacity of switchgear 
was very much governed by it, and it was possible that with 
two 80,000-k w. stations near and connected that an unsafe 
amount of plant would come on to one system unless react- 
ance was employed. In regard to the possibility of paralleling 
stations through static frequency changers, he was quite pre- 
pared to design frequency changers of at least 300 KW. capacity. 
A "bank" of, say, 10 such frequency changers, representing a 


total of 3,000 kw., could be suddenly switched in as a big 
unit. It would not be necessary to synchronise nearly so 
closely as with synchronous frequency changers, and probably 
an error of 60 deg. “lag” or "lead," or, at a pinch, even 
9) deg., would not be attended with serious trouble. For 
this reason it might be possible to put in a 3,000-kw. ‘Барк’ 
of static transformers, where a 6,000 or 9,000-kw. set would 
be necessary with rotating frequency changers. Within cer- 
tain'limits the apparatus would be reversible, possibly to the 
extent of the capacity of the apparatus. The large ''lagging "' 
current, which was the worst feature of the static transformer, 
could be compensated by phase advancers at the station, as 
proposed for the induction motor-generator scheme. The 
static frequency changer took a perfectly balanced current 
from the three mains, and delivered it to a single-phase system 
on the higher frequency. All the above remarks related to 
step-up transformation from 25 periods to 75 (or from 16.6 
to 50) periods, but he had also obtained entirely satisfactory 
experimental results with a step-up from 25 cycles to 50 
cycles, for which, however, direct-current excitation would be 
required. He had experimentally performed the stepping 
down of the frequency from 75 to 25 (or 50 to 16.6) periods, 
and probably the same could be done with stepping down 
from 50 to 25. If, however, the apparatus was found to be 
sufficiently reversible (so long as the 25-period supply did 
not entirely give in), there seemed to. be no object in 
employing special transformers to act independently of that 
supply. He thought that the simplicity of the static frequency 
changer, and the ease with which it could be switched into 
circuit under almost all sorts of conditions, and the fact that 
it practically required no attention when once switched in, 
being capable of very heavy overloads, and being self-protec- 
tive against rises of pressure on either side or short circuits 
rendered it almost ideal for use as a piece of interlinking 
apparatus. 

Sir CHARLES Parsons, who said he had not intended to 
speak, referred to the great interest of the paper in view of 
the necessity of facilitating electricity supply for industrial 
purposes. He wished the author had said more about Ameri- 
can developments, although, probably due to our restricted 
area, more linking-up was in prospect here. He went on to 
refer to possible developments in prime movers, pointing out 
the limitations of the gas engine in this respect. 

Mr. BnaziL said it was important to consider safety as well 
aa efficiency in choosing apparatus for interconnecting sources 
of electricity supply. He strongly favoured the synchronous 
motor-generator because of the importance of being able to 
transmit in both directions. The induction motor-generator 
would do this under certain conditions, but not unless there 
was synchronous plant running. Rotary converters were more 
efficient, but the question of safety came in with them. As 
regarded earthing the neutral (a) involved using apparatus 
likely to go wrong, (b) was ideal, but expensive, and (d)—the 
use of resistances, &c., to limit earth currents—was, he 
thought, the best arrangement. | 

Mr. А. P. TROTTER said there were three points of view in 
iine to earthing: That of the supply engineer, who con- 
sidered the triple-frequency currents if earthing was carried 
out at more than one point; that of the Post Office engineers, 
who had charge of telegraph and telephone circuits; and. the 
question of safety. They must have sufficient current to 
trip an overload circuit breaker, or, better still, a protective 
device. The frequencies at present in use in this country were 
as follows :— 

| ELECTRICAL SUPPLY UNDERTAKINGS. 


Frequency. Stations. Thousands 
| | of kw 

05. — — Nasen UE. mm 98 
40. — — — ulcus EE Nn 156 
50 ней 26: о 760 
600 Ө: ы 17 
МОТА B. меаи 85 
10 е 15s uso 4$ 

83, 68, 75 

T1, 80, 90, 93 TOO 10 eve: < X 

ELECTRICAL PowBR COMPANIES. 

OS —— n ОЕ Дз, мыйы 78 
40 | |  ...... B ox cede 317 
0 5 ӨС оа 117 
GOs, Em | RES 36 


excluded, 50 was the most common. It was undesirable that 


tees or sub-stations should be connected in linking mains; 


these should ultimately form a network, and a frequency of 
25 seemed suitable. Regulation B.4 of the Extra-high-pressure 
Regulations of the Board of Trade had, for more than 10 
yearB, restricted frequencies to 95 or 50, except in the North- 
East Coast district. | | 
Mr. W. M. MonDEY said there was no greater bugbear in 
power supply work ап low power factor. and he had looked 
for some improvement in this by the use of the static condenser, 
to the advantages of which, including decreased loss, lower 
cost, and stationary construction, he had drawn the attention 
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of the Institution some eight years previously. Не was much 
disappointed to find that they had not come into greater use, 
and suggested that they were worth consideration by engi- 
neers: 

. Mr. Е. T. WiLLIAMS said а great deal had been said about 
interconnection, but he agreed that the matter would require 
careful handling, or it would lead to & waste of money. He 
felt that they should settle now what should be the standard 
frequencies. It was easy to imagine a district trunk main 
system with a standard frequency, to which adjacent stations 
would be connected, and it was important to fix the fre- 
quency and pressure now rather than later. 

Mr. J. S. Peck, in replying to some of the points raised, 
said he felt that Mr. Woodhouse had over-estimated the diffi- 
culties of parallel operation: many stations were operating 
successfully in parallel in ordinary work. In regard to the 
Manchester district, it had not been considered necessary yet 
to use more than 6,000 volts for interconnecting service. 
Low frequency was an advantage as regards transmission, 
but the difficulty arose in regard to large generating sets 
which were restricted in speed. It was probable that larger 
sets would be built for a speed of 3,000 n.P.M. Quite a small 
current was sufficient to trip the protective gear for earthing. 


Tf very large systems were interconnected, it would probably , 


be necessary for the sake of the switchgear to use reactance. 
and he did not anticipate any great difficulty in parallel 
working. The difficulties in linking-up were over-estimated 


FOREIGN AND COLONIAL TARIFFS ON 
| ELECTRICAL GOODS: 


UNITED STATES OF AMERICA.—In the United States 
Revenue Act, which has recently been passed by Congress, 
provision is made for the creation and establishment o a 
Commission, to be known as the United States Tariff Com- 
mission, which is to be charged with the duty of investigat- 
ing the administration and fiscal and industrial effects of the 
U.S. Customs Laws, the relations between the rates of duty 
ou raw materials and finished or partly finished products, the 
effects of ad valorem and specific duties and of compound 
specific and ad valorem duties, all questions relative to the 
arrangement of schedules and classification of articles in the 
several schedules of the Customs law, and, in general, to 
investigate the operation of Customs laws, including their 
relation to the federal revenues, their effect upon the indus- 
tries and labour of the country, and to submit reports of 
its investigations. 

The Commission is to have power to investigate the tariff 
relations between the United States and foreign countries, 
commercial treaties, preferential provisions, economic alli- 
ances, the effect of export bounties and preferential transport 
rates, the volume of importations compared with domestic 
production and consumption, and conditions, causes, and 
effects relating to competition of foreign industries with those 
of the United States, including dumping and cost of produc- 
tion. The Commission is also to have power to investigate the 
Paris Economy Pact and similar organisations and arrange- 
ments in Europe. | 

The Revenue Act also contains provisions dealing with '' un- 
fair competition," of which the following may be worthy of 
mention :— | 

ex Section 801.—'' That it shall be unlawful for any person 
{in which term are included partnerships, corporations, and 
associations] importing or assisting in importing any articles 
from anv foreign country into the United States, commonly 
and systematically to import, sell or cause to be imported or 
sold such articles within the United States at a price sub- 
stantially less than the actual market value or wholesale price 
of such articles, at the time of exportation to the United 
States, iñ the principal markets of the country of their pro- 
duction, or of other foreign countries to which they are com- 
monly exported, after adding to such market value or whole- 
sale price, freight, duty, and other charges and expenses 
necessarily incident to the importation and sale thereof in the 
United States: Provided, That such act or acts be done with 
the intent of destroying or injuring an industry in the United 
States, or of preventing the establishment of an industry in 
the United States, or of restraining or monopolising any part 
‘of trade and commerce in such articles in the United States.” 

Section 809.—'' That if any article produced. in a foreign 
country is imported into the United States under any agree- 
ment, understanding, or condition that the importer thereof 
or any other person in the United States shall not use, pur- 
chase, or deal in, or shall be restricted in his using, purchas- 
ing, or dealing in, the articles of any other person, there shall 
be levied, collected, and paid thereon, in addition to the duty 
otherwise imposed by law, a special duty equal to double the 
amount of such duty: Provided, That the above shall not be 
interpreted to prevent the establishing in this country on the 
part of & foreign producer of an exclusive agency for the sale 

-in the United States of the products of said foreign producer 
or merchant, nor to prevent such exclueive agent from agree- 
ing not to use, purchase, or deal in the article of any other 
person, but this proviso shall not be construed to exempt 
from the provisions of this Section any article imported by 


such exclusive agent if such agent is required by the foreign 
producer or if it is agreed between such agent and such 
foreign producer that any agreement, understanding or condi 
tion rà pee in ши d shall P imposed by such agent 
upon the sale or other disposition of such article to an 

in the United States.” — 


NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED). 


Conipiled expressly for this journal by Messrs. W. P. Тномрѕои & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


16215 “ зра ong, plugs for internal-combustion eggines.” W. A. Слик, 

SriuNx MNrc. Co., Н. С. Loncrorp & W. W. Loncrorp. November 13th. 
16,248. '* Sparking plugs." Soc. Crercst, Buin кт С. November 13th, 

(France, November 13th, 1915.) 
16,250. '' Regulating mechanism for controlling speed of induction motors." 


ee THomson-Houston Co. (General Electric Co., U.S.A.). November 
13th. 


16,272. ‘‘ Electric regulators, &c." Н. Lerner. November 14th. 
16,284. '' Electrical connections and terminals." Н. M. AckERY, Novem- 
ber 14th. . 

16,291. ''Reversing switch." Ісҝклмс Exvectric Co. & Е, Beromany. 
November 14th. | 
i 16,294. “ Packing boxes for clectric lamp bulbs." А. AsrLEy. November 
dth. . 

16,308. ‘‘ Secondary electric batteries." T. A. D. Lawton. November 


14th 


16,332. ‘Contact breakers of magnetos." A. Cox & ELECTRIC Icnition Co. 
November 15th. 


16,348. '' Electric wire gas-lighting appliance.” J. Н. T. Roserts. Nov- 
ember 15th. 


16,359 & 16,360. © Electrica! contacts, and mounting or supporting same." 
A. CRAWFORD, W. Preston AND W. Sanpers & Co. November 15th 
16,370. “ Télegraphy." W. M. Bruce. November 15th. 


1,382. “ Electric switchgear " Н. W. Сіотнівк АМО A. ReyroLLe & Co. 
November 15th. : i 


16,393. “ Electric heaters.” T. Burney. November 16th. 

116,395. ‘ Electric furnaces.” У, Stos. November 16th. 

16,413. '' Manufacture of switchboards." W. N. RiNGROSE. November 16th, 
16,423. “ Sparking plugs." К. Hesry & E. HERRMANN. November 16th. 
(France, December 2nd, 1915.) 

16,427. '' Electric arc devices and method of operating same." — Dürrisi 
Тномѕом-Нооѕтом Co. (General Electric Co., U.5.A.). November 16th. 
16,434. “ Signalling by electric lamps." W. S. G. Baker, McKenzie, Hot- 
LAND & WrzsriNGHOUSE. Power Sicna Co. November 16th. 

16,459. “ Mercury breaks or interrupters.” Е. К. Burr & Co. ann Е. К. 
Burr & Н. Е. Biccg. November 16th, 

16,453. '' Protective devices for electric circuits." W. J. MeLLERSH-] ACKSON 
(Baruch Electric Controller Corporation). November 16th. 


16,457. “ Reflectors for high-speed submarine cable telegraphy." Т, В. 
Dixox. November 16th. (U S.A., July 19th, 1915.) 

16,461. “ Attachment for trolley poles of electric cars." W. James. Nov- 
ember 17th. | ! | 

16,492. ‘Spark gaps." L. A. Kunzman. November 17th. 

16,512. “ Ignition dynamos." С. T. Mason. November 17‹һ.. (U.S.A. 
Jun 19th, 1915.) 

16,513. '" Ignition dynamos." С. T. Mason. November 17th. (U.S.A., 
June 19th, 1915.) 
16,514. ‘Ignition dynamos." С. T. Masox. November 17th. (U.S.A., 
June 19th, 1915.) 
November 17th. (U.S.A., 


16518. ©“ ын dvnamos." С, T. Mason. 
Jane 19th, 1915.) - 
16,521. “ Sparking plugs." Н. Бикквкск (Thierry & Co.). November 17th. 
16,536. '' Miners’ electric safety lamps." О. Огрилм. November 17th. 
16,540. “ Brush-lifting and = short-circuiting device on induction motors, 
&c." Brus ELECTRICAL ENciNEERING Co. & T. Н. Hurst. November 18th. 
16,542. '' Method of generating combustive forces by electrolysis of water 


for use in internal-combustion engines." G. C. Corona & D. Матіамр. 
November 18th. ; 
10,563. “ Wireless signalling systems." Витон THOMSON-HOUSTON Co. 


(General Electric Co., U.S.A.). November 18th. 

16,560. '' Apparatus for producing perforated strip by J 
impulscs." H. H. Harrison aND Creep, Bute & Co. November 18th. 
16,567. '' Apparatus for producing perforated strip by cléctrical current 
impulses.” H. Н. HARRISON AND Cresen, Вик & Co. November 18th. 
‚16,575. “ Pocket or portable electric lamps." Е. Bicmore & W. К. Curtis. 
November 18th. 
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13,852. Measurinc INSTRUMENTS, RELAYS, AND THE LIKE. 
less Telegraph Co. & Н. A. Ewen. September 29th. 
3,233/16 and 3,789/16.) "MEE » " 

15,092. DiRiciBLE. Torrepogs. Н. A. Von Post. October 25th 

15,094. ATTACHMENT FOR Miners’ ELECTRIC ЅАҒЕТҮ LAMPS POR DETECTING 
FIREDAMP AND OTHER CoxBUsIIBLE Gases. Т. J. Thomas. October 26th. 

15,237. Wireless SIGNALLING Systems. British Thomson-Houston Со. 
(General ‘Electric Co., U.S.A.). October 28th. ; 

15,961. Automatic APPARATUS FOR EXTINGUISHING THE LIGHT -FROM PORTABLE 
ELectTRIC Lamps IN PREDETERMINED Directions. L. Gaster & J. 5. Dow. 
October 29th.. А 

15,370. Execrric CLOCKS. 
30th, 1914.) А с 

15,759. CarHop& rom Егествоіхтіс Certs. Е. G. Wheeler. (January 25th, 
1815.) November 8th . | 
‚ 17,752. Мтнор ano Means oF INDICATING OR RECORDING THE FREQUENCY 
or Periovic Currents. N. C. Е. Jensen. December 20th. 


1916. 
The numbers in brackets are those under which the s cifications wiil be 
prirted and abridged, and all subsequent proceedings will be taken. 
18. Visratory Massace Apraratos. Е. Peckham. , January 3rd, 1916. 
(101,890.] 
869. Exectrica, Келу Systems. Siemens & Halske Akt. Ges. 
1915. (Patent No. 100,262.) 
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ENLIGHTEN THE BUYER ABROAD. 


ee ——À 


From our reading of the criticisms and warnings that are 
being published in some of the distant markets, we judge 
that it is high time for the British electrical manufacturer 
to break silence and remove an unfortunate impression that 
has obtained currency. We refer to the impression of 
anxious would-be purchasers that we in this country are 
indifferent regarding the future effect upon our trade of the 
hold that neutral nations are gaining while we are waging 
war for all we are worth on the battlefields of Europe. 
We must make due allowance for the fact that some of 
the markets that we have in mind are far removed from the 
great war zone ; whatever traders there may read regarding 
the state of things cannot convey to their minds exactly 
the same impression as that made upon the minds of those 
who are right “in the thick of things” at home. We 
have by the pressure of our blockade cut off their supplies 
of enemy manufactures ; we are only able to handle a small 
part of the export orders that are available, though that 
small part, as our foreign trade statistics show, amounts to a 
very respectable total value every month ; our continued pre- 
occupation with munitions manufacturing as well as the 
tonnage position and the necessity for Governmental 
regulation in respect of essential materials, prevents us 
from doing all that we desire ; and these would-be buyers in 
distant lands are apt, as they contemplate their empty stores 
or depleted stocks, to charge us with indifference to their 
needs. They are imbued with a burning zeal for British 
trade progress, are eager to utilise or sell British products, 
and only under the sheerest necessity can they compel 
themselves to avail themselves of supplies that other 
nations are able to offer. They have, in many cases, 
tried to persuade clients—public and otherwise—to defer 
their orders until after the war; but sometimes that 
cannot be done. We believe that the warnings that they 
offer regarding the after-the-war effects of the prevailing 
favourable opportunity of neutrals are sincerely offered, 
and are evidence of a true patriotism ; any irritation or 
feelings of annoyance, or any suspicions that they entertain 
regarding apparent indifference, will be better understood if 
we ungrudgingly recognise that fact. Weare waging a war 
for the freedom of the whole world from the powers of 
darkness, and our friends know that we are anxious to 
maintain our exports to assist our operations on the financial 
side, but they are prevented from “doing their bit " in that 
important connection, and incidentally, perhaps primarily, 
they are obliged to offer, or see somebody else offer, neutral 
substitutes to clients many of whom they have previously 
supplied with British goods. This aspect of the need for 
maintaining our export trade is an important one, but our 
friends abroad must not think that it has been lost sight of. 
either by the Government or by the industry. The diffi- 
culty, when the demand is so heavy upon us for all kinds of 
material and activity, is to reasonably reconcile all these 
different requirements, assuring the attainment of efficient 
national organisation without in the process causing too 
serious a disorganisation of export industry. What seems 
to be needed at the present time is some action, whether 
united or individual is for the trade to say, to impress the 
foreign markets with the fact that we are not leaving 
things to take care of themselves until after the war ; to 
assure them that we shall have almost infinite export 
trade capacity when we can devote our greatly increased 
energies to it; and that we are, or shall be, able to supply 
from British factories many lines that before the war 
they could not obtain here. We do not know how far 
Teutonic competition will count in foreign electrical trade 
in days to come, but the neutral nations’ position may be 
strong, though there will be an abundant demand in and 
from all countries, which we confidently believe will occupy 
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all the manufacturing nations with electrical and 
engineering work for some years. But while we 
believe, taking into account everything as far as we 
can see it, that our advisers abroad are inclined to take 
a somewhat exaggerated and pessimistic view of the outlook, 
we think that it would be as well if organised electrical 
manufacturers were to weigh up the situation, and 
see whether they cannot do something impressive, and 
that immediately, to dispel wrong impressions as to their 
own goodwill, good intentions, and prospective ability. 

If in thé early days of the war there was a feeling in some 
-quarters that economic conditions would decide the state 
of things after the war, and that, therefore, no organised 
éffort was necessary, we can certainly say that no such 
feeling exists in the electrical trade to-day. The weakness 
now is rather that we are tempted to conceal what we are 
doing, what preparations we are making, and to hide our 
light under a bushel. Surely there is room for an impres- 
sive and effective publicity, without playing into the hands 
of either enemy or neutral traders. We have good reason 
for knowing that the reader abroad is often a far closer 
student of his trade journal than are some readers at home. 
In our own. case our pages have dealt practically continuously 
with such subjects for nearly two and a-half years, and the 
Schemes for the organisation of the engineering and 
electrical industries have been frequently dealt with. It 
would appear, however, that while this organisation move- 
ment at home is proceeding, there is a need for some 
speeding-up in the local British organisation efforts suited 
to each particular market. But it may be that the light 
is hidden from even us at home. 


THE recent substantial concessions 
The Ministry of granted by the Ministry of Munitions to 


Bor ed the application made some time ago by 
the Trade Union officials for considerable 


Firms. 

| advances in wages rates, ranking of women 
workers at the same rates as would be paid to men for doing 
the same class of work, and other important points, have 
resulted in no small amount of criticism from employers in 
the electrical and allied industries. 

To arrive at a fair and impartial judgment of a matter 
of such far-reaching importance, a great variety of interests 
and considerations must be carefully reviewed. "The heavy 
increase in the cost of living obviously necessitated an 
increase in the income of the working man. Whether the 
increased wages have more than covered, or only partly 
covered, the increased cost of living, we can only judge 
from official figures, which, in cases of this nature, do not 
always present a correct reflex of the situation. In most 
cases, however, it may be fairly said that the increase in 
wages has not yet exceeded the increased cost of living. 

It is not to be supposed, however, that the one considera- 
tion should be expected to regulate the other, since it would 
be obviously quite impossible to raise or lower the rate of 
wages with every rise or fall in the cost of living. The 
demands of the workers during the war period for increased 
wages to meet the increased cost of living have, we think, 
with some exceptions, been generously met by employers, in 
consideration of the fact that, for the most part, the 
employers have obtained increased prices for their goods. 

The point of just grievance among employers is not that 
the workers’ demands for more money have been unreason- 
able, but that too often the increased wages paid have not 
resulted in a corresponding increase in output by the 
workers. Indeed, it has been asserted frequently that the 
output per man in some controlled firms has actually been 
less since the increases in wages rates were granted. — — 

Recently several important firms controlled by the 
Ministry of Munitions received instructions from Whitehall 
to increase further the rates of pay, include the war bonus, 
which had been paid as a purely separate item, in the rate 
of pay, and pay all women considered to be doing a man's 
job a man's rate of pay, regardless of whether or not the 
job had ever at any time been done by a man, or whether, 
as was more frequently the case than not, it had always 
been done by a woman or a girl. The result of the latter 
provision is that the employer has been compelled to pay at 


from Diesel-engine-driven stations, those 


one stroke increases of 50 to 60 per cent. for the same clas. 
of work as was done previous to the control of the Ministry 
or equivalent to about 75 per cent. on pre-war rates, сум 

It has also to be borne in mind that whereas the Ministry 
of Munitions was, we believe, reluctantly persuaded |; 
the Trade Union officials into granting these concessions, no 
satisfactory safeguards against bad time-keeping, са’ canny. 
&c., appear to have been secured by the Ministry. То thay · 
employers who have felt the bad effect of the disrespect, > 
almost contempt, of some workers for the authority of the ` 
Ministry, this further omission to grasp the opportunity to -~ 
tighten up the loose parts which are во greatly impeding ~~ 
the full effectiveness of the vast war machine is far fmm 
reassuring. 

"The imposition of fines for bad time-keeping, &c., appar 
to have resulted only in benefiting the funds of the Mui. 
tions Tribunals ; indeed, we are of the opinion that tle 
questionable system of wholesale fining in munition shop 
&c., which has been going on for some time past, is far t» 
prevalent throughout the country. 

The result of this somewhat accommodating attitude of 
the Ministry of Munitions to the Trade Unions will be fel 
more forcibly after the war, when the Ministry releases it 
control of the establishments, Then the employers will le 
faced with the serious question of wages adjustment. In . 
consideration, therefore, of the -recent important changes .. 
effected by the Ministry of Munitions for its own immediate. 
needs, it becomes a matter of vital importance to employes — .. 
апа all concerned to be assured that the Ministry of Mmi- 
tions is fully prepared to accept joint responsibility wi 
the employers for the readjustment after the war of & . 
changes made by the Ministry during the period of its contro. . 

To leave the employers and workmen to settle this que- 
tion among themselves after the war would be tantamount _ 
to precipitating the most grave industrial conflicts, and. — . 
moreover, it would be equivalent to a serious breach of 
trust on the part of the Ministry. 


No one can call in question the — 
patriotism of the men who, whether a ` 
managers or subordinates, are responsible — 
for the maintenance of public electricity supply in ths. 
country ; many of them have made the great sacrifice which 
marks the very acme of human devotion, many others at 
fighting in the trenches—good luck to them !—and thet 
colleagues who are prevented by age or public service from 
joining them, are working long hours and doing double — 
duty to keep the mains alive. But there are limite even | 
to their elastic capabilities, and now that the "comb" 5 
being applied more vigorously, but not always more wisely. 
the strain in some cases has approached the breaking-pomt. 
The supply of electricity is a highly technical undertaking. 
which cannot possibly be carried on without an adequsle 


Central-Station 
Service. 


. number of fully trained men; for such. men substitates 


cannot be found, and in their absence there is no alternate 
but to shut down the plant. | 

The case of Diesel engine stations is particularly hard: 
the Diesel engine is of comparatively recent introduction 
into electricity supply, and the number of men who under- 
stand the niceties of its working is extremely limi 
moreover, almost all of them are young, and, therefore. 
greatly to be desired of the military authorities. Already 
we have heard of one Diesel station losing 18 chief 
engineer, and we know of another which is faced with the 
prospect of an inevitable shut-down if one more of its staf 
be taken. Surely such men come within the clause of the 
circular issued to the Tribunals last weck, which staks 
that “the exceptions to the 26 years of age штп 
include men urgently required for work of essential nation 
importance for whom the demand is greater than the 
supply "—for the work that these men are doing actually 
includes the supply of electricity for national purpeet ' 
the highest importance, and here is no supply of guch me” 
lo draw upon el all. 

It is not for us, however, to direct the policy of d 
Government; we only wish to emphasise this simple 
incontrovertible fact—that if the Diesel experts are remo 
slaligns mv" 


inemtably shul down. 
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SOME CHIEFS—VERB. SAP. 
By “TRAMP ROYAL.” 


[т was the way I was addressed that made me take the job. 
Not a well-paid offer and not attractive work. The 
moment the chief entered at the interview I was on his 
aide; and I stuck there, going seven years through dismal 
days amidst figures, and sunny days amidst manholes and 
lattice masts. There was candour and justice written on 
the stern face, and the greyish eyes were humanely sympa- 
thetic. There was no suggestion of the usual chilling remark 
warning one that “it will depend upon your own efforts 
whether we keep you,” before one has had a chance to play 
asingle card. I always think that remark could be saved 
forthe day of delinquency. Year in and year out there 
were many discouragements when the “firm ” did foolish 
things, but the anchor at the head always held fast. 

Often in trying times an invisible thread will hold us to 
the bench, board, or desk, and yet it is but a slight trait of 
the chief that will, under perhaps more favourable con- 
ditions, snap the cord of enthusiasm. 

There were other chiefs before and since the erect, gray- 
haired gentleman just introduced. My first, after shaking 
the filings of the loco. shop off my feet, was a smart, keen 
business man, always on the alert, and from whom I received 
many useful hints of a diplomatic nature. I might have 
been with him to this day, lulled by the whirr—r of Belliss' 
and Willans’ creations, but for the fact that he went to 
the rescue of a seaside corporation. The replacement of 
the “old crocks" by modern machinery made breakdowns 
an almost unknown quantity, so my grip was packed, and I 
crossed to the land of sauerkraut and helmets, to study other 
characters and, incidentally, three-phase mysteries. I had 
a succession. of three chiefs here before the Moltke took me :ө 
New York ; but I won't use up scarce paper in describing 
their excitable ways and close adherence to rules and 
regulations. My ears still tingle with ** Ach, mein Gott ! 
dass dürfen Sie nicht, weil es nicht regelmässig ist "—and 
there you аге! as Dan Leno so often said. 

A big American trust or corporation offers little oppor- 
tunity for one ** to get a line " on his boss. The man who 
“makes use of you " is but the shadow of a chief. It is he 
who guides your erring footsteps through the labyrinth of 
card indexes, files, code lists, and vault records. Hang on to 
him, and he soon ** puts you wise to the right dope." He 
initiates you into those effort-saving devices that husband 
the gray matter and prevent the headache of a London 
office, You learn that strenuousness is not efficiency, and 
that England is the home of the “hustler,” regardless of 
who coined the word. 

Two visits to the Pacific Slope, with a 13 years’ interval 
between, give a-mental picture of two chiefs, framed in 
pelms and pepper trees, eucalyptus and mimosa, sunshine 
and earthquake. Snapshot No. 1 is of Southern California, 
living with the chief in his ingenious bungalow, on the 
bluff, overlooking the Pacific Ocean with its gorgeous sunsets. 
He was a Canadian branded with the Yankee spirit, for he 
had a keen appreciation of quick methods, jigs, templates, 
and other “ stunts.” We had happy evenings together, and 
he did not wear out his welcome by visiting the work con- 
tinually. In fact, through that winter I was left for weeks 
on end to revel in a continuous blaze of sunshine (O ye 
English winters and defective cables !) what time my little 
gang wrestled with tees, channels, and trifurcating boxes, or 
balanced tons of machinéry on primitive jacks and “ horses,” 
some miles way back from civilisation. We improved the 
ou hours until the evening train was flagged and bore 
us home. 

The other American, with his gaunt figure, long hair, 
and keen hatchet face, was of quite another type, and ruled 
with a shrill voice in the city of the great 1915 Exposition. 
“He was a wise guy, and some boss, believe me.” He 
permeated the routine of the office with the methods of the 
old school. One slid along in cycles of laissez faire, and 
being pulled up with a jerk, and team work was out of the 
«uestion, | 

Then the war came, and one’s own country called. 


Two other portraits must be placed in the gallery. We 
meet many engineers of the type which seems to have been 
weaned wrth extract of machinery. The cold, phlegmatic 
temperament, choking-coil demeanour, and studious appear- 
ance are often supplemented by a woeful lack of the 
understanding of human nature and applied psychology. 
Just such a man was the chief who managed with annoying 
persistency to mail me a letter on Fridays, detailing work 
for the week-end. How his staff blessed him, and how they 
“played him up” over and over again, need no labouring 
here. At the close of the contract I returned to the 
London office, and eventually my enthusiasm oozed out 
and left an aching void, so for the peace of my conscience 
I quit. 

The tramway manager with the heavy moustache and 
firm, square jaw was a good leader of men, and knew how 
to work the gang up to ** He's a jolly good fellow " ; but he 
had the fear of the Councillors in his soul, and a habit of 
interfering at breakdowns while the music was played to 
г == L а[(а + Б). His sense of humour was the balm that 
soothed the chafed and jaded spirit... | 

Chiefs embody every phase and type of human uature, 
and therefore these few reminiscences make but a fringe. 


THE BONDING AND ANCHORING OF 
ELECTRIC CABLES. 


BY S. G. 


THE bonding and anchoring of electric cables did not, until 
a few years ago, receive much consideration; but since 
then the matter has been engaging the special attention of 
cable engineers, particularly mining engineers. 

. To the mind of the engineer who deals with “ larger 
things,” such as engines, generators, &c., thie bonding and 
anchoring of cables would appear a very trifling matter ; 
but experience on cable work has proved that it is a 
subject which requires very careful attention, especially 
when the cost of the cable is taken into consideration. 

Many are the designs put forward on paper, but few are 
adopted. It is not the writer's intention in this article to 
boom any particular design as being the most practicable, 
neither is it intended to state which manufacturer brings 
out the best design. The subject is one on which very 
little has, up to the present, been published, and the 
illustrations, with their accompanying comments, are for 
the benefit of designers, manufacturers, and users alike, 
The figures, of course, do not represent every possible 
design, but only a number of selected examples. 

It would be well to point out that when getting out 
designs of this particular class of gear, the designer should 
always bear in mind that, for “armour grips” especially, 
strength is one of the main requirements to provide for, 
and, whatever method is adopted, he should make certain 
that the armouring will be “ gripped ” properly and a solid 
job made of it—not only an electrical job, but a good 


. mechanical one, in the very essence of the word—otherwise 


serious trouble will be the outcome. 

With regard to mining work, one often hears the yarn 
about the collier venting his spite on electrical apparatus 
and driving his pick into anything electrical that he comes 
across. This yarn has almost had its day, and is very often 
* pitched " by persons who like to give oue to understand 
that they are fully acquainted with “ underground ” con- 
ditions of working, yet have never even been im close 
proximity to a colliery. The writer has known of several 
instances where this tale has been pushed down the throats 
of draughtsmen, and would suggest that the actual designers 
should have opportunities, which are at present mostly 
denied to them, of going to the job and áscertaining what is 
required. ' | | 

The writer’s experience in mining work is that the con- 
ditions are not quite so black as they are painted ; at the 
same time, he would emphasise the fact that everything 
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used in the workings must be designed for strength, and 
only the best materials must be used. 


© 

Fic. 1.—Illustrates, perhaps, the oldest method, and one 
which is used a great deal at present, of bonding the lead 
sheathing of the cable to the cast-iron box. The lead or 
copper tape 1s secured to the box between two brass washers 
by means of a brass screw. The tape is soldered to the lead 
sheathing of the cable. This method of bonding is simple 
and cheap, but care must be taken to solder it properly. 


Fia. 1. 


Fig. 2.—Illustrates an improvement on fig. 1, the bonding 
tape being wrapped around the cable and secured at both 
sides of the box. | 

Fic. 3.—Illustrates how the lead sheathing of the cable is 
bonded by means of a cast lead or alloy bush fixed between 


Еа. 4. 


the two halves of the box.: This method of bonding is also 
cheap, and is effective provided the lead bush fits the cable 
"properly and the two halves grip the cable tightly when the 
parts of the box are bolted together. . 

Fie, 4.—Illustrates an improvement on fig. 8. A cast lead 
or alloy bush is provided for both the inner and outer wall 
of the box. 

Ето. 5.—Illustrates a very cheap method of bonding. The 
holes in the glands of the box are a little larger than the lead 
.of the cable, and are made up with lead tape, as in fig. 6. 


Fic. 5. Fic. 6. 


Fic. 6.—Illustrates how the lead sheathing of the cable is 
bonded by means of a pair of malleable or gun-metal cast- 
ings. Тһе hole in these “grips” or “bonds” is slightly 
larger in diameter than the lead of the cable. Lead tape 
about 1/16 in. thick is wrapped around the cable to such a 
diameter that when the bonds are screwed down to the box 
the cable is grippéd perfectly tightly. 

Fic. 7.—Illustrates a type of gland which is usually used 


for rubber cables. This gland can be used for lead-sheathed 
cables if desired, the packing material being lead wool. 
Fic. 8.—Illustrates a similar gland to fig. 7, but two glands 
are used instead of one. 
Fic. 9.—Illustrates a similar gland to figs. 7 and 8, an 
adapter being used. 


Fia. 10.—Illustrates how the lead of the cable i 
on to a brass wiping gland, the gland in ques eee 
secured to the box by means of set-screws. g 

Fie. 11.—Ilustrates a similar gland to fig. 10, with the 
exception that it is screwed into the box in order to make it 
watertight. 

Fic. 12.—Illustrates a similar gland to fig. 11, but suitable 
for either steel tape or wire armouring, the bulb on the 
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Fic. 10. Fra. 11. Fic. 12. 


Fie. 13. 


gland being an extra precaution for preventing the armour- 
ing from being pulled out of position. 

Fia. 13.—Illustrates a wire armour grip made of either cast- 
iron or malleable iron. The wires are gripped between the 
male and female cones. This method is a very good one pro 
vided the cones fit the armour wires properly. 

Fic. 14.—Illustrates a similar gland to fig. 18, but the end 


Fic. 14. Fic. 15. 


of the gland which fits into the box is arranged for a packed 
joint, spun yarn or other suitable material being used for 
UN cables ang on wool for сее cables. This 
type of grip is often used in mining work. 

Его. 15. Illustrates an improvement on fig. 13. The lead 
sheathing is bonded by means of a lead cone bond, and the 
armouring is gripped between the male and female cones 


If desired, the lead cone grip could be cast solid with the 
male wire armour grip. | 


Fic. 18. 


Fic. 19. 


Fic. 16.—]Illustrates how the armouring is gripped on м 
trumpet cast on the end of the box by means of а Pdl 
cast-iron or malleable iron clamps. With this апада 
there ів a tendency for the armouring to pull out о Pd 

Ета. 17.—Illustrates how the armouring is grippe l6. 
steel ferrule or tube by means of clamps, as ın Bg. ^9 
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Fic. 18.—Dlustrates how the lead sheathing is bonded to 
the box by means of a lead cone gripped with a strong cast- 
iron grip. This is a very effective bond. 

Fic. 19.—Illustrates how the armour wires are gripped to 
the box by means of a cast-iron ring. With this arrangement 
it is not necessary to remove the outer serving of the cable 
very far. | 

Fie. 20.—Illustrates how the end of the cable can be gripped 
in the case of a cable which has to be suspended at the pit 


SN 


FIG. 21. 


head. It will be observed in this design that the cable is 
suspended by its own armour wires, the wires being bent 
over the loose coné piece. 


Fie. 21.—Illustrates an improvement on fig. 20. The eye- - 


bolts can be fairly long to allow for tightening up. 


FUEL ECONOMY. . 


IN the Sheffield Daily Telegraph of November 15th the subject of 
electric power supply to meet the city's enormously increasing 
demand was discussed, with special reference to the question 
whether the generating station should be situated in Sheffield or 
in the neighbourhood of the collieries. 

Prof. W. С. Fearnsides, of the University of Sheffield, who is 
engaged on a study of the coal measures of the district, has devoted 
special attention to this problem, and has 
suggested two schemes for a central station. 

At a meeting of the Sheffield Society of 
Engineers and Metallurgists, last April, he 
distributed copies of à map (which we re- 
produce), showing the location of the 
collieries, marking especially those possess- 
ing by-product coke ovens of & modern type, 
and suggesting a site between Wombwell 
and Wath as a very suitable one for a 
generating station. He now goes further 
than this, and suggests, for the future, the 
erection of a great generating station near 
Doncaster, which would make its electricity 
from the second-grade portion of the Barns- 
ley coal which is now left unworked in the 

ita. | 
: In an interview with a representative of 
the newspaper, the Professor went fully into 
the matter. "Sheffield," he said, * is the 
capital of the main fuel-producing area of 
the North Midlands. It is not in the centre 
of that area, but on the western edge. The 
direction in which the coal field is being 
depleted is from west to east. The zone 
of maximum production has now got east- 
wards, about as far as Mexborough, and it 
is progressing further in that direction 
year by year. 

“To transport fuel by truck, in my 
opinion, costs more than to carry by cable 
the electricity which that fuel can be made WE, Torte x 
to produce. The half-crown which is re- 50 Жол nG | 
quired to bring each ton of coal up from T at 
the centre—say, Mexborough--into Shef- — 
field, were better devoted to paying interest v 
on the capital required to build the trunk ki 
cable line. 

"There are at present two great un- 
utilised sources of fuel which ought to 
be converted into power. The source with 
which I dealt in April, the distribution of which is illustrated on 
the map, is the surplus gas produced by coke ovens. The coke- 
oven industry is especially active in the district where the Park- 
gate seam is worked, and there are half a score coke-oven plants, 


‚ Q x Collury Silts. 
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Fue, RESOURCES IN THE SHEFFIELD DISTRICT. 


each representing a group of collieries, situated within a five-mile 
radius of the ‘starred’ site between Wombwell and Wath. ' 

" Wherever by-product coke ovens are worked, there is an evolu- 
tion of gas averaging 12,000 cb. ft. per ton of coal carbonised. 
That gas is equal in calorific value to the best Sheffield town gas. 
In ovens of the regenerative type, half of the gas is required to 
carbonise another ton of coal, and half is surplus. 

" My suggestion was that this surplus gas should be conveyed in 
pipes from the ovens to the central power station, where electric 
power could be produced from it. I estimate that there are more than 
20,000 Kw. immediately available from that source. І quite 
recognise, however, that that is not big enough for Sheffield. If 
linked up with the Yorkshire Power Co. station at Barugh, near 
Barnsley, the two. together with the present Sheffield supply, 


might meet immediate needs. But the growth of the use of 


electricity is enormous. I anticipate that the demand in Sheffield 
may rise to a quarter of million KW. within the next decade. 

" In order further to meet this demand, I suggest the use of the 
inferior portions of the Barnsley seam, which at its maximum 
rate of production is worked further to the eastward. Owing to 
roof requirements, liability to spontaneous combustion, low selling 


price. and other disabilities. this second-class coal, which overlies . 


the ‘ hards,’ often to a thickness of 4 ft. and more, is seldom won, 
and, under present conditions, broken by the accidents inseparable 
from deep mininy,: is allowed to remain and become buried in the 
voaf. 

“ A characteristic of this coal is that if it is brought up and piled 
in a heap at the pit-top. it always heats. If. however, it could be 
screened and washed, and then put straight into trucks and taken 
to some big central generating station, where it could be used the 


same day, it would give almost as great a number of units of heat . 


per ton of coal burnt as will the best fuel that comes to Sheffield. 
“There is in this district. easily accessible, enough coal of this 
class to generate electricity in large stations to the extent of 
hundreds of thousands of kilowatts. It is not worth while to 
mine the coal now, because it cannot be got rid of without a great 
deal of trouble to the selling departments of the mines. Any big 
quantity of it could only be raised by co-operation between the 


very large collieries which are working in the area nearer to Don-. 


caster than to Sheffield. The line of maximum production now 
passes about north and south between Conisborough and Mex- 
borough. The production east of that line is increasing, and will 
continue to increase. West of that line, production is diminishing, 
and cannot be increased. Therefore, a central power station to use 
this supply of fuel should be located not nearer to Sheffield than 
the line of maximum production which we have mentioned, and the 
current could be sent, at no great cost per unit, from that station 
to Sheffield. | 

"For the generation of electricity in large units by the only 
method which has yet been proved to be perfectly satisfactory on a 
large scale- -boilers to raise steam which is used through turbo- 
generators— much water is required. For generating sets making 
hundreds of thousands of kilowatts, the quantity of water flowing 
over the Wicker weir in dry weather is insufficient, and it does 
seem necessary that, for the purpose of condensers, a site down 


Suggeshd approximate site for С Power Sladen `” o 
b supply the Sheltield a South Yorkshire district 


stream, below the confluence of the Don and the Rother, should be 
found. The further we go down stream, the more water becomes 
available, and when units grow, this is a matter which will have to 
be carefully considered. | 
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"Any really efficient scheme for utilising the Barnsley coal . M. Alph. Beau de Rochas, а brilliant Frenchman, in ‘a re 
would involve the use of producers,’ which make gas for firing markably clever pamphlet published in Paris in 1862, descri 
the boilers, and this System has a great deal to recommend it from our conditions as necessary in order to obtain the maximum 
the point of view of national economy. The ammonium sulphate economy in a compression explosion engine : 
which is recoverable by washing raw gas with acid before it goes l. The greates possible cylinder volume With least possible 
to the boiler is sufficient to defray the costs which the utilisation of cooling surface; l "i 
producers will demand. Gas also is a material which can be fired . 2. The greatest possible rapidity of expansion ; 
in the place where it is wanted, which travels in pipes under 9. The greatest possible expansion ; and | 
pressure, and which needs neither a shovel to feed the fire nor a cart 4. The greatest possible pressure at the commencement, of 
to take away the ashes. The time has come for the use of gas and Һе expansion. | 
the application of electricity to take its proper share in the economic . Beau de Rochas’ proposal had to wait for 14 years before 
life of our manufacturing community,” 16 was put Into successful practice by the late Dr. N. A. Otto, 

of Cologne, in the year 1876, when he Produced the first 
commercially successful gas engine utilising the idea of com. 
ee pression before ignition, first Proposed 38 years before by the 


: Er glish der donee ned br the means of the cycle 

ol operations due to Beau e Rochas. 
THE INTERNAL-COMBUSTION ENGINE. though in 1861, Schmidt in Germany and Million in 
| described com pression engines with separate com. 
By DUGALD CLERK, F.R.S. | | pesing pumps, no two-stroke engine appeared in public till 


(Abstract of paper read before the ROYAL SOCIETY OF ARTS.) | At the time when I was experimenting with two-stroke 
In the development of internal-combustion engines we have engines in Glasgow, з Northumberland man, the late Mr. 


T T Meier ЖА : and 1880. Messrs. Tangye, of Birmingham, produced an 
pene a ne iniernal-combustion eno тош of е , engine with Mr. Robson, which was first exhibited in public 
to '' combustion motor,” which includes all engines known by them at the end of 1880. 


as бав, petrol, and oil motors. Messrs. Sterne & Co., engineers, Glasgow, built and sold 
United Kingdom n ЕГА ей by internal combustion in the - Шы аңы Binning ee се Васо 
nited Kingdom in 1907 was :— Horsepower e 3 of use and time, however, proved the four-stroke 
In factories stationary gas, oil and petrol ` ~ A ergine to be best adapted for most purposes, and by far the 
engines ^... na. 680.177 largest numbers of internal.combustion engines in existence 
For agriculture stationary gas, oil and petrol Operate according to this cycle. 
engines  .. Е Аы: 98 785 any of ч т gas ne in Germany е America 
_ '' UT m PEN Operate upon the Clerk mo ification o two-stroke compres- ' 
For motor-cars and cycles... d. Mas --- 750,000 sion engine Has do pted by Messrs Ков rting of Hanover, эп d 
| their licensees. the inquiry made in ermany referred to 
Le | 1,528,962 already, it was Proved that 260,000 brake H.P. was produced 
by dum ae the. po time the total power generated Ја that country In the year io by four-stroke engines, and . 
m | 1, rake н.Р. two-stroke engines. 
А Horse-power. A modification of the Robson two-stroke engine was made 
In factories, stationary gas, oil, and petrol in England by Mr. dd in 1891, in Which a crank case was 
Е engines nd се "Ot o 851,000 used as the pumping chamber, and the piston, by means of 
or motor-cars and cycles a bis "m --- 180,000 three cylinder porte, performed E the necessary valve opera- 
SORP lons. 8 torm of engine is rgely adopted in erica for 
3 531,000 Jaunch propulsion some motor-cars also used it. "e 
The census of production of the United States of America Five reports have been published by the British Asaociation 
for 1909 shows that there were in use 1,299,021 н.р, of gas summarisin Investigations on the gas engine. 
n gasoline engines for the Stationary work of manufactures Germany has also carried out some Investigations, and most 
and mines. 


Nearly 115,000 motor-cars were produced in that year; this, work has also been performed, but undoubtedly the Eng- 
with the vehicles in use, required engines of a tota] of about lish work on the nature of gaseous explosions h 
1.2 million H.P., во that the total combustion power for the vital importance to the science of this subject. 


| kerosene and 

the three nations In 1909 is five million paratin. The first engine to attain success ‚ав а kerosene or 
n 1909 France had 46,000 motor-cars in use of an average paraffin engine was produced by Messrs. Priestman, of Hull, 
of about 13 H.P., or a total of 598,000 н.р. in 1885. Mr. Stuart Akroyd, in his patents of 1886 and 1888 


> 

€ power of stationary combustion engines in France is described an engine which, in the hands of Messrs. Hornsby, 

DO available, but the four countries show a total of at least has taken 4 most important position. 

91 millions in 1909. One set of experimenta made by me at Messrs. Tangyes' 
This figure does not include oil and Petrol engines used for works in Birmingham Dossesses special interest. No gas was 

marine Purposes, which proba 1 


bly brings the total up to six added to the air until compression was complete. The engine 
millions. was a flame-injection engine in which explosion was avoided 
In 1909, then, we find at least six million m.p. of gas, oil, altogether; it ran for six months and many tests were made. 


and petrol engines in the world, a truly great development Five years Jater Dr. Diesel, the distinguished German in- 


since 1876, : ventor, began Work on an engine in which he injected a fine 
| го addition to internal combustion, all these engines have oll spray into highly compressed hot air. The 8p 
аго ег 


esture in common—al] compress the working: fluid ignited, and a diagram very similar to the early Clerk dia 


causes the ignition of t e Spray as it enters the cylinder— stationary purposes undoubtedly gaseous fuel Prepared from 
such engines do not produce an explosion; the pressure within coal or carbonaceous maíter will mainta 


In the leading posi- 
the cylinder never exceeds the pressure of compression or the tion. . | 
pressure of the compressed air sometimes used to pulverise or Had coal gas been the only fuel Possible for the internal- 
disperse the liquid oil. | 


| cembustion engine, it could not have attained its position of 
Two mechanical cycles are in general use: in one the motor to-day. In providing other gases for this purpose England 
piston and cylinder alternately act ag pump and motor, so led the way. Mr. J. E. Dowson constructed & раз producer, 
that four single strokes are necessary; in the other these using anthracite, which he first exhibited operating & Cross- 
Operations are performed in two single strokes of & piston; ley gas engine in the year 1881 at the Yor 


: meeting of the 
air or the charge, however, has to be pumped and lightly British Association. CP 
iced d. separate lighter piston or by the front of England, too, led in the use of bituminous fuel producers; 
the motor piston. . 


is feature of compression before ignition is necessary in production of large plants capable of gasifyin 
order to provide an economical engine expanding the gases of fuels. In the larger plants ] Inc 
explosion in the most favourable manner, and at the same chemical recovery of ammonia and the production of sulphate 
time producing large Power for small bulk. This mode of of ammonia, and many large installations of £88 engines are 
ооа was described in Wm. Barnett's Patent No. 7,615 now in operation up to about 3,000 н.р. using gas from Mond 
о : plant. | ; 


Pa nn a, 
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An English inventor, the late Mr. B..H. Thwaite, in 1895 
made an important experiment in the application of the waste 
blast-furnace gas to the purpose of power production. His 
first plants were installed at the Glasgow Iron Works and at 
Barrow-in-Furness, and the idea was soon taken up at the 
great Belgian works of Messrs. Cockerill. There the large 
cylinder gas engine was first developed. The large cylinder 
movement has undoubtedly prospered more on the Continent 
and in America than in this country. The extent of the trade, 
however, is not very great compared to the trade in small 
cylinder engines. 

Of the German inventors, Daimler’s merit consisted in his 
appreciation of the high-speed four-stroke engine of small 
dimensions, and his little petrol motors were rapidly adapted 
by Germans, French, and Belgians to the purpose of motor- 
car propulsion. England, unfortunately, was hampered by 
an absurd law, which was not repealed until 1896, во that 
after that date Britain rapidly gained headway in the con- 
struction of the very small cylinder petrol engine, and its 
designers and scientific investigators shared fully in the 
modern development of the motor-car and the aeroplane. The 
aeroplane became practicable bv the genius of the brothers 
Wilbur and Orville Wright in the United States in the year 


1906. They were the first to successfully apply a petrol engine 


to a mechanieal glider. 


CORRESPONDENCE. 


Letters received by us after 5 Р.м. ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession. 


4 


Economics and Trade. 


In your issue of November 17th you referred in your Editorial 
to Mr. James Swinburne's lecture on “ Science and Industry." and 
expressed surprise at his belief in " the truth and virtue of economic 
theory.’ I have read with pleasure from time to time your 
Editorials on the necessity for a new spirit after the war, but how 
is this to be realised unless the economic question is squarely faced ? 

Free Trade, the great fiscal fallacy of last century, is the fetish 
of a chosen few in our country. The rest of the world, and many 
of our best here, believe that wealth is du? to production, and that 
to buy from abroad what you could produce at home at the same, 
or approximately the same, price under similar conditions, means 
the enriching of a few importers and some manufacturers to the 
detriment of the country generally. ' 

The Free Traders’ explanation of our inability to meet unfair 
competition is lack of education, but rather does this lack of edu- 
cation explain the foolishness of the electorate in allowing Free 
Traders to dictate the country’s policy. 


Producer. 


Final-Grade Classes in Electrical Installation Work. 


In the middle of our letter in last week's issue your compositor 
made us say that there were “ hundreds of thousands” of individuals 
waiting for tuition. Our typed letter said “ hundreds or thouxa nds. 
. This unfortunate slip converts our true statement into one of 
gross exaggeration, and affects the rest of our communication : so 
we should be obliged if you would insert this correction. 


А. P. Lundberg & Sons. 
December 1st, A916, London, N. 


[We regret the mistake, a typical “ printer's error," but hope 
that it was obvious to the reader.---Ens. ELEC. REV. | | 


wwe — —— - — — 


Paralleling of Electric Power Stations. 


I really am at a loss to understand the necessity of papers being 
read on the enormous difficulties in the way of station engineers 
who are suggesting linking-up. ` 

Paralleling of power stations has been in vogne in America for 
very many years without any very terrible disasters having 
occurred. For the last 12 years I have been running power 
stations in Sheffield paralleled at 2.200 volts, two-phase, and 
for the last five or six years I have paralleled with these a 
power station at 11,200 volts, three-phase. The only thing I have 
found necessary has been to put in a booster which operates either 
positive or negative on the interconnecter between the power 
stations, and there has never been any trouble whatever. 


S. E. Fedden, 
General Manayer. 
Electric Supply Department. Sheffield, 
December 2nd, 1916. 


Between Two Stools. 


" Victimus " is not the only one suffering under “ The Defence of 
the Realm Act." I myself was hauled up before the superintendent 
of a tramway company, for whom I had worked for 17 years, and 
told to my face that he took me for a German spy, and that I looked 
like а German. I retorted that I looked like what I am—a British 


North countryman. I produced a copy of my birth certificate, and 
he said that was, to him, merely a piece of paper. The superin- 
tendant of police was satisfied with my credentials, and wrote him 
to that effect. Several influential gentlemen in the town inter- 
viewed him on my behalf. but he would not withdraw his state- 
ment. I was discharged without notice. I have now been shift 
engineer at the municipal electricity works, in the same town, for 
the last 12 months, badyed "On War Service.” my employers 
knowing why I was discharged from the tramway company. It is 
evident that he (the tramway superintendent) has been made a tool 
of by some unscrupulous person. : 
| Dunelmian. 


—— 


Power Station Design. 


Referring to your article of November 24th, suggesting the 
direct supply of coal to stoker hoppers from outside storage. this 
has long been practised in small and medium-sized boiler houses, 

A simple monorail runs around the boiler house. carrying a 
series of suspended buckets. which are filled either from the coal 
pile or from outside bunkers, and discharged by gravity to stoker 
hoppers of the normal size: there is no power cost and no obstruc- 
tion, and where headroom for overhead coal bunkers is lacking. 
this monorail system is both cheap and convenient. 

The three-boiler plant illustrated in your " Notes " for November 
17th, and shown more fully in Power, September 19th. 1916. has 
plenty of space for overhead bunkers holding several hours’ supply. 
and thus giving continuous gravity-feed to normal-sized hoppers of 
stokers. 

Instead of following this highly-desirable practice. the method 
adopted for this three-boiler plant is to use a bulky travelling 
crane, transporting back and forwards a single 2 cb. yard coal 
bucket, which probably holds only about one ton of small coal. 
and this one bucket has to discharge the coal to three yivantic 
hoppers, said to hold 55 tons of coal each. "These huge hoppers are 
really bunkers in a very undesirable position, close to the fronts 
of boilers, with intermittent instead of continuous supply. 

Apart from the undesirability of bunkers in such a position. it 
is clear that the great majority of boilers need front access to 
the tubes, and could not possibly store coal in bunkers obstructing 
the tube doors. 

Scrutator. 

November 30th, 1916. à; 


[The American plant referred to was quoted by us as an example 
of modern design by such well-known engineers as Messrs. Sargent 
and Lundy: if the boiler type had been such as to necessitate front 
access to the tubes, no doubt the crane would have facilitated the 
dismantling of the hoppers, the arrangement of which was pre- 
sumably adopted with good reason.—Ens. E.R. | 


ЕМЕ 


" Summation-watt " Capacity, of Field Rheostats. 


I heartily agree with the last paragraph of Mr. Boothman's 
letter in your current issue, in which he quotes words used by Mr. 
Carter, that " The use of a formula without care and intelligence is 
certain to lead. sooner or later, to disaster.” My contention all- 
along has been in accordance with this principle. 

I note that for a 10-ampere, 20-volt machine the figures given by 
Mr. Boothman work out right: I quite agree with this, but would 
point out that such a machine is rather an extreme case. I had in 
mind, however, a potentiometer resistance used, for example, in 
conjunction with rotary converters. 

I think if Mr Boothman will check my figures for such a 
rheostat, he will agree that they are correct. 

^ Charles C. Garrard. 
Birmingham. December 24d, 1910. 


Breakdowns of German Plant. 


With reference to your leader and the article in the current issue 
under the above heading, as you invite additional illustrations of 
the failure of German plant, we have pleasure in giving yon the 
following. This also relates to the Shanghai Municipal Council. 
but Mr. Aldridge evidently dealt in detail only with the turbo- 
alternators in making his report :- - 

In November. 1913. we secured an extensive contract for the 
installation of the extra-high-tension three-core cables (w.p. 11.000 
volts) against very: keen German competition. The actual 
installation of that cable was carried out between April, 1914, and 
December of that year, and during the progress of the work we 
had to withdraw and re-lay a considerable quantity of German 
cable which had given trouble. The principal cause of the trouble 
was the very inferior method of jointing extra-high-tension cables 
adopted by the Germans, апа not owing to the construction of the 
cables. However. our engineer in charge of the contract, having 
an opportunity of examining the German cables, was of the opinion 
that the insulation was greatly inferior to that of British cables. 
and that the "life" of the German cables was not likely to prove 
anything near so long as a cable manufactured to the usual British 
standard. The jointing of the German cables was earried out solely 
with the object of vetting the work through cheaply and quickly. 
The joints were made with a clamp fitting and grub screws, and the 
sweating of the joint, which British manufacturers consider to be 
essential, was entirely absent. The joints were not properly insu- 
lated or finished. They were not “ staggered,” and there was very 
little clearance between the cores. The German joints were merely 
encased in a cast-iron box of a very inferior design, which was 
filled with compound. Consequently the lead sheathing of the 
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cable was only dependent upon the stickiness of the compound for 
holding it in place against the strains of expansion or contraction 
or the movement of ground. The amount of work and skill 
required in the construction of such a joint as compared with the 
British-made joint is very small. 

The following is a description of the usual method adopted by 
the British manufacturer :— 

The conductor is first joined on the telescopic principle. by 
which the various layers of wires making up the conductor are cut 
to different lengths. On one lenzth of cable the centre wire is eut 
shorter thun the next layer, the wires in each succeeding layer to 
the outer layer being lonver than the layer underneath them. On 
the other piece of cable the wires are cut in exactly the opposite 
manner, so that the centre vire is longer than the layers above it, 
and each succeeding layer is correspondingly shorter. Thus the 
conductors fit into each other in the manner of a plug and socket. 
The conductor is then tightly bound with fine wire, and the whole 
joint made solid with molten metal. After the conductors have 
been joined they are insulated with special tape to a thickness 
greater than the original diameter of the insulated cores. 

Before commencing to make the joints in the conductors a 
sufficient length of the sheathing is cut away to permit of the 
joints being “staggered © je.. made in different positions, so that 
no joint is directly alon;rside another. This. of course, entails more 
work in freeing the insulated conductors, and more material to 
re-sheathe the joint. After the joints have been thoroughly insu- 
lated, a lead sleeve, which must he of the correct diameter, and 
which has been previously slipped over one length of cable. is 
hrought into position and properly joined by a plumber to the 
original lead sheathing by means of a wiped joint. Insulating com- 
pound is then poured into the lead sleeve through a hole left for 
the purpose, the hole being afterwards properly plueved and the 
joint further protected by means of an iron protecting box. This 
box is, of course. much bigger than the German box, ow ny to the 
much greater length of joint produced by the British method of 
“staggering” the joint. 

We think that you are doing a good service to the British elec- 
trical industry by giving wide publicity to the flaws that 
undoubtedly exist in German plaut. The principle of “good 
enough ` is one which the Germans evidently adopt towards their 
customers, particularly customers abroad. so long as that principle 
will enable them to cut their prices low enough to get the order. 
and also make a much larger profit than their serupulous British 
competitor. The general run of reputable British firms believe in 
giving their customers only that which would be good enough for 
themselves ; and when buyers are tempted by an offer of some- 
thing cheaper from abroad, it would be well for them if they 
remembered this fact. 

W. T. Henley’s Telegraph Works Co., Ltd. 
W. BisHoP, Manager, Sales Department, 


London, E.C., December 4th. 1916. 
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How Electricity is Stolen in Shanghai. 


I enclose the following letter. which is rather a gem in its way. 

It is written by an informant notifving this department that the 
man referred to in the letter has been stealing electricity for a 
number of years. Investirations proved that the consumer had. Һу 
an ingenious contrivance fixed on the door of his house, so connected 
the shunt-wire leading to the meter. that when the door was open 
the shunt would be in circuit and the meter revisteriny, so that 
whenever the meter inspector called to examine the meter it 
would appear to be working in order. When. however, the door was 
shut, the :hunt circuit was broken, and so the meter would cease 
to register. He had carefully concealed the connection where he 
had broken the shunt-wire behind a partition. and the two ends of 
the wire were connected on to a spring contact fixed behind the 
door. 
In the past I had considerable ditfieulty and trouble with the 
older type of meters with the separate shunt connection, as the 
Chinese soon learnt that by cutting theshunt wire the meter would 
cease to register, but for several years now all the meters have had 
both main leads taken in and out of the meter with the shunt 
connection made inside the meter. which is sealed, consequently 
the opportunities for interfering with the registration of the meter 
have been reduced toa minimum. The сахе in point to which the 
enclosed letter refers was effected in an installation where the old 
type of meter, having an external shunt wire, was installed. 


T. H. U. Aldridge, 
Engineer-in- Chief and Manuger. 


Electricity Department, Shanghai. 
-Vocember 13th, 1910. 


[cory.] 
“shanghai. Verenher 4th. 1916. 
" Mrs. S. M. E. Dept. 


"To whom it may concern. 


“Gentlemen, Being informed truly that a Chinese named F. M. 
Tseou Who, who have had stolen your electricity for last 15 years 
in his house (F47, Bubbling Road): during that time the lamp of 
his house, about 14 lamps at 100 c.l. each lamp. They were per- 
fectly whole. steal and the wires hid in the cealing : afterwords he 
коем somebody against him. thus made him fear to be caught. so 
he at once change all the 100 c.l. lamps into 50 e.l.. and asked 
you put a watch, but still the lamps of his bedroom (down stairs 
east side) without throught pass the watch. 

"Every day when night has came the dweeller will light the 
lamp and open the watch cork that was iu vain, because he has 


put another cork in his sleeping bed (the wire from cealinw) must 

open steal-cork first then got light. You will find and count his 

payment fee agree the watch or not. They аге 14 lamps of 50 с]. 

each. and every lamp lighting at sun sits time to next morning. 

this is vou may inquir the dweellers. "t 

" I am quite sure, he stil] in in stealing. 

catch it as soon as possible. 

"lam very true. 

" Your faithfully servant, 
" RICHPOSMANN,” 


I hope you will ро and 


LEGAL. 


THE RATING OF ELECTRIC TRAMWAYS,. 
APPEAL BY THE L.C.C. 
(Continued from page 269.) 


Ат the County of London Quarter Sessions. at Clerkenwell. Mr. 
A. P. Lawrie, K.C. (Deputy-Chairman). and another magistrate 
‘resumed the hearing of the appeal by the London County Council 
against the quinquennial assessment by the Assessment Committee 
of the Holborn Union of tramway lines in the Boroughs of Holborn 
and Finsbury. The thoroughfares in which the lines are situated 
inclule Clerkenwell Road, City Road, Gray's Inn Road, Roschery 
Avenue, and Old Street. | 

Mr. Walter Ryde, К.С.. and Mr. E. M. Konstam appeared for 
the County Council, while Mr. Clavell Salter, K.C., M.P.. and Mr. 
W. J. Jeeves represented the Assessment Committee. 

The facts showed that the rateable value fixed by the Overseers 
was £16,932. which was reduced by the Assessment, Committee on 
appeal to £13,515. and the County Council now claimed that it 
should be further reduced to x6,960. This sum included £510, 
which had been agreed by the parties as the value of the Holborn 
electrical sub-station. The ross value had been fixed at £32,055, 
and the Council claimed that it should be reduced to £25,197. 

Evidence was now viven by Mr. Н. VoRLEY, accountant for the 
tramways. who admitted, in cross-examination by MR. CLAVELL 
SALTER. that in the first six months of the current account year 
down to the end of last September, the receipts showed an increase 
over the six months ended Michaelmas. 1915, of £134,937. The 
1915 firures, however, included the strike period, during which the 
Council lost £100,000 in receipts. | 

Мн. JosuvA К. Bruce, deputy chief otlicer of tramways, said 
the receipts per car-mile were lower in the Holborn Union than 
over London generally. The costs outside would probably be lower. 
Slow speed increased the cost of operating cars, and in consequence 
of the speed being much lower in the Holborn Union than on the 
remaiuder of the system, 17 more cars were required. It was the 
almost universal experience that as a company or publie authority 
improved a tram route the more money was taken. The longer 
the route the better value per car-mile. 

Mr. Dosarp Dinwippy, president of the Rating Surveyors 
Association, giving evidence in support of the appeal, said that in 
the recent quinquennial valuation he advised the Assessment Com- 
mittees of the Boroughs of Stepney, Bermondsey, Camberwell. 
Deptford, Greenwich, Lewishain and Woolwich, and agreed the 
averecvate rateable value of the lines in those boroughs at £61.01! 
The receipts in those seven boroughs, according to returns given to 
him by the County Council, were just over a halfpenny per car 
mile in excess of the average of the whole system. Witness pro- 
ceeded on that basis. and he thought that any departure from ıl 
would lead to unutterable confusion. In regard to the receipts in 
the seven boroughs, he allowed в prozp:ctive increase of 5 per cent 
because of the reduced “bus competition. In his valuation of the 
lines in the Holborn Union, he took the total car-mileage for 
1914-15 at 3,444,331, and the total receipts at £131,712. He added 
to the receipts a prospective increase of 5 per cent., equal to 
£6,586, making а total of £138,298. He calculated working 
expenses— power, traffic, general war bonus, &c., repairs and 
renewals—at 7°453d. per car-mile. and deducted '049d. for adver- 
tisement receipts, leaving 7'404d. per car-mile, which gave а 
deduction of £106,258. Не made other deductions, usual in such а 
case, and arrived at а rateable value of lines of 4 1,502, Witness 
added that on the principle he had adopted there was no danger о! 
а part of the system being rated at a greater value than the whole. 
Departure from the principle would mean that the Council would 
be rated at a greater sum for the whole thanthe valuation of the 
whole showed. 

This concluded the case for the County Council. 

On behalf of the Assessment Committee, MR. CLAVELL SALTER 
submitted that the parochial receipts in the parishes in questio 
must be assumed to he considerably in excess of the average of the 
system. which was 95d. per car-mile. He would call evidence to 
show that these routes were more lucrative at their London end 
than at their northern and north-eastern ends. No rating Cour! 
was ever excused from making the best estimate it couid by reason 
of the fact that the materials before it were scanty and unsatis- 
factory. Rating. he believed, meant estimating ; the whole basis 
of the thing was estimate : and he suggested that the Court should 
make such an addition to the figures arrived at by the County 
Council as would give what the Court considered to be the actual 
receipts in each parish. | 

Mr. W. Н. Eve. surveyor, of Union Court, E.C., gave evidence 


‘in support of the assessment. and arrived at a rateable value соп: 


siderably in excess of that fixed by the Assessment Committee. 
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He had added 1id. per car-mile to the average receipts of each 
route, and applied the amount thus reached to the parishes in 
question, on the ground that the earnings of the tramways in the 
Holborn Union were greater than on the routes outside. There 
were many halfpenny fares in the union on a basis of a higher 
rate than outside. 

The DEPUTY-CHAIRMAN : | think it is an important point that 
higher fares are paid where passengers are scarce. 

Мв. E. M. LACEY, consulting engineer. of Westminster, also gave 
evidence on behalf of the Assessment Committee, In: cross- 
examination, he said he thought £70 or £80 would be a fair figure 
to allow for the repair of a car on the conduit system. The Man- 
cheater and Salford systems were the nearest parallel in this 
country to the London cars. 

Mr. RYDE : Your renewal fund is much below what the Council 
has actually spent. Here we have rails which have only been down 
three or four years, and yet we .have largely exceeded your 
estimate. 

Mr. LACEY: Some years vou spend more than in others in 
renewals. Most of the rails have some years of life vet. The 
witness added that he did not think there was much difference on 
the question of lives between him and Mr. Welling. the permanent 
way engineer of the tramways. 

Mr. Rype : Have you fixed your renewal fund on the basis that 
vou can renew steel rails at £7 per ton ? 

Мв. LACEY: £7 а ton was much above the average of the pre- 
vious seven or eight years, and much above the average the County 
Council have paid for their rails. I am prepared to admit that 
steel prices may not ро back to the normal for some considerable 
time after the war ; on the other hand. they may. Owing to the 
better organisation of our works generally throughout the country. 
we may be able to produce at a cheaper rate in spite of increased 
Wages, 

In further cross-examination, Mr. LACEY said he thought the 
average life of the rails in the Holborn Union would be about 14 
years. | 
Мв. RYDE: Mr. Welling's figure is 10'6 years. Do you know 
that 53 miles out of the 279 miles of track have already been 
renewed? : 

Мк. Lacey: I don't know whether it is so or not. If one-fifth 
has b»en renewed in 11 years, it rather supports my average. 

Mr. Күре: Yon know all the lines were not laid at the хате 
time. : 

The WITNESS said he had taken the life of the cables as 35 
years, though he had not had a cable lasting that length of time 
in his experience, and probably few people had. He did not know 
the age of the oldest electrical cable now in existence. but some he 
laid in 1894 were still in existence. 

Мв. RYDE : Then that must be a real estimate on your part. 

Mr. Lacey: It is an estimate based on this: Tramway cable 
laid, as this is, in ducts, is laid under the best possible conditions. 
We are in the habit of taking 25 and 30 years for ordinary electric 
light cables. If it is fair to do that, it is certainly fair to take 35 
years for a tramway cable laid under these conditions. 

Р Мв. RYDE : Has a cable laid solid a longer life than if laid in 
ucts | | 

Мв. LACEY : Not necessarily. 
а longer life. : 

MR. RYDE: Isn't the installation much more perfect when laid 


I should vive a cable laid in ducts 


„ solid ? 


Mr. Lacey: Certainly. 
After sitting for a further three days. the Court adjourned the 
hearing of the case till December 12th. 


FRASER & CHALMERS, LTD., r. WHITECROSS Co.. LTD. 


Ми, Justice ROWLATT had before him this adjourned case. which 
involved a claim by the plaintiffs for £4,136. as the price of a No. 3 
Bettington boiler, two pulverisers (one driven electrically and the 
other by steam turbine), and auxiliary parts sold to the defendants 
under contracts of 1913 and 1914, and erected at the defendants’ 
Wire-drawing works in Lancashire. There was a big counterclaim 
against Fraser & Chalmers, Ltd., by the defendants for £8,000 by 
reason of alleged delay and failure by the boiler to produce the 
vuaranteed results. The case was begun on July 3rd and adjourned. 
the arrangement being that the boiler should be removed pending 
the resumed hearing, and it was now announced that the boiler had 
in the interim been sold for £3,000. of which sum £750 was ayvreed 
to ће the minimum profit of the plaintiffs. The plaintitfs now 
proceeded to call technical evidence in support of the claim. The 
саве was of a very technical character. but it appeared, broadly. that 
the plaintiffs supplied the boiler to be used in conjunction with a 
Green's economiser to evaporate 40,000 lb. of steam per hour, and 
there were detailed stipulations as to efficiency. There were many 
accidents and difficulties incidental to the experimenting with the 
plant, and Fraser & Chalmers said that ultimately the defendants 
declined to allow them to proceed further in regard to putting the 
boiler into fit working order, and rejected the plant, and called on 
the plaintiffs to remove it. The defendants alleved substantially 
that the boiler never produced the guaranteed results, and was 
useless for their purposes. 

Mr. Colefax, K.C., and Mr. Moritz were for the plaintiffs, and 
Mr. Leslie Scott, K.C., and Mr. Podden represented the defendants. 

MR. CHAPMAN, of the plaintiff firm, said he had had a great deal 
of experience with Bettington boilers, and had held a position for 
the firm at Johannesburg. Mr. Chapman subsequently described 
in detail the experiments with the boiler after its erection at 
Warrington. 


A large body of expert етідећсе was called on both sides, 


Eventually, after a hearing covering several days, Мк. JUSTICE 
ROWLATT gave judgment in favour of the plaintiffs. He held 
that the plaintiffs were entitled to recover as damages the differ- 
ence between the contract price and the net sum received by them 
for the sale of the boiler, deducting therefrom the cost of erection. 
if it fell on them, and there was also a sum of £4 14s. 6d. that was 
not in dispute. The parties must agree with the figures, and he 
gave the plaintiffs judgment for the sum determined, with costa, 


MUNITIONS CASES, 

AT a Munitions Tribunal, held at Stockton-on-Tees last Friday 
(December Ist). two electricians, John Harkness and Hubert Sidg- 
wick. emploved at a local ironworks, were charged with having 
refused to obey the orders of their foreman. T. E. Brannigan, a 
foreman electrician. said that on November 25th the two defendants 
refused to go into the sulphurie acid plant, stating that they had 
received instructions from their society not to do so. He asked 
them if they would do the work under protest, but Harkness said 
they hal complained on many occasions, and they were willing to 
take the consequences, as they had their Union behind them. 
Brannigan, in reply toa Trade Union representative, denied that 
the men would come into contact with the acid or the fumes. He 
also denied that he had received complaints from the men about 
their boots and clothing being burnt by the acid. The defendants 
said the grounds for their refusal were that they asked for aspecial 
allowance for damaged clothes and the dangerous nature of the 
work ав regards health. Тһе Trade Union representative said the 
men had not received any instructions from the Union to refuse to 
do the work. and the Tribunal decided that the men had refused to 
comply with a reasonable order. and would have to pay 158. each. 

At Edinburgh and District Munitions Tribunal a boiler-house fire- 
man employed in Leith Corporation Electricity Supply Works was 
charged with having, on November 3rd, at 11.30 p.m.. left his 
work in defiance of instructions. It was submitted that the man's 
action might have resulted in the total or partial stoppage of the 
steam supply for the generating plant. The man said he left his 
work because he had too much to do. А fine of £1 was imposed. — 
Glasgow Herald, | 


BRITISH POWER. TRACTION, &c., Co., Lrb., г. HODGSON, 


MR. JUSTICE PETERSON, iu the Chancery Division, had before him, 
on Monday last, the summons in this action, by which the plain- 
tiffs sought to enforce a finding of the Master that the defendant 
was liable for a sum of £7,000 odd. 

Mr. HUGHES, K.C., for the plaintiffs, reminded his Lordship that 
by a judgment of November 6th it was directed that the liability 
was incurred by fraud or fraudulent breach of trust, and was. 
therefore, not liquidated by the defendant’s bankruptcy. but 
directed that the order should not be drawn up, as there was a 
pending summons to extend the time for applying to vary the 
Master's certificate. The defendant had decided not to proceed 
with the summons, and he (counsel) therefore asked that an order 
should go in accordance with his Lordship’s judgment, that the 
defendant should pay into Court a sum of £7,653, with interest at 
4 per cent. from June 25th, 1909, the date of the Master's certifi- 
cate. He also asked that the defendant should be ordered to pay 
the costs of the summons. . 

MR. Tomuin, K.C., for the defendant, said that the plaintiff 
company was in liquidation, and the action was really by creditors, 
and the defendant had issued a summons in the winding-up to set 
aside the judgment. The defendant was also intending to appeal 
against his Lordship's judgment on the present summons and he 
asked for indulgence. It was a matter that had been in suspense 
for nine years, and he asked for a stay pending the appeal, at any 
rate. Notice of appeal would be given as soon as the order was 
drawn up. 

Mr. JUSTICE PETERSON suggested that some security for pay- 
ment of the money should be given. 

Mn. TOMLIN said he was not prepared to give security. All he 
asked for now was a little time. It was impossible for his client 
at the moment to put his hand on nearly £8.000, 

His LORDSHIP asked whether the defendant was prepared to pay 
à substantial sum into Court. 

Mr. TOMLIN said he could not make any offer of the kind, and 
must place himself in his Lordship's hands without prejudice to any 
application he might make to the Court of Appeal. | 

His LORDSHIP said that, under the circumstances. he would give 
the defendant six weeks. There would be an order upon the 
defendant to pay the sum found due on the Master's certificate into 
Court within six weeks, with interest, and an order on the defendant 
to pay the coats of the summons. 


Brirish THOMsON-Houston Co.. LTD., v. рокам. LTD. 
TUNGSTEN WIRE PATENT LITIGATION. 


Mr. Justice AsrBURY in the Chancery Division commenced on 
Monday the hearing of an action by the British Thomaon-Houston 
Co., Ltd., against Duram, Ltd., for an injunction to restrain the 
defendants from infringing the plaintiffs’ patent No. 21.513 of 1906, 
for the invention of a " Process and apparatus for the treatment of 
metallic tungsten, and for the manufacture of electric lamp 
filaments therefrom," and also their patent No. 17,722 of 1911. 
which was granted to John Thomas Henry Dempster for an inven- 
tion of improvements in methods of wire drawing. It was alleged 
in the case that the defendants had manufactured wire in accord- 
ance with these inventions, and sold three spools of pladuram made 
according to the same to the General Electric Co., Ltd. Defendants 
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said the patents were invalid, and denied infringement, and said 
the processes and manufacture had, since the patent of 1906, been 
carried on mainly outside the United Kingdom—namely, by com- 
panies in America, Germany and Holland. 

Mr. A. J. Walter, K.C., Mr. Colefax, K.C., and Mr. J. H. Gray 
appeared for the plaintiffs, and Mr. Tom Terrell, K.C., Mr. Kerby. 
K.C., and Mr. С. Terrell for the defendants. 

MR. WALTER said the patent of 1906 was generally known as 
relating to tungsten drawn-wire, and that of 1911 related to 
improvements in the drawing of the wire. It had been suggested 
that if tungsten could be drawn into the form of wire it would be 
of great value, but. until the patent in question in this case 
was developed, nobody knew how to do it at all. He claimed for 
the plaintiffs’ invention that it treated coherent tungsten by heat 
during its working process. 

MR. JAMES SWINBURNE, the well-known expert. gave evidence. 

The case is proceeding. 


ACCIDENT CLAIM. 


AT the Manchester Assizes, on November 28th, John Clifford Seddon. 
electrician, Great Lever, Bolton, obtained £318 damages for injuries 
received in an accident at Worsley, near Manchester, when a steam 
motor-lorry belonging to William Hesford, carrier, knocked him 
off his bicycle and broke one of his legs. 
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WAR ITEMS. 


Controlled Establishments.—The number of establish- 
ments now controlled by the Ministry of Munitions is 4,512. 


Exports to China.—The ‘“ London Gazette "' for Decem- 
ber Ist contains a number of additions to the list of those to 
whom exports to China and Siam may be consigned. 


Lighting Prosecution.—According to the ** Westminster 
Gazette," Mr. J. K. Brydges, the borough electrical engineer, 
was fined at Eastbourne on December Ist for having a brilliant 
light at his residence. The Mayor reprimanded the defendant. 


Flashlamps and Air Raids.—The public in the Keighley 
and Bingley district are being warned by the police that the 
use of electric flashlamps in the streets after it has become 
known that an. air raid is m progress in the country is illegal. 


Lost Time.—W^e read in a Manchester paper that Sir 
Wilian Clegg, in reviewing the doings of the Sheftield Muni- 
tions Tribunal, deplored that. during November the number 
of hours lost by workmen who had been before the Tribunal 
was 30,923, as compared with 22,412 in October. 

Disabled Soldiers and the Post Office.—' he Postmaster- 
General says that the number of disabled soldiers anxious to 
obtain situations in the Post. Office is likely to. be greatly 
in excess of the vacancies, and he is bound to reserve places 
for Post Office servants now with the Colours.—7he Times. 


To be Wound Up.—The Board of "Trade has ordered the 
following to be wound up :— 


Vincit Co., Ltd., Apollo AVorks, 21, South Road, New 


Southgate, London, N., agents for the sale of carborundum 
and electrite machinery. Controller : C. Eves, 62, New Broad 
Street, London, E.C. 

Canadian Trade.—The ** Morning Post " states that the 
Canadian Government is appointing a Commission to con- 
duct an investigation into the methods of scientific develop- 
ment of Canadian industries after the war. The matter is in 
the hands of Sir George Foster, the Minister of Trade and 
Cominerce, who has given considerable attention lately to the 
apparent need of scientific co-operation in many of the prin- 
cipal Canadian industries. "The Commission consists of nine 
members. 

Schaffer & Budenberg.—Mr. Barnes Ms. inquired in 
Parliament whether the firm of Schaffer & Budenberg, with 
headquarters in Nuremberg and a sinall works in Manchester, 
are on the list of Government contractors, and whether the 
agent, "a full-blooded.German,” is allowed to go in and out 
of the Clyde shipyards in pursuit of his business, Mr. Tennant 
answers: Т am informed that the affairs of this firm have 
been investigated by the Board of Trade, that the shares have 
been vested in the Public Trustee under the Trading With 
the EnenvAmendment Act, 1914, and that they are still on 
the list of Government contractors. The second part of the 
question probably refers to the Glasgow manager of the firm, 
who is of German origin, but was naturalised as a Bntish 
subject nearly 40 years ago.—Morning Post. 

The Armorduct Manufacturing Co.—In the Parliament- 
ary answers last week, says the Hardware Trade Journal, 
Mr. Pretyinan said the business of the Armorduct Manufae- 
turing Co., Ltd., had not been wound up, because the Advi- 
sory Committee recommended that, having regard to the 
character of the work being carried on by the company, that 
course was inexpedient. Efforts were being made to negotiate 
a sale by private treaty to some British purchaser whe would 
continue the work satisfactorily, and, pending the result of 
the steps which were now being taken to find a purchaser 
of the business, he was not prepared to кау what conditions 
of sale would be imposed. An offer had been made by Mr. 
Small, but it had not been accepted. 
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From the Times Parliamentary columns we learn that М; 
Pretyman, replying to questions asked by Mr. Nield con- 
cerning '" the German firm trading as the Armorduct Manu- 
facturing Co.” and an offer made by '' Mr. Small or Schmahl 
the former manager and nominee of the German owners" 
suid :—The supervisor of the Armorduct Manufacturing Co 
is at present in communication with several British firms 
with the view of obtaining offers for the business, and pend. 
ing the result of the negotiations I am unable to say what 
consideration will be given to the offer made by Mr. Small | 
The difficulty in offering the business for sale by auction is | 
that it is necessary that the purchaser should continue the 
business satisfactorily. The Armorduct Co. is manufacturing 
articles which are required by the War Office and Ministry 
of Munitions of War in the national interest, and the supply 
of which might be diminished by closing the company’s 
business. Mr. Butcher asked that care should be taken that 
the business should be sold to a British-born subject. Mr. 
Pretyman said that consideration would be borne in mind. 
The business would be dealt with under the usual regulations. 
which provided that any portion of the profits of the under. 
taking which would accrue to enemies would be vested in the 
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_Exemption Applications.—The Aldershot Tribunal, on 
November 29th, reviewed cases of employés of the ‘fraction 
Co., the Military Representative applying for withdrawal of 
certificates of conditional exemption. In 10 cases exemption 
was allowed to stand; in another three months’ exemption 
was substituted; three were granted to January Ist for sub- 
stitution; and in another case two months were conceded. 
The company made other appeals, with the result that condi- 
tional exemption was allowed to an inspector on the ground: 
of certified occupation; three months to a foreman engine 
fitter, one month each to two drivers for substitution, and to 
ny lst to a fitter and two drivers for substitutes to be 
ound. : 

Southend T.C. appealed for four tram drivers, aged respec- 
tively 33, 35, 37, and 40, and з conductor and pointsman (40). 
it being said that it was impossible to fill the places. Col. 
Newitt intimated that he could not consent to the men being 
marked as in certified occupations. Two of the drivers were 
thus classed by the Tribunal, and the others were given 
conditional exemption. 

The County Tribunal has given exemption to March 314 
to a charge engineer at the city electricity works at Glou- 
cester, passed for general service, and stated to be absolutely 
indispensable and impossible: to be replaced. 

At Swinton (Lances.), an electrician, aged 41, passed for Cl. 
appealed, and stated that he did work for a munitions firm: 
two of his men had joined the Arny. -Two months’ exemp- 
tion was conceded. 

Mirfield (Yorks.) Tribunal has given six months’ exemption 
to the manager of a local electric motor works (40). 

At Winderinere, an appeal for absolute exemption was made 
by Mr. J. K. Thornborough (34), electrical engineer, who said 
that the whole of the permanent staff, and the junior partner, 
The Military Representative 
consented to three months’ temporary exemption, but the 
appeal was respited for a medical examination. ; 

At Barnsley, on November 30th, the Barnsley & District 
Electric Traction Co. appealed for a clerk and cashier (29), a 
fitter (31), an armature winder (24), and а tram driver (25). 
The latter, the manager said, had left the company’s service, 
and he had returned the man’s exemption card. The clerk 
and cashier and the armature winder were conditionally ex- 
empted ; and in the case of the fitter, the matter was deferred 
for two months for the Military Representative to endeavour 
to find a substitute. 

Exemption to the end of the year has been granted to Mr. 
A. Howard (32), electrician, of Chingford (Essex). 

Bromley (Kent) Tribunal has refused exemption to Mr. A. 
C. Edwards, electrician, of Widinore Parade, who failed to 
appear in support of his appeal. 

At Gillingham (Kent), Mr. A. C. Chalmers, borough elec- 
trical engineer, appealed for C. W. Wharby (23), engine 
fitter's assistant, and three months were granted. 

Herts Tribunal has refused exemption to Mr. W. Meager 
(35). electrical engineer, of Potten End, Berkhamsted, ap- 
pealed for by Mr. А. E. Barron. | 

At the request of the Recruiting Officer, the Torquay Tri- 
bunal has unstarred Mr. G. A. Binnie, an electrician, passed 
for general service, and who has been engaged on munition 


Before the City Tribunal. the Worcester Electric Traction 
Co. appealed for two switchboard attendants, S. A. Stallard 
(18) and A. Bullock (88), on the ground that they were in a 
certified occupation. The Advisory Committee assented to 
one being exempted, and Bullock was given a condition»! 
certificate and Stallard until December 31st. final. 

At Oxford, further exemption until a substitute is foun 
was appealed for by Mrs. Elizabeth Storey. electrical engi- 
neer, for S. A. Stock (24). Mrs. Storey stated that her husband 
died six months after the outbreak of war, and all her staff 
had enlisted with the exception of Stock, who had had five 
months’ exemption. Lieutenant Whatcoat informed the Tn- 
bunal that there was not much chance of getting a substitute 
if Stock was an electricians Mrs. Storey had. had eight 
months, and it was not fair to ask the Military nt the last 
moment to get a substitute. Stock said that he did not claim 
tu be an engineer, but he could do most electrical work. Iieu- 
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tenant Whatcoat said the man would be most useful either 
in munitions or in the Army. The Chairman: The facts 
are that the lady’s husband died after the war and this was 
the only man left to carry on the business. It was really 
an employer's application, and was a hard case. Lieutenant 
Whatcoat said that they were nearly all hard cases now. Un- 
fortunately this man was skilled, and would be useful in 
either munition works or the Army. Six months were 
allowed. 

At Deal, Messrs. T. L. Tapper, Ltd.. appealed for M. C. 
Strevens (28), electrician, the onlv skilled man left. The 
appeal was out of time. but 16 was urged that as Mr. Tapper 
had been away on service from the beginning of the war the 
firm had @ reasonable excuse for not applving before. The 


Tribunal decided that the appeal was too late, and that on 


its merits they would not entertain it. 

The Birkdale (Southport) Electric Supply Co. appealed to 
the Liverpool Appeal Tribunal against the decision of the 
Local Tribunal in the case of D. C. Reilly, aged 90, single. 
and described as a switchboard attendant. The Southport 
Tribunal had allowed to December Ist only, and the Appeal 
Tribunal, in extending the time for one month, refused leave 
for a further appeal. 


CONSUMERS’ COMPLAINTS. 


By A. T. BULLEN. 


Іх a recent issue of the Daily Mail, the writer was surprised 
to find a letter from a well-known society lady, complaining 
that, in spite of the * Daylight Saving " Act, her consump- 
tion of electricity for lighting had increased—or, perhaps, 
it would be more correct to say that her bill for electricity 
consumed had increased—and she invoked the aid of the 
Daily Mail, first, to expose this incredible state of 
affairs ; and, secondly, to search for some cause for the 
increase. | 

The only advice that the paper could possibly give, was 
that the lady in question should forward her complaint to 
the supply anthority concerned, when no doubt an excellent 
reason. could be given for this increased charge ; or if, on 
the other hand, the bill proved to be unfair to the con- 
sumer, the matter would speedily be adjusted to the 
satisfaction of all the parties concerned. 

Consumers, however, as a whole, do not appear to have 
such faith in the officials of the supply corporation or com- 
pany as seems desirable.’ One of the first principles of 
business seems to be to cultivate distrust of everyone with 
‘whom you have dealings, and that is why a dissatisfied 
consumer will complain to anyone and everyone except only 
those persons appointed specifically for the purpose of giving 
him the satisfaction he seeks. | 

Naturally one searches for an explanation for so curious a 
condition, and wonders if the real reason is that those 
who have the settling of complaints do not, by their mode 
of action, ability, and manner of address, inspire confidence. 
Certain it is that it is quite impossible to deal satisfactorily 
with any consumer unless he or she is .contident that the 
advice you are giving is sound, and that your knowledge of 
the subject is complete. . 

Perhaps more dissatisfaction and distrust is created by 
advice given hy incompetent persons, the results of which 
have afterwards to be rectified, than by any other cause. 

Generally speaking, people do not mind paying for a 
thing if they know that they are getting the genuine article, 
but no consumer likes paying for a quantity of electricity 
until he is quite sure that he has used it. For this reason 
the minimum charge enforced in some places, quite legiti- 
mately and even of necessity, never was, and never will be, 
popular, and so long as consumers feel that it is possible for 
an electricity meter to go -wrong, or for a meter reader to 
make a mistake, just so long shall we have complaints. 

-It is quite possible that the society lady mentioned above 
had just canse for complaint, but it is equally probable that 
some satisfactory explanation of the increased charge could 
have been given had she -sent her complaint to the proper 
quarter. First, it is more than probable that, owing to war 
conditions and an increased cost of production, the price of 
electricity had been raised by 20 per cent. Secondly, it is 
likely that this lady's house is usually closed for the greater 
part of the summer, but this year being an exceptional year, 


- was out of order. 


may have kept the consumer, or her servants, in residence 
for a longer period than usual. | 

Again, there is the possibility of alterations in the exist- 
ing installation; the substitution of lamps of higher 
candle power, for instance. The dates between meter read- 
ings may not have covered similar periods last year and 
this year, giving in the first case a relatively short quarter 
and the second a comparatively much longer quarter. The 
system of charging may have had an effect, the maximum 
demand, perhaps, being higher, or there may previously 
have been in circuit a defective meter, and finally the meter 
reader may have made the mistake now of over-reading, or, 
at the corresponding time last year, the error of under- 
reading, or the meter may have been over-registering. 

Surely out of all these possibilities something definite 
might have been gathered, but it could. only be done by an 
official on the spot, who would have made a_ personal 
investigation. | 

The investigating official, however, must be very tactful 
in his researches, and must he careful to give only such | 
information as is necessary and advisable. For instance, 
you might get a complaint over a trifling occurrence which 
may happen once in a thousand times, but it would be fatal 
to divulge the exact nature or cause of the failure, for you 
would immediately be overwhelmed by dozens of others 
anxiously inquiring lest a similar accident might befall 
them. 

Here is a case in point. A certain consumer who has a 
thermal maxtmum-demand indicator on his motor circuit, 
noticed one day that after the meter reader had tipped his 
indicator it did not commence again at zero, because at the 
time of tipping ‘the motor was actually working. He 
immediately made a complaint to the effect that his indicator 
The cause of the complaint was, of 
course, obvious, but the investigating official could hardly 
explain the matter, for he would then have had to make 
special arrangements for tipping the indicators on every 
motor circuit in the town. Yet how often would the 
meter reader drop on a motor which was running at its 
maximum load ? | 

Here is anothes instance which also concerns the 
maximum-demand indicator. In а certain town in the 
South of England an organist at one church was appointed 
to another in a different part of the town. The organs in 
both churches were blown electrically, but the first was on 
a direct current and the second on an alternating supply. 
The organist was surprised ito find that it cost him much 
more to blow his new organ than it did the old one. Both 
circuits had maximum-demand indicators, and the explana- 
tion was, of course, the fact that on the A.c. circuit the 
thermal-demand indicator did not allow for power factor. 
Consequently the proportion of high-priced units was much 
more than in the case of the D.C. cireuit. Yet it was hardly 
possible to explain this to the organist. 

The remedies adopted in settling some complaints are 
amusing, yet these amusing methods are usually the out- 
come of delicate handling and often'a keen sense of humour. 
which, by the way, is a very great asset in any consumers’ 
department. The following is a really good incident. In 
the early days of the metal-filament lamps many consumers 
were advised to install small transformers to bring their 
voltages down to useful proportions. Some supply antho- 
rities went a step further than advising, and themselves 
installed these transformers. This was done in the present 
instance, but one night for some reason the voltage on one 
particular circuit was very low, and an old gentleman, who 
himself knew a little of electrical matters, was distressed to 
find that:his light was poor. After that night he was con- 
tinually complaining to this effect, and he fixed the respon- 
sibility on the transformer which had been installed. Tests 
were taken on several nights which proved that the voltage 
at the consumers’ terminals was well up to standard, but 
nothing would convince the consumer that this was so. 
He was therefore advised to do away with the transformer, 
but when he realised that this meant purchasing new lamps, 
he would not think of it. ‘The transformer," he said, 
* belonged to the company, and they must supply him with 
a satisfactory one." 

The difficulty was solved by a near neighbour of his 
removing when the company's inspector adopted the ruse of 
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changing the dissatisfied consumer’s transformer for an 
identical one which was installed in the now empty house. 
From that day to this no complaint of bad light has been 
received from this quarter, and even the chief enginecr of the 
eompany does not know the ultimate means adopted to 
satisfy this hitherto dissatisfied consumer. | 

Most complaints originate out of the charges made for 
electricity consumed, and most supply authorities now have 
properly equipped testing departments, under the super- 
vision of a competent and experienced official, in order that 
the number of defective meters, and consequently the 
number of complaints, may be kept at a minimum, 16 is 
not sufficient, however, for the supervising official to con- 
fine his attention to the test-room. He must move among 
the eonsumers, and. learn. the conditions under which each 
one is using electricity. 

In dealing with complaints he must be sympathetic, and 
ready to hear the consumer’s whole story. He cannot settle 
things if he is in possession of only half the facts; but, on 
the other hand, his sympathy with the consumer must be 
tempered with common sense, so that he will not raise false 
hopes, which will be immediately dashed to the gronnd 
when his report reaches the chief engineer. 

He shonld have а sound technical knowledge, but he 
should not air it to the consumer, except in such a manner 
as is likely to inspire confidence. It is of no value to talk 
over the head of the consumer ; you must rather come down 
to his level, and try to explain things to him in language 
he can understand. At the same time, you must let him 
see that you have the knowledge to apply at the right time 
and in the proper place. 

Remember, it is easy to presume upon the electrical 
ignorance of the consumer, but it does not pay in the end. 

Above all, it is necessary to be fair. 
authority 1s in the wrong, the point should be gracefully con- 
ceded, and the matter immediately rectified. Mistakes will 
always oecur—it cannot be helped: but the method of 
correction of these mistakes may mean much for the future 
welfare of electrical undertakings, 

The officials of a consumers’ department are, in one 
respect, unlike most other men, for they can serve two 
masters, They owe one duty to their émplovers, the supply 
authority : but they owe another duty to the consumers, 
for they are the guardians of their interests. Tet them 
take cave that they аге just stewards, 


BUSINESS NOTES. 


Industrial Developments in Russia.—^oine notes on this 


subject, prepared by the British Vice-Consul at Moscow, appear in - 


the Board of Trade Journal. He states that the war has compelled 
Russia to develop her own chemical industry, andacertain number 
of works have already been erected while many are projected. The 
mobilisation of Russian industries in 1915 also affected the glass in- 
dustry which was called upon to produce for the military authorities 
goods that were formerly imported from abroad. e.g., mirrors, lenses. 
and other supplies for optical instruments, thermometer tubing. &c. 
Fair progress was made in the manufacture of insulating glasses 
for electrical purposes. There is а great demand for microscopes. 
scientific apparatus. field ;/1asses. кс. Russian industry in these pro- 
ducts is undeveloped as there are no specialists or experienced hands 
available. Surgical instruments form quite a new industry in Russia. 
and its development has been greatly handicapped by the shortage of 
instrument steel and suitable machines and appliances. Cold stores 
have a great future in Russia. and after the war there should be an 
excellent demand for refrirerating machinery. There is also ex- 
pected to be a good opening for peat-pressing machinery. The 
motor-car business is being developed and large orders have been 
placed with Russian works to assist to that end. So far the bulk 
ot motor-cars in use in Russia has been imported. imports in 1913-14 
being valued at, roughly. £1.300.000. | 


Electrical Industry in India.—We quote the following 
editorial comments from a recent issue of Indian Industries and 
Power :-— 

"Of all the varied departments of commercial enterprise in 
India, perhaps the one most in need of immediate overhauling is 
the electrical industry. British manufacturers of electrical equij 
ment have to realise that if they wish to retain what little hold 
they have of the-Indian market, they must consider their position 
and prospects. Organisation in the full comprehenaiveness of the 
term is what js needed. „Not a mere associative collection of engi- 
neers. Organisation which works on the basic principle of mutual 


If the supply . 


of Commercial Intelligence reports 


co-operation. Organisation that is real and capable of subordinat. 
ing private interests to general ends. Ав far as we are concern 
organisation that is able to evolve an understanding of the пееја 
of India, who is to-day ready to buy what she wants. but not 
always ready to take just what the manufacturers have to sel], 
One of the first problems that an association, founded on the above 
principles, would have to tackle is the question of ' standardisation: 
Electrical engineers in India have long watched, not without im. 
patience, the pathetic and half-hearted attempta made in the past 
to handle this proposition. If a firm grip of the market is to be 
obtained this indispensable condition must be achieved, for 
‘standardisation’ ів the very soul of organisation. If. as is most 
probable. private and immediate interests have to suffer, then they 
must go. Nothing should be allowed to stand in the way of the 
accomplishment of this end, which can only be attained by соі. 
lective co-operation. There are many other points in this cop. 
nection that will readily present themselves to those who am 
interested in the electrical industry, not the least important of 
which is the question of internal discipline. Pressure should be 
brought to bear on manufacturers who go out of their way w 
ignore trade standards, and spend considerable time in evolving 
means of getting behind regulations, avoiding control. and adopting 
illegitimate means of getting business. Stern measures must be 
adopted to force these men into line, for their operatione not only 
have an adverse influence on the market. but tend to stultify the 
natural development of trade. Although attempts have been made' 
in the past in India to bring electrical engineers and contractors 
into line, no real progress has been made, and what may be termed 
cut-throat methods have not infrequently been resorted to. This 
is good neither for the individual contractor nor for the trade. It is, 
perhaps, too much to expect celestial conditions to obtain in Indis, 
but if some such cohesive measure as that indicated could be 
adopted by British contractors in India the benefit would soon be 
apparent. The Americans and the Japanese are watching develop- 
ments very closely, and although the imports from Japan are very 
inferior to the electrical exports of the United Kingdom, they are 
finding markets in India by virtue of the pushtulness and thorough- 
ness of the methods employed by the Japanese agents here. Neither 
Japan nor the United States can hope to hold all the customer 
they are now securing. but the British firms will find that it will 
be an uphill fight before they can effectively oust them from the 
market. It seems to us that we are too prone to excuse our insc: 
tivity by that ready reference to the war and the procrastinating 
сту: ‘Wait till the war is over. The present upheaval should 
surely bring us to a reconsideration of this attitude. We have 
now to realise that old conditions have gone, never to return. 
What the future holds, none can foresee. We are for the moment 
concerned with the present, for from our present action future 
prospects will be determined. In order to keep and increase our 
hold on the sale of electrical machinery and accessories, we need 
primarily to focus all our energy on one object, the most powerful 
factor in our armamentarium of trade resource-—organisation. | 


Catalogues and Lists.—BRITISH WESTINGHOUSE ELEC 


TRIC AND MANUFACTURING Co, LTp., Trafford Patk..—New 
Christmas Gift Catalogne, entitled “Domestic Helps" We 


suppose that, in keeping with the economical spirit of war-time. 3 
far higher percentage than usual of the Christmas and New Year 
gifts of the coming month will be of a useful character. Every 
thing that is in any way wasteful must be very definitely at 4, 
discount in these times, Therefore this catalogue of goods, which 
make both for economy, efficiency, convenience, and utility. as 
well as, in some measure, making their response to the desir 
for novelty, should be very acceptable. It consists of 16 
pages of illustrations, prices, and brief particulars of electric 
cooking appliances, from the small disk stove to the large cooker. 
hot-bar fires and electric irons, shaving pots. kettles, stoneware 
utensils, the Westinghouse Utility motor, fans and hair dyers, and 
vacuum cleaners, also electric lamps and table standards. 

MESSRS. JENSON & NICHOLSON, LTD., Goswell Works, Stratfor!. 
London, E.—New pamphlet giving particulars of “ Lacwatt ` and 
"Coilac" insulating varnishes, compositions, enamels, and other 
electrical specialties made at their works at Stratford. The firm 
have made a special study of the subject of electro-insulation. 

THE ELECTRICAL ALLOY Co., Morristown, New Jersey, U.S.A.— 
Circulars relating to their resistance materials. Monel metal. an 
Spark Point nickel. 


Trade Announcements.— Messrs. JAMES Crorpon & Co., 
water-power engineers. having had their offices in Canada House. 
Kingsway, requisitioned by the War Office, have removed to tem- 
porary offices at Queen's House, Kingsway. Their telephone number 
and telegraphic address remain the same. 

The address of Messks. HENRY Faia & Co.. Portland Cemcn! 
Testing Works and Chemical Laboratories. is 6, Earl Street. West- 
minster, S.W. Though notice of the change was issued a усаг 
ago. letters continue to go to the old address. 


Bankruptcy Proceedings.—E. W. Barron WRIGHT. 
electrical therapeutic expert, Acton and Oxford Street.—Receiving 
order made at Brentford, November 24th, on a creditor's petition. 


Australian Inquiries.—The Board of Trade Department 
the following inquiries 
received = 00000 a | 
A firm dealing in electrical goods seeks agencies for British firms 
for such goods other than wircs and cables. telephones, balls, &«.. 
instruments, circuit breakers. accumulators, and switchgear, — 
А manufacturers’ agent wants to represent British makers ot 


electrical fittings and accessories. 
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Dissolutions and Liquidations.—1nran Barrery Co., 
manufacturers of dry batteries and electrical appliances, Nursery 
Road, Mitcham, Surrey.—-Messrs. B. Pearse, A. M. Foster and A. R. 
Harwood have dissolved partnership. Mr. Harwood aitends to 
debts. &c. 

TURNER & BURGER, 149, Farringdon Road. London. ЕС. - 
Creditors must send particulars of debts, ке, to the Controller, 
Mr. J. E. Percival, 6, Old Jewry. E.C., by January 6th. 

FELD Bros. & Co. LTD.. 326, Goswell Road. London. Е.С. 
Creditors must send particulars of debts, &c.. to the Controller, Mr. 
J. E. Percival, as above. by January 6th. 

"Dac" ACCUMULATOR SYNDICATE, Ltp.—This company is 
winding up voluntarily. with Mr. Н. С. Bound, 61 and 62, Lincoln's 
Inn Fields, London, W.C.. as liquidator. A meeting of creditors is 
called for December 5th. 

BACHELET FLYING TRAIN SYNDICATE, LTD.. BACHELET NHIP- 
BUILDING, ENGINEERING AND ORDNANCE Co.. LTD.. BACHELET 
LEVITATED RAILWAY SYNDICATE, LTD., AND BACHELET SHUTTLE 
AND Loom Co., LrD.—-Crelitors of these companies must send 
particulara of their debts, Хс. ео the liquidator, Sir W. В. Peat, 
11, Ironmonger Lane, E.C.. by January 3rd. 

QUARZ-LAMPEN GESELLSCHAFT, M.C.H. (original Quartz Lamp 
Co.). 62, Red Lion Street, E.C.- -Claims must be sent to the Con- 
troller (Mr. К. W. Brown, 12, Old Square, Lincoln’s Inn. W.C.) 
by December 16th. 


Private Arrangements.—THE TYLER APPARATUS CO., 
LtD., Banister Road. North Kensington, London. W.. electrical 
engineers, &e.—A circular has been issued to the creditors of the 
above, dated November 22nd last, by Messrs. Corfield & Cripwell, 
accountants and auditors. of Balfour House. Finsbury Pavement, 
E.C., which states that the petition presented by a creditor 
for the winding up of the company was withdrawn under an Order 
made by the Judge. and the course is thus clear now for the com- 
pany to proceed with the reorganisation as sugeested. At the 
meeting of creditors of the company, on November 3rd, 1916. at 
the Institute of Chartered Accountants. a scheme for the reorvan- 
isation of the company's affairs and for the payment of its debts 
in full. was laid before the creditors and approved. This has beeu 
further elaborated and laid before the Court of Chancery in 
Chambers. and has been allowed by the Court, in so far that the 
Judge ordered a formal meeting to be called under the terms of 
the Companies Consolidation Act, 1908, to formally consider and 
alopt the above scheme. and this was held on Tuesday last. 

THE ELECTRICAL STORES will, on December [2th, remove to 
35/37 and 39, South Sherwood Street. Nottingham. 

Book Notices.—.1/» is the title of the official organ of the 
Aeronautical Institute of Great Britain. of which the first number 
has just come to hand: its purpose is to arouse public interest in 
aerial questions, to stimulate study and research, and to help the 
development of ` British Imperial Aeronautics," without adhesion 
to any clique or party. It is controlled by a council. with Mr. 
L. Blin Desbleds as director and hon. secretary. and. will appear 
monthly. The issue contains articles on the Air Board. our pre-war 
neglect of aerial possibilities. the steel construction of aeroplanes, 
&c., and details of the membership and constitution of the Aero- 
nautica] Institute of Great Britain. We cannot see far into the 
fnture : who can say that the Institute may not eventually rival in 
importance the great engineering institutions of which we are so 
proud ? 

" Manual of Electrical Undertakings and Directory.” 
Vol. XX. London: Electrical Press, Ltd. 21s. net. 


A.E.G. Electric Co., Ltd.: Sale.—Mrssns. WHEATLEY 
KIRK, PRICE & Co., by order of the Controller in this case. are 
offering for sale the stock of electric motors, instruments, fittin;'a 
and electrical accessories. in one lot by public tender. An 
announcement appears in our advertisement pages to-day. 


For Sale.—Mrssns. P. HvppnEsroN & Со, will sell by 
auction, on Friday, December 15th, at Hammersmith, a quantity of 
electrical apparatus. Full particulars are given in our advertise- 
ment. pages to-day. 
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LIGHTING AND POWER NOTES. 


Accrington.—NrEW PLant.—Ald. Higham (chairman of 
the Electricity Committee) recently stated that the Electricity Depart- 
ment had now obtained delivery of the new turbo and alternator, 
and the only things they were waiting for were the pumps: they 
hoped to be running by the end of the month. If matters turned 
out as successfully as was anticipated. they were quite certain to 
have a diminution of the.troubles they had had for several months, 
due to various conditions. 

Argentina.—1n September last the Pedro Mendoza 
central power station, Buenos Aires. of the Compania Italo- 
Argentina de Electricidad. was formally inaugurated. this com- 
pleting the present system of the company. which was founded in 
1911. The work has been carried out with the industrial and 
financial assistance of Messrs. Franco Tosi. Pirelli, and Brown 
Boveri, the sapital involved being 50 million francs. The steam 
nlant at the main station consists of four batteries, each consisting 
of two boilers, with economiser, forced-draught plant, and steel 
chimney. Liquid fuel is principally used. and a large storage із 
provided, fed by tank wagons of road or railway type. Special 
turbine pumping plant is installed for the oil fuel, Three 
6.C00- x^. turbines gets are installed, generating thrte-phhse 


current at 6.600-7,000. volts, 50 eycles; and each fitted with a 
"lirect-driven exciter. A further installation of turbine plant has 
heen contracted for, bringing up the total plant capacity to about 
30,000 KW. From the main station. energy is transmitted to five 
sub-stations. which distribute direct current within a specified 
central zone of the city : these sub-stations are equipped with the 
necessary transforming plant. some 10,500 KW. in capacity. and, in 
addition, with independent Diesel engine generators—13 in all— 
consisting of SOO-H.P. engines driving 5U0-KkW. generators. For a 
year and a half this Diesel plant has heen supplying consumers 
pending the completion of the main plant. For some time 1.600 
publie are lamps have been supplied. also about 1,000 ares in the 
port, while 12.000 private installations were also being supplied at 
the end of September.—-Jteriew of the Hiver Plate, 

Barrow.— The electrical engineer (Mr. H. R. Burnett) 
has been authorised to assist the Joint Committee in connection 
with the proposals for interconnection and joint working of electric 
supply undertakings. 

Belfast. — PROPosED EXTENstons.—At the monthly 
meeting of the Corporation the question of extending the electricity 
plant was considered. The Committee now proposed to place the 
matter in the hands of experts, and it was decided to obtain the 
advice of Sir John Snell as to any modifications being made in his 
report of August, 1914. on the extension question. During the 
discussion it transpired that recent applications were very nearly 
refused—so narrow was the margin—and that with the exception 
of one other town in the United Kingdom, Belfast had the lowest 
reserve of plant. It was decided to confirm the proposals of the 
Electricity and Tramways Committee in view of the seriousness of 
the situation. The proposed new generating station may cost up 
to £ 100.000, i 

Birmingham.—Prick 1хенкАхк.— The Electric Supply 
Committee reports that on March 7th, 1916. it inereased the 
charges to consumers supplied with low-tension electric current, 
by 15 per cent. to lighting consumers and 20 per cent. to power 
consumers. The Conunittee has had before it the returns for the 
first six months of the present financial vear. and it is evident that 
the expenses will be even heavier proportionately during the forth- 
coming winter, The high-tension consumers, under the Coal Clause 
in their agreements, automatically pay an increased rate. The 
low-tension liyhting and power consumers pay a fixed rate. and the 
Committee considers a further increase should be made in these 
rates. In conclusion, the Committee stated that it had decided 
that the increase of 15 per cent. to lighting customers previously 
sanctioned in March be raised to ЗО per cent., and that the 20 per 
cent. increase for power, heating and cooking made in March, be 
raised to 30 per cent.. and that these additional increases take 
effect from the December reading of the meters; at the City 
Council meeting on Tuesday an amendment was carried, increasing 
the price for power, heating. &c., by 40 per cent. on pre-war prices. 
The Finance Committee has reported having obtained the sanction 
of the L.G.B. to a loan of £7.530 for additional cooling towers and 
pipe line in connection with the alteration of the scheme for the 
extension of the temporary electricity generating staton at Nechells. 


Blackpool.—The Finance Committee has agreed to 
supply electric light for the soldiers rest clubs and recreation- 
rooms at a 50 per cent. reduced cost. so long as the consumption 
does not exceed that of the 1914-15 winter, when concessions of 
this kind were first granted : any electricity used in excess of this 
amount will have to be paid for in full. 

Bolton.— LINKING-UP.—At a meeting of the Electricity 
Committee, consideration was аташ wiven to the report on the 
interconnection of the Lancashire and Cheshire electricity supply 
systems. and the principles of the scheme were approved. 


Christchurch.—The Bournemouth and Poole Electricity 
Supply Co. has refused the offer of the B. of G. to pay five per cent. 
iucrease on the contract price for current from January Ist, and 
the offer has been withdrawn. The Guardians take the view that 
they are liable for the contract price only. 

Deal and Walmer.—The B. of T. has granted a year's 
extension to the Gas and Electricity Co. for laying electric dis- 
tributing mains. in. the scheduled area. E 

Dublin.— Ге Electricity Committee has issued а report 
protesting against the methods adopted by the Special Committee 
of Investigation. which, it says. did not consult the former Com- 
mittee or the officials, did not permit the officials to be present at 
its meetings. has not made a report as a Committee оп any one of 
the seven beads of its instructions. and has expressed no opinion 
of its own on апу of these points. The Electricity Committee 
claims to have overcome the very serious difficulties of the present 
situation. and to have made arrangements which guarantee the 


“maintenance of the supply in the future. and demands that the 


Special Committees report be referred to it for investigation, with 
the same powers as were conferred upon the latter Committee. 

At the monthly meeting of the Corporation, this week, it 
was decided, on the «ugeestion of Mr. L. Sherlock, ex-chairman of 
the Electricity Supply Committee. that consideration of the Elec- 
tricity Special Inquiry Committee's report, Mr. D'Alton's expert 
report. the Committee's recommendations. the officials’ replying 
reports, and the Supply Committee's report in reply and protest, 
should stand over pending the summoning of a special meeting. 

YEAR'S WonkING.—The Electricity Supply Committeo’s state- 
ment of accounts for the year ended March 3lst last shows 
that the total income from the sales of electricity. meter 
rentals, publie lighting. and misgellaneous sources was £154,590, 
and tht expenditure £70,134, leaving a Valance to te Curried іо 
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net revenue account of £64.421. The total capital expenditure af 
the end of the year was £857.350, an increase of £22,594 оп the 
previous year. The total income for the year was £124,883, as 
against {105440 in the previous year; and the working costs 
were £60,161, as against £50,444. The total surplus to be carried 
to next account is £16,443. A sum of £337 has been transferred 
to renewal account. The surplus for the year is given at £8,840, 
as compared with £1.116 in the previous year. The total units 
sold increased from 9,519,545 in 1915 to 10,338,558. The cost 
per unit sold increased from 2'26d. to 269d. Against this is the 
fact that the average price obtained increased from 2^ 56d. to 2°80d. 
The total maximum supply demanded during the year was 
7.283 KW., against 7,486 ку. іп 1915. The capacity of the dynamos 
at the end of the year was 12,000 Kw. 

The Committee announced that owing to the new restrictions 
on the purchase of electrical material. it was not in a position just 
now to deal with applications for new supplies to ordinary 
consumers. 


Dundalk.—PRorosep LoAN.—Tle Urban Council is 
applying to the L.G.B. for a loan of £5.000 to enable it to carry 
out such improvements as will allow the Diesel engines in the 
electric lighting department to consume tar oil instead of petroleum 


fuel. 

Eccles.—Price  [INeREAsE.— The — Electricity Supply 
Committee has decided to further increase the charges for elec- 
tricity from January 186 as follows :—Private and public lighting, 
15 per cent. to each account, making 25 per cent. in all: general 
power heating and cooking, 5 per cent. to each account, making 

25 per cent. in all. 


Edinburgh. — The Electric Lighting Committee has 
decided not to insist on the payment of the minimum charge of 
108. by consumers who are on active service. The Committee 
arreed that before any action was taken in reyard to arrears, the 
circumstances should be reported to the convener. 


Ennis (Co. Clare).—E.L. SCHEME.—A public electric 
lighting scheme has been suggested. and it is thought probable that 
steps will soon be taken in the matter. 


Faversham.—The T.C. has decided not- to increase the 
price of current at present. 


Finchley.—A resolution from the East Finchley Rate- 
pavers’ Association upon the subject of electricity charges has been 
referred to the Electricity Committee ; the Association desires the 
abolition of the minimum electric light charge, and that the 20 per 
cent. addition recently made be only upon units consumed. An 
equitable fflat rate. power rate, and street lighting rate, the 
increase and decrease of each to be governed by the conditions 
prevailing from time to time, are asked for. 


Grantown.— PRICE INcREAsE.— There. was consideradi 
discussion at a meeting of the T.C. on the explanation by Mr. 
Anderson. electric light contractor, of his action in raising the 
price of electricity to private consumers by a Id. per unit. The 
Council ultimately agreed to recommend private consumers to pay 
the extra charye. 


Halifax— The Electrical Distribution E Yorkshire, 
Ltd.. having decided to apply for powers to supply electricity 
within the area of the Luddenden Foot U.D.C.. the Tramways and 
Electricity Committee has empowered the Electricity Sub-Com- 
mittee to take steps to safeguard the interests of the Corporation. 
A Sub-Committee has been appointed to eonfer with the Gas Com- 
mittee ou the question of joint central offices, showrooms, &c.. for 
каз and electricity purposes. 


Harrow.— STREET  liGHTING.— Through the discon- 
tinuance of street lighting, the U.D.C. has saved £520 during the 
past six months. 


Hornsey.— The T.C. has heen asked by the Hackney B.C. 
to contribute towards the cost of defending an action brought by 
the Gas Light and Coke Co. in respect of a reduced charge made 
for electrical energy supplied for lighting purposes to customers 
who are power consumers, it being alleged that the charge con- 
stituted an undue preference. The communication was referred 
to the Electricity Supply and Finance Committees. 


Kendal.—The manager of the electricity undertaking 
has been instructed to procure samples of electrical heating 
apparatus for advertisement. The charge for electricity for power 
purposes to consumers of 8.000 units per annum and upwards has 
been fixed at a flat rate of lid. per unit. 


Leyton.— For the destructor works a 30 to 40-H.P. motor 
is to be purchased, at a cost of from £100 to £120. to drive theair-- 
compressor by electricity when Steam is low, instead of burning 
coal. 


London.— WoorwicH.-—PrANT. Ex TENSIONS.— Details of 
a further extension of turbine plant and mains. estimated to cost 
£21,000, have been approved. and sanction is to be asked for the 
borrowing of the money. In regard to a former loan of £27,500, 
it has been agreed to repay this on the instalment system instead 
of the annuity system. Application is to be made for sanction to 
a loan of £2.442 for mains extensions. and 55 street lamps are to 
be fitted with automatic switches. thus economising in labour. 

HACKNEY.—- The accounts of the Council's electricity undertaking 
for the year ended March 3lat last show a deficit of £7.605. 
Owing to increased price and Jour quality of fuel, the eost of 
production inereased by 4&6,022, loan charges also increased by 


2 and allowances to employés on active service amounted to 

£1.986. Owing to the lighting restrictions, the revenue from 
private lighting dropped £3.87s, in addition to £516 from public 
lirhting ; the revenue from power showed an increase of £3,734, 
The sales department made a profit of £772, as compared with 
£120 in the previous year. The balance standing to reserve 
amounts to £23,981, after making allowance for last year's deficit. 


Plymouth, — QUARTERS WonKiNG.— The engineer's 
report of the working of the electricity undertaking for the 
quarter ended September 30th showed a consumption of 1,302,587 
units, producing £10,785, as compared with 1,305,317 units sold 
and £11,103 in the corresponding period of last year. Added to 
the income of the June quarter the total amounted to £22,459, as 
against £22,719 for the corresponding six months of 1915, 


Salford. — Linkinc-up. — The Electricity Committee 
approves in principle the scheme outlined in the interim report of 
the Committee for the interconnection of Lancashire and Cheshire 
Electricity Supply Systems. Five representatives of the Electricity 
Committee have been appointed to attend a conference of electricity 
supply authorities to be convened to consider the matter. 


Sevenoaks.— Ihe U.D.C. has given consent to the Elec- 
tricity Co. to place outside cables for the supply of current to 
houses in Mount Harry Road. 


Sunderland.— PLANT EXTENSIONS.— At the annual 
meeting of the Corporation Electricity and Lighting Committee on 
Friday last, the chairman said they had passed through a busy 
year, during which they had added to their list of consumers a 
number of works and a steel furnace. Permission had been given 
for the purchase of a new turbine for the Hylton Road extensions, 
which were estimated to cost £45,000, and the L.G.B. had autho- 
rised the borrowing of the money. Tenders were now being 
advertised for. 


Woking.— Firt.—Damage estimated at about £1,000 
was done by a fire which occurred on the premises of the Electric 
Supply Co. at midnight on Sunday, It is believed that the fire 
originated in the overheating of some stored slack. The damage 
largely represents burnt cable, which was insured. 


Wrexham.— PRICE [NcREASE.—The charges for energy 
have been advanced by 10 per cent.. as from January Ist, by the T.C. 


York.— LINKING-up.—Reporting on this question to the 
Electricity and Tramways Committee. Mr. J. W. Hame, the city 
electrical engineer, stated that York was so far from Leeds, Hull, 
or Harrogate. where supply stations of importance were situated. 
that the cost of labour involved in carrying out a linking-up 
scheme would make interconnection impracticable at the present 
time. The Yorkshire Power Co. was supplying its Selby area, but 
there would be no advantage in connecting up there yet. The 


policy they were adopting was to centralise the power production 
in the city and district. 


TRAMWAY and RAILWAY NOTES. 


Abingdon.— According to the Surveyor, as a result of the 
action brought by the R.D.C. against the Oxford Tramways Co. 
the latter has at once changed the route of its ‘buses in the 
Abingdon district. which now run on the main roads under the 
care of the Oxford County Council. 


Blackburn.—TuHRouGH RuxNING.—Às a result of the 
discussion with the Accrington Corporation Electricity and Tram- 
ways Committee on the question of future through running, the 
two Corporations have decided to enter into an agreement for the 
future on the basis of an equal car-mileage being run by each Cor- 
poration's cars over the other Corporation's lines. The agreement 
comes into force on January Ist. 


Blackpool.— The T.C. has agreed to a recommendation 
from the Tramways Sub- Committee that the last cars should leave 
the town centre not later than 10.30 p.m. The agyrevate revenue 
for the year to date on the Blaekpool-Fle:twood cars is £42,715, 
compared with £37,809 a year ayo. 


 Bolton.— Гће ‘Tramways Committee has decided not to 
accede to an application by the Amalgamated Association of Tram- 


way Workers for alterations and increases in the wages of various 
classes of tramway workers. 


Burnley.—The Tramways Committee has decided not to 
entertain the suggestion of the Amalgamated Association of 
Tramway and Vehicle Workers that tramway traffic should be 
suspended on Christmas Day. and the wages paid to the employes 


for the day. 


liford.—C4BuE Breakpown.—The tramway manager 
reported that on October 21st feeder cable No. 4 broke down. It 
was laid in 1912, nearly four years ago. being supplied hy thc 
Standard Cable Co.. an entirely German firm. As the cable had to 
be replaced immediately. a tender was accepted from Messrs. 
Henley. at £138 for 440 yards of cable, to be delivered with'n 
10 days, 
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Keighley.— statement issued. to the Corporation last 
week shows that the tramway receipts from April Ist to November 
33rd gave an increase of £445, but there was a decrease on the rail- 
less trolley vehicles of £375. 

Women tramcar drivers are now in training in the town. and have 
appeared on the streets in company with a male supervisor. The 
Keighley routes are amongst the easiest to be found anywhere in 
the country. a 


Leyton.— W aGrs.—Increases of wages are to be made to 
the employés of the tramway department. at an estimated net cost 
of £1,100 per year. The tramway manager reported difficulty in 
purchase of rails and tires; the matter has been referred to the 
Committee's chairman and the tramway manager to deal with. 


London.—In a brief лехите of electric railway work 
round London, the Railway Gazette mentions that the Central 
London extension to Ealing is well under way. though the Gunners- 
bury extension is held up. Exp?rimental runs have been made 
with Bakerloo tube trains on the Watford section of the North- 
Western line, in connection with the future through service : the ditti- 
culty to be met is the question of platform height, owing to the 
tube train floors being considerably lower than the normal railway 
coach floors. 

Land has been purchased for the Hampstead Railway extension 
to Hendon, and on the City and South London Tube an experi- 
mental section of the larger normal diameter has been inserted. 
This tube is to be extended from Euston to Camden Town, where a 


junction will be made with the Hampstead and Highgate Tube : 


Railways. | 

Amongst the lines held up by the war are the Wimbledon and 
Sutton Railway, the Piccadilly Railway extension to Gunnersbury 
and Richmond, in connection with which a new station is to be 
built beneath Hammersmith Broadway, while the further scheme 
for providing a deep level line below the District Railway to 
relieve rush traffic is stated to have not been abandoned altovether. 

LCC.—The Surreyor draws attention to the excellent manner in 
which the Council's tramway service was maintained during а 
recent dense fog. adding that it certainly appears that the tramcars 
scored on this occasion at any rate, not in spite of, but because of, 
the necessity for their travelling along a fixed line of rails. 

WooLWICH.—-The doubling of the tramway track in Plumstead 
Road has been urged on the B.C., aud it has been suggested that 
the L.C.C. should carry out the work as a temporary measure. but 
apparently the local Council refuses consent to the work being 
done unless certain road widening is also done at the same time. 


Manchester.— The Workmen's Special Committee of the 
Council reported that, having reward to the privileges the Cor- 
poration grant to its employés as regards holidays and otherwise. 
it cannot recommend the Tramways Committee to comply with 
the application of the Electrical Trades’ Union for treble pay in 
respect. of Christmas Day and Good Friday for electricians and 
wiremen in its employ who work on those days. 


Mexico.—According to the Merican Revier, а novel 
feature of the excellent electric car system of Mexico City and its 
suburbs is the provision made for varrying freight of all kinds, 
including live animals, on the same cars with passengers. Each 
train is made up of two large cars--the опе in front being for first- 
class passengers and the one in the rear for second-class, the fare in 
the first being exactly double that. in the latter. One end of the 
second-class саг is partitioned off for freight, and here one can see 
chickens. goats. turkeys. pigs. calves and other live stock. veget- 
ables, flowers, fruit. wood. and all manner of rural products, all of 
which are conveyed to the heart of the city from distances of 5 to 
I" miles and more in the country. This is a very profitable portion 
uf the company's business. 

The electric car lines of Mexico City have been placed in first- 
class order again, having been seriously crippled during the 
Zapatista occupation in the early part of 1915, and it having heen 
difficult to secure the necessary machinery and supplies owing to 
the situation in Europe. This has been remedied, however, and 
пож the servic? is being re-established upon the former very 
eficient basis. Prior to the revolution the local transportation 
system of Mexico City and its suburbs was noted as one of the best 
and most extensive in the world. 


Nelson.— Arrangements have been made between the 
Nelson and Colne Corporations for a curtailed tramway service. 
During the winter months it has been decided to discontinue thc 
last hour service, except on Saturdays. 


Rossendale.— ARBITRATION. — The inquiry regarding 
the rearrangement of fares and stages, as between the Rawtenstall 
and Bacup authorities. which has been conducted by Mr. J. M. 
McElroy. of Manchester, on behalf of the B. of T., was concluded 
last week. 


Salford.— EuEcTRIC  VEHuicLE.— The Electricity Com- 
mittee has ordered an " Orwell" tipping wagon, at a cost of £795, 
the amount to be taken from the renewals fund. 


Stockton. — PRoPosED Tramway PuncHasE. — With 
regard to the proposed purchase of the tramway system in the 
borough, a letter has been received by the T.C. from the Middles- 
brough Corporation, stating that that body had appointed a Com- 
mittee to consider the question of the purchase of itslocal tramway 
system. and suggesting a conference between the two authorities, 
together with a representative from Thornaby. The Stockton T.C. 
has appointed a deputation accordingly to meet the Middlesbrough 
Committee. 


Walsall.—The Corporation Tramways Committee recently 
decided to run a restricted service on Christmas Day ; the employés 
have been agitating for the discontinuance of the service on that 
day. and threaten not to operate the cars. 


F 


sd 


TELEGRAPH and TELEPHONE NOTES. 


France.— The telegraph and telephone tariffs have been 
raised by levying a tax of 23d. per telegram up to 50 words. in 
addition to, the normal charge of jd. а word, and increasing the 
annual payment for a private telephone from £16 to £20. 


India.— Between April, 1912, and March, 1915, the 
telegraphic network of British India increased Фу 12.833 km. of 
line and 56.183 km. of wire. the totals being 135.180 and 
031.353 km. respectively. The number of offices open to public 
service increased by 7,710 to 8.438. and the number of telegrams 
handled from 13°84 to 11°92 millions (internal), but the inter- 
national traffic, which rose to 1°66 millions in 1913-11, fell to 
1°27 millions in 1914-15. The revenue from the telegraphic 
service rose from 17°68 million francs in 1912-13 to 20°79 millions 
in 1914-15. The number of telephone exchanges at the end of 
1914 was 186, with 15,476 connections.—Journal Teélegraphique. 


Mauretania.— 1 wo wireless stations have been opened at 
Atar and Chinzuetti, іп communication with the station at Port 
Etienne.—Journal Telegraphique. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SvpbNEv.—January 22nd. Electrical plant 
(converter, battery, booster, and switchboards) for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.* 

QUEENSLAND.—December 12th.  P.M.G.s Department. Caps 
and lamps for switchboard, covered wire, benders, sleeves. and 
tapes. See "Official Notices" December Ist. 

January lst. P.M.G.s Department. Cords. switchboard, parts 
and accessories, measuring instruments and telegraph instruments. 
See “ Official Notices " December Ist. 


Aylesbury.— December 16th. U.D.C. Electricity Depart- 
ment. Paraffin oil for one year (500 gallons) ; Diesel lubricating 
oil for one year (500 gallons). See "Official Notices " to-day. 


Bridgend.— December 15th. Hospital Committee. Elec- 
trical wiring at the Isolation Hospital, Cefn Hirgoed. Mr. D. К. 
Jones. Clerk, 10, Wyndham Street. 


Cape Town.— January Sth. Electric motors und starting 
panels, for the Corporation Electricity Department. Dock Road. 
Cape Town.* 


Durban.— January 3rd. Corporation. One 3,000-Kw. 
steam turbine, alternator. and condensing plant. Specification 
No. 5. 238; drawing No. P. 597, both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 28. 


Johannesburg.— December 20th. Corporation. Auto- 
matic pressure regulators for the А.С. turbo-generators at the power 
station. * 

January 3rd. Corporation. Iron axles and bushes.* 


London.— Ex rrkrpn.— Electric light installation, Ponder's 
End Congregational Church. Rev. J. H. Bennett, pastor. 

December 16th. Н.М. Office of Works. Materials for electric 
bell wiring. See ‘‘ Otticial Notices " to-day. | 

L.C.C.— December 19th. 325 tons of rolled-steel bars for mag- 
netic brake shoes. Chief Officer, L.C.C. Tramways, 62, Finsbury 
Pavement. 


New Zealand. — DUNEDIN. — January 24th. Motor- 
wenerator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* | 

TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers, 11.000-400 volts. Messrs. H. W. Clime 
and Sons, Consulting Engineers, Raetihi.---.V.Z. Shipping anid 
Commerce, 


Salford.— December 13th. Two electric passenger lifts 
(push-button system) at Union Infirmary, Hope, Pendleton, for 
the Salford B. of G. Specifications, &c., from Mr. Е. Н. Inchley. 
Clerk to B. of G., Poor Law Offices, Eccles New Road. 


Spain.—The municipal authorities of Soria, in the 
province of that name. have lately invited tenders for the conces- 
sion for the electric lighting of the town during a period of four 
years. The electric lighting contract for the town of Alcoy 
(Province of Alicante) has also lately been up for tender : no period 
was, however. in this case mentioned, 
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Sunderland.— December 9th. Steam turbine, alternator, 
and condensing plant. at Hylton Road electricity works. Specifica: 
tions and forms of tender (£3 3s.) from Mr. A. S. Blackman, 
General Manaver. Electricity Offices, Dunning Street. 


Warrington.— December 12th. — Electricity and Tram- 
ways Committee. Twelve months’ supply of earthenware conduit. 
See `“ Official Notices " December Ist. 

December 12th. 7.000 tons of slack coal for the electricity 
works, Howley. Specifications (£1 1s.) from Mr. F. V. L. Mathias, 
Borough Electrical and Tramways Engineer. 


, 
Specifications for the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. . 


CLOSED. 


Blackpool.—Motor-generator for testing purposes, for 
the Electricity Department: Electric & Ordnance Accessories 
Co., Ltd. 


Luton.— T.C. Electricity Department. Accepted tenders : 

British Vaenum Cleaner Co.—Flue-eleaning suction plant, £280. 

J. Facer & Son.—5,400 tons of South Leicester slack coal, at 17s. 54. per 
ton (16s. 5d. in Corporation wagons) during the winter months, and 
17s. 114. (16s. 11d. in Corporation wagons) during the summer months 
iame prices as in the previous year). 

Newbold & Martell.—7,000 tons of Whitwick Deep nutty slack coal, at 
18s, 9d. per ton (17s. 3d. in Corporation wagons) (same prices as in the 
previous year). = 

J. Facer € Son,—6,000 tons of Hneknall Main bright slack, at 17s. 11d. per 
ton (16s. 11d. in Corporation wagons) (same prices as in current year), 

W. Н. Bowater, Ltd.—6,000 tons of Ibstock D.S. nuts, at 20s. 74d. per ton 
(195. làd. in Corporation wagons), and 2,000 tons of peas, at 19s. 14d. per 
ton 1175. Tad. m Corporation wagons). Messrs. Bowater's tender 
showed an increase on the nuts of 14d. on the current year's prices, and 
on the peas of Tad. on the 18s. 14d. per ton, and lid. on the 17s. Tad. 


Manchester.— Electricity Committee :— 


Low-pressure pipes and supports.—Aiton & Co., Ltd. 

Lea recorder.—Lea Recorder Co., Ltd. 

High and low-pressure pipework.—Stewarts & Lloyds, Ltd. 

Valves.— Blakeborough & Sons. 

Cables.— Pirelli-General Cable Co. ; Western Electric Со, ; B.L. & Helsby 
Cables, Lud. ; W. T. Glover & Co., Ltd. 


Reigate. Б. of G. Electric cable for the laundry at 
£175. and for a motor at £20 : Tamplin & Makovski. 


Salford.— Tramways Committee :— | 
Installation of electric light, &c., at the Permanent-way Depot, Broughton, 
£100 105.—J. Lomax, Kendal & Co. 
Electricity Committee : 


Various lengths steam piping at. the electricity station.-- Newall's Installa- 
tion Co, 
Orwell tipping wagon, £795.—Mossay & Co., Ltd. 


Woolwich. — B.C. Aecepted tender :—Rees Roturbo 
Manufacturing Co.. Ltd.. 6,000-zal. pimp for cleaning the boilers 
at Globe Lane Works, £73 10s. 


FORTHCOMING EVENTS. 


Junior Institution of Engineers.—Friday, December Rth. At 8 p.m. Papet 
on “ Paraffin and the Internal-Combustion Motor.” by Mr. 5. C. Sanders. 

Saturday, December 9th. At 2.30 p.m. Visit of inspection of the 
mechanical plant for lightinz, ventilating, cooking, and heating services at 
the Holborn Restaurant, Kingsway, W.C. 

Monday, December 11th... At 8 p.m... At the Institution of Electrical 
Engineers, Victoria Embankment, W.C. Presidential address, ** Industrial 
Engineering : Present Position and Post-War Outlook," by Mr. Е. W. 
Lanchester. i 


Chief Technical Assistants’ Association.—Saturday, December 9th. At 
З р.п. Atthe Tavistock Hotel, Covent Garden. Discussion on ‘‘ Coal and 
Ash-Handling Plant." | 


Society of Engineers.— Monday, December 11th. At apm: At Burlington 
House, Piccadilly. Papers on ** The Sources of the Minerals required by 
the Iron nnd Steel Industries of the U.K.," by Prof. W. G. Fearnsides ; 
"The Mineral Resources of the British Empire as regards the Production 
of Non-ferrous Industrial Metals," by Prof. C. Gilbert Cullis. 


Royal Society of Arts.— Monday, December llth. At 5 p.m. At John Street, 
Adelphi. Howard Lecture, ‘Coal and its Economic Utilisation," by 
Prof. J. 3. 5. Brame. 

Wednesday, December 13th. At 4.30 p.m. At John Strect, Adelphi. 
Paper on “The Development of Imperial Resources," by Mr. Н. Wilson Fox. 


Association of Supervising Electricians. - Tuesday, December 12th. At 
- 715 p.m. At St. Bride's Institute, Bride Lane, Е.С. Paper on “ Electric 
Meters,” by Mr. J. Rennie. 


Liverpool Engineering Society.—Wednesday, December 13th. 
Roval Institution, Colquitt Street, 
by Mr. H. Shephard. 


Association of Engineers-in-Charge Wednesday, December 13th. At 
8 pm. At St. Bride's Institute, Bride Lane, E.C. Paper on ‘ Solid 
Fuels,” by Mr. S, G. Martlew. Ч 


Institution of Electrical Engineers.-- Thursday, December lith. At 8 p.m. 
At Victoria Embankment. Paper on “Colonial Telegraphs and ‘Tele- 
phones," by Mr. К. W. Weightman. 

(Western Local Section).— Monday, December llth. At5p.m. At 
the South Wales Institute of Engineers, Park Place, Cardiff. Kelvin 
Lecture, © Some Aspects of Lora Kelvin's Life and Work," by Dr. Russell. 

(Manchester Local Section), — Tue day, December 12th, At 7.30 p.m. 
At the Enrinecrs' Club. Illustrated lecture, © Some Aspects of Industria! 
Research, with special reterence to American Kesearch Activities," by 
Mr. A. P. M. Fleming. 


(Scottish Local Sectton).—Tuesday, December 12th. At 7.30 p.m. 


At 20%, Bath Strect, Glasgow. Paper on “Tho рата Operation of 
E!cctrical Power srativuns,” by Mr. J. 8, Petk. 


At the 


Paper on ‘ Works Costing Systems,” - 


Greenock Electrical Soclety.— Thursday, December 14th. At 745 p.m. 44 
22, West Stewart Street. Paper on “The Art of Wiring," by Mr. J. Nichol. 


Institution of Mechanical Engineers.—Friday, December l5th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, Westminster, 
S.W. Paper on *Variable-speed Gears for Motor Road Vehicles," ty 
Mr. R. E. Phillips. 


Illuminating Engineering Society.— Friday, December 15th. At5 p.m. At 
the Royal Society of Arts, John Street, Adelphi, W.C.  "Bugzestians 
regarding War Economies in Lighting," by Mr. L. Gaster. 


Association of Mining Electrical Engineers (West of Scotland 
Branch).—Saturday, December 16th. At4.80 p.m. At the Royal Technical 
College, Glasgow. Social evening. 


NOTES. 


The Motor-Ship “ Glenamoy."— This ship, recently com- 
pleted by Messrs. Harland & Wolff, is equipped with two six- 
evlinder Burmeister & Wain Diesel engines, giving a total of 3,6 
H.P.: а large electrical plant is provided, all the auxiliaries bein; 
electrically operated, and including 19 electrical winches of 7 or 
1 tons capacity. electric steering pear and electric cooking. 


United Kingdom Manufacturers Represented in U.S.A. 
--Н.М. Consul-General in New York (Mr. С. Clive Bayley) requests 
United Kingdom manufacturers who have branches, agents or oth. t 


. representatives in the United States to forward to him the address 


of such representatives, as these will be of great assistance to bim 
in dealing with the frequent inquiries he receives from America: 
merchanta.---Zo«rd of Trade Journal, 


Essay Competition.— The Dorset Field Club is otfering 
the " Cecil" Medal and prize of £10, to be awarded next May, tor 
the best paper on “The More Recent. Applications of Electricity in 
the Present War: Especially in the Treatment of Diseases anil 
Wounds Arising Therefrom." An announcement appears in our 
advertisement. pages to-day. ac 

The "Dacia" Torpedoed.—A Press dispatch from 
Lisbon states that the British ship acie has been torpedoed ап! 
sunk. Нег tonnage was 1.473 net and 1,856 gross. She was bani 
in 1568, and was owned by the India-Rubber, Соба -Регсла ani 
Telegraph Works Co. Ltd. German submarines have raided 
Funchal, Madeira, their bombardment being specially directed 
against the English submarine cable station. 


Central Station Men and Military Service—<A' 3 
meeting of the Heston and Isleworth U.D.C., on Tuesday evening. 
Mr. Palmer said that one of the local Tribunals had publicly 
attacked the Council's electricity department for refusing lo 
release some of its men of military age and fitness. The Elec- 
tricity Committee had tried hard to get men to replace them. 
without success. at which he did not wonder, seeing how valuable 
the services of electriciana were just now. 

Mr. Bonnett said they had 13 men fit for the Army, and the 
Council ought to release them. The engineer. got them badge’. 
but he did not know that the Council had ever sanctioned such 4 
proceeding. The Council was being attacked on all sides for 
keeping its employés from doing their duty to the country. and и 
was nothing but a scandal. 

Mr. Heath said that he was astounded to hear there were ғо 
many men still retained, for he had always been fighting to set 
them into the Army. The engineer had never received sanction t^ 
keep the men out of the Army. They were all married, and their 
aves were from 25 to 39.and it was quite possible to substitute 
them by women. They knew that women were attending te 
&witchboards and doing lots of duties that men used to do. He 
would move that the names of the men be sent to the Ministry of 
Munitions and the military representative, who would soon se 
which of the men could be retained. E 

Lieut. Chapman pointed out that meter reading and switohbosri 
work could be done by women. As the street lamps were ont. 
there was no need for a public lighting attendant. 

Mr. Meyers, chairman of the Committee, assured the Council that 
the engineer had done all in his power to find substitutes for the 
men. They were willing to go, but there must be others to take 
their places. The Council could not get the roadmen or scavengers 
to do their work, which was technical. and required a great deal 
of knowledge. The enrineer had to keep the works going to meet 
contracts and supply the public demands ; but if the Council woul 
exonerate him from blame. he would dislodge the men the vert 
next day. The engines were running day and night, and the men 
worked in three shifts of four each, and though members hid 
boasted they eould save four of these men, never a one of them had 
shown how it could be done. They must have technical men (0 
send out at any moment to see to faults or to attend to sudden 
calls. and in а distriet where there was much work depending o 
both the day and night load. the staff must be kept up. 

The discussion then dropped. 

The Local Government Board has forwarded to municipalits: 
throughout the country a memorandum prepared by the Home 
Office and Board of Trade dealing with the substitution of won" 
for men in municipal services, particularly in electricity iim di 
takings. | | І 

It is stated that at the request of the military authorities the 
Ministry of Munitions has reviewed the certificates held in cen 
nection with war-service badges by employés at the Bath Electr 
Light Works, and as a result has distadged thrde men 
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American Capital in Norway.—American,capital is em- 
ployed in building a factory for the production of calcium carbide 
at Saude in the district of Stavanger, where there are falls suitable 
for the generation of large amounts of clectrical power. Other 
electrochemical products are to be turned out by this factory, for 
shipment-to New York and sale in the American market. First ship- 
ments should he ready early in 1918, as the contract calls for the 

. finishing of the plant by January tat of that vear. The new com- 
pany is registered in Canada. and is called the Electrie Furnace 
Products Co.. Ltd. Edgar F. Price, an officer of the Union Carbide 
Co.. of New York. is president of the organisation. The power forthe 
factory is to be supplied by the Sande Falls Со.. а Norwegian cor- 
poration financed hy Norwegian capital. А lease of 40 to 50 vears 
for the use of the power has heen taken from this corporation hy 
the Canadian Co.. and the Norwegian corporation already has more 
than 250 men at work. There are three sources for the power now 
to be used. each of which will come from а 1,000-ft. head. In all 
they will generate a total of 40.000 H.P. Later the tail water will 
be carried іп a tunnel nearly 5 miles through the mountains toa 
place where it will fall into the salt water of the fjord. This will 
generate another 40,000 or 45,000 н.р. Although this end of the 
fjord is about 70 miles from the. sea, the water is so deep that 
large ocean steamers can come direct to the company's docks and 
take the goods for shipment to the United States. The Saude 
plant will be one of the largest in Norway.— Electrical World. 


Vehicle Charging in Sydney, N.S. W.—The number of 
electric vehicles in Australia nt the present time is not very large, 
but continual progressis being made. In Sydney a garage has been 
eatablished by the City Council at Palmer Street. and the charging 
station (our view of which is reproduced from thé Commonwealth 
Engineer) is the first of its kind in Australia. The plant consists 
of two motor-generatorsets together with a charging switchboard. 
Included in the vehicles that are regularly charyvedt and maintained 
at the station aretwo 5-ton. two 2-ton. two Su-ewt.. two 15-cwt. 
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VEHICLE BATTERY-CHARGING STATION OF THE SYDNEY COUNCIL, N.S.W. 


one I-ton, one 10-cwt., and ten electric broughams: а number of 
others are aleo on order. The brougham and runabout are stated to 
to he popular in Sydney : and an exceedingly li;"ht runabout has 
recently been introduced—the Milburn light vehicle. which has 
travelled a distance of 70 miles on one charge. "The City Council's 
char;zing station possesses all the necessary facilities for the care 
and maintenance of electric vehicles. 


Carbon Electrodes іп Germany.—One of.the results of 
war conditions in Germany has been the standardisation of carbons 
for electric furnaces. According to the new rules. round carbons 
for steel furnaces are to be made in sizes varying in thickness from 
loo mm. upwards, by steps of 25 mm., to 250 mm. diameter 
and hy steps of 50 mm. for larger sizes, the tolerance varying from 
З mm. to 6 mm., according to size. For rectungular electrodes 
used with other kinds of furnaces the standard size has been fixed 
at 500mm. square. The standard length may ultimately be raised to 
21 m. but for the time being is fixed at 2 m. All lengths, 
however. may be varied in multiples of 20 mm., and the tolerance 
isto be 20 mm. A table has been published giving the standard 
dimensions to be adopted for upper holders with cylindrical 
threads screwed into the carbons.— ron and Coal Tradeg Reriew, 


Hydro-Electric Works in France.—During the past 
20 years many efforts have been made in the French Chamber of 
Deputies with the object of securing the passage of a Legislative 
measure which would ensure the methodical utilisation of the 
hydraulic forces of the country in connection with the production 
of electricity. All these schemes, however, have failed to mature, 
chiefly in consequenve of the difficulty of finding a just interpre- 
tation of the right of granting concessions by the State. When 
the question concerned waterways under the control of the Govern- 
ment no disagreement arose, but when the interests of private 
Owners were affected the harmuny suddenly disappeared. The war, 
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however, has demonstrated the necessity for utilising to a much 
greater extent the extensive water powers with which the country 
has been richly endowed by nature. Just as the French cannot 
possess too many guns and too much ammunition for the successful 
prosecution of the war, so can they not have too many water 
powers in use for the production of electrical energy, because the ` 
country is poor in coal resources as compared with its industrial 
progress. Prior to the war France was compelled to import 
20.000,000 tons of coal and coke per annum. and when peace is 
restored, and even if the German coal basin of the Saar, with its 
annual output of 15.000,000 tons of coal should be annexed, it ia 
considered that the industrial expansion would still render it 
essential for the French to obtain from 10.000.000 tons to 15,000,000 
tons of coal per year from abroad, unless the existing water powers 
are drawn upon in a considerably greater measure than is the case 
at present. | 

According to a report prepared а few years ago by M. Pinot, 
vreneral secretary of the Comité des Forces Hydro-Electriques, the 
water powers capable of being utilised in France represent 
9.850.000 H.P. This power compares with 7,500,000 н.р. in the 
case of Norway. 6,750.000 Н.Р. in Sweden, 6.460,000 H.P. in Austria- 
Hungary, 5,200,000 H.P. in Italy, 1,500.000 H.P. each in Spain and 
Switzerland, 1,425,000 H.P. in Germany, and about 1,000,000 H.P. 
in England. Yet. with such considerable resources at disposal. it 
was shown by M. Ader that only 10 per cent. had been brought 
into useful service by 1911. Since that time good progress has 
been made, particularly during the course of the present war. and 
further works are still being carried out. It is estimated that a 
total of £60,000,000 has been invested in hydro-electric works 
throughout the country. Nevertheless. it is believed that falls 
representing a further 1.500,000 H.P. could be profitably used, and 
that the State should intervene and render assistance in the develop- 
ment of the resources. 

A Bill has now been introduced in the French Chamber by four 
private members, with the object of attempting to reach a solution 
of the problem. The Bill proposes a form 
of nationalisation of electrical energy in the 
sense that the right of granting concessions 
should be vested in the State. The under- 
takings are classified as works of 500 KW. 
which do not sell energy. and works of 
from 500 KW. to 10,000 Kw. The former 
would be subject to State sanction, and 
powers in regard to waterways not owned 
һу the State would be yranted for a period 
of 50 years, and be capable of extension for 
a similar term. In the case of large works 
the concessions would only be given to 
limited companies after inquiry by the 
Minister of Public Works, in conjunction 
with the Ministries of Agriculture and 
Home Affairs, and provision is made 
whereby concessionaires would be able to 
overcome obstacles improperly placed in the 
way of their undertaking. It is suggested 
that the State should participate in the 
profits realised by the first-mentioned class 
of works without intervening in the manage- 
ment: whilst two representatives of the 
State would be appointed to the adminis-. 
trative council of the large works. The 
Bill further exempts existing works, having 
no title previous to the edict of 1566, f: om 
the proposed law for a period of 75 years, 
and until then no extensions would te 
possible without authority or submission to 
the law. The owners of those works pos- 
sessing the title in question would not be liable to the law unless 
their undertakings were redeemed by the State: but they would 
have to pay & tax in order to establish equilibrium with the other 
works. Excepting the latter class, all the works would revert to 
the State on the expiration of the concessions, which could be ex- 
propriated by the State after the ordinary period of 30 years. It 
is finally suggested that à Government Committee for hydraulic 
powers sheuld be created. and formed of officials for one-half of 
the members, and of representatives of the electrical manufactur- 
ins. electrochemical and electrometallurgical industries. and of 
agriculture for the other half, to work in conjunction with the 
Ministry for Public Works. 


Leeds Engineers’ Wages.— An award made by the Com- 
mittee on Production in connection with an application for an 
advance of wages made by the Leeds and District Engineering and 
Allied Trades Joint Committee to the Leeds and District Employers’ 
Association, provides for the time rates of the men concerned. other 
than the ironfounders, being advanced 3s. a week. The advances 
are to be regarded as war wages, and recognised as due to and 
dependent on the existence of the abnormal conditions now pre- 
vailing in consequence of the war. — Leeds Mercury. 


Aluminium as War Material.—The Ministry of Muni- 
tions has issued an Order including various classes of aluminium 
and alloys of aluminium as war material. and cancelling the pre- 
vious Order dated July 21st last. The classes and descriptions are 
as follows :—Aluminium and alloys of aluminium, unwrought and 
partly wrought. including ingots. notched bars, slabs, billets, bars, 
rods, tubes, wire, strand, cable, plates, sheets, circles. strip; alu- 
minium' scrap and swarf, aluminium alloy scrap and swarf, 
remelted aluminium scrap and remelted aluminium alloy scrap and 
swarf; granulated aluminium, aluminium powder, “ bronze," 
" fake,” aud " flitter."—Mürning Post. 
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A Birmingham Engineering Federation.—A federation 
has been formed in Birmingham of all the craft Unions engaged in 
the engineering industry in the local area. The federation repre- 
sents over 30,000 skilled workmen.— Daily Telegraph. 


Institution and Lecture Notes.—University College, 
London.—In the last of his course of lectures on " Long-Distance 
Telephony,” Prof. Fleming discussed the subject of radio-telephony. 
After briefly explaining the main principles of wireless telegraphy, 
he explained the necessity for using a system of continuous 
undamped waves for telephony, and described various methods of 
obtaining such waves. The first of these was the high-frequency 


inductor alternator of Alexanderson. which. by means of high. 


speed of revolution and a large number of poles, produced alter- 
nating currents of the necessary frequency --up to 100.000 cycles 
per second ; this machine was made to generate 50 ог 100 KW., but 
was very costly. In the Goldschmidt frequency-raising machine 
high-frequency oscillations were produced by internal electro- 
magnetic reactions, the unwanted frequencies being filtered out 
with resonant circuits, and the antenna being tuned to accord with 
the highest frequency attained. Machines such as these were 
unsuitable for use on board ship. owing to yyrostatic action and to 
the excessive wave-length. The Poulsen arc high-frequency 
generator, with copper-catbon electrodes in a non-oxidising atmos- 
phere, and a simpler arc generator devised by the lecturer, using 
copper-carbon electrodes in chambers sealed with oil, the vapour of 
which takes the place of hydrogen. were described, and an interest- 
ing experiment with a long helix, showing the production of 
stationary waves, and proving that the discharges were inter- 
mittent, was performed. In Dr. Fleming's opinion. however. 
although the arc generator is generally used by experimenters, it 
is not sufficiently developed for practical use ; the more he worked 
with it the less he liked it. 

The problem of impressing the voice waves on the antenna 
current was next discussed, the chief difficulty being shown to 
reside in the limitations of the carbon microphone transmitter, 
which ean carry only à &mall current. With a liquid microphone 
Prof. Vanni had succeeded in telephoning a distance of 600 miles. 
The Alexanderson maynetic amplifier. in which the saturation of 
iron was utilised to magnify the microphone effect, was described, 
and. in Dr. Fleming's opinion. showed much promise. The instru- 
ment used in most of the successful experiments. however, was a 
modification of his own oscillation valve, which he first studied 
in 1589, and which, he observed in 1904. could be used ag a 
rectifier of alternating currents. By а recent legal decision in 
the United States this device had been held to contain the essential 
features of later oscillation valves, and it could be used not only 
as а receiving valve, but also as а generator of continuous 
"ndamped oscillations on either a small or a large scale. Finally, 
the principle of the Brown telephone relays was explained, with 
illustrations. i 

Institution of Mechanical Engineers. -The report of a Com- 
mittee appointed in 1914 on hardness tests for hardened journals 
and pins has just been issued; it deals mainly with a series of 
experiments made at the National Physical Laboratory by Dr. T. E. 
Stanton and Мг. R. G. Batson with machines arranged to produce 
wear of the surface under rolling and sliding abrasion. The tests 
showed that for a given material the resistance to rolling abrasion 
was roughly proportional to the Brinell ball hardness number. 
With sliding abrasion, however, it was found that the Brine]l 
hardness numbers of a miscellaneous selection of steels were not a 
safe puide in predicting their relative resistances to wear. 

Diesel Engine Users’ Association.—At the November meeting 
of the Association several new meinbers were elected, and a long 
list of consulting engineers, manufacturing firms, and others inte- 
rested in Diesel-engine work, but not qualified for full member- 
ship, were accepted as "Subscribers" to the Association. The 
new class of "Subscribers " are entitled to receive copies of the 
reports of Proceedings and other information and particulars circu- 
lated by the Association. 

The president (Mr. Geoffrey Porter) announced that the Com- 
mittee's report on " Air Compressor Explosions and Troubles.” 
with recommendations on the subject. had been finally revised. 
and that it would be printed and circulated to the members and 
subscribers: 

The hon. secretary gave particulars concerning several types of 
distance thermometers for use on air compressors, which he had 
collected from instrument makers. with information concerning 
cost of installation. &c. 

Mr. George B. Vickers read a paper on "Piston and Small-End 
Lubrication in Diesel Engines," of which an abstract appears else- 
where in this issue. . 

Royal Society of Arts.—The Juvenile Lectures will be delivered 
‘by Мг. A. A. Campbell Swinton. F.R.S., on “ Electricity and Its 
Applications." The lectures, which will be fully illustrated with 
experiments, will be given on Wednesdays, January 3rd and 10th, 
at 3 p.m. 

Bradford Engineering Soclety..—At a meeting of the Society 
last week, Mr. W. Howard Brown lectured on " The Principles of 
Continuous-Current Motor Starters.” 

Royal Institution.— The illustrated Christmas course of 
Juvenile Lectures will be delivered this year by Prof. Arthur 
Keith, M.D.. F.R.S., his title being "The Human Machine 
which All Must Work." The subjects are as follows :—" Living 
Engines," December 28th; “Living Levers,” December 30th ; 
"Living Pumps,” January 2nd; "Living Bellows,” January 4th; 
"Living Workshops. January 6th; " Living Central Exchanges 
and Wires," January 9th. The lecture hour is 3 o'clock. The 
following are among tne lecture arrangements before Easter :-— 
Prof. С, S, Sherrington. six lectures on " The Old Brain " ; Prof. 


W. E. Dalby, two lectures on ‘The Structure of Metals " Prof. 
F. G. Donnan, three lectures on " The Mechanism of Chemica] 
Change”; Prof. J. A. Fleming. two lectures on '" Modern Improve. 
ments in Telegraphy and Telephony: (1) Telegraphy: (2) Tele- 
phony.” The Friday evening meetings will commence on 
January 19th, when Prof. Sir James Dewar will deliver a dis. 
course on " Soap Bubbles of Long Duration.” 


Educational.—A Committee has been appointed by the 
Treasury to report upon the system of examination for Class I of 
the Home Civil Service. and to submit a revised scheme to suit the 
requirements of the India, Foreign, and Colonial Offices. аё well as 
the Home Service. Sir Alfred Ewing and Sir H. A. Miers. both 
scientific men of the highest eminence, are members of the Com- 
mittee, their colleagues being Mr. H. A. L. Fisher and Prof. W. G. 
Adams, representing classical studies. and Mr. Stanley Leathes, 
First Civil Service Commissioner, as chairman. 

SWANSEA COLLEGE.—At a meeting held to promote the claims of 
Swansea Technical College to be raised to University status (which 
application is being considered by the Royal Commission on Welsh 
University Education), subscriptions to the endowment fund were 
announced amounting to £71,000. 

CITY AND GUILDS OF LONDON INSTITUTE.—The report of the 
Department of Technology for the session 1915-16 shows that the 
number of students in attendance was 35,203, compared with 
55,996 in 1913-14, and the number of candidates for examination 
was 8,508, compared with 23.119, the number of passes being 5.239, 
compared with 14,570. Many students after commencing work 
were unable ty complete their course and come up for examina- 
tion, and many registered classes had to be discontinued owing to 
the falling-off in the number of students in attendance. At centres 
in one listrict an air raid;on May 2nd, necessitated the suspension of 
the examinations, and the rising in Ireland hindered the holding 
of the examinations at the regular dates. For the first time on 
record the examinations were held on foreigm soil. 12 candidates 
being examined in Telerraphy and three in Telephony at Havre. 
A candidate їп Telegraphy was examined on board H.M.S. Quern Mary. 
For the special examination in Maznetism and Electricity which 
the Institute holds by arrangement with the Postmaster-General, 
only 385 candidates presented themselves, as against 664 last year. 
Some suggestions and criticisms having been made in regard to the 
syllabus in Electric Wiremen's Work, a conference was arranged 
between Mr. W. R. Rawlings and Mr. W. Ellerd Styles, representing 
the Electrical Contractors’ Association, and Prof. T. Mather, F.R.S.. 
and Mr. Hawkins, representing the Institute, as the outcome of 


which a revised syllabus. under the modified title of “ Electrica]: 


Installation Work," has been adopted, and now appears in the 
programme for the next session. Emphasising the importance 
which technical instruction of artisans will have in the near future. 
the report says :— 

“A vague opinion that all is not well with the technical training 
of our working population is, no doubt, widely held. but much 
more is necessary, and the time for mere discussion of the problem 
is past. Speaking generally, employers must change their attı- 
tude towards technical training, so that those who foster the educa- 
tion of their younger employés should become the great majority 
instead of the minority, and so that attendance at continuation 
schools and day schools, or if this be too much to expect, at least 
at evening technical classes, should become the rule. Nothing 
short of a strony national movement in this direction can prove 
adequate to meet the requirements of the case. What has been 
said above is sufficient to show that there is need for reform in the 
primary school, in the secondary school, in the technical school. 
and in the University. not with a view to turning men into 
machines, but to provide them with the raw material of knowledge. 
which they need for intellectual development." 


Fatalities.—Coroner H. Rutherford held an inquiry at 
Coxlodge, Northumberland. on the Sth inst., into the circumstance: 
attending the death of George Soulsby, aged 20, a fitter'8 appren- 
tice, who was employed by the Burradon and Coxlodge Coal Co. 
at Hazelrigg Colliery. The evidence of M. Dickinson, the engine- 
man, was to the effect that on Sunday morning, the 3rd inst. 
Soulsby went into the engine house, and witness imagined that he 
was looking round to see that all was right. Witness went out 
for a couple of minutes, and on his return found Soulsby lying сп 
the floor on his back. The use of artificial respiration was unavail- 
ing. On examining the place witness found that Soulsby had been 
interfering with the electric controller. He had opened the box 
and come into contact with the current. M. Richardson, the 
enginewright, stated that he instructed Soulsby to " blow out " tbe 
motor,but he did not intend that the youth should have cleaned 
the contacts. because he knew Soulsby would not have time, 
although he was quite capable of doing it. A verdict was returned 
that Soulsby had been accidentally killed while attempting to 
open the electric controller before cutting off the main'switch. 


Appointment Vacant.—Tramway traffic superintendent 
for the Pontypridd U.D.C. (£150). See our advertisement pages 
to-day. 

Trade with Italy.—The representative of a firm in 
Rome is at present in London with a view to getting into touch 
with United Kingdom manufacturers of the undermentioned goods. 
and arranging to represent them on the Italian market : —Elec- 
trical fittings, hardware and tools, &c. Particulars from the 
Secretary. Statistical and Information Department, London 
Chamber of Commerce. 97, Cannon Street, E.C.—-Beard af Trade 
Journal, Ae se 
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A New Triangulation Signal Lamp. —Though the general 
principle employed in geodetic surveys is the same as in the survey of 
a railroad, а farm, &c., the great distance between the points, varying 
between 10 and 100 miles, or over. requires not only the use of 
specially large and refined instruments, but also a special means of 
making the point visible to the observer. This is now done in day 
time by reflecting sunlight to the observer from a mirror placed 
accurately over the point, and at night by means of a specially 
constructed acetylene lamp. Distances of the magnitude mentioned 
can be penetrated by either means only under favourable weather 
conditions, and many days during a season are lost even when the 
atmosphere is only slightly clouded by smoke. fog, Ac. 

The storage cell was studied by the United States Coast and 
Geodetic Survey with the view of using electricity as a source of 
light. Its cost and weight, and the difficulties connected with its 
maintenance, were found to be too great. Electric generators. with 
the necessary prime motor, were found to be too heavy for 
transporting to difficult stations. 

The result of a series of tests of dry cells, which are readily 
divisible into loads suitable for climbing different ascents. however, 
warranted the design and construction of a new type of lamp. the 
use of which will increase the number of observing nights per 
month by at least 25 per cent. 

The main part, an ordinary automobile head light. is suitably 
mounted for directing in horizontal and vertical planes ; the lamp is 
provided with an ammeter, a small rheostat, and a switch. The 
whole, packed in a strong case, weighs 234 lb. 

In order to obtain most nearly the maximum intensity of the 
light, it was necessary that the lamp should be provided with a 
filament concentrated to a degree not found in those on the market. 
A lamp manufacturer was induced to make the necessary designs 
amd experimental tests, and submitted a number for trial. е 

The use of the dry cell was found practicable, and not too costly, 
on the assumption that the proposed lamp was to be kept burning 
throughout the night. The trial of the newly-designed lamp, by 
comparison with the present acetylene lamp. however, proved the 
former so much superior, that it was decided to have the lights 
shown only on signal, flashed with one of the new lamps by the 
observer, for the few minutes each time it is observed upon. This 
dde very materially the consumption of current and battery 

The lamp, after being provided with two additional bulbs, one 
fo medium and one for short distances, was tested by the Bureau 
of Standards, with the following results :— 


Apparent candle-power. at a distance of 100 ft. 
Lamp with specially concentrated filament, gas 
filled, 6 volts. 2'5 amperes Я . 250,000 

Automobile lamp, 6 volts, 1'# amperes 50,000 

Flash-light lamp. 2'7 volts, ‘34 ampere 6.000 


The candle-power of the acetylene lamp now used in the 
triangulation carried on by the Survey, measured under the same 
conditions, is 1,500.— E. С. FISCHER, in Science. 


Glass Manufacture.—A department of glass technology 
at the University of Sheffield has been organised with the financial 
support of the Advisory Committee of the Privy Council for 
Industrial Research, of the Ministry of Munitions, and of the glass 
manufacturers of South Yorkshire. An actual glass factory will 
be established, in which operations will be done on a large, semi- 
commercial scale. The model factory will be equipped with pot 
furnaces and & small tank furnace and a series of experimental 
furnaces, including a number of electrically-heated ones and some 
heated by gas.— The Times. 


The Coal Trouble in Australia. uter dispatch from 
Melbourne, dated December 2nd, stated that manufacturers 
throughout Australia were to be supplied with motive power, as 
from Monday last, thus enabling the factories to re-open, condi- 
tionally on their closing down for 10 days for the Christmas and 
New Year holidays. The full train and tramcar services were being 
restored. = 


Electrical Trades Union.—The address of the secretary 
of the London Station Engineers’ branch is 7, Levendale Road, 
Forest Hill, В.Е. . И 


Volunteer Notes Emai LONDON ENGINEER Yori: 


TEERS.—Headquarters, Chester House. Eccleston Place. —-Orders 
for the week by Lieut.-Col. С. B. Clay, V.D., Commanding. 


Monday, December \\th.— Technical for Platoon No. 9, at 


Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
naling Class. Recruits’ Drill, 6.25—8. Lecture, “On Tele- 
phones," 7.30. 

Tuesda| у. December 12th.—School of Arms, 6—7. Lecture, 


7.15, " The Service of Protection." Company Commander Ну пат. 
Wednesday. December 13¢/.—Instructional Class, 6.15. Platoon 
Drill, Platoon No. 1. 

Thursday, December 14th.—Platoon Drill, Platoon Nos. 5 and 6. 
Ambulance Class by M.O., 6 o'clock. 

Friday, December 15th —Technical for Platoon No. 10, Regency 
Street. Squad and Platoon Drill, No. 9. Signalling Class. 
Recruits’ Drill, 6:25—8.25. Lecture. " On Telephones," 7.30. 

Saturday, December 16th.— N.C.O.s Class, 2.30. Company Com- 
mander Hynam. 

Sunday, December \ith.—Entrenching at Otford. Parade at 
Victoria (S.E. & С. Railway Booking-office), 8.45 a.m. 


(By order) MACLEOD YEARALEY, Adiutant. 


New Finnish Hydro-Electric Company.—Application has 
been made to the Ministry of Trade and Industry for the approval 
of the statutes of a new company formed in order to construct and 
exploit electrotechnical works at Imatra-Volchoff under the name 
of * Vodopad.“ The founders are two share companies : the Petro- 
grad Electricity Transmission Co. and the Finland Power Co. The 
object of the new company is to exploit the Imatra and Volchoff 
waterfalls, and to transmit the power generated to Petrograd, to be- 
distributed to local factories and for illuminating the capital. 
The founders are asking power to expropriate land. and permission. 
with an original capital of 8,000,000 roubles, to issue Government- 
guaranteed bonds to the extent of nine times the capital named — 
that is, 72,000,000 roubles— to bearer. The project has been care- 
fully examined by a special Conference, and has now been sent to 
the Finland Senate for a decision. 


British-made Tungsten.— The shortage of tungsten 
following the outbreak of war - owing to our former dependence 
on Germany for supplies—rendered it essential to produce the 
metal in this country. for use in the manufacture of high-speed 
steel. and a Committee of steel manufacturers representing some 
30 firms erected a factory in Lancashire for the purpose early in 
1915. Since July last year the work has been carried on con- 
tinuously day and night. and an averave output of 3 tons a day has 
been obtained. The tungsten powder has averaged 984 per cent. 
pure, and much of it over 99 per cent., compared with about 
974 per cent. for the German product. The company, which is 
known as High-Speed Steel Alloys, Ltd., haa purchased a wolfram 
mine in Burma, and is improving its plant to deal with all kinds of 
low-grade ores. So there is no fear of a shortage of metal 
filaments ! 


OUR PERSONAL COLUMN, 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as tu their movements, 


Central Station Officials. —Mr. IL. A. Tain, charge engi- 
neer at the Bridlington Corporation electricity works, has 
resigned, having secured an appointment at Swansea. 

A proposal by the Barrow Corporation Electricity Commit- 
tee that the salary of Mr. Н. R. BURNETT, borough electrical 
engineer, be increased from £550 to £600 per annum as from 
January Ist last, has been referred to the General Purposes 
Committee of the Town Council for consideration. 

The Abe rdeen Electricity Committee has agreed to an ad- 
vance of £25 in the salary of the chief clerk at the alectricity 
works. The wages of many employ?s at the works are to b» 
advanced as from the date of their applications in October. 

The Erith U.D.C. has advanced the salary of Mr. J. C. 
WILLIAMS, the engineer and manager, by £50 per annum; 
that of Mr. Iu. H. SavNonR, departmental electrical engineer, 
by £25: that of the chief clerk (Мг. Н. A. Munnay), by £16; 
and other officials by £10 and under. 


General.—Mr. WM.. STAPLETON, assistant electrician at the 
power house, Clonmel Asylum, has been appointed to the 
charge of the Fethard (Co. Tipperary) electric lighting plant. 

The Manchester Daily Dispateh states that Mr. F. A. Car- 
MICHAEL has been appointed Chief Superintendent of Tele- 
graphs in Manchester, and Mr. J, WADSWORTH superinten- 
dent. Mr. C. BibboLpH has been promoted to the position 
of Assistant Superintendent, Class I 

London Gazette Notice.—Territorial Force: Royal Engi- 
neers. Tyne Electrical Engineers. Staff-Sergeant G. T. B. 
ScULLARD and Staff-Sergeant Ё. THOMPSON to be Second- Lieu- 
tenants (on probation). 

Mr. ALAN WiLLIAMS, M.I.E.E., fini been appointed tem- 
porary Lieutenant, R. N.V.R. a for special electrical. engineer- 
ing duties. 

Coun. W. H. Dawsow has been appointed Chairman of the 
Woolwich B.C. Electricity. Cominittee. 

Mr. G. W. Eyre has been reappointed Chairman, and Mr. 
A С. Crowe Vice-Chairman, of the Plymouth Corporation 
Electricity and Street I, ighting Committee. 

Coun. DaGNanLL has been elected Chairman, and Ald. 
WALKER Deputy-Chairman, of the Manchester Corporation 
Electricity. Committee ; and Ald. Bowes Chairman, and Ald. 
CHAPMAN Deputy-Chairman, of the Tramways Committee. 

Coun. МАҮХЕ has been re-elected Chairman of the New- 
castle Corporation Tramways Committee, and Coun. A. 
Munro SUTHERLAND Vice-Chairman. 

Mr. Н. Seviers has been appointed Chairman of the Keigh- 
ley Electricity Committee, and Mr. J. MrLLEN Chairman of 
the Tramways Committee. 

Ald. J. P. Smita has been appointed Chairman and Col. 
WabHAM Vice-Chairman of the Barrow Electricity Committee. 


Roll of Honovr.—Lance-Corporal СнлкіЕѕ Ramsey, Royal 
Engineers, who at the time of enlisting was an electrical 
engineer with the Palmer Iron and Steel Shipbuilding Co., 
Jarrow, has been awarded the Military Medal for bravery 
on the field. 

Private JouN Nucent, R.M.L.I., killed on active service, 
D, fitter nt the British Westinghouse Works, Trafford 
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Sub-Lieutenant E. A. Gorvon Harvie, R.N.V.R., killed 
on November 13th, aged 30 years, was, according to the 
Times, educated at Winchester, and trained as an electrical 
engineer at the Central Technical College, South Kensington. 

large numbers of electrical men will desire to tender their 
s\iupathy with Mr. T. P. WinMsHULERsST, borengh electrical 
engineer at Derby, on the death of his second son, Lieutenant 
Ерліх Roy WinwusucpsT, Royal Fusiliers, who died of 
wounds on December Ist, aged о. According to the Times, 
he was one of three brothers who enlisted when war broke 
ont. They were all wounded, and afterwards obtained com. 
missions. ` 

The Barrow electrical engineer, Mr. H. R. Burnett, recently 
reported the death in action of another member of his 
Staff, Mr. L. МеКЕСНМІЕ, a switchboard attendant, and that 
Mr. К. WILLAMS, jointer in the mains departiment, had been 
awarded the Military Cross. 

sergeant W. J. BENNETT, of the Roval Engineers; wonnded, 
was before enlistment а wireless telegraph instructor in Liver: 
pool. 

Sapper W. G. Scowens, R-E., who has been wounded for 
the second tune, is the eldest son of Mr. J. R. Scowens, of 
the Folkestone electricity. supply works. He was first. on 
the staff of the Electricity Supply Co. at IIvthe, and later 
electrical engineer at the. Hotel Metropole, at Folkestone. 

Private Lewis Henry orse. who belongs to Exmouth, 
and was an electrician in Canada, is reported missing since 
an engagement on September I3th last. 

Private B. Bowbircu, Hants Cyelists, attached to the 
. Dorset Regiment, who was with Messrs. Aish & Co., elee- 
tridans, Bournemouth, has fallen in action. 

Rifleman Harry ARCHER, Queen's Westminsters, who en- 
listed froin the staff of Mr. Morton Crouch, electrical engi- 
neer, Bromley (Kent), has died from blood poisoning follow- 
ing wounds received in action. 

Lance-Corporal R. Соор, Loyal North Lancashire Regi- 
ment, attached to the Manchester Regiment, reported wounded 
and missing since July, was with Messrs. Dick, Kerr & Co., 
Ltd., of Preston. 

Lance-Corporal B. Mints, Lanesshire Fusiliers, assistant 
electrician at the Acme Spinning Mill, Pendlebury, has died 
in France, aged 22, of wounds received in action. 

The Military Medal for bravery in action has been awarded 
to Private А. Drarrixn, R.A.M.C., who enlisted whilst on the 
Hull Corperation tramway staff. 

Private F. W. Peterson, Roval West Kent Regiment, who 
has fallen in action, was а charge engineer at the Т.С.С 
generating station at Forest Hill. 

The following is a list of casualties, promotions, &c.. of the 


staff of the County of London Hleetrie Supply Co., Ltd., with 


the Forces :— 

Rurkp.—Ritleman А. Dccth, 214 Co, ef London. Regiment, mains depart- 
ment, ''* wounded and missing." 

Lance-Corporal A. Rose, Sth Кока Berkshire Regiment, moins department, 
missing. 

Lance-Corporal С. Wilson, K.R.R., mains department, killed on the Somme, 

Private E. Alexander, 3rd. East Sures Regiments generating department, 
killed) in action. 

Private W. Amey, Middlesex. Regiment, killed in ac ion 

Second-Lieutenant D. A. Lardner, 9th Bedfordshire Repiment, secretarial 
d partmen , killed in action. 

Lance-Corporal G. Tebby, Queen's Royal West Surrey Regiment, died of 
words on the Somme P 

Rifleman A. B. Watkins, L.R.B., mains department, killed in action. 


The following have been wounded :— 

Lance-Corporal G. Е. Ayling, of the secretarial department, wounded and 
prisoner. of war in Germany. 

Rifleman W. Е. Dossett, mains department, wounded. 

Corporal W. Goldsmith, mains department, gassed. 

Private J. Lindfield, mains department, wounded. 

Sergean H. Clarke, mains department, wounded, 

Lance-Corporal E. Goodyear, maios department, severely wounded. 

Rifleman T. E. Maylam, mains departinent, wounded, 

Ritleman S, Perry, mains desartment, wounded. 

Private J. Pulham, jun., mains department, wounded 

The following have received commissions :— - 

Н. F. Gill secretarial department, as Second-Lieutenant, R.F. 
Section), : 

N. А. Dunk, secretarial department, as Lieutenant, Roval Ordnance Corns 

J. J. Lightloot, secretarial department, as Second-Licutenant, RE. (Wire- 
less Section). | 

The Military Cross has been awarded to H. Po Call, R.E.. 


of the secretarial department. 


Obituary.—Mr. W. A. Warros.— The death is reported, at 
the age of 52 wears, of Mr. William A. Walton. electrical 
engineer to the Gloucester Railway Carriage & Waeon Co., 
who had been with the company for over 30 усаг, Е 


(Wireless 


NEW COMPANIES REGISTERED. 


Wolf Safety Lamp Co. (Wm. Maurice). Ltd. (145,428). 
-—[his company was registered. on November 30th, with a capital of £6,000 
in 2,000 pref. shares of £1 cach and 80.000 ord shares of Is. each, to acquire 
the business. of the Wolf Salety Lamp Co.. and to carry on the business. of 
manufacturers of and dealers in Jamps of all kinds, manufacturers af, agents 


for, and dealers in accumulators and other bases for incandescent electric 


lamps. electric lamp fittings, clectrodes, batteries, dvnamos, motors, tians- 
mission systems, and clectrical plant &e. The subscribers (with one share 
each) are: W. Maurice, Goldthorpe, Mushroom Lane, Sheffield, mining engi- 
ncer; F. J. Conway, 21, Upper Albert Road. Meersbrook, Sheffield, mechanical 
engineer. Private company. The number of directors is not to be less than 
three or more than five, W. Maurice is permanent governing and managing 
director and chairman, Qualification, £50. Reyistered office: Star Works, 
Boston. Street, Shofrirld. 


 Woods.Gilbert (British) Rail Grinding & Milling Co., 


Ltd. (145,417) —This company was registered on November 29th, with a 
capital of £10,000 in £1 shares (5,000 10 per cent. cum, pref.), to take over 


the business and undertaking, and all or any of the assets, contracts, and 
liabilities in Great Britain or e sewhere of the Woods-Gilbert Rail Planes Co 
ltd. (incorporated in Victoria, Australia), and to carry on the business ni 


contractors, electrical and mechanical engineers, patentes, and тали: 
turers of rail grinding, milling, апа planing machines, too] makers, founders, 
Хе The subseribers (with one share rach) are: H. R. Collings, c/o the 
Colonial Bank of Australasia, Lid, 33, Bishopsgate, E.C., gentleman; ] 
Cameron, Colonial House, Tooley Str et, SE., agent. Private company, The 
first directors (to number not Jess than three or more than five) are: The 
Mon. Sir John Taverner, К.С M.G., J. Cameron, and H. M. Collins, who 
may hold office until 1919 unless previously removed therefrom with tho con. 
sent of the Woods-Gilbert Rail Planer Co., Ltd., of Melbourne. Qualificstion, 
100 preference shares. Remuneration (except Managing director), two guineas 
each p board meeting attended, Solicitors: Blyth, Dutton, Hartley & Blyth, 
112, aresham House, EC, > 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


— 


Micanite & Insulators Co., Ltd.—Particulars of £25,000 
debs., created. by resolutions of March 18h, 1904, March 20ih, 1912, and 
November 20th, 1916, filed pursuant to Section 93 (3) of the Companies (Con. 
solidation) Act, 1905, the amount of the presen issue being £10,000. Pro- 
erty charged: The company's undertaking and property, present anid future, 
including uncalled capital. No trus ces. 


Cutting Bros., Ltd.—Issue on November 10th, 1916, of 


£1,550 debs., part of a series of which particulars have already been flod. 


Wakelins, Ltd.—Memorandum of deposit dated Novem- 
ber 17th, 1916, charged on moneys payable under certain contracts, to secure 
all monevs due, or to become due, from the company to London & Souths 
Western Dank, Ltd., 170, Fenchurch Street, Е.С. 


Bankfoot Power Co., Ltd.—A memorandum of satisfac- 
tion to the extent of £5,000 on September 30th, 1916, of debs. dated May 
12th, 1911, securing £50,000, has been filed. 


James Keith & Blackman Co., Ltd.—A memorandum of 


satisfaction in full on November 13th, 1916, of charge dated August 1%h, 
1909, securing £2,000 has хеп filed. 


-Liverpool Electric Cable Co., Ltd. (71,099).—Capital, 
£20,000 in £l shares. Return dated July 27th, 1916. All shares taken up) 
£7,833 paid; £12,167 considered as paid. Mortgages and charges: Nil, 


General Accessories Co., Ltd. (104,464).—Capital, £3,000 
іп 1,580 6 per сеп. pref., 920 5 per cent. ord., aud 500 ord, shares of £l 
each, Return dated August 7h, 1916. АЙН shares taken up; £1,550 paid; 
£1,420 considered as paid Mortgages and charges: Nil. 


Salford Electrical Instruments, Ltd. (112,599).—Capital 
£20,000 in £1 shares (10,000 pref. and 10.900 ord, Return dated September 
27th, 916. All shares taken up. £10,000 paid ca the prej.; £10,000 con- 
sidered as paid on the ord. Mortgages and charges: Nil 


CITY NOTES. 


Мк. C. W. Panish presided at the meet. 

Amazon yng, held on November 28th. Не first 
Telegraph referred to the death of Mr. G. Keith, the 
Co., Ltd. chairman and managing director. For the 

past two years be had had to refer to 4 

serious falling off in the Amazon rubber crop. In the past 
tvelve months there had been a slight improvement, the 
rubber production being increased by 1,865 tons, -and greater 
fluctuations in the price had tended to increase the company * 
business. The traffic receipts increased by £3,749, due to an 
improvement in business during the last half of the financis! 
year and to an increase of 10 per cent. in local rates which 
automatically came into force on April Ist, 1916, owing to 
the fall in tratie during 1915 Expenses at stations decreased 
bv £1,201, partly due to the lower rates of exchange, and 
maintenance of cables decreased by £1,929.. The gross profit 
was £20,580, as against £22,994. Mr. Nosworthy, who bad 
heen elected to fill the vacancy caused by the death of Mr. 
Keith, and had been appointed managing director and knew 
everything about the company’s business and cables by 
reason of his control of the system on the Amazon, seconded 
th. adoption of the report. In the course of his speech, as 
reported in the Minancial Times, he recalled that the first 
cable worked a very short time before parts of it became 
interrupted; half its length had to be relaid about 15 months 
afterwards, and the new cable also was subject to repeated 
interruption. The experience thus gained had enabled them 
to overcome many difficulties, and to-day a very good service 
was maintained. The service was much improved by the 
duplication in 1906 of the uppermost.section, some (6 miles 
long, which was most subject to interruption. — Experience 
showed that the only means of maintaining 4 satisfactory 
service was to have two cables the whole way between Para 
and Manaos, and in 1907 he was instructed to make survey’ 
ta find, if possible, a new route entirely apart from the main 
river, or as nearly so as could be. Two years were spent on 
the survey, and a suitable route was found, The new sae 
bad a length of 1.004 miles, of which only 146 miles were In 
the main river, the remainder being in lakes and «mall sie 
where there was shallow water, perfect bottom, and next 
no current; and some 28 miles of underground cable was 1810, 
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mostly through virgin forest. Many of the streams were 
never used, except perhaps by canoes, and had become com- 
pletely blocked with floating islands, through which they had 
to cut their way. Since its completion this cable had been 
interrupted 28 times. Of this total, five were due to damage 
by natives and five occurred in the cable of the 1906 upper 
sction duplication, part of which was incorporated in the 
main duplication. Consequently in six years there had been 
only 18 breaks in the 1910 duplication, which was an exceed- 
ingly small average, so that the route selected might be con- 
sidered successful. It was very rare for through communiea- 
tion to be interrupted. As to their prospects, he thought the 
worst was passed. The price of rubber, present and prospec- 
tive, was reinunerative. The States Governinents were en- 
couraging agriculture, and Brazil generally appeared to he 
making some recovery from its financial crisis. 


Electrical Securities Trust, Ltd.—The report for the year 
to November 14th states that the results for the period, after 
charging all expenses and the interest due and accrued on 
the debentures, amounting to £2,276, show a loss of £564. 
No credit has been taken in the accounts for interests or 
dividends which may have accrued and which have not been 
pid within the period of the accounts. The directors regret 
that they have been unable to dispose of any of the invest- 
ments held by the Trust during the past усаг, but out of 
cash in hand the trustees, on December 23rd, 1915, made a 
further distribution of 5 per cent. on the debentures.—F inan- 
cial Times. 


Companies to be Struck Off.—The following companies 
are to be struck off the Register unless cause to the contrary 
в shown within threé months :— 

Electric Stores, Ltd. 

Hammersmith Welding, Engineering & Electrical Co., Ltd. 

New Electric Rifle & Target Co., Ltd. 

Panama Electric Light, Power & Traction Co., Ltd. 

Telsphone Instalment System Co., Ltd. 

United Wire Works, Ltd.—The report for the усаг to 
September 30th states that, after providing for depreciation, 
had debts, and excess profits duty, the profit is £13,702. 
Dividend, 74 per cent. on the ordinary shares, free of tax; 
£1,500 to general reserve fund, leaving £3,302 to carry forward. 


Callenders' Share & Investment Co., Ltd.—The accounts 
for the vear show, after providing for debenture stock interest 
ќе., and including £3.00 brought forward, £11,202 avail- 
able, as compared with £10,576. A further dividend of 9j 
per cent. 18 recommended, making 5 per cent. for the vear, 
transferring £500 to reserve, and carrying forward £4,175. 


Adelaide Electric Supply Co., Ltd.—Final dividend of 5 
per cent., making 10 per cent. for the vear, together with а 
bonus of 2 per cent., both free of income-tax, on the ordinary 
shares for the vear ended August 31st. 


Dartmoor Electric Supply Co., Ltd.—Notice appears in 
the London Gazette of December Ist respecting the reduction 
of capital of this company from £4,000 to £2,000. 

Brazilian Traction, Light & Power Co.—lhe directors 
have declared a quarterly dividend of 14 per cent. on the 
iuly-paid cumulative preference shares. 

United Electric Tramways of Monte Video, Ltd.— 
Interim dividend on the pref. shares for the half-year ended 
September, 1916, at the rate of 6 per cent. per annum, less 
tax at 5s. in the £. No interim dividend on the ordinary 
shares for the half-year. 


Power Gas Corporation, Ltd.—Profit for the vear ended 
September 30th, 1916, £21,192, plus £9,105 brought forward. 
мері, 6 per cent. on the ordinary shares, less income-tax. 
£11,190 ів to be carried forward, out of which excess profits 
duty, if any, will be met. 


Chloride Electrical Storage Co., Ltd.—Interim dividend, 
ls. per share, free of tax, on the ordinary shares. 


Melbourne Electric Supply Co., Ltd.—Final dividend of 
5 per cent., making 10 per cent. for the year, free of income- 
tax, on the consolidated ordinary: stock. 

Western Telegraph Co., Ltd.—First quarterly dividend, 
3s. per share, free of tax, for the year ending June, 1917, 
being at the rate of 6 per cent. per annum. 
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STOCKS AND SHARES. 
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Turspay EVENING. 

THE political crisis has had a slightly enervating effect upon 
prices in the Stock Exchange, although, as busmess men, 
members of the House would welcome any sort of change 
that is likely to expedite the conduct of the war and hasten 
its termination. The most immediate influence is still the 
Pceition of affairs in Greece and Roumania. Having regard 
to the uncertainty which still exists at the time of writing 
ш both theatres, it is not very surprising that there should 
be a pronounced disinclination on the part of the public in 
the direction of investment and speculation alike. 

his disposition is accentuated by the usual December 
desire to indulge in mild window-dressing, Which leads capi- 


talists, large and small, to postpone investment of surplus 
funds until the year is turned. This time thev have the addi- 
tional excuse that they are waiting for the advent of the new 
war loan. The sarcasin that the Governinent is likely to defer 
the next Joan till such time as the news is much more than 
it is now, carries more acid than point, because, although 
it is unfortunately trne that the Government missed its 
market badly in the autumn, it is equally true that to flout 
a big loan during the last weeks of the vear would be to crab 
pretty much its chances of success. 

The Home Railway market continues in а sagging condi- 
tion, and day by day the prices of the Steam stocks dwindle. 
This tendency has spread to the Undergrounds, where prices 
are scarcely so firm as they appear. Recent buyers of the £10 
shares of the Underground Electric Railways are doing their 
best to snatch what profit remains to them; and the price, 
which was 2 5/16 ten days ago, is once more a trifle under 2, 
while in the shilling shares, which now stand at 6s., there 
is very little doing. The advance jn. wages conceded to the 
miners, and the threat that even this is not sufficient. to 
satisfv the demand of those gentlemen, is the latest restraint 
laid upon, hopefulness in this. departinent. 

The electric lighting market is quiet. What little pressure 
to sell was noticeable dast week has been relaxed to some 
extent, and the Assumption is that holders of illumination 
securities are looking. with subdued expectation upon the 
campaign whieh is being carried out with a view to mereas- 
ing the lights of London. Having regard to the alarming 
number of street accidents, the strong probability that the 
Zeppelin raiders are not likely to repeat their costly visits 
for some time, and the sentimental feeling that there is some- 
thing undignified in London's still sheltering under its pall 
of darkness, it is hoped that the authorities may see their 
way to modify the stringent regulations at present in force. 
Westminsters are 1/16 down; so are South Londons. City of 
I.ondon ordinary are offered about 113. But on the whole, 
the approach of the end of the year is an inducement to 
proprietors to retain their shares rather than to try to sell 
them at low prices so shortly before the next batch of divi- 
dend announcements. 

Last week's meeting of Reuters shareholders confirmed the 
sale of the company’s shares at £1} per share, which is just 
double the price at which Reuters were standing not so very 
long ago. The lowest touched this vear was £4, and last 
усаг the price fell to 3. The last dividend paid by the com- 
pany was 8s. a share, in May, 1914; so that, taking every- 
thing into account, it seems to us that the shareholders may 
heartily congratulate themselves upon having such an excel- 
lent price offered them. When the last 10 per cent. dividend 
was paid, in 1912, a certain amount of criticism was launched 
at a distribution of profits which looked rather extravagant 
at the time. However, this is now a matter of history; and 
proprietors are luckv to get out so comfortably. 

Brazilian Tractions again broke severely upon a fall in the 
Brazilian rate of exchange to a small fraction below 1s. The 
price touched 453, showing a drop of 5 points in less than a 
week. Support forthcame at this level, and a recovery ensued 
to 47, which still leaves Tractions substantially lower on bal- 
ance. The preferred have fallen 3 to 56. Rio exchange firmed 
up to 1s., but most of the things connected with Brazil are 
dull and depressed. 

Other issues in the TLatin-Canadian group are mostly better. 
An extraordinary rise in the price of Otis Steel carried the 
shares to 100, as compared with the low-water mark of 25 
this year and 10 in 1915. The rise is associated with rumours 
to the effect that the company is to be taken over by one of 
the big corporations in America. Consolidated Gas & Electric 
of Baltimore shares have risen to 134, and from the look of 
the market it would seem to be wrong to sell them now. 
No recovery has occurred in British Columbia Electric stocks, 
and the Mexican group remains very flat, Government, rail- 
wav, and industrial issues all being unfavourably affected. 
Mexican Light & Power preferred shares are 5 points down. 

The telegraph market is heavy. Westerns receded to 14, 
and the Eastern group is dull with a 2-point fall in Eastern 
Telegraph ordinary. The strength of industrials in New York 
helps to maintain the prices of the Anglo-American division. 
Marconis moved narrowly between 2% and 3, the flicker of 
excitement which put the price up to 34 last month having 
died out. Great Northern Telegraphs lost their rise of a week 
ago. Globe Preference eased off to 103. Telegraph Construc- 
tions show a loss of 10s. at 38. | 

The feature of the miscellaneous group is a rise of Ts. 6d. 
in the price of India-Hubber shares, taking them to 133, at 
which the return on the money is still over 7} per cent., with 
dividends paid free of income-tax. General Electric ordinary 
fell 5s. to 13%. Calenders are good at 13. British Alumi- 


‘niums are active, although there was a little profit-taking in 


the neighbourhood of 30s. The prior lien bonds of the 
British Westinghouse Co. drooped а trifle to 100, but the 
preference shares remain firm ^t 9 7/16. — Castner-Kellners 
keep strong on the increase in the dividend; and Edison and 
Swan shares, after their activity about 8s. 6d., have settled 


down to a quiet іппе again. 


Armament shares are easier, the report of the Armstrong 
Co. apparently causing a little dissatisfaction, in spite of the 
big figures which it disclosed, In the rubber market, а rise 
to 3х. per lb. in the price of the raw material had virtually 
no effect uvon the quotations of shares, so slack has business 
become. Further iinprovements in the price of copper, break- 
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ing all records for recent years, had little influence, in conse- 
quence of the feeling that the metal market is being manipu- 
lated from America, which is taking the fullest advantage of 
the needs of the Allies in the matter of munitions. 


SHARE LIST OF ELECTRICAL COMPANIES. 
Home BLECTRIOTTY COMPANIES, 


Dividend Price 
: Dec.5, Riseor fall Yield 
| : 1914. 1915. 1916. this week, p.e. 
Brompton Ord ee ee 10 10 6 l — £l 11 0 
cb m.» 5 oe 
о. о, 0. oe a == 
Chelsea . ee ee oe ee b 4 8 — 8 18 4 
City of London... wis - 9 8 11g - 617 8 
do. do. 6percent. Pref, 6 0 10 — 6 00 
Е до. 5 cues cent. f. И 10 — 4 0 4 
ensing ton nary ee ee — 4 
London Electric ee ee ee 4 : B 4 — 8 10 5 
do. do. 6 per cent. Pref. 6 8 dra — 615 4 
Metropolitan |... ....’ У 8 af = 66 4 
do. per cent. Pref. 43 — 740 
B4. James’ and 1 Mall .. 10 8 S — 6 8 0 
South London -. ee es 6 6 — A 6 17 8 
Bouth Metropolitan Pref. . 1 1 1 = 6 i 8 
Westminster Ordinary .. ae 9 3 e — th 616 8 
TELEGRAPMS AND TELEPHONES, 
Anglo-Am. Tel. Pref, ee ee 6 6 964 NT: 6 5 8 
do. Def, oe ee 80/- 83/6 — 7 10 8 
Chile Telephone ° е ee ee 8 8 7 — 6 19 B 
Cuba Sub. Ord. ee ee 6 6 ав 8 8 6 
Eastern Extension E 3 8 18 —àià  %16 6 
Eastern Tel. Ord. oe ee $ 8 1 —@ Ы / 14 0 
Globe Tel. and т. Ord. ee ee 6 3 1 — е5 19 0 
до. Pref. Р 6 6 1 —À 618 6 
Great Northern Те. .. s n 22 874 =- $ 617 4 
Indo-European... oe 18 61 — 678 
Marconi .. ak 4 10 10 21 _ 8 9 6 
New York Tel. 44 we 4à 4 101 +8 490 
Oriental Telephone Ord. _ 10 10 29 — 4 6 6 
United R. Plate Te), ee " ee 8 8 6 — *b5 16 5 
West India and Pan. .. $8 1 ва. 12,ха — 9 4 0 
Western Telegraph - i 1 8 14 — 1 *5 14 4 
Номе RAILS. 
сана Tondon; Ord. Assented ч : 65 == А 6 2 
etropo. ten ee “es ee — 4 0 
do. District ae ee nit Nil 16 — Nil 
Und d Electric Ordi Nü Nil 11$ — A Nil < 
о. do. "A" .. Nil Nil 6/- —Ba. Nil 
do. do, Income 6 6 91 — *$ 11 10 
Foreren Trams, 80, 
Adelaide Sup. 6 per cent. Pref. 6 6 4H == 6 1 6 
Anglo-Arg. Trams, First Pref. ef 8 =» 8 9 9 
до. ала Pref. oe 9 = — 
do. 5 Deb. .. 5 5 67 == 798 
Brazil Tractions ee ee os 4 4 41 —4 8 10 а 
British Columbia Elec. Rly. Pfce. 5 `6 69 — 750 
do. do. Preferred — Nil 49 — Nil 
do. do. Deferred — Nil 47 — Nil 
do. do. Deb. 4i a 62 — 617 4 
Mexico Trams 5 per cent. Bonds — N 82 — Nil 
do. 6 per cent. Bonds — Nil 27 — Nil 
Mexican Light Common - Nil Nil 12 — Nil 
do. Pref. ee oe Nil Nu 17 —b Nl] 
do. iat Bonds ee Nil Ni 82 $ И ет» а-а 
MANCFACTURING OoMPANIES. 
British Aluminium Ord. "o 5 1. 80/- — 6 6 8 
British Insulated Ord... .. 15 1 ng — 9$ 610 
British Westinghouse Pref. .. % 7 / — 6 8 0 
Callenders.. ^ .. wie . 16 20 18 + ё 7 18 10 
do. 5 Pret. ee ee Б 5 ено 6 17 8 
Castner-Kellner .. "à ..- 920 B ==» 6 6 8 
Edison & Swan, £8 paid -. NOI — — Nil 
do. do. ураа .. Ni — 1 == Wil 
do. до. 4 percent. Deb. 5 6 si == 800 
Electric Construction .. s 8 n 1 _ 618 4 
Gen. Elec. Pref. еа ee ee 6 6 10 — 6 0 0 
do. Ord. ees ee 10 10 183 -— i 1 6 6 
Henley ee ee oe. ee 90 26 16 — 3 16 8 
do. 43 Pref, ee ee ee 43 4% 4 bod " 6 18 6 
India-Rubber  .. we ee 10 10 18k * *9 19 4 
"Telegraph Con. ee ee өө 20 20 88 == *6 5 0 


* Dividends paid free of income-tax. 


ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


| Month | Receipte for 


Locality. | ended the 
| (4 wks.) month. | 
ё 2 

Bristol (Trams) .. | Nov. 94 | 18,941 |— 277 + 
Cork .. .. ..| „ 98| 1,96: |+ 161 + 
Dablin " es » 94 | 24,290 | +1,757 | я 
Hastin 0 0 .| . 9| Ri«4|« 209 + 8,174 
Lancashire United | , 99| 7059 |. 812 | 47| 85,99 |+ 4,806 | ҹә |... 
Lijandudno-Col. Bay » 24 851 |+ 98 | 614 18,010 |+ 1,221 | 656 | .. 
Tyneside. н vs "M Ж? b e "des 
Angio-Argentine . „ 25211,4883 |+ 452 | 47 |2,401,081| + 4,896 | .. А 
сона oe А Oct, 20 | 21,198 | - 597 '| 16 | 84,288 |+ 1100 9% t9| .. 

" + 1 D ee 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantities and other circumstances, 


— 


Wednesday, December 6th. 


Latest Fortnight's 
CHEMICALS, &c. Price. Ino, or Dee, 
a Acid, Oxalio m ee °з ее per в | 1/8 ee 
a Ammoniac Sal .. «à .. per fon £6 РЕ 
a Ammonia, Muriate (large crystal) j £54 s 
a Bisalphide of Carbon ..  .. is 33 за 
а Вогах ee es ee » 434 - 
a Copper чир m 468 £3 inc 
a Potash, Ch orate ee ee ee per lb. 2/6 ee 
a ээ Perchlorate ee ae » 9/- oe 
a Shellac ee oe oe ee per cwt. 142/- еа 
a Sulphate of Magnesia... .. per ton 416 
a Sulphur, Sublimed Flowers  .. б £18 : 
а , Lump ee ee ee Г) 816 
a Soda, Chlorate .. .. .. per Ib. Es 
a , 8 8 ee ee „ө per n ° Vu 
а Bilan йыш. casks ee per 1b. oe ‚ 
METALS, &c. ^ : 
c Brass (rolled metal 2" to 12 basis) per Ib. 1/64, to 1/52 10. ine. 
€ » Tubes (solid drawn) oe [1] z to 1/1 M M. ine. 
€ copper Tubes (old drawn) 22" 1П0 vo Al ita aga hs 
c Copper 1 пцоев (во rawn ee ,» = imc. 
g » Bars (best selected) .. рег юю | ^" 4189 #11 ine, 
Ф » Sheet oe ee ee v 8180 £11 ine. 
gg n Rod ee oe ee ee ” 8189 £11 10е, 
d , (Electrolytic) Bars m b 8170 210 ino. 
d » is Sheets .. » 4188 £10 iuc. 
d » 99 ee "n 8119 210 inc, 
d , D Н.С. Wire per ib. 1/9 1d. inc. 
f Ebonite Rod ee eo ee oe ” 8/- ee 
f + Sheet oe ee ee oe 2/6 ` °з 
n German Silver Wire  .. э " 2/8 a 
h Gutta-percha, fine .. T os ” 6/10 e 
h Indie-rubber, Para fine .. vs h 8/5. 44. ine. 
i Iron Pig (Cleveland warranta) .. per ton Nom. ee 
1 „ Wire, galv. No. 8, P.O. qual. oy: £86 T 
Ф Lead, English Pig oe oe ae » 3 5 oe 
g Mercury x s .. per bot. |£18 19 6 0 218 15]  £liac. 
e Mica (in original cases) small .. per lb. . to 8/- js 
e 99 LT] » medium » to е ee 
e ; ” » large .. » 7/6 to 14/. & up. oe 
d Silicium Bronze Wire .. .. per lb. uit 1d. iac. 
г Steel, Magnet, іп bars .. ~. per ton 3 T 
g Tin, Block ( lish) m Ps " £190 to 2191 24 dec. 
n » Wire, Nos.1 016 .. .. per lb. ali . i 


Quotations supplied by— 


a G. Boor & Co. g James & Shak e. 

c Thos. Bolton & Sons, Ltd. h Edward Till & Co 

d Frederick Smith & Co. i Bolling & Lowe. 

e F. Wi & Sons. l Richard Johnson & Nephew, L4d. 


n P. Ormiston & Sons 


ggins 
f India-Rubber, Gutta-Percha and 
т W. Е, Dennis & Co. 


Telegraph Works Co., Ltd. 


U.S.A. Turbine Business.—5ince the beginning of 1916 
the demand for steam turbines has far outstripped anything in the 
past. A compilation made by the Electrical World from data 
furnished by the steam-turbine manufacturers discloses the fact 
that the volume of steam-turbine business already handled since 
the beginning of the current year exceeds 2,000,000 kw. in ratel 
capacity. At this rate the total 1916 business should reach 
3,000,000 KW. in turbine capacity. 

At present the best deliveries that it is possible to obtain ar 
eight months for some of the smaller sizes for pump and industrial 
use, a year to a year and a half on large industrial and ordinary 
central-station sizes, and two years for the very large sizes. Orders 
now on hand are sufficient to keep the entire manufacturing 
facilities in operation for considerably more than a year. 

It has been roughly estimated .that approximately 65 per cent. 
of the present business is for central-station equipment. 25 per 
cent. for industrial plants, including marine installations, averaging 
300-500 KW., and 10 per cent. for pumping stations averaging 
50 Н.Р. 

Many large units have been ordered since the beginning of the 
year, the tendency being towards machines of very large capacity. 
Notable iu this respect have been orders for a 73.000-H.P. and a 
60,000-H.P. unit, and an order for two cross-compound units of à 
total rating of 95.000 Kw. 

Both labour and material have been hard to obtain in satisfactory 
quantity and price. and both have greatly increased in price during 
the year. Turbine prices have, therefore, necessarily advanced. 


Russia. —THE 1886 Company LIQUIDATION PUZZLE.— 
According to the Novoie Vremya, in the opinion of V. P. Litvinol. 
who has returned to Moscow from Petrograd &fter consulting there 
on the liquidation of the 1886 company. the question bas been 
definitely decided. It ія said that if hitherto the liquidation ha- 
not been proceeded with, it is because of the great importanoe of 
the concern and its close connection with work being done for the 
national defence. so that great care must be taken in handling the 
question of liquidation. The details of a scheme are now being 
worked out. It is denied that there are inter-departmental division: 
of opinion as to how the liquidation should be effected, and it is 
clearly stated that the liquidation of the 1846 company is a matter 
of the near future., : 
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METAL MARKET. 
Fluctuations in November. 
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~ Electricity Supply in Germany.—In [’Jidustrie Elec- 
trique is given a summary of a scheme put forward by Prof. 
Klingenberg, President of the German Society of Electrical 
Engineers, for the development on the largest scale of the pro- 
duction and use of electrical energy and for the discouragement of 
the use of gas, by taxation, in order to further the adoption of 
electric ` motive power. He proposes to build a number of large, 
well-situated generating stations, which would distribute energy 
to existing stations at a pressure of 100,000 volts, these becoming, 
therefore. sub-stations ; competition between the new and the old 
stations, however, must be avoided, as the latter represented in 
1913 a capital of not less than 100 millions sterling. The State 
works would cost about 40 millions, and their output in 1926 
would reach 400 million Kw., while the net annual profit would 
rise to about 1'6 million pounds. The State would derive a revenue 
of more than 4'4 millions sterling from taxes imposed upon electric 
lighting, gas, hydraulic power, and coal, these taxes being specially 
calculated to encourage the use of electricity and to discourage the 
use of rival sources of motive power. 
after paying capital charges and taxes, there would still remain 
nearly two-thirds of the gross profit, which he believes would 
exceed 14 millions sterling per annum. 


Inefficiency of Labour in the U.S.A.— According to 
the Electrical World, although wages in the electrical manu- 
facturing industry are about 25 per cent. higher than before the 
war, about 20 per cent.less work is obtained per man, or for the 
same cost only 64/2 per cent. as much work is done. This is the 
result of an extraordinary demand for labour, leading to constant 
changes of situation on the part of the workmen, as well as to the 
employment of inexperienced and partially trained hands. Manu- 
facturers who had had the foresight to establish pension and bonus 
ayetems have been more fortunate in keeping their shops full than 
their competitors. A company which requires 250 men for full output 
has employed 2,250 men during the past 10 months. yet it recently 

only 220 men at work. 


The author estimates that 


THE FARADAY SOCIETY. 


GENERAL DISCUSSION ON REFRACTORY MATERIALS. 


Tut Faraday Society opened its session on November 8th 
with a remarkable symposium and general discussion on 
“ Refractory Materials." The President, Sr& RosERT Hap- 
FIELD, F.R.S., who presided over the meeting, said ite justifi- © 
cation was the vital importance of refractories to so many 
national industries and the little attention the subject had 
received in recent years, as & result of which the scientific 
foundation required for healthy development was lacking. 
This view is evidently general, for the meeting attracted a 
very large audience from all parts of the country, representa- 
tive of every interest concerned, whether geologists, makers 
of firebricks, iron and steel metallurgists, gas engineers or 
chemists. A comprehensive collection of exhibits, native and 
colonial minerals, and home-made refractory products, such 
as bricks, crucibles, furnace tubes, and laboratory ware, added 
to the attractions of the meeting, the sustained interest of 
which may be gauged by the fact of its extending over two 
sessions, from 5.30 to 11.30 p.m. It will be impossible here 
to do more than indicate in & very general way the nature 
of the discussion, for the number of contributions to it, in the 
form of papers, speeches, and written communications, ex- 
ceeded 30, and the material when printed will fill а fair-sized 
volume. : 

The keynote of the meeting was co-ordination, both as 
regards workers and as regards knowledge; closer co-opera- 
tion between the collector of raw material, the maker, and 
the user on the one hand, closer co-ordination between science 
and practice, between the research laboratory and the brick- 
maker and steel-maker on the other. A beginning of such 
co-ordination was made some years ago when a Joint Com- 
inittee on Refractory Matherials was formed by the Institu- 
tion of Gas Engineers and the Society of British. Gas Indus- 
tries. Dr. Н. С. Cotman, Chairman of this Committee, gave 
а short account of its work, which has consisted in draw- 
ing up most useful specifications relating to fire-resisting 
goods used in gas works, and also in carrying out investiga- 
tions likelv to help in improving the materials in the market. 
But the reference has been too limited to be of general value, 
and the means for carrying out research have been far too 
small for the end in view, although what has been done, 
under the skilled direction of Dr. J. W. Mellor, of Stoke-on- 
Trent, is known the world over for its accuracy, thorough- 
ness, and value. There is hope now that in both these direc- 
tions the meeting will have given a great impulse to more 
rapid progress. ` 

Most useful, because most fundamental, was the informa- 
tion given by Mr. J. ALLEN Howe on the recent work of the 
Geological Survey in refractory materials, by Dr. A. Strahan, 
the Director of the Survey, and by Mr. T. Crook, of the Im- 
perial Institute. These speakers made it clear that not only 
is this country well provided with most of the ordinarv 
raw materials—silica, fireclay, refractory sands, and dolomite 
—required by the furnace-brick maker, but that the Empire, 
although perhaps not entirely self-contained, is well provided 
with resources in the less common refractories, such as 
graphite, chromite, magnesite, bauxite, and zircon. All this 
information—accompanied by exhibited specimens—was both 
helpful and timely, and the promised reports of the Geolo 
gical Survey, containing not only details of the locality and 
nature of the deposits that have been surveyed, but also the 
results of the chemical, petrological, mineralogical, and tex- 
tural examinations that have been made of 1,500 or more 
samples collected, will be awaited by firebrick, crucible, and 
retort makers with keen interest. . 

The group of papers with which the symposium opened 
dealt largely with the question of the nature and composi- 
tion of firebricks and the relation between refractoriness on 
the one side and texture and chemical content on the other. 
Three aspects of this side of the subject were discussed : First, 
the importance of analysis; secondly, the necessity for 
“mechanical” analysis, that is, dividing up the material 
into its physical constituent parts before proceeding to chemi- . 
cal analysis; and thirdly, the value of an examination into the 
texture of firebricks, either microscopically or in other 
ways. With regard to the first, mention must be made of 
the most useful series of tables, giving complete analyses of 
most of the refractories in common use, which Sir Robert 
Hadfield appended to his opening address. On the second 
point, we would only mention Dr. R. Lesstne’s very lucid 
explanation of how he electriates refractory mixtures into 
their component parts in a simple apparatus by means of a 
gentle current of water. Mr. А. B. SEARLE (Sheffield) empha- 
sised. the secondary importance of chemical analysis to 
physical and microscopical tests. Dr. J. W. MELLOR spoke 
chiefly on the texture of firebricks. He showed how this can 
be controlled by the manufacturer, and what texture should 


' be arrived at for the different purposes in view. То exhibit 


the various types of texture, he showed a set of firebricks 
cut transversely, and with their exposed faces polished. Prof. 
W. С. FrFanNsIDES, of the University of Sheffield, in an ex- 
tremely interesting speech, described how he “slices ” bricks 
for microscopical examination of texture, and how much 
can be learned from such study, whether before the brick 
has been used or after it has completed its life's run in the 
lining of a furnace. Mr. Cosmo Jonws (Sheffield), in a 
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speech of exceptional importance, also spoke on this ques- 
tion, particularly as it bears on the silica bricks used by the 
steel maker, urging the study of the effect of texture by 
varying grain-size, and correlating it with refractoriness and 
other properties. He also discussed the changes bricks under- 
go under furnace conditions. 

Several speakers dealt with the classification of refractory 
materials. Mr. C. P. Pace in particular discussed this from 
the point of view of their behaviour under furnace conditions. 
The usual classification into acid, basic, and neutral materials 
is convenient, but arbitrary and inaccurate. The refractory 
has two conditions to contend against, heat and chemical 
action, and refractoriness towards the one has no relation 
to that against the other. So-called acid . refractories 
are used where it is a case of refractoriness towards 
heat because they are plentiful and cheap; basic and neutral 
materials are less widely distributed, and are often difficult 
of application. Classification was also one of the themes of 
the very interesting speech of Dr. P. а. Н. BosweELL, оѓ. ће 
Geological Department, Imperial College of Science and Tech- 


nology, particularly with regard to refractory sands, our re- - 


sources in which were indicated by him. It appears that the 
high siliea sands (carrying over 99 per cent. SiO,) and the 
aluminous sands (70-80 per cent. SiO, up to 15 per cent. Al,O,), 
although largely imported from abroad, are yet plentiful 
and accessible in this country. But for the green sands, or 
moulding sands, used for casting steel, we must still rely on 
oversea supplies—largely because we do not at present know 
the exact properties of this material, a subject on which Dr. 
Boswell himself is, fortunately, working. 

The point of view of the manufacturer was ably put by Mr. 
ALBERT Curr, of Stamford, and, by correspondence, by Mr. 
W Donatp (Glasgow), Mr. T. ALLEN (Dudley), and Mr. Е. 
DEANSFIELD (Oldham). Mr. Cliff made various suggestions 
as, to the directions in which improvements in manufacture 
were possible. One was in the working-up of old material. 
Some of the present shortage of supply he was overcoming 
by fastening non-corrodible working surfaces, such as chro- 
mite or magnesite, on to ordinary firebricks. Finally, he 
made an eloquent appeal for co-ordination between the 
chemists and the manufacturers, and to the men of science 
to come down to the works districts and talk freelv to. the 
young people, and so accelerate a rise of specialised intelli- 
gence. Both Prof. Fearnsides and Mr. Cosmo Johns told of 
the valuable information locked up in works in the skill and 
knowledge of the foremen. The men of science should go 
through the works and translate this knowledge into their 
own more universal language. Mr. Donald told how he was 
endeavouring to approximate the pure Greek magnesite to 
Austrian magnesite by adding a small percentage of Ее,О, ; 
` he also criticised the present use of dolomite 1n conjunc- 
tion with magnesite in basic steel furnaces, anl he attri- 
buted to this cause much of the trouble in these furnaces. 
Incidentally, he mentioned the possibilities of Serbia, with 
its minerals and plentiful water-power, as an electrometallur- 
gical centre. Mr. T. Allen spoke of the inconclusive character 
of laboratory tests, but unfortunately, works tests often took 
years to realise. Mr. Deansfield raised an important problem 
in the conservation of national resources in drawing atten- 
tion to the enormous loss of refractory clays lying under 
coal seams due to the winning of the coal only. Some inter- 
esting points of practice were given by Mr. ALLEYNE Rey- 
NCLDS in his communication. Mr. Reynolds, as did Dr. 
Mellor before him, threw scorn on the possession of во- 
called ‘‘ trade secrets," which impeded progress and, in the 
end, were most harmful to'any industry. The plea for co- 
ordination was also strongly urged by Mr. W. J. Jones, of the 
Ministry of Munitions, and Mr. A. A. McDotGaLL DUCKHAM, 
of the same Ministry, emphasised how much the output of 
munitions depended qn refractories. 

Finally, several papers and speakers touched on certain 
specific researches in which they were engaged, and which 
promised valuable results in improving the properties of old 
materials and in giving to the metallurgist new materials as 
a weapon for attacking the new problems that he was having 
to face. For example, Dr. W. Rosennain, of the National 
Physieal Laboratory, spoke about the possibilities of highly 
purified zirconia. Bricks made of this material were being 
used for optical purposes, and they did not grit until well 
over 2,000 deg. C. Dr. J. A. HARKER mentioned that zirconia, 
if fine enough, would stand being plunged into water at a 
white:heat temperature. Dr. R. S. Hutton (Sheffield) and 
Mr. E. KILBURN Scott told of the value of completely shrunk 
magnesia; the shrinking, which had to be done at a very 
high temperature, could now be economicallv effected in the 
electric furnace. The properties and uses, especially for elec- 
tric tube furnaces, of that very useful refractory slundum, 
were described by Mr. C. R. Dartinc. Dr. W. Н. HATFIELD 
(Sheffield) pointed out how research in many directions was 
hampered by our not having sufficiently accurate instruments 
to register high temperatures. Dr. W. C. Hancock, who is 
working in conjunction with Prof. Bone at South Kensing- 
ton on coke-oven firebricks, spoke of the apnlication of cer- 
tain organic dyes to etch refractory materials as a means 
of investigating their structure. 

We can refer to one other portion of the discussion only. 
and that is the paper of Mr. Ezer Grirritns, of the National 
Phvsical Laboratory, who has devised a new and most care- 
fully thought-out method for measuring the thermal conduc- 
tivity of bricks and tiles of commercial sizes. The great diffi- 


culty was the attainment of a uniform temperature over the 
hot face of the irregular sample, and this was overcome by 


the use of a shallow bath of molten metal heated electrically. 


A special thermometer for exploring the temperature had also 
io be devised, and with these precautions extremely accurate 
results for a very difficult measurement have been attained. 
The values of the thermal conductivity and its variation with 
temperature as given in the paper suggested to several pre- 
sent the desirability of saving much waste heat in furnaces 
by lagging them with a highly-insulating substance, just as 
steam pipes are lagged. It appears that Hutton and Beard 
suggested this, also, strangely enough, in a paper read to the 
Faraday Society as far back as 1905, and yet the idea has 
not been adopted. It may be hoped that this interesting 
meeting—one visitor said, over his cup of tea at 11.30 p.m., 
that it was the most interesting scientific meeting he ever had 


_attended—will be fruitful in this matter also, as it assuredly 


will be fruitful in many other directions in a field covering 
industrial products of such vital importance to the nation. 
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PISTON AND, SMALL-END LUBRICATION 


ES IN DIESEL ENGINES. 


X By GEORGE B. VICKERS. 


— (Abstract of Mon read before the DigseL ENGINE Users’ 
\ ASSOCIATION.) | 


Fon the lubrication, of Diesel engines pure mineral or hydro 
carbon oils are undoubtedly the best; they cantain a 
much smaller percentage of acid than animal or vegetable 
oils. The best test of lubricating oil is on the air compressor. 
If the oil causes pitting: on the compressor valves.and shows 
an acid scouring action on the valves in the air bottle heads, 
the engineer may expect the main cylinder liner -wear to be 
excessive. Average liner wear is .010 in. to .012 in. per 1,00 
hours’ run, when the engine is heavily taxed. For pistons, 
an oil with a moderate viscosity of, say, 130 to 180 at 140 deg. 
F., gives good results, whilst am oil with a good viscosity of, 
say, 400 to 500 at 140 deg. F., is E for small end lubrication. 

For enclosed-type engines thicker oil is required than with 
the open type, as the temperatuye inside the crank case 15 
much higher than on open-type engines. In experiments оп 
enclosed engines made by Messrs. \Hick, Hargreaves & Со.. 
Ltd., difficulty was experienced in using thin oil which had 
a viscosity of 110 at 140 deg. F. Thicker oil was used, having 
a viscosity of 140 at 140 deg. Е., in place of the thin oil, and 
the fuel consumption, which previously fad never been lower 
than .45 lb. per B.H.P.-hour, was reduced. to .419 Ib., effecting 
a saving of 15s. in a six-hour trial run. | 

On average engines the quantity of lubricating oil used 15 
kept as low as possible by using new oil ò the small ends 
only, and filtered oil on the other parts. This filtered oil has 
advantages, as after running and filtering, the bituminous 
matter in the oil is eliminated. Filtered oil (should not be 
used too often on the pistons, as its viscosity the P low for 


this work. The original method of lubricating the piston by 
а single stem leading to а belt encircling the liner, and from 
thence through small holes in the liner, is & pook method. 
The belt should be flushed out with paraffin every time that 
the pistons are withdrawn, or perhaps even once a week. 
The usual method of piston lubrication is through fout « 
six stems or quills leading through the water jacket to # 
liner, and connected by a common feed pipe, past a b:& 
pressure valve, to the single lubricating pump. Many eif 
neers now insist on having a separate feed to each quill, i.» 
they have а 6- or 8-feed lubricator fitted for each cylindc* 
This is undoubtedly the better plan. The pumps for pisto! 
lubrication are in the majority of cases driven from the car: 
shaft, and so are placed much higher than the quill line 
The result is that, after a short stoppage, the feed piping ha: 
been drained, and the piston does not receive any lubrication 


fo- a few minutes after starting. A better plan is to have the | 


lubricators fixed well below the lubricating belt line and 
worked off the indicator gear or the vertical shaft, thus 
ensuring that the pipes are always charged. The check valve 
in the lubricator pipe should be well designed, and periodi- 
cally examined to ensure that there 1s no bituminous matter 
holding the valve up and interfering with the supply. 

The method of securing the quill is sometimes the cause of 
trouble. Some makers prepare a tapered hole in the liner. 
and the quill has a rounded nose and is screwed home tight 
through a tapped hole in the water jacket. When the parts 
get warm and expand, these quills have been found to act 
as struts, and have caused piston seizures. An improved 
method is to have the quill screwed into the liner, а plain 
hole in the water jacket, and an external joint. 

Some makers have not adopted quills in the liner, bat have 
relied on the splash system. This system is really only ruit- 
able for small engines, and its chief drawbacks are that 
lubrication cannot be regulated, is most uncertain, and there 
is a tendency to wastage. 

Phosphor-bronze bearings are usually adopted for the top 
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end bearings. Тһе wear оп phosphor-bronze bearings 1s 
seldom more than .001 in. per annum, whilst white metal 
bearings, according to the quality, may show more wear than 
this in one week. When a phosphor-bronze split bush is 
used, the average clearance is .0U3 in. vertically and .006 in. 
at each ae If the bush is solid, more clearance is required, 
usually . in. to .008 in. vertically and .008 in. at the sides. 


The gudgeon pins should be fully case-hardened, at the ends - 


as well as on the bearing surface. 

A good long skirt is udvisable to act as a guide and to 
reduce the pressure per unit area due to thrust. The length 
of guiding surface on the piston should be 1.4 to 1.6 times 
its diameter for low-speed engines, but may be reduced to 1.9 
tines the diameter for high-speed engines. Тһе scraper 
method for lubricating the top end bearings, depending on 
collecting the oil remaining on the liner walls after the rings 
have scraped the bulk off, seems a very haphazard method, 
but it is quite effective for pistons up to 24 in. in diameter. 

In the banjo system, the oil is led into a banjo on the side 
of the erank, and the centrifugal force causes the oil to flow 
into a small receiver and pass up the pipe leading to the top 
end. Without a knowledge of the effectiveness of this sys- 
tem, any engineer would be justified in expecting that at 
least a special quality of oil, of the ‘‘ monkey " brand, which 
would climb up the pipe, would be necessary for this svstem. 

The most general method of lubrication is to have one or 
two slots in the piston which pass over the leads from the 
ol supply pipes and holes leading from the bottom of the 
slots through the piston to the centre hole in the gudgeon 
pin. Several holes lead from this central hole in the pin to the 
bearing surface. Itis preferable to have two slots in the piston, 
one midway between the crankshaft centre line and the cross 
centre line on the front side of the piston, and one directly 
opposite, so that whichever side of the liner the piston is 
thrust against, one of the slots is able to scrape the maximum 
quantity of oil from the liner. The slot is best when V-shape 
in Section, and the top and bottom should be under-cut at 
about 45 deg., the scraping edges being left moderately sharp; 
a sluice should also be cut to connect the top of the slot to 
the circular scraper groove cut in the piston to take advantage 
of the oil scraped off the walls by this groove. The hole in 
the centre of the pin should be at least 1} in. dia. for a 6-in. 
pin, as it acts as a reservoir for the oil. Two holes at least 
should be drilled from the top of the pin to the centre, one 
close to each end of the bearing surface at 30 deg. to vertical 
centre line. These holes should lead into longitudinal grooves 
on the top surface of the pin, with well-rounded edges to 
assist the oil to escape. 

On medium- and high-speed engines a complete service of 
forced lubrication solves lubrication difficulties. Of course, 
this means having the engine fully enclosed. The practice of 
fitting a lubricating pipe leading, from the bottom to the top 
end is to be deprecated; it is much better to have the oil pas- 
sage up the centre of the connecting rod. When a priming 
system of lubrication is not provided, a small ball valve fitted 
in a cage in the hole at the bottom end of the connecting-rod 
acts as a retaining valve when the engine is shut down and 
prevents the oil from draining away from the top end. 

Forced lubricition has disadvantages. Unless manufac- 
turers have taken special precautions, it is probable that the 

iston will receive too much lubrication. The oil is thrown 
rom the bottom-end bearings on to the liner walls, and when 
the piston is on its suction stroke, the slight pressure in the 
crank chamber tends to force the оп past the relaxed rings, 
the result being that the lubricating oil is burnt and very 
peaky indicators cards are obtained, showing a maximum pres- 
sure frequently 100 to 150 lb. above coinpression pressure. 
The high consumption of lubricating oil has retarded the pro- 
gress of the enclosed type of engine. We have overcome the 
difliculties, first by guarding the bottom-end bearings to 
avoid splash on to the liners; secondly. by preventing the oil 
from creeping from the top-end bearing along the cudgeon 
pin keyway on to the piston surface; thirdly, by providing 
scraper grooves on the piston with return ducts to the inside; 
fourthly, by dissipating the vapour in the crank chambec, 
this vapour tending to get past the rings on the suction stroke. 

The common method of withdrawing the oil vapour is to 
take the air compressor suction, or the main cylinder suction, 
from the chamber. This causes dirty valves, is wasteful, and 
has proved to be dangerous. We find that the vapour is most 
efiectively withdrawn by a belt-driven extraction fan, and 
we lead the gases to a baffle box where they are condensed, 
thus recovering the oil which, by other methods, is burnt. 
The vapour is mainly caused by the oil being splashed on the 
inside of the piston crown, and if the crown has an oil guard 
fitted the vapour is considerably reduced. 

A discussion followed, and Mr. W. FENNELL referred to the 
increased sulphur contents of certain fuel oils which were now 
being used ; it was found that these reacted on the lubricating 
oil, especially if this was compounded with vegetable oils, 
causing a sticky deposit, analogous to vulcanised bitumen, 
which destroved the lubricating properties of the oil. Com- 
pounded oils should not be used for evlinder lubrication, but 
only pure mineral oil. He expressed the opinion that the 
most successful Diesel engine of the future would have 4 
cross-head. He also strongly advocated separate lubricators 
for each point to be lubricated. 

In his reply. Mr. Vickers agreed that sulphur would cer- 
tainly have a bad effect on most compounded oils, but said 
that it would have no effect on a pure mineral oil. 
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SCIENTIFIC AND INDUSTRIAL RESEARCH. 


ON Friday last, at the Institution of Civil Engineers, Lord 
Crewe received a deputation from the Conjoint Board of 
Scientific Societies with regard to the financial provision for 
research and allied purposes. He was accompanied by mein- 
bers of the Committee of the Privy Council for Scientific and 
Industrial Research and the Advisory Council, while the depu- 
tation numbered over 190 gentlemen, including many of the 
most noted representatives of the scientific and industrial 
worlds. 

As President of the Royal Society, Sir J. J. THOMSON, in an 
opening speech, stated that the object of the deputation was 
to urge the necessity of increased grants for scientifie and 
industrial research, on the utilitarian ground that it would 
be an excellent investment. Such grants should not be with 
held from pure scientific investigations; many discoveries 
most important to the world had been made in the course 
of researches of the most abstract character—such as the 
X-rays, for example, which had proved of incalculable value 
to the nation during the war in surgical work, but were 
really a by-product of research, and would never have been 
discovered by beginning at the other end and seeking for 
means to facilitate surgical operations. It was useless to 
grant sums of inoney to individuals, who would feel bound 
to turn out some practical result or other every year, instead 
of patiently pursuing an apparently unremunerative investi- — 
gation without regard to appearances; the money should be 
allotted to the universities. "The.cost of pure scientific re- 
search, however, was trivial compared with that of industrial 
research on the full-size scale. The finances of the National 
Physical Laboratory were also in a very unsatisfactory condi- 
tion, and it could not pay such salaries to its junior trained 
assistants as would enable it to retain their services. 

Sir M. Fitzmaurice said that the research scheme put 
forward by the Advisory Council was essential to the mdus- 
tries of the country, and should have far-reaching effects. Пе 
had never presided over a more enthusiastic committee than 
the Standing Committee on Engineering; but to get the 
scheme into a healthy working condition money was indis- 
pensable. and that without delay. | : 

Prof. Н B. Baker, advocating the prosecution | of chemical 
industrial research, pointed out that sulphuric acid, a funda- 
mental necessity to industry, was stil made by a process 
invented by a quack doctor at the end of the eighteenth cen- 
tury. Surely improved methods could be found, and there 
were numerous minor problems awaiting solution. Not only 
was research required with specific aims in view, but also 
pure scientific research. Since the war began academic and 
manufacturing chemists had come together, and their colla- 
boration would lead to enormous advantages. | 

Replving to the deputation, Lord CnEWE said that a great 
part of the work in question was of immediate value jg con- 
nection with the war, and after the war; the fruition of the 
schemes for scientific and industrial research was dependent 
upon the attainment of a full and complete victory. The 
Government had decided to establish a separate Department 
of Scientific and Industrial Research for Great Britain and 
Ireland under the Lord President of the Council, with the 
President of the Board of Education as vice-president. They 
had also decided, subject to the consent of Parliament, to 
place a large sum of money at the disposal of the new depart- 
ment, to be used as a fund for the conduct of research for 
the benefit of the national industries on a co-operative basis. 
The Board of Inland Revenue had decided, with the approval 
of the Chancellor of the Exchequer, that no objection should 
be offered by their surveyors of taxes to the allowance as a 
“working expense” for income-tax purposes, | of contribu- 
tions by traders to industrial associations which might be 
formed for the sole purpose of scientific research for the 
benefit of the various trades; and the allowance would be 
eoually applicable as regarded traders’ contributions specifi- 
cally ear-marked to the sole purpose of the research sectiom 
o* an adapted existing association. In both cases the allow- 
ance would be subject to certain conditions, e.g., the associa- 
tion or the rescarch section to be under Government super- 
vision, and the trader's contribution to be an out-and-out 
payment, made from his trade profits, and giving him no 
proprietary interest.in the property of the association, &c. 
In order to enable the Department to hold the new fund and 
any other money or property for research purposes. a Royal 
Charter had been granted to the official members of the Com 
mittee of the Privy Council for Scientific and Industrial Re- 
search under the title of the ‘Imperial Trust for the 
Encouragement of Scientific and Industria] Research. A 
substantial gift had already been made to the Trust by two 
members of the Institution of Mechanical Engineers for the 
conduct of a research in mechanical engineering to be approved 
bv the Department, in the hone that this. example would be 
followed by other members of the Institution. The Govern- 
ment had been impressed by the need of further assistance to 
research. Systematic co-operation between the leaders of in- 
dustry and the Advisory Council was necessary. As it was 
impossible to make a close estimate of the annual cost of the 
work, which might vary widely, the Chancellor of the Ex- 
chequer was prepared to devote to it a very large sum, esti- 
mated to cover the needs of the next five years, on а scale 


-which would enable them to spend four or five times as much 


on industrial research alone as the whole scheme had pre- 
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viously received. It was of no use to deal with individual 
firms or persons; he hoped to see the creation of new trade 
associations on а large scale, or the formation of branches of 
existing associations to deal with these purposes. with separate 
accounts. These associations should be controlled by small 
committees composed of representatives not only of industry 
and science, but also of the skilled workers. With regard to 
technical training, the present regulations under which tech- 
nical schools received public money were not up-to-date; 
local authorities and governors of schools would be consulted, 
and more help would be given from the national funds. Sub- 
stantial additions would be made to the annual grants to 
train technical teachers and provide scholarships to univer- 
sities. Besides the lump sum above-mentioned, an annual 
vote would be provided to cover the expenses of the Depart- 
ment, to assist researchers and societies that were carrying out 
researches, and non-remunerative research. The country 
owed & great debt to the National Physical Laboratory and 
its director, Dr. Glazebrook, and its future would be the 
subject of anxious consideration on the part of the Advisory 
Council. The Coal Conservation Committee was working in 
close touch with the Advisory Council, and a series of re- 
searches was to be put in hand, to establish on a scientific 
basis systematic economy in the use of fuel. A chemical 
survey would be made of all the coal measures of the United 
Kingdom, and the qualities of the different kinds of coal 
would be investigated. 


Notice has been given in the London Gazette of the crea- 
tion by Royal Charter of the Official Members for the time 
being of the Committee of.the Privy Council for Scientific 
and Industrial Research a Body Corporate for the purposes of 
the said Committee, under the title of ‘‘ The Imperial Trust 
for the Encouragement of Scientific and Industrial Research.” 

Mr. H. Frank Heath, C.B., has been appointed Permanent 
Secretary of the new Department, to whom all correspondence 
should be addressed until December 3lst next, at the Offices 
of the Board of Education, Whitehall. On and after January 
186, 1917, all correspondence should be addressed to The Secre- 
tary, Department of Scientific and Industrial Research, Great 
George Street, Westminster, S.W. 


THE NATIONAL PHYSICAL LABORATORY. 


IN an address delivered to the BiRMINGHAM AND MIDLAND 
INSTITUTE, on Monday last, Dr. Б. T. GLAZEBROOK, F.R.S., 
Director of the National Physical Laboratory, showed how 
the Laboratory had assisted in the progress of the past 10 
or 15 years, and how by its development we should gain a 
powerful instrument to aid us in the future. 

The object of its foundation was '' to bring scientific know- 
ledge to bear practically upon our everyday industrial and 
commercial life." In this process three distinct stages might 
be observed. We needed:— 

1. The work of the man of science in his research labora- 
tory. i 

2. The investigations which go on in an industrial research 
laboratory, developing new processes or introducing new 
products. 

3. The works laboratory proper controlling the quality of 
raw materials, finished products and processes. 

In the first place, we must have scientific knowledge. To 
be successful that knowledge must be pursued for its own 
sake. Each of the modern practical applications of science 
had its foundations in purely scientific work, and we must 
have the student of pure research, the genius who goes on 
his way discovering new truths, irrespective of consequences, 
laying bare more and more of nature’s secrets and unravelling 
her mysteries. In England we had never lacked such men, 
our roll of great discoverers had been a glorious one. The 
endowment of pure science was essential; without 16 the 
attempt to apbly science to industry failed. 

Turning to the third need—the works laboratory proper— 
this was necessary, if for no other reason, to maintain the 
standard of output, to secure that the proper grade of mate- 
rial was supplied to the works, to check the instruments in 
use, and to test the product in its various stages of manu- 
facture. The days were gone when successful manufacture 
could be carried on entirely by rule of thumb, trusting to the 
skill of trained workmen. New processes and new products 
could be investigated in the works laboratory, and these 
investigations and tests must go on in the works themselves 
under the eyes of men familiar with the process of manufac- 
ture in its every stage. 

Between these two—the man of science researching in his 
university or college, and the works chemist toiling in his 
shop--there was a gap. Some means were needed to make 
the discoveries of science available to the manufacturer, to 


secure to him the advantages which came from the growth 


of knowledge to keep him in the forefront of his trade. This 
was the function of a laboratory of industrial research, and 
among such laboratories the National Physical Laboratory 
should hold a prominent place. The laboratory had another 
function to fulfil: it was a great standardising and testing 
institution. Industrial research involved a laboratory very 
different from the usual works laboratory, and also investiga- 
tions of a different type from those employed in a purely 
industrial laboratory. It meant a large, elaborately equipped 
and heavily staffed laboratory engaged largely on work which 
for many years would be unremunerative, and which for a 


considerable time after its foundation would obtain no results 
which could be applied by the manufacturer: This work 
clearly needed a special. house; it could not be done in the 
laboratory of a technical institute. The main work in auch 
a laboratory as that of a technical institute must be educa. 
tional. The research laboratory was necessary if progress was 
to be made. 

For the industrial research laboratory the plant, &c., must 
be so planned that it was possible to carry out the necessary 
operations on a scale comparable with that required in works 
and, moreover, the man who carried through the investiga. 
tion must be not only acquainted with the latest scientific 


advances in his subject, but must know what was possible 


in works, and must mould his solution of the problem to 
harmonise with these possibilities. The undertaking was 
often more complex than that of the pure scientist. tt was 
one which needed a special laboratory, & special equipment. 
Thus, the task of an institution like the National Physical 
Laboratory differed from that of either a university or tech- 
nical college laboratory or a works laboratory. The senior 
members of the staff Joined avowedly with the purpose of 
applying science to industry; they were prepared to make it 
their lite-work. The juniors retained their posts for some 
time; thus all acquired a store of experience of the highest 
value, with & unique knowledge of the technical aspects of 
industry which it was difficult to gain in another way. The 
Laboratory had, he trusted acquired the confidence of the 
technical industrial world, and problems were brought before 
the staff with the knowledge that they would be handled in 
a confidential manner by men trained to deal with them. 

If they were to have a National Industrial Research Labora- 


tory, who was to pay for it? The obvious answer waa the | 


nation, but this in some quarters at once raised a difficulty. 
It was claimed that the results of any successful research 
brought profits in the first instance ta some particular class, 
and that class ought to pay. If a manufacturer came with 
a conundrum which he desired to have answered for his own 


private benefit, he must pay; but if a competent committee: 


controlling an industrial researeh laboratory concluded that 
а research was of importance and likely to lead to knowledge 
of benefit to the whole industry with which it was con- 
cerned, Dr. Glazebrook held that the cost of such a research 
should be met out of national funds. 

The needs of the nation at the present time were too 

serious, the danger of delay too pressing, and the State might 
well devote large sums to industrial research without minute 
Inquiry as to whether the research was going to benefit 
Messrs. A.B. specially and what share, therefore, of the ex- 
pense Messrs. A.B. must be asked to guarantee. In 
America the Bureau of Standards, in Germany the Reich- 
sanstalt and the Material-Priifungs-Amt worked thus for the 
national good, and this should be the task of our English 
Industrial Research Laboratory. 
. Dr. Glazebrook then gave an account of the N.P.L. and 
its work during the past 15 years, and outlined the task that 
lay before it in the future. He said that there must be more 
than one such laboratory; in many cases an industry could 
be best served by a laboratory near its principal centre. 
Large firms, again, might each prefer to have their own 
trade secrets, but a private laboratory on a really sufficient 
scale was expensive, and. for the smaller firms, at least, the 
only way to secure the full advantage of scientific advance 
was by co-operation—co-operation in: the laboratory, co- 
operation, with specialisation in production, in the works 
themselves. 

Increased funds must be provided, and it was only through 
the aid of the manufacturers, and of those who from experi- 
ence had profited by the work of the Laboratory, that the 
authorities could be induced to do all that was needed to 
establish the Laboratory in a secure position. 

On Friday last, Lord Crewe, President of the Privy Council 
Committee, had announced that a large sum was to be at the 
disposal of the Committee during the next five years, and 
outlined, the scheme for its expenditure. The Lord President 
spoke in generous terms of the work of the Laboratory in 
the past, and indicated & sphere of wider usefulness under 
less difficult conditions in the future. 

In many cases, no doubt, the researches contemplated must 
go on in о laboratories arranged and equipped for the 
purpose—laboratories closely connected with the industry 16 
was desired to help, situated at the great manufacturing 
centres; but there were many other researches of wide mm- 
terest and great importance for which a central laboratory 
was the proper house, a laboratory fitted and equipped in an 
ample manner, with a trained and competent staff animated 
with a love for science, and yet with a keen appreciation. 
the practical side of the question discussed and a real destre 
to help our country by the application of science to industry. 

The body controlling industrial science research must have 
access to a laboratory in which might be studied the many 
problems which did not require for their elucidation appli- 
ances of the more specialised ''works'' character or oppor- 
tunities only to be found in particular localities; where a eta 
was available, able and experienced, ready to attack under 
the advice of men skilled in industry the technical difficulties 
met in applying new discoveries on a manufacturing scale 
or to develop ideas which promised future success. 

Such a róle the National Physical Laboratory should be 
prepared to play; such was the future which he trusted might 
be in store for it. 
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TELEPHONE TROUBLES. 1914-15. 1915-16. Inc. ог dec. 
| Lamps.— Ticals. ^ Ticals. icalg. 

F Si 
We have just been re-reading a small booklet issued by the CE Hong Kon T 102 000 30000 3 35°00 
Telephone Department, which gives suggestions to the public » United Kingdom P 53,000 17,000 — 36,000 
2 кле they can assist in facilitating the working of the », Germany ! i^ 15,000 = — 15,00 
ephone » United 

We think it will be generally admitted that the working 2; Тарас Bates 70000 S00 | 13°000 

of the system is still far from smooth, but if the suggestions », Other countries 9.000 400 — 5,000 

end ht this Mas booklet were followed there can be " a 

no dou at great improvement would result. A great ma : { 

of them are summed up in the injunction to be Bone pH Tota oe. nega ж HERUM 

ee cna ihe ds adds: ‘* She has a difficult, nerve- Electrical goods and apparatus.— 

ra ч 

des e E peo aa rom chivalry, your consideration will From t. ooo s DU коо + 34,000 
In calling for a number, many people forget that they » United States - 64.000 122000 + Ee 

ought to give the name of the Exchange first and the number ы Singapore 12.000 54X (i EE 

afterwards. Subscribers are also advised to be sparing ^ Sweden 58000 ba af H MR ; 

in the use of the word '' Hullo.” It is certainly a little over- Italy 9.000 —— 98 006 x SUD 

worked by most telephone users. ” Austria 11,000 E nn 

It is pointed out that the times “of greatest pressure on the ” Holland 7.000 21.000 т 00 

telephone are from 10 to 11.30, from 2 to 3.30, and from 4.30 Н Егапсе 6.000 5.000 ш ' p 
to 6.30. If these periods are avoided a subscriber is more i Japan 70,000 27:000 e 43/00 
uas through quickly than if he selects the busiest ,, Other countries — .. 7 (КЮ 25 000 + 15000 
A paragraph headed ''Etiquette " says that 4 ger- ; : " 
should never kecp the rung-up waiting. The ^ eae ° du : ОНИ M ORNA 
V иш 18 n Hind exasperating. ` Manufactures of brass.— 
The booklet concludes with particulars of the facilities for | 
dispatching telegrams by telephone, and calls public attention i D Kingdom 1 Лү 2 e 
to the fact that if the fire brigade, police or ambulance, or " China 76.000 59.000 A w 
salvage are required in a hurry there is no need to look up a е "(X Е WE 
number, but all that is necessary 1 c T аам put ^0 Е 5,000 
n er, buf. t 15 necessary 1s to ask the exchange for Japan 8.000 49.000 
Nur police," “ambulance,” or ''salvage " as the case , Other countries  .. 41:000 39 000 А ne 
The greatest curse in connection with the use of the tele- 
phane by. the public is, however, not sufficiently dwelt upon er ME I ОШ 
el ae and that the habit which many firms, Manufactures of copper.— | ө 
specially the larger ones, have of entrusting their telephon Е 
business to the smallest and cheekiest boy on the А н, ыы uud Kin dom .. SEO Pe 0 
To ring up some of the larger firms in London means the " A Other Sonn M 700* 5 т a 
loss of one’s temper, the loss of half-an-hour, and the loss of ” ай. à S 200%) 
Ап гере for the telephone organisation of the firms in Total 44000 18.000 31.000 
uestion : Е , 
: Е E to moral mu: small boy aforesaid *Singapore Tls. 4,000. Italy Tis. 2,000. 
egins by saying “ Hullo.” e inquirer asks if M TID E 
Smith is in. The small boy, incid. of answering the A Боева васса тате and apparetus.— 
tion, says “ Who are you?" and after failing to listen for From United Kingdom 43,000 13,000 — 30,000 
the reply, presently says " What's your name?” After this » Germany  ..  .. 24,000 2,000 — 202,000 
information is given he says, '" What's the name of your » France es 26,000 10,000 — 16,000 
firm? " and finishes up by asking what you want. » Other countries... 29,000 , = 2,000 
If your language is by this time sufficiently strong to drive еа ee 
away n gw E the cb size of boy kept by the firm Total es .. 1022, 52,000 — 70,000 
comes e telephone and repeats the ole perform- ; 
ance. After that he calls a head clerk, and o giving т 
him any of the information already elicited, leaves the exas- From Singapore — .. M 4,000 E PIT 4,000 
prose caller to explain all these particulars again to the » United Kingdom 1,000 230,000 + 229,000 
ead clerk. If by this time Mr. John Smith has not gone » Germany ME 61,000 — = 61,000 
out to lunch, the caller may eventually get through to him; » United States ur 12,000 + 12,000 
but, unless his temper is extraordinarily . even, he will hardly RANAR. 
be in. a fit oe s UE about business. Total 66,000 242,000 + 176,000 
is surely time that business fi h А . . 
they may be, should realise that Ee T Prime. movers ‘other than rodd locos; manne, miling, 
attention may arrive over the telephone just as often as and agricultural machinery — 
through the post. It is an extraordinary thing that managers From United Kingdom 27,000 68,000 + 41,000 
of large establishments, who would never dream of neglecting » United States 1,000 5,000 + 4,000 
a polite letter, should leave a telephone inquiry to be dealt » Germany : 2,000 РЕ 2,000 - 
with in the manner described. » Other countries 3,000*  24,000t + — 21,000 
Troubles enough there are, undoubtedly, in the working of BUSES, росс 
ше т ies, Е ont opinion, ai A dut Total 33,000 | 97,000 + 64, 
e difficulties due e failure of business: 
people to give pal a attention to their telephone arrange- i emia е earn 
ments. Machinery unenumerated, including detached parte, 
and not including textile or sewing machines.— 
From eas Kingdom 480,000 240,000 — 240,000 
л еппапу "T ud 63, 3.000 — 60,000 
TRADE STATISTICS OF SIAM. : а 35,000" 258.000 + 225/000 
ud тоо пре, showing tio Kapo of electrical and Total 964,000 — 619,000 — 345,000 
similar goods in e port of Bangkok during the year ended *Italy Tls. | 2 
March, 1916, are taken from the recently- а official trade г pii aM arn аны 
statistics; the figures for the year ended March, 1915, are Machine belting — 
included for purposes of comparison, and notes of any in- From United Kingdom 62,000 Ho 000 + 54,000 
creases or decreases are given. Imports stated to be from » Germany ; 13,000 2.000 — 11,000 
Singapore and Hong-Kong are for the most part the products ,, Other countries 7,000 15,000* + 8,000 
of other countries shipped viá these two ports:— 
1914-15. 191516. Inc. or dec. МИ оо Леоне 
Parts of lamps.— Ticals. ^ Ticals. Ticals. *Japan Tis. 3,000. 
From Hose Roa Р о 000 E nee Iron and steel wire manufactures.— 
Ri United Kingdom M 11.000 94.000 4 13.000 From United кшш 48,000 79,000 + 31,000 
A Germany... .. 50  -—— - 500 » Germany 12000 1,000 – 1100 
United States | = | » Belgium 10,000 — ат 10,000 
» 7,000 5,000 2,000 : 
” Other countries 1.000 5.000* — 9:000 „ Other countries 8,000 65,000* + 57,000 
Total 47,000 aie 1,000 Total 78,000 145,000 + 67,000 


*United States Tls. 46,000. 


| 1914-15. 1915.16. Inc. or dec. 
Railway material — Ticals, Ticals. Ticals. 
From United Kingdom .. 529.000 201,000 — 328 000 
» Germany os -280,000 — — 230,000 
^ Belgium 2 — — 284,000 

» United States 288,000 70,000 — 218,000 
^ Other countries 3,000 62,000* 4- 59,000 


Total --- 1,284 000 
*India Tis. 30,000. 


Cars or trucks for railways or tramways.— 


333,000 — 951,000 


From Germany es 4,000 — >= 4,000 
» United Kingdom 233,000 357,000 + 124,000 
» United States 5,000 — — 5,000 
» Other countries 40,000 — — 40,000 

Total 289.000 957,000 + 75,000 


Caoutchouc manufactures, other than tires. — 


From Singapore sy 55,000 75,000 + 20,000 
» United Kingdom 28,000 30,000 + 2,000 
++ Germany E 11,000 1,000 -— 10,000 
»» Other countries 7,000 13,000 + 6,000 

Total -. A 101,000 119,000 + 18, 
Note: £1 = about 13 ticalg. 
————— 
NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED), 


Published ез essly for this journal by Messrs. W. 
Electrica Patent Agents, 285, High Holborn, 
Liverpool and Bradford, 

e 


16,588. “ Electric flashlamps or torches.” үу. FENTON. November 20th. 


16,591]. “ Two-way master switches for actuating sets of contactor switches 
or reversing motors of planing machines, &c.'' J. G. Ѕтікк. November 90th. 

16,600. '* Portable electric. battery torchlights,'* E, NUTTALL. | November 
20th. 


P. THomrson & Co., 
London, W.C., and at 


16,609. “ Speed regulating mechanism for electric motors.” British Тном- 
SON-HoUusrON Co. (General Electric Co., U.S.A.). November 90th. 


16,610. “ Electrica} Switchgear," F. BERGMANN (Igranic Electric Co.). 
November, 20th. 


16,611. « Overhead trollevs for tramways and railways.” C. H. Moore, 
R. H. Moore. November 20th. 

16,633. '' Means for signalling with electric lamps." A. J, САЅНМОКР, 
November 20th. 
wt “ Electric lampholders, adapters, $c." J. С, Wuite. November 

st. 


16,641. “ Sparking plugs for high-compression engines.” 
November 21st, 


16,648. * Sparking plugs for internal-combustion engines." A. S. FLETCHER 
AND S. SMITH & Sons. November Qlst. 


16,652. “ Method of supplying power to electrically-propelled trains with- 
out continuous conductors." A Burns. November 21st. 


16.661, *' Electrodes for welding." М. М. Irving. November 21st. 

16,695, “ Electric signalling." H. GREEN. November 22nd. 

16,696. “ Tram rails," M. E. Morcan & W. A. Morcan. November 22nd. 

16,708. “ Electric device for stopping railway trains that have run past 
signal." Y Wurrzsipz, November 22nd, 


16,710. “ Combined pocket and suspension electric lamp." С, R. Hau. 
November 22nd. 


16,731, “ Electric flashlights, torches, &e,” J. Fannrw. 


16,737. “ Radio-telegraph and telephone stations.” 
en.ber 22nd. 


16.749. “ Brakes on electric tramcars, &c." 
TUI NER. November 22nd. 


16,760. “ Dynamo-clectric machines for starting and lighting systems, &c."’ 
A. E. Wirrg (U.S, Light & Heat Corporation), November 22nd. 


16,789. ** Means for attaching and securing electric lamps." Н, M. Arms- 
WCRTH..— November 23rd. 


16,800 ** Ohmmeter.”” B. P. Romar. November 23rd. 

16.835. * Relays." W, H. Davis. November 24th. 

16,839, « Trolley-wheel guide for tramcars." November 24th. 

16.841. “ Meth yd of attaching circuit-connecti ig wires on pocket electric 
battery, torch, &c." Е С. ТАммАрСЕ & F. К. TAMMADGE. November 24th, 


16,849, “ Apparatus for Preventing inverse currents in secondary discharge 
of induction coils.” C. E. S. ри, November 24th. 


16,550. *' Electric reflectors," A, SUTTER. November 24th. 

16,855, © Cooling sparking plugs of internal-combustion engines," А, р 
Eavkin, November 24th. 

16.861, © Apparatus {ог circular 
machines,” NORREL. Novenber 24th. 

16.862. “ Connection for electric leads." 
Et Cir. November 24th. 

16.867, “ Dynamo-electric machines," Britisy WESTINGHOUSE ELECTRIC AND 
MANUFACTURING Co. November 24th. (ULS.A,, December 8th, 1915.) 

16,890, « , pparatus for indicating and measuring small electric currents." 
А W. SHARMAN., November 24th, 

16,892, « Telephone instruments,” 
К. Roose. November 24th. 


16.897. ** Means for automatically rendering defective telegraph signals 
uniform, and for storing them up Preparatory to transmission.” А, FRasER 
AND EASTERN TELEGRAPH Co. November 24th : ` 


16,900. “ Searchlight, &c., operating gear or mechanism." 
AND W. R. CHADBURN, November 95th. 

16,907. “ Connection of electric cables to junction boxes, &c."' BRITISH 
INSULATED & Hetssy Слз, Lip., ano R. W. Blanes, November 95th. 


16,908, «“ Attachment of electric lamp to holders," $, BERRY, C. H. TAYLOR 
Ano QO. GRUNDY, November 25th, 


16,944. ** Electric Switch." С, 


W. A. LEBETER. 


November 22nd. 
F. G. Simpson. Nov- 


R. H. WILKINSON & W. H. 


P. CLerceT $ Soc. CLERGET, Buin 


INTERNATIONAL ELECTRIC Co. & H. F. 


W. CHapsunN 


MARKT. November 25th. 
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PUBLISHED SPECIFICATIONS, 


1915, 


14,111. ELECTRO-MAGNETIC Power TRANSMISSION GEARING. H. Zoelly, Octo. 
ber 5th, (Convention date, October 6th, 1914, Switzerland.) 
14,742. TELEPHONE EXCHANGE AND LIKE PLucs, 


А. Marr. ‘Ocet 
(April 19th, 1916) ober 19th, 


15,448. Circuit CONNECTIONS ор ELECTRON DiscHarce APPARATUS, British 
Thomson-Houston Co. i November 9nd. 

15,579. TELEGRAPH AFPARATUS, W, J. Mellersh-Jackson (Western 
Telegraph Co., U.S.A). November 4th: 

15,762, ELECTRICALLY-CONTROLLED CLurcuEs. W. Langdon-Davies, A. Soames 
апі Naamlooze Vennootschap de Nederlandsche Thermo-Telephoon Maats- 
: chappij. November 8th, 

16,053. AUTOMATIC PROTECTIVE Grag FOR ELECTRIC Systems. M. Rosebourne 
(formerly Rosenbaum). & Е. А. Couse, November 13th. 


Union 


16,056. LIGHTNING ARRESTERS. E. C. R. Marks (Bancken). November 13th. 

16,058. Ег ксткіс Surry Meters. НҢ, О, Merriman & T. Speirs. Novem. 
ber 13th. l 

16.290. Рортлвів ELECTRIC BATTERY Lamps, B. Pordes. November 18th, 

16,854. 


DYvNAMO-ELECTRIC MACHINES ОР tug COMMUTATOR ТҮРЕ, M. Walker. і 
November 30th. 


17,060. CONNECTION BETWEEN ELeEctRiIc INCANDESCENT LAMPS AND Horbpzns, 
S. Fildes. December 4th. 
17,128. ELECTRICALLY-DRIVEN VEHICLES. British 
(General Electric Co., U.S.A.). December 6th. 
17,166. Exvectric REGULATING Systems. D. F, Campbell. 
17,570. REVERSIBLE ELECTRIC STEP-RY-STEP 
Parsons & A. E. J. Ball. December 16th. 


19168. 
The numbers in brackets are those under which the specification will be 
printed and abridged, and all subsequent proceedings will be taken. 


358. ELECTRIC LISHTING SYSTEM ор Circuits. H, Wrigley, January Bth, 
1916. [101,985.] 
[101,898.] 


951. ELECTRIC INDICATORS. Р, M. Lincoln. January 30th, 1916. 
1,116. FLUID-PRESSURE-CONTROLLED COLLECTORS FOR ELecreciry, Vacuum 
Brake Co., H. J. Dover & W. P. Walker. January 24th, 1916. [101,737 ] 


1,628. ELECTROLYTIC APPARATUS FOR LAUNDRY AND OTHER Нүсівміс PURPOSES. 
E. Reuss & V, Roberts. February 3rd, (Patent No, 101,820.) 


2.242. TELEPHONIC RECEIVER. A, Williams & L. p. Williams, Februacy 


Thomson-Houston Co. 


December 7th. 
Ratcnet MECHANISM, [НҢ 


15th, 1916. [101,996.] 
2,328. ELECTRIC DiscHarce VACUUM ТОвЕЅ. $, Dushman. February Roth, 
2,552. MINERS’ Evectric Намо Lamps. A. H. Railing & A. E. Angold. 
February 2lst, 1916. [102,001.] 


1915. [100,104.] 
2,584. ELECTRIC FuRNace. W. J, Wrighton. February 19th, 1915. [100,093 ) 


2,600. ELECTRIC SuPPLY Meters. Landis & Gyr Soc. Anon. February 22nd, 
1915. (Patent No. 100,109.) 

2,986. Exectric CasLES. T. O. Callender and Callender's Cable & Con- 
struction Co, February 28th, 1916. [101,914.] 
.. 8,062. SrARKING PLUGS FOR iNTERNAL-COMBUSTION ENGINES. А, T. Austin. 
March Ist, 1916. (Patent No. 101,828.) 

3,084. ELECTROLYTIC PRODUCTION op Sopium PERBORATE. Deutsche Gold 
and Silber-Scheideanstalt Vorm Roessler. March 10th, 1915. [100,152.] 

4,752. COMBINED ELECTRIC LAMPHOLDERS AND Switcues. W. Donovan. 


March 315, 1916. [102,012.] 


4,806. ` ELECTRIC SIGNALLING SYSTEMS AND APPARATUS, PARTICULARLY 
ARLE TO AUTOMATIC MULTIPLEX PRINTING TELEGRAPHY. A. F. Dixon. April 22nd, 
1915. [100,306.] · 

5,750. ELECTROLYTIC REFINING oR E TRACTING Process. 
Metals Refining Co. April 20th, 1915. "100:3185 

6,260. TRoUGHING OR TRays ров ЕЕстк1С Conpucrors, Сомриттѕ, Pirrs, 
AND THE LIKE. May 2nd, 1916. [102,015.] 
7,275. ELECTRIC HEATING APPARATUS, 

] 


United States 


E. Erichsen, May 22nd, 1916. 


9,139. SWITCH-OPERATING MECHANISM FOR USE WITH ELECTRIC TRANSPOR WER 


STARTERS AND THE LIRE. Barraclough. June 29th, 1916. (Patent No. 
101,853.) | 


9,826. Time-Limit ELECTRIC Relays. British Westinghouse Electric and 
Manufacturing Co. July 12th, 1915. (Patent No. 100,892.) 


10,099. Mu.riPLE CONTROL APPARATUS FOR ELECTRIC RAILWAYS. Akt. Ges. 
Brown, Boveri et Cie. July 29th, 1915. [101,023.] 


i : m M анааран 
арваараа ——_— 


A Metric System Ready Reckoner,—A handy and ingenious 
ready reckoner for use in converting British into metric measures 
and vice versa, has been issued by MESSRS. EDWARD LE Bas & Co 
of Dock House, Billiter Street, E.C.. 
Combination’ Metric Ready Reckoner. The copyright is attributed 
to Mr. C. T. Evennette. The tables provide for the conversion of 
the .units of length, area, volume, and weight in common use, ng 
well as a variety of compound units, and are conveniently arranged 
for rapid computation, advantage being also taken Of type in three 


кь, 


under the title of “The 


ст.2, our main criticism, as in Previous cases, is directed to the 
illori igni The equivalents for 
inches, sq. inches and cb. inches are given in some instances to 3 
figures, in others to 5 : for feet, from 3 to 7 : for yards, from 4 to 


commercial transactions ; at least four should alwa be wiven, 
even if some of them are ciphers ; if the fifth fizure is given, it 
might with advantage be in smaller type, or subscript. 
may be thought of little moment : it is, however, of im portance — 
not only as embodying correct ideas of physical measurements 
but also because an array of 6 to 8 figures alarms the man in the 


to no fewer than 10 figures ! 
more than 7. with the utmost refinementa. 
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DEMOBILISATION AND 
RECONSTRUCTION. 


WHILE there are indications that we are on the eve 
of great events in respect of further national organi- 
sation of our resources for the successful prose- 
cution of the war, there.is no disposition to leave 
such matters as demobilisation and reconstruction 
after the war to settle themselves. The prime busi- 


ness in hand at the moment is the determined prose- 


cution of the war to complete victory’ over the 
pcwers that were mainly responsible for the world 
holocaust begun in August, 1914. But we shall 
ocmmit a graver disaster than perhaps even the 
war itself unless we prepare, as far as practicable, 
immediately for some of the things which will in- 
evitably ensue when Peace can be definitely relied 
upon. Therefore, the publicity which has been 
given during the past ten days to reports on de- 
mobilisation problems and reconstruction proposals 
cannot be considered ill-timed merely because we 
are passing through re-arrangements of the Cabinet 
and the dull days of,the third winter of the war. 
The report of the Joint Labour Committee on 
Labour Problems expresses the studied conclusions 
of a sub-committee representing various Labour 
ofganisations. It is estimated, as far as it is pos- 
sible to foresee matters at the moment, that any- 
where between 6,000,000 and 8,000,000 persons, 
seven-eighths of whom are men, will be discharged 
or, may we be allowed to. say, removed or trans- 
ferred, from their present employment. Some mil- 
lions of them are exclusively engaged making what. 
are comprehensively described as munitions of war; 
many of these will, we suppose, find plenty of other . 


. business awaiting them im the same works.as soon 


as material is available. Other millions are prob- 


ably doing more or less ordinary work now in place 


of men who will expect to return to their former 
positions. If ever it were necessary to prepare for 
an event in advance in order to avoid calamitous 
consequences, it surely is so in respect of this ‘‘colos- 
sa! general post in industry," as it has been aptly 
described. It is considered by the Joint Committee 
that demobilisation will extend over two or three 
ycars, and a number of detailed suggestions are 
advanced as to provision that should temporarily be 
made available both for the changing munition 
worker and for the returning soldier, disabled or 
otherwise. These details will form parts of a policy 
which will have to be nationally elaborated in order 
that the burden may be spread as equally as possible, 
and the State will necessarily have to bear a con- 
siderable share in the inevitable cost, for it is as 
much a war expense as is the cost of mobilisation. 
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There will be need for the greatest possible con- 


sideration, tact, and diplomacy if we are to avoid . 


widespread grievances, for already the soldier does 
not hesitate to show how keenly he feels the un- 
equal sharing of burdens which deprives him of his 
all in order that he may fight, while his next-door 
munitions-working neighbour battens fat on war 
earnings. Whether and what unemployment com- 
pensation shall be granted, and the precise nature 
of the machinery to be set up for finding occupations 
for workless men and women, these and many other 
like pomts will require before long to be taken 
seriously in hand by the new Government, but for 
the present the one really pressing and important 
thing is for the most efficient possible organisation 
to be established. For some time past there has 
been a Reconstruction Committee of the Cabinet 
receiving and considering all sorts of proposals con- 
cerning ''after the war," but we opine that the 
late Cabinet made little advance, its wheels being 
heavily clogged with the conduct of the war. We 
have so many committees at work that it re- 
quires a master mind to remember exactly how all 
tbeir different duties are co-ordinated, but the new 
Government will find it necessary to settle seriously 
down to consider these reconstruction problems 
while the War Council wages war without undue 
waste of time in controversial questions. 


But while the Joint Conimittee of Labour has 
studied its own special questions, and while the 
Cabinet Reconstruction Committee has '' received "' 
proposals, the Labour Adviser's Department and 
the Pensions Schemes have not neglected certain 
very definite aspects of the anticipated situation. 
And beyond all these, and by no means the least 
important, the great Federation of British Indus- 
tries has been assiduously at work. This magnifi- 
cent organisation, a more powerful industrial fede- 
ration, we believe, than has ever before been brought 
into being here, counts among its members most 
of the great British engineering and industrial com- 
panies and works. Formed with many worthy 
objects, all of which will receive their share of 
attention in due course, it has, and we think rightly, 
first concentrated its combined experience and 
strength upon certain aspects of internal industry 
a3 they must occur after the war. It has, at a 
meeting held in London, of which reports have been 
published in the daily Press, adopted a number of 
proposals. In the belief that these proposals form 
a reasonable basis for timely and profitable reflec- 
tion and discussion, we print them in full below: — 

1. That the cordial and whole-hearted co-operation of em- 
ployers and employed will be the most important element in 
the success of any scheme for dealing with the reinstatement 
of the men of the Forces and munition workers in civil em- 
ployment, and the general redistribution of labour after the 
war, and for handling any subsequent problem of unemploy- 
ment or labour dislocation. 

2. That no machinery now in existence can adequately 
deal with the reinstatement in civil employment of the pre- 
sent Forces. 

3. That powers should be obtained from Parliament to set 
up without delay a Central Statutory Board to regulate and 
supervise (a) the reinstatement in civil employment of the 
present Forces; (b) the settlement in normal employment of 
civilian workers now in Government or controlled establish- 
ments; (c) any general redistribution of labour arising out of 
the war. Appropriate transfers of existing powers and duties 
will have to be made by the various Government Departments 
to the Central Statutory Board, so that complete authority 
shall be vested in the new Board. 

4, That not less than two-thirds of the members of this 
Central Statutory Board should be representatives of em- 


ployers and employed in equal numbers, such members being 
appointed by the Crown from associations of employers and 


work without delay. 


from the Trade Unions of the United Kingdom respectively 
the remaining members of the Board to include representa. 
tives of Government Departments, &c. 

9. That where a Trade Union, by arrangement with em- 
ployers' associations, is capable of placing its members in еш. 
ployment, it should be competent for the Central Board, if it 
deems it to be in the national interest, to delegate to the 
‘Trade Union in question the responsibility of dealing with 
the reinstatement of its own members. 

6. That Local Boards should be established wherever necer- 
sary to assist the Central Board. Such Local Boards to have 
the same proportionate representation as is provided for the 
Central Board. 


7. All expenses properly incurred by the Central and Lol 
Boards should be paid out of moneys provided by Parliament. 

The Secretary of the Federation, Mr. R. T. 
Nugent, has written to the Press stating that these 
are the proposals of the most important and repre- 
sentative industrial organisation in the country, 
which comprises among its members numerous large 
firms and over 40 associations in the iron, steel, 
engineering, shipbuilding, textile, dyeing, brewing 
electrical, chemical, and other industries. These 
proposals, he states, constitute the first attempt of 
a representative body of employers and Trade Union 
leaders to make suggestions for the solution of one 
of the great post-war problems on definite and prac- 
tical lines. The organisation sees, as do most 
others who have studied the position of Labour as 
it has developed in war-time, that unless there can 
be far greater agreement between Capital and 
Labour in future than there has been in the past. 
we cannot ''carry on" prosperously and efficiently 
as an industrial nation after the war. And we can- 
not possibly expect to reach any state of after-the- 
war co-operation of Capital and Labour unless we 
strain every nerve to secure the redistribution of 
Labour in the process of demobilisation with the 
absolute minimum of grievance and friction. We 
must all agree that ‘‘ the cordial and whole-hearted 
co-operation of employers and employed will be the 
most important element in the success of any 
scheme " bearing on that matter. Тһе movement 
to secure industrial harmony, or an “‘ andustrial 
truce ” is, to our minds, one of the most important 
next to the conduct of the war itself; another, of 
course, to which it is closely related is after-the-war 
trade organisation and national policy in regard 
thereto. We trust that the Federation and the Joint 
Labour Committee will be able to so influence the 
new Government that the very necessary organisa- 
tion, fully representative of both employers and 
employés, which the situation demands, shall get tc 
In our new efforts at national 
reorganisation let us mobilise the right men for this 
particular national service. 


MORALS FROM GERMANY ! 


WE suppose that few men in the City of London 
will be credited with a shrewder insight into financial 
and general commercial affairs than Mr. C. J. 
Stewart, the Public Trustee. Prior to the war it 
had been his duty to investigate the affairs of manv 
a business which had fallen upon bad days, and some 
large concerns it was his privilege to personally 
take in hand and pilot into happier times. We be- 
licve that there is nothing but admiration for the 
excellent way in which- he organised and controlled 
the Public Trustee's Department for the matters 
which came under its peculiar care in pre-war davs. 
With the European war, and the necessity for us tc 
deal with German-owned holdings in companies 
operating here, Mr. Stewart's duties naturally took 
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on an even more complex character when certain res- 
ponsibility in that connection, was relegated to him. 
Whereas before the war he had occasion fo investi- 


gate the operations of many a British concern, dis | 


covering points of weakness which had occasioned 
failure, he has during the war had to go most 
minutely into the doings of successful companies and 
businesses in which German capital and German 
influence have been important factors. He could 
tell us a great many things to interest us did he feel 
free to speak the manifold details that are in his 
mind, and we hope that in due course he, as 
well as those who have had to do with the 
supervision, control, and winding up of com- 
panies, under the Trading with the Enemy Acts, 
will be free to unburden himself in the interests 
of the future welfare of British and Allied com- 
merce and industry. He has, we are clad to say, 
already delivered an address to the City of London 
Tradesmen’s Club on ‘‘ The Public Trustee and the 
War," and those who have a mind to criticise every- 
thing that is done by public departments which have 
to handle the war-time. difficulties of enemy trade 
connections, finance and influence, might do worse 
than read that speech in order to understand how 
great some of those difficulties and problems are. 
Compelled to avoid the detail, we fasten upon two 
pieces of counsel that he has given us as the result 
of his unique experience. He says that it is no 
exaggeration to say that 85 per cent. of the enemy 
companies dealt with by his Department were pay- 
ing companies. In this respect he felt obliged to 
give the enemy his due. But why did they pay? 
Fartly because it had been the custom of most of 
these companies ' to write everything down to the 
bcne." Goodwill was always written off. as were 
big depreciations also. '' These companies were in 
a very strong position, and it was really a lesson 
to some of our own joint stock companies to see 
how the German companies acted in this respect.” 

We do not forget that Mr. Pownall, the President 
of the Institute of Bankers, was careful in his ad- 
dress, referred to here a few weeks ago. to point 
out tliat there were no company promoters in Ger- 
many. When we are inclined to sit in reflective 
mood remembering some of our modest efforts to 
ensure the soundness and stability of British elec- 
trical industry, we recall many an occasion when 


‘the ELECTRICAL Review referred to the readiness 


of some British companies to carry the pro- 
moter's legacy of goodwill, ог to allow patents to 
stand at what seemed to us extravagant figures, or 
to fail to provide properly for depreciation—who 
dces not remember glaring cases of failure to write 
down huge stocks to their proper figure, and the 
consequences of such short-sightedness? It is to 
be hoped that engineering and electrical companies 
who are making war profits will use a fair propor- 
tion of such funds as ате left, after '' Excess 
Profits ’’ taxes have been taken, to rendering their 
balance sheets as clean and healthy as possible. 
Mr. Stewart, at any rate, holds up the German con- 
cerns as examples as a result of his personal 
investigations, and our’ readers will have learned 
from our pages what has been the practice of the 
great Teutonic Electrical Trusts. There are some 
excellent examples of the same sort of thing where 
ace and patents have practically disappeared 
rom British electrical manufacturing balance sheets, 
but there are others which may not be free from the 
influence of the past so soon as one would wish for 
their good. We can quite believe that a student of 
the past would blame some of our electrical finance, 
as strongly as others blame some of our legislation, 
for the shortcomings of the electrical industry. 
Another point referred to by Mr. Stewart, and 
one upon which we have frequently laid emphasis, 
is the generosity which these German-owned com- 
panies displayed in dealing with their staffs. We do 


' Cclonies. 


not, of course, say that it is general for Britisk 
concerns to be ungenerous, but there are businesses 
which are frequently described to us as ‘‘notoriously 
bad payers.’’ In our opinion, this must inevitably 
prove in the long run a “penny wise and pound 
fcolish " policy. Englishmen who have worked for 
German, or partly German, electrical concerns here 
have told us again and again that they certainly had 
no sentimental preference for working for foreign 
companies, but German firms, knowing the value of 
a good man to them, and observing the British 
indisposition to pay electrical men a reasonable 
remuneration, did not fail to take advantage of the 
situation. They have undoubtedly, in.certain well- 
known exceptional cases, paid very high figures in 
order to get a British commercial engineer to con- 
duct their operations at home or in the British 
Mr. Stewart says:. '' They seemed to 
think it paid well to give the best treatment to their 
rien." | 
There is a growing conviction that skilled and 
other factory labour must be better paid if it is to 
yield the best results in industry. Is there no room 
for improvement in dealing with the man who does 
not perform the manual labour of the works, but is 
the brains, or the business-getter of the organisa- 
tion? We are not suggesting that, taken as a whole, 
Germany pays her own engineers better than Britain 
dces hers, but she certainly has shown a better 
appreciation of the value of the men to whom she 
lcoks to develop her industrial operations, and Mr. 
Stewart's remarks will not be wasted if they serve 
to.remind British traders and manufacturers of this 
one detail of German organisation, in which the 
Teuton has undoubtedly reaped an advantage. 


THE current issue of the Journal of the 


Institution Notes. Institution of Electrical Engineers affords 


further evidence of reform in procedure on the part of the 


Council, which will be welcomed by all who have the best 
interests of the Institution at heart. Very little is known 
by the general body of members regarding the work that is 
done by the Council, its numerous Committees, and its 
official representatives on other bodies ; hitherto, apparently, 
it has been the policy of the Council to do good by stealth, 
and only those who are enabled to obtain a glimpse of its 
inner workings can form an adequate or just idea of the 
really enormous amount of work that is performed by the 
self-sacrificing Members of Council and their nominees— 
not even the personnel of the various Committees, яв a rule, 
being divulged. However, a long step has now been made 
towards a reasonable measure of publicity, by the publica- 
tion of a list of representatives of the Institution on 11 
external Committees, Boards, &c., that are engaged on 
* work of national importance," and of a list of members of 
11 Institution Committees (with numerous Sab-Committees), 
together with the names of representatives of other bodies 
who are not necessarily members of the Institution. The 
publication of these names cannot fail to strengthen public 
confidence in the recommendations of the Committees, or to 
reassure members as to the activity of their leaders, and will, 
we feel sure, prove beneficial to the Institution. 
Nevertheless, we are not yet satisfied. To ask for details 
of the proceedings of the 21 Committees, Sub-Committees, 
and Panels would obviously be unreasonable, but need the 
Council carry on its deliberations always behind an im- 
penetrable veil of secrecy ? We hope that we may yet see 
in the Journal at least a précis of the Council’s proceedings 
and conclusions, and that it will take the members more 
fully into its confidence, and concern itself more intimately 


with their personal welfare. 


In conclusion, our congratulations are due to the Insti- 
tution on the fourth list of military honours, the ninth list 
of members on active service, and the fifth list of promotions, 
&c., all of which show how nobly the members of the elce- 
trical profession have responded to their country’s call. 
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RESISTANCE STEPPING OF MOTOR 
ACCELERATING RHEOSTATS. 


By L. BOOTHMAN. 


THis is rather a hackneyed subject, but the following, culled 
from practical experience, outlines some points not mentioned 
in the many articles that have been written on this matter. 
Incidentally, it tends to simplify the determination of the 
necessary data for the greater number of motor applications 
with equally good results to those more elaborately 
calculated. 

An ideal starting rheostat, from a smooth acceleration 
and current stability point of view, would give a straight 
line acceleration, t.e., the resistance is decreased uniformly 
at & uniform rate. This is so, regardless of the type of motor 
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or its characteristics, and is practically fulfilled by the liquid 
rheostat. 
The larger number of rheostats used, however, cut out the 


resistance in a definite number of steps, so that a straight - 


line acceleration is not desirable solely on account of the 
variable current, torque, and consequent acceleration 
impulses that would result. 

For theoretically limiting the current during starting 
between a maximum and minimum amount, often the 
resistance is stepped out in a geometrical ratio, obtained 
graphically, by calculating or setting of the slide rule. In 


the case of D.C. or А.С. motors the armature or rotor . 


resistance is required to be known. With series or 
compound-wound D.c. motors the resistance of the series field, 
and, in addition, also the saturation curve of the machine, 
should be known, because in all commercial motors some 
degree of saturation is present, and the increase in field 
current strength does not give a proportional increase in 
counter electromotive force generated in the armature. 
Assume a rheostat that is theoretically correctly designed. 
Now if the operator does not pause sufficiently on any contact 
to allow the motor to attain its maximum speed for that 
_ Step, the current rush on the succeeding step will be higher ; 
also if the actual load on the motor is less than the assumed 
Joad taken into account when calculating, then after the 
first current increment the remainder are of less amplitude. 
The momentary starting torque and current of a motor 
under load are almost necessarily greater, owing to 
inertia, than when accelerating. Where the load torque 
increases with the speed, as with centrifugal pumps and 
ventilating fans, and during the accelerating period of 
hydroextractors, the current increases with increasing speed, 
and, therefore, the increments are damped. With motors 
possessing a series field, the self-induction of the field wind- 
ing helps to damp these increments, and the increase in field 
strength raises the torque more than in the case of a shunt- 
motor, therefore the motor accelerates at а quicker rate. 
With А.С. motors the choking effect of the windings is 
greater than for D.c. motors, and therefore the current in- 
crements are still less. Especially is this the case with 
smali a.c. slip-ring motors having a large number of turns 
on the windings, and calculations based on open-circuit 
slip-ring voltage and current, with the rotor stationary and 


full voltage on the stator, will not allow the assumed current 
to flow. 

A point sometimes overlooked is that in the case of 
constant-torque machines the time required for acceleration 


‘is in proportion of the total time to the amount of resistance 


cut out at each step ; the capacity of the resistance should 
be designed accordingly. On cutting out a.section of resist 
ance the rate of acceleration is increased, and as the motor 
gains in. speed, gradually decreases, but the average rate 
can be taken as constant. | 

In the actual manufacture of rheostats, use has to be 
made of an available range of standardised resistance unite 
which have fixed and definite steps, and which are com- 
mercially very good if accurate within a 5 per cent. ohmic 
variation. Cast alloy resisters vary as much as 20 per cent. 
in ohmic value from their designed standard, due to varia- 
tions in material, &c. Carbon resistances vary in their 
ohmic value from time to time, due to humidity, contact 
pressure, and other causes depending on their design, in 
addition to the inherent negative temperature coefficient 
of carbon, while some metals in use have a positive 
temperature coefficient, and thus by the time the 
later steps are reached their resistance has already 
changed. This alteration is again a variable quantity. 
depending on the temperature attained. Even when the 
resistance steps are carefully calculated, especially where э 
standard line of starters is developed and kept in stock, a 
theoretical source of error occurs immediately if the 
machine resistance assumed differs from that of the actual 
motor that the rheostat controls. All this tends to nullify 
the nice calculations that have been made, and only in 
exceptional cases is there any need for them. Users of 
electrical apparatus are more concerned with their practical 
immunity from breakdown than with any supposedly 
theoretical accuracy in design. 

In general, the number of starting steps is already fixed, 
depending on the type of controller, and the- stepping can 
be quickly made by means of the curves here shown, select- 
ing one according to the acceleration and type of rheostat 
required. The curves are plotted to percentages of total 
rheostat ohms and steps, and preclude any necessity for 
knowing armature resistance, &c. It is immaterial whether 


the motor is started under load, as the total resistance 18 
determined by the torque, i.e., current required at starting. 
The straight line in fig. 1 is drawn for comparison. The 
curves represent the rate of motor acceleration. With 
motors exerting a constant torque they also indicate 
approximately the speed of the motor in R.P.M. at any point 
during starting (assuming the motor has been allowed te 
attain its maximum speed for. that step), the time required 
to reach that speed, and the voltage drop across the motor. 
This is all expressed in percentage of the normal. For 
given conditions the total energy dissipated in resistance 
during starting is practically the same for all curves. 

Curve А is а typical geometric ratio stepping. For the 
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faceplate type of rheostat, I do not recommend this, as the 
comparatively large voltage drop between the first contacts 
ig liable to create arcing. | 

Curve B is preferable, and with series motors it gives a 
more uniform acceleration with less current variation than 
would Curve À | 

Many “ slow-motion " or “ step-by-step '* rheostats, either 
hand or automatically operated, give an equal time interval 
on each step. If geometric stepping is used for: these, and 
the motor is accelerated to its corresponding speed on the 
first contact, then the succeeding time intervals are in an 
increasingly greater ratio than necessary, increasing the 
amount of resisters required, and lengthening the total time 
for acceleration, with greater energy loss in the resistance. 
In practice a compromise is often made between this and 
equal stepping, as per Curve C. The current increments 
that ensue, it is found, present no difficulty, and it is often 
more important with starters possessing only a few steps to 
have a more uniform acceleration than to have regard to 
these increments. Compare this with the auto-transformer, 
star-delta, and series-parallel starting of A.C. motors. 

For starting large motors it is difficult to utilise to the 

best advantage the largé capacity, with low ohmic value, 
Tequired if using resistance that is first of all in series, and 
then cut out in steps. The best plan is to insert a section 
of résistance, and then parallel the others with it successively. 
The curves shown in fig. 2 for D.C. motors are for a five- 
step starter, allowing normal full-load current at starting, 
and a six-step, allowing 60 per cent. on the first contact, 
and attaining full load on the second, using parallel resist- 
ances throughout. The resultant resistance in circuit, with 
the motor at each step, is identical with Curve C in fig, 1. 
The actual ohms (expressed as a percentage of supply 
voltage/full load current) for each section of resisters is 
shown. It will be noticed that the resistance curves for the 
five and six-step starters coincide from one point, and that 
the current curve for the first section of resisters in the five- 
step is exactly the same as the resistance Curve C in fig. 1. 
The amperes for sections 1 and 2 in the six-step starter, 
added together on the various steps, also coincide with 
Curve C. Of course, the actual currents on each step, when 
added, total 100 per cent. of normal, i.e., current incre- 
ments are neglected. Ву these curves it is easy to obtain 
thecapacity of resisters required for any motor and starting 
conditions where these numbers of steps and this acceleration 
are suitable, and similar curves (or, preferably, tables), can 
һе made to cover a range of apparatus. ; 


THE ALEXANDERSON MAGNETIC 
AMPLIFIER. 


Тин two fundamental difficulties met with in radiotele- 
phony, but not in radiotelegraphy, are: the necessity of 
generating & uniform series of continuous or undamped 
electrical oscillations at an exceedingly high frequency,.and 
of adequate power; and the fact that the carbon micro- 
phone, which is still the most convenient and efficient 
instrument for the reproduction of atmospheric vibrations 
In the form of fluctuations in an electric circuit, can deal 
only with very moderate currents and small power. The 
problem of generation has been solved in various ways, 
including the construction of alternators of very high fre- 
uency to the design of Mr. E. F. W. Alexanderson, of the 

eral Electric Co., U.S.A.; the same inventor has also 
devised ari extremely ingenious method of enabling the 
small variations of electric power produced by a microphone 
to be enormously magnified, so as to control power of any 
desired magnitude, and to reproduce faithfully the vibra- 
tions set up by the human voice, on a vastly greater scale. 
Àn account of this invention was given in the General 
Electric Review, and as Dr. J. A. Fleming, in his recent 
course of lectures on “ Long-Distance Telephony," referred 
to it ав of considerable promise, the following description 
may be interesting. The article from which.we derive the 
perticulars was a reproduction of a paper read before the 
Institute of Radio-Engineers, U.S.A., in February last, by 
Mr. Alexanderson and Mr. S. P. Nixdorff. . | 


The fundamental principle of varying an inductance by 
changing the permeability of an iron core was suggested in 
the early work of Fessenden, as a means of changing the 
tuning of a radio antenna ; the magnetic amplifier shown 
in its simplest form in tig. 1 was, on the other hand, deve- 
loped as an accessory to an alternator, in order to take 
advantage of the better mechanical construction of a solid 


- steel rotor, and yet produce the results that could be obtained 


by field control in à machine with a completely laminated 
magnetic circuit. The combination of the constant-field 
alternator with the stationary controlling device produces 
the same effect as a machine with variable field excitation, 


BM CONTROLUNG оа, 
EXCITING Wioreb 


HGN FREQUENCY 
ALTERNATOR 


FiG. 1.—CONNECTIONS -OF SIMPLEST FORM OF AMPLIFIER, 


as regards not. only the proportionality between excitation 
and electromotive force, but also such phenomena as self- 
excitation and instability. | 
If two windings are related to one another and a common 
magnetic. structure, as shown in fig. 1, it is evident that 
there can be no direct transformation from one winding to 
the other; for each turn in the controlling or exciting 
winding в includes both the positive and the negative 
branch of the flux produced by the А.С. winding A, and 
hence no resultant electromotive force is induced in wind- 
ing B. On the other hand, the current in either winding 
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Fic. 2.—CHARACTERISTICS OF AMPLIFIER CONTROLLED BY 
VARIABLE SHUNT.. 


influences the permeability of the common magnetic 
material, and therefore changes the inductance of the other 
winding. | 

If a current flows in either winding of sufficient intensity 
to saturate the iron, the latter is thereby rendered practi- 
cally non-magnetic, and the inductance of the other 
winding is reduced to the value it would have if the coil 
included only air. If, on the other hand, a current flows 
in the othér winding which gives-a magnetomotive force 
equal and opposite to the first, the iron is rendered magnetie 
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again. As the two branches of winding A are relatively 
opposite to winding В, one branch will oppose the ampere- 
turns of winding B on one half-cycle and the other branch 
during the next half-cycle. In order to have any large 
flux variation in winding 4, the opposing ampere-turns 
"must be at least equal to the ampere-turns in winding B. 
The relation of currents is substantially the same us in a 
transformer between the primary and secondary currents, 
although in this case one is an alternating and the other a 
direct ‘current, or a current of different frequency. It is 
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FIG. 3.—AMPLIFIER USED FOR TESTS, 


thus obvicus how current flow in winding A can be 
regulated proportionately to a controlling current in wind- 
ing B. When the magnetic amplifier is used in shunt to the 
alternator, as in fig. 1, it has the immediate object of 
controlling the voltage rather than the current; the com- 
bined characteristics can be derived from the characteristics 
of the alternator when operating on an antenna and at the 
same time controled by a variable shunt across its 
terminals, as shown in fig. 2: It is also possible to connect 
the amplifier in series with the alternator and the antenna, 
but the shunt connection is preferable, because its effect is 
the same as if the E.M.F. of the alternator in the antenna 
circuit were reduced, whereas in the series connection the 
amplifier does not influence the E.M.F., but changes the 
tuning of the antenna, and the working conditions are less 
satisfactory. The two А.С. windings can also be connected 
either in series or in parallel ; this will be referred to 
later. Fig. 3 shows an amplifier used for tests with an 
alternator of 72 Kw. 

- While the power expended in the controlling circuit in 
varying the antenna circuit is very small, there is a large 
amount of magnetic inertia to be overcome, which is equal 
to the energy stored by the change of the magnetic field, or 
the integrated area of the saturation curve between the 
нө where the changes take place, and calls for a wattless 

ow of energy proportional to the energy per cycle, and the 
number of times per second the energy must be delivered 
and returned. "Тһе energy of the controlling field is 
not necessarily equal to the energy of the high-frequency 
field, but is of the same order of: magnitude. The ratio of 
amplification is proportional to the ratio between the 
frequencies of the radio current and the controlling current. 
It is obviously desirable to produce a maximum flux varia- 
tion in the high-frequency circuit for a minimum variation 
in the controlling circuit, and to reproduce in the antenna 
circuit the telephone current in its true shape, and the 
authors discuss the conditions that must obtain at consider- 
able length. А 

The parallel connection of Ње А.С. windings is found 
preferable to the series connection, having greater sensi- 
tiveness, and being able to carry large currents without 
causing instability. In this case the flux variations in the 
two branches of the core must be identical, because they 


desired flux variations. 


produce the same teiminal voltage in the two windings, 
which are connected together; but the currents in the 
windings are indeterminate, because а cross-current of 
unknown strength may circulate between the two coils, 
This induced current tends to oppose any change in the 
average flux, and thus a telephone current in the controlling 
winding would simply cause a corresponding short-circuit 
current between the two А.С. coils without producing the 
But as the a.c. winding need 
operate only at ** radio" frequencies, which are very much 
higher than the frequency of the telephone current, it is 
possible to find a value of a condenser such that it acts as a 
short-circuit for the radió-currents, and an open circuit for 
the telephone current.\ Hence a condenser is introduced in 
series with each of the А.С. coils as shown in fig. 4. 
Without the condenser shown in series with the amplifier, 
the upper curve in fig. 4 shows the relation between alter- 
nator volts and amplifier excitation ; this curve approaches 
the axis of ordinates asymptotically with increasing excita- 
tion of the amplifier, and the voltage can be reduced to zem 
without using an excessive excitation current, во that the 


amplifier can be used as a controlling device for radio- 


telegraphy. In this form it is not suitable for telephony, 
on account of the departure from proportionality. This is’ 
remedied by inserting a series condenser as shown in fig. 4, 
the sensitiveness of the amplifier being at the same time 
greatly increased, so that a much smaller control current 
is needed, but a limit is set to the latter effect by the intro- 
duction of appreciable core loss due to hysteresis and eddy 
currents. The lower curves in fig. 4 show the variations 
of alternator voltage that can be obtained by using 
different values of series capacity, and the corres- 
ponding increases in е sensitiveness of the am- 
plifier, as represented by- the steepness of the 
curves, which also indicate that the increased sensitivenese 
is gained at the expense of range of control, or difference 
between maximum and minimum voltage. All the curves 
show a practically linear proportionality between excitation 
and voltage over almost the whole range available. The 
effect of departure from linear proportionality, and the con- 
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Fia. 4.—CuRVES SHOWING SENSITIVENESS OF ALTERNATOR 
VOLTAGE CoNTROL wiTH DIFFERENT SERIES CONDENSERS. 


sequent distortion of wave shape, is shown in the oscillo- 
grams of fig. 5. | 

The amplification ratio is defined as the difference 
between the maximum and minimum kilowatts output, 
divided by the effective alternating volt-amperes sup lied to 
the controlling winding, and for operation sui le for 
telephone control ranges from 100 : 1 to 350 : 1. | 

A further improvement in sensitiveness can be obtained 
by using a combination of shunt and series condensers, the 
shunt condenser being so proportioned as to make the 
amplifier take leading, instead of lagging, current at low 
excitation, and allowing the alternator to assume ! 
maximum voltage. Fig. 6 shows an alternator output ч 
79 Kw. controlled by telephone ; the two curves оп te 
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oscillograms, which are relatively upside down, show that 
the variation of the alternator voltage is in all details an 
‘almost exact reproduction of the controlling telephone 
current. | "EE 
Apart from telephony, the magnetic amplifier is expected 
to prove of value as a non-arcing key for telegraphy, and 
particularly to make possible high-speed telegraphy at the 


same rate and vith the same means as high-speed automatic: 


ИЙ Volts 


Alternator 


| Amps. E 
| | Amplifier | 
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Fig. 5.—EFFECT oF LACK OF PROPORTIONALITY UPON THE 7; 
WAVE SHAPE, 


Fic. 6.—OsctLLOGRAM SHOWING TELEPHONE CONTROL. 


telegraphy on land lines. Oscillograph records have been 
taken of telegraphic control from 500 to 1,500 words per 
minute. There appears to be no limit to the power that 
might be controlled in this way with apparatus of suitable 
dimensions. | | 
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LINKING-UP—AND FALLING OUT. 


Bv "ROVER." 


THE article, * Linking-up Electric Power Stations," in the 
issue of November 17th, reminds me of some operating 
experiences in America, in cases where two or three stations 
were connected. There was no question of different 
phases or frequencies, these being merely cases of power 
houses of similar systems of supply working conjointly. 
In all instances there was a three-phase system driven by 
Water power. ` 
In the first case three power houses were interconnected— 
опе of 6,600 KW., one of 3,000 KW., and one of 500 KW. 
The largest station generated at 4,400 volta, stepped up to 
14,000 volts on the transmission line, and was 25 miles away 
from the distributing sub-station. The second and third 
вепегаѓед at 11,000 volts direct on to a transmission line, 
and were respectively 7 and 10 miles away from the point 
of distribution. Previously the big station had been 
supplying an area by itself, but at times of peak load it was 
over-loacled, whereas the peak load in the other area happened 
at à different time of the day, so it was decided to link-up 
the two areas. Both systems had a frequency of 60. 
€ interconnecting was done by means of static trans- 
ae 44,000—11,000 volts, with a synchroscope and 
iba b all situated in a sub-station in the main dis- 
i Ing area. It should be emphasised that in the big 
the On there was no opportunity for speed regulation, as 
. ^ governors were set for 60 cycles at full load, and locked 


in that position, In station No. 2 a certain amount of hand 


Ne 22 аә .,. Ра 


regulation of the governors was possible. There was по 
automatic voltage regulator on the system. 

All regulation for synchronising was, therefore, done at 
station No. 2, the operator at station No. 3 being merely 
told to stand by in case of a bad shot. To further compli- 
cate matters, the load on the area supplied by stations Nos. 2 
and 3 comprised a good deal of mining machinery, includ- 
mg various hoists, a 500-H.P. pump liable,to start or stop 
at any moment, and a 400-H.P. compressor which caused a 
variation of load of about 250 Kw. every 35 вес. Add to this 
the fact that the governors at station No. 2 acted rather 
sluggishly, and you will then ‘be able to gauge the state of 
mind of the operator in the sub-station trying to get a 
phase, 7 miles from the nearest power house The tole- 
phone wires were strung on the same poles as the trans- 
mission lines, and hearing was not always distinct. Some- 
times the operation took a quarter, sometimes half an hour, 
but always the staff were worked up to such a pitch of irri- 
tation and profanity that it was only the long distances 
between stations which prevented bloodshed. | 

The connection once made, things went fairly smoothly, 
although а short circuit in the distributing area— no 
uncommon occurrence in a mining camp when suiface 
blasting is being carried on close to transmission lines— 
was liable to shut down all three stations: the connecting 
oil-switch, too, had a maximum relay set for about 1.000 
KW., which occasionally opened when the sub-station 
operator’s back was turned, giving stations Nos. 2 and 3 a 
pretty nasty jar, and temporarily spoiling the harmony 
hetween operating staffs. 

Another supply system, of which I have more or less 
pleasant memories, was also in a mining camp. There was 
also a load of 5,500 Kw. divided between two power houses 
25 miles apart. one station of 5,000-KW. capacity, supplying 
4,000 Kw., and a smaller station of 1,800 Kw., supplying 
1,500 Kw., both stations directly coupled to the same trans- 
mission line. The daily load factor was in the region of 
90 per cent., and the work of operating consisted chiefly of 
hooking the hourly ‘readings and cursing the mosquitoes, 
which made even that slight task hard work. When the 
inevitable short occurred—caused by lightning, violent 
wind storms, or air concussion due to blasting—bhoth 
stations were brought out. The bigger station went back 
on the line first, after five minutes’ interval to allow all 
workmen to get clear, and then when the oncoming load 


had steadied a bit, station No. 2 would connect up, 


switching in one machine after another. 

On this systent fairly cordial relations existed between tlre 
staffs of the two power houses, except for the usual mutual 
complaint that the other station was running at an unfairly 
high power factor. On one occasion, however, relations 


got very much strained owing to shortness of water. 


Low water at the larger station forced the manage- 
ment to disconnect some of the load in the camp, and 
to run only one 2,500-Kw. set instead of the usual two. 
The smaller power house, being situated further down on 
the same river, had perforce to shut down a set ав ме, 
and it was arranged that the larger station should carry 
full load on its one set, leaving the smaller station, with à 
much less load, to do the voltage regulation. This the 
smaller station either could not or would not do, and 
station No. 1 was accordingly sometimes carrying 25 per 
cent, overload, and sometimes running at three-quarter 
load. The superintendent of the larger power house therc- 
upon decided that No. 2 should be forced to do the regula- 
tion, and he had his machine taken off the governor and 
placed: on hand control, with the gate opened to the full- 
load mark. He ran in this condition for about a week. 
The poor operators at No. 2 did not get a moment's rest 
during that week, and had to call in assistance to hook 
their hourly readings. This state of things produced a 
good deal of friction between tle two stations—No. 1 com- 
plaining of the inadequacy of the regulation by No. 2, and 


. No. 2 eursing at having to attempt to regulate a verv 
= P 


variable load on such a small machine. 

Providence, however, straightened things out rather 
quickly, by sending some heavy rainstorms and increasing the 
water supply. But іп the meantime our largest consumer 
had done his best to stir up further strife by developing a 
faulty main switch, This consumer was demanding about 
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1,000 KW., and occasionally his switch opened without 
warning. Then there was a lively time in ‘both power 
houses—one on hand control with the gate wide open, 
and the other carrying about 400 Kw. Station No. 2 lost 
their load completely, and both machines speeded пр to а 
terrific extent. Station No. 1 had to close down on their 
water-wheel gate—not a very quick or easy operation when 
on hand control—and got everything nicely steadied down 


when the consumer started up again, and they had to open. 


their gate once more. At the end о the week No. 2 
declared their governor had broken down under the strain, 
but by this time the water level had risen sufficiently to run 
two machines at the larger station, and peace was restored. 

І think, therefore, that while the development of the 
linking-up of the 38—ог is it 138 ?—London stations will 
prove highly interesting from a technical point of view, as a 
psychological problem it should be of absolutely absorbing 
interest—especially to those operators most closely con- 
cerned. "E 


THE SPERRY SEARCHLIGHT. 


By the courtesy of the Sperry Gyroscope Co., Ltd., 
we were recently enabled to witness the operation of 
the Sperry searchlight, which was described at some 
length in our issue of September 8th (page 250). 
At the present time, searchlight work is of more 
than ordinary interest, and the Sperry lamp, particu- 
larly so, on account of the enormous advance which 
it represents on current practice using the pure 
carbon arc. ae 

This advance is not only shown in the more 
pcwerful beam of projected light, but in the in- 
genious mechanism and adjustments provided. 

The lamp, which we believe is the only complete 
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THe Seerny SraRCHEIGHT; Site Virw, 


one which has:been shown in this country, was the 
90 cm. size, giving a maximum с.р. of from 105,000 
to 112,000, with a wide angle of high intensity, this 
comparing with a maximum с.р. of 44,000 over а 
small angle in the case of the ordinary pure-carbon 
arc 90 cm. searchlight. c M FADUM 
The greater brillianey of the Sperry arc has been 


b 


obtained by making use, in addition to the heated 


crater surface, of superheated vapour produced in 


the arc, which burns in a flame above the latter. 


This result is due to the use of a specially impreg- 
nated positive carbon, the core being so propor- 
tioned that it burns away faster than the carbon 


Shell, thus producing a deep crater. 


Owing to the small size of the carbons, rapid 
burning of the positive carbon is necessary to secure 
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the necessary supply of vapour, and in the 90-en. 


"lamp, the positive carbon is 110 ст. long and i: 


mm. in diameter, burning at the rate of 18 cm. per 
hour, with a normal current of 150 amps. The nega- 
tive carbon is 30 cm..long and 11 mm. in diameter, 
of solid carbon, copper coated. 

The intrinsic brilliancy of the bright vapour in 
the positive crater is about 500 C.P. per sq. mm., 
and the distribution curve is much more uniform 
than in the pure-carbon arc. : ' | 

While the reader is referred to our previous 
article on September 8th for a detailed description 
of the lamp mechanism, we may briefly indicate 
some of its features here. 

To prevent the carbons being burned in such a 
way as to interfere with the formation of a prope” 
crater, and to protect the feeding mechanism from 
the intense heat of the arc, a current of air is forced 


up through the electrode supports, which are narrow 


rectangular tubes designed to offer a minimum ob- 
struction to the light. The air escaping roünd the 
positive holder is so directed as to shield the latter 
from direct radiation and cool и. and also serves to 
hold the arc flame in position and carry off waste 
gases. ` | 

The electrode supports are carried on a rect- 
angular control box, situated underneath the drum, 
and containing all the essential mechanism for 
operating the arc; the cooling air for the electrodes 
is supplied by a small motor-driven fan in the control 
box, and the latter’ box, with the electrodes, 
&c., can be removed bodily from the drum, if re- 
quired, in a few seconds. | 

' The small fan motor, by means of a suitable gear 
train and mechanism in-the positive head, feeds the 
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positive carbon forward; the same motor also slowly 
rotates this carbon in order to maintain the sym- 


metry of the crater and prevent the escape of the 
bright vapour. | | 
The positive crater is kept at the focal point of 


r 


means. of a thermostat and solenoid, its actual 
wh: arc thrown on to a ground glass screen, on 
i ton a line is drawn to indicate the correct posi- 
TOf the positive tip. — | 7 
ture." Automatic control is a most interesting fea- 
place small focusing mirror inside the drum is so 
ONE gj &s to direct a beam of light through a slit on 
' \ Ve of the latter, on to the expansion strip of a 
smal thermostat attached outside the drum, when- 
ever the crater moves from. its correct position, by 
the carbon burning back. This causes the thermo- 
stat contacts to open, de-energising the solenoid in 
the control box, and enabling a clutch mechanism 
tə advance the carbon the correct amount. This 
control system gives satisfactory results, the regu- 
lation being closer than that obtained by manual 
control. , | 
The negative carbon is also fed through its holder 
(but is not rotated), the movement being effected by 
the small fan motor, previously mentioned, under 
the control of a shunt solenoid connected directly 
across the arc, and also placed in the control box. 
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DIAGRAMMATIC VIEW OF THE SPERRY ARC. 


The voltage across the arc can be varied by adjust- 
ing a tension spring which opposes the shunt sole- 
noid. . 

The negative carbon is inclined at an angle of 14 
deg. to the horizontal, the design of the holder 
being such as to cast the minimum shadow on the 
mirror; the negative holder and its support can be 
Swivelled round sufficiently to permit the insertion 
of a new carbon from the front, the turning move- 
ment automatically relaxing the grip of the holder 
1n order to facilitate this. | o Te ы 

The negative holder and support are mounted on 
a sliding carriage on the control box, and when the 
current is off are drawn into striking position by a 
Spring; when the arc is struck they are drawn back 
anto the running position by a series solenoid. 

In order to rapidly disperse the gases produced bv 
the arc, which would otherwise form dense clouds 
r1 the drum, thus obstructing the light, and leave a 

Possibly corrosive deposit on the mirror, and for 
O ther purposes, forced ventilation of the drum is 
П <«есеѕѕагу. | | | 
It is also necessary, especially with a short focal 
©=ngth mirror, to cool the mirror and its supports in 
O—rder to prevent it from being cracked by the in- 
\e=nse heat of the arc. For this purpose, a small 
Weotor-driven extractor fan is mounted in a little 
casing on the top of the drum; this draws air down 


€ mirror either by hand control or automatically 


Position being ascertained by means of an image of 


e 


over the back of the mirror and up across its. face 
to the exit situated over the arc. It has been found 
that large currents of air can be drawn through the 
drum without affecting the arc, which is shielded by 
its own ventilating system, and that fume extraction 
and ventilation can be effectively combined by the 
arrangement adopted. | | Es 

The projector lamp is suspended in trunnions 
mounted on a turntable op the base, in the usual 
way, and arranged for either hand or power train- 
ing the training motors and the series resistances 
for stabilising the arc being mounted їп t.e base. 

It may be noted that the arc strikes up imme- 
diately it is switched on, and on switching off a red 
glow continues for a short period, during which the 
intensely hot carbon tips are cooling; an iris shutter 
is, however, fitted by means of. which the light can 
be instantly controlled or obscured. 

The Sperry searchlight is built in three sizes, for 
бо cm., 90 cm, and 150 cm. projectors; when re- 
quired a remote control system can be provided to 
enable it to be operated from a distance. 

Turning to our views, it will be noted that the 
long positive carbon projects, in a holder, through 
the glass front of the drum; on the operating side 
of the drum are mounted a small case containing a 
combined volt and ammeter, also further back tlie 
thermostat in its case, and above it the ground glass 
observauon screen for the arc. Observation holes 
with dark glasses are also provided оп either side 
of the drum, also a variable resistance to control the 
speed of.the fan motor in the control box. The 
main switch for operating the arc is situated under 
the front of the drum, with a projecting handle, and 
the current passes throueh the two tubular electrode 
supports—which are insulated from the control box 
—to the carbons, silver brushes being prc idcd tor’ 
this purpose in the case of the rotating positive 
carbon. 

In conclusion, it will be seen that. the Sperry 
searchlight represents a great increase in range and 
target illumination, two factors of great importance 
in warfare, where ability to pick up an enemy and, 
at the same time, to blind him, at the earliest 
moment is essential. | i 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. 


THE paper by Mr. J. S. Peck on this subject was discussed by 


the BIRMINGHAM LOCAL SECTION OF THE INSTITUTION OF ELEC- 


TRICAL ENGINEERS on December 6th. An abstract of the paper 
appeared in our issue of December 186. 

Mr. R. A. Снаттоск, in opening the discussion, spoke of 
the advisability of linking-up generating stations, as this con- 
tributed to greater over-all efficiency of the stations and in- 
creased the reliability of general supply. Не thought the 
case for linking-up was quite made out by such considerations, 
and the practical difficulties were not insuperable. 

Мг: A. M. TAYLOR explained by the aid of diagrams that 
the use of Tirril regulators was inadvisable in linked-up 
systems owing to their inability to permit the voltage of one 
ae to adjust itself to variations of conditions in another 
station. 

Mr. К. OnsErriCH referred to two gfeat difficulties.in the 
linking-up of stations, namely, that of the switchgear, which 
must be capable of standing the current of the combined 
systems, and the possibility of heavier surges than would 
occur in the systems when operated separately. 

Dr. G. Kapp said he was not able to agree with the 
author's definition of ''total synchronising power." Appar- 
ently the author took this to be the sum of the excess power 
given out by the leading machine and the deficiencv of power 
in the lagging machine. He thought synchronising power 
should be defined separately for each machine. It was con- 
venient to give the synchronising power in KW. per unit 
electrical degree phase difference 'between^the two machines. 
Dr. Kapp also explained a diagram which he had devised for 
finding the total inductance for any ampere load on the 
machine. In conclusion, he added that when dealing with 
the induction motor and synchronising generator the author 
had pointed out that by making the slip fairly large it was 
almost impossible to overload the link between two stations, 
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and that a smaller set might be used than if both machines 
were synchronous. The two disadvantages mentioned were 
large differences in speed and a bad power factor. These, to 
Dr. Kapp, did not seem to be very serious, whilst the flexi- 
bility of the system and the freedom from dangerous over- 
loading were very important advantages. 

Dr. C. C. GARRARD said that it was probable that the 
lirking-up of the existing generating stations was the most 
immediate and practical step which the electric supply íin- 
dustry might take in the campaign of national economy which 
a prolongation of the war would entail. The success of such 
linking-up proposals would in a large measure depend upon 
the control gear, which must be chosen with regard to the 
iraximum value of the short-circuit current which could 
occur in the place where the switches were situated. Even 
with the existing supply stations it was very doubtful 
whether the breaking capacity of the oil switches which were 
available had kept pace with the growth of the generating 
plant. They could conceive of two stations whose switchgear 
was adequate, having regard to the individual totals of 
plant installed; the effect of linking them up, however, by 
djminishing the inherent reactance of the system greatly 


increased the sbort-circuit current and rendered the whole of . 


the switchgear inadequate. This trouble could be partially 
guarded against by the introduction of reactance in the inter- 
connectors; but if they were to go in for large schemes of 
linking-up it would soon be found that the types of control 
gear available were inadequate, and this would prove a limit- 
ing feature. The largest types of oil switches hitherto made 
had probably been developed in America for overhead lines 
having comparatively large reactance values; it did not neces- 
sarily follow that the saine switches would give satisfaction 
when used with underground cables, as would be largely the 
case with us. This question of control gear for very big 
supply systems was one which should be given special atten- 
tion by the Institution. ‘The American Institute had a 
Standing High-tension 'fransmission Committee, which was 
called upon to report periodically on the general progress of 
high-tension work. The Swiss Society of Electrical Engineers 
also did the same kind of thing, and he sugge&ted that the 
Institution of Electrical Engineers should take this matter 
up. No action of the Institution could be more helpful in the 
advance of British electrical engineering than this. The pre- 
eent haphazard method of leaving it to the individual manu- 
facturers and supply companies and corporations was very 
unsatisfactory, and a co-operative and co-ordinated effort was 
required. The V.D.E. had already issued a report upon this 
very question, but as far as he was aware nothing had been 
done in this country. It was essentially a question of re- 
search. Both manufacturers and users would heartily wel- 
come any information on this subject. He suggested, there- 
fore, that the Institution be asked to form such a committee 
with instructions to report, sav, everv six months. Such a 
committee would have to be thoroughly representative, and 
would not have to consist sunply of a few worthy past-presi- 
dents and vice-presidents nominated in London. It would 
also have to spend a good deal of money, as experiments 
would have to be organised, &c.; moreover, in order to make 
rapid progress it would be necessary to retain the services 
of a good engineer to act as secretary to the cominittee. If 
such an organisation could be got to work, in a very few 
years the problems which were now а source of considerable 
anxiety to many supply companies’ engineers would be solved 
and a great advance made in the reputation of British manu- 
facturers of this class of apparatus. In view of recent 
announcements bv the Government, it was very likely, if 
Proper representations were made, that a grant of money 
пош the Government for such a research might be procur- 
able. 

Mr. C. JoNrES, in а communication, wrote of the improve- 
ment he had been able to obtain in the power factor by the 
use of static condensers. In the particular system with which 
he was concerned three sets had been installed of 340, 400, 
and 600 inicrofarads capacity. These had been in use for 
twelve months without giving the slightest trouble. > e 
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CORRESPONDENCE. 


Lettera received by us after b P.M, ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment, No letter can be published 
unless we have the writer's name and address in our possession, 


Breakdowns of German Plant. 


The articles on German plant contained in your publication last 
week have sent me to certain old letters filed away and almost 
forgotten, and as these deal in some of their paragraphs with the 
matter you are now discussing, they may be of interest to you. 

I give below extracts from two letters after subjecting them 
to such sub-editing as is necessary to make a coherent story, but. 
strictly retaining the sense of the oriyinals whilst doing ко. 

“At the beginning of August we were informed that no more 
breakdowns should occur, so No. 5 yenerator burnt out its rotor that 
evening ; a fortnight later it was running again and No. 3 generator 


burnt out its stator, the trouble being bad stator jointe which set 


` the insulation on fire. When No. 3 generator was repaired, No, 5 


generator broke down again with a burnt-out stator and the core 
had to be rebuilt; No. 5 generator was back at work again only a 
few days when No.1 generator broke down, owing to the rotor 
banding coming adrift. The air pumps have also given a lot of 
trouble, probably owing to light shafts The five generators are 
built by ‚ 10,000 Kw., 1,000 R.P.M., 5,000 volts." 

‘We have had a good deal of trouble on the cable system, the oil 
switches blowing up, and scattering the burning oil. | 

" At sub-station a transformer broke down and waa handed 
to the maintenance men ; four of them were working on it, opening 
"p, when there was an explosion and the men were enveloped in 
flames ; one ran to the pond, but dropped dead a few yards away 
from it; another died during the дау ; of the other two, one may 
recover. > i 

“ A few days ago an oil switch burst at the same sub-station, and 
two men were injured.” 

The plant referred to has all been installed in a British colony and 
paid for by good British gold, and the whole of it was of German 
manufacture. The various breakdowns referred to in the letter 
were reported during a period of only a few months. 


J. Shepherd. 


Leeds. December 4th, 1910. 


-— 


Trade with Italy. 


During the lust month we have received many catalogues and 
price lists from British engineering and electrical manufacturers ; 
several of them mention that they had our address from page 19i 
of your ELECTRICAL REVIEW of November 3rd. 1916. 

We have pleasure in thanking you very much for your kindness, 
and we can assure you that we, since 1883, have done all we can 
to have machinery from England. d 


Cav. Alexander Hamilton & Sons. 
JOHN A. HAMILTON. 
Messina, Vorember 28th, 1916, - 


The Recruiting of Skilled Engineers. , 


In one of the leading articles of your issue of December &th you 
dealt with the calling-up of engineers skilled in the handling of 
Diesel enginee. In the early days of the war the recruiting of 
trained men placed the nation in & very awkward position, and, in 
a numberof instances, it was necessary to bring them back intocivilian 
life. There seems to be a danger of these grave errors being 
repeated. Last week, before the City Tribunal, two engineers on 
the staff of a large insurance company, one an electrical surveyor, 
the other on the technical office staff, had their appeals for 
exemption rejected, apparently without any evidence being taken. 

The importance of electrical work in the war is recognised even 
by the layman, and there is no class of men doing better service to the 
nation than the engineering staffs of insurance companies. They 
must have a wide technical and practical experience, be acquainted 
with every make and type of apparatus, and have a unique know: 
ledge of power plants. Large numbers of controlled establish- 
ments, and thousands of firms doing work of national importance, 
are covered with insurance companies, and surveyors spend most 
of their time in getting these works out.of trouble and preventing 
them from getting into it. As a matter of fact, even people who 
do not insure often retain these companies simply for the value of 
their inspections, tests and advice. In addition, the staffs do a lot 


. of good work in the testing of machinery. both new and second- 


hand, previous to purchase, and also get out the plans and carry 
out the complete electrification of works. It must further be 
borne in mind that the companies themselves are not getting any 
extra premium, although large numbers of machines are working 
day and night, resulting in an increased number of breakdowns: 
in addition, the prices of repairs are more than doubled, and are 
nearly all class A or B. 

If these men are to be taken away they should at least be put 
into positions where their services could be properly utilised. I 
doubt if this was the case as far as the two engineers mentioned 
were concerned. 

Jaques. 


The Armorduct Manufacturing Co., Ltd. 


Mr. Nield, in his question in the House Commons on Monday 
last, of which you give an account in your last issue, refers to me 
as the nominee of the German shareholders. I desire to state that 
I am not, and never have been, their nominee. 

I founded this business (at the age of 21). and when its develop 
ment required capital took it from Germany when I failed to 
obtain it here, and your readers will hardly regard that as a crime. 
I tried repeatedly to replace this German capital by English 
capital, and failed owing to the antipathy with which industrial 
investments were regarded in this country prior to the war. 

The Board of Trade Parliamentary Committee, with the full 


- knowledge of all the facts and of my history, invited me to make 


an offer for the alien interests of the company : I have made this 
offer, and, whether it is accepted or rejected, I have acted 
throughout in the best interests of the country of my adoption. 


W. Ratcliffe-Small. 
London, E.C., December 12th, 1916, 
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Australian Postal Contracts. 


Referring to the paragraph under this heading which appeared 
in your issue of September Ist, I beg to advise you that although, 
after three months’ delay, the Postmaster-General’s Department 
replied to a communication dated October. 1915, giving reasons 
why an arbitration clause, or its equivalent, should be inserted in 
contracts, intimating that it had been decided not to vary the 
conditions of contract in regard to the rejection of material by 
making provision for the appointment of a Survey Board, 
Clause 10, which provides for.a Survey Board, has been inserted in 
a large number of contracts entered into by the Department with 
members of my Committee since this date. 

R. Н. Butler, 
Secretary, the Australian Electrical and Allied. * 
Contractors’ Committee. 
Melbourne, October 20th, 1916. 


BREAKDOWNS OF GERMAN PLANT.-—If our other correspondent 
in Leeds will forward his address, in accordance with the’ rule 
at the head of this section. we shall be pleased to insert his 
letter on this subject.—Eps. ELEC. REv. ' 


NATIONAL INSURANCE (UNEMPLOYMENT) 
ACTS, 1911—1916. 


UNEMPLOYMENT INSURANCE. 


Decisions by the Umpire. 


- 


———— — ——— —— 


A. THE Umpire has decided that contributions are payable in 
respect of :— і 


2,072 X. Pointsmen, signalmen and other workmen engaged іп. 


regulating traffic at factories engaged wholly or mainly in muni- 
tions work. or in any trade insured under the National Insurance 
(Part П) (Munition Workers) Act. 1916. | 

2,076 X. Workmen engaged in the preparation of slate for elec- 
trical appliances. tanks, or vats for use in the manufacture of 
munitions of war. 

2,078 X. Workmen (including stranders and coverers) engaged 
wholly or mainly in making telephone cords. 

2.079 X. Workmen engaged wholly or mainly in covering metal 
wire with silk, cotton or other material. 

B. The Umpire has decided that contributions are xot payable 
in respect of :— j 

2,077. Workmen (other than those insurable under Part II of 
the National Insurance Act, 1911) engaged in the repair of bridges 
which are bnilt up on the site. 


LEGAL. 


BniTISH-THOMSON-HovsTON Co., LTD.. e. DURAM, LTD. 
TUNGSTEN WIRE PATENT LITIGATION. 


(Continued from page 626.) 


MR. SWINBURNE said he had made himself acquainted with the speci- 
fications in the case. With regard to Siemens's German specifica- 
tion of 1902, that dealt with tantalum, niobium and vanadium. Any 
knowledge about those metals would tell them nothing as regarded 
the working of tungsten. The same applied to the Abel specifica- 
tion of 1900, which also dealt with these metals. The specification 
of the British Thomson-Houston Co. of 1906 stated that ' difficulty 
been encountered in drawing or rolling filaments from tungsten, 
because of its non-ductile character as ordinarily obtained." “ We 
have discovered that when tungsten is heated it undergoes remark- 
able molecular changes, and. in fact, becomes so ductile that it may 
beeasily worked when hot." “The metal becomes so ductile that 
it may be hammered into bars, rolled into sheets, or drawn through 
dies into wire.’ The process was described in the specification, 
and he had seen the process actually carried out. It was an 
Important process for lamp filaments, ànd was practically replacing 
all the Others, and the metal was coming into use for other purposes 
& well, such as making electric spark contacts. He had not found 
Ш any of the earlier documents pleaded in this case instructions 
which would enable him to work tungsten. 
Witness was cross-examined by MR. TERRELL, K.C.. with reference 
| ibn meaning of malleability in metallurgy, and also with regard 
that it was found impossible to make tungsten for a lamp unless it 
"à got coherent. | 
ып 8 remark that when it was first made coherent it was by the 
a aR е as osmium. The built-up tungsten filament first got 
liter the market about 1907, and the drawn-wire filament much 


Sy you account for the fact that it was not brought on to the 
am between 1906 and 1911-12 ?—From 1906 to 1911 is five 
* and that is not out of the way for developing a process like 


: 


ductility of certain metals. | Counsel suggested to witness · 


Mr. Swinburne agreed, and also assented to 
. ing described in the specification. 


this into commercial work. It is not that you have to draw the wire 
and make a new lamp. to compete with gas, or something of that 
sort, you have to compete with an existing lamp ; you cannot get 
it into commercial use till you are better than the existing lamp. 
On December 6th MR. SWINBURNE continued his evidence for 


-the plaintiffs. 


Mr. T. TERRELL, K.C.. in further cross-examination, suggested 
that there waa a difference between ductility and malleability. 

WITNESS said, in his opinion, ductility involved malleability plus 
tensile strength. This specification did not talk of malleability. 

When you heat the metal and start hammering it. there is no more 
ductility in the metal than there was before you began in the sense 
of differentiating it from malleability ?—I think there is : I think 
the hammering generates ductility. Mr. Swinburne also said that, 
in his opinion, the word "ductility " was used loosely to mean 
workable. А | 

Prof. C. V. Boys, F.R.S., said he had read and considered the speci- 
fication of the plaintiffs, and took part in certain experiments with 
reference to the subject matter of the patent. The information on 
the subject of tungsten at September, 1906, the date of plaintiffs’ 
patent, consisted of Moissan's experiments. Tungsten powder was 
well known at that time, and possibly the squirted filaments of 
tungsten ; but he was not sure that they were on the market then. 
Asked as to the possibility of investigating the malleability and 
duetility of tungsten from the then known materials available for 
research. witness said it was possible to repeat the experiments of 
Moissan, and to get his result. As to the filaments, they were a 
finished product, and owing to its brittleness and hardness he 
would never think of drawing it. He did not know of any tungsten 
which could be put into the form of rods. Dealing with the 
Siemens specification, Counsel asked if there was anything in that 
document which would be helpful to a man who was facing the 
problem of making tungsten ?— Witness said they could gather 
nothing about tungsten from other metals. The document told 
them nothing in words and nothing by inference. 

His LORDSHIP: Suppose you take a fritted tungsten rod and 
expose it to further prolonged heating. do you increase its malle- 


) 


‘ability apart from any subsequent working or heating ’—I think 


that is the case : the greater the temperature and the greater the 
length of time you maintain it, the more coherent and compact the 
metal becomes. 

Cross-examined by Mr. KERBY, K.C., for defendants, who asked 7 
what directions the specification of plaintiffs gave for working 
tungsten for other purposes than wire drawing, WITNESS said they 


: could roll it into sheets. 


You have seen experiments : do you think it can be hammered 
into bars, proceeding according to the specification ?—I believe I 
can hammer it, workirfg. very carefully ; but I think rolling is 
vastly better and quicker. . 

In September, 1906, if you had wanted to get a piece of tungsten 
rod, it was the obvious thing to get it from the powder by the 
squirting process?—If you wanted to do it, you could try the 
squirting process with tungsten. 

In September, 1906, was there a difficulty in producing a built-up 
tungsten rod ?—I do not know of its being done; but, if it had 


, been tried. it would have succeeded. 


As to the patent in question, at what stage in the process of 
rolling or drawing do you say the slug becomes ductile ?—It may 
be that it is ductile before you roll it at all; I have not tried that ; 
but as ductility requires a greater degree of strength and 
coherence than mere malleability, and you roll before you can 


. draw, the process may be a gradual one. 


On December 7th, Mr. SWINBURNE was re-examined, his 
evidence having been interrupted on the previous day by an 
Admiralty engagement. 

Mr. WALTER, K.C.: From all the literature you knew until the 
instructions that were contained in this specification, did you 
know of any coherent form of tungsten ?—No. 

In the treatment of the powder which has been carried up to 1,000 
degrees in the manner indicated in the specification, does that 
produce a different physical condition in the rod ’—It does. 

What is the general character of the change that has taken 
place ’---A reduction of the dimensions of the body ; that is to say, 
it gets smaller, and the particles come together so that they appear 
to be quite solid. 

Do you know of any method by which tungsten can be obtained 
in a molten form. so that it could be formed into rods ?—No. 

As regards the nature of the operations, rolling, hammering, and 
so oh. what is the preliminary to work such as Mr. Terrell spoke 
of ?—In modern days all the metals used have been melted first. 

Could such experiments have been carried out with tungsten up 
to the date of this specification '—No: you could not get tungsten, 
to start with, into the regular condition. Witness further stated 
that the prior specifications relied on by the defendants, dealing with 
the treatment of other métals, afforded no instruction as to the 
treatment of tungsten. | 

His LorpsHip: Having read plaintiffs’ specification from a 
scientific point of view, does it convey to you as a metallurgist that 
he is disclosing a method for dealing with a molten tungsten ?—. 
Хо; it conveys this idea, that you can take a powder and make it 
jnto a sufficiently coherent end solid form for working. 

Dr. PASSMORE, the well-known chemist, gave evidence as to 
experimenting with tungsten according to the process of hammer- 
He satisfied himself, he said, 
that the coherent product as described when heated to a red heat 
only oxidised to the extent of bluing on the surface. All the 
tungsten he had hitherto worked with immediately on heating 
long below red heat oxidised. That was then his knowledge 
of tungsten. As to the effect of hammering, he took a slug made 
from the coherent process, and put it on a sheet of thin 


| 
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flat iron, resting it on a sheet of asbestos, and he was able to 
flatten it out. He tried to work tantalum by the process indicated 
‘for the working of tungsten: he took the tantalum in the con- 
dition of powder, mixed it with glutinose. inade it into a rod, 
heated it to 1.000% or thereabout, and then. hanging it up, 


tried to pass an electric current through it, and could not do it, 


the reason being that the metal contained some oxide. Dr. Pass- 
more next gave his views on the methods described by Moissan 
with regard to tungsten. 

The plaintiffs’ case was closed, and Mr. CoLerax. K.C., summed 
up the evidence on this*side. 

On December 8th. Mn. Том TERRELL. K.C., opening the defen- 
ants! case. said the fair reading of the evidence was that there 
had never been made a tungsten rod of anything like three-sixteenths 
diameter. - 

His LORDSHIP said he was not prepared on the evidence to say 
that making that was not an invented novelty. 


MR. TERRELL said they presented their case on this footing, that’ 


the patentees only put into practice a discovery. which discovery it 
was the business of the ordinary metalluryist to make in connection 
with either a new alloy or a new metal. That being so, and there 
being no difficulty and no suggested invention in carrying it into 
-= operation, there being no special apparatus necessary to do it, the 
only invention could be the bare application of the discovery that 
was allered to be made. That discovery was the business of the 
ordinary metallurgist and was not invention. The evidence of Mr. 
Swinburne established this. that given a chunk of tungsten, a 
metallurgist engineer being told to investigate its properties would, 
as a matter of ordinary business, try it cold and try it hot to find 
out its properties.” He might be deceived about the tungsten, but 
he would find out, as part of his business, that it was malleable hot. 
There was no subject matter in the patent, because a so-called dis- 
covery could not be subject matter, and there was no invention or 
pretended invention in the application of a discovery. All that 
was said to flow from the discovery was that which flowed 
admittedly from the same fact in other metals. 
On December 11th, MR. BALLANTYNE, expert chemist, examined 


by Mr. Kerry. K.C., for defendants. said he had been in a number’ 


of these wire cases. and he had read the specification in this case. 
Не remembered the proposal for the tungsten filament lamp. 
Before that, so far as he was aware, there was no use for tungsten 
except in the form of powder. 

Was it known before the success of the filament lamp that wire 
made of tungsten would be a success for lamps?— That was 
believed up to 1904, and in 1904 we knew it when the built-up 
filament was a success. The patent became known in 1905. In 
September, 1906, he published in the Journal of Chemistry a précis 
of a communication in a German paper describing the lampe 
generally. : 

What to vou, as a chemist and practical scientific man. does the 
specification in this action suggest as an invention ?—-I had a little 
difficulty at first in understanding what the point of the inventor 
was. At first I understood it was in order to get ductility by a 
process of heating, but I gathered afterwards that it was the 
working of a metal by melting. 

What material did you understand to be referred to ?—I under- 

stood it to be tungsten, which had started in the form of powder, 
and was converted into the form of a coherent. He added that he 
understood that it was necessarily started in the form of a powder. 
and if that could be melted it would produce tungsten in a coherent 
form. He could not say he knew, as an actual fact, that melted 
tungsten was on the market. but he believed tungsten had been 
‘used on the market in a form suitable for making filaments. He 
had tested the slugs which were made according to the patentees' 
process, and found the density to be in one test 1677 and in the 
recond test 16, | 

. (To be continued.) 


HENDON ELECTRIC SUPPLY Co.. LTD., rv. COLLINS. 


AT the Hendon Petty Sessions. on November 30th, Miss M. G. 
Collins, of Hampstead Garden Suburb, was fined £5, and £2 2s. 
expenses; for stealing electric current, value 5s., the property of 
the defendants. The company charges 14d. per unit for heating 
and 53а. for lighting, and the evidence given for the company 
showed that by means of a long flexible cord extending from one 
room to another, and a lighting socket attached to the heating 
plug. defendant was using heating current for lighting. Mr. J. М. 
Lickfold, who appeared for the prosecution, said that the company 
was proceeding in a number of similar cases. as this kind of thing 
appeared to be largely carried on in the district. 


ELecriiciry Works EMPLOYES’ LEAVING CERTIFICATES: 
Two electrical engineers, employed by the Islington Borough 
Council, who appeared before the London Munitions Tribunal, 
said that they had asked for their leaving certificates because they 
had been refused the 3s. war rate granted to engineers on November 
7th. Unless they obtained the extra 3s. or left the employ of the 

Council they would be turned out of their Trade Unions. Ald. 
SAINT stated that each mah was getting an Average wage of 
` €2 10s. per week, and the Council desired to pay fair wages. THe 
Council were supplying clectrical onergy at ld. pér unit, and were 
"making no huge war profits. Neither did the men havé tó Work 
under. high pressure. If the wages were raised, the increased 
working costs would méan that the rates would have to bear part 
of the cost of running the business. The casé was adjoürned in 
order that the representatives of the men's Trade Union might Be 


` . 


‘called. —Daily Teioyraph. -> 


‘Corporation - 


MAYLE r. HOBART MANUFACTURING Co. 


IN the King’s Bench Division, on December 6th, before Mr. Justice 
Rowlatt and a special jury. plaintiff, a pork butcher, of Harringay, 
sued the Hobart Manufacturing Co., of Charterhouse Street, 
City. to recover damages for injury to his right hand, caused. as 
he alleged, by the negligence of the defendants’ servant. It 
appeared that on December 7th. 1915, plaintiff visited the Cattle 
Show at the Royal Agricultural Hall, Islington. The defendant, 
who are manufacturers of sausage-making machines, had a stand. 
The plaintiff. on going round the stalls, was invited by one of the 
defendants’ servants to examine the sausage-making machine, and 
the plaintiff put his right hand into it, being unaware of the fact 
that the machine was actually working. The result was that the 
top portion of the index finger and part of the second finger on the 
right hand were cut off. He claimed damages, alleging that no 
warning was given to him that the machine was working. and that 
he should not place his hand inside it. The plaintiff, as a pork 
butcher. was permanently disabled in the use of his right hand, 
and he had lost the situation he was engaged in at the time. The 
plaintiff claimed damages and loss of salary. The defendant: 
denied that the plaintiff was invited to examine the machine, and 
they said that the plaintiff was negligent in putting his hand into 
the machine. The defendants denied negligence. 

Мв. MARRIOTT, in opening the case, said that the machine in 
question was worked by electric power, started by a switch on top, 
and counsel suggested that the defendants’ ‘servant must have 
turned on the switch just as the plaintiff put in his fingers. 

The PLAINTIFF, who is 30 years of age. gave evidence in support 
of his case. He said he was definitely invited by the defendants 
servant to enter the stall and inspect the machine. Не waa pro- 
ceeding to inspect the “ worm " to see if it was tight ; the machine 
was not working at the moment, but suddenly it started, and of 


. cane his fingers. ; 


Evidence having been called for the defence, the jury awarded 
the plaintiff a total of £60 158., and judgment was entered 
accordingly, with costs. 


СА 


A. P. LUNDBERG & Со. г. WITTING & PARTNERS. 


IN the King's Bench Divisional Court, on Thursday, December ‘th, 
Justices Ridley and Avory heard an appeal by the defendants 
against a decision of the Judge at Clerkenwell County Court in 
respect of a disputed contract for 180,000 mild steel grub screws. 

Mr. FoRTESCUE, for the appellants, said the appeal was in 
respect of an action respecting an order for 180,000 screws jin. 
lonz—}-in. Whitworth thread—to be delivered by plaintiffs to 
defendants at the rate of 22,000 weekly. The action was brought 
to recover £42 5s., the price of certain of the screws. In the Court 
below the defence was that the screws were not in accordance with 
the contract, and defendants contended that they were entitled to 
regard them as worthless. There was a counterclaim for loas of 
profits and costs of stacking up machinery. The Judge found that 
there was a breach of contract. and that the screws were not in 
accordance with the sample. But he held that in the circum- 
stances the people to whom the screws were to be delivered did not. 
reject them within a reasonable time, and, therefore, they must 
pay the fall purchase price of the screws. He also dismissed the 
counterclaim. | | 

Mr. PALMER, for the respondents, argued in favour of the finding 
by the Judge. " | 

The Court allowed the appeal, with costs, and ordered a new 
trial. There was no doubt the screws were to be made to a certain 
pattern, and that they were not according to that pattern. The 
Court said the learned Judge was right in his first finding, but was 
not correct in the second. 


| Episoxn SWAN ELECTRIC Co., LTD. 

Ox Tuesday, a petition by this company, for the sanction of the 
Court to special resolutions altering the objects of the company, 
was heard by Mr. Justice Neville in the Chancery Division. 

Mr. JENKINS, K.C. (for the petitioners) said that his clients had 
very large and complete plant, and they desired to extend their 
powers by entering into arrangements with the Government and 
municipal and other authorities.and doing any engineering work 
that was submitted to them. They also desired power to acquire 
patents for inventions relating to mechanical engineering. 
chemistry. chemical engineering, and anything of a like character 
in addition to their electrical patents. j 

His LORDSHIP granted the petition. 


1 
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THE RATING OF ELECTRIC TRAMWAYS. 


. THE assessment appeal of the L.C.C. was further heard on Tuesday. 


and the Court announced its intention to deliver judgment on 
December 21st. 


-~ 


Electrical Engineer Sentenced.— William Edward Milos 
(39), formerly holding а promitient “position B Birmingham 
Electric Supply Department, ang latterly an officer m 

the R.N.V.R., has been sentenced to six months’ hard labour at the 


Ürown-Court òf Birmingham. Assizes; on & Charge of assaulting 


Violet Girtis: aged 14, and to à similar üéntende on other charges, 


Poth Brite dés to suk Uolicurrelitl f. 
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WAR ITEMS. P 

Appreciation.—A correspondent with the British Expedi- 
tionary Force, writing under date December 5th, 1916, says :— 
“The weekly copy of the Review still reaches me regularly, 
and I am duly grateful for your kindness in sending it. As 
the means of keeping one in touch with everything that is 
going on in the electrical world, it is a truly valuable and 
welcome link.” 


Munitions Priority Branch.—The Prioritv Branch of the 
Ministry of Munitions, whose offices are at St. Ermins Hotel, 
with Mr. Edgar Jones, M.P., at the head, will have charge of 
machinery for controlling the use and distribution of metals 
under the new committees that have been recently appointed 
for effecting economies in metals. 


А Copper Committee.—It is announced that the ‘Ministry 

of Munitions has appointed Mr. Cecil Budd, of Messrs, Vivian 
Younger & Co., London, and Mr. R. H. Rucker, of Messrs. 
Henry Rodgers, Sons & Co., London, as a Committee to 
advise the Ministry on the purchase and distribution of 
copper. Mr. Budd is chairman of directors of the London 
Metal Exchange, and Mr. Rucker is chairman of the Metal 
Exchange. Mr. Stroud, of Messrs. Charles Tennant & Co., 
will act as secretary to the Committee. 


An Example to Follow.—The employés of the Birming- 
ham‘ Corporation Electric Supply Department at the outbreak 
of the war instituted a war relief fund, to which they have 
contributed over £1,000. Each Christmas they have sent to 
the men on service a Christmas present, and are doing the 
some ‘this year. The men abroad will receive a parcel con- 
taining some dainties, and the men on home service will 
receive 5s. each. The wives of each of the men will also 
receive 5s., and ls. for each child over 12, and a toy for each 
child under that age.—Birmingham Post. AE E 


Walther Rathenau Again.—.\n Exchange dispatch from 
Paris quotes the Journal’s special correspondent at Zurich 
to the effect that in the course of the general meeting of the 
Allgemeine Elektricitats Gesellschaft, at Berlin, the chairman, 
Herr Walther Rathenau, known as the chief organiser of raw 
n:aterials during the war, said.:— 

“ Even those who make no mistake about the reality of the 
political and military situation have now the impression that 
or the first time for a very long while a distant glimmer of 
peace appears, but no hope should turn "us from our duty. 
We must continue to extend our war factories, and build 
new ones, in order to increase our production. You know that 
Hindenburg's strong programme calls for the entire forces of 
the country, and the immense tension of these: forces should 
turn Germany into one great arsenal. It is no longer a war 
of one army against another. it is a war of material. Our 
adversaries say that time works for them. No. Time works 
for no one; time fights against а". 77 


Coat Supplies Held Up in France.—While the price of 
coal in France, writes the Financial Times Paris correspon- 
dent, ranges from £6 to £8 per ton, thousands of tons of coal 
continue to lie idle in French ports for lack of available trans- 
port. According to the Petit Parisien there are 800 barges 
containing 300,000 tons of imported British coal, unable to 
move for want of tugs. At the pit mouths of French collieries 
500,000 tons lie waiting for transport, and a further 300,000 
tons lie at various seaports. Meanwhile a number of impor- 


. 


tant munition factories are working short hours owing to е. 


lack of coal. The trouble arises in great part from thé mili- 
tury control of the railways, the military authorities unneces- 
sarily holding up large numbers of empty trucks for several 
weeks at a time. Speculators are taking advantage of this 
disagreeable—and, under existing circumstances, dangerous— 
condition of affairs, and quite recently a large coal dealer was 
able to exact the price of £9 15. per ton for an immediate 
. supply of 250: tons of coal. This price constitutes а record, 
even for France. | RU AN 

Germany and Aíter-the- War Trade.—Mr. Gerard, the 
U.S. Ambassador to Germany, before. leaving America. on 
his return to Germany, delivered at a New York 
dinner: an interesting, speech , on 
plans. According to Reuter, he said 
after the war. probably no one will be permitted to 
purchase anything made outside of Germany. There will 
be, in all probability, a central buying committee, which will 
do the purchasing from foreign countries for the Empire. 
This will: permit the Germans to enter the markets in a posi- 
tion to say to a certain extent what prices they will pay for 
that which they. wish to purchase. f our. peace and 
prosperity are to continue commercially, permission to com- 
bine for the foreign export trade should be given. Mr. Gerard 
thought that in every foreign nation after the war there 
would be similar central bodies for commercial protection and 
to reap commercial advantages, and these were the matters 
the States had to meet. At another point in his speech Mr. 
Gerard said that if America was to give the eight-hour day 
they had got to give the manufacturers and the working men 
some measure of defence against those countries where. the 
working man worked 10 hours or more, and where so mary 
women worked and had assistance furnished them. 


Australia and. Manitions.—In a recent speech at Mel 
Bourne, forecasting national organisation, tHe Minister of 


that in Germany, 


enemy, after-the-war . 


= work. 


_ Co., ap 


Defence (Mr. Pearce) said that they could not continue put- 
ting steel and iron into ornamental work when it was required 
for guns and shells. KAN 


War Bonus.—It was announced on the 9th inst. that a 
further war bonus of За. a week is to be granted to Sheffield 
Corporation wornen car conductors and other tramway em- 
ployés receivingeless than 48s. per week, ut an annual cost of 
£15,000. . War bonuses will now cost the tramways depart- 
ment £36,610 per year. 


Tramways and Excess. Profits Duty.—The Board of 
Referees, in response to an application by Auckland Electric 
Trainways Co., Ltd., have increased the statutory percentage 
in their case to 74 per cent. in the ease of a trade or busi- 
ness carried on or owned by a company or other body cor- 
porate, and to 8} per cent. in the case of any other irade or 
business. 


Export Prohibitions.—The list of export prohibitions has 


" been amended, and particulars of the alterations appear in 


the London Gazette for December 12th. The following" head- 


ings are to be deleted from the schedule :— 


(B) Electric lamps, except carbon-filament lamps and arc 
lamps for street lighting. | + Е 

(С) Pocket lamp cases and cases fitted with bulbs but not 
containing batteries. | 
Җ‚ (B) Lead, pipe, scrap or sheet, and solder containing lead. 

(A) Valves, gas, steam, and water. | 

(A) Wood screws, made of brass, iron or steel. 

(A) Peroxidé of manganese. 

The following headings are to be added :— 

(A) Manganese, peroxide of, and mixtures and preparations 
thereof. | u DO 

(A)-Zireonium compounds. & ht 

(B) Electric lamps. except. carbon-filament lamps, are lumps 
for street lighting, and pocket clectric lamps and their cum- 
ponent parts. — a ESL Е 

(С) Electric lamps, pocket, and their component parts. 

(А) Fuel evonomisers constructed of cast iron pipes, used as 
auxiliarv heating apparatus in connection with land or marine 
steam boilers. А bun. 

Metals and ores as follows:— 7 > 
(С) Iridium, csmiun, palladium, rhodiuin, ruthenium, and 
alloys of these metals. | | EA 

(B) Lead (except pig lead), alloys of lead, solder containing 
lead, and manufactures of lead or its allovs, not otherwise 
prohibited. — ТИИ OU 

(A) Thorium and its alloys. 

(A) Zirconium and ‘its alloys. 

(A) Thermometers. 2 

(C) Valves, gas, steam. and water. 

(C) Wood: screws, made of brass, iron or steel. 

(B) Zirconium minerals. | 


Exemption Applications.——At the Aberdeen .City Military 
Tribunal, Messrs. Bell & Lyon requested exemption for 
John. Torn, apprentice engineer. . It was suggested, , that 
a handyman might be got for the work being done 


‚бу the apprentice. Mr. Bell said. they could not get 


4 man in the city. Mr. McDonald. said he was told the 
Electrical Union was very severe. Mr. Bell said there was to 
be a deputation meeting this week about that, because there 
were one or two men engaged in Aberdeen who were not in 
the Union, and they were threatening to call out the rest of 
the men. The Chairman: I hope you will make a represen- 
tation to the Ministry of Munitions if they attempt to carry 
out any threat of the kind. They will not stand any nansense 
of that sort just. now. Мг. Bell: We age entirely in their ` 


' hands at the present time. Temporary exemption for two 


months was granted. : " 

Аё Stoke-on-Trent, on December 6th, Mr. W. Thorn, mana- 
ger of the Potteri¢s Electric Traction Co., asked for recon- 
sideration of ‘an order that the company should surrender 38 
men, in two instalments of 19 each. The first 19 had been 
released, and if the others had to go it would be impossible 
to maintain the whole of the services now running. - To pro- 


" duce : the other. 19 men’ would mean drawing а very large 


namber from: running: shed. repair staffs, which were already 
depleted.” He added that a high percentage of the passengers 
were workpeople and munition workers. The Tribunal decided 
to tefer Mr: Thorn to the Military ‘authorities, stating that 
the Tribunal had no objection to the retention of the men by 
the company if the Military were of opinion that they should 
be retained in their present occupation. 
“Certificates of conditional exemption have been granted to 
Messrs. A. A. Gates (26), managing clerk, and H. J. Russell 
(25), engineer's turner, appealed for by Messrs. Christy Bros. 
and Co., Ltd . electrical engineers, of Chelmsford. 

At East Grinstead (Sussex), an appeal was made by Mr. 
J. H. Novis, electrical engineer, now engaged 1n making aero- 
plane fittings. The Tribunal decided to ascertain from the 


. 


Ministry of Munitions whether a place could be found for 
appellant in munition works, or whether he could be allowed 
to remain in the district provided he continues his present 
Before the Romford Rural Tribunal, on December 5th, Mr. 
J. W. Millar (39), electrical engineer to the Barking Chemical 
led on the ground of national interest and certified 


ofcupuation. The appeal was supported Uy the vompany, and 
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ihe Tribunal allowed appellant 14 days in which to find work 
of urgent national importance. А . 

At Aldershot, on December th, Mr. Vertue (36), clectrical 
engineer and contractor, passed for general service, renewed 
his appeal for exemption. Не said that the circumstances 
were similar to when he last appealed, except that he had 
now only one of his original staff left, wha had been rejected. 
He had considerably more plant to look after personally, and 
he had practically to contine his work to the maintenance of 
motors in order that the machinery of various firms might 
be kept running. He contended that it was in the national 
interest that he should continue in the business. Exemption 
was renewed. | 

The Southampton Tribunal has refused exemption to the 
electrical engineer at а local gunpowder factory. it being 
ascertained that the finn were solely making gunpowder for 
sporting purposes. 
= The Southampton Corporation Tramway Committee ap- 
pealed for the retention of four married motormen, all of 
whom had been previously rejected. The Chairman: Are the 
Committee considering women as drivers? Tt is being done 
in other places. Ald. Dunsford: We do not want to do it. 
It is not women's work, especially through the streets of 
Southampton at the present time. “Each of the men was 
exempted for three months. | 

The Salisbury Electric Light Co. appealed. for a chief clerk 
and accountant. The manager said that he had made efforts 
to find a substitute, but without success. Exemption to 
March 1st was conceded. 

Watford Tribunal has granted exemption to February 1st 
to С. Wall (30), foreman for the British Battery Co., Ltd., 
who appealed for his retention. 

At Watford, the U.D.C. appealed for W. E. Field (30), 
stoker at the refuse destructor. The Military Representative 
said the man ought to be replaced. Three months were 
granted. | 

At Berkhamsted, Mr. A. E. Barren appealed for W. Meager 
(35), electrical engineer, of Potten End. who superintends the 
boilers and electrical arrangements at the house. Exemption 
was refused. 

The Drittield Tribunal has granted exemption to March Ist 
to the electrician at a local picture palace. 

Before the West Kent Tribunal. the Erith U.D.C. defended 
міх months’ exeinption to E. С. Tapp (23), motorman on the 
tramways, opposed by the Military Representative, who said 
that a single man in Class ВІ should not be left out of the 
Army. The tramway manager (Mr. Williams) said that the 
police would not licence à man under 20 or women as drivers. 
The tramway department had been certified as of importance 
for carrving on munition work; 75 per cent. of the 18,000 
daily passengers were munition workers. The Chairman : 
Why don't they badge these men? Mr. Atkinson (Clerk to 
the Council): I think there is a scheme on foot. The Tri- 
bunal allowed the appeal, and directed that the man should 
not be called up before December 31st. ; 


At Rochdale. Mr.-G. L. Adamson, electrical engineer, with- 
drew an appeal for J. Heywood, aged 36, an electrical wire- 
man, who had been badged. 

At Rochdale, the Tramways Committee appealed for W. 
Brierley (28), married, coach body painter, and F. Travis 
(29), married, tramway traffic clerk, both passed for general 
service. Mr. G. Webster, the general manager, said Brierley 
was now practically engaged in repairing lifeguards, and 
Travis was the senior traffic clerk; all the men in this parti- 
cular office had gone except one. Mr. Webster said that, on 
the whole, female conductors were satisfactory. Both appeals 
were refused, but time to January 3lst was allowed. 


During the application for two Corporation Clerks at Dar- 
wen, & member of the Tribunal said women were doing work 
in the town. "The head of the department who was making 
the application, observed, ''Last month you said we had 
women on the cars. One of them jumped from a car when 
j was in motion, with the result that we have to рау com- 
pensation." One clerk was exempted, and the other allowed 
until the end of January. 


At Oxford, the Electric Light Co. appealed for temporarv 
exemption for Е. E. Talbot (27), chief derk, who has been 
with the company for 13 vears, and was claimed to be indis- 
pensable. It was stated that the company had no desire to 
keep men out of the Army, but the financial year ended on 
December 31st, and Talbot was invaluable for that purpose. 
Four of the clerical staff of five entered the Army at the out- 
break of war, and Talbot himself was anxious to go, but he 
was starred. The Substitution Office had franklv owned that 
they could not find a substitute. Captain Fox said that 
exemption till Februarv meant a waste of three months. 
That was all verv well if the war was going on for ever: but 
if they were going to finish it up next year three months 
was a serious matter. Talbot was a skilled inan, and since 
the development of the air service skilled men were required. 

Mr. F. Grav (for the company): This man is not a mechanic. 
. Captain Fox: I'm sorry; I thought he was. Cannot his work 
bs done bv & woman? Talbot: Not very wel. Mr. Eeles. 
secretary to the company, said that Talbot was the onlv 
male clerk left. As he was starred they thought they would 
have him to the end of the war, and that was the reason 
thev had not trained anyone to take his place. It was agreed 
that Talbot should have temporary exemption to February 1st. 


The West Kent Arreal Court, on December 5th, granted 


"skilled labourers at the refuse destructor. 


done. 


exemption until December 3lst to Мг. Н. Somers (36), elec- 
trical engineer, of Anerley. | 

Before the East Kent Appeal Court, on December 6th, the ` 
Military successfully appealed against exemption allowed to 
Mr. S. W. Board (23), electrician, of Ramsgate, who is an 
шаша fireman, but he is not to be called up until Febru- 
ary 6th. 

At Weyniouth, the T.C. appealed for the retention of two 
The eldest was 
given until March 3156, and the other to the end of the year. 

Reading Tribunal granted six months’ exemption, on his 
taking up munition work, to J. Picket (88), electrical fitter 
with Messrs. Baughan & Co. | 

An electrician in business at Epsom applied, on November 
“th, for extended exemption on the ground of business hard- 
ship. He is passed in Class C2, and stated that every effort 
had been made to dispose of the business, but without suc- 
cess. Two months were conceded. 

At Mansfield, the Tramway Co. sought conditional схетр- 
tion for а motorman named Walter Arbon (27), a skilled 
driver on a difficult route, and the appeal was assented to. 

Before the Droitwich Rural Tribunal, Mr.. Bruce Ward, of 
Westwood Park, claimed the retention of his electrician. 6. 
M. Trigg (32), passed for general service, and he was given 
until January Ist. 

An appeal by W. J: Watkins (23), engaged at the London 
Electrical Wire Works, has been respited by the Essex Tri- 
hunal for 14 davs to allow him tó obtain substitution work, 
failing which he must join up. 

At Southport Tribunal, Mr. A. S. Black. the Corporation 
electrical engineer, appealed for a wireman, aged 40, mar- 
ried. Mr. Black, in reply to the Military Representative, said 


.that he had seventeen who had special certificates from the 


Minister of Munitions; seven were over military age. The 
Military Representative said a strong case would require to 
be shown why this man should not go. Mr. Black said that 
if the staff were further reduced, the undertaking would get 
into a dangerous condition. The man applied for was kept 
for the maintenance of consumers’ installations, and he could 
not replace him. Exemption to March Ist. 


BUSINESS NOTES. 


The ." Electrical Review". for December 29th.—In 
consequence of the Christmas Holidays our Advertisement Depart- 
ment requests advertisers to send in their new advertisement copy 
and alterations to existing displayed advertisements intended for 
the issue of the ELECTRICAL REviEW for December 29th, by 
Friday, December 22nd. We shall be glad if our correspondents 
and other contributors will also send in their matter at the earliest 
possible moment. 


Export Prohibitions.— The London Gazette for December 
8th contains further lists of bodies and persons with whom trading 
is prohibited in Argentina and Uruguay, Brazil, Chile, Denmark, 
Netherlands, Portugal, Spain, Greece, and other countries. 


. Business Prospects in China.—Some notes frog a recent 
report by H.M. Consul-General at Hankow, appearing in the Board 
of Trade Journal, show that the value of imports of eleotrical 
materials and fittings declined by 97,000 Hk. taels in 1915, as com- 
pared with’1914. This decline was not due toa falling off in the 
demand for up-to-date lighting, but to the difficulty in getting 
orders filled as well as to the increased cost. When conditions 
return to normal there is sure to bea great expansion in the demand 
for all kinds of electrical materials from all over China. А decline 
in the importation of machinery to the value of 700,000 Hk. taels 
was also due to the abnormal conditions, and not to a lack of 
demand. Many new enterprises in Hankow are contemplated in 
the near future, but the present time is not considered propitious 
for making purchases, and deals are being put off to & more 
favourable opportunity. There is a good demand for electrical and 
other machinery, but the hf{rh prices ruling. and the impossibility 
of guaranteeing early delivery. prevent much actual business being 
Before the war а large proportion of these and other goods 
were imported from Germany or Austria. Supplies are at present 
being obtained mainly from Japan and the United States. 


Book Notices.—-Vanual of Electrwal Undertakings and 
Directory of Officials. By E. Garcke. Vol. XX. 1916-17. London: 
Electrical Press. Ltd. 21s. net. Owing to war conditions, the 
production of this work has been delayed beyond the usual date, 
but in regard to its contenta there is practically no change in the 
main features. excepting that the delay has made it possible to 
include later financial information. which is something to be thank- 
ful for. Nearly all the customary statistical tables summarising the 


progress of the industry are included, and the " Survey forthe Year" 


indicates the very highly-increased service which the electrical 
industry has been able to render under war conditions, thongh 
only & moderate amount of fresh capital has been introduced. "The 
incresse in kilowatts connected by both supply companies and 
municipalities is less than in the preceding year, but there has 
been an increase in output among the companies of 125,000,000 


‘units as compared with an increase of 33.000,000 a year ago. The 
 . municipalities also show an-increase of 183,000,000 units as com- 


pared with 25,000,000 а year ago. These figures indicate the 
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extent to which the marginal capacity of supply undertakings has 
been encroached upon by the necessities of war. In regard to 
electrical manufacturing, the statistics given show that the 
average return of all the undertakings of which returns are avail- 
able has fallen from 6°73 per cent. to 6°15 per cent. ; the companies 
included are, of course, in some cases engaged also in non-electrical 
work, so that the revenue is derived from both electrical and non- 
electrical sources. Particulars are given of 2,650 electrical and 
allied undertakings representing capital amounting to 481 millions 
sterling. There isa large map of the United Kingdom showing 
all the traction, light and power undertakings. The account of 
the progress of the year occupies 100 pages, and among other 
matters dealt with are imports and exports, prices of investments. 
and financial information concerning German electrical and allied 
companies such as have farmed a regular feature of our City 
columns for-many years past, and of which a word later. The 
largest section (1,000 pages) of the volume is that giving statistical 
and general records of lighting, power and traction undertakings ; 
telegraph and telephone concerns, manufacturing 
cellaneous, Colonial and British possessions, are also usefully 
covered in separate sections; and. finally. there is the usual 
directory of names and addresses of 20,000 officials. The twentieth 
edition. as & whole, well maintains the high reputation that 
previous volumes of the Manual have won for it. We have. of 
course, not examined the contents in detail, but in regard to the 
tabular linformation relating to German electrical and allied com- 
panies, which is reprinted by permission of the Export Department 
_of the B.E.A.M.A., who compiled it, it might not have been bad 
policy to have asked the Association to revise the proofs ; however, 
the names are sometimes rendered correctly. Obviously, as the 
publishers themselves say, the difficulties attending the production 
of statistical records have been abnormally great during the past 
year. 
General Cargo: an Introduction to Sulesmanship. By R. Е. 
. London : Constable & Co., Ltd. 4s. 6d. net. The author 
ofthis book is foreign sales manager to Messrs. Humber, Ltd., of 
Coventry, and as the result of experience gained in the principal 
countries of the world, he has collected the information here im- 
parted for the assistance of those who desire to make an effort, 
after the war, to get back some of the losses caused by the war. 
After discussing the universality of trade, he shows, in a chapter 
on the factory, that behind all our foreign trade preparations we 
must have a thoroughly efficient factory organisation. The only 
way to bring money into the country is by seeking fresh outlets 
for foreign trade ; the only way to restore our credit is to redouble 
ourexports. The manufacturer must not regard his foreign orders 
авв windfall, but should make definite plans as to how much of a 
given output he intends for export, and should modify the export 
portion. so as to produce goods suited for particular markets. This 
leads the author on to a consideration, in two chapters, of many 
points in regard to the export department. Five chapters discuss 
the following markets, and their requirements :- —Europe, Asia, 
Australia, Africa, South America, the West Indies and the Pacific. 
Later the qualifications of the foreign representative are discussed, 
also the manner in which he should conduct himself, and his opera- 
tions when following his occupation among many very different 
nationalities. It goes without saying that any man before trying 
to establish connections with races whose manners and customs 
and tastes are so different from those of Home. should educate 
himself as thoroughly as the available means allow in regard to 
these and other local characteristics. The best modus operandi for 
the permanent representative or agent who is sent out from home 
to live abroad receives attention, and in а final summary three 
methods of procedure in obtaining foreign trade are stated. First, 
foreign traders may be circularised, advertisements may be placed 
in foreign journals, and the results awaited ; secondly, arrange- 
ments may be made with some recognised house of export agents 
“at home; but lastly, and best, is the sending out of one of the 
manufacturing beads, or a good representative. armed with samples, 
to study the markets and fix up agencies direct. This method is, 
of course, the most expensive, and in our opinion it requires to be 
preceded by the first-named method in order that the way may he 
prepared in advance, but the ultimate gain from such personal 
efficient study of markets will be found to be far greater than in 
the ease of either method оре or two alone. The book is a timely 
one, and those who contemplate launching out may find in it many 
шен pointers. 
x “Journal of the Institution of Electrical Engineers.” 
No. 261. 
December contains the following lectures and papers :—" Some 
Aspects of Lord Kelvin's Life and Work," by Dr. A. Russell : 
"Theory of Armature Windings," by Dr. S. P. Smith, and the 
inaugural addresses by Prof. D. Robertson and Messrs. Н. A. 
Nevill, A. E. McKenzie, and J. К. Stothert : also a ninth list of 
the names of 119 members on military service. 
"Handbook of Machine Shop Electricity." 
London : Hill Publishing Co. Price 12s. 6d. net. 
» "Applied Electricity for Practical Men." By A. J. Rowland. 
London: Hill Publishing Co. Price 8s. 4d. net. 
" Electrical Engineering. By E. J. Berg. Hill 
Publishing Co. Price lös. net. 
“Science Abstracts." Vol. XIX. Part 11. (А and B.) November 
25th, 1916. London: E.&F.N.Spon,Ltd. Price 1s.6d. each net. 
Rotary Comverters. Issued by the British Thomson-Houston Co.. 
Ltd., Rugby.—We have often pointed out the educational value of 
the publicatione of manufacturing. firms, including both catalogues 
and descriptive pamphlets under this head; our attention has 
again been drawn to this subject by the receipt of a brochure on 
rotary converters from the B.T.H. Co., which is really a technical 


Vol. XLV. 


By С. E. Clewell. 


London : 


and mis-: 


London: E. & Е. N. Spon, Ltd. Price 78.--The issue for 


treatise, in short compass, of great interest and value, representing 
a considerable advance upon its predecessor. The principles upon 
which the converter depends, the conditions as regards heating’ i in 
the armature winding, the behaviour of the machine when running, 
&c., are lucidly discussed, and, in addition, new matter has 
been inserted dealing fully with the very important question of 
variation in voltage ratio by reactance control, boosters, induction 
regulators, and the split-pole system. The starting of rotary con- 
verters by various methods, including the convenient self- 
synchronising system, is explained, and the details of construction 
of the makers’ converters are described at some length, the whole 
being fully illustrated. The brochure is entitled “ Descriptive List : 
No. 2.420 А”; but this is a misleading title. and does less than 
Justice to the contents, which contain nothing in the nature of a 


. catalogue or price list, but are purely technical, and will prove of 


the greatest value to engineers who use this type of plant. 

We have received a list of new electrical books which have been 
added to the excellent library of electrical works issued by the Hill 
Publishing Co., including a comprehensive treatise оп '“ Hydro- 
Electric Power," by Lamar Lyndon ; “Pole and Tower Lines," by 
R. D. Coombs, and a number of works which we have recently 
reviewed. 

Messrs. Constable & Co. will shortly publish an authorised 
translation by Mr. J. H. Johnson of “The Range of Electric 
Searchlight Projectors," by M. Jean Rey. in order to meet the 
urgent demand for reliable information concerning the theory and 
practical application of searchlight projectors, their range and 
resultant illumination. The whole subject is exhaustively dealt 
with, and embodies records of the author's original investigations 
and tests, carried out in various parts of the world under actual 
working conditions. 

Openings іп Italy.— The following are selections from 
lists of openings for British articles in Italian markets. The 
lists are issued by the British Chamber of Commerce for Italy, 
Genoa :— 

No. 1,159.—Agent at Taranto would sell on commission or buy for own 

account, electrical articles, ironmongery. T.P.I 
No. 1,163.—Spezia firm wishes to get into touch UE manufacturer of elec- 
trical and engineering materials. $.U.C. 
No. 1,164.—Merchants at Genoa wish to represent manufacturers and 
shippers of industrial and marine engineering articles. 
No. 1,170.—Agents at Spezia would represent on commission manufac- 
factnrers of engineering articles, machinery for industries, belting, 
wire ropes, &c. S.C.B.F. 
No, 1,187.— Monz& agent would represent manufacturers and shippers of 
engineering articles (leather belting, &c.. M. 
No. 1,189.--Florence firm wishes to get in touch "with manufacturer of 
clec tric lamps, machinery for same, and vacuum nuinps. F.A.R.D.E. 
No. 1,192.— Genoa importers wish to purchase grindstones, emery wheels, 
steel files, tools, machinery. G.A.P. & C. 
. No.1.201.—Merchants at Genoa would handle machinery, electrical 
sundries, &c. G.G.H. & C 

* No. 1,206.—Genoa merchants wish to be put in touch with manufacturer of 
engineering articles and supplies, lubricating oils and greases, cotton 
waste, Jeather belting, wire ropes, engine packings, machinery and 
tools (wood, iron and tinwurking), &c. G.F.M. & C. 


Commercial Electric Trucks.—THs BRITISH MINIATURE 
ELECTRIC VEHICLE Co., LTD., have started husiness at 10. Hoghton 
Street, Southport, for the manufacture of 500 lb. commercial 
trucks for use in warehouses and works, provided that orders are 
accompanied by a certificate from the Ministry of Munitions. 


Bankruptcy Proceedings.—CHaRLES HERMAN LIEB- 
BRAND, described as an author, lately residing at Llangolle n, 
Felixstowe, who was largely interested in а scheme for supplying 
electricity to Suffolk.—At the London Bankruptcy Court, on 
December 7th, before Mr. Registrar Brougham. this public ex am- 
ination was held. The debtor, who is'confined in the Stratford 
Camp as an alien enemy. was brought to the Court by a military 
escort. He has lodged accounts showing liabilities of £1,080 and 
assets valued at £6,633. and consisting for the most part of various 
claims under agreements. In the course of his evidence the debtor 
stated that in or about January, 1913, he obtained an option 
for the purchase of the undertaking and assets of the Suffolk Elec- 
tricity Supply Co., but owing to the outbreak of war he was 
unable to arrange the formation of a new company to take over 
the option. In fact, he attributed his failure to inability to carry 
through his various schemes in consequence of the war, and the 
collapse of promises from people upon whom he had relied to help 
him through.—The Official Receiver: But, surely, the option for 
purchase of the Suffolk electricity scheme expired some consider- 
able time before war was declared '—-The debtor thought it was in 
June, or perhaps in September, 1913, that the option lapsed. He 

agreed that until the outbreak of war he was living at the rate of 
£1,000 per annum. He expended over £1,000 in connection with 
the électricity scheme. but was unable to give details of the expen- 
diture beyond the items in his bank book. It was not his custom 
to keep books of accounts, and not being a trader he was not bound 
todo so. The examination was concluded. 

THOMAS BROOKES. electrician at munition works, late picture 
house proprietor. Halesowen.—December 27th is the last day for 
the receipt of proofs for dividend. Trustee, A. M. Fairbairn, 
1, Priory Street, Dudley. 

CONNOLD, В. E., late electrician, now R.N.A.S., Canterbury.— 
Second and final dividend, 1s. 1d. in the £, payable December 30th, 


. at the offices of Corfield & Cripwell, 119, Finsbury Pavement, E.C. 


Trade Announcements.—M Essns. Вегсо, LTD., Windsor 


. House, Kingsway, London, W.C.. have issued a circular letter con- 


tradicting a statement which is in circulation to the effect that 
the company numbers among its shareholders certain persons of 


, enemy origin, and bas on its board German representatives. We 
- are informed that all the shares once so held have been acquired 


by holders British Һу birth and extraction, and that the 


. board of directors as now constituted is wholly British. Further, 
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the articles of association have been so altered that all aliens are 
debarred from obtaining any interest in the company. direct or 
inflirect, now or at any future time, without the special authority 


of the Board of Trade. 


ELECTRIC SUPPLIES AND ENGINEERING, LTD., is the name of a 
company formed to carry on the business of Haes & Eggers, Ltd., 


at, 163. Clarence Street. Sydney, N.S.W.— Tenders. 


Catalogues and Lists.—BasriaN Exectnic Co., LTD., 
185, Wardour Street’ London. W.--—-Fourteen-paye abridged list in 
а warm attractive cover giving illustrated particulars relating to 


А special system of numbering 
is employed whereby the ordering of any particular voltage or 


their electric heating apparatus. 


(уре of glower is simplified. In the case of replacements, the 
customer merely compares with the catalogue number the voltage 
stamped on the terminals of the zlowers in his heater. 
В type heaters. also “Lantern.” “Admiralty” " Pygmy.” | Pyro- 
rini," and " Pyro-stove ` appliances“are included. 

IGRANI1C ELECTRIC Co. Lro.. 147, Queen Victoria Street, 
London. E.C.- -Pamphlet No. 607 contains an illustrated description 
of their new push-button control system. 


LIGHTING AND POWER NOTES. 


Aberdeen.— EXTEXSIONS.—The Corporation Electricity 
Committee has authorised Mr. Bell. the electrical engineer, to 


obtain tenders for the proposed extension of the power station build- 
ings. The estimated cost is about £ 3,700, 


Ваһ. — PRICE INcegEAsE.— The. City Council has 
increased the price of electricity for Tighting by Jd. per unit. 
Batley.— The Tramways and Electricity Committee last 
Aveek decided to recommend the appointment by the Corporation 
General Purposes Committee of a Street-Lighting Committee. 
The enyineer hag been instructed to report, at the next meeting. 


on the value of the steam from the destructor used at the electricity 
works. 


Birmingham.—- lle Electricity, Supply Coninittee has 
been requested to furnish the Council with a summary of the advice 
given it by the officials of the department since November, 1911, 
as to the probable necessities for extending the generating plant, 
and its-action thereon. — Birminqham Evening Despatch, | 


Blackpool.—The Town Council has passed a resolution 


in favour of extending the borough boundary, so as to include the 
Bispham U.D.C. and the latter's electricity undertaking. 


Bradford. — PRoposrED NEW Power Srarrox.— The 
Electricity Committee is considering the question of a new power 
station on the big estate at Esholt. six miles from the city, which 
is the property of the Corporation. and is largely occupied by the 
city’s big sewage undertaking. "The site in Valley Road offers 
little room for further extension. there being practically only 
space for one more 10,000-Kw. machine. At Esholt there is almost 

 limitless space and plenty of water. It is regarded as likely that 


` the proposal will figure amongst local contemplated after-the-war 
works. fee ce? | 


Colombia.— The Municipal Council of Remedios, Depart- 
ment of Antoquia, has been authorised to raise a loan of £5,360, to 
be devoted to electric lighting and water works in the district : the 
Municipal Council of San Jeronimo. to raise a loan of £&00, for the 
installation of an electric power plant: and the Municipal Council 
of Quibdó, the capital of Choco Intendency, to raise a loan of 
£2,000, for electric lizhting works.— Board of Trade Journal, 


Continental.—G ERMANY.—According to the German 
papers. the Federal Council will shortly issue an order prohibiting 
any sort of illuminated advertisement. also ordering all shops (with 
the exception of those selling drugs and food) to be closed at 7 p.m., 
and restaurants. cafés, theatres and kinemas at 10 p.m. The 
lighting of private houses is to be restricted as much as possible, 

‘and the tramway services are also to be reduced. 


Darlington.—H iurc. CHARGES.—The report of the 
electricity department shows an increase of 23 per cent. in the 
number of units sold for lighting and power during the period 
from April last as compared with the previous year. [n regard to 
the charges for outside electric lamps used by shopkeepeers, the 
Committee has decided that the present annual charge of 14s. per 
lamp shall be suspended after the twelfth quarterly payment, pro- 
vided the hirer signs an agreement to hire the lamp for a further 
threé years. Where no agreemeut is entered into. the charge is 
to be 14z. per annum until the restrictions are removed or fora 
maximum period of six years from the date of the installation of 
-the lainps.— -North-Eastern Gazette. 


Deal and Walmer.—The Board of Trade has extended 


the time under the Deal and Walmer Gas and Electricity Co. fo 
laving main: by one year. 


Derby.—LoaNs SaxGrIoNED.— The Т.С. has received 
sanction to Toans of £5,000 for mains and £4,000 for motors. 


The A and ` 
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Elland (Yorks.).—STREET LIGHTING.—Efforte are heing 
made to secure better street lighting. The streets are very largely | 
lighted by electricity. and councillors find difficulty in seeing any 
objection to electric lighting. in view of the ease with which it 

-can Бе extincurshed at a moment's notice. 


Farnham.— PRicE INcREASE.— The Gas and Electricity 
Co. has increased the price of electricity for lighting to 8d. per 
unit. and for purposes other than lighting to 4d. per unit, ex 


for four hours per day. during which period the charge will be 
Rd. per unit. — « ` | 


India.—Evectric HEATING.— Indian Engineering states 
that the Simla Municipal Corporation has decided to offer special 
cheap rates for electricity used for heating and cooking purpose 
during the winter months- -November to March. In hill stations 
in India the maximum demand on the power station in the summer 
is considerably higher than that in the winter, and if special con. 

e cessions in the way of cheaper rates are given to the winter resi 
dents. it is hoped to bring the winter demand up to that of the 
summer. Аз the system is a hydro-electric one, with fixed charge 
for maintenance, &c.. and no fuel charges, there are no. financial 
difficulties. The demand for electric heating in Simla this winter 
ix considerably in excess of what it was last year, and when the 

cheap rates are made public it is anticipated there will be а 

greatly increased demand. | 

It hus been found that eleetricity at half an anna a unit com- 
pares very favourably in cost with coal and wood fires for general 
heating purposes and charcoal for cooking purposes. : 

: London. — Hackney. — The Finance Committee bas 
reported on the excess expenditure, beyond the original estimates, 
on the generating station extensions, and recommends that appl- 
cation be made to the L.C.C. for sanction to а loan of £10,833 to 
cover the additional expenditure. The original estimate wa 
£ 140.650. which included work not yet carried out, and the total 
cost has been £144,516, while the loans sanctioned were for 
£134.050. The estimated cost of the buildings, £16.400, increased 
to £27,233, due to delay and increased price of materials, &c. 


‘Malvern.—STaNnD-BY NuPPLY.— The Electricity Com- 
inittee has had under consideration the question of the charge to 
be made where the supply of electricity is required only м + 
stand-by, and has recommended that a charge of - 10 per cent. per 
annum be made on the last full years consumption in respect of 
the premises: in cases where a full year's consumption ie met 
available, a charge is to be made proportionate to the size of the 


plant. such charge to be exclusive of any charge for electricity 
supplied К ' | | - 


Oulton Broad.—The U.D.C. has consented to Lowestoft 
T.C. supplying electricity to the new works of Messrs. J. W. Brooke 
and Co., Lowestoft having made arrangements to supply emergy. 


Ripon.—E.L. ScugME.— The B. of Т. has refused w 
vary its order not to allow the City Council to take further steps 
for obtaining a provisional order for the supply of electric; 
to Ripon and adjoining parishes. At a meeting of the Council. 
specially called last week, it was, however, decided again to 
approach:the В. of T. with a view to its reconsideration of the 
question. mM = E 

Rochdale.— The Gas and Electricity Committee һаа. been 
instructed to report on the causes of the unsatisfactory conditions 
in relation to the supply of electricity, and ita proposals for meet- 
ing immediate and future demands for eupply. 


Sheffield. — Prospective EXTENSIONS. — The Parlis- 
mentary Committee of the City Council has passed а resolution in 
favour of promoting a Bill in the present Session of Parlis 
ment. to enable the Council to provide a new generating station. 
also to extend the city boundaries so as to include within 
the city the site proposed to be utilised and certain adjoining land. 
In accordance with instructions. the general manager has sb- 
mitted-to the Electric Supply Committee a statement of estimated 

-income and expenditure on revenue account for the years endin 
March 25th. 1917, and 1918. He put the revenue for the former 
at £131.000 and for the latter at £525,250, while the expenditure 
for the year ended March, 1917, would be £228.527 and for 1918 
£293,812. leaving gross profits of £202,473 and £232,438 respec- 
tively. Two extra-high-tension feeder cables аге to be laid 
between Neepsend station and Carbrook sub-station, a distance of 
5.920 yards, at an estimated cost of £23,770. Other extensions 
include the following :— To Effingham Steam Works and Rolling 
Co., estimated cost £567 ; to Sheffield Forge and Rolling Mills Co.. 
estimated cost £547; to Spartan Steel Co., estimated cost £3"; 
to Messrs. J. Bedford & Sons, estimated cost £237 ; to Meesre. W. 
Atkins & Co., estimated cost £125: to Messrs. W. Turner & Cc. 
estimated cost £121. i 


St. Annes-on-the-Sea.— LEAR’S WorKING.—The Urmi 
Council's electricity works for the past year show an increased 
sale of 15,734 units, the decrease on public and private lighting 
being more than made up for by the increase in motive-powwr 
supply. | D / | 


- St. Helens.—FRICE IncnEaze.—The charges 


tricity for power purposes are to be increased 
instead of 10 per cént., аз from January Ist, 1917. 


- 1 
for e.a? 


by 20 per cert. 
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Stockton-on-Tees.— Under the title of the Corporation 
Lighting Committee, a Committee has been appointed to take over 
the work until recently carried out by the Electricity Committee 
and the Gas Committee. 


Torquay.— Тһе Tramway Co. has -offered to purchase 
the Corporations electricity undertaking, but the Council has 
replied that it does not contemplate selling the undertaking. 


Walsall.— SHORTAGE oF PLANT.—The Electricity Supply 
Committee reports that the delay in getting the plant at the 
Birchills station into commission has increased the difhculty of 
maintaining the heavy winter loads with the plant at the Wolver- 
hampton Street station, and during the past month several break- 
" downs have occurred. If necessary. the tramway supply will be 
shut down or curtailed, to enable the supply to factories to be 
maintained. ' | | 

Wimbledon.— A special meeting of the Council is to con- 
sider the proposed application for a prov. order to supply energy in 
Cuddington, which has been favourably considered. by the B. of TT. 
The L.G.B. has sanctioned the borrowing of #727, excess expendi- 
ture, in connection with the Malden and Coombe supply. 


Yeadon.—PRov. ORDER.—The Electrical Distribution 


of Yorkshire, Ltd.. has notified its intention to apply for a prov. 
order for the supply of electricity in Yeadon. 


TRAMWAY and RAILWAY NOTES. 


Accrington.— W AG 5. — Те Corporation has sanctioned 
the proposal of the Electricity and Tramways Committee to increase 
the wages of car drivers, conductors, and cleaners by $d. per hour. 
The drivers. who are at present receiving 71. per hour. will only 
accept the advance as a war bonus, pending a settlement as to 
their claim for *d. per hour. 


Ashton-under-Lyne.—TRAMWaYy PURCHASE.—The T.C. 
has decided to promote a Bill in Parliament to take over the tram- 
way system of the Oldham, Ashton, and Hyde Tramways Co. 
within the borough, which will link-up with the tramway systems 
of Oldham, thus providing for throngh running. 


Austwalia.— Messrs. McCarty, Underwood & Co. con- 
sulting engineers, have submitted. a report to the Richmond ( Vic.) 
Council on the proposed electric tramway from Prahran, ria Rich- 
mond, to Clifton Hill, a distance of 3! miles. The cost is estimated 
at £173,367, the proportional costs to the interested municipalities 
being: Collingwood, £605.31: Richmond, #65820; Prahran, 
£11,623. А new bridge over the Yarra river to carry a double- 
track tramway has also b'en surgested. 

An Order in Council hus been granted by the Victorian Govern- 
ment for the construction of two miles of electric tramway 
traversing the municipalities of Fitzroy. Northcote. and Preston. 

The Prahran and Malvern Tramway Trust (Vic.), which has 
hitherto had its cara manufactured in Adelaide, has now com- 
menced construction on its own account. The side frames of the 
trucks will be of cast, instead of forged. steel. 


. Bolton.—Evectric VEuICLES.— The Electricity Com- 
mittee has appointed a Sub-Committee to consider and report upon 
the question of purchasing an electrically-propelled vehicle for the 
use of the electricity department, and also, if thought desirable, to 
confer with the several Committees of the Corporation using horse 
or other vehicles as to the desirability of obtaining electrically- 
driven vehicles. 7 

WAGES.-—The Tramways Committee has received a letter from the 
Lancashire District Council of the Amalgamated Association of 
Tramway Workers. giving 21 days’ notice on behalf of members of 
the Association in the employ of the Corporation Tramways Depart- 
ment. to withdraw their labour unless their recent application for 
an advance of wages and better conditions of labour is agreed to by 
the Corporation. It was decided that the terms of the letter should 
be reported to the-Board of Trade Committee on Production. 


Bradford.—Waces.—The Tramways Committee is in 
negotiation with the workers in respect of an application for 
increased wages. which. if granted according to the men's requests, 
will cost about £21,000 per year. The men also ask for a revision 
of working conditions. It is understood that the Sub-Committee 
proposes to offer payment of time-and-a-half for the seventh day of 
work, in lieu of the men’s request for time-and-a-half on Sunday — 
the Sub-Committee preferring not to specify Sunday as necessarily 
the seventh day. The Sub-Committee also offers to pay time-and- 
a-half for time worked beyond the normal day, which may be 
114 hours, in lieu of time-and-a-half for all above the 94-hours’ 
day asked for b$ the men. In regard to rates of pay. the Sub-Com- 
- mittee considered only the drivers and certain shed workers, who, 
it is believed, меге offered an increase equivalent to half the savings 
which might be effected by them in the consumption of energy 
during the next six months. It should’ be mentioned, however, 
that similar proposals to these were, so far as can be rathered, 
rejected by the men & week previously. Itisunderstood that the full 
Tramways Committee approved the Sub-Committee's action by a 
small majority. | ans 

ROAD MAINTENANCE.—The Corporation Tramways Committee 
and the Finance and General Purposes Committee have, subject to 
final approval, come to terms in regard to the division of responsi- 
bility and dost for the laying, reméwing, and repairing of the tram- 


way permanent way. The staff-and workmen employed and paid 
by the Tramways Committee, but at present under the control of 
the city engineer, are to be transferred to the control of the tram- 
way manager. The foundations and paving work of roads over 
which the tramways run will be under the Street and Works Com- 
mittee, an agreed sum per annum being paid by the Tramways 
Committee for this work. xo far as it applies within the rails. and 
for 18 in. on each side. This sum would have regard to the present 
mileage, and be subject to reconsideration at the end of three rears, 
and would cover all repairs and renewals, which have now become 
tolerably uniform year by yegr. In the construction of new lines, 
the cost of foundations and paving to be the subject of a special 
agreement between the two Committees, or fixed as before men- 
tioned. All work in connection with the specifying, purchasing, 
and laying of metals. either for new work, renewals, or repairs. to 
be carried out by the Tramways Committee. 

The Tramways Committee has passed a resolution recommending 
adequate lighting on tramway routes where electric street lighting 
is installed. ` 

No сагв are to be run on Christmas Day, as last year. 


Burnley.— SERVICE CurramLen.—The T.C. has decided 
that the last cars on the Padiham and Nelson routes shall leave 
the Town Centre not later than 10 p.m., and on 6ther routes not 
later than 10.15 p.m. The change commences on Monday next. 


Continental.—*SPA1N.—4A new company has just been 
formed at Aviles (Asturias) with a capital of £50,000 and the title 
La Compania del Tranvia Electrico de Villalegre à Castrillon, 
to construct and work an electric tramway between the towns 
named. 


Darlington.—Fan*8.—At a meeting of the T.C. last week, 
the Electricity and Light Railway Committee recommended that 
the 24. fares be suspended temporarily on Saturdays after 1 o'clock. 
Ald. Starmer, who moved the report, said that at present they 
were unable to deal with the traffic, and the fairest way was to 
give those who were going the longest distance the chance of a 
ride. The recommendation was agreed to. : , 

Edinburgh.—TRaMWAY FEnRv.—Possibilines of tram- 
way extension from the city to Queensferry in connection with 
the development of Rosyth have been discussed by the Tramway 
Committee of the Town Council. It is suggested that an electric 
system from the city could be extended to Queensferry. and linked 
with the Rosyth area and Fife towns by means of ferry boats, on 
which the cara could be taken across the Forth. The matter will 
be further considered. 


Glasgow.—Harnr-vkAn's Tra FFICRS.— The traffic returns 
for the T.C. tramways to the evening of December 2nd. which is 
two days more than the six months of the financial half-year, show 
that the total receipts during that period have been £06023.046, as 
compared with £574,254 in the corresponding period of last уеат, 
an increase of £48.791. The number of passengers carried has been 
193.800.839, as compared with  179,590,102, an increase of 
14.210.737. Last week the receipts were £23,316, an increase of 
£2.349 as compared with the corresponding week of last year, 
while the number of passengers was 7,485,148, an increase of 
711,061. | 1 


Keighley.— ELECTRIC VkHICLE.— The Т.С. has given 
sanction for the purchase of an electric vehicle for the removal 
of ashes. The cost, about £1,100. is to be met by the savings on 
the estimates last year and this. 


Leeds.—NEw RorvTE.— Ву the opening of а new tram- 
way route, the residents of the thickly-populated district of Stoney 
Rock will be enabled to get right to the centre of the district, 
instead of to the frinye. The route was opened on Tuesday. the 
5th inst. 


Liverpool.—Mr. Mallins. the general manager of tlie 
Corporation tramways, is experimenting with an apparatus for 
solving the question of calling out stations. The device. which is 
a gramophone arrangement connected with an electromagnetic 
route indicator, will announce the names of stations automatically, 
and it has been attached to one of the cars forexperimental pur- 
posés. & demonstration being given last week-end. 


Newcastle-on-Tyne.—EXTENSIONS.—At a meeting of. 
the City Council on the 6th inst.. a recommendation of the Tram- 
ways Committee was adopted that. in order to deal adequately 
with the traffic in Union Road and Miller's Lane at the east end of 
the city. a junction be constructed between the lines in the two 
roads named, and the rails leading out of the south end of the sheds 
in Miller's Lane be joined up with the rails in Shields Road. The 
total eost, including land. is estimated at £6,000, 

The City Council has approved (December th) of a recommend- 
ation by the Tramways Committee that land two acres in extent 


, near the Scotswood Suspension Bridge be purchased for tramway 


purposes for £3.500. 
Beginning last Monday, the last cars on all routes leave the city 
at 10 p.m. ~. 


Rochdale.—The Tramways Committee has reported 
against the application of the Rawtenstall electrical engineer that, 
in view of the greatly increased cost of coal. it should consent to 
an increase of 10 per cent. on the price of energy supplied for 
tramway purposes on part of the Bacup section. i 

The Committee has declined the request of the men's Union that 


there should be a cessation of the service on Christmas Day, but 


with the usual payment. Applications for increased wages arc to 
be referred td the Committée бп Production. 
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Scarborough.—DrvipEND.—AÀt the annual meeting of 
the Scarborough Central Tramway Co., last week, pleased surprise 
was expressed that, under the considerable difficulties which it 


had had to face, it was enabled to pay a dividend of .1s. 6d. per 
share. 


Sheffield.— Employes in the tramway and motor depart- 
ment are to receive additional allowances estimated to coat £15,120 
а year, making the total estimated cost of war allowances granted 
£30.610 per annum. The total estimated receipts from the tram- 
ways for the year ended March 25th. 1917, are 6509.857, and for 
the year ending March, 1918, £523,683. The total estimated 
expenditure for the two years is £473.632 and £505,938. 


Southport.—Yran's WonukiNG.— The annual report. of 
the manager of the Corporation tramways shows that the traffic 
receipts created a record for the undertaking, being £20,005, the 
total revenue being £400- more, and practically the same as last 
year. Considering the war. and that 12.244 car-miles less were 
run. Mr. Kendrew considers the results very good indeed. 


Swansea.— The electrical engineer reports that the whole 
of the energy for the Tramways Co. is now supplied from the Cor- 
poration yenerating station. 

The list of work to be undertaken after the war includes 
tramway extensions estimated to cost £54,000. . | 


Wolverhampton. — The Tramway Committee proposed 
to pay £15 royalty to the manager for each car fitted with the 
‘Silvers’ Dynamic Pickup." provided the T.C. had the option of 
fitting any number of cars for £750, less royalties already paid. 
The recommendation was referred back by the T.C. 


TELEGRAPH and TELEPHONE NOTES. 


Australia.— I he Postal authorities have decided to intro- 
duce into Australia. on trial for 12 months. at the central 
exchanves in the capital cities, a system whereby it any telephone 
eubscriber is out of call. the telephone operator will take a message 
and telephone it to the subscriber аз soon as he may be availabl -. 
Melbourne ge. 


Greece,.—1t is announced that wireless communication 
has been re-established between Athens and Constantinople. 


Italy.— Italian steamers and sailing vessels having more 


than 50 persons on board (including the crew) ure now required to 
carry wireless telegraph apparatus. 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia. —Sy DNEY.—January 22nd. Electrical plant 
(converter, battery, booster. and switchboards) for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.” | 

February 19th. Municipal Council 
indicators. feeder regulators. 
Town Hall. 

QUEENSLAND.—December 12th.  P.M.G.s Department. Caps 
and lamps for switchboard. covered wire, benders, sleeves, and 
tapes. See "Official Notices" December Ist. 

January Ist. P.M.G.s Department. Cords, switchboard, parts 
and accessories. measuring instruments and telegraph instruments. 
See " Olficial Notices" December 1st. . 

PERTH. — January loth.  P.M.G.s Department. 
instruments and parts. See " Official Notices " to-day. 


Meters, maximum demand 
Specification from E.L. Department, 


Telephone 


Aylesbury.— December 16th. U.D.C. Electricity Depart- 
ment. Paraftin oil for one year (800 vallons): Diesel lubricating 
oil for one year (500 gallons). See" Official Notices " December sth. 


Bridgend.— December 15th. Hospital Committee. Elec- 
trical wiring at the Isolation Hospital, Cefn Hirgoed. Мг. D. В. 
Jones, Clerk. 10, Wyndham Street. 


Cape Town. 
panels. for the Corporation Electricity Department. 
Cape Town.* 


Durban.— January 3rd. Corporation. One 3,000-kw- 
steam turbine. alternator, and condensing plant. Specification 
No. S 238 and drawirg No. P 597. both at the office of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 2s. 


January 5th. Electric motors and starting 
Dock Road. 


Johannesburg.—December 20th. Corporation. Апёо- 
matic pressure regulators for the А.С. turbo-generators at the power 
station.” 


January 3rd. Corporation, .Iron axles and bushes, * 


е 


London,— ENFIELD.—Electric light installation, Ponder's 
End Congregational Church. Rev. J. H. Bennett, pastor. 

December 16th. H.M. Office of. Works. Materials for electric 
bell wiring. See ‘ Official Notices" December 8th. . 

L.C.C.— December 19th. 325 tons of rolled-steel bars for mag. 
netic brake shoes. Chief Officer, L.C.C. Tramways, 62, Finsbury 
Pavement. ù - 


New Zealand. — DUNEDIN. — January 24th. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin. * 

TAURANGA.—-February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-400 volts. Messrs. Н. W. Clime 
and Sons, Consulting Engineers, Raetihi.--.V.Z. Shipping and 
Commerce, 


Sleaford.— December 22nd. Best hard steam coal (about 


250 tons), for the U.D.C. electricity works. Mr. G. Horry, 
Electrical Engineer. ` 


Spain.—The municipal authorities of Santisteban del 
Puerto (Province of Jaen) have just invited tenders for the con- 
cession for the electric lighting of the town during a period of 
10 years. 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


a 


CLOSED. 


Accrington.—The Corporation has accepted the tender of 
Messrs. W. T. Glover & Co. for 220 yards of 7/20 S.W.G. cable. 


Ardsley.—The U.D.C..has accepted the terms of the 


electrical supply company for putting down electrical plant at 
the Brodilley sewage works. і 


Australia.—The following contracts have been placed — 
Commonwealth Railways :— | b 
1,200 yards 19,12 & W.G. stranded copper cables, £180.—B.I. & Helsby 
Cables, Ltd. 
One 25-kw. generating set for Darwin Jetty, £973.—A. H. McDonald & Co. 


Victorian Railways Department :— 


Electrically-operated hoist for Jolimont car-shed, £310.—Noyes Bros. 
(Melbourne) Pty., Ltd. 


P.M.G.'s Department, W. Australia :— 
Automatic telephone material, £108.—Automatic Telephones (Australasia), 
Ltd 


td. 

1,949 ft. PAPAE NEO Ate lead-covered telephone cable, 600 pairs, £580.— 
J. К. W. Gardam. 

7,915 ft. paper-insulated, lead-covered telephone cable, 800 pairs, £4,522; 
672 ft. Шо, 400 pairs, £210; 2,470 ft. ditto, 300 pairs, £664; 1,233 ft. 
ditto, 200 pairs, £227; 8,200 ft. ditto, 150 pairs, 1; 600 ft. ditto, 100 
pairs, £57; 1,320 ft. ditto, 35 paire, £56; 2,640 ft. ditto, 95 pairs, £90; 
22 sounders, Morse American pony pattern, £21.—B.I. & Helsby 
Cables, Ltd. 

2,000 dry cells, rectangular, £358.—Diamond Engineering & Trading 
Pty., Ltd. 

З miles of copper distributing wire, £102.— W. Т. Henley's Telegraph 
Works Co., Ltd. 


N.S.W. Public Works Department :— 


Sixteen n.c. motors and equipment, £2,688.—Harvey & Phillips, for Brush 
Electrical Co. — Tenden. 


Bath.—Messrs. Chamberlain & Hookham, Ltd., have 
recived the Corporation contract for electricity meters for the 
coming year. 


Bradford.— Tramways Committee :— 
Hadfields, Ltd.—12 sets of mangancse-steel points, £588. 
Electricity.Committee (subject to certificates of the Ministry of 
Munitions being obtained) :— 


Brush Electrical Engineering Co., Ltd.—One 50-K.v.4. and two 300-&.v.4. 
transformers. 
Ferranti, Ltd.—One 50-x.v.4. and two 800-K.v.A. transformers. 


Bury.—The Corporation has entered into an agreement 
with the Electrical Power Storage Co., Ltd., for the maintenance 
of the storage battery at the electricity works for a further period 
of five years. 


Canada. — The Toronto Hydro-Electric System las 
awarded to Eugene Е. Phillips Electrical Works, Ltd>, Mon- 
treal. a contract covering approximately eight miles of 250,000 
circular mils, three-conductor, paper-insulated and plain lead- 
covered cable for a working pressure of 13,200 volte, at a cost of 
approximately $100.000, this being the fourth large order that it 
has placed with the Phillipa Co. in the last two years for extrs- 
high-tension cables. 


Glasgow.—The Tramways Committee recomménds the 
асосріапсе of the following :— 

Scrap copper.—P. & W. MacLellan, Ltd. 

Всгар armature coils, brass, brass turnings and borings, brass dust, copper 

and mica turnings, rubber cables, dry cells.—R. M. Easdale & Co. 

Scrap lead, lead-covered cables.—Trainer & Allison. 

Scrap rubber.—Pegler Bros. 

Rubber-insulated cables.—W. T. Henley's Co. 


British Westinghouse Electric & Mfg. Co., Ltd.—Converting plant, £1,490. 
British Thonion-Houston Co., Ltd.—Low-tension B,C. switchgear £192 
^. and extra-high-tension switchgear, £127 Е | 


Lad 


Vol. 79. No. 2,038, ресемвев 15, 131] THE ELECTRICAL REVIEW. | 663 


Sheffield.—City Council. Accepted tenders :— 


A. Reyrolle & Co., Ltd.—Twelve 100-ampere, £.H.T., oil-break furnace 
switches, £520. | 

R. White & Sons.—Taking up and relaying train-road track, £487. 

A. Reyrole & Co., Ltd.—30 panels of three-phase, E.H.r. sub-station 
switchgear, £5,156. | | 

Brush Electrical Engineering Co., Ltd.—25 double-decked, top-covered 

` tramcars without electrical equipment, £1,060 per car, plus 5 per cent. 
for contingencies. 


Walsall. — T.C. British Thomson-Houston Co., Ltd., 


E.H.T. switchgear, £315. 


Wolverhampton. — Electricity Committee. Accepted 
tenders :— 
Borm Thomson-Houston Co.—Steam-turbine-driven boiler feed pump, 


421. 
Ransomes, Sims & Jefferies.—2}-ton ‘‘ Orwell" electric lorry, £630. 


FORTHCOMING EYENTS. 


institution of Mechanical Engineers.—Friday, December 15th. At 6 p.m. 
At the Institution of Civil Engineers, Great George Street, Westminster, 
8.W. Paper on ''Variable-speed Gears for Motor Road Vehicles,” by 
Mr. R. E. Phillips. , 


Muminating Engineering Society.— Friday, December15th. At5 p.m. At 
the Royal Society of Arts, John Street, Adelphi, W.C. ‘Suggestions 
regarding War Econqmies in Lighting,” by Mr. L. Gaster. 


Eleetre-Harmonic Society.—Friday, December 15th. At 8 p.m. At Holborn 
Restaurant (King's Hall). Smoking concert. 


Association of Mining Electrical Engineers (West of Scotland 
Branch).—Saturday, December 16th. At 4.30 p.m. At the Royal Technical 
College, Glasgow. Social evening. | 

(Midland Branch'.—Saturday, December 16th. А+ 3.30 p.m. At the 
Midland Hotel, MansHeld. Discussion on the Report on '' Elcetric Signal- 
ling with Bare Wires.” 


Faraday Society.— Monday, December 18th. AtR p.m. At the Institution of 
Electrical Engineers, Victoria Embankment, W.C. Ordinary meeting. 
institution of Civil Engineers.—Tucsday, December 19th. At 5.30 p.m. At 


Great George Street, Westminster, S.W. Paper on '' Experiments on 
Earth-Pressures,’’ by Mr. P. M. Crosthwaite. 


Royal Society of Arts.—Wednesday, December 20th. At 4 p.m. Paper on 
"Classical and Scientific Educgtion," by Mr. A. C. Benson, Master of 
Magdalen College, Cambridge. ө 

Chemical Society.—Thursday, December 2ist. At 8 p.m. At Burlington 
House, Piccadilly, W. Ordinary scientific meeting. 


Greenock Electrical Society.— Thursday, December 21st. At 7.45 p.m. At 
22, West Stewart Street. ading of papers submitted by junior members. 


Belfast Association of Engineers.— Thursday, December 21st. At 7.45 p.m. 
At Municipal Technical Institute, College Square. Paper on ‘ Water 
Power in Ireland," by Mr. A. W. Brown. 


Ce 


NOTES. 


U.S.A. Central Station Output.—1n August last, says 
the Electrical World, the output of U.S. electricity supply stations 
was larger than in any previous month on record. being 
1,880,000,000 Kw.-hours—300 millions in excess of that of August, 
1915. The income was well over six millions sterling. 


Foreign Trade.— THE NOVEMBER FIGURES. - The official 
returns of imports &nd exports during last month contain the 
following electrical and machinery figures :— 


| Nor., Inc. or Eleven months, 1916 
IMPORTS :— 1916. dec. Inc. or dec. 
Electrical goods, £c. £133,648 + £2314 + 4470.776 
Machinery... ... 628206 — 124,398 — 675,170 
EXPORTS :— ` 


Electrical goods, kc. 309,769 — 96.141 + 947,420 
Machinery... |... 1.889.131 + 286.8608 + 854.448 


Christmas Fire Risks.—The British Fire Prevention 


Committee has issued a free." Warning” regarding the dangers 
incidental to Christmas entertainments, due to the use of inflam- 


Table materials for decorations, &c. Copies may be obtained from 


the Committee (8. Waterloo Place, Pall Mall, S.W.), on written 
application, with the necessary return postage enclosed. 


' Sentence.—On December 7th, at the Central Criminal 
Court, Thomas Absalom Jackson was sentenced to three years' 
penal servitude on a charge of having demanded money with 
menaces from Marconi's Wireless Telegraph Co., Ltd., and Mr. 

frey Isaacs, and with offering to prevent the publication of 


Certain matters (in the Financial News) with intent to extort 
money. 


к Fatalities. — On November 25th, as the result -of a 
Practical joke," G. L. March, aged 22, was killed at a workman's 
cabin on the L. & N.W. Railway, near Loudoun Road Station, South 
Hampstead. At the inquest it was stated that someone had fixed 
ап electric wire to the door-handle ; the deceased was going to 
enter the hut, received an electric shock, and died almost at once. 
€ was found, on post-mortem examination, to have heart disease 
and tuberculosis, so that a slight shock would suffice to kill him. 
ercy Brown, aged 15, confessed to having connected the door- 
dle tothe lighting circuit. Such pranks are worse than foolish, 
and should be severely punished. 


Volunteer Notes.—First Lonpon ENGINErR VOLUN- 


TEERS.— Headquarters, Chester House, Eccleston  Place.— Orders. 


for the week by Lieut.-Col. C. B. Clay, V.D., Commanding. 


Monday, Decemher 18th, — Technical for Platoon No. 9, at 
Regency Street. Squad and Platoon Drill, Platoon No. 10. Sig- 
nalling Class. Recruits’ Drill, 6.25—8. Lecture, "On Tele- 
phones," 7.30. 

Tuesday, December 19th.—School of Arms, 6—7. Lecture, 
7.15, " Bridging,” Company Commander E. J. Castell. 

Wednesday, December 20th.—Instructional Class, 6.15. Platoon 


‘Drill, Platoon Nos. 1-2. 


Thursday, December 219, to Thursday, December 28th, inclusive. 
— Headquarters closed. 


(By order) MacLEQD YEARSLEY, Adjutant, 


Absenteeism at Electricity Works.—The case of a man 
employed at Neepsend generating station of the Shettield Corpora- 
tion electricity department, who had been summoned for being 
absent from work without leave. was mentioned in the Sheffield 
Police Court by the Deputy Town Clerk. The man, he said. had 
paid the money into Court. and therefore nothing more could be 
said in that case. But he was instructed to put before the Bench 
certain unpleasant facts concerning absenteeism at the generating 
station. There was now more time lost by workmen than ever 
before. and the man whose case had been mentioned, although he 
had only been summoned on account of one day, had been absent 
on other occasions. He asked the Bench to give public expression 
in reference to what was a serious state of affairs. 

Mr. J. C. Clegg said that absentecism was a matter of regret and 
serious consideration by all in authority. It was undoubtedly of 
the highest importance that regular attendance at work must be 
ensured. It was the duty of those responsible to take such steps 
as would bring about an improvement in the matter, and he hoped 
this public reference to the matter would make the men realise 
to the fullest extent what their responsibilities were.--S/ejield 
Telegraph. 


Manchester and District Decimal Association.—At the 
debate on the decimal system at the Engineers’ Club on the evening 
of Tuesday, last week, the Lord Mayor of Manchester (the first 
president of the Manchester and District Decimal Association) was 
in the chair, and the debate was very effectively opened by Mr. 
E. C. Barton, M.LE.E. An animated discussion ensued, and Mr. 
Barton replied briefly to the principal points raised in the course of 
the debate. At the close of the meeting a practically unanimous 
vote (there being only two dissentients in a large meeting), was 
given in favour of :-— 

(a) The early adoption of a decimal system of British coinage. 

(^) The compulsory use, after a suitable transition period. of the 
metric system of weights and measures throughout the British 
Empire. 


Police Flash Lamps.—4A Huddersfield police constable, 
Albert J. Cashmore, has invented an electric signalling flash lamp 
for constables on point duty, and the Watch Committee last week 
decided to vive the lamp a trial. The apparatus has two lights, 
one red and the other green. The red bulb is attached to the inside 
of one hand and the green bulb to the outside of the other hand, 
both being connected with an accumulator on the constable’s belt. 
The lights do not show until the constable raises his arms. The 
inventor claims that this will be a great boon in the darkened 
streets, in which the point policemen can scarcely be seen. 


America’s Electrical Week.— Whilst we grope in dark- 
ness that may almost be felt, our friends in the United States have 
just been celebrating their great " Electrical Week" with a perfect 
orgy of electric lighting. The " Week " opened on December 2nd, 
and ended fast Saturday : the principal event, by way of inaugura- 
tion, was a reception to President Wilson, who witnessed the 
turniny-on of the permanent "' flood-lighting " illumination of the 
statue of Liberty, and took part in a parade of electric vehicles. 
The route was brilliantly illuminated and decorated, and was 
expected to " present an illumination spectacle unparalleled in the 
annals of lighting in America." Elaborate arrangements were also 
made for the celebration of the “Week” in all the principal 
cities.of the States. 


British Trade Bank.— Information will be eagerly awaited 
as to the action to be taken by the new Government in regard to 
the British Trade Bank scheme advocated by Lord Faringdon's 
Committee. The Central Executive of the Employers Parlia- 
mentary Committee last week passed a resolution urging the 
Government to take iminediate steps to establish such a bank, and 
expressing the opinion that the proposed capital, £10,000.000, 
would be quite inadequate. 


Educational Notes,.— The Bradford Technical Education 
Sub-Committee has resolved that the arrangement made last session 
for -assisting the Leeds University in the matter of tuition in 
electrical engineering be again authorised for the present session. 

THE Russian LANGUAGE. 
Captain Н. Samman, а shipper. has given #10000 to found 
scholarships for teaehing Russian to Hull students, his object 
being to encourage commercial and other relations between Hull 
and Russia. The Hull Chamber of Commerce is to formulate the 
scheme. The excellent idea of establishing travelling scholarships, 
such as we have already referred to in respect of the textile, elec- 
trical, and engineering trades is also likely to be adopted. 


The Daily Chronicle states that 
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Appointments Vacant.—Shift engineer (£104) for the 
Watford U.D.C. Electricity Works: two shift engineers (40s. to 
50s.) for the Chesham Electric Light & Power Co: electrical 
engineer (clerk of works) for the Royal Engineers’ Office at Ashford, 
Kent (68s.) See our advertisement pages to-day. 


Conference of Electrical Engineers in India.— The 
Public Works Department, Government of Bengal. announces that 
the annual Conference of Electrical Inspectore& will be held in 
December this year, in Caleutta. at the Indian Museum. Repre- 
sentatives of the Bengal Chamber of Commerce, the Indian Mining 
Association, and the Calcutta Trades Association have been invited 
to attend.— Indian Engineering. 


Tramcar Passenger Fined. - Àt Doncaster Police Court, 
on Tuesday. John Wilkinson. a filler employed at a colliery, was 


summoned for interfering with the electrical equipment of a > 


tramcar. It was said that on the night of November 26th 
defendant was standing on the footboard of a crowded tramcar. 
and whilst the conductor was inside taking fares, the defendant 
noticed а woman running after the ear. and deliberately pulled out 


the main controller switch, which cut off the current and stopped : 


the car. Mr. Allen. prosecuting. said that this was a most 
dangerous thing to do. In defence. the defendant said the car 
jerked. and he put his hand up and accidentally knocked out the 
switch. He was fined 15s. 


Copper ''Permits,"—The Minister of Munitions has 
issued the following order :— 

1. No person shall as from the date hereof buy, sell, or. except 
for the purpose of carrying out a contract in writing existing prior 
to such date. enter into any transaction or negotiation in relation 
to the sale or purchase of copper of any class, whether wrought or 
unwrought. situated outside the United Kingdom unless such per- 
son ia authorised by a Special Permit from the Minister of Munitions 
to purchase or sell the same. 

All applications for Special Permits shall be made to the Director 
of Materials. Armament Buildings. Whitehall Place. London. S.W., 
. and marked “Copper Permit," and all persons to whom such per- 
mits are vranted shall observe and perform all the conditions sub- 
ject to which auch permits may be granted. 

2. All persons shall, except as below mentioned. not later than 
the luth day of December, 1916, send in to the Director of Materials, 
Armament Buildings, Whitehall Place, London, S.W., returns 
of :-— 

(a) All unwrought copper at the date hereof held by them 
in stock or otherwise under their control. 

(^) АП unwrought copper due at the date hereof for future 
delivery to them. ~ 

(e) All contracts existing at the date hereof for the sale to or 
purchase by them of unwrought copper. * 

Notwithstanding the above, no return is required from (1) any 
manufacturer or smelter of stock in hand or düe for future delivery 
for the sole purpose of manufacture or smelting at his works ; (2) 
any person whose total stock in hand and due for future delivery 
does not exceed 2 tons. | 

The Minister of Munitions has prohibited as from December 8th 
the uae of copper. whether wrought or unwrought, in any kind of 
manufacture except for the purposes of a contract or order for the 
time being in exiatence, certified to be within Classes " A" and 
"B' of Circular L33 as to control of output dated March 315%, 
1916. The order of November 6th relating to the manufacture 
of copper wire and cable containing copper is hereby cancelled. 


Institution and Lecture Notes.— The Institution of 
Electrical tngineers.—On November 8th, the Chairman of the 
YORKSHIRE Local SECTION, MR. Н. A. NEVILL, read his inaugural 
address, dealing with the supply and use of coal. Referring to the 
shortage of labour. which he expected to continue after the war, 
he stated that whereas the average loss of time for the whole of 
the United Kingdom was 99 per cent., in Yorkshire it was 15 to 
20 per eent. The use of machinery was increasing at the rate of 
10 per cent. per annum, mainly in Scotland, where the seams were 
thinner: the over-all efliciency of electrically-operated machines 
was as high as 70 per cent., compared with 20 to 25 per cent. for 
compressed air. Present-day legislation favoured the use of com- 
pressed-air machines, and therefore retarded the adoption of 
machinery owing to the low efficiency and small power available. 
Given a sufficiently high selling price or a cheaper system of 
working. more coal would be produced, even to the working of 
seams only two or three inches in thickness. He thought that 
modified regulations and more rapid development in the use of 
electrically-operated machinery below gyound would tend to solve 
to some extent the present and future ditliculty in the sufficient 
production of fuel. It did not seem likely that the cost of coal 
would come down to pre-war prices, and therefore station engineera 
would have to resort to more efficient plant. co-operation, or more 
economical methods of coal consumption than direct combustion. 
Linking-up would aid, where it could be adopted. but at first 
Bight the saving did not seem sufficient to warrant the very heavy 
expenditure that would be necessary to carry it out. It would 
increase reliability of supply. and thus hasten the scrapping of 
isolated power plants in favour of public supply. The centralisa- 
tion of power generation under skilled control would lead to 
economy, but he did not approve of very large stations. Waste 
heat and coke-oven gas should be utilised. Where towns were too 
far apart for linking-up. carbonisation plant with by-product 
recovery apparatus should be installed. As the economy schemes 
would involve heavy expenditure, the Government should. make 


some provision for granting money on easy terms to electricity 
supply authorities ; this could be done by way of a small tax on 
exported coal. 

A fund is being raised«to purchase the very valuable scientific 
library of the late Dr. Thompson. and to present it to the IvsTI- 
TUTION OF ELECTRICAL ENGINEERS as а memorial of his life and 
work, the library to be accessible to the public on the same con- 
ditions as the Ronalds Library. Information reyarding it ean be 
obtained from Mr. W. M. Mordey, 82, Victoria Street, London, S.W., 

The LE.E. Journal for December announces the election of Prof, 
С. Carey Foster, F.R.S., to be an Honorary Member, and the elec- 
tion of Sir W. Slingo as a member of Council, to fill the vacancy 
caused by the resignation of Captain R. J. Wallis-Jones. 

At the. monthly meeting of the SCOTTISH LOCAL SECTION in 
Glasgow. on Tuesday evening last, Mr. John 8. Peck's paper on 
“ The Parallel Operation of Electric Power Stations " was read and 
discussed. 

The second meeting of the session of the WESTERN LOCAL 
SECTION was held on Monday last at the Institute of the South 
Wales Mechanical Engineers, Cardiff. Dr. Alex. Russell delivered 
the Kelvin lecture on." The Life and Work of Lord Kelvin,” 
punctuating the same with numerous blackboard diagrams. The 
lecturer's propounding of Thomson's formula in connection with 
‘Vortex Motion " was followed very closely, and would have been 
productive of discussion had this been in order. Principal Griffiths 
(University of Cardiff) in seconding the vote of thanks to Dr. 
Russell for his able leeture, alluded to some very interesting per- 
sonal reminiscences which he could recall in connection with Sir 
William Thomson's visit to him at Cambridge.. The anecdotes 
forcibly illustrated Lord Kelvin's kindness of heart and sympathy 
towards his fellow scientists. - 

Tramways and Light Railways Association and the Incorpo- 
rated Association of Electric Power Companies. - The Govern- 
ment having taken over the greater part of Caxton House, these 
Associations have removed their offices to Sanctuary House, 
33, Tothill Street, Westminster (facing Caxton House). . 


Wages of Electricity Supply Employes.—Marvlebonc 
Borough Council is calling a conference of local authorities to dia- 
cuss the conditions of labour and rates of wages paid to employés 
in electricity supply undertakings.—Pall Mall Gazette. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials,to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 


Central Station Officials.—Mr. W. G. Pickvance, borough 
electrical engineer of Wrexham, was injured in a motor-car 
collision on Monday last week. Both cars were damaged and 
all the occupants more or less injured. 

The Newport Council has granted the following increases 
of salary upon the recommendation of the borough electrical 
engineer :—Mr. А. Н. FELTON, works superintendent, £166 
to £175; Мг. W. Н. СЬАВЕЕ, installations assistant, £140 to 
£150; Mr. E. G. ILLINGWorTH, sub-stations engineer, £130 
to £140; Mr. Е. B. BRIGGS, senior engineer-in-c arge, £12) 
10s. to £135; Мг. W. A. BoRROWDALE, senior engineer-in- 
charge, £123 10s. to £135. 

Mr. A. W. CrEGG, acting manager of Accrington electricity 
works, was one of four candidates selected for the post of 
electrical engineer to a Cheshire chemical firm. Аз the 
result of an interview, on Monday, between the Electricity 
Committee and Mr. Clegg, arrangements were made whereby 
Mr. Clegg’s services will be retained by the Corporation. 

General.—Ald. DuNcaN Watson has been re-elected Chair- 
man of the St. Marylebone B.C. Electricity Committee. He 
has accepted the position with reluctance, agreeing to act 
until the new and enlarged Committee has gained experience 
of the working of the undertaking. 

Colonel A. SINCLAIR has been re-elected Chairman, and Ald. 
С. CoLwiLL Vice-Chairman, of the Swansea Lighting and 
Tramways Committee. 

The marriage took place, by licence, at Canterbury, on 
December 7th, of Mr. Fraxk № пект Јокрах, B.Sc., A.R.C.8. 
(Electrical Engineers), and Miss Fanny Bentley, only daugh: 
ter of the låte Mr. J. G. Wood, of Chartham (Kent). 

Bv public advertisement it is, announced that MARK ALBERT 
NATHAN, carrying on business as an electrical and scientific 
instrument manufacturer as Albert Mason, at Clarence Mews, 
Hackney, London, has abandoned the name of Nathan, and 
will henceforth be known as Mark Albert Mason. 

Sir ALBERT Н. STANLEY, the new President of the Board of 
Trade, is managing director of the Underground Electric 
Railways Co. of London, Ltd., also of the District, the London 
Electric, the Central London, and City & South London Rail- 
ways, as well as being a director of the London United 
Tramways, Ltd., and the London & Suburban Traction Co., 
I.td. His unique experience of the problems of transportation 
will be of great value to the nation at the present juncture. 
An article on Sir Albert, together with a photograph, ap- 
peared in the Exrcrrican Review for June 26th, 1914, on 
the occasion of the honour of knighthood being conferred 
upon hiin. | 
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RoH of Honour.—The current issue of the Journal of the 
Institution of Electrical Engineers contains a list of 27 more 
in the different classes qf membership who have made the 
great sacrifice for their country. A further list of military 
honours awarded includes the following :— 

D.S.0.—Bt. Major B. C. Battye, R.E.; Major R. A. Me- 
Clymont, R.F.A.; Major A. Robertson, R.E.; Captain И. C. 
Sparks, M.C., London Regimet. 

Military Cross.—Sec.-Lieut. W. H. C. Coates, R.F.A.; Lieut. 


R.-H. Covernton, South African Engineers; Capt. J. М. 


Donaldson, K.R.R.C.; Sec.-Lient. В. E. Keelan, R.E.: See.- 
Lieut. Р. A. Menzies, Indian Infantry; Capt. S. М. Mohr, 
Notts. and Derby Regiment; Sec.-Lieut. B. J. Moore, Royal 
Flying Corps; Capt. E. H. E. Woodward, Gloucestershire 
Regiment. 


Dar to Military Cross.—Capt. H. R. L. Groom, M.C., Roval | 


Warwickshire Regiment. 

Distinguished Service Cross.—Iaeut. T. N. Riley, Divisional 
Engineers, R.N.D. 

Distinguished Conduct. Médal.—Sergt.-Major H. M. Kirkby, 
london Regiment. 

Croix de Guerre (avec Palme).—Cupt. Н. C. Sparks, D.S.O.. 
M.C, London Regiment. 

Seventeen others have been mentioned in dispatches. 

Lance-Corporal Н. Mayes, Oxford and Bucks Light In- 
fantry, who was with the British Thomson-Houston Co., Ltd., 
has for the second time been wounded in action. > 

Lance-Corporal Н. Jarvis, Grenadier Guards, who has 
fallen in action, was for 12 vears engaged at Silvertown with 
the India-rubber, Gutta-percha & Telegraph Works Co.. Ltd. 

Sapper F. HaroLD Moorek, R.E.. who was with the Marconi 
Telegraph Co., has died in a military hospital at Bristol. 

Private JAMES. Watson, South African. Infantry, aged 43, 
reported missing in France, was with the Transvaal Electric 
Power Со. in Germiston for 14 vears, and his post was being 
kept open. It is stated that when last seen he was carrying 
a wounded man to the dressing station. 

Battery Sergeant-Major С. P. Hustrer, R.F.A., an employe 
of the India-rubber Co., Silvertown, has been awarded 
the D.C.M. for gallantry in France. A fire had been 
started by the enemy's shells in a gun-pit containing about 
900 rounds of ammunition, the charges of some of which were 
burning, and with great presence of mind and risk to hin- 
self. Sergeant-Major Hunter extinguished the fire. 

Sergeant G. W. Н. Beckett, R.F.A., also an employé. of 
the India-rubber Co., Silvertown, has been awarded the 
Military Medal for repairing telephone wires under fire, and 
for continued good work in connection with keeping up 
communications. Не had previously been mentioned in dis- 

tches. Sergeant Beckett was a reservist, and went to 

rance with the original Expeditionary Force. . 

The following employés of the Edison Swan Electric Co., 
Itd., have been killed in action, all in France :— 

Private Ernest A. Fassum, 4th Batt, Middlesex Regiment, joinery shop. 

Private John Edward March, 13th Rutt. Middlesex Regiment, juinery shop. 

Private Bert. Pennington, Ма. hine Gun Corps, brass shop. 

Private Albert. Cooper, Ist Batt. Gloucestershire Reginunt, brasa shop. 


Lance-Corporal Harry Finch, Ist Batt, Middlesex Regiment, lamp depart- 
ment, stoker. 
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CITY NOTES. 


The profit on trading for the vear ended 

Ferranti Ltd. June, 1916, was 454,377, and after credit- 

| ing transfer fees, and deducting general 
establishment charges, repairs and renewals, legal expenses, 
Income-tax, bad debts, directors’? and trustees’ fees, there re- 
mains £21,568, plus £1,028 the amount at credit at June 30th, 
1915. From the total, £22,591, there have been deducted :— 
Interest on first mortgage debenture stock £4,281, interest on 
five-year notes £2,076, interest on bank loatis £1,660, depre- 
cation reserve account £10,000, leaving to be earried forward 
£4,574. The results for the year show @ satisfactory im- 
provement both in output and profit, notwithstanding the 
Increase in cost of materials, labour, freights, aid other ex- 
penses. Arrangements are being made to increase the output 


of the works. During the year £2,800 first mortgage deben- . 


tures and £300 five-year notes have been redeemed, and loans 
against five-year notes and second mortgage debentures have 
been further reduced. Mr. О. Winder has been elected a 
director. Annual meeting: December 19th, in London. 


| We read in a Birmingham newspaper 
United Electric that Messrs. Dick. Kerr & Co., Ltd., have 
Саг Co., Ltd. cirqilarised the shareholders in the United 

Electric Car Co., Ltd., offering to acquire 

th: preference and ordinary shares of the latter company, by 


transferring one 6 per cent. cumulative preference share of 


£l each, fully paid in D.K. & Co., in exchange for each pre- 
ference share in the U.E.C. Co., the preference shares in D.K. 
апі Co. given in exchange to rank for the full six months’ 
dividend payable April, 1917, or in the alternative they will 


Pay 20s. cash. As regards ordinary shares, the price will be. 


95. іп cash for each ordinary share. A meeting is to be 
called to deal with the position, and it is agreed to pay £3.000 
{о {ће directors retiring, as compensation for loss of office; 
this payment will not be made out of the assets of the U.E.C. 


Co. The U.E.C. Co. has also issued a circular stating that 
the terins are fair, and recommending shareholders who wish 
to dispose of their shares to accept the offer. 


l For the year ended September 30th, 
India.rubber, — 1516, the net profit, after providing for 
Gutta:percha, doubtful debts, was £133,779. After add» 
and Telegraph ing £15,983 brought forward, deducting 
Works Co., Ltd. £12.5000 the dividend on the preference 
shares, and £12,500 the interin dividend 
on the ordinary shares paid m July, there remains a dispos- 
able balance of £127,716. The directors have restored to the 
reserve fund the £50,000 which was taken from it to meet 
the losses sustained by Persan and the foreign branches, and 
recommend that the half-yearly dividend of 5s. per share, or 
at the rate of 5 per cent. per annum, be paid to the preference 
shareholders, and that a dividend of 15s. per share, free of 
Income-tax, amounting to £37,000, making with the interim 
dividend а total of 10 per cent. for the year, be paid on the 
ordinary shares, leaving £40,216. to be carried. forward. No 
satisfactory estimate can be piven as to the war taxation 
which the company will have to pay in respect of the profits 
made during the year, but Ше position is amply safe- 
guarded. The debentures became due for repayment in 
March last, and under the existing state of the money market 
they could only be replaced at £93, and at 5 per cent. instead 
o: 4 per cent. interest. This entailed an expenditure in cash 
of £28,000, and an extra. hability in interest of £4,000 for 
10 vears. The directors took the opportunity of the great 
demand for tonnage to sell the cable ship Sdeertown, which 
had little prospect of cable work during the war. The Dacia, 
after an absence of more than four months abroad, has been 
sunk bv a torpedo, but all hands have been saved. She was 
fully covered by insurance. Col, Weston Jarvis has been 
serving. With H.M. Forces in Gallipoli and Egypt since April, 
1915, and is now home. Mr. Hanbury jomed the Army, and 
js. With his regiment in France. i 
[The net profit for the previous vear was £50,101, and the 
disposable balance £56,435. | 
Annual meeting : December 20th. 


LI 


For the year ending June, 1916, the net 
Costa Rica earnings in Costa Rica, after charging all 
Electric Light | expenses incurred, amount to £19,211, as 
and Traction compared with £21,662. for. the previous 
Co., Ltd. year, a decrease of £2.4151. The net sur- 
plus profit is £2,790; this 15 to be carried 
to the credit of discount and commission on debenture issue 
account. The power plant at El Brazil has worked well 
throughout the year. In common with other countries, Costa 
Rica ds suffering severely from the European war, and the 
business of this company has continued to be prejudicially 
affected by the interruption of exports and the general upset 
of trade relations. Not only has its income been curtailed” 
by the lower purehasing power of the people, but the cast of 
all stores and material has greatly increased. by reason of war 
prices and the high exchange. Everything used in the busi- 
ness has to be imported and paid for in gold, while the earn- 
ings are in a temporarily depreciated national currency. The 
general manager m Costa Riea, Mr. W. N. Brand, was com- 
pelled to resign his. position in July last. through ill-health. 
The chief engineer, Mr. T. E. Zink, has been appointed to 
succeed him: Mr. Zink has been in the company's employ 
alinost from its inception. During the year the gold premium . 
has averaged HO per cent., as араке 150 per cent. for the 
previous vear. 


° 


Victoria Falls & Transvaal Power Co., Ltd.—Dividend 
for the year on the preference shares at the rate of 6 per cent. 
per annum, less income-tax, thereby making the cumulative 
dividend paid up to еселе, 1916. 

Manx Electric Railway Co.—Gross’ receipts for vear 
ended September, 1916, £8,150; expenditure, £85,865; loss, 
£734. Adding £9,436 last vear's debit balance, and £9,000 for 


debenture interest, the debit balance is £19,170. 


Isle of Thanet Electric Tramways & Lighting Co., Ltd.— 
Profit for the vear ended Septeinber, 1916, £9,742. The work- 
ing expenses fell by £2,445. The available balance will cover 
all interest charges and leave £359 to carry. forward. 

Stock Exchange Notice.— Application has been made to 
the Committee to allow the following to be quoted in. the 
Оте List :— І 

India-rubber, Gutta-percha & Telegraph Works Co., Ltd.— 
£100,000 5 per cent. debentures, 

J. G. White & Co., Ltd.—The '* Financial Times ” states 


that no interim dividend will be paid on the preference shares 
on Ist proximo. 


Yorkshire (West Riding) Electric Tramways Co., Ltd.—. 
Final dividend, 3 per cent. (being at the rate of 6 per cent. 


. per annum) on account of the dividend accrued on the 6 per 


cent. preference shares. 


^ Manila Electric Railroad & Lishting Corporation.—Divi- 
dend of 14 per cent. (1.50 dol. per share) for the quarter to 
December 818% on the common stock. 


East London Railway Co.—8s. 94. per cent., less tax, on 
“B” debenture stock for the year. 
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STOCKS AND SHARES. 


TUESDAY EVENING. 

CABINET-MAKING and other home politics have furnished the 
Stock Exchange with more topics for discussion than has 
business, the latter being extremely quiet. The changes in 
the Cabinet have done a good deal to help confidence, but their 
effect so far has been more sentimental than practical, except 
that they produced improvements in. the Consol market and, 
therefore, had a strengthening influence upon gilt-edged and 
other investment markets. 

The nearer the approach of the new year, the greater grows 
the disinclination on the part of the investor to spend money 
that will denude his bank balance at the time when he likes 
to see the latter on a comfortable basis. One of the minor 
features has been a revival in the prices of Victoria Falls 
shares; the ordinary and preference have both improved, 
although the best prices were scarcely maintained. 

The electric lighting market is dull and lumpish. West- 
minster ordinary receded to 6, Metropolitans to 24, Counties 
and Cities to 103 and 114 respectively, and South Londons to 
21. There is some little disappointment at the official silence 
in regard to the hope that something might be done to turn 
up the lights of London, at all events during the Christmas 
week—which, if it had been permitted, might have proved the 
prelude to a relaxing of the lighting restrictions generally. 

As we have pointed out before, there із in every 
market a certain supply of shares always coming in from 
deceased accounts, and also from people who, for one reason 
or another, are obliged to sell. Accordingly, when it happens 
that demand proves unusually eoy or. limited, the shares 
which the anxious sellers want to dispose of have an undue 
effect upon prices. This is what is happening at the present 
time in the electric lighting section; and the market looks ах 
though it were going to wind up the year in about as dull a 
state as it has experienced during the whole of the twelve 
months. Е 

Gossip runs in the City that one of the directions in which 
the vigour of the new Cabinet will manifest itself is an 
increase in the income-tax, 6s. 8d. in the £ being already 
mentioned as a possible next step. 
panied by another to the effect that the excess profits tax is 
likely to be raised to 75 per cent.; and reports of this sort 
„obviously do not lend strength or stability to markets at a 
time when fresh investment shows itself shy. 

Practically every day sees further declines in the list of 
Home Railway stocks. The Board of Trade warnings as to 
the strong desirability of curtailing Christmas travel, with 
the rider that private journeys are likely to be made as difficult 
as possible, is the latest bear point put forward. The pro- 
posal to increase season-ticket and other rates would no doubt 
have had a strengthening effect in the railway market in the 
ordinary way; but when it comes on top of such announce- 
ments from the Board of Trade as those already quoted, it 
acts in the opposite direction. 

In the Underground group, Districts went back to 154 and 
Metropolitans to 23; but Underground Electric Railways issues 
keep firm, the price of the income bonds being well main- 
tained at 91 bid. The falls in Steam stocks are spread over 
all the various classes of Home Railways, and those with 
electrified svstems have weakened with the rest. The lists 
of preference and other pre-ordinary securities are lower, and 
the whole of the market is in a friendless condition. 

British Columbia Electric Railway stocks moved down on 
renewed efforts to sell. Some associate the weakness with the 
dull state of the market for Canadian railways, but this 
seems scarcely sufficient to justify the drop. It mav be that 
the previous rise was too rapid, or perhaps foreknowledge 
of the next report has something to do with the steady de- 
cline. At any rate, there is considerable interest, tinged 
with anxiety, as to what that document is likely to show. 

The Brazilian exchange is in a more hopeful state, having 
kept about 18. to a trifle over for nearly a week. The steadi- 
ness had a partial effect in checking the drop in Brazilian 
Traction shares, but the usual quarterly nervousness expressed 
with regard to the maintenance of the 4 per cent. dividend 


led to a further fall in the common. The preferred remain 
about 85}. | 

British Electric Traction ordinary is changing hands on the 
basis of 34, and business was marked the other day in the 
6 per cent. preference stock at 76; while a buver of London 
United Trainways paid 46 for the 4 per cent. debenture stock. 
Metropolitan Tramways 5 per cent. debenture stock has been 
negotiated on the basis of 804 during the past week. 

No recovery has occurred in the Mexican industrials, the 
shares and bonds of the Mexico Tramwavs and the Mexican 
Light & Power Companies being extremely weak. Pachuca 
Light & Power 5 per cent. bonds, which are guaranteed by 
the Mexican Light & Power Co., have fallen 3 points to 27}. 


in British 


This rumour is accom- ^ 


° Henley ee ee ee oe 20 95 
do. 44 Pret... is is 4 4% 4 
Indis-Bubber  ,. ae „ 10 10 184 
Telegraph Con. .. .. cf 90 W99 88 


The Canadian-American power issues are mostly good. Penn. 
sylvania Water & Power shares at 893 and Shawinigans 140, 
but Canadian Generals gave way a little to 1294. Victona 
Falls preference rose to 22s. 3d., and the ordinary to ls, 
before reacting to the extent of a few pence each. 

The Telegraph market continues to find more sellers than 
buyers, and Easterns dropped a point to 1894. Asa whole, 
however, the market is a little steadier than it was. United 
River Plate Telephones eased off to 61: Marconis have gone 
back à to 23, Americans and Canadians being sympathetically 
dull at 15s. 3d. and 9s. 6d. respectively. Globe ordinary and 
preference are a firmer market, and the industrial shares in 
the group are unchanged on the week. American Telephone 
4 per.cent. bonds fell 6 points to 105, and the 4} per cents. are 
7 lower at 111. у 

Edison & Swan fully-paid shares reacted to 14, and Electric 
Constructions аё 1 1/16 are the fraction down. The industrial 
market goes softly. British. Aluminium remain active and 
firm at 30s. The iron and steel group is heavy, consequent 
upon the increase of wages granted to the miners in South 
Wales, and the uncertainty felt with regard to the effect of 
the Government's taking over the control of the field. А 
severe shake-out fn the shipping market has not passed un. 
noticed by holders if other industrial companies the shares 
in which have recently been run up to high prices. 

The rubber market is well maintained, in consequence of 
the strength of the raw material. : The copper group experi- 
enced something of a flurry in New York by reason of the 
action of the British Government in restricting copper im- 
ports, but little effect was produced upon the prices of shares 
companies. Speculative enterprise here, as in 
other parts, is at a low ebb just at present. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номи ErLEOTRIOTTY ÜOWPANIES. 
Dividend 


Price 
1914. 1915. 19 i 


: 18. this week, р. 

Brompton Ordinary  .. . 10 10 e == 411 0 
Charing Cross Ordinary - 6 б E. = 17841 

do. do. do. 4àPret.. 44 4 Ка = 6110 
Chelsea ee oe ee ee 6 4 8 — 6 18 4 
City of London .. a æ. 9 8 114 — $ 619 1 

do. do. b per cent. Pref. б 6 rA — i : i : 
County of London s 2d — 

740. 6 per cent. Pref. 6 6 10 — 606 
Kensington Ordinary .. ec. 9 q 6 — 646 
London Electric .. és 3 4 B. 1 = $10 6 

do. do. 6 per cent. Pref. 6 0 4,755 — 6 15 4 
Metropolitan С a $5 a 8 at — $ 618 í 
Bt. James' and Pall Mall .. 10 8 — 6 80 
South London  .. - b b — $ 718 6 
Bouth Metropolitan Pref. 7 1 1 — 678 
Westminster Ordinary .. #9 9 1 6 — $ 6 16 6 

TELEGRAPHS AND TELEPHONES, 
lo-Àm. Tel. Pref. ee ee 6 6 — 8 5 8 
ini do. Def. ee ео 80J. 88/6 mE 7 10 3 
Cuba Sub. Ord. жж. ee ee b 6 -— [| 8 6 
Eastern Extension e | 8 18 — e$ 16 6 
Eastern Tel. Ord. Vs s 7 8 15 —1 кі 14 6 
Globe Tel. and T. Ord. ee . 6 7 1 — 12 @ 
do. . ee 6 6 1 -— Б 16 5 
Indo- uropean se ee oe — 
Marconi oe ee oe ee 10 10 э} om i B 12 9 
Oriental Telephone Ord. - 10 10 ny — 46 6 
United R. Plate Tel. 8 8 6 — i *5 18 6 
West India and Pan. .. Se 1 6d. 1 — 240 
Western Telegraph ʻa = | 8 1 — 51 4 
А Номи Rarts, 

Central London, Ord. Assented & 4 65} == 613: 
Metropolitan’  .. aet "P ae d 1 98 =} 470 

ао, ound Mioto Ordinary Nil NH ' Mt = Ni 

Unde un ectrio — 

doc . do, " A" 7 Ni Nil 6/- — Nil 

de, do. Income 6 6 91 — *$ 11 10 
f Forzien Trams, &o, 

Adelaide Sup. 6 per cent. Pref, 6 6 444 - 6 1 6 
Anglo-Arg. Trams, First Pref. Hd -— 891 

d do. $nd Pref. ee 9 - id 
do. 5 Deb. 5 6 67 — 193 
Bombay Electric Pref. .. . 6 6 10} — 617 8 
British Columbia Elec. Rly. Pfce. 5 5 6? —9 191 

do. do. Preferred — Nil 48 — Nil 

do. do. Deferred — Nil 484 —9 Nil 

Mexico Trams 5 per cent. Bonds — N — Nil 

о. 6 per cent. Bonds — Nil 27 -— Nil 

Mexican Light Common .. Nil Nil 19 = Nil 

do. Pref. ев ee Nil Nil 17 == Nil 

do. lst Bonds T Nil Nil 82 = = 

Mancracrunme Compans. 

Babcock & Wilcox — .. .. 14 15 234 6 3 6 
British Aluminium Ord. .æ. 6 à 668 
British Insulated Ой... .. 15 17 11 1 610 
British Westinghouse Pref, .. "à 1 И 6 8 6 
Calenders.. .. .. .. 15 39 13 7 18 10 
do. 5 Pref, ee ге 6 5 1 8 
Castner-Kellner .. 20 6 6 8 


Edison & Swan, £8 paid .. Nil 
do. do. fully paid .,.. Nil 
do. do. 4 percent. Deb. 5 
Electric Construction ., ai 6 
Gen. Elec, D EH os is 6 
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THE USE OF LOW-GRADE FUEL. 


As the result of investigations by the U.S. Bureau of Mines 
"to the use of low-grade fuels some interesting, though, of 
al Urse, not entirely ‘new, particulars of work carried out 
Sng these lines were recently published in one of the official 


Pupp 5 : 
in Olications of the department. The subject is of some 


re, fest in this country, ав was indicated in Prof. Fearnsides' 
arks quoted on page 621 of our last issue. Attention is 


Р. 


REVOLVING ECCENTRIC-GRATE PRODUCER INSTALLATION. 


drawn to the successful use of certain fuels in Europe and 
the complete indifference to the possibilities of similar fuels 
in the United States. А 

Information was sought in regard to (a) the utilisation of 
high-ash coals, (b) the use of wood refuse, (c) recovery of 
by-products, (d) recent developments in the preparation and 
use of peat, (e) results of low temperature distillation of fuels, 
(f) possibilities of the slagging type of gas producer, and (g) 
use of powdered coal. i 
fuel, leading to interruptions and- failure to develop rated 
capacity, is the main objection to the use of such fuel. 

To handle this and other classes of fuel the revolving eccen- 
‘tric grate producer has been developed in Europe. With it 
the ash is automatically removed, operation can be con- 
tinuous, the output per unit area is increased, and a more 
uniform quality of gas is claimed. | 

The degree of eccentricity сап be varied to suit the fuel, 
the tendency being to grind the coarse ash and prevent 
clogging; the speed is also variable to suit conditions of fuel 
and output, and usually runs from } to 14 revs. per hour, with 
l- or 2-H.P. driving motors. | | 

Experience has shown that an important factor in over- 
coming clinkering and fusing of the ash with the producer 
ni: is water jacketing the part of the producer shell sur- 
rounding the hot zone. In certain designs a variation 1s 
made in the height of the grate to correspond to the clinker- 
. Ing tendency of the fuels. | 

Either dry or wet bottoms are used, the former being some- 
times regarded as desirable for extremely fine fuels burned 
with high air pressure, because of the depth of water neces- 
sary with the wet-bottom type. | | | 

The revolving grate producer is said to gasify two or three 
times as much fuel per sq. ft. of fuel bed as the fixed type; 
low percentage of carbon in the ash is also claimed, while 
the steam requirements are placed at about a fourth of those 
of the fixed grate jacketless type of producer. The total cost 
of & complete plant is said to be in favour of the revolving 
grate ан, а which is claimed to handle 45 to 55 per cent. 
of ash with ease. An example is quoted of an English colliery 
and ironworks using an installation of eccentric grate pro- 
ducers, for which fuel іё obtained by crushing and washing 
material from colliery refuse heaps, the fuel as used in the 
producers confaining about 25 per cent. of a 

Reference is made to the use of refuse fuel in gas producers, 
Such as wood refuse, husks, nut shells, tan bark, &c. 


Excessive clinkering with high-ash . 


We illustrate an up-draught producer with mechanical tar 
extractor, and a down-draught producer; this type of plant 
has given good results, particularly with wood refuse. 

Reference is also made to the use of by-product gas installa- 
tions to utilise low-grade materials and colliery refuse, but 
in England it is considered that the tendency is always to 
use the material giving the largest by-product return, even 
though the plant was specifically intended to use only refuse 
material with a view to selling all high-grade fuel. 

The subject of low-temperature distillation is discussed at 
some length, but it is remarked that 
ds disinterested information was avail- 
able. 

The original intention of this process was 
to obtain a smokeless fuel for domestic use, 
and at the same time recover oil, motor, 
spirit, and ammonia. Cannel coal, shale, 
high-ash coals, peat, and even briquetted 
sewage sludge were tested as fuels, but the 
results are not obtainable. 

In a University lecture before a Man 
chester gas association, Mr. Е. D. Mar- 
shall, referring to the subject of low- 
temperature carbonisation in vacuo, said 
that low-temperature distillation could not 
be completely successful if carried out 
under pressure, as with a temperature of 
only 900 deg. to 1,000 deg. F. the time of 
distillation would be too long, and the 
valuable oil constituent and the coke would 
be ruined. But low temperature, plus a 
complete, or nearly complete, vacuum in 
the retorts, enabled them to carbonise in 
three or four hours, and so save the light 
oils, and at the same time produce a hard, 
dense, easily ignitable coke or fuel contain- 
ing 5 to 10 per cent. of volatile matter 
(probably methane) and over А0 per cent. 
of carbon free from all tarry and condens- 
able matter. 

The density of the coke was due to the 
compression of the coal between the annu- 
lar spaces—a density which would effectu- 
allv prevent the quick evolution of the 
gases were 1t not for the extreme vacuum 
emploved. 

By the time the gases had passed. the 
vacuum ‘pump, everything condensable 
under atmospheric and impact conditions 
had been removed; but tailing on to the 
vacuum pump was a compressor, in which 
the entire рав was compressed under a 
pressure of 50 to 60 lb. to the sq. in. 
By a mechanical arrangement the pres- 
sure was suddenly released, the result 
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Two Types oF REVOLVING ECCENTRIC-GRATE. 


being that the gas parted with a vapour which, on speedily 
condensing, proved to be a spirit of high value. The yield 
from this portion of the plant was approximately one gallon 
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of spirit (specific gravity 0.818) ton of bituminous slack. 
Passing from the compressing plant, the gas, at this stage 
of approximately 750 B.TH.U., passed through a strippin 
plant, which reduced it to about 300 в.тн.о. The choice o 
the crude oil for stripping purposes was important. The 
spirits must not be confused with benzols, as they were prac- 
tically paraffins, or paraffinoids, and their homologues. 

The yield of gas per ton of coal was approximately 5,000 
cu. ft. from slack and 7,000 cu. ft. from cannel, and was 
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Up-DRAUGHT ТҮРР, WOOD-REFUSE GAS PRODUCER AND MECHANICAL TAR EXTRACTOR. 


partially consumed under the retorts and for running the 
о plant after it had been stripped of its valuable pro- 
ucts. | : 

Dr. Young, in a report, is said to have described the process 
as one of destructive distillation of coal at low temperature 
(900 deg. to 1,000 deg. F.) under a high vacuum (20 to 25 in. 
of mercury), resulting in the formation of products very 
different to those obtained by the usual gaé-works practice of 
distillation at high temperatures. While the general nature 
of those products was the same whatever coal might be used, 
the amounts in which they were obtained varied with the 
class of coal, consisting generally of 70 per cent. of coke or 
residue and about 50 gallons of oil from a cannel coal, or 24 
gallons of oil per ton from a bituminous coal. The process 
resulted also in the formation of ammonium in generally good 
amounts, but varying markedly with the coal employed. 

The coke, or residue, was a dense but porous fuel; it was 
easily ignited, and could be burned in any ordinary open 
grate; 16 could also be used in the manufacture of suction 
as, with the great advantage of yielding a gas entirely free 
rom tarry matters. | 

In regard to their specific gravities, the ‘‘tarless fuel” 
oils lay between shale oil and gas-works tar, to the former 
of which they were much more closely related in their 
chemical nature, consisting of paraffinoid compounds and un- 
saturated derivatives. The benzenoid hydrocarbons, includ- 
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DOWN-DRAUGHT GAS PRODUCER FOR WOoOD,REFUSP. 


ing the volatile solids, such as napthalene and anthracene, 
which formed such a large proportion of gas tar, were 
ertirely- absent. Hence the light oils on а fractionation 
yielded solvent naphtha and a motor spirit which resembled 
petrol rather than benzol. The total light oils, obtained 
partly by fractionation of the condensates and partly by 
stripping the gas, averaged 3.5 gallons per ton of coal. 

Mr. Marshall suggested instead of charging generators 
with the crude coal direct from the collieries, first to treat 
it by a low-temperature plant, recovering the oils, gas, and 


— on a — a ee 


. what ammonia was produced by such a process, and then to 


nie the generators with the resultant clean and pure carbon 
coke. 

The Bureau of Mines шеси finally refers to the use 
of the slagging gas producer and the use of powdered fuel, in 
regard to which several articles have already appeared in our 
pages. 

n а paper read before the American Peat Society, Mr. 
B. F. HAANEL discussed the subject of peat for pówer produc- 
| tion. He pointed out that peat in the bog 
contains: usually 87 per cent. water, 7 
cent. combustible matter, and & varyin 
percentage of ash, so that more than 1 
lb. of raw material must be handled in 
various ways before 10 lb. of combustible 
matter is available. The moisture can be 
separated by the application of artificial 
heat, hydraulic pressing, or sun heating. 
The first method of reducing moisture 18 
shown to be impossible; all efforts to reduce 
the moisture below 75 per cent. by means 
of presses alone have not met with econo- 
mic results, and a change in the chemical 
constitution of the peat is required before 
a further reduction of moisture can be 
obtained. The Ekenburg wet carbonising 
process was devised for this, but has not 
up to the present proved feasible. The only 
successful system has been sun and wind 
drying, and several million tons of peat fuel 
are manufactured annually in Europe by 
this method. 

When by-product recovery in connection 
with the gasification of fuel is considered 
many important factors arise. Peat fuel 
cannot compete with reasonably priced coal 
for steam generation by means of boilers. 
The ónly large plant of the kind is at Wies- 
moor, in Germany, of which the author 
gives some data. It is stated that with 
peat fuel costing 5s. per ton, the plant 
generates steam more cheaply than from 
coal costing 14s. 6d. per ton. 

In actual service, about 6 to 64 lb. of peat (30 per cent. 
moisture) per XW.-hour is required, which represents prac- 
tically the same fuel cost as if coal were used. With peat 
fuel used in a well designed gas producer plant, it has been 
found that 1 B.H.P.-hour can be produced from 2° lb. of peat 
containing 25 per cent. moisture; this compared with 1% lb. 
of coal. The value of peat as a fuel depends on the nearness 
to the plant of the raw fuel and the availability of ample 
storage. 


ECONOMIC POWER GENERATION AND 
DISTRIBUTION. 


In an address delivered under the auspices of the American 
Society of Mechanical Engineers, early in the present year, 
Mr. SAMUEL INsULL dealt at length with the above subject, 
taking ав an example the progress made in electrical genera- 
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Fic. 1.—Loap Ртлавлм, Maximum Day, WINTER, 1915 AND 
1916, Снтслао. 


tion and distribution in Chicago. As showing the divers 
of demand, he pointed out that in November, 1915, on- ie 
day of coincident maximum data, the light and power bus- 
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ness took 147,300 Kw.; the railways took 190,600 xw., giving 
a combined total of 337,900 kw. The non-coincident maxima 
for the winter came on December 22nd, in the light and 
power business which then took 155,670 Kw. For railway busi- 
ness the non-coincident maximum was 203,560 ку. on January 
6th, 1916, so that they took care of the non-coincident 
maxima of the two branches of business (359,230 kw.) with 
a total coincident maxima of 337,900 xw., showing a diversity 
of 21,380 kw. Chicago doing a wholesale and retail business 
combined showed a 43 per cent. load factor in 1915; the 
street and elevated railway demand was 35 per cent. greater 
in winter than summer. 

Next to the inventions of the original р.с. distribution 
system and А.С. system, the development of the large turbine 
had had the greatest influence on the industry. 

But it did look as though many managers were installing 
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turbines of a size out of all proportion to their requirements 
and having no relation to the load to be dealt with. He did 
not think it safe to order a unit for much more than 10 to 12, 
or, at the extreme, 15 per cent. of the total demand on any 
one system. This referred to existing systems, and new 
undertakings were in a different situation. 

At the present time about 35,000 to 40,000 Kw. was the 
largest size obtainable; 50,000 Kw. had been mentioned, but 
before this size was adopted they would need higher boiler 
pressures and many experiments with apparatus. 

‚ The progress of the next few years would be better made 
if it was slower made. 

_ The total business in Chicago in 1915 was almost $21,000,000; 
light accounted for $11,000,000, and power and transport 
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Еа. 4.—FINANCIAL CHART, COMMONWEALTH EDISON Co., 
CHICAGO. 


halved the remainder. The wholesaling of energy for trans- 
portation showed a steady income; as the business developed 
the pres dropped in 1906, and that price had contimued up 
to the present; it was on a lower basis than it was possible 
for the local transportation companies of Chicago to produce 
energy themselves. | 
An interesting chart shows the steam economy tests of 
various sized turbines installed by the company during past 
years; the curve for the 25,000 kw. relates to a '' reaction” 
(уре machine (which may be recognised by English readers). 
в regards future possibilities, the light and power business 
of the Commonwealth Edison Co. was approximately 338,000 
KW., that of isolated plants was 264,500 Kw., and that of the 
steam railroads was 125,700 Kw., making a total of 728,200 kw. 
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It was estimated that the company was doing about 46 per 
cent.- of the total possible business; if it had the entire 
business, instead of a load factor of 40 or 41 per cent., it 
would probably have a 50 or 60 per cent. load factor. That 
meant that the cost of carrying the necessary investment for 
a city of two and a half million people, that was the interest 
and depreciation cost, if all the energy was produced by one 


. organisation would be reduced approximately 334 per cent. 


at indicated that it was an economic waste for the 
individual to spend money in producing energy in a small 
way, and that the true function of the large electric light and 
power companies was to produce all the energy required in 
the community. 
He was inclined to think that the day would come when 
one of the regulating bodies would step in, insist on all 
energy being produced from central generating plants, and 


Load in Kilowatts 


Fic. 3.—STzEAM Economy Tests or Steam TURBINES. 


tell people who were guilty of economic waste that they 
must stop it. ` 

If equipmentewas employed unnecessarily, if fuel and labour 
were used wastefully, all these things must be harmful to the 
general wealth of the State. | 

If they took all the settled areas of the United States 
wherever there was & great density of population, and worked 
out the data on the same basis as it was worked out for the 
city of Chicago, and assumed that the electricity supply busi- 
ness was all put under a series of central organisations, they 
found that it took about 68 to 70 million H.P. of non-coinci- 
dent demand; that the coincident demand would be about 
47 million H.P., and that the diversity would be upwards of 
20 million н.р. Capitalising the labour ара fuel saved and 
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Fic. 5.—DIversity OF LARGE OR WHOLESALE LIGHT AND POWER 
CONSUMERS. | Р 


the investment cost on 20 million Н.Р. would result in 
staggering savings. 

Some people would tell them that such & system would 
produce a combination that might be dangerous to the State. 
It was not dangerous to the State to let its money go to 
waste, to waste ‘its resources and its capital, but it was said 
to be dangerous to the State to allow an organisation to double 
its size, even though .that organisation was regulated by a 
Commission of the State appointed or approved by the State 
Legislature. | | 

He thought that that kind of danger was to the highest 
possible advantage to the State; that if was a real 
neuen to the better management of the country’s 

airs. 
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. NEW ELECTRICAL DEVICES, FITTINGS, 
AND PLANT. | 


" Overseas" Small Lighting Sets. 


THE OVERSEAS ENGINEERING Co., LTD., of 75, Curtain Road, 
E.C., is introducing a small self-contained, automatic electric 
lighting plant for supplying thirty 20-c.P. lamps, shown in fig. 1. 
E It consists of a 3-in. bore, 41-in. stroke, four-cycle, water-cooled 
petrol engine, coupled direct to a 750-watt, 82-volt motor-generator 
on a 22 in. by 32 in. base, together with switch box and a 12-cell 
storage battery. The plant is arranged to operate either auto- 


matically or non-automatically ; in the former case the withdrawal . 


of energy from the battery, due to lamps being switched on, &c., 


Fic. 1, —'OvERSEAS" AUTOMATIC ELECTRIC LIGHTING PLANT. 


automatically starts up the engine (the generator functioning as & 
motor until the engine begins to fire) and the recharging of the 
battery commences. 

. With the switching-out of the lamps the plant comes to rest, 
ignition circuit open, oil feeding stopped, compression release 
latched, &c., and battery completely charged, provided the set has 
been working 15 minutes or во. 

' This particular plant is standardised and known as the “ Home 
size, being тові in demand; it is especially suitable for houses, 
farms, workshops, &c. | 


Another Mazda Revolving Shade. 


About a year ago THE BRITISH THOMSON-HOUSTON Co., LTD., 
introduced an ingenious advertising novelty in the form of a 
revolving shade. This was intended for use with table, desk, and 
other fittings in which the lampholder was in an upright position. 
When the lamp was switched on, the shade rotated owing to an 
upward current of ‘air, heated by the lamp, impinging upon a fan 


Fic. 32.—-M AZDA PENDANT REVOLVING SHADE. 


disk attached to the upper part of the coned shade and pivoted 
upon the tip of the lamp. The company has now produced an 
adaptation of the design that permits of its attachment to plain 
pendante, 

From the accompanying illustration it will be seen how ‘the 
revolving shade appears when in position. Any existing shade 


having been removed from a lampholder hanging from ordinary 
flexible cord, it is replaced by a specially designed wire frame, 
which is held in place by the shade-carrier ring. When the frame 
has been attached, it is turned upside down, and the flexible wire 
threaded through the hook at the apex of the coned frame and two 
loops that are formed at the top and bottom of one side. The 
frame will then hang vertically, with the holder in an upright 
position. The ends of the curved shade of stout coloured paper 
are then brought together, a cardboard cisk with metal centre to 
fit over the lamp tip is inserted near the top of the shade, and the 
complete shade is placed on the lamp tip so that it is free to rotate 
within the wire frame. When the lamp is switched on, it illumi- 
nates the coloured shade, which immediately commences to revolve, 
the effect being both striking and attractive. If the adapted 
pendant be placed in a sunny position, its shade will rotate duriny 
the hours of sunlight without the lamp being lighted. 

Readers in the Trade who have not received one of these 
revolving shades can obtain them upon application to the Publicity 
Department, The British Thomson-Houston Co., Ltd., Mazda House, 
77, Upper Thames Street, E.C. 


Mining Bells and Relays. 


Mining bells and safety relays with parallel-wound coils, made 
by the STERLING TELEPHONE AND ELECTRIC Co., LTD., of 210-212, 
Tottenham Court Road, W., were tested by Dr. Wheeler and Prof. 
Thornton in their recent investigation of the subject of bare-wire 
signalling in mines, and found to be safe with all pressures up to 
the maximum permitted by the regulations. The company con- 
sider this method of preventing dangerous sparking to be the most 
practical and efficient of those suggested, and have put on the 
market a series of bells and relays of this type, which comply with 
the new requirements of the Home Office. We illustrate in fig. 3 
the relay, which is enclosed in a separate compartment in a cast- 
iron case, with a machined-surface flame-proof cover ; the terminals 


Fig. 3.— STERLING SAFETY RELAY. 


1 


are fixed in a lower compartment with a separate cover. which can 
be removed for wiring without exposing the relay to damp and 
dirt, and the wires connecting the relay to the terminals pass 
through a trough in which they are sealed with bitumen before 
leaving the makers' works. The relays are made with resistancee 
of 20, 100, and 500 ohms, and, аз an example, the 100-ohm relay 
with 15 volts works well through an external resistance of 280 
ohms. The safety bell is also enclosed in a cast-iron case, gas and 
watertight, the motion of the armature being transmitted to the 
hammer through a metal diaphragm. | 


THE DETERMINATION OF TRANSFORMER 
LOSSES.* 


By PERRY A. BORDEN. 


WHEN determining the efficiency of & transformer by th 
method of direct loading, it is usual to read the input an 
output on separate wattmeters, the ratio of these slightly 
differing quantities being the efficiency of the apparatus. The 
actual losses are thus represented by а very small portion of 
the scale, and the difference of two quantities both sabject 
to the errors of the instruments used. | 

In what follows, a method is described wherein the total 
losses taken collectively are directly read on an independent 
wattmeter. The apparatus for making the measurements 
includes :— | А 

1. A single-phase wattmeter of suitable scale to measure 
the losses (say 100 volts, 0.5 amp.). | 

2. A variable load, preferably of the potentiometer type, 
to give full scale on this meter. 

3. A polyphase wattmeter or watt-hour meter free from 
interference troubles, carefully adjusted to ‘‘buck on zero, 
i.e., to have zero torque when the two elements are measuring 
quantities of equal and opposite magnitude. The circuits 
of the polyphase meter will be (usually) 100 volts, 5 amp. 
a MM 


*From the Electrical World. 
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The accompanying diagram: shows the arrangement for 
measuring total losses in a 10-Kw. 2,200/110-volt transformer. 
The instrument transformers are so chosen that the con- 
- stants of the two elementa of the polyphase meter are equal. 
In this case the primary voltage is measured with a 2,000/100 
potential transformer, while the secondary current passes 
through a 100/5 seriés transformer, the constant of each phase 
of the meter being 20. The polyphase instrument is con- 
nected in such a way that while the input gives a positive 
deflection, the output tends to oppose it. 

The single-phase meter is then placed in circuit as shown, 
receiving its potential from the same source as the output 
element of the polyphase meter, and its current from any 
scurce approximately in phase with the potential. If the 
source of supply for the auxiliary current be not electrically 
connected to the main supply, the auxiliary meter A may, if 
desired, be connected to the input element of the wattmeter B. 
The adjustable current of meter 4 passes with the load cur- 
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DIAGRAM OF CONNECTIONS FOR DIRECT MEASUREMENT OF 
TRANSFORMER LOSSES. 


rent through the polyphase instrument in such a direction 
аз to give а small additional negative torque. It is, of 
course, understood that sufficient grounding or interconnec- 
tion will be made to prevent dangerous voltage between parts 
of the polyphase wattmeter. 

The method of operation is as follows: With switches D and 
EK open, the transformer is loaded until the desired input is 
read on the scale of meter a. Switch D is then closed, and 
the indication falls to the small value representing the differ- 
ence between input and output (i.e., losses). Switch B is 
then closed and the auxiliary current is carefully adjusted 
until meter B indicates exactly zero. The reading of the 
auxiliary meter multiplied by the metering constant repre- 
sents then the total losses in the transformer under test, and 
the efficiency may be accurately determined by the usual 
formula. 

This method is particularly suitable to the testing of large 
numbers of similar transformers, and will be found suited 
not only to transformers, but to any class of electric apparatus 
in which both the incoming and outgoing energy are carried 
on two-wire circuits. 


TRADE STATISTICS OF JAPAN, 1915. 


Tur following statement, showing the imports into and the 
exports from Japan of electrical and similar goods during the 
year 1915, is taken from the recently-issued official trade 
statistics: the figures for 1914 are given for purposes of com- 
parison, and notes of any increases or decreases are added :— 


| 1914. 1915. Inc. or dec. 

Galvanised tron wire.— Yen. Yen. Yen. 

From Great Britain 262.000 146,000 — 116,000 
», Germany 1,486,000 39,000 — 1,447,000 
» Belgium 66,000 — — 66,000 
» Austria ps 8,000 — — 8,000 
» United States 304,000 2,969,000 + 2,665,000 
, Other countries ... 2,000 21,000 + 19, 

Total 1. .. 9,198,000 3,175,000 + 1,047,000 

Posts and materials for electric lines.— 

From Great Britain 2,000 x = 2.000 
» Germany m 24,000 — — 24,000 
; United States 580,000 2000 — 578,000 
,, Other countries 6,000 — — 6,000 

Total "E .. 612,000 2000 - 610,000 


Inc. or dec. 
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E - 1914. 1915. 

Copper (pipes and tubes).— Yen. Yen. 

From Great Britain 105,000 37,000 
», Germany m 31,000 == 
» Other countries 16,000 1,000* 

Total , . 152,000 38,000. 
| * United States. 

Insulated electric wire.— 

From Great Britain 160,000 6,000 
» Germany ue 235,000 94,000 
» United States 48,000 13,000 
„ Other countries 1,000 — 

Total 444,00) 113,000 

Steam turbines.— 

From Great Britain 992.000 — 
» Germany - 139,000 — 
» United States 2,000 24,000 

Total 163,000 24,000 

Cranes.— 

From Great Britain 150,000 20,000 
„ Germany be 124,000 — 
„ United States e 35,000 21,000 
» Sweden 24 000 me 

Total 333,000 41,000 

Pumps.— 

From Great Britain 209,000: — 189,000 
» Germany е 240,000 9.000 
,;, United States 182,000 51,000 
,, Other coüntries 34,000 19,000 

Total — 665,000 967,000 

Gas engines, petroleum engines, and hot air engines.— 

From Great Britain | 114,000 49,000 
;, Germany 118,000 — 
, sweden ie 31,000 85,000 
», United States ,000 35,000 
„ France "n 2000 | — 
„ Italy m 2,000 — 
„ Other countries 11,000 1,000 

Total 366,000 163,000 

Steam engines.— 

From Great Britain 244,000 51,000 
», Germany ved 181,000 — 
» United States 17,000 3,000 
» Belgium 10,000 — 
;» Other countries 1,000 — 

Total 453,000 54,000 

Steam boilers.— | 

From Great Britain 654,000 499,000 
», Germany e 192,000 17,000 
,, United States 13,000 52,000 
„ Belgium 2,000 ,000 

Total 861,000 570,000 

Dynamos, electric motors, dc.— | 

From Great Britain 667,000 316,000 
,, Germany 808,000 82,000 
, Switzerland ... 56,000 3,000 
,, United States 1,211,000 390,000 
», Sweden ET 91,000 7,000 
,, Other countries 10,000 1,000 

Total . 3,843,000 749,000 

Water turbines and Pelton wheels.— 

From Great Britain 9,000 24,000 
» Germany 206,000 18,00 
, France "e — 15,000 
» Switzerland а. 14,000 10,000 
» Sweden | 81,000 30,000 
, Belgium e 7,000 = 
, United States i 21,000 
97 Italy +e 5,000 m 

Total 392,000 118,000 

Incandescent electric lamps.— T 

} itai 4,000 2.(K 

ia кА 379000 93,000 
» A United States 8,000 үн 
, Other countnes Pe п, 

Total 391,000 12,000 


— eee 
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1914. 1915. Inc. or dec. 

Wattmeters.— | Yen. Yen. Yen. 

From Great Britain T" 29,000 8,000 — 21,000 
», Germany idi .. 117,000 5,000 — 112,000 
; United States PE 36,000. 62,000 .+ 26,000 
„ Other countries ... 11,000 43,000* + 82,000 

Total ...  .. 193,000 11800 — 75,000 
* Switzerland, Yen 42,000. 

Ampere meters and voltmeters.— 

From Great Britain 2 7,000 2,000 — 5,000 
,,, Germany nat se 13,000 — — 18,000 
„ United States 57,000 48,000 — 14,000 

Tota] l 77,000 45,000 — 32,000 

Accumulators.— 

From Great Britain 93,000 39,000 — 54,000 
», Germany 7 15,000 — — 18,000 
» United States 4,000 1,000 — 3,000 

Total 115,000 40,000 — 75,000 

India-rubber and gutta-percha, crude.— 

From British India .. 447,000 941,000 + 494,000 
»» Straits Settlements .. 1,357,000 1,727,000 + 370,000 
» Dutch India .. * 8,000 226,000 + 993,000 
„ Great Britain .. 919,000 394,000 + 75,000 
» Germany zs "M 2,000 1,000 – 1,000 
» United States та 16,000 118,000 + 102,000 
^ Other countries 2 3,000 25,000 + 22,000 

Total 2,147,000 3,432,000 + 1,285,000 
EXPORTS. 

Electric machines and parts thereof.— | 

To China a sis .. 268,000 255,000 — 13,000 
„ Kwantung Province 130,000 150,000 + 20,000 

», Philippine Island 2,000 4,000 + 2,000 

-,, Siam "n us 1,000 5,000 + 4,000 
, Australia К? oe 15,000 65,000 + 50,000 

, Hong-Kon s bos 18,000 31,000 + 18,000 

, British India  ..: js 9,000 25,000 +. 16,000 
, straits Settlements 4,000 6,000 + 2,000 
„ Germany oat 6,000 — — 6,000 
„ Other countries 4,000 41,000 + 37,000 

Total - 459,000 582000 + 130,000 

Insulated electric wire.— 

To China "EU 132,000 399,000 + 267,000 
„ Kwantung Provin 191,000 198,000 + 2,000 
„ Hong-Kong 9,000 61,000 + 52,000 
, British India  ... — 9,000 -r 9,000 
» Dutch India ... — 10,000 + 10,000 
„ Asiatic Russia _ — 43,000 + 43,000 
„ Great Britain ... -— 160,000 + 160,000 
» France  .. i — 13.000 + 13,000 
, Other countries 62,000 12,000 — 850,000 

Total .. 894,000 900,000 + 506.000 
Yen = 9s. 034. 


NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED). 


Published expressly for this journal by Messrs. W. P. THompson & Co. 
Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


16,957. '' Telephone systems and apparatus." 
Kerstinc. November 27th. 

16,969. '' Electrically-operated bells." F. G. Bett ann Тнк STERLING 
TrLgPHONE & Exvectric Co, November 27th. | 

16,990, “ Electric tractors.” E. С. R. Marxs (Mercury Manufacturing Co.). 
November 27th. 

16,992. “ Electrical controller." Е. C. К. Marks (Mercury Manufacturing 
Co.) November 27th. 

17,001. “ Evacuated electric discharge devices." British THousos-Hovs- 
TON Co. & W. T. Munro. November 27th. 

17,003. '' High-frequency signalling." Western Exectric Co. 
27th. (U.S.A., November 29th, 1915.) 

17.011. “ Automatic control apparatus for electric motors." Н. V. James. 
November 27th. | 

17,048. “ Electric heating and gas heating apparatus." 
M J. Клцімс & F. Winstanley. November 28th. 

17,060. ** Latching devices for alternating-current electromagnets." Акт. 
Ges. Brown, Boveri gr Сік. November 28th. (Switzerland, January 10th.) 

17.061. “ Pivotal connection between alteraating-current magnet and its 
armature." Акт. Ges. Brown, Bovert ЕТ Cir. November 28th. (Switzer- 
land, January 10th.) 

17,068. “ Electric resistances.” Н. SNowpon. November 28th. 

17,074. “ Electric battery lamp." J. E. Нлмштом. November 28th. 

17,087. ''Electric switches." V. Hore. November 29th. 


J. W. Deuncey & C, B. 


November 


J. Н. Fartninc, 


17,005. “ Coat for protectio: of X. orkers ^ : 
November 29th. p of X-ray workers." P. E. Tearz-Dogay. 


17,111. “ Solenoid motor.” J. Lanz & G. Henwoop. November 29th. 

17,161. '' Electric incandescent lamps." D. Lary, L. HAMSURGER & Nun- 
LOOZE VENNOOTSCHAP PHILIPS’ GLORILAMPENFABRIEKEN. November 29th. 

17,170. “ High-frequency signalling." Western Exectric Co. Ovember 
30th., (U.S.A., December Ist, 1915.) à 


17,189. * Protection of electric supply or distribution systems in which 
split or parallel conductors are employed." J. O. CatLENDER, CALLENDER’S 
AE & Construction Co. AND ELECTRICAL IMPROVEMENTS, Lro. November 


17,206. *'' Circuit interru ting systems." British WESTINGHOUSE  ELECTRK 
Ae кше Co. (Westinghouse Electric & Manufacturiag Со.). Now. 
em я 


ene “ Electric switches." Н. Н. Berry & W. J. Marknam. November: 


„17,212. “* System for contro пое еси apparatus by wireless transmis- 
sion." E. Н. WIDEGREN & К. IDEGREN. November 30th. (Sweden, De- 
cember 20th, 1915.) ^ 

Н. E. Wazsoe. 


17,231. '' Trolley pole heads for electric cars, &c." 
December Ist. 

17,242. *' Holders for arc lamp carbons, &c." D. C. Мтиламѕош. De 
cember Ist. 

17,244. '' Non-flashing electric trolley arm." D. Branson. December let. 

17,260. '' Portable telephone and signalling apparatus." -H. C. Cszws. 


December 1st. 


17,261. “ Method of controlling electrically governors, valves, gates, planes, 
Steering. gears; &c." T. B. CauPBELL, A. J. CawPBELL & A. Martin. De 
cember Ist. 


17.271. “ Electric switches." L. J. Norton. December lst. 

17,273. ‘* Cells for secondary batteries." С. Pearson- December ist, 

17,275. ''Flashlamps." Н. J. Croaxe (C. S. Cloake). December Ist. 

17,277. “ Electric switches." Н. С. WipLakE. December Ist. 

17,261. “ Make-and-break switch for electric circuits."  Jonwsow & Puu- 
Lips & E. A. Leoparp. December lst. . 

17,286. '' Appliance for attaching shades to holders of electric light ft- 
tings.” W. Casson & J. Dosie. December Ist. 

17,292. “ Electric motors." "Т. L. R. Cooper. December 3nd. 

17,821. ‘ Electrical contacts." British WzsrINGHOUSE Exectric & Manv- 
FACTURING Co. December 2nd. (U.S.A., January 91st.) 

17,334. '' Time-limit relays." Акт. Ges. Brown, Boverr kr Сів. Decem- 
ber 2nd. (Germany, January 3rd.) 

17,940. ‘ Polarised relays." М. B. Ropricusz. December 2nd. 

17,947. “ Treating marble so as to impact electric insulating and weather- 
resisting properties to it." W. E. WiNDSOR-RICHARDS. December ad. 


PUBLISHED SPECIFICATIONS. 


A915. : 

8,480. TELEPHONE TRANSMITTERS AND TRANSMISSION. W. A. Yewen. june 
Bth. (November 9th, 1915.) | 

11,332. INCANDESCENT ELECTRIC LAMPS OR/AND IN THE METHOD OF MANUPAC- 
TURING SAME, ESPECIALLY APPLICABLE TO THE MANUFACTURE OF SO-CALLED Har- 
Watt Lamps OR Gas-FiILLED GLow Lamps. С. О. Bastian, August 5. 

11,560. APPARATUS FOR DISPLAYING ADVERTISEMENTS, SIGNS, Notices, Ovr- 
LINE MoviNG PICTURES, OR THE LIKE, OR FOR COMMUNICATING MESSAGES OR 
SIGNALLING BOTH DURING LIGHT AND Darkness. J. P. Naylor & Naylorgraph, 
Ltd. August 10th. 

15,842. ELECTRICALLY-DRIVEN ADDING AND Listine  Macnings, Corc 
MACHINES, TYPEWRITING MACHINES, ADDRESSING MACHINES, OR OTHER MACHINES 
HAVING , KEYBOARDS. J. Dracquer. November 10th. 

15,878. Exectric Switcnes. British Thomson-Houston Co. (General Elec. 
tric Co., U.S.A.). November 10th. 

15,990. Exscrric Cris. C. Frey. November 11th. 

15,985. ELEcrRIC LAMPHOLDERS FOR VEHICLE Huap Lames. Е. E. Witsoa, 
W. A. Shepherd and Powell & Hanmer, Ltd. November 12th. 

15,986. ELECTRICAL CONNECTIONS FOR USE IN THE E_Lgsctric LicHTING oF 
AuroMOBILES. Е. E. Wilson, W. A. Shepherd and Powell & Hanmer, Ltd. 
November 12th. 

16,112. OHMMETERS AND LIKE ELecTRICAL MEASURING INSTRUMENTS. Н. E. 
Trent. November 13th. я 

17,302. Execrric LamrpuoLDers. Е. A. Welch. December 9th.  (Cognate 
application, 6,867 /16.) 

17,475. Ramway Sicnatuinc. W. К. Sykes Interlocking Signal Co. R. К. 


Harper & F. J. Sykes. December 14th. 


18,166. ELxcrRICAL. RgLAvs. S. С. Brown. December 30th. 


1916. 

The numbers ia brackets are those under which the specification will be | 
printed and abridged, and all subscauent proceedings will be taken. 

139. MICROPHONES FOR USE AS TRANSMITTERS OR RELAYS FOR TELEPHONIC 
AND SIMILAR PURPOSES. Н. Smith. January áth, 1916. [102,067.) 

495. ELECTRICAL. Heatinc Apparatus. А. Н. Taylor (Н. Burgess). January 
lith, 1916. (102,070.) 

1,596. ELECTRIC Heat  RADIATORS. February $nd, 1916. 
[102,077 .] 

2,615. ELectRIC HEATING APPARATUS. 
February 22nd, 1916. [102,084.] 

9,915. Rai wav SicNALLING. W. Е. Sykes Interlocking Co. & R. W. Tar- 
rant. February 26th, 1916. [102,087.] 

3,099. Evectro.ytic Propuction oF Sopium Psrsorate. Deutsche Gold 
and Silber-Scheidenstalt vorm. Roessler. March Ist, 1916. (Addition to 
3,084/16.) [102,089.] 

5,606. ELecrricaL MEANS FOR INDICATING OR TRANSMITTING MOVEMENTS. 
Н. R. Wright. April 17th, 1916. [102,104.) . 

6,031. Exectric Devices FOR AUTOMATICALLY TURNING LIGHTS ON OR OFF. 
E. Steiger. April 28th, 1915. [100,365] | 

7,009. Compinep Exectric LawrHoLDER AND LauPLock. А. Н. Short. May 
17th, 1916. (102,111.] . 
9,111. Metnops anp APPARATUS FOR Hearne Liguips. British Westing- 
house Electric & Manufacturing Co. June 30th, 1915. [100,796.] 

10,234. TrLrPHONE Directory. W. Н. Aston. July 20th, 1916. [102.127 .) 

10,2297. Devices FOR ATTACHMENT TO SPARKING PLUGS FOR AUTOMATICALLY 
CLEANING AND COOLING THEIR SparkING Pornts, А. E. Lamkin. July 21st, 
1916. (Addition to 8,4/0/16.) [102,128.] 4 

19.160. Varour Execrric Converters. British Westinghouse Electric ап 
Manufacturing Co. August 28th, 1915. [101,346.) 

15,419. FERRULE OR SLEEVE For Braipep Wire COVERINGS Емріотво ON 
Castes. Е. E. Wilson, W. A. Shepherd and Powell & Hanmer, Ltd. Nov- 
ember 12th, 1915. (Divided application on 15,986/15.) [102,137.] 


A. F. Berry. 
M. J. Railing & J. H. Farthing. 
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THE ORGANISATION OF TRADE 
AND INDUSTRY. 


WE referred in our last issue to the proposals of the 
Federation of British Industries respecting the setting-up 


. of suitable machinery for facilitating the reinstatement of 


Labour after the war. We have several times emphasised 
the importance of this particular problem, because we 
recognise that unless we make all the preparations possible 
within the wit of man to secure industrial peace within our 
own borders, many of our other schemes will come to 
naught. But important as is industrial harmony, it is 
obvious that we cannot permanently secure it unless we 
see to it that ourrindustries themselves are placed upon a 
satisfactory basis. We cannot have contented employés unless 
we have prosperous industry. To secure the best interests 
of industry in face of the new situation duc to the war, and to 
provide for adeqnate expansion, better organisation both at 
Home on the manufacturing aud trading side, and abroad 
on the business promotion side, is essential. On both sections 
of this subject we have written much for many years past, 
but since the war we have dealt more particularly with 
various aspects of the whole subject of national industrial 
organisation as it presents itself to us in considering the 
requirements of the future. Whatever may have been the 
faults and failings arising from the conditions of the past, 
we have now to face a totally new set of conditions, and if 
while we try to secure harmony between employers and em- 
ployed we can also attain to something like workable harmony 
in the troubled ranks of employers, we shall pave the way for 
a better state of things. But we must remove giounds for 
suspicion and friction, and be rid of all thoughts of a style 
of Prussian domination and interference in our methods of 
dealing with each other, or our efforts will not be successful, 
and any element in or connected with associations which 
gives rise to suspicion as to motives is harmful, and should 
not be permitted. We have repeatedly asserted our convic- 
tion that in these days strong and discreetly-managed trade 
associations are essential, and in this issue we publish a full 


` contribution which serves to emphasise some of the points that 


must be considered by the electrical industry if it desires to 
maintain a world-wide reputation for quality, and to secure 
reasonable return on the capital invested. It is not 


suggested by us that the writer covers the whole ground, 


but we think that only good can ensue from a serious study 
of his arguments. 

Organisation at home, however, will not secure the 
future success that we all desire unléss we also look to 
organisation and methods for bringing into line with 
present-day requirements the machinery which assures a 
free and constant inflow of business from abroad. It 
might be imagined that this matter had been worn thread- 
bare in our pages during the last 10 years, but the case is 


one that has to be restated again and again. It has been sum- 
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marised anew for us in a series of recommendations that have 


Pp a SS M 


674 


THE ELECTRICAL REVIEW. [уо 79. No. 2,039, DECEMBER 22, 1916, 


—————————À————————————À——— a анааан анаан араан нр н анан ана наннан анааан, 


been issued by the Federation of British Industries, already 
named, in regard to “The Promotion of British Trade 
in Foreign Countries." .We welcome this statement of 16 
foolscap pages, because it is opportune to the present situa- 
tion, and because we agree with the Council of the 
Association that it deals with a matter of “ urgent and 
vital importance to the future prosperity of the country." 
Accompanying it we find a list of the membership of this 
powerful Federation. We confess that, from our study of its 
development, we had expected to find electrical and engi- 
neering organisations in greater number and strength. The 
wisdom of classing big associations of firms and private 
firms side by side as members may not be quite apparent 
—that is by the way—but the only electrical Associations 
that we find in the list of “ association’? members аге the 
British Electrical Federation, Ltd., which we believe does 
not stand on all fours with the other associations, being a 
group of connected concerns, really one undertaking, and 
the “Electric Detonator Fuse Trade Associations.” 
Neither. the British Engineers’ Association nor the 
B.E.A.M.A. appears. In the list of “firms and in- 
dividnals " we find the names of a considerable number 
of the best known electrical manufacturing concerns, 
so possibly those two Associations have left it for their own 
members to decide for themselves whether or not they will 
link up in this Federation. The recommendations advanced 
by the Federation are those of its Council, on which there 
are only two electrical names of any weight, but the value 
of the conclusions is not lessened by reason of their being 
advanced by some 40 representatives of all kinds of indus- 
tries, for the case that they set out to study was that of all 
British industry rather than that of any specialised section. 

We have not space to spare this week to do justice to the 
recommendations. At the moment we must be content with 
briefly indicating their general purport. It is proposed 
that all Government activities in connection with the pro- 
motion of trade abroad should be concentrated in one 
Department—the Foreign Office. The Commercial duties 
of this department should direct’all services abroad, collect 
and distribute suitable foreign industrial information, 
promptly and vigorously support British efforts to secure 
contracts, &c. А large increase in funds for foreign trade 
expansion will be needed, and the Council sets out a scheme 
for the establishment of a large commercial branch of the 
Foreign Office which will keep in close and intelligent 
touch in various ways with the industrial and commercial 
community. Commercial Counsellors are suggested for 
each Embassy or Legation, to be in sole charge of com- 
mercial work. А large scheme of rearrangement and 
increase of the Consular service ; the sending of a large 
number of technical and commercial experts to investigate 
the industrial and commercial conditions and opportunities 
in particular countries and markets ; and the ensuring that 
those who hold any office whatsoever in connection with 
the Commercial Organisation Service advocated shall be 
natural-born British subjects, are all parts of the Federa- 
tion scheme. 

Seeing that this programme is so largely in accord with 
the spirit and character of suggestions that we have made 
in these columns during the past ten or fifteen years, we 
profoundly hope that the Federation will be able to secure 
the sympathetic ear of the new National Government for 
its trade expansion propositions, and that suitable action 
will not be long deferred. 


APART from the compulsory closing of 


Lighting shops throughont France at.6 p.m., except 
Restrictions — i. the case of pharmacies and of shops 
in France. | a 


dealing in food products, further measures- 
have been adopted by the Government to secure a fresh 
reduction in the consumption of electrical energy. In 


the first place, a decree was issued at the end of November 

which practically: vested in the State the control of the 

electricity supply works. The first clause prohibited, with- 

out the sanction of the Minister for War, the conclusion 
of a new contract for supply or an increase in an existing 

contract for supply, in connection with all distributing 

networks which serve either Government establishments or 

establishments, works, and undertakings working for national 

defence. The second clause provided that, in the case of. 
a network being inadequate to assure the simultaneous 
supply of energy necessary for works engaged on national 
defence, the public services, and private consumption, the 
Minister should be empowered to impose upon the supply 
company or undertaking an order of priority among these 
classes of customers, either continuously or only for certain 
hours of the day. In the event of the Minister being 
induced to requisition one or several of the Sectors con- 
cerned, all consumers will have to pay a price on the basis 
of the cost price to the State and pro rata to the amount of 
energy consumed by them. 

As we go to press we read in the Times that at Paris on 
Tuesday a Council of Ministers decided, in connection. with 
its measures for meeting the scarcity of coal, to introduce a 
sweeping change in private and public lighting throughout 
France. It is stipulated now that all municipalities must 
effect a two-thirds reduction on the normal consumption of 
the winter of 1913-14. Previous measures restricting 
private consumption of gas and electricity are now cancelled 
and each individual will be allowed his norma! consumption. 
provided it does not exceed daily a cubic metre (35} cubic 
feet) of gas and three hectowatt-hours (300 wratt-houre) of 
electricity. Beyond this minimum the consumption is 
restricted according to a progressive table. 


THE discussions which have taken place 
in the І.Е.Е. on Mr. Peck's timely paper 
have revealed the existence of two distinct schools of 
opinion, consisting respectively of those who doubt whether 
it can be done, and those who know it can—the latter 
being fortified in their opinion by the fact that 16 is. Let 
it be granted at once and freely that there are difficulties w 
be overcome in operating stations of different frequencies. 
voltages, and phase in parallel ; it is equally indisputable 
that there are material advantages to be gained by linking- 
up, and we decline to accept the view that the existence of 
difficulties is a serious argument ; rather, it should act as 
an incentive to accomplishment, and stimulate electrical 
engineers, who are always achieving the impossible, once 
more to demonstrate their capabilities. Let them take 
their cue from the national movement, which has abolishel 
the ** Wait and see” policy in high quarters and substituted 
for it the policy of ** Push and go," with results which are 
already becoming manifest. These may be but popular 
catch-phrases—they are full of significance for all that, and 
there is a weighty moral to be drawn from them. Those 
who ** wait" will surely be left behind by those who “go` 
aliead. | 

We have по sympathy with the idea that the managers of 
the smaller stations will suffer any detriment from cither 
the adoption of parallel operation or the introduction of 
bulk supply. Which is the better, to be at the head of a 
one-horse undertaking barely keeping its head above water. 
perhaps even showing a margin on the wrong side, paying 
inadequate salaries, and unable to develop beyond its narrow 
limits, or to be in charge of a thriving concern which. 
thanks to a cheap supply of electrical energy, is enabled to 
offer an attractive tariff, double the number of consumers. 
and quadruple its output within a few years, whilst showing 
a substantial annual profit which admits of the payment ot 
good salaries to the staff? Surely there is here no room 
for doubt, and those who endeavour to persuade the central- 
station men to stand aloof are.doing them an ill service. 


Linking-up. 
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NATIONAL INDUSTRIAL ORGANISATION. 


By О. N. LOOKER. 


THE war has served to direct our attention to the 
marked differences in the methods adopted by the 
leaders of public policy in Britain and Germany 
respectively. 

On the one hand we have seen a chivalrous desire 
scrupulously to observe the requirements of human- 
ity and of international law (even to our own detri- 
ment); while on the other we have learned to expect 
the callous adoption of any measures—no matter 
how reprehensible—which have appeared likely to 
give our enemies a chance of securing even a tem- 
porary advantage. —— 

This difference of outlook appears to be funda- 
mental, since its effects are as marked in our com- 
mercial as in our military rivalry, although evidence 
of Germany's unscrupulousness in her trade cam- 
paign is naturally less strikingly apparent than in 
the activities of her army and navy. 

It will be admitted, for instance, that whereas all 


the world instantaneously recoiled in horror from - 


the authors of the Lusitania and other crimes, it has 
taken years for us to begin to appreciate at its 
proper value the insidious nature of Germany’s 
'" peaceful penetration” (!) into our commercial 
niarkets. 

Yet it should have been obvious that both these 
classes of outrage are but the natural result of a 
fixed policy having a common origin in Germany's 
sinister materialism, although the fact that we are 
constantly urged to introduce German methods into 
our business life proves that, even now, there is no 
widespread recognition of the dangers inseparable 
frem such a course. 

In common fairness to those who advocate our 
adoption of German business standards, it must be 
acmitted that they frequently do so, not so much 
from any profound belief that German methods are 
the best methods, but rather from an acute recogni- 
tion of the defects in our own trading habits, which 
they rightly assume would benefit from an infusion 
oí more scientific control and organisation. 

his awakening to our own shortcomings as a 
trading nation is of distinct national benefit, and it 
is reassuring to find that, in contrast to our former 
apathy, many able minds are to-day focused on 
problems connected with trade development and 
security. 

One of the immediate results of this mental 
activity has been the formation of a variety of trade 
associations and federations of manufacturers, all 
of which base their proposals on a candid recogni- 
tion of the axiom that a united industry can achieve 
much more as a body than could possibly result 
from the individual and unorganised efforts of its 
u:embers. | 

In some quarters there is a tendency to direct 
attention to the possibly pernicious effects of com- 
bined action by manufacturers, but, however much 
or little foundation there may be for such fears, 
there is certainly insufficient appreciation of the 
benefits which accrue to the consumer as well as to 
the producer from the co-operation of manufacturers 
for the maintenance of the quality of their goods. 

It must be remembered that from the commence- 
rient of competitive industrialism, i.e., ever since 
there existed more than a single source for any one 
class of goods, all manufacturers have been con- 
trolled: by the inevitable law which has forced them 
to seek the favour of the potential buyer by con- 
stantly reducing their selling prices. 

€ operation of this law in its early stages is 
always highly beneficial to the community, in so far 
45 it compels the manufacturer to adopt all avail- 
able means of cheapening the cost of production; 


but, after exhausting all legitimate methods—such- 


as the reduction of profits to the minimum and the 
introduction of improved designs and processes— 
some hard-pressed manufacturers succumb to the 
temptation to achieve their object by employing in- 
ferior or insufficient materials in the manufacture 
of their goods, and at that stage the public suffers. 

.With uncurbed competition this parting of the 
ways occurs, and will continüe to occur, in every 
industry. There comes a time when the manufac- 
turer of any article has to recognise that he cannot 
further reduce the selling price of his goods except 
by reducing their quality. 

He has to make up his mind whether he will 
maintain the quality and demand a comparatively 
high price, or reduce the price and the quality of his 
gcods to thóxe of his competitors. 

The former course is only possible in very few 
trades, and the result is so difficult to foresee that 
an incorrect decision would generally mean ruin. 

The difficulties inherent to the alternative course' 
can only be overcome by all manufacturers in a 
particular trade recognising these inflexible laws and 
mutually undertaking that the quality of their manu- 
factures shall not fall below an agreed standard... 

Such arrangements generally lead to agreed 
prices, which have been so much feared in the past, 
but it is now recognised that such agreed prices, if 
honestly arrived at, are ап advantage to the whole 
community. 

Cut-throat competition, with its attendant deterio- 
rating influence on quality, is the only alternative, 
and such a policy not only ruins the producer and 
disgusts the consumer, but also necessarily throttles 
prcgress. Uncontrolled manufacturers become de- 
moralised and, in time, lose the art of making reli- 


- able goods. They, furthermore, have no funds for 


the prosecution of research, which is admittedly 
more prolific of early results if carried on in the 
manufacturers’ laboratories than in any purely 
scholastic institution yet conceived. 

Parenthetically, it may be noted that the question 
of research is now receiving attention at the hands 
of the Government. The President of the Privy 
Ccuncil, when recently announcing the formation of 
the Imperial Trust for the Encouragement of Scien- . 
tific and Industrial Research, laid great stress on the 
necessity for the creation of large industrial asso- 
ciations, on the ground that it was futile to attempt 
to forward this important matter by negotiation 
with individual firms. | 

Bearing in mind our opening reference to the 
fundamental difference of outlook held by British 
and German people respectively, it is not surprising 
that British manufacturers have characteristically 
striven for quality, whereas their German compe- 
titors have striven for cheapness, which—considered 
apart from any assistance given them by tariffs, 
subsidies, financial co-operation, &c.—«an only be 
achieved by lowering the quality of their goods. ` 

Trade control has indeed become a sine qua non 
of successful British industry, and it may be said 
that no experienced capitalist would to-day enter 
into a competitive manufacturing business without 
scme assurance that, by co-operation with his com- 
petitors, such trade would be controlled. 

Consequently, we have to-day in England manu- 
facturers’ associations arising on all sides for the 
maintenance of the quality of every kind of goods. 
c.g., boots, bedsteads, tubes, rivets, nails, machine 


. tools, motor-cars, tires, saddlery, tanks, wire net 


ting, ironmongery, jewellery, paints and varnishes, 
brushes, dynamos, incandescent electric lamps, elec: 
tric cables, accumulators, cast-iron pipes, bird cages, 
chains, tinned sheets, steel rails, carriage lamps, 
garden rollers, glazed tiles, sporting guns, ordnance 
guns, plate-glass, oil, files, &c. | 
By way of illustrating the widespread recognition 
of the good work accomplished by such trade asso- 
ciations in maintaining quality and general control, 
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it may be mentioned that impartial bodies, such as 
the Engineering Standards Committee, turn to these 
associations (and not to individual firms) for infor- 
mation and guidance before setting up standard 
specifications for the various goods they describe. 

Mr. Asquith, in the House of Commons on 
August 2nd, 1916, when dealing with the White 
Paper on the proceedings of the Paris Economic 
Conference, drew special attention to the extra- 
ordinary enterprise and resourcefulness shown by 
a large number of British industries since the war 
broke out, and laid particular emphasis on two ten- 
dencies, saying : — 

The first 1s the development of trade associations for com- 


mon action at home and abroad, raising the average standard 
of production. 


The second is the recognition of the leeway which we have 
io make up as regards scientific research, and the utilisation 
of its resuljs and its application to technical and industrial 
purposes. 


Government departments now negotiate with 
associations on points which they will not even dis- 
cuss with individual firms, and the recommendations 
of the Faringdon , Committee regarding the estab- 
lishment of a British. Trade Bank provide further 
evidence that the Government's advisers appreciate 
the necessity for co-operation in matters pertaining 
to trade. 

A perusal of the addresses delivered at the com- 
mencement of the Session 1916-17 to the members of 
the Institution of Civil Engineers and of the Insti- 
tution of Mechanical Engineers by their respective 
Presidents shows that both of these eminent gentle- 
men lay special stress on the necessity for the 
encouragement of the ''association" movement 
amongst all British. manufacturers. 

Again, the Institution of Electrical Engineers, 
when recently giving evidence before the Electrical 
Trades Committee appointed by the Board of Trade. 
stated that '' some combination of British electrical 
firms, especially for foreign trade, is desirable." 

It may interest our readers to review the his- 
tory of their branch of the engineering industry, 
more especially as its entire existence practically 
falls within the lifetime of the present generation, 
and its evolution provides a concrete example of the 
bitter experiences suffered by British manufacturers 
before our leading institutions arrived at their pre- 
sent appreciation of the advantages of co-operation. 

At the close of the 19th century, the electrical 
industry, which, it is generally acknowledged, has 
never experienced prosperity adequate to the capi- 
tal, enterprise, and ingenuity expended upon it, 
reached the lowest stage of its depression, in which 
it continued for many years. 

It seemed as if the legislation of this country and 
the competition from abroad would prevent it from 
ever again holding up its head. 

The public generally had no experience to guide 
them when purchasing electrical equipment, and, 
accordingly, the price was the chief and often the 
only consideration. | 

Any manufacturer desirous 'of improving the 
quality of his goods was further hampered by the 
circumstance that in many cases his superior, and 
consequently more expensive, goods differed in 
. appearance very slightly from those of his less 
scrupulous competitor, whose object was to make 
immediate profits rather than an enduring reputa- 
tion. 

A. striking demonstration of the disastrous effects 
of this policy occurred some years ago in the dynamo 
and electro-motor trade, when, it will be remem- 
bered, the competing manufacturers were tempted 
to starve their machines by cutting down the 
weights of iron and copper employed in their con- 
struction, thereby increasing the maintenance cost 
and risk of failure by breakdown. 

The inevitable result was that the manufacturers 
were brought to the verge of ruin by their cut- 


throat competition, and. the consumers slowly came 
to realise that the policy of accepting the lowest 
price was not free from serious drawbacks. 

No arguments or experience can prevent such 
result. It occurs time after time, to-day in one 
trade and to-morrow in another. As long as con: 
sumers demand the cheapest, it is only human 
nature for manufacturers to reduce the quality in 
order to reduce the price. 

Latterly, the general situation in the electrical 
industry has been improved, owing largely to the 
efforts of the British Electrical & Allied Manufac. 
turers’ Association (B.E.A.M.A.), whose members 
have learned that, while competition im quality 
benefits the maker and user alike, unrestrained com- 
petition in price must be disastrous to both. 

In addition to its achievements in the above direc- 
tion, this Association has done much towards estab- 
lishing the electrical trade on an equitable basis by 
setting up standard ''Conditions of Contract,” 
which have been formally approved by the Institu- 
tion of Electrical Engineers and accepted by all the 
principal municipalities and other large consumers 
throughout the country. 

The B.E.A.M.A. has further provided, in many 


instances, for Parliamentary representation for the 


redress of different evils. and to-day it is most 
active in making preparations for trading after the 
war. 

So broad are its views in such matters that it is 
not working solelv in the interests of its particular 
members, but on behalf of all British traders. 

Valuable pioneering by way of maintaining 
quality was years ago accomplished by the cable 
makers of Great Britain, who were, perhaps, the 
first of all English manufacturers to realise that the 
control of quality was absolutely essential to the 
welfare of the nation. 

In fact, it may be said that the success of the 
D.E.A.M.A. is largely due to its appreciation of 
the value of the principles laid down by the Cable © 
Makers' Association many years earlier. 

The cable makers were particularly susceptible to 
the inevitable law referred to above (regarding cost- 
reducing expedients) in the manufacture of their 
goods, since the quality of a cable is so obscured 
that the difference between a cheap and a costly 
cable is only ascertained by the life test, #.e., a good 
cable, of course, lasts longer than a poor cable, but 
there may be no appreciable difference in their 
appearance to guide the consumer when they are 
both new. Indeed, under some circumstances, 1t 
so happens that the inferior cable, when new, has a 
better appearance than the more costly article. 

On the broad question of the relationship between 
quality and price, it may be said that once standards 
of quality are set up, the adoption of standards of 
price is an obvious and necessary sequel, and the 
public, accordingly, has for years been able to rely 
upon buying goods from any member of the Cable 
Makers' Association, at the same price, and of at 
least the same minimum and sufficient. standard of 
quality. 

To-day, thanks to such initiative, there are no 
cables to be found throughout the world to com- 
pare in quality with those manufactured in Great 
Britain, and the expression '' Association Grade " 
is universally accepted as the hall-mark of quality. 

By first organising each section of the engineer- 
ing industry on the above lines, and then co-ordi- 
nating all thesé sections in one central association, 
it should be possible to bring the combined weight 
of the whole engineering industry to bear gn any 
problem affecting its interests.. 

Similarly, other industries might form their sec- 
tional trade associations and thus pave the way for 
the creation of a Federation of United British In- 
dustries, on whose governing council representa- 
tives from all such organised British industries 
could meet and determine whatever joint action they 
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might deem advisable in the general interests of 
British trade. 

It is admitted that the welfare of the British nation 
is dependent upon the prosperity of her principal 
industries, and all reasonable measures for fostering 
and safeguarding the interests of her producers are 
accordingly deserving of whole-hearted support. 

Once our industries are thoroughly organised and 
alive to the urgent needs of the time, we need have 
no fear that '' Trade After the War" problems will 
find us' unprepared. 


\ 


COAL MINING AND ELECTRICAL 
ACCIDENTS IN MINES FOR 1915. 


THE annual report of the Chief Inspector of Mines for 1915, 
which has just recently been issued, also includes the 
reports of the Divisional Inspectors, which hitherto formed 
separate reports, and which are very considerably reduced 
owing to the war, and hence we are unable to give any 
figures bearing upon the use of electricity in mines, or the 
amount of coal obtained by machine mining. 

In view, however, of the vast importance of mining to 
the country to-day, and the very unsatisfactory attitude of 
the miners, it is interesting to note the results for the year 
1915. In the first place, the total output of minerals is 
less by 14,588,210 tons, the amount for the different 
districts being :— 


All minerals, Total output of 


including minerals for year 
Coal. coal. 1914. 

Scotland Division ... 35,596,856 39,690,127 43,686,414 

Northern  , e. 47,030,285 52,122,007 58,131,037 
York. and North Mid- 

land Division . 67,504,130 67.983,983 67.374,083 
Lancashire and North 

Wales re ... 24,923,976 25,110,278 26,445,277 

Ireland: ЗРЯ -— 81,577 84,579 93,040 

South Wales... ... 50,152,000 50,587,907 54,037,575 

Midlandand Southern 27,587,042 28,918,382 29,018,107 

Total tons ... 253,179.446 264,479,263 279,085,473 


The total output of coal for the year 1914 was 265,643,030 
tons. (These figures do not include coal obtained in open 
quarries, which for 1915 was 26,635 tons), so that Ше 
reduction in the coal output is 12,463,584 tons. 

Turning next to the number of persons employed, we find 
in 1914 there were 1,133,746 up to the end of July, but in 
December of that year this was reduced to 981,264, or 
152,482 less. For the year 1915 there were 53,642 
persons employed, or only 27,622 less than in December of 
1914, or approximately 2% per cent. less, yet the output 
was 14,588,210 tons less, which is more than 5 per cent. 
reduction of output for a 23 per cent. reduction of personnel. 
There have been many serious complaints—and we regret 
there are yet—of slackness on the part of the miners, South 
Wales, the North of England and Scotland being the worst 
in this respect. An examination of the foregoing figures 
shows a reduction in output of approximately four million 
tons for Scotland, six million tons for the North of England, 
one million for Lancashire, and three and a-half million 
for South Wales, whilst Yorkshire and the North Midland 
. Counties hgve actually increased their output, and the 
Midland and Southern have very nearly maintained the same 
output as for 1914. The pity of it is, there is no sign of 
any improvement in those four areas, although every effort 
has been made both by the Government and the labour 
leaders themselves. 

In regard to accidents, we regret to note there was an 
increase of 78 in the total number of accidents in coal 
mines over the number in 1914, although a less number of 
persons were employed. We also regret that 12 persons 
met their death through the use of electricity. Of these, 
8 occurred underground and 4 on the surface. There were 
3 fatal accidents underground in the Scotland Division ; 
g underground and 1 on the surface in the Northern 
Division ; 2 underground and 2 on the surface in South 
Wales Division ; and 1 underground and 1 on the surface 
inthe Midland and Southern Division. 


As to the accidents themselves, the Inspector for the 
Scotland Division says :—^* The three deaths due to elec- 
tricity should xot have occurred. In one case an apprentice, 
aged 15, probably from curiosity, opened the door of a 
switch panel, where the pressure of the current was 2,750 
volts, and touching live metal, was electrocuted. In the 
second case, where a fall from the roof had occurred and 
covered a cable carrying current to a coal cutter, two men 
were set to work to clear the débris, although the current 
was not cut off. Such an ordinary precaution does not 
appear to have been thought necessary by the officials, if - 
they thought about it at all, who set the men to work. One 
of the men received a shock by way of his shovel which 
either penetrated the cable or touched the conductor owing - 
to the outer covering having been injured by the fall. The 
third case was due to the absence of a locking pin to cause 
efficient contact between the frame of a coal-cutting machine 
and the earth conductor in the trailing cable. As remarked, 
it will be seen that each of these three accidents could easily 
have been prevented." 

Amongst the miscellaneous surface accidents, a manager 
was fatally injured when assisting to remove a drum of 
armoured cable. He was steadying the drum on its way 
from the store house to the power house down a slight 
incline, when he slipped and the drum ran over him. 

In the Northern Division and the South Wales Division 
no particulars of the accidents are given. In. the Midland 
and Southern Divisions the Inspector reports :—** Two 
fatal accidents from electricity were reported to me during 
the year, one underground and one above ground, each 
causing one death. 

“ The underground accident occurred to a haulage corporal, 
who received a shock from a current of about 350 volts 
through a 6-in. wire nail, which had been driven through 
the insulation of an unarmoured three-core cable, and had 
come in contact with one of the cores. There was no con- 
clusive evidence to show whether he had been inserting or 
withdrawing the nail. : 

“ The accident above ground occurred to a boiler smith's 
labourer, who was engaged on some repairs on a coke- 
quenching machine. He was removing an electric lamp, 
which had been temporarily put on to a circuit carrying a 
500-volt alternating current by a fitter's labourer, unknown 
to the electrician or other responsible person." 

In the Northern Division the Inspector reports a singular 
accident in connection with the use of electric safety lamps. 
“ Ап unusual accident, fortunately not a serious one, 
although it involved the loss of considerable property, 
happened to a man in charge of the safety lamps at the 
Easington Colliery, Durham. This man was burnt about 
the arms while attempting to extinquish the flames from 
the burning celluloid cases of electric safety lamp accumu- 
lators. The origin of the fire is not definitely known, but 
it is suggested that in the process of charging, liquid may 
boil out of one cell and creep down the sides and across 
to the outside of an adjacent cell, thereby causing a 
short circuit and an arc. As may be imagined, with such 
a material as celluloid, unless immediate attention is at 
hand, a conflagration of considerable dimensions is soon 
inevitable. In this case, the batteries of some 1,200 
lamps were rapidly involved ; in fact, the celluloid was 
consumed in about 10 minutes or less. The fittings in the 
lamp room were chiefly of wood ; the roof was also partly of 
wood, so that the whole interior, including the roof, was 
rapidly gutted. Work was resumed at the mine after a 
stoppage of one day only, as owing to so many men having 
left the neighbouring collieries, à sufficient. number of oil 
safety lamps were available. | 

“Tf liquid cells are charged with strong acid, it may 
boil out during the recharging process. With proper 
attention and supervision, however, it is quite possible to 
charge these batteries properly without danger arising in 
the manner indicated above." | 

In the Yorkshire Division there were no fatal accidents, 
but a rather serious fire, with fatal results, broke out, 
which is reported as follows :—“ On June 4th an under- 
ground fire occurred in a main haulage road, and caused 
death by asphyxiation of a deputy and a pony driver, whom 
it was found impossible to rescue after the fire broke out. 
The fire occurred in the main intake, about 1,000 yards 
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from the pit bottom. The roadway dipped in-bye, and 
was about 12 ft. wide and 7 ft. high ; an electric cable for 
supplying current to seven motors of a total of 180 Н.Р. 
was suspended to the roof supports, which, for the most 
part, consisted of girders and covering wood supported by 
props. ‘The covering wood took fire, and it was some hours 
before the fire could be subdued, notwithstanding that the 
supply of water was plentiful. 

“Investigation showed that at about 8.30 m the morning 
a set of 20 full tubs ran away, through a stop catch being 
either put temporarily out of action by being spragged to 
allow empties to pass, or by dirt accumulating in the catch- 
box, and by damaging the electric cable referred to, caused 
the fire through arcing. The cable was a twin-core dielite 
insulated, armoured with single wire." 

* The view of Mr. Charlton, H.M. Electrical (Temporary) 
Inspector of Mines, was that by the accident the cable was 
torn rather than cut in two ; that at first there was not a dead 
short ; that the two conductors were not fused, and an arc 
was probably established and maintained, taking a gradually 
increasing current after the metallic covering had been 
removed. He was also of opinion that had the protective 
device been actuated by leaking current, instead of the 
main feeding current, the fire would not have occurred." 

*'The cause of the fire could not, however, be laid to 
contraventions of the.Electricity Regulations, and the owners, 
on being asked to install a leakage-current protection device, 
agreed to do so." 

Time after time we have pointed out that most of the 
accidents in mines should not have occurred, and it is 
satisfactory to note that at least one Inspector quite concurs 
with these views. The cause is, undoubtedly, inetficient 
management—not always, however, on the part of the 


colliery manager—who, though legally responsible, has . 


neither the time nor the necessary technical knowledge to 
thoroughly undertake this work, and too often has to make 
the best of such technical staff as his owners will allow him. 
What is wanted, as we have so often repeated, is a certificated 
engineer, with direct responsibility. Rulesand regulations, 
fool-proof plant, and protective devices are of no use, unless 
there is a trained mind to understand the rules, and direct 
the use of the plant in a common-sense way, even if it is 
“ guaranteed."  Fool-proof things have a nasty habit of 
going wrong sometimes. 


NOTES FROM CANADA. 


[FROM OUR OWN CORRESPONDENT. ] 


INTERESTING figures showing how this country is faring during 
the war in regard to her trade, appear in a recent issue of the 
“ Weekly Bulletin " of the Department of Trade and Commerce. 

The total value of imports and exports of merchandise, in millions 
of pounds sterling, are approximately as follows for the years 
given, for the 12 months ending— 


Aug., 1913. Aug., 1914. Aug., 1915. Aug., 1916. 


Imports ... 137 110 83 131 £ x 10% 
Exports .. 79 94 101 203 А 
Total 216 204  . 184 334 


Canada's exports to Australia have almost doubled in value since 
1913, and to the United Kingdom they have increased about 350 
per cent. those to France have risen to almost 15 times the value, 
while those to the United States are of about 14 times the value of 
the same period, 

To British manufacturers the value of the imports classed under 
the heading of "electric apparatus" will be of interest, especially 
the comparison of figures relating to the United Kingdom and the 
United States. 

During 1915-16 for the twelve months ending Auguat, the total 
value of imports under the heading just referred to was about 
£1,070,000. The United Kingdom supplied goods worth about 
£42,000, and the United States £1,023,000 worth. The ratio 
between the values supplied by the two countries named is usually 
about 1 to 7, at present it is about 1 to 24. The home firms will 
need to be very active after the war is over even to restore the 
status quo. 

It seems pertinent to remark here that it is possible that the 
Hydro-Electric Power Commission of Ontario may consider the 
question of providing itself with the means for properly approving 
of all classes of electrical supplies, materials, &c., in much the 
same manner as is now done by the Underwriters’ Laboratories of 
Chicago. If this be so, British manufacturers should be able to 
secure more ready approval of their products than is possible with 


the Underwriters’ Laboratories, since this is British territory. At 
the same time they will have to recognise that, to some extent at 
least, they will have to cater properly for the market, and that 
they cannot expect readily to sell goods of a new and unusual 
style, or even to have them instantly approved of, however good 
they may be. | 

Until war broke out (and even at the present time) people here 
are assumed to have a preference for articles with a high finish 
and plenty of ornamentation, at least one would judge so from 
the fact that it is seldom possible to buy perfectly plain, though 
good, fittings, &c. 

Many articles, not merely electrical but of all .kinds, plainly 
made, yet of good quality and often really much more handsome 
in appearance than the nickelled, coppered, or gilded and be- 
flowered ones, are obtainable in Europe at reasonable prices. 
whereas for a far cheaper looking article one pays much more 
here without being able to obtain the less elaborate and really 
better ones at all. 

Possibly when the war is over, things may be somewhat changed, 
and the plainer goods at lower prices will be obtainable, as, if the 
cost of living keeps up and the present great wave of trade 
prosperity dies down, the public will be compelled to buy the 
cheaper goods with fewer frills about them. 

An illustration may here be given as to what is meant by the 
foregoing. ; 

The writer some time ago wished to secure an inverted glass 
shade for lighting a small room in a plain house, and looked around 
to see what shades were available. 

The cheapest to be found were sold at 16s. or 208. and were made 
of thick glass with elaborate patterns on and heavy brass chains ; 
finally he bought an ordinary 14-in. conical opal shade of glas 
about 45 in. thick, made some neat small brass clips and suspended 
it upside down with neat brass chain. The whole thing cost about 
2s. and (except that it had a hole at the apex of the cone) was 
perfectly satisfactory and amply good enough for tens of thousands 
of homes of people who, though they may possibly buy the far 
more expensive articles found in the shops, yet are not really ina 
position to afford them, : 

One of the local (large) manufacturers of electrical glassware 
was approached on the subject as to the possibility of supplying а 
really cheap article such as has been described, and the reply given 
was that it would be quite impossible to sell such a “ cheap- 
looking” article which had no fancy work on it at all. Other 
instances of this kind could easily be given. : 

It is open to doùbt, however, whether undecorated and ligh 
articles at much lower prices than those usually asked, could not 
find a fairly ready market, were they on sale. 


NEW ELECTRICAL DEVICES, FITTINGS, - 
| AND PLANT. _ “ 


Large Gear Wheel. 


We illustrate in fig. 1 a large split-gear wheel in process of bei f 
‘cut at the works of the WESTINGHOUSE BRAKE Co., 82. York 


B Diameter of Wheel_6 82 
Face 8' 


Weight — Ж 


Ете. 1—GEAR WHEEL FOR CHAIN-DRIVE, 


шарлар рарын нарыты ETIN NT er ee 
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King's Cross, N. This is destined for the St. John del Rey Mines, 
Brazil, and forms part of a 80-H.P. Westinghouse-Morse rocker- 
joint chain-drive from motor to air-compressor. The wheel has 
'126 teeth, is 803 in. in diameter by 8 in. face, and weighs 3 tons. 


Electric Cooking at Dursley. 


Through the courtesy of Messrs. R. А. LISTER & Co., LTD.. of 
Dursley, we are able to illustrate an electric cookiyg installation at 
their works, which supplies 100 mid-day meals and a similar 
number at midnight, as well as teas and light refreshments. The 
cooking equipment is supplied from а 10-Kw., 110-volt Lister- 
Bruston automatic plant, which, of course, responds automatically 
to any demand for energy. When this canteen was opened, tests 
were conducted by cooling in both gas and electric ovens. Two 


legs of mutton were cooked simultaneously, one weighing 81b. 1 oz. 
being put into the gas oven, and the other, weighing & lb.. being 
electrically cooked. The joints were subsequently weighed, that 
cooked by gas showing a loss of 11b. 15 0z, as against a loss of 


7-75. 


Fig. 3._—1зтЕВК-Васхтох PLANT SUPPLYING ELECTRIC COOKING INSTALLATION. 


only. 94 oz. in the electrically-cooked joint. The value of the 
‘saving in meat alone in the latter case more than paid for the fuel 
used in running the plant, although all the vegetables were also 
cooked electrically. 

As the Lister-Bruston automatic plant can be connected to any 
existing private installation without adding to the number of cells 
in use or altering the lighting arrangements, even when a higher 
voltage is required for cooking purposes, Messrs. Lister maintain 
that it represents the solution of the country-house cooking 


problem, which has been hindered in the past owing to the large 


batteries песевгагу. 
The Wedge Optical Pyrometer. 


THE OPTICAL PYROMETER SYNDICATE. of 182, Temple Chambers, 
E.C., have brought out а simple and convenient type of pyrometer 
depending upon the colour of the heated object, when above ` 
500° C. ‘The instrument is calibrated for any range of tempera- 
tures desired between this limit and 2,100° C., and the scale usually 
extends Over a range of 400° C., being divided into intervals of 20°. 
It can, however, be made for a range of 800? C., in steps of 50? С. 
It consists of a brass tube fitted. with a small telescope, which 
focuses the image of the heated body on a movable prism inside 
the tube. A shield prevents extraneous light from reaching the 
eye. At One side of the tube is a milled head, actuating a rack and 
pinion, which moves the prism through the field of vision. The 
prism is made of a special dark glass, which cuts off the light 


emitted by a heated body at a point depending upon its thickness 
and the temperature ; it is therefore moved so as to intercept more 
and more of the light until the image entirely disappears, a point 
which can be determined closely áfter practice. The error may, 
with experience, be brought as low as 10? C., which. at 1,4007, is 
sufficiently accurate in practice. The distance of the heated body 
makes no difference to the reading. As a workshop instrument it 
should prove very useful. It was invented by Messrs. Cochrane 
and Co., a well-known firm of ironfounders at Middlesbrough. for 
use in their own works, and their expectations were fully realised ; 
each instrument sent out is calibrated by the inventor himself. ~ 


Reyrolle's Switch-type Fuse Boxes. 


Fig. 4 shows an ironclad fuse-box of the switch type manufac- 
tured by Messrs. A. REYROLLE & Co., LTD. of Hebburn-on-Tyne. 
These fuses are of simple and robust construction, special attention 
being viven to cable inlets, and no sharp bends being required. They 
can be supplied for 50 or 100 amperes, suitable for 500 volts and 


Ега. 4.—SWITCH-TYPE Fuse Вох. 


Ес. 5.—THE WEDGE OPTICAL PYROMETER. 


1,000 volts. The cases have fireproof linings, and the fuse Wire is 
contained in a fireproof tube, thus enabling short circuits to be 
satisfactorily dealt with, whilst the fuses can be renewed with 


ease and safety. . | , 
The simplicity of the construction renders them particularly 


` snitable for wiring installations necessitating quick handling. 


This make of switch fuse is also suitable for use as a simple and 
effective L.T. isolating switch. 


quae ооо оссо 2 


Electrician Sentenced.—For having matches in his 
possession whilst in works where explosives were being manu- 
factured, John Freeman, a Huddersfield electrician, was gentenced 
to one month's imprisonment in the second division. Defendant 
pleaded guilty. He was in & drunken condition when the offence 


was committed. 


Board of Trade Changes.—It is understood that the 


Board of Trade is being completely reorganised. The Labour 


Department should eventually pass under the control of the 
Minister of Labour, who will at once take over important functions 
from the Ministry of Munitions. Offices have been set aside for 
the Minister of Labour at the Ministry of Munitions in Whitehall 


Gardens.— Times, 
D 
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RATING OF ELECTRIC TRAMWAY LINES. ü 


L.C.C. APPEAL. 


AT the County of London Quarter Sessions, on December 12th, 
Mr. A. P. Lawrie, K.C.. Deputy-Chairman, and another mavistrate, 
concluded the hearing of the appeal by the London County Council 
against the assessment of their tramway lines in the boroughs of 
Holborn and Finsbury. 

The case for the Assessment Committee of the Holborn Union 
terminated with the evidence of Mr. A. L. RYDE. surveyor, of 
Parliament Street, S.W., who arrived at a rateable value of 
£24,515, compared with the assessment of £13,818 appealed 
against and £6,960 claimed by the County Council. In witness's 
opinion, the earnings of the tramways in Holborn and Finsbury 
were greater than on the routes outside, and he had added 1}4. per 
car-mile to the average receipts of each route. There were half- 
penny fares in the Holborn Union, but not in the country districts, 
and while the maximum penny fare on the system was nearly two 
miles, the maximum halfpenny fare was 930 yards. In сговв- 
examination, Mr. Ryde admitted that there was & substantial 
difference in the amount he had allowed for repairs and renewals 
of ears and lines, and the amount which had been allowed by 
witnesses for the County Council. It might be true that 10 per 
cent. of the cars had been added within a period of five years, but 
he thought he had allowed sufficient to enable the Council to go òn 
renewing piecemeal. 

MR. CLAVELL SALTER, K.C., M.P., addressing the Court in 
support of the assessment, submitted that there was no comparison 
between the central district in question and boroughs like Wool- 
wich, Camberwell and Lewisham, where the rateable value had 
been agreed. The Holborn Union was like “the fat middle " of 
provincial towns, though in the latter the tramways ran right 
through, whereas in London they had to come to a stop. The 
County Council officials informed them that the average number of 
passengers per car-mile over the whole system was 9°32, and that 
the average takings were 9'5d. per car-mile, showing a fraction 
over а penny per person. People who used tramways and ‘buses 
did not ride anything like the full distance; on an average they 
rode about three-quarters of the distance they could go. He sub- 
mitted that the receipts in the Holborn Union were far above those 
outside. Figures given by a witness for the Council showed that 
on four services at Holborn Town Hall there was an average of 15 
persons, and evidence for the Assessment Committee showed that 
at the Moorgate Street termini the numbers were about double the 
average of the system. 

The DEPUTY-CHAIRMAN : Assuming there is a larger traffic on 
the cars in the Holborn district, has that not got the necessary 
result of increasing the expenses of every kind in that district ? 
There are more stopping-places, both compulsory and voluntary, 
when behind carts and when stopping at ordinary stopping-places. 
There is much slower running than one yeta in less crowded dis- 
tricts, and, consequently, there is more wear andtear. The brakes. 
I understand, are some of the most damaged parts. In addition to 
that there are more tickets issued and more punches worn out. 
The six dead-ends (the termini) also take my eye a good deal, 
although the fiyures Mr. Clavell Salter has quoted show that some- 
times they are not as dead as they might be. Then there is the 
extra labour which is necessary at the dead-ends for the purpose of 
switching on to lines. Taking all those things into consideration, 
and there may be a great many more, it would seem to me.that in 
all probability that would balance, and perhaps more than balance, 
the extra receipts taken from extra passengers. 

MR. CLAVELL SALTER admitted at once that cars running full 
and doing a brisk business involved more expense than cars running 
comparatively empty. But he should have thought that the addi- 
tional expense would be very small compared to the additional 
profit, and that it would, in fact, be almost negligible. The case 
was one of considerable importance, as provincial centres would 
doubtless point to the decision of that Court. | | 

Mr. WALTER Күре, K.C., оп behalf of the County Council, sub. 
mitted that the Court could never consent to a departure from the 
system which had been adopted in the case of seven south-eastern 
metropolitan boroughs in the rating of the County Council tram- 
ways. The rateable value of the whole system must be taken 
together, and the various parts when taken together must not 
exceed the value of the whole. 
it was not definitely proved-—that Finsbury and Holborn were above 
the average, the Court might yet regard the figures as so much 
guesswork, and not feel justified in putting a higher value ор the 
tram-lines in question. - 

The DEPUTY-CHAIRMAN: You may leave that branch of the 
subject, because we are agreed upon it. I am satisfied, in my own 
opinion, that, assuming there is a larger number of people travel- 
ling on the lines in the Holborn Union, that id amply set off by 
the additional expenditure necessitated. On the facts put before 
us, we are quite clear as to that. 

MR. RyDE, proceeding, urged that it was impossible to ignore the 
existence of the war in making a rating valuation. The war had 
affected this property enormously, because every contract had to be 
made under war conditions. Conditions had altered very materially 
for the worse. 

The DEPUTY-CHAIRMAN : At the same time, if you invest money 
to-day you surely expect, when the time comes to realise it, that it 
will be appreciative, and not depreciative, unless the war is going 
on for ever. 

His LORDSHIP announced that the Court would give judgment 
on the appeal on December 21st.i 
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. 1902 and 1904, which assumed as common knowledge. as indicated 


If the Court was satisfied—though | 


British THOMSON-HousToN Co., LTD., ғ. DURAM, Lrp. 
TUNGSTEN WIRE PATENT LITIGATION. А 
(Concluded from page 656.) 


Ow December 12th, Mr. Ballantyne was cross-examined by Ma 
WALTER, K.C., for the plaintiffs. Replying to questions, Witxess 
said he did not believe that drawn wire was easier to make than 
sintered filaments. He thought it was largely used because the 
metal suitable for squirted filaments was no longer obtainable. as 
it was made in Germany. He had had experience of the lasting 
power of lamps. Comparing drawn-wire lamps with squirted 
lamps, he found that the drawn-wire filament became brittle in a 
few hours as compared with the other. 

Dr. J. E. STEAD, metallurgical and consulting chemist and vice- 
president of the Iron and Steel Institute, was also examined, by 
Mr. KERBY, who asked : What does the patent that we are trying 
here tell you beyond what you find in Moissan ?-—Nothing at all. 

On Wednesday, MR. KERBY, summing up the defendants’ case on 
the question of validity or invalidity, said the defence was three-fold: 
—(1) the patent was bad, because the claim was too wide ; (2) because 
it had been completely anticipated ; and (3) in view of the existing 
knowledge of the time, there was no subject-matter. The existing 
knowledge, counsel said, which he relied on, apart from general 
metal-working knowledge, was. the known parallel of osmium, 
which had been shown to be pliable, and the Siemens patents of 


to any instructed person. everything that was indicated in the 
plaintiffs’ specification. He also relied on insufficiency. Ав to his 
point that the claim was too wide, counsel contended that it was 
purely a claim for working tungsten hot. He could put it that it 
was for working tungsten coherent hot, but that made no differ. 
ence, because there was really nothing whatever in the suggested 
limitation of coherency. It included the ordinary workshop methods. 
In ordinary language, it told one that one had to make the tungsten 
hot. Therefore, by implication it told one that the tungsten must 
be got into a form in which it could be worked hot. The claim 
was too wide, as he had said, because it included the working of 
tungsten hot, and therefore it was a claim to a. bare principle ; and 
a claim to a bare principle was generally bad. Then the claim was 
merely routine ; heating a metal for the purpose of operating on it 
was an ordinary everyday proceeding in a workshop, and had been the 
ordinary method of dealing with metals since metals were first 
dealt with. 

The case was proceeded with on. December 13th and 15th, and 
the defendants were permitted to call certain witnesses before the 
plaintiffs’ witnesses, as they were engaged on urgent Government 
work. j 

Mr. Joun ROBERT Parry, foreman in the employment of 
Messrs. James Brown & Co. Preston,-wire drawers, described 
certain experiments in wire drawing in 1905-1907. He drew steel 
wire through a steel die, having ‘dipped the wire in graphite. 

MR. JOHN.GusTAV ADOLPH RHODIN, chief chemist of the Munt: 
Metal Co. from 1903 to 1905, gave evidence as to drawing zine wir 
at a temperature of 150° C. to 120°. 

MR. JOHN Wape, of Messrs. E. and A. Smith, wire drawers. 
Cleckheaton, was also examined. ' | 

Dr. PASSMORE, chemist and metallurgist, gave evidence in 
support of the plaintiffs’ specification. 

Mr. JUSTICE ASTBURY expected to finish the hearing on Mon- 
day, December 18th, but his Lordship was unable to come to 
Court that day, as he was suffering from influenza. 

His LORDSHIP, on Tuesday, gave judgment. With regard to the 
first patent of 1906, relating to an apparatus for the treatuient of 
metallic tungsten. and for the manufacture of electric lamp fila- 
ments therefrom, his Lordship said an admission had been made 
which rendered it unnecessary to consider the question, except on 
а very narrow consideration, and the real question was the validity 
of the patent— want of novelty, want of subject matter, and in- 
sufficiency being alleged against it. The substantial invention, if 


there was one, made -by the patentee was the production 


of а wire-drawn electric lamp filament of tungsten, but 
he had not been content to so limit the claim. The 


. claim was a wide one for the working of pure coherent tungsten 


hot, and was not limited to any specific degree of working to any 
defined end provided the working was commercial working for 
commercial purposes. The description coherent tungsten included 
other forms in addition to that produced by the patentees’ process. 
The patent was therefore bad for want of subject-matter, and was 
invalid. As to the second patent of 1911 for improved methods of 
wire drawing, his Lordship said, on the objection of prior user, he hai 
come to the conclusion that it was impossible to escape the ооп: 
sequences of the user of Messrs. Brown & Co., Preston, which was 
proved to have taken place in 1905 and 1906. This patent was 
also invalid, and the action must be dismissed. 


DUNLOP RUBBER TYRE Co. r. HUMPHRIES. 


In the Dublin High Court, before Mr. Justice Barton, Mr. J. 
Humphries, electrical engineer, Ке, Enniskillen, agreed to ап 
injunction being given against him, at the suit of the Dunlop 
Rubber Tyre Co., and undertook that no irregularity would occur 
in his sale of the company's tires. It had been alleged that he 
sold for 10s. a tire, the standard value of which was lls.. and the 
company held that the case involved thousands of pounds to them. 
Plaintiffs did not ask for costs. Ё@ 

Mr. JUSTICE BARTON said the agreement was not in restraint of 
trade, and it was only right to warn traders of their obligations in 
regard to such contracts, 


— 2 


$m 


Vol 79. No.2,039, DECEMBER 22, 1916.] THE ELECTRICAL REVIEW. . 681 


WAR ITEMS, | 


Controlled Works.—The number of establishments now 


controlled by the Ministry of Munitions is 4,585. 
.Allied Conference.—The General Technical Conference of 


the Allies, the formation of which was decided upon at the. 


Allies’ Economic Conference last June, met for the first time 
last week In Paris. The object of the Conference is ёо pre- 
pare for unity of legislation in the Allied countries regarding 
patents, trade marks, and kindred trade subjects. 


Training Disabled Soldiers.—The governors of the Royal 
Technical College, Glasgow, at the request of certain. donors, 
oiler prizes, amounting to £70, for eskavs on the best methods 
of training and employing in industries, other than agricul- 
ture, returned soldiers and sailors, maimed or otherwise. 
Essays must be sent in by March Ist, 1917, addressed to The 
Lirector, the Royal Technical College, Glasgow. 


The Use of Railway Wagons.—An Order in Council has 
heen issued stating that the Board. of ‘Trade mav, for the 
purpose of making the most efficient use of railway plant or 
labour, with a view to the successful prosecution of the war, 
wake orders for all or any of the following purposes, namely : 


(a) For enabling the Board of Trade: to take possession of any private 
owner's wagons and to use those wagons in. such manner as they think best 
in the interests of the country аъ a whole, on such conditions as to payment, 
us, and otherwise as may be provided by the order. 

(h) For enforcing. the prompt loading or unloading of wagons, by making 
failure ta load or unload in accordance with the order an offence, 

w) For curtailing any statutory requirements as to the running of trains 
or affording other factlities on certain lines or at certain stations, or for 
requiring the disuse of any such line. or station, in cases where the curtail 
ment or disuse appears to the Board of Trade to be justified by the necessity 
of the case. 

(d) For restricting or prohibiting certain classes of trafe (including the 
carriage of passengers! luggage) оп railways either absolutely or subject to 
any conditions for which provision is made by the order, 

(e) For modifying any statutory requirements with respect to the maximum 
amount of passenger fares. . 

Any order may be made so as to apply generally to all rail- 


ways or to any class of railways or to any special railway. 


To be Wound Up.—The Board of Trade has ordered the 
following business to be wound up:— 

Decauville & Co., 31 and 32, Broad Street Avenue, London, 
E.C., late 10, Eastcheap, E.C., makers of portable railways. 
Controller : G. S. Pitt, 140, Leadenhall Street, E.C. 


Exemption Applications.—At Westminster Tribunal, the 
Tudor Accumulator Co. applied for the exemption of 23 men, 
one single and 21 years of age passed for СІ, and the others 
married, their ages ranging from 32 to 40. The Military 
Representative said the Advisory Committee had been unable 
to come to an agreement with the firm. Although they were 
in certified occupations they ought to be able to let some of 
the employés go, for Class A шеп were badly wanted. There 
were altogether 16 A men in the list. A representative of the 
firm said the men were indispensable to the maintenance of 
important London and provincial tramway and electric light- 
inp undertakings. ‘The lighting of London's principal build- 
ings, including the Houses of Parliament, depended upon 
the company and its staff. They were all in certified occupa- 
tions. The Military Representative said that some of them 
ought to be given up now, but there would be great changes 
on January Ist in the lists of certified occupations, and they 
might be out of them next time. Exemption for a period of 
four months was granted. 

At the Hull Tribunal, a tramcar driver claimed exemption. 
It was stated on his behalf that tram drivers over 25 years of 
age and married were in a certified occupation. The instruc- 
tions were that the list of certified occupations should be 
strictly observed by Tribunals and the Military Representa- 
tives, the Government Department having prepared. the list 
in consultation with the Army Council. The fact that the 
Corporation had decided not to appeal for tram drivers did 
not affect the position so long as the men were over 25 and 
married. The Tribunal said it was the first tine the point 
had been raised, and granted the man exemption. 

At Bromley (Kent), an appeal was made by Mr. A. C. 
Edwards, electrician.’ He sud that as he had received. no 
notice to go before the Medical Board he had not been medi- 
cally examined as ordered. "The Tribunal decided to treat him 
as one passed for general service, and refused exemption. 

On the appeal of the Military, exemption allowed to Mr. 
S J. Nettleingham (24), electrician. to the Thames Portland 
Cement Works Co., Higham (Kent), has been withdrawn, and 
substitution ordered. | | 

Crediton Rural Tribunal has granted six months’ exemption, 
with the assent of the Military, to W. Drew (40), electrician 
to Mr. A. Тгетаупе Buller, of Downs, having charge of eight 
motors. for agricultural purposes. | 

Reigate Rural Tribunal has granted temporary. exemption 
to January 15th to W. Adams (29), electrician, of Galton, with 
no further appeal without leave. 


The West Kent Appeal Court has refused a claim for exemp- 


tion filed by Mr. Е. G. Jones (39), electrical engineer, of 
Gravesend, passed in Class ВІ. | 

Before the East Kent Appeal Court, Mr. H. T. A. Curtis (33), 
electrical. engineer. of Ramsgate, appealed, and stated that he 
was responsible for the running of a publie lift, and the 
maintenance of machinery at military and naval hospitals. 
The appeal was rejected. 


At Bath, Messrs. J. Lambert & Sons sought exemption for 
G. Clark (34), electrical wireman, passed for Cl. Clark had 
been before the Rural Tribunal, and had received two periods 
of exemption. The Tribunal decided that they had no juris- 
diction in the case, and referred it to the Rural Tribunal. 

Mr. J. Hutt, electrical engineer, applied. to the Coventry 
Tribunal for renewed. exemption, and stated. that he was 
engaged entirely on ^ work for local factories, and had had to 
refuse private work. In his spare tune he had done Special 
Police work. It was mentioned that there was a great searcity 
of electricians in the city. Two mor&hs were allowed. 

At Aldershot, the Traction Co. appealed for eight employes, 
with the following results:—Mr. Webster (secretary), two 
months; night foreman-fitter, three months; three fitters, 
three months each; works foreman-engineer, six months; tin- 
smith, six months; and a driver, three months. 

At Worthing, the borough electrical engineer appealed for 
а ineter reader, and said that he doubted the ability of a 
woman to do the work accurately. Three months were 
aliowed, subject to substitution. Three months each were also 
conceded to a cable Jointer and his mate, an engine driver at 
the generating station, a machine fitter, the assistant electrical 
engineer, and a switchboard attendant (final). The permanent 
stall has been reduced from 22 to 10. 

Exemption granted to Mr. T. H. Escott (23), manager for 
Messrs. Brooking & Co., electricians, Wevinouth, was ap- 
pealed against by the Military Representative. The borough 
electrical engineer and à nuniber of business men of the town 
wrote as to Mr. Escott's skilled work and = indispensability. 
The Tribunal cancelled conditional exemption, and gave until 
March 31st, with no further appeal without leave. The Chair- 
тап intimated that they expected the firm in the interval 
to train a substitute. 

At Lindfield (Sussex), an electrical engineer in business at 
Hurst, aged 41, and passed in Class C2, and who has lost 
his manager, leaving him with only a man with a short 
exemption and а lad, had his period of exemption extended 
for stx months. Е 

At Broadstairs, the Military Representative applied for a 
review of exemption granted to the chief clerk (41) and a 
motor and tram’ driver (40), with the Isle of Thanet Tram- 
ways Co., on the ground that they were no longer in certified 
occupations. "The company's representative stated that the 
former was the only clerk left, and that the driver could not 
possibly be spared owing to the great depletion of the staff, 
which compelled him to work seven days per week. The 
exemptions were confirmed, and will continue: whilst the 
conditions remain the same. 

On the appeal of Sir Wm. Vernon, the Chester Rural Tri- 
bunal has given six months’ further exemption to his elec- 


‘trician, passed in Class C2, and who is engaged on hospital 


work. > 

At Lewisham, the Military asked for a review of exemption 
granted to F. G. Howard (24), a draughtsinan with Messrs. 
Johnson & Phillips, Ltd., of Charlton. Respondent, who had 
stated that he had a conscientious objection, handed in a 
badge and a certificate showing that he was engaged on war 
work, and the Military Representative said that he should 
try to get the badge withdrawn. The application was not 
proceeded. with. 

The Military applied аё TLewishaim for conditional exemp- 
tion held by an electrical engineer, aged 32, and passed for 
general service, to be withdrawn. It was stated that certain 
of respondent's employés had been badged. The Tribunal 
substituted six months' exemption. 

Chatham Tribunal have granted six months’ exemption to 
A. H. Laraman (19), electrician, appealed for by the Kent 
Electric Power Co., and passed for C3. | 

Hereford City Tribunal have granted exemption to March 
Ist to J. Hoskins, fireman at the municipal refuse destructor. 

At Sutton-in-Ashfield, exemption on business grounds was 
claimed by Mr. A. E. Hough (36), managing director and 
electrical engineer for Messrs. Cinevars, Ltd., a theatre con- 
cern. Three months were conceded. | 


Worcester Tribunal has granted a certificate of conditional, 


exemption to С. Harris (40), publie lamp attendant and emer- 
gency man, applied for by the Corporation Electricity Com- 
mittee. 

Warwickshire Appeal Court has refused further extension 
of time to a charge-hand: at the refuse destructor of the 
Rugby-U.D.C. Tt transpired that the man’s wages were 30s. 
per week, and the Chairman said it was a disgraceful wage; 
charge-hands at the Coventry destructor were earning £3 10s. 
per week. E | 

Torquay Tribunal has granted exemption to January 15th 
(final) to Mr. P. T. Narracott (36), electrician, passed in Class 
C1: but has refused time to F. J. Hammett (24), electrician 
at the Picturedroine. 

* Mr. D. В. A. Millman, electrician, passed in Class CI, 


appealed at Newton Abbot, and a month was granted for him, 


to obtain a post of national importance. 

At Bath, appeals by the Electrie Tramways, Ltd., resulted 
as follows :—Bodv builder (41), three months; coach painter 
(37), three months: blacksmith (39), appeal withdrawn with- 
out prejudice; engine driver (38), conditional exemption; car 
driver (39), three months. Tt was stated that 202 employés 
had enlisted; the pre-war staff was 282 men, nine boys, and 
21 women; and now there were 136 men, 93 boys, and 75 
women, 
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At Windermere, an appeal was made by Mr. J. K. Thorn- 
borough (34), electrical engineer, partner in the firm of 
Thornborough Bros. He is passed in Class Bl, and his 
younger brother is serving. Three months’ temporary exemp- 
tion was conceded. 

At the Aberdeen City Military Tribunal, the Military Repre- 
sentative appealed against conditional exemption granted to 
A. B. Gillespie, electrical engineer. It was pointed out that 
there was a serious dearth of electrical engineers in the city. 
The case was continued so as to give the man an opportunity 
of engaging in work of national importance. 


ELECTRICITY SUPPLY." 


Mn. J. A. ROBERTSON, borough electrical engineer of Salford, 
gave the opening lecture of the session to the Technical Sec- 
. tion of the Westinghouse Club. In the course of his address 
Mr. Robertson gave а short summary of the early supply of 
electricity in this country, and referred in detail to the ques- 
Hon of сша and interconnection of electricity supply. 

e said :— 

We have learned many lessons from the war, but the 
greatest of all is that we cannot allow ourselves to drift along 
in the same haphazard way that we have been accustomed to 
in the past.. It has become evident that if we are to maintain 
our position as a manufacturing and commercial nation during 
: the trying years immediately subsequent to the war, we must 
begin at once to organise our national resources in material, 
labour, and brain power so as to produce the highest possible 
degree of national efficiency. = 

It must always be remembered that primarily we are a 
manufacturing nation. Our position in the world has been 
earned not so much by military or naval conquest, as by the 
fact that we were the first to sell the product of our skill and 
industry in the markets of the world. Cheap supply of power 
is one of the first essentials of the manufacturer, and if by 
centralising its production we can substantially reduce the 
cost, it will not only reduce the cost of manufacture, but at 
the same time conserve the national supply of fuel. To 
achieve this object, no existing interest, be 1t municipal or 
company, should be allowed to stand in the way. 

Chiefly as a result of the steam turbine, a modern power 
station can be erected and equipped to-day at a cost per Kw. 
less than one-fourth of what obtained 15 to 20 years ago. At 
the same time, the operating costs have been reduced by 50 
to 60 per cent., or if allowance be made for the increased 
price of fuel, it may be said that the operating costs are about 
one-fourth of what was achievable in the old reciprocating 
plant stations. Е 

Corresponding with the change brought about by the steam 
turbine in the power stations, the adoption of high-tension 
multiphase transmission has completely altered the conditions 
cf distribution. Whereas with low-tension current an econo- 
mical area of supply was seven or eight square miles, the 
area which can now be supplied from one station may be 
rechoned in hundreds of square miles. 

It has been suggested that a national board should be set 
up with powers to erect new super-stations on modern lines, 
to sell energy in bulk to existing supply authorities. 

Another proposal is that the State might find the capital 
to finanee a national supply scheme, leaving supply coin- 
panies to operate it. In this way the benefit of State credit 
would be obtained without the disadvantages of State adminis- 
tration. Mr. Robertson is of the opinion, however, that such 
s proposal is open to serious objections, and would meet 
with the most strenuous opposition from existing authorities.’ 

Mr. Robertson proceeded to deal with the movement re- 
cently inaugurated in Lancashire, in which he is keenly inter- 
ested, for the interconnection of electrical undertakings. 

It is not claimed that "'linking-up " existing stations 
forms a complete solution of the electricity supply problem; 
it is claimed, however, that it offers an immediate solution of 
the more pressing problems and that it can be carried out at 
а minimum of cost in а reasonable period of time, thus 
opening up the wav for а more comprehensive scheme of 
centralisation as soon as conditions become normal. 

In the first place, by * pooling " all the plant in the-various 
stations, the necessitv for each station keeping spare plant of 
its own would be obviated. 

Secondly, “‘linking-up"? would provide within certain 
limits a valuable safeguard against interruption of supply. 
The value of ''linking-up' from this point of view сап 
hardly be over-estimated. 

In the third place, considerable saving in fuel would be 
effected. | р 

A further advantage of “‘hnking-up’’ is that it would 
enable a certam number of stations to be shut down at week- 
ends and on_ holidays. 
stations in the Manchester district have 90 staffs working 
every week-end; if the “linking-up’’ project is carried for- 
ward, four or five stations will suffice for the supply of the 
whole district during week-ends. 


* Abstract, from The British Westinghouse Club News, by 
permission, = ° 


Under existing conditions the 20. 


The technical. difficulties may be passed over; it is un- 
doubted that these can be surmounted. In two cases only 
frequencies other than 50 cycles per second have been adopted. 


` The real difficulty is that of the ‘‘ human factor," in which 


category certain engineers must be included as weH as mem- 
bers of local councils, boards of management, &c. 
It is the opinion of the lecturer that co-operation between 


, existing authorities can only come about through pressure 


from outside; in other words, the assistance of the Govern- 
ment will be necessary. : 

The proposal in regard to the Lancashire and Cheshire 
scheme is that the Board of Trade should set up a district 
joint board or committee for the whole district, which would 
include representatives of the several organisations concerned 
in the scheme. It would be possible for a single municipal 
supply authority, whose area was situated adjacent to several 
others, to wreck the whole scheme if it refused to allow 
interconnecting mains to pass through its area. Such a re- 
fusal could be indirectly counteracted, however. The Local 
Government Board, being the sanctioning authority for all 
moneys spent by local councils, could refuse to sanction loans. 
to the particular authority refusing to enter into the scheme, 
and in that manner practically force it to co-operate with the 
other authorities in the district. 

In order to obtain the maximum economy, the joint board, 
or its committee, would have powers to determine the running 
hours of the stations on tlie system. The board would, of 
course, have power fo raise capital to provide mains and 
transformers, and would also act in an advisory capacity to 
the Local Government Board in regard to extensions of exist- 
ing stations. That is to say, they would have the power to 
decide which stations should be extended, and where new | 
plant should be put down, having in mind the question of 
maximum economy. > 

The joint board should have absolute authority in settling 
prices. Provided the working costs and load factor of each 
station are known, it will be an easy matter for a technical 
committee of the board to decide what, under the circum- 
stances, 18 a fair and proper price. 

The scheme is for the benefit of the district as a whole, 
and the very greatest injustice that could possibly happen 
to an individual authority would be a trifling matter eom- 
pared with the tremendous advantage to be gained by reduc- 
ing the present wastage. 

The principal advantage of such a scheme is that it would 
provide an easy road to centralisation. With such a scheme 
in operation it would be found beneficial for the small under- 
taking to take all its supplies from. the common system and 
eventually shut down its own generating plant. One by one 
the inefficient stations would cease to generate electricity 
and would act instead as transforming and distributing 
centres, 

If the scheme is put into operation now, it will probahly 
be found 10 years hence that the whole of the area now sup- 
plied by 21 stations will be supplied by only four-or five 
generating stations, which are favourablv situated as regards 
coal supplies and condensing facilities. The authorities whose 
generating stations will be closed down will be able to sell 
energy in their districts at a price which could never have 
non realised if they had continued to operate their own 
plants. 

This appears to be the direction of future progress in regard 
to electricity supply, and the plan offers a comparatively easy 
and efficient method of obtaining the advantages of centralisa- 
tion without the financial burden which would have to be 
supported if all the existing stations were closed at once in 
favour of a new system. 

Another advantage which the joint board will exercise will 
be the bulk purchase of materials, while standardisation of 
price over a large area will also be possible. | 

In the past we have suffered severely from an epidemic of 
cheapness—cheapness that has cost us, as & nation, infinitely 
more than the difference between the price we paid and the 
price we should have paid to ensure a fair profit to the manu 
facturer. It is sincerely to be trusted that the price of elece- 
trical plant for British -stations will never again be fixed in 
Germany or in the United States. | 


` 
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Correction.—Tu the advertisement of the Ктлхох Co. 
LTD. appearing on page 14 of the Süpplement of our last issue. 
the words '' without flex and push " at the side of the block should 
not have appeared. The horn is supplied with flex and push. 


Holidays.—The premises of the STERLING TELEPHONE 
AND ELECTRIC Co. LTD. will be closed for business from 
December 22nd to December 26th inclusive. 


Electrolytic Copper in Germany.—After discussing for 
some time past the question of establishing a German quotation 
for electrolytic copper ín substitution for the London quotation. & 
recent conference of merchants and consumers held at the Berlin 
Chamber of Commerce decided to form an Association especially 
for this purpose. The chairman is Herr Peierls, of the `А.Е.С., 
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and the vice-chairmen are Herr Dietz, of the North German 
Refinery, Hamburg, Norbert Levy, of H. Levy & Co., Berlin, and 
Herr Aschaff, of Basse & Seloe, Altona. 


Private Аггайбетепіѕ.— Гні TYLER APPARATUS Co., 
Ltp., Banister Road, North Kensington, London, W., electrical 
engineers, &c.—In reference to this matter, particulars of which 
have already appeared in our columns, the following are creditors :— 


Montefiore .. T - .. £100 Cable Accessories Co. .. eo £15 
Walker, J. F. 3 КА .. 108 Crypto Electrical Со. .. 2 46 
Brit. Insu. © Helsby Cables, Ltd. 139 Canning, W., & Co. - : 74 
Walker, J. F. = zi .. 100 Finnis, Downey, Linnell and 

Walker, J. F. ©з Е .. 115. Chessher e$ "S bs 568 
Essex Telegraph Co. ae .. 80 Braulik, G... з D s 20 
Walker, J. F. va Ka .. 100 Baker, J., & Sons.. га be 40 
Sun Electrical Co. .. is . 46 Brit. Isu. and Helsby Cables .. 229 
Sun Electrical Co... “: .. 40 Brook, E. .. E БУ КИ 54 
Brown Bros... v bs . 934 Carr, J. W., & Co. x " 20 
Walker, J. Е. z be .. 100 Callender’s Cable and Con. Co. 89 
Dickson въ zi is .. 9213 Selson Engineering Co... T 95 
Carr, J. & W. Ме T .. 16 Sun Electrical Co. os - 36 
Macnab, J. .. da ix .. 254 Smith, H., & Co. .. 24 
Walker, J Е. DE. We .. 100 Vacuum Oil Co. .. 22 
Macnab, J. .. gue oS .. 200 Walters & John .. x 26 
Walker, J. Е. $e. La .. 100 Robertson's Motors, Ltd. 30 
Walker, J. Е. С АЕ .. 100 Hall & Pickles... i is 111 
Walker, J. Е. x SN .. 120 Willis, N.W. - i» 63 
Temple Press ix .. o5) 938  General]Rates .. бє ee 30 
Metro. Mfg. and Eng. Co. vx. 17 Willesden U.D.C. E £ 40 
Mathews, F. C., & Co. ..  .. 4f Athol Garage, Ltd. a ы 82 
Mathews Bros. XQ es .. 21 Brach, W. J. vu is & 53 
Moss & Gamble Bros.  .. .v 19 Hart, P G.... .. E . 25 
North British Rubber Co. .. 2 Jee, Е.Д... m az e 1,715 
8mith, W. ... Y a .. 40 London United Tramways 750 
Tyler Industries (Parent, Co. .. 205 Nicholas, E. J... is .. 290 
Farmer & Co. ЕУ - .. 56 Pearson, С. №. .. "T ese 201 
Haywood, W.G.,& Co. .. .. 25 Richard's Anti-Rust, Ltd... 20 


Norway.—AÀs a branch of their business, the Aktie 
Selskab-Elektrisk Industri have decided to set up a factory for the 
manufacture of conduits and fittings on the English system. The 
machinery has been ordered, and it is expected that the factory 
will be working in three months. The output capacity is 6 tons of 
pipe and fittings per day, which is expected to satisfy the whole 
requirements of the country. 


Sweden.— Mr. Carl Hossander, the chairman of the 
Swedish Elektricitets-Voerksforening, has advised the municipal 
members of his.Union not to place their orders for electric cable 
and other accessories either in Great Britain or in Germany. He is 
obviously an advocate of absolute neutrality. The United States 
will, consequently, secure these orders. 


. Belgium.—H.M. Consul-General at Rotterdam reports 
that an agent at Bergen-op-Zoom, who formerly represented in 
Belgium and elsewhere a German electrical firm, desires to secure 
the representation in Belgium after the war Of United Kingdom 
manufacturers of electrical material.— Bvard of Trade Journal. 


Book Notices.—We note with interest in our esteemed 
contemporary La Lumière Electrique, that from’ January: Ist that 
journal will combine with La Rerue Electrique, and the two will 
appear in future as the Herve (7enerale de Г Electricité. The new 
weekly review will be the official organ of the Union des Syndicats 
de l'Electricité, and will be published at 12, Place de Laborde, 
Paria (8e), the subscription price being 40 fr. a year in France and 
90 fr. abroad. 

The fourth number of the Journal of the British Science 
Guild has now appeared. The Journal contains the recommend- 
ations of the Guild with regard to the establishment of a National 
Statutory Board of Science and Industry, a Report on the Reforms 
necessary in National Education, a Memorandum on the Encourage- 
ment of Teaching and Research in Science in British Universities, 
&c. Copies may be obtained from the Secretary, British Science 
Guild, 199, Piccadilly, W. Price 6d. each. 

_ How to Arvid Accidents is the title of a handy pocket brochure 
issued by the British Dominions General Insurance Co., Ltd.. of 
Royal Exchange Avenue, London, E.C., with the sub-title, 
‘Instructions to Motor Drivers in Scotland"; it contains an 
excellent detailed set of instructions based upon official regula- 
tions and Acts, law cases, &c., which appear to cover all imaginable 
contingencies, and are so clearly worded, together with reasons 
why they are necessary, that they should prove invaluable to all 
Owners of cars, drivers.of motor-'buses, and others responsible for 
the control of mechanically-propelled vehicles on public roads, and 
should afford effective aid in the development of the" Safety-first ` 


campaign which has been inaugurated. А copy of the pamphlet © 


18 issued to the driver of every motor in Scotland that is insured 
With the company, and any interested reader can obtain one by 
applying to the author (their Edinburgh manaver), Mr. W. T. W. 
Wells, 23, Danube Street Edinburgh. | 

Proceedings of the American Institute of Electrical Engineers.” 
Vol. XXXV. No. 12. December, 1916. New York: The Insti- 
tute. . Price $1. 

Memoirs of the College of Engineering, Kyoto Imperial Uni- 
versity.” Vol. I., Nos. 6 and 7. Kyoto: The University. 


New Aluminium Works in Bavaria.—It is reported 
gen negotiations have been concluded which aim at the establish- 
qua in Bavaria of a large hluminium works, with the co-opera- 
Md the firm of Giulini, of Ludwigshaven. The undertaking, 
Men will bear the title of the Bavarian Aluminium Works Co., 
utili produce one-third of the total German consumption, and is to 
will to the water powers of the Inn, where plant of 55.000 H.P. 
the Installed. The expenditure is estimated at £1.500.000, and 

work of erection and equipment will occupy two years. 


s achinery Users' Association (Inc.).— This Association 
Е (А De annual meeting on Tuesday at the Windsor Hotel, West- 
р ster, Sir Algernon Firth presiding, 


British Industries Fair, 1917.—Application forms for 
space at next year's Fair are being issued by the Board of Trade. 
The event will be held from February 26th to March 9th, and as 
increased space is necessary, it will take place partly at the Victoria 
and Albert Museum, as last year, and partly in the Imperial Insti- 
tute Building. The Fair will be confined to the same trades as last 
year. The Glasrow Municipality is, with the support of the Board 
of Trade, organising a Fair in Glasgow for the same time, but a 
few trades not covered in London will be included there. 


Calendars.—From the Sun ELECTRICAL Co., LTD., of 
118-120, Charing Cross Road. W.C., we have received one of their desk 
calendars for 1917. Under the difficult conditions now prevailing, 
the number available is limited, but applications on trade letter 
paper from those in the trade, who are not on the company's mailing 


' list, will be attended to as far as possible. Sets of 1917 refill slips 


have been issued for the use of those already having the Sun base. 
THE BRITISH THoMsoN-HousTON Co. LTp., of Rugby. has 
prepared its customary large wall calendar, showing three months 
on each pare, the current month always appearing in larger form 
than the preceding and following ones. Each sheet carries a view 
of the works at Rugby and a half-tone illustration of some of the 
company 8 plant. i 


Roller Bearings.—MrssrRs. Broom & Wane, LTD., have 
received a contract for 350 Hyatt flexible roller bearings for line 
shafting, for installation in the new works in course of erection for 
the Daimler Co. А 


Catalogues and Lists. — THE Ввитізн THOMSON- 
Houston Co. LTD., 77, Upper Thames Street, London, E.C.— 
Quotation No. 53.210 tabulates and prices a great variety of wiring 
accessories, the prices for small and large lota being shown. 
Electrical contractors and others who are on the firm's mailing list 
will receive these quotations showing the prices ruling at the time 
of receipt. Other readers can have copies on application. 

STERLING TELEPHONE AND ELECTRIC Co, Lrp., 210-212, 
Tottenham Court Road, London, W.C.— Publication No. 252 
(16 pages) contains full descriptions, with illustrations, of the 
Sterling shaft signalling systems, with visual indicators, the 
apphratus being designed to comply with the new Home Office 
regulations in respect to electric signalling equipment in collieries. 


Trade with Russia.—The paper by Мв. W. Н. BEABLE 
on "Russian Trade Opportunities and Methods," recently read 
before the Sales Managers’ Association, together with the discus- 
sion thereon, is reprinted in pamphlet form (3d.), and copies can be 
obtained from the secretary, Mr. S. F. Talbot, 60, Wilson Street, 
Finsbury Square, E.C. The paper was fully abstracted in our issues 
of November 24th and December 1st. 


Dissolutions and Liquidations.— ELECTRO-FLEX STEEL 
Co., Ltp.—Creditors must send particulars of their debts, &c.. to 
Mr. B. A. Fitzgerald, 82. Collingwood Buildings, Newcastle-on- 
Tyne, the liquidator. by January 31st. 

W. W. OLDHAM & Co., electrical engineers, ^7, Market Street, 
Hyde.—Messrs. ^W. W. Oldham and T. Bennison have dissolved 
partnership. Mr. Oldham will attend to debts and continue the 
business on his own account at the same address. Mr. T. Bennison 
will carry on business in his own name. 


Bankruptcy Proceedings.— J. R. WHITEHOUSE, managing 
director of an electrical company, Golder'a Green.—Application for 
debtor's discharge is to be heard at Barnet on January 23rd. 


Trade Announcements. — The sole address of the 
PHONOPORE CONSTRUCTION Co., LTD., is now Phonopore Works, 
Southall, Middlesex. Concentration of the war-depleted staff at 
the factory will facilitate operations. 

The firms of RATCLIFF & Co., of Marble Arch and North Audley 
Street, and RipouT & Co., 121, Regent Street, are amalgamating as 


‘Ridout & Ratcliff, Ltd., and will carry on business as electrical 


engineers at 42, Upper Baker Street, for the duration of the war. 
The firm will remove to larger premises in the West End on the 
conclusion of . | 

Owing to the present difficulty in obtaining supplies, it has been 
mutually agreed upon by the WANDSWORTH ELECTRICAL MANT- 
FACTURING Co., LTD., Birmingham, and Mr. T. A. NUNWICK, of 4, 
Carr Street, Blackfriars, Manchester, to dissolve the agreement 
existing between them. This agreement will expire on 31st inst., after 
which date Mr. Nunwick will cease to represent them as their- 
agent in Lancashire and Yorkshire. 


LIGHTING AND POWER NOTES. 


Arklow (Со. Wicklow).—The Town Commissioners are 
making an electric lighting installation on the northern quays ; 
a petition has been extensively signed to extend the lighting to the 
southern quays. This, if undertaken, will involve the laying of a 
cable to bring the current across an arm of the bay. 


Ashton-under-Lyne.—Prict IwcREAsE.— The Corpora- 
tion has given notice that after the current quarter the charges for 
electricity for lighting purposes will be increased by ld.per unit 
over the pre-war rates, 


* 
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Birmingham.—PrL4xT ExTENsION.— The Electric Supply 


Committee has now installed a further 6.000-Kw. turbine set, and іб . 


is hoped that the full requirements of ordinary consumers and the 
tramways will in future be mot. 


Bognor.— The U.D.C. has decided to send to the B. of T. 


& protest against the decision of the Gas and Electricity Co. to - 


make a minimum charge to all consumers of 13s. 44. per quarter, 
on the ground that: it is a direct incentive to extravagance to 
charge for current whether used or not. / 


Bray (Co. Wicklow).—The L.G.B. auditor has reported 
that there are considerable arrears in the Urban Council's elec- 
tricity department, and he urges that more stringency should be 
Observed. 


Continental. France.—It is reported that the closing 
of the shops in Paris at 6 p.m. has not made 5 per cent. difference 
‘in the consumption of electricity. 
have warned their consumers that henceforth the consymption of 
electricity and gas must be reduced by 66 per cent. The increased 
demands of the factories for electricity for pqwer will render 
necessary strong measures if these are to be satisfied. 

The Minister of the Interior recently announced that the 
restriction of publie lighting had resulted in a saving in coal of 
41 per cent. ; as he regarded this as insufficient, a decree has been 
issued imposing on all municipalities a two-thirds reduction in 
publie lighting as compared with the normal in the winter of 
1913-14. 


NORWAY.—The Ramnes District Council has decided to expend © 


200,000 kroner on the establishment of an electric power station. 
The Fredrikshald Town Council has decided to develop its recently- 
acquired waterfall near Brekke and Krappeto: 9.300 H.P. is to be 
generatel at the turbine shaft. The total estimated cost of the 
undertaking, including the construction of & canal. is 2,174,000~ 
kroner. 


Croydon.—PRicE Reviston.—The T.C. Кав adopted recom- 
mendations of the Electricity Committee to the effect that all con- 
sumers óf current for power, whether using a time switch or not, 
taking less than 2,400 units a year, be charged for the first 600 units 
consumed each calendar year at 21d. a unit, and all excess units at the 
rate of 1d. a unit, and that all time switches be removed where the 
consumption of at least 2.100 units during the year is not guaran- 
teed by the consumer. In this way (the Committee explained) a 
large number of time switches will be rendered available to meet 
the requirements of large consumers for some time to come, and 
the work of the department lessened. 


I 

Dorking.—PRicE INcREAsE.—The U.D.C. has received 
an application from Mesars. Edmundson’s Electricity Corporation, 
Ltd., asking for the Council’s sanction to a continuation of the 
10 per cent. increase in the rates for electricity for the six months 
. ending June 30th, 1917, and also that for such period a further 
increase of 10 per cent. should be allowed. The Finance Com- 
mittee recommended a further increase in the rates of 5 per cent., 
making in all 15 per cent. Mr. Moore asked if the increase would 
apply to power users, as they already paid a 20 per cent. increase. 
Eventually the Committee's resolution, with the addition of the 
words, “ for lighting only," was agreed to. 


Dublin.—Mr. Andrew J. Sargent, in a letter on the Gas 
Co.'s action in raising the hiring charge of gas stoves, suggests that 
the company is influenced by the fact that the Corporation cannot 
at present obtain cable for the supply of would-be users of elec- 
tricity. In several instances gas stoye users have decided to 
substitute electric stoves and heaters. 


Edinburgh.— The Corporation has been notified that the 
Ministry of Munitions is unable to grant permission to proceed 
with the electricity extension scheme at Portobello, or to alter the 
existing tramways system.— Daily Er press, 


| Featherstone.—PRov. ORp&ER.— The U.D.C. has con- 

-sented to a prov. order being granted by the B. of T. to the 
Electrical Distribution of Yorkshire, Ltd., for the supply of elec- 
tricity, &c. 


Fort William.—Pusu:c Licutixc.—The Fort William 
E.L. Co., not being prepared to agree to the Council's suggestion 
that a rebate of 20 per cent. instead of 10 per cent. should be. 
allowed on the account for public lighting under restricted con- 
ditions, the Council has agreed to the company's terms. 


Glasgow.—The police stationed at two of the busiest 
crossings in the central parts of the city are being provided. as an 
experiment, with helmets to which are attached small electric 
lamps, energised by a battery carried in the pocket. The lump 
shows the constable's position, and indicates to which of the lines 
of traffic the crossing is clear. 


Grimsby.—The Electricity Committee has decided not 
to recommend the Council to insure against loss of revenue from 
the Corporation electricity undertaking arising from ` possible 
damage by military operations, 


Haslingden.—The inter-supply of electricity between 
Accrington, Haslingden and Rawtenstall- has been inaugurated. 
Originally the Accrington undertaking supplied Haslingden, but 
owing to shortage of plant. the arrangement has now been 
extended. so that Rawtenstall can assist in meeting the demands of 
Haslingden. ` 


Already several Paris companies 
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Hebburn-on-Tyne.— STREET LicnHTING.— The U.D.C. 
has decided to discontinue the lighting of the street lamps until 
further notice. 


Heywood.—War Bonvs.—A war bonus of 9g. pet week 
has: been granted to the stokers, drivers, and motor and . meter 
inspectors in the employ of the Corporation electricity department. 


Huddersfield.—Prick Increase.—Owing to the increas- 
ing cost of coal, the Electricity Committee has increased the price 
of electricity by another 124 per cent. on the pre-war rate, the 
increase to come into operation on and as from date which the 
meters were last read for the current quarter expiring at the 
year end. - 


Kilmarnock.—PRoPposED  ExTENSIONS.— The Corpora- 
tion electrical engineer reported that Sir Alex. Kennedy had pro- 
posed installing a further 3,000-Kw. turbo-alternator, but he (Mr. 
Bexon) advised that a 5,000-Kw. machine be installed, во as to give 
à reasonable margin to spare. Mr. Bexon also points out that 
there is insufficient boiler capacity to deal with the load, and 
recommends that two or three Lancashire boilers be disposed of 
and that one Babcock & Wilcox boiler of 25,000 to 30,000 lb, 
capacity be procured. It has been decided to confer with Sir 
Alex. Kennedy on the subject. ` i | 


Liverpool.— The Mersey Docks aud Harbour Board has 
acquired 60,000 sq. yards of land adjacent to the wool warehouses 
abutting on Love Lane. It is suggested that electrical works in 


connection with the docks may possibly be constructed thereon. 


London.—Istineton.—The Lighting Committee has 
reported that the public street lighting was unsatisfactory, due to 
the diffieulty of screening the powerful arc lamps. Experimenta 
were made in the early part of this year with a view to substi- 


-tuting high-power incandescent lamps in certain thoroughfares. 


The Committee regrets that it will not be practicable to convert 
the greater number of the arc lamps in the borough, bat 
steps have already been taken to ascertain whether it would 
‘be possible to use coloured glass shields in conjunction with the 
existing globes. | : 

The Electric Lighting Committee has recommended a further 
increase of 10 per cent. in the charges for electricity, making a 
total increase of 25 per cent. on pre-war charges. 

FuLHAM.-—The Finance Committee of the L.C.C. has recom- 
mended the Council to sanction the borrowing of £11,000 by the 
Fulham B.C. for the extension of the boiler plant. 

PoPLAR.—ELECTROLYTIC DISINFECTANT.—The Health Com- 
mittee of the B.C. reports having considered the position of the 
electrolytic disinfectant undertaking. It appears that 91.120 
gallons of the disinfecting fluid were distributed during the period 
from January Ist to November 30th, 1916. Payment was received 
in respect of 1,019 gallons supplied to local firms at 8d. per gallon 
and 868 gallons supplied to the works department at ld.per gallon. 
The Committee does not consider it desirable to interfere with the 
free use of the disinfectant by residents, and at the Council Schools 
and military guard-rooms, but is of opinion the supplies to the 
Poplar Guardians, the baths, the libraries, and the works depart- 
ment should be charged at the rate of 8. per gallon, ín order that 
the cost may be debited to the appropriate account, and the dis- 
infectant account credited accordingly. For the quarter ended 
September 30th, the units sold by the electricity undertaking 
have increased, as compared with the corresponding period last 
year. by 170,000, and the net income by £2,946. - The working 
expenses, however, show an increase of £3.442, owing largely 
to the higher price of coal. The net surplus of income over 
expenditure for the quarter is £1,579, which the Electricity 
Committee considers, in view of present circumstances, to be 
highly satisfactory. 


Loughborough. — Price Revision.— The Electricity 
Committee recommends that, as from December 31st, a further 
increase of 124 per cent. be made to all consumers’ accounts. 
including consumers under special contracts: the question of 
making a special charge to small consumers has been deferred till 
the end of the financial year. 


Lowestoft.—The Electric Light Committee recommends 
that the Tramways and Electric Lighting Committee be amalga- 
mated, and to include the whole of the members of both Com- 
mittees. under the title of the Electric Works Committee. The 


Council adopted the recommendation. 


Nottingham.— According to the Nottingham Guardian, 
the city electricity undertaking waa severel y criticised recently at 
the University College. The Guardian says that the plant is out 
of date, and ought to be scrapped, but that the Committee is 
limited financially owing to having surrendered much of its profit 
each year, instead of building up a larger reserve. The cost of 
electricity at the present time is said to be a hindrance to the 
prosperity of the city, against which the rate relief obtained from 
profit has to be considered. 


. Otley.—E.L. PRoProsaLs.— The U.D.C. has decided to 
support the application of the Electrical Distribution of Yorksbire. 
Ltd., for a provisional. order to supply Otley and district with 
electricity, and has instructed its representatives accordingly, Опе 
reason for the sudden reversal of the policy adopted in the past is 
said to the poor quality of the gas now supplied in the town. 
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Раіѕіеу.— YEAR'S WoRKING.—The accounts of the 
Corporation electricity undertaking for the year to May 25th last 
show that 4,501,593 units were sold, 1.793,000 being supplied to 
the tramway company and nearly as much for power and heating. 
The maximum observed load was 2.302 Kw. The gross revenue 
amounted to £31,349, and the gross profit to £12,223; and after 
meeting financial charges. there was a surplus on the year's work- 
ing of £337. 

PRICE INCREAsE.— The T.C. has decided to increase the charge 
for electricity for lighting by 4d. per unit ; a new scale af charges 
for power supply has also been approved. 


South Africa.—According to the annual report of the 
Government Mining Engineer, the total value of new machinery 
and plant introduced during 1915 amounted to £606,682. Included 
in the chief items are boiler plant. other than that of locomotives, 
traction engines, or steam wagons, £7,348 ; electric generators and 
engines. hoists, locomotives, and motors, £90,143; power lines. 
transformers, bells, telephones, &c., & 79.180. Тһе most important 
items comprise stamp mills and tube mills for the new mines on 
the Eastern Rand, winding plants for these mines, electric winders 


for other mines, and increases in the electrical plant at central 


power stations. 

The following table shows the total units disposed of during the 
year by the power stations of Corporations and Municipalities, and 
by public supply companies in the S.A. Union. The units used for 
mining purposes, out of the total shown in the table, amount to 
533,516,468 electrical and 147,928.535 compressed air units. The 
outputs of the power plants on the mines are not included in the 
table :— 


| ^ Direct? Alternating. 
Transvaal.. 22.520.266 107.212,1641 
Cape а , e. 17,356,043 22.420.823 
Orange Free State i SY 186 1.83 4,063 
Natal voe its we = 8,086,758 12.017.005 


—— — —— 


48,863,153 743,520,055 


Total for 1915 


Total for 1914  ...- 46.168510 


Total for 1913 ^... 412.490.911 555,181,027* 
Includes 147.928.535 units of compressed air. 
$ Includes 121,014,096 units of compressed air. 
* Includes 123,081,136 units of compressed air. 
-South African Mining Journal, 


Sunderland.— PLANT ExTENsION.—AÍ a meeting of the 
T.C., it was reported that the Electricity Committee had accepted 
tenders for the ensuing year for the supply of coal of a much 
better quality than they had been using lately. and he believed 
that the improvement in quality of fuel would prove a remedy to 
the nuisance caused by the emission of smoke. "The Treasury had 
agreed to the Corporation undertaking an extension of the Hylton 
Road works at a cost (estimated) of £45,000, and the Committee 
had accepted a tender for the supply of a new turbine set, which 
formed part of the scheme. The cost, however. would be sub- 
stantially higher than pre-war prices. The report was adopted. 
. It was also decided to extend the E.H.T. mains. 

The Electricity Committee has recommended that the T.C. con- 
tribute £50 towards the cost of the action brought against the 
Hackney B.C. by the Gas, Light, and Coke Co. in connection with 
the charges for the supply of electricity. 


603.286, 5801 


Swansea.— The borough treasurer and the borough elec- 
trical engineer have been considering the best means of encouraying 
the supply of electricity to houses and premiaes where the occupiers 
are unable or unwilling to bear the initial cost of installation, and 
have now decided upon a scheme. It has been resolved that a fee 
of 5s. be charged in the following cases :—(1) Connecting up a 
supply after the same has been disconnected through non-payment 
of account ; (2) for testing meters if, when such test is made, it is 
found that the meter is correct. The Public Health Committee is 
to install at the hospital electrical apparatus for cooking and heat- 
ing. at an estimated cost of £20. The installation is expected to 
be of great assistance in times of stress and shortage of labour. 


Thirsk. 
Electric Lighting Co., in view of the Council's notification that 
there would be no public lighting required for the 1916-17 season, 
has asked the Council to make an allowance on the basis of a one 
year's contract. The Council has pointed out that the three years’ 
contract was subject to the necessary money being voted by the 
parish meeting, which had decided against it. 


U.S.A.— THe Niagara Power. SrrvATION. — With 
further reference to this question, which was.discussed in our issue 
of September Ist last. it is evident from a recent Alectrical World 
article, that the threatened diversion of Canadian Niagara exported 
power from American to Canadian use is coming to pass. The 
journal states that about three. months ago the Ontario Govern- 
ment was asked for additional” power by several Canadian 
factories, and a demand was made upon the Canadian Niagara 
Power Co. for a larger supply. The company agreed to furnish 
50.000 H.P. after а threat had been made. to stop all exportation. 
The Canadian Niagara Co. is only supplying 35.000 H.P.. and the 
Commission -haas demanded the additional 15,000 H.P. at once. 
Already an ernbargo has been placed on more than 18,000 H.P. 
formerly sent to Buffalo and other western New York cities. with 
the result that American generating companies have been unable 
to fill the increased ORE made upon them. The maximum 


supply received in Buffalo is 78.500 H.P., but it was estimated that 
some 9U,000 H.P. would be demanded this month, and it is expected 
that the first unit of the Buffalo General Electric Co.'s steam plant, 
of approximately 25.000 H.P., will b» operating- this month. In 
order to meet the immediate demands. the Secretary of the U.S.A. 
War Department has authorised the Niagara Falls (N. Y.) Power Co. 
to divert an additional 1.400 cb. ft. of water per second from the 
river during the peak load hours in the morning and afternoon ; 
this permission expires on January Ist next. It is stated that 
many Buffalo industries have had to close down, and that both 
public and private lighting has beeu restricted. 

According to the Central Station, the number of ranges on the 
Boston Edison lines is nearing the 1,000 mark, and the company's 
cookiny load is approximately 5,000 Kw. Many of the finest apart- 
ments are being electrically equipped throughout. 


Worcester. — T he Town Council has decided that, 
in order to furnish a local firm with a three-phase supply up 
to 250 H.P., additional mains be laid at a cost of £270, in addition 
to the purchase of the 100-KWw. transformer at £180. An increase 
in revenue of £160 to £200 per annum is expected, and if the 
scheme which it was understood was under consideration for 
largely increasing the electrification of the works was proceeded 
with, the revenue would be increased by £500 per annum. An 
application was received from another firm for a considerably 
increased supply of electricity, and they have been informed that 
the Committee could not spend £2,500 for temporary work, but 
owing to the increased demand in other directions, if the firm will 
undertake to contribute £1,800 towards the necessary expenditure, 
the Committee would be prepared to recommend the Council to 
undertake the work. The a was to be brought before the 
Council at the next meeting. 


TRAMWAY and. RAILWAY NOTES. 


Amstralin,— The official opening of the Melbourne, 
Brunswick and Coburg electric tramway took place recently. А 
portion of the system has been in operation for some time, but the 
official opening had been deferred until the completion of the 
whole scheme. The cost of the undertaking is approximately 
£150,000, borrowed from the Commonwealth Bank at 4} per cent. 
The journey from terminus to terminus takes 28 minutes, and a 
six-minutes' service will be maintained during the busy portions of 
the day. 


Birmingham.— It has heen decided to give a curtailed 
tramway service on Christmas and Boxing Days. 


Continental.—GERMANY.— According to a London daily, 
all the German tramway lines are to be placed at the disposal of 
the War Department for the transport of goods needed by that 
department. Hitherto the tramways in practically all the German 
cities have stopped running for public use at 10.30 p.m., and have 
been used from 11 o'clock p.m. till 5 a.m. by the War Department. 
It is probable that in some of the large cities like Berlin the time 
limit will be made earlier. 

NORWAY.—The Committee of Stavanger has issued an instruc- 
tion for the laying of a coast railway to start from Hinna and end 
with a junction with the Jeder line at Næbo. The line is to be 
built for electric driving, and will be undertaken as soon as 
possible. 


Darlington. — HALFPENNY FaREs.—Halfpenny fares on 
all routes are to be suspended after 1 p.m. on Saturdays. 


Doncaster.—W AGES. — The Corporation tramway em- 
ployés (members of the Tramways and Vehicle Workers’ Associa- 
tion) have applied for an advance of ld. per hour; the offer made 


' by the Corporation -of a slight increase on the minimum rate has 


been rejected. 


Edinburgh.— According to the Glasyow Herald, the T.C. 
has resumed its negotiations for the purchase of the Edinburgh and 
District Tramway Co.'s rolling stock at the termination Of the lease. 
The company has now offered to sell ita 250 cars for £50,000, and 
to be responsible for the upkeep of the tramway for six months 
after the termination of the lease. 


Hull.—HaLnrPENNv Fares.—The Tramways Committee 
on Wednesday last decided to discontinue halfpenny stages as a 
war time economy. The working expenses since the commence- 
ment of the war have gone up £20,000 and the bonuses amount to 
£ 10,000. 


Preston.—CoLL1810N.—AÀs а result of a collision between 
two cars, through one jumping the rails on Saturday, 10 persons 
were injured and required treatment at the local infirmary. 


Rochdale.—The tramway workers have been agitating 
for a substantial increase of wages for all grades „and notices were 
tendered to expire on December 16th, but the men have since 
agreed to submit the matter to arbitration by Sir Geo. Askwith. 
Similar applications have. been made to various tramway autho- 
rities in Lancashire apnd Cheshire. and Rochdale has joined a con- 
ference of these in asking the Committee on Production to urbitrate 
on the demands, 
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. Salford.—StRIKE.—The appointment of women in- 
spectors on the Corporation tramways has led to a strike of drivers 
and male conductors, who decided to cease work at midnight on 
Saturday. On- Monday night, after negotiations which lasted all 
day, the men accepted the Tramway Committee's suggestion that 
the matter in dispute should be referred to arbitration by the 
Committee on Production, and that pending the decision of the 
arbitrators the women inspectors should be withdrawn from the 
cars. The men ayreed to report for service on Tuesday morning, 
and the car service, it was officially announced, would be then 
resumed. 


Sheffield.—Enkcrgic Venice Economy.—Councillor 
Roberts, in moving the minutes of the Health Committee. stated 
that the cost per ton of collecting refuse by electric vehicles was 
3s. 1d., as compared with 3s. 9d. by horse labour. Electric vehicles 
were a great economy at the present time, especially as the cost 
of horse-feed had risen considerabl y in price. 


Southport.—W aces.—The tramway wages question has 
been settled ; the T.C. has agreed to an all-round advance to both 
motormen and conductors. 


South Lancashire.— Тһе tramway services in Manchester 
and surrounding districts were greatly disorganised on Е riday and 
Saturday, owing to the dense fog which prevailed. 


TELEGRAPH and TELEPHONE NOTES. 


Glasgow.—At a meeting of all grades of postal, telegraph, 
and telephone supervising officers, it was unanimously agreed to 
press for a substantial all-round increase of salaries. 


Newcastle.—Local shipowners have offered to subscribe 
£2,000 towards the establishment of a school of wireless telegraphy. 


Wireless Patents in the U.S.A.—According to the 
Electrical Reriew and Western Electrician, on October 12th a per- 
petual] injunction was issued against the Marconi Wireless Tele- 
graph Co. of America, prohibiting it from infringing the patents 
owned by the De Forest Radio Telephone and Telegraph Co. 
covering the De Forest Audion detector or amplifier. The litigation 
involved particularly Claims 4 and 6 of Patent No. 841,387 for 
" Improvements in devices for amplifying feeble electrical currents." 
issued January 15th, 1907 » also Claims 2, 3. 6, 14, 18, and 21 of 
“Patent No. 879,532, entitled * Improvements in space telegraphy,” 
and issued on February 18th, 1908. Both these patents were found 
valid and sustained. 


Wireless for U.S. Transmission System.—The Southern 
Sierras Power Co., operating in Southern California, has adopted 
Wireless service between its different generating plants and sub- 


stations. The company's system extends from Bishop to Calexico, | 


а total distance approximating 400 miles ; five hydro-electric power 
plants are located in the vicinity of Bishop, with a steam turbo- 
generating station of 11,000-H.P. capacity at San Bernardino. The 
northern plants are located in rugged country, subject to severe 
weather conditions, and causing considerable difficulty from time 
to time in maintaining communication over metallic circuits. Two 
sets of radio equipment have been installed im important stations 
on the main transmission system with highly satisfactory results, 
and it is planned to provide all the other stations with similar 
apparatus, in order that radio communication may be effected 
with every necessary point throughout the Bystem. — Electrical 


CONTRACTS OPEN and CLOSED. 
OPEN. | 


‘ Aldershot.—Jannary 2nd. Small pea or bean coal (1,000 
tons). for the U.D.C. Electricity Department. Mr. F. Garside. 
Electrical Engineer, Laburnam Road. 


Australia.—Sypnuy.—January 22nd. Electrical plant 
(converter, battery, booster, and 8witchboards) for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.* 

February 19th. Municipal Council. Meters, maximum demand 
indicators. feeder regulators. Specification from E.L. Department, 
Town Hall. 

January Ist. P.M.G.'s Department. Cords, switchboard parts 
and accessories. measuring instruments and telegraph instruments, 
Sce " Official Notices " December Ist. 

PERTH.— January 10th. P.M.G.s Department. Telephone 
instruments and parts. See “ Official Notices " December 15th. 


Cape Town.—January 5th. Electric motors and starting 


panels, for the Corporation Electricity Department. Dock Road, 
Cape Town.* 

Durban.— January 3rd. Corporation. 
steam turbine, alternator, and condensing plant. Specification 
No. 8 238 and drawing No. P 597, both at the office. of the Borough 
Electrical Engineer, Municipal Buildings. Deposit £2 2s, | 


One 3,000-Kkw, ` 
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Johannesburg.—January 3rd. Corporation. Iron axle: 


and bushes.* 
Liverpool. — December 28th. . 


three months, for the Toxteth Park B. of G. 
Clerk, 15, High Park Street. 


Electrical supplies fur 
Mr. R. A. James, 


Manchester, — December 28th. Corporation Electricity 
Committee. Water-tube boilers and jnduced-draught planta for 
Stuart Street station. Specifications, &c.. one guinea (returnable), 


from Mr. Е. E. Hughes, Secretary, Electricity Department, Town 


Hall. 


New Zealand. — Dunepin. — J anuary 24th. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* 


TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers. 11,000-400 volts. Messrs. H. W. Clime 
and Sons, Consulting Engineers, Raetihi.—-.V.Z Shipping and 
Commerce, 


Spain.—Tenders have lately been invited by the muni- 
scipal authorities of Montejo (Province of Badajoz) for the cones- 


sion for the electric lighting of the town during a period of еМ 
years, | 


Wigan.— January 8th. Tramways Committee. Зо-и. 
motor tower-wagon. Mr. Frank Buckley, General Manager, Market 
Place. 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intellizence Department in London. 


M ee 


| CLOSED. 
Government Contracts.—Iist of new contracts placed 


——— 


. during November, 1916 :— 


War Orricr:; 


Motor-alternator.—-Phcenix Dynamo м. Со., Ltd. 

Ese light fuse bases and carriers.— orman & Smith, Ltd. ; W. White 
and Co. ы 

Bridge meggers.—Evershed & Vignoles, Ltd. 

Electric cables.—General Electric Co., Ltd.; W. T. Henley's еар 
Works Co., Ltd. ; Hooper's Telegraph & India-Rubber Works, Ltd. 

Electric cells.—J. C. Fuller & Son, Ltd. ; Siemens Bros. & Co., Ltd. 

Motof-converters.— Bruce Peebles & Co., Ltd. 

Ebonite rod and sheet. — Bristol Ebonite Co., Ltd. ; LR., G.P. & Telegraph 
Works Co., Ltd. ; Siemens Bros. & Co., Ltd. 

Fans (extracting).—Sturtevant Engineering Co., Ltd. 

Electric Hehe fittings.—General Electric Co., Ltd. ; 5. Heath & Sons, Ltd.: 
C. H. Parsons, Ltd.; G. Roe & Sons, Ltd.; Sun Electrical Co., Ltd. ; 
Veritys, Ltd. А 

Gencrating sets.—Austin Motor Co. (1914), Ltd. ; Coventry Engineering Co., 
Ltd.; Keighley Gas & Oil Engine Co., Ltd. 

Electric lamps. British Thomson-Houston Co., Ltd. ; Cryselco, Ltd.; 
Dick, Kerr & Co., Ltd.: Edison Swan Electric Co., Ltd.; General 
Electric Co., Ltd. ; Imperial United Lamp Co., Ltd. 

Telezraph poles.—Cook, White & Co. ; 

Switches.—Berry & Hayward, Ltd. ; Park Royal Engineering Works, Ltd. ; 
Sperryn & Co., Ltd. ; W. White & Co., Ltd. 

Electrical instruments, terminals.—Automatic Standard Screw Co., Ltd. ; 
Davis & Timmins, Ltd.; D. Gilson & Co., Ltd. ; Ingram & Kemp, Lt4. ; 
W. McGeoch & Co., Ltd. ; Sperryn & Co., Ltd. 

Electric torches and parts.— British Ever-Ready Co., Ltd.; Edison Swan 
Electric Co., Ltd.; Efandem & Co., Ltd.; Siemens Bros. Dynamo 
ao Ltd.; C. Twigg & Co.; Vulco Battegy Co. ; Westwood Electrical 
Co., Ltd. 

Works services.— Electric light installation at Bramham Moor: G. E. Carr. 
Electric light installation at Narborough : Ellis & Ward, Ltd. Electric 
lights, &c., at Turnhouse: A. Arther & Ure. 


INDIA OFFICE STORE DEPARTMENT, 


Pots.—General Electric Co. 
Superheater parts.—Superheater Corporation. 


Н.М. Orrice or. Works. 

Enginecring works.——Supply of engineering labour in day-work during a 
period of one year from January 1st, 1917, in Bristol: The Colston 
Electrical Co. f 

Electric wiring.— Foote & Milne, Ltd. 


Post Orricr. 

Protective apparatus.—Phernix Telephone & Electric Works, Ltd. 

Telegraph apparatus.—I.R., G.P. & Telegraph Works Co., I.td. 

Telephone apparatus.— British L. M. Ericsson Míg. Co., Ltd. ; Peel-Conner 
Telephone Works Co., Ltd. ; Western Electric Co., Ltd, 

Tubular telegraph arms.—Siemens Bros. & Co., Ltd. 

Submarine cables.—' Telegraph Construction & Maintenance Co., Ltd. 

Pole brackets.—Bullers, Ltd. : 

Telegraph cables.—B.1. & Helsby Cables, Ltd. ; Craigpark Electric Cable 
Co., Ltd. ; W. T. Glover & Co., Ltd. : W. T. Henley's Telegraph Works 
Co. Ltd.; I.R., G.P. & Telegraph Works Co., Ltd.; Johnson and 
Phillips, Ltd. 

Insulators.—New Gutta-Percha Co., Ltd.; Taylor, Tunnicliffe & Co., Ltd. 

Solder.—E. Austin & Sons. 

Insulator spindles.— Bayliss, Jones Ф Bayliss, Ltd. 

Stay swivels.—Bullers, Ltd. 

Bronze wire.—B.I. & Helsby Cables, Ltd.; F. Smith & Co. (incorporated 
with London Electric Wire Co. & Smiths). 

Tinned-copper wire.—B.I. & Helsby Cables, Ltd. д 

Galvanised-iron wire.—Whitecross Co., Ltd. 

Steel wire.— Whitecross Co., Ltd. 


London.—Cx iEn w E,L:— The B.C. has extended for one 
year. from March 31st next. its contract with the Private Telephone 
Co. for the maintenance of private telephones. 

BARNEs.—U.D.C. Laying 600 yards of cable : Macintosh Cable 
Co., £289. i ' 


New Zealand.—W ELLINGTON. — Public Service Stores 
Tender Board. Accepted tenders :— | | E 
. 2,000 cords (4-conductor) for microtelephones. without switch. £W8 ; 1.000 

xr with switch, £85; 8,000 ditto, with switch, £270.—P. R. Baillie 
and Co. 

1,500 switchboard plugs, £212 ; 2,500 ditto, £946. —B. L. Doune. 

2,000 red and 2.500 white conductor cords, £609.—P, R. Baillie & Co. 

1,000 extension bells, 1,000 ohms, £406.— B. L. Doune. ` 

—-Vew Zealand Shipping and Commerce. 
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NOTES. 


Christmas, 1916.—We have received a specimen of the 
greetings card which is being sent to all members of the I.E.E. 
who are on active service. It reads as follows :— ` 


" The President and Council and the Members of the Institution 
of Electrical Engineers send hearty greetings to all members of 
the Institution on Active Service, and wish them God-speed and a 
Happy Return. , 

“ Christmas, 1916.” : 


THE ELECTRICAL REVIEW also wishes to tender’ appropriate 
good wishes for Christmas and the New Year to all of its readers 
with the Forces on land and sea, far and near, as well as to the 
host of munition workers in electrical works who have been 
rendering strenuous service to the nation for so long, and have 
ње earned the few days of rest that the holidays will afford 

em. · 


Visit of Journalists to Liverpool and Manchester.—- 
The visits of journalists to Leeds and Sheffield which took place in 
October, and which were most successful, were supplemented on 
December 10th-13th by visits to Liverpool and Manchester. А recep- 
tion of the representatives of the Manchester journalists on the 
evening of the 10th was followed on Monday, the 11th, by a visit 
to the University of Liverpool, where the party were received by 
Prof. Herdman (in the absence through illness of Vice-Chancellor 
Sir A. Dale), who, in a concise address, enlarged upon the importance 
of the work that was being carried on by scientific journaliste, and 
also stated that the value of research work had been specially 
brought to the notice of the Government. and the latter (repre- 
sented by Lord Crewe) had expressed great readiness to forward 
. the views of the deputation. Prof. Herdman laid special stress 
upon the importance of research work with regard to the unfore- 
seen results which might accrue from it, the value of which 
could not be foretold, but which were bound to be important ; the 
help which scientific journalism could give in the matter was very 
considerable. The party were then conducted over the University, 
and shown the various technological and other departments; 
that of tropical medicine excited special interest, the bearing which it 
had upon the possibility of carrying out industrial enterprises in 
districts, where malaria had hitherto prevented the importation of 
labour, being pointed out. 

Proceeding to Manchester the same day, the party received repre- 
sentatives of the Manchester Press, and next day were received at 
the University of Manchester by Vice-Chancellor Sir Henry Miers, 
and conducted over the buildings, the magnitude and completeness 
of which in regard to the scientific subjects dealt with from an 
educational point of view were very striking. Theparty were then 
entertained at luncheon by the Lord Mayor, who, in welcoming 
the journalists, stated that the union of scientific journalism with 
University technological teaching was to be strongly advocated. 
A visit to the Technological School followed. The comprehensive- 
ness of the equipment of this &chool in reference to the number 
of industrial-trades dealt with was very noteworthy. The day's 
proceedings terminated with a dinger given by the University 
authorities. Á 

A marked interest in the proceedings wag unmistakably evinced 
by the University authorities, and a full recognition of the help 
which trade journalism could give to the technological side of the 
Universities was shown. Whether the technology teaching is 
taken advantage of to the full extent desirable may be questioned, 
in view of the fact that the attendance at either Liverpool or 
Manchester previous to the war was but little over 1,000, 
although the annual fees for a complete course do not exceed (21. 
Por the son of a working man, however, this amount шау be рго- 
hibitive, and at Birmingham something is being done to bridge over 
the difficulty. The help which trade journalism may give to the 
Universities in enabling increased grants to be obtained from the 
Government, so as to enable fees to be reduced, and scholarships 
be provided, may be very considerable ; certainly a good start has 
been made. : | 

On Wednesday most interesting visits were paid to the British 
Westinghouse Co.’s works, and also to the works of the Ford Motor 
Co., the organisation of the latter being especially noteworthy. 

A tribute should be paid to the chairman of the party, Mr. Leon 
, Gaster, who is working most energetically for the promotion of 
University research and technological work, and who is also 
enabling technical journalists to know more of each other. 

Electrical Music.— The “ America’s Electrical Week " 
Committees included music in the scope of their activities, and 
co-operated with manufacturers of electrically-driven musical 
instruments in arranging electrical concerts. Mr. E. A. Sperry, 
president of the New York Electrical Society, estimated that the 
connection of the two million pianos in America with the supply 
mains would represent a possible demand of some 200,000 Н.Р. 


Industrial Organisation for After the War.—Some 
months ago, some 300 firms in the Scottish iron, steel, and allied 
industries met in Glasgow, and passed a resolution in favour of 
bringing these industries together in в strong eentral organisation 
to deal with post-war questions “ іп a comprehensive and Imperial 
manner.” A Committee was appointed to consider what should be 
the nature, scope, and object of the organisation. 

This Committee, according to the Times, has now issued a report. 
It pointe out that increased production will be the greatest factor 
In national prosperity after the war, and that it can be attained 
only by a more cordial co-opération between employers and work- 
people: by efficient equipment and organisation on the one hand, 
and on the other, by the abolition of all restrictions and practices 


limiting output. To secure mutual confidence, some form of 
payment by results, with basis rates, will be needed; and the 
workman should have some security that increased earnings follow- 
ing increased production will not be made a ground for rate- 
cutting. At the outset, therefore, any organisation of the 
industries should be prepared to co-operate with labour. Subject 
to these general considerations, continues the Times, the following 
are indicated aa the objecta of any central organisation :— 

"To direct the attention of the Government and its Depart- 
ments, for their information and guidance, to matters requiring 
consideration and action in the interests of the industries concerned, 
and to. initiate and review legislative proposals on commercial, 
industrial. and economic matters. ° 

“To deal with questions affecting the labour conditions and 
internal organisation and disabilities of the industries concerned, 
with a view to securing increased efficiency from an Imperial and 


` national point of view. 


“To educate and inform public opinion." 
The report sets out many examples of the questions which might 
have to be dealt with, among them being the question of means of : 
giving workpeople a continuing interest in the prosperity of the 
industry which employs them, and the question whether some 
method of making Associations of employers and employés 

responsible for their members should be adopted, 

The central organisation, the Committee suggests. should be a 
national advisory Council of Industry. consisting of a body of 
elected representatives of employers and a body of elected repre- 
sentatives of employés who might meet separately or jointly. The . 
joint meeting should be presided over by a Minister of Industry. 

Local Councils, the report states, might be desirable for the large 
industrial areas. Finally. the Committee recommends that a further 
Committee should be set up to carry these general principles into 
effect, and that it should proceed step by step in consultation and 
conjunction with representatives in other districts of the industries 
concerned. 


Tramway Employes’ Wages.— An application put for- 
ward by employés in the traffic section of the London County 
Council Tramways for an increase of 15 per cent. on all current 
rates of wages formed the subject of arbitration proceedinys at the 
Chief Industrial Commissioners Department, Westminster, last 
week. The claim was based on the ground of the higher cost of 
living, and over 5.000 workers were affected, including drivers, 
male and female conductors, and pointsmen. A concession of 28. а 
week. in addition to the existing war bonus of 3s., and 6d. for each 
employés child under 14 years of age, was offered by the L.C.C., 
but this offer was declined. Evidence on both sides was heard at 
considerable length. The proceedings were conducted in private. 
The decision of the arbitrators will be communicated to the parties 
interested after a full consideration of the evidence.— Morning 
Айген ixer. 


Sweden's Electrical Industry.— The rise of Sweden's 
electrical industry was the theme of an address by Mr. C. A. 
Rossander before a recent joint meeting of the Swedish Elektrici- 
tetsverkforening and the Norse: Elektricitets-veerkers Forening. 
The industry, said the speaker, divided itself into two groups— 
(B) Electricity works supplying lighting and power within a limited 
sphere, and (À) Power stations which generated and distributed at 
high pressure over wide areas. At present, of Sweden’s 101 towns, nine 
only, and those among the smallest, were without an electric 
station, and with those the question was even now on the orders of 
the day for early settlement. Dealing with the (B) statistics in detail, 
the figures for the years 1905 to 1914 show that the works aggre- 
gate capacity rose from about 21,000 Kw. in 1905 to about 125,000 
KW. in 1914 ; the total installation costs from about 17,000,000 to 
about 69,000,000 kroner, or an average of about 550 kroner per KW. ; 
the energy production from about 20.000,000 to something over 
140,000,000 Kxw.-hours ; while the total gross income rose from 
about 6,000,000 to nearly 17.000,000 kroner, or about 24°6 per cent. 
of the installation costs. In ten selected. towns, the consumption 
per head advanced from under 20 to about 47 Kw.-hours. The 
latest figures show a tendency to approximate to the possible 
maximum of 50 to 55 KW.-hours per head. Опе feature in con- 
nection with these works is worthy of special mention— the incrcase 
in the empioyment of water power. Of the 79 electricity works in 
the statistics for 1914, only 18 did not employ water power either 
alone or in eonjunction with thermal power. Sweden's leading 
municipal power station—that of Stockholm— has hitherto pro- 
duced all ita energy by steam ; but it is now taking steps to meet 
its needs from the water-power installation on the Dal River. 

In the period under réview —1905 to 1914—the price charged for 
electric lighting fell from about 11'5 бге per KW.-hour to 31'5 ore, 
or 17 per cent. ; for motive power, from about 26 óre to below 19°25 
óre, or about 26 per cent. At the same time, the receipta rose from 
less than 9,000,000 kroner to about 16,000,000 kroner. 

Passing to the large power generating installations, or "A" 
works, the power transmitted, as well as the pressure, increased 
rapidly ; 1907 saw an installation at 40,000 volts, and 1909 one at 
50,000 volts, and an installation with a pressure of 80,000 volts has 
been put in operation. Up to 1914 concessions had been granted 
for a total of nearly 7,000 Kw. of high- and medium-pressure lines, 
among which were included lines belonging to electric works not 
delivering energy for sale. In 1914 the total plant capacity 
installed was about 160,000 Kw., and the annual energy production 
was about 465,000,000 Kw.-hours. Installation costs stood at about 
73,000,000 kroner, or an average of 445 kroner per installed Kw. 
Taking А and B works together, the figures worked out at—total 
installed capacity 285,000 Kw. and total energy production 
550,000,000 Kw.-hours. Most of the energy produced by A works 
goes to industries. 


` 
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Cost of Electric Welding.—The accompanying data on 
repair costs due to electric arc welding have been compiled by the 


Westinghouse Electric and Manufacturing Co. from the shop. 


records of railroad companies. One company which has kept con- 
tinuous records of the savings made by arc welding reported that 
the total cost of welding by this process during one week was 
$106°62, while the total cost of the same work if done by other 
means would have been £1,779'04, representing a net saving of 
$1,672'12 in favour of arc welding. In addition. a great saving in 
time was made. In another case, where an entire firebox had to 
be taken out, the work, including 35 ft. 7 in. of linear cutting. was 
done in 38 minutes with approximately 500 amperes. 


RELATIVE Cost оғ ELECTRIC WELDING IN REPAIR WORK, IN 


DOLLARS. | 
Electric arc welding. | Old method. 
Nature of нае = ЕЕ a ee 
repaired. " : 
P Energy. | Labour. xa Total. | Labour. че Total. 

Cracked door sheet on А 

firebox 2 - 0:09 0:39 012 , O51 80:00 | 24:00 | 54°00 
Cracked side sheets 

&nd door sheets in 

fireboxes " — — — 4:93 -— — | 24°35 
Cracked crown sheet| — lhr == 0:36 | 80 hr. — | 75:00 
Broken frame ; — 7 hr. == 8:29 | 12 hr. — |1473 
Worn wrist ріп ..| 0-10 0°75 0°15 1:00 — — | 35:00 
Cracked steel bolsters| 0°54 5:49 0.75 6°71 = — | 54:00 
Cracked guide yoke .| 0°07 0°45 0°10 0°62 = — |4700 
Cracked mud ring .. 0:27 1:95 0:37 2°59 16:20 | 18:00 | 48:20 
Five draw-head stops| 1:30 1:15 018 | 2:63 — 22:20 : 
Broken cylinder 0°80 0°65 011 1:56 9°80 4°00 | 18°85 


— Electrical. World. 


Lighting the Statue of Liberty.—The idea of flood- 
lighting Bartholdi's Statue of Liberty, New York, was conceived in 
1915, and a fund was raised for the purpose by subscription. Mr. 


Н. A. Magdsick, who was responsible for the flood-lighting of 


Woolworth Building, was entrusted with the task of designing an 
appropriate scheme of illumination, and, Mr. R. F. Carbutt, of 
Henry L. Doherty & Co., took charge of the structural and elec- 
trical designing. The actual work of assembling equipment began 
late in October, and it was decided to inaugurate the permanent flood- 
lighting on December 2nd, the opening day of America's Electrical 
Week. It was decided to intensify thetorch light. It was decided 
to transform the dull lantern into a flaming torch effect, and Mr. 
Gutzon Borglum was engaged to supervise the remodelling. The 
somewhat rude steel work which supported the range light, was 
removed, and in its place sheet bronze was used to re-design the 
torch in the shape of a "flame" of the form and size originally 
intended by Bartholdi. When the restored torch-flame was com- 
pleted, all the bronze plates were cut out, leaving as a skeleton 
riveted lines about an inch in width. These plates were then used 
to construct moulds upon which 600 pieces of glass were bent; 
these pieces, when fitted in place, forming a glass torch held 
together by the bronze skeleton. 


Mr. Borglum selected three tones of yellow cathedral glass., A 


dull surface was preferred, to avid the blinding noon-day glare of a 
highly reflective surface. The lightest tint was used to simulate 
the tip of the flame, with slightly darker pieces inserted here and 
there variously down to the base of the flame, where the darkest of 
the tints define the lines of the bronze of the torch against the 
glass of the flame. The pieces of glass average about 1 ft. sq.. 
making a complete glass area in the torch of some 600 sq. ft. The 
glass is во fixed to the ribs that any section may be replaced at any 
time from the inside. A lighthouse lens is fixed in the torch, ani 
will contain about 20.000 С.Р. | 

Finally, to put "life" into the simulated flame of the burning 
torch, about 15 500-c.P. gas-filled electric lamps will be placed upon 


a series of flashers, to produce the unsteady, but constant, flicker of - 


the torch. 

The sources of the flood-lights are 15 batteries of projectors, 
the total number of projectors is 246, each being of 250 watts. The 
lamps are 35-volt lamps, and each of the projectors has its indi- 
vidual compensator to step down the 220-volt current to the lamp 
voltage. | `` 

We are indebted to the Society for Electrical Development for 
the foregoing particulars, 


Russia : The 1886 Company : Swiss Protest.— According 
to the .Voroie Vremya. the Swiss shareholders in the 1886 Company 
are alarmed to learn that the concern is indeed to be wound up, 
and have applied to the Minister of the Interior, A. D. Protopopoff, 
with a memorandum. expressing their confidence that the Russian 
Government, threugh the Council of Ministers, will reject the 
project of the Committee for Suppressing German Control which 
has decided for the liquidation, and that it will not allow any 
change in the rules made re the 1886 Company last year. Besides, 
the Swiss shareholders affirm. again, that most of the shares are 
not in German hands, but are in the hands of Swiss citizens. In 
conclusion, the memorandum commends the impartiality of the 


Minister of the Interior, who they hope will not permit the: 


injustice of the liquidation of the company. The memorandum 
has been handed to the President of the Council of Ministers. 


A Large Battery Installation at Winnipeg.—A special 


battery building has recently been constructed by the Winnipeg 
Electric Railway Co. to house a 5.000-ampere-hour storage battery, 


е 


-the station load factor. 


‚АП the residuals. 


which is to be used for stand-by railway service and for improving 
The building is 41 ft. wide x 196 ft. 
long and 16 ft. high, and provides space for a fan room 41 ft. 
long x 12ft. wide x 10°5 ft. high at one end, and for a switch- 
board room at the other end. The foundations are of concrete, the 
roof of double concrete with 3-in. air space and four monitor roof 
ventilators, supported by reinforced concrete pillars. The floor is 
made of vitrified brick pavement with asphaltum filler laid on an 
8-in. concrete base having a fall of 17 in. from one end to the other. 
The building is ‘ventilated by an indirect steam heating system, air 
being forced through steam heated coils into concrete ducts run- 
ning longitudinally the entire length of the building, allowing air 
to circulate up into the battery room and out through the monitor 
ventilators. ` 

The battery is of the Tudor type with a rating of 5,000 ampere- 
hours. There are 286 cells, each composed of 85 plates of 184 in. x 
18$ in. in lead-lined wooden tanks, each supported on 10 oil-insu- 
lated porcelain supports. The terminal cell connections are made 
of lead-coated copper bus. | | 

A compensating and recording hydrometer installed in a lead-glass 
case gives а constant record of specific gravity, and also indicates 
by means of a bell alarm to the switchboard operator when a certain 
chargipg point has been reached. | 

In conjunction with the battery there is installed a 3,300-ampere, 
175-volt, inter-pole type booster set. 

The battery is protected by a 6,000-ampere, 650-volt, circuit- 
breaker mounted an a reinforced marble board. А single-pole, 
double-throw switch allows the battery to be operated in conjunc- 
tion with the booster, or in case of emergency to be thrown directly 
across the railway bus. f | 

In case of emergency, such as a shut-down on fhe transmission 
line, the battery is immediately thrown directly across the railway 
bus and keeps the cars in operation long enough to allow the 
operators to get the railway machines back on the line again. On 
one or two occasions when the battery has been directly across the 
railway bus, discharges as high as 9,000 amperes have been observed 
by the operators. 

The battery is kept floating on the line continually. and is of 
great assistance on peak loads. The charging of the battery is 
done mostly at night when the cars are not in operation.— Electrical 
World. 


Sheffield's Future.— The 7imes‘states that the Sheffield 
City Council, last week, discussed the appointment of an Industrial 
Development Committee. The Deputy Lord Mayor said the city. 
by the great enlargement of its electricity undertaking. was 
making provision for the future, and it was necessary. if they 
wished Sheffield to retain its present foremost position, that they 
should do all they could to develop its industries. A Committee 
was appointed to deal with the subject. . 


Overhauling a Big Set.—The Commonwealth Edison 
Co., of Chicago, recently performed what must be considered a feat 
of speed. The30,000-kw. turbo-generator at the Northwest station 
was shut down at midnight on a Saturday for its annual cleaning 
and overhauling, which includes opening, inspecting, cleaning, 
renewing worn turbine blades, and replacing practically the entire 
auxiliary water-handling system of turbine and pumps. The con- 
denser had also to be cleaned, and about one thousand tubes 
removed and replaced. This was done, and everything replaced, 
and the machine made ready for service within.70 hours. 

The turbine unit measures 60 ft. in length, 15 ft. in height. and 
19 ft. in width. The total weight, including the condenser. ia 
1.182,000 1b., the. low and high-pressure turbine weighing 
177.000 lb. There ате 10 single high-pressure stages and two 
low-pressure stages. The turbine is rated at 45,000 H.P., and 
operates at 1,500 R.P.M. Steam is furnished through a 20-іп. header 
at 250 lb. pressure. and superheated to 625°. Of the steam- 


‘admission valves, 18 in number, 14.afe used up to full 1qad, and 


admit steam to the upper half of the first stage, while*the other 
four are used for overloads. с, | | 
The condenser is of the two-pass surface type, and contains 
11,000 tubes of 1 in. diameter each, constituting a cooling surface. 
of 50,000 aq. ft. The cooling water in the condenser weighs 65 
tons. 52.000 gallons of circulating water are passed through the 
condenser per minute, requiring for this purpose a 650-H.P. 
Curtis non-condensing turbine, which operates at 1,500 R.P.M., 
directly connected. to a 48-in. double-suction centrifugal pump 


working against a head of 15 ft. — 
è ‘ 


Institution and Lecture Notes.—Fuel Economy.—At 
Nottingham University College, last week, Prof. Н. E. Armstrong 
gave a lecture on a national fuel and. power. policy, іп the course 
of which he severely criticised the policy of the Nottingham 
Corporation, which was alleged to refuse. to supply electric power 
to factories except on terms that applied to the ordinary small 
consumer, witb the result that several important firms in the town 
were installing electric power plant of their own. He strongly 
advocated the establishment of & central Fuel and Power Board, 
which should promote the scientific use of coal, and dwelt on the 
importance of carbonising coal at a low temperature, so as to 
obtain a good smokeless fuel for -domestic use, gas for power, and 
A resolution was unanimously adopted urging 
the immediate development of a national policy to:govern the use. 
of our fuel supplies.— Nottingham Guardian. - | 

Leeds Association of Engineers.—The annual report for the 
past year states that the surplus revenue amounted to £101, and 


the assets were valued at £5,050. Satisfactory progress has been 
made during the year. 
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Inquiries. — Makers of the * Realm" lamps, and of 
* Holeby Tuxham ” and “ Houmoller Alpha" marine motors, are 
asked for. — , | 


Fatality.—Patrick Davis, a Dublin electrician, was 
fatally crushed at Amiens Street Railway Station (Great Northern 
of Ireland), on Saturday last. 


Nitro-Energy.—1u this period of stress and strain, the 
importance of the Sunday newspaper has advanced by leaps and 
bounds. Very few of us are tontent to wait from Saturday night 
till Monday morning for the latest news from the Front. Inci- 
dentally, therefore, the immense amount of printed matter which 
is now supplied in the leading Sunday papers has acquired a new 
importance. All the more is it to be regretted that such articles as 
the one which appeared in a Sunday contemporary recently, headed 
" Nitro-Energ y," should be dangled before an anxious and unscien- 
tific public. The matter that caught our eye was one Of the sub- 
headings, * Electricity at 1/50th the Cost." 

Reading the article we find that an American mining engineer 
has come to England with an invention for using nitrogen as an 
. energy-producer in place of coal. at à fraction of the cost ; and he 
is generously offering it to the British Government. His estimate 
of the total nitrogen in the earth's atmosphere now available for 
use in the production of the new power is nearly 1,000 billion tons. 
Lest there should be any anxiety, however, that this enormous 
supply should eventually be completely used up, we are informed 
that, unlike all other fuels, which аге destroyed, his method of 
using "nitro-power" converts the fuel back into its elemental 
state. Obviously, therefore, we have here a, source of unlimited 
power which will last for ever and ever, without diminution, like 
the widow's cruse. | 

When we had fully taken this in, we were prepared to read 
further that this new energy could be used for every purpose for 
which coal and crude oil are now used, even to smelting. 

This great invention is not only to come in as part of the recon- 
struction in that dim and happy future, after the war, but it is 
even to be made available for war purposes within the next three 
months. “Submarines large enough to mount 6-in. guns can be 
driven twice round the world by this energy without re-fuelling." 
The difficulties in connection with freight in shipping tons of mere 
fuel will, therefore, be entirely avoided. The energy melts away 
into the water, or the ether, or somewhere. without causing any 
bubbles to rise to the surface to betray the presence of ‘the sub- 
marine. No batteries are needed. the space occupied by them being 
available for torpedoes. The speed claimed for the new submarine 
is the same as that of a destroyer of the present day. 

No smoke stacks are required, and we are told, further, that 
half a ton of nitro-energy on a battleship or a cargo boat would 
do the work of 600 tons of coal and Jeave immense space for war 
А іп the one and for commerce-carrying purposes іп the 
other. 

The inventor, we are toll, is producing temperatures of 8.000? F., 
and yet the temperature outsile the generators is the same as that 
of the surrounding atmosphere. The action is all automatic. 

The inventor concludes by saying that he could, if he wished, form 
a company in the City to work the invention, but that is not his 
purpose. ` "It is an invention of such stupendous possibilities, that 
I want to place it in the hands of the nation." 

Many times before we have had occasion to remonstrate with 
our non-technical contemporaries over articles, generally in con- 
nection with new inventions, upon which they should have sought 
expert opinion. In these days it is really deplorable to find that the 
powerof the Press can be applied in ourown particular field with suth 
absolute ignorance of the first principles of science. Surely, with so 
many scientific men practically out of work, it would not be 
difficult for wealthy newspapers to get the advice of one or two such 
us n printing matter of this kind—-fatuous drivel from start 

о finish. 


À Siemens Centenary.—In honour of the centenary of 
the birthday of their ancestor. Werner von Siemens, the von 
“iemens family. says a telegram received by wireless from Berlin. 
have established a fund of £50,000 for the construction of houses 
for employés and workmen. The Siemens & Halske Co., Ltd., and 
the Siemens-Schuckert Works have each added £50,000.— Times. 


. The Tribunals and Diesel Men.—We read in the Eest 
_ Anglian Times that at the Felixstowe Tribunal, last week, the 
Electricity Supply Co. claimed conditional exemption for the 
following men, viz. :—An electrician and Diesel engine-driver in 
charge of a power house, married, aged 30, on the ground of 
certified occupation and national interest: the Tribunal gave thé 
‘man temporary exemption to March 31st next. A fitter, turner, 
and Diesel engine-driver, married, aged 24, on the same grounds ; 
the Tribunal decided not to assent to the application. Ап engi- 
heer and electrician, married, aged 37, on the same grounds; the 
puna] gave the man temporary exemption to January 31st next, 
ene application without leave of Tribunal. An engineer 
ER electrician, married, age 36, on the same grounds ; the Tribunal 
Fave the man conditional exemption. 


: Volunteer Notes.—FiRsT LONDON ENGINEER VOLUN- 

Col op Headquarters, Chester House, Eccleston Place.—Lieut.- 
А ‚ В. Clay, V.D., Commanding. | à 

fele Thursday, ‘December 21st, to Thursday, December 28th, 
Fri i, Headquarters closed. | | 

den у, December 29th. — Technical for Platoon No. 10. at 

nalline Street. Squad and Platoon Drill, Platoon No. 9. 

g Class,  Recruite' Drill, 6.25 to 8.25. 


(By order) MACLEOD YEARSLEY, Adjutant. 


Sig- 


Industrial Research in Canada.—The Canadian Govern- 
ment has appointed an honorary advisory council on scientific and 
industrial research to advise a committee of the Cabinet on all 
matters relating to the extension 'and co-ordination of: scientific 
and industrial research. | 


Self-Luminous Compound for Switches. — One of the 
large manufacturers of switches, sockets, and supplies is now pre- 
paring to bring out a line of electric light switches and sockets 
painted with a self-luminous compound. which will render their 
position visible in the’ dark. A "radium" paint will be used, 
similar to that already employed on luminous-dial watches, com- 
passes. kc. This paint is continuously self-luminous, and, it should 
be noted. is to be distinguished from the luminous paints and pull- 
chain balls which have been on the market for some years. which 
require exposure to strong light to make them luminous in the 
dark for a period of several hours. 

The base. zinc sulphide, is the same for the new self-luminous 
paint as for the older phosphorescent paint which absorbs light 
and then gives it out again. shining with a greenish or bluish 
glow in the dark. The new paint, however, contains a small 
quantity of radium bromide, the alpha particles of which, con- 
tinuously bombarding the crystals of the sulphide, render it 
luminous in the dark with a pale greenish glow of about the 
intensity of a rubbed phosphorus match. By increasing the 
quantity of radium compound included in the paint, the more 
brilliant can this phosphorescent glow be made. On aeroplane 
compasses used by the European armies. the luminous compound 
employed is of such intrinsic brilliancy that its glow can be seen 
even in contrast with twilight. Such a high mixture of radium 
compound, however, rapidly disintegrates the zinc sulphide, so that 
the life of the paint may be barely 12 months. In the intensity to 
be used on the new switches. which has been found most practical 
for average use on watch dials. &c., the figures are readily visible 
in a darkened room, and such paints have an assured luminous life 
of 10 to 15 years. if not longer. | 

It is proposed to tip the switch push buttons with this luminous 
compound, so that when entering a darkened room the user can 
quickly find the button, press it, and secure electric light. 

In order that ordinary flush switches already installed may be 
made luminous, the electrical manufacturer referred to has devised 
the ingenions expedient of luminous-head screws which can be 
used to replace the present screws, giving visible points of 
luminosity by whieh the switch.can be located in a darkened room. 

The cost of making and applying the self-luminous paint is, at 
present market prices of materials. about $1 per sq. in. At this 
rate it is expected that the extra cost of equipping an ordinary 
electric light switch will be from 20 cents to 30 cents.— Electrical 
World. 


The A.C. Arc used. in Scrapping Plant—When the 
Llewellyn Lron Co. took the contract of dismantling and scrapping 
three compound Cortiss engines and the three 800-Kkw. direct con- 
nected generators in an old railroad power house-in Los Angeles, it 
was discovered that in order to reduce the machinery into pieces 
small enough to handle. a great amount of cutting must be done on 
the job. It was impracticable to use the oxyacetylene flame, for the 
reason that practically all of the cutting was on cast-iron. To drill 
and wedge the various pieces apart was a laborious job, and the 
following method was tried as an experiment. 

Two 50-KW. transformers were set up in the engine-room and 


blocks and an oil switch, from the Southern California Edison Co.'s 
system. The primaries of the transformers were connected in series 
while the secondaries were connected in parallel so as to supply 
52-volt service. Two 1/0 cables in parallel made up each secondary 
lead. one lead terminating at a movable holder which consisted of 
a hollow wooden rod about 5 ft. long. to the end of which was 
fastened a metal clamp for holding a carbon electrode 3 in. in 
diameter and about 12 in. long. The other lead was made fast to 
the casting that was to be cut. 

In order to prevent abnormal surges on the line, a resistance of 
about 30 ohms was inserted in series with the primary. With 
52 volts on the secondary it was impossible to maintain the arc, 
especially on heavy cutting. so the primary connections were 


changed to parallel, giving a transformer capacity of 100 Kw. with: 


the secondary voltage raised to 110. 

With one man occupied continually with the cutting. the 
energy consumption for about one week's use was approximately 
1.000 Kw.-hours measured on the primary. With alight cut, such as 
the spokes of the fly-wheels, collector rings, foundation bolts, piston 
rods. and the like, the normal current in the primary was about 
35 amps. with swings to 100 amps. On heavy cuts. such as arma- 
ture spiders, bed plates, and wheel rims, the current consumption 
was around 60 amps. with swings as high as 150 amps., measured 
on the primary. . 

Since the apparatus used was very crude, the time necessary to 
make the cuts was longer than would be needed with a more refined 
equipment. To cut a 2-in. foundation bolt required from three to 
four minutes, depending on the ease with wlfich it was possible to 
approach the work. A cast-iron ring of section 25 in. x 14 in. was 
cut through in one hours time. The carbon ‘consumption was a 


practically negligible quantity, except for breakage due to the- 


cumbersome holder. А 3-in. diameter carbon 24 in. long was 
sufficient for all the cutting that was done in 10 days. It is con- 
templated to install an equipment of this kind as a permanent 


arrangement, substituting a reactance in the primary in place of 


the resistance to limit the primary current to ten times the tull load 


current of the. transformers, ——G. W. TEFFEAU. JNR., in the , 


Electrical World, | E 


> 


‘connected to a single-phase 2,200-volt, 50-cycle main, through fuse ` 
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Flood-lighting Policemen.—In St. Louis, U.S.A., the 
traffic-control policemen at busy crossings are being put “in the 
limelight " by means of 500-watt lamps in flood-lighting projectors, 
mounted high up on adjacent buildings, so that the constables can 
be plainly seen without dazzling them or the drivers of vehicles. 


Fire.—The Daily Telegraph states that a disastrous fire 
occurred at Tonbridge, last Saturday, resulting in the complete 
destruction of the telegraphic and electrical stores of the South- 
Eastern and Chatham Railway. : 


Northampton Polytechnic Institute. —On Saturday after- 


noon last the annual prize distribution took place, the prizes and 


certificates being presented by Mrs. R. Mullineux Walmsley. The. 


presentation was preceded by an organ recital, and after the cere 
mony the proceedings concluded with the Rumanian and British 
National Anthems. 


Glasgow Electricians’ Wages.—The arbiter in the dis- 
pute between the Electrical Contractors' Association of Scotland 
and the Electrical Trades Union in connection with an application 
by the latter for an advance of 2d. per hour for their members 
employed by firms in the Association in the Glasgow district has, 
after consideration of all the circumstances, awarded to the olec- 
tricians and armature winders in the employment of the above 
firms an increase of jd. per hour, on the same terms as those on 
Which this increase was granted to the men concerned in the Clyde 
district by the award of the Committee of Production on Septem- 
ber 20th last, -but with the difference that the increase in the pre- 
sent case shall begin on the first day following the issue of this 
award.— (/lasgow Herald. 

04. 
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OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected. with the 


technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their moveme nta, 


^ 


-— 


Centr] Station Officials.—Chesterfield Corporation has 
advanced the salary of Mr. E. P. AUSTIN, assistant. borough 
electrical engineer, from 4220 to £250 per annum. 

Mr. W. M. Girvan, who has held various positions in the 
electrical department of. the Belfast Corporation, has been 
appointed general electrical superintendent at the central 
generating station. 

Мг. A. W. Jonson has been appointed charge shift engi- 
neer at the L.C.C. Greenwich generating station at a salary 
of £250 a year, rising by annual increments to £300. 


General.—Mr. E. Eastwoon, who for the past 11 vears has 
had charge of the electrical repair shops of the London County 
Council. tramways at their ventral repair depót, Woolwich 
Road, has resigned his appointment with them, and has 
accepted the post of manager for the Electrical Repair Co., 
Martin's Yard, Endwell Road, Brockley, S.E., who are 
| specialising in all types of armature and field coil winding and 
repairs, 

The John Fritz medal was awarded in January, 1916, to 
Dr. Еинс Тномѕох, for “ Achievements in Electrical Inven- 
tions, in Electrical Engineering. in Industrial Development, 
and in Scientific Research,” and was to Бе presented to Dr. 
Thomson in Boston on December 8th. 


Roll of Honour.—The Staff War Bulletin of the County of 
London Electric Supply Co., Ltd., and associated companies, 
including the South London Electrice Supply Corporation. con- 
tains a Roll of Honour revised to date, and photographs of 
men holding commissions. Since the last issue 54 more men 
have joined the Services, making the total to date 408. Inter- 
esting extracts from letters from the Front are given. 

The Serbian Military Medal, for services rendered in the 
field at Salonika, has been awarded to Sapper J. B. SULLIVAN, 
of the Signalling Section of the К.Е:, who -was formerly in 
Mi engineer's department of the telephone office at Canter- 
)ury. . | | 

Rifleman J. Е.кіхстох, Rifle Brigade, who has fallen in 


action, was prior to the war with the British Thomson-Hous- . 


ton Co., Ltd.. at Rugby. 

Company Sefgeant-Major ALLAN Corre. who has died of 
wounds, was a draughtsman with Messrs. Mirrlees, Bickerton 
and. Day, Stockport. | 

Gunner WiLLIAM WoLsTENHOLME, R.F.A.. who has been 
invalided home from France, was employed by Messrs. Jones 
Bros., electricians, Blackpool. 

Private Harky Burns, Manchester Regiment, reported miss- 
ing, was employed by Messrs. W. T. Glover & Co., Ltd., 
Trafford Park. i 

Lance-Corporal BERNARD ABRAMS, Manchester Regiment, 
wounded and in hospital, was employed by Messrs. I. Frank- 
enherg & Sons, Ltd., Salford. 

Second-Lieutenant Rorert Cann, R.E.. assistant manarer 
of the Ormskirk Gas & Electric Co., has been awarded the 
Military Cross. 

Private R. TEkNNANT, Machine Gun Corps, aged 26, killed 
Jin action, was with Messrs. D. Rowan & Co., of Glasgow, as 
an electrician. 


Captain P. T. Foyster, R.E., aged 28, who died of wounds 
on December llth, was, according to the Times, assistant 
engineer to the British Engine & Boiler Insurance Co., at 
Manchester. | 
_ Corporal Mark Вова, who has been awarded the Military 
Medal, was an emplové at the Leeds Corporation electricity 
departinent. He has been wounded four times. ` 

Private Jonn Арргквү, North Staffs. Regiment, who en- 
listed whilst on the staff of the Hanley Electricity Works, is 
reported missing. ° 

Sergeant W. E. RICKARD, R.A.M.C., a former employé of 
the India-Rubber, Gutta-Percha & Telegraph Works Co., Ltd., 
has won the Military Medal. е 


Obituary.—Mr. G. Н. PowNaLL.—Mr. С. Н. Pownall, Pre- 
sident of the Institute of Bankers, to whose address on bank- 


ing апа trade and industry we recently referred in the Erc- 
TRICAL REVIEW, passed away last Saturday at the age of 67 


' years. . 


Mn. Epwin Hopasox.—The death is announced, at the age 
of 60 vears; of Mr. Edwin Hodgson, who had for a long period 
carried on business as an electrical engineer at Northgate, 
Cleckheaton, | 

Б5кС.-ГлЕСТ. JOHN Sear Сївзох.—бес.-1Деш. John Sear Gib- 
son, attached to the Trench Mortar Battery, who has died of 


"wounds received in action, aged 32, was an electrical engineer 
at Tunbridge Wells, and an A.M.I.E.E. . 


Will.—The late Sir James Sivewnicut left estate of the 
value of £98,784. The bequests include £10,000 to the Senatus 
of the University of Aberdeen, and £5,000 to the Committee 
of Milne's Institute, Fochabers. 
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NEW COMPANIES REGISTERED. 


Midland Dynamo & Motor Repairs, Ltd. (145,468).— 


This company was registered on December 5th, with a capital of £2,000 in 
£l shares, to carry on the business of. electricians, electrical, mechanical, 
motor, telephone, heating, ventilating, and general engineers, bellamiths, gu 
fitters, maintainers, and repairers of and dealers ig all kinds of electrical 
apparatus, aeroplines, airships, motor cycle and car fittings, alabaster, porce. 
hein, china, and earthenware goods, petrol, benzol., and oils, varnish, and 
chemicals of all kinds, &с. The subscribers (with onc share each) are: В, 
Gill, 49, Winchester Avenue, Leicester, electrical engineer; б. Ward, 4%. 
Narborough Road, boot and shoe manufacturer. Private company, Тһе first 
directors (to number not less than two or more than four) are: B. Gill and 
G Ward. Solicitor: W. Harding, 14, New Street, Leicester. Secretary: Р, 
Haynes, Na, Pocklington Walk, Leicester. Registered by Jordan & Sons, Ltd., 
16-17, Chancery Lane, W.C. 


Midland Electric Co. (Southport), Ltd. (145,444) — This 


company Was registered on December 2nd, with a capital of £1,000 in £1 
shares, to take over the business carried on at Southport (Lanes.) bv T. Е. 
K. Greenhalgh, as the Midland Electrical, Gas & Incandescent Co. The sub- 
scribers (with one share each) are: T. E. K. Greenhalgh, 99, Hawkshead 
Strect, Southport, engineer; A. L. Clough, 85, Liverpool Road, Birkdale, 
accountant. | Private company. The first directors (to number not less. than 
two or more than five) are to be appointed by the subscribers. Sather or 
£200. Remuneration as fixed by the company. Solicitor: J. , Mitchell, 
Southport, Secretary : А. L. Clough. Registered office: ]6a, Hill Street, 
Southport. 


Reuter’s (1916), Ltd. (145,516).—Registered . December 
Jlth. by Bircham & Co.. 50, Old Broad Street, Е.С. Capital, £200,000 in £l 
shares. Objects: To take over the telegraphic busihes’ heretofore carried on 
by Reuter's Telegram Co., Ltd., to carry on and extend the same, to obtain 
and supply wireless, telegraphic, telephonic, and other news and intelligence. 
fo carry on business as advertisement contractors and agents, to construct, 
purchase, hire, or otherwise acquire and work wireless installations, tele- 
graphs, and telephones, to undertake and facilitate the collection and remit- 
tance of money, securities, and other valuables, merchandise, and property 
in. to, and between any part or parts of the world, and either by wireless, 
telegraph, telephone, or otherwise to grant and Issue letters of credit and 
circular notes, to receive deposits of money and securities, to open credits, 
and generally to utilise the means of intercommunication possessed by the 
company for the purpose of granting pecuniary, financial, and commercial 
facilities in and between any part or parts of the world, to advance money 
on. and deal with, bullion, specie, produce, and merchandise, and the docu- 
ments of title relating. thereto (particularly in connection with the dispatch or 
carriage thereof. between different countries or places), to act as bankers, 
and carry on every description of English and foreign banking business, to 
undertake mercantile, financial, insurance. and other agencies, especially іп 
foreign. and distant places, and on instructions given or transmitted by wirc- 
less. telegraph, telephone, mail, or similar means of communication. &c. The 
signatories (with one share each) are: -Lord Gienconner, 34, Queen Anne's 
Gate, S.W.; Sir Leander Starr Jameson, Bart.. 2, Great Cumberland Place. 
W. Private company. The first directors (to number not less than three or 
more than eight) are the Hon. Mark F. Napier (chairman), the Hon. Edmund 
Parker. George 'Grinnell-Milne, Gerald W. Williams, Roderick Jones, and 
John Buchan. Remuneration (excluding salary of any managing director), 
£2,300 per annum, or such larger sum as the company mav determine, 
divided between them. Solicitors: Bircham & Co. Registered office : 24, Old 
Jewry, E.C. 


' 


OFFICIAL RETURNS OF EWECTRICAL 
COMPANIES, 


Electré Mechanical Brake Co., Ltd. (98,276).—Capital. 
£30.000 in £1 shares (2,500' pref.) Return dated November 6th, 1916. р 
pref. апа 22,500 ord. shares taken ир; £1 per share called up on 1,500 pret. 
and 16.465 ord.; £17,965 paid, &6,035 considered as paid on 6,035 ord. Mort- 


Rages and charges: £7,500. 

Cape Electric Tramways, Ltd. (54,636). — Capital. 
£500,000 in £1 shares, Return dated November 29th, 1916, 491.222 shares 
taken up; £91,222 paid; £400,000 considered as paid. Mortgages and charges: 
£364,700. 


- 
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Landaulet Co., Ltd. (72,890) (formerly known as Elec- 
tric Landaulet Co., Ltd.).—Capital, £50,000 in £10 shares. Return dated 
June 28th, 1916. 3,928 shares taken up; £39,280 paid. Mortgages and 
charges : 


Frederick Braby & Co., Ltd. (2,537c).— Capital, £400,000 
in 37,500 ord. and 2,500 pref. shares of £10 each. Return dated August 3rd, 
1916. 27,500 ord. and 2,500 pref. shares takefl up; £10 per share called up 
on 24,250 ord. and 2,800 pref., and £6 per share on 3,250 ord; £287,020 paid, 
including £20 on five forfeited shares; £13,000 (£4 per share) considered аз 
paid on 3,250 ord. Mortgages and charges: £55,000. | 


Electrical Installations, Ltd.—A memorandum of satis- 
faction to the extent of £300 on November 30th, 1916, of debs. dated December 
5th, 1906, securing £2,000, has been filed. 


Reid Bros., Engineers, Ltd.—Particulars of £7,000 debs., 
created November 28th, 1916, filed pursuant to Section 93 (3) of the Com- 
panies (Consolidation) Act, 1908, the whole amount being now issued. Pro- 
perty charged : The company's undertaking and property, present and future, 
including uncalled capital. No trustees, 


,000. 


Veritys, Ltd.—A memorandum of satisfaction in full on 
September 12th, 1916, of mortgage dated April 29th, 1913, securing £800, has 
ben filed. • 


Llanelly and District Electric Lighting & Traction Co., 
Ltd.—Second supplemental trust decd dated November 30th, 1916 (supple- 
mental to trust deeds dated August 3rd, 1911, and November lith, 1912), 
securing £45,000 deb. stock ranking pari passu with £75,000 like stock issucd 
under principal and «first. supplemental deeds, charged on lighting and tram- 
way undcrtaKings, lessehold power station, and car sheds, and company’s 
other assets, including uncalled capital. 
Ltd., 18, Charlotte Square, Edinburgh. 


Traction Development, Ltd.—Mortgage debenture dated 
November 10th, 1916, tg secure £2,000, charged on the company’s undertaking 
an] property, present and future, including uncalled capital. Holder: F. L. 
Davis, Leadenhall Street, Е.С. 


Electrical Contracts & Maintenance Co., Ltd.—Particu- 
lars of £1,000 debentures, created December. Sth, 1916, filed pursuant to Sec- 
tion 93 (3) of the Companies (Consolidation) Act, 1908, the whole amount 
bing now issued. Property charged: The company's undertaking and pro- 
perty, present and future, including uncalled capital. No trustees. 


W. Н. Allen; Son & Co., Ltd.—Mortgage dated Novem- 
ber 21st, 1910, to secure £103,980, charged on certain lands and premises in 
Redford, Biddenham, Liverpool, and Westminster, life assurance policy, and 
company’s undertaking and other assets present and fulure, including the 
benefit of а contract. subject to prior charge. 


` 

Dixon & Corbitt and К. S. Newall & Co., Ltd.—Deed! 
dated November 22nd, 1916 (supplemental to trust deed) dated November Ist, 
194, securing £35,000 debs.), extending term and securing an increased 
raw of interest оп the said debs., charged on certain lands, hereditaments, and 
premises and company’s undertaking and property, present and future, except 
uncalled capital. “Prustee: T. Bowden, Меса тун. 


Venner Time Switches, Ltd.—A memorandum of satis- 
faction to the further extent of £500 on October 19th, 1916, of debs. dated 
July lOth, 1911, securing £5,000, has been filed. (Amount outstanding, £2,450.) 


Oriental Telephone & Electric Co., Ltd.—A memoran- 
dum of satisfaction to the éxtent of £2,049 on December Gth, 1916, of deb. 
stock covered by trust deed dated June 28th, 1905, and supplemental deed of 
acknowledgement dated June 12th, 1907, securing £200,000, has been filed, 


CITY NOTES. 
An extraordinary general meeting was 
Northampton held last week to consider the proposal to 
Electric Light increase the capital by the creation of 
and Power ` 50,000 additional " B" shares of £1 each, 
Co., Ltd. which would bring.the capital to £200,000. 


, Ald. F. H. Тновхтох, J.P., presided, and 
said that the authorised capital was £150,000. Up to October, 
1915, they had issued £110,000, and in November, 1915, the 
usiness had increased so much that they were obliged to call 
for £40,000 more to make the great extensions necessary for 
the developments of their trade. That amount. was practi- 
cally subscribed, and almost all of it had been spent in pur- 
chasing а site of 10 acres near Nunn Mills, and in making 
extensions. which were necessary to meet the verv in portant 
requirements of the boot trade during the present winter. 
n the present works they had used part of the money in the 
erection of a new set of 500 Kw., and they had also laid mains 
extensively in the outlying parts of the town, the object being 
t е supply of high-tension current at 6,000 volts to manufac- 
urers, .By that means they had been able to supply current 
economically. There was no room for any more plant at the 
а Works, and they were now proceeding with their 
-Xtensions on the site they had bought near the river. They 
would | a generating station where all the current 
would " Benerated at high voltage, and the present works 
DTI оше a transforming station. The issue of new 
Lo had the sanction of the Treasury and the support of 
чан LU of Munitions. From the point of view of the 
mo 16 was not a good time to make an issue, because 
it re dear. He did not suppose that at any other time 
tonos have been necessary to issue shares, as the directors 
Mood al to do, at par, because before the war their shares 
Bon dia Е 6d., but with the competition of Exchequer 
Tipos n War Loans generally, it was hopeless to try to get 
would ney anv cheaper. The directors estimated that they 
and irs 6,000 tons of coal a year at their present works, 
Which 12 that at 10s. a ton they would have £3,000 a year, 
pr dt 6 per cent. on. £50,000. In the new works they 
they ha d о erect а 8,000-x w. plant, far larger than anything 
at present. The resolution was carried unanimously. 


> 


Trustees: Century Insurance Co., 


In their report for the year ended 

Melbourne August 3186, 1916, the directors state that 
Electric Supply to provide for future expansion, it is pro- 
Co., Ltd. posed to increase the^capital by £750,000, 
divided into 50,000 preference shares of £5 

each, and 500,000 ordinary shares of £1 each, the latter to be 
converted, when fully paid, into consolidated ordinary stock 
ranking equally with the existing stock. The consents of the 
existing preference and ordinary shareholders in separate 
meetings being necessary to the creation of the new prefer. 
ence shares, such meetings were held yesterday following the 
annual meeting. A resolution was also submitted for increas- 
ing the borrowing powers by £250,000. During the vear, 
£144,405 has been expended on additional land, buildings, 
plant, mains, &c., and the capital account now stands as 


follows :— | 
Expenditure Expenditure Total written Balance of 


to Quring off at expenditure 
Aug., 1915. the year. Aug., 1916. at Aug., 1916. 
Melbourne .. £954,227 £137,561 £14,620 £1,077,108 
Geelong S 175,861 6,844 3,775 178,930 
(including trams) —-—— —— — -—— — — 
£1,130,088 £144,105 £18,155 £1,256,038 


The area of the suburban districts in Melbourne covered by the company’s 
statutory powers is approximately 74 square miles, with a population of 466,000, 
and a supply is now available in 566 miles of streets, being an increase of 40 
miles during the year; 4,522 пем consumers were connected to the mains - 
during the year, bringing up the total number connected to 27,713, being an 
increase of 20 per cent. as compared with the preceding year. ‘the power 
supply has increased by 15 per cent., the electric motors now connected being 
equivalent to 20,106 H.P.; the total connections, including lamps, motors, 
heating, and other apparatus, have increased by 22 per cent., the total units 
sold by 36 per cent., and the gross revenue by 24 per cent. 


The profit and loss account shows that the gross profit 
during the vear amounted to £142,315, as compared with 
£117,677 for the preceding vear, an increase of 21 per cent., 
which compares with an increase of 13 per cent. in tho pre- 
vious year. After payment of debenture interest, and manage- 
ment and general expenses at the London head office, and 
after making the following allocations, viz., to first debenture 
stock sinking fund £2,500, to consolidated debenture stock 
sinking fund £2,900, to income certificate service fund £1,800, 
to general reserve (raising the latter to £90,000) £20,000, to 
reserve for income-tax and excess profits duty £15,000, there 
reinains a credit balance of £72,476. The dividends having 
been paid on the 7 per cent. preference shares, 10 per cent. 
for the year is paid on the consolidated ordinary stock, and 
there remains to be carried forward £21,366. To this is 
added £40,773 brought forward from last year, making a tota! 
eredit balance of £62,144 to be carried forward, subject to any 
further demands in respect. of excess profits duty. -The fol- 
lowing tables show the progress of the Melbourne and Geelong 
undertakings :— | 


Total con- Total 
Number of Lighting Motorsin nections units Gross 

|! Date, consumers. іп Kw. rated Н.Р, in kw. sold. profit. 
Melbourne— 

Aug., 1914 19,066 16,316 12,444 28,759 13,963,300 £93,202 

Aug., 1915 23,191 19,932 17,609 37,541 17,486,300 £107,515 

Aug., 1916 27,713 23,901 20,106 44,007 29,902,004 £131,673 
Geelong— 

(including trams) | 

Aug., 1914 1,839 2,050 2,085 4,136 1,275,980 £11,187 

Aug., 1915 2,290 9,306 2,155 4,461 1,270,516 £10,163 

Aug., 1916 2,573 2,408 2,314 4,782 1,019,944 £11,641 


The business continues to be well maintained, notwith- 
standing the adverse influence of the war. "There is an in- 
creasing demand for light and power from all classes of the 
ecinpany's consumers, including numerous firms in Melbourne 
and Geelong engaged in the manufacture of war munitions 
and requisites. The directors deem it advisable to make such 
alterations in the articles of association as will enable them to 
capitalise any part of the company’s undivided profits and 
distribute same to the consolidated ordinary stockholders by 
way of dividend or bonus. à 


The directors in their report for the 

British Columbia усаг ended June, 1916, state that after 
Electric Railway making provision for renewals mainten- 
Co., Ltd. ance £102,237, for income-tax £10,000, 

and for addition to capital amortisation | 

fund £2,656, the net revenue amounts to £134,964, plus £6,667 


-brought forward and £70,000 transferred from the reserve 


fund, making £211,631. After deducting interest on deben- 


tures and debenture stock for the year, £132,771, and divi- 


dends already paid on 5 per cent. cum. perpt. preference 
stock for the vear £72,000, £6,860 remains to be carried for- 
ward. It will bè observed that in order to pay the above 
dividend the reserve fund has had to be drawn upon. The 
nost determined efforts have again been made by the board 
and management to curtail expenditure in every direction. 


Operating and all other expenses have been rigidly controlled. 


The capital expenditure of the railway and subsidiary com- 
panies during the year amounts to $134,900, compared with 
$575,558 in the previous year. The general manager reports 
that the property of the company has been well maintained, 
and none of the economies effected have in any way m- 
paired the efficiency, safety or general -upkeep of Ње com- 
pany's plant. The reduction in the population, the reduced 
spending capacity of the citizens, the continuance of the un- 
fair competition of Jitney cars, together with the greatly 
increased cost of all supplies, are responsible for the decrease 
in the company’s revenue. About 35,000 soldiers have left 
British Columbia for overseas service, of whom probably 
95,000 have. left the territory served by the company, and a 
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further large number of people more or less directly and 
indirectly dependent on them have also left. It can safely 
be estimated that, as compared with the year 1914, the popu- 
lation served by the company has decreased by 30 per cent. 
The railway business also continues to suffer severely from 
the competition of Jitney cars. Since January 186 this coin- 
petition has been less acute than in the previous year, but it 
is estimated that these cars are still depriving the company of 
earnings amounting to approximately $350,000 a year. The 
various publie services furnished by the company, including 
the railway service, have been fully and efficiently mains 


tuned, but with no improvement in the Jitney situation in’ 


prospect, the necessity of curtailing the car services has be- 
come urgent. The earnings from freight show an encourag- 
ing increase during the vear, and this class of traffic promises 
to become an imereasingly profitable part of the company’s 
business. The company's financial position remain satisfac- 
tory. [п spite of the present adverse situation there are 
indications of an improvement in commercial and industrial 
conditions in British Columbia, and with these the company’s 
prosperity is closely bound up. The net earnings for the first 
four months of the current year show an encouraging in- 
crease of over £30,000, and the directors are not without 
hope that the profits of the current vear will be sufficient to 
ecver the debenture interest, and also the dividend on the 
5 per cent. cum. pref. stock, without further trespassing on 
the reserve fund. The directors think that the company's 
financial position justifies the paviment of the dividend on 
this stock for the current vear, and a resolution will be sub- 
mitted to the stockholders approving of this payment being 
made, and authorising the directors to draw upon the reserve 
fund, if necessary, for that purpose. The directors are unable 
to hold out anv hope of, the payment of a dividend on the 
pref. ord. or def. ord. stocks for the current year. Mr. R. H. 
Sperling, having been granted a commission in the Army, 
has retired from the board, to the great regret of his col- 
leagues. Mr. Sperling has accepted the position of adviser 
to the board. Sir W. M. Aitken, Bart., M.P., and Mr. John 
Davidson have accepted seats on the board. A resolution will 
be submitted to the stockholders to inerease the number of 
directors to nine, and, if approved, Sir William Mackenzie, 
who, on the invitation of the directors, has expressed his 
willingness to accept a seat on the board, will be elected. Sir 
William Mackenzie is president of the Toronto Railway Co., 


the Toronto Power Co., the Winnipeg Electric Railway Co., - 


and other large public utility enterprises in Canada, and the 
directors are desirous of securing for the company the advan- 
tage of his wide experience. 

Annual meeting: December 20nd. 


From the last issue to hand of the 


"Tata Hydro- Indian Textile Journal (September), we 
Electric Power learn that an extraordinary general meet- - 
Scheme. ing of the Tata Hydro-Electric Power 


Supply Co., Ltd., was held in Bombay in 
August, Sir Ровавәг J. Tata presiding, at which was con- 
firmed an agreement entered into. by the directors of the com- 
pany with Sir D. J. Tata, Sir Sassoon David, the Hon. Mr. 
L. Samaldas. and Mr. N. M. Goculdas, whereby it was agreed, 
subject to the confirmation of the shareholders of the com- 
pany, that the interest of the company in the concession 
granted by the Government of Bombay for the development 
of the Andhra Valley in the Maval Taluka of the Poona dis- 
trict to the purposes of a hydro-electric scheme, shall be trans- 
ferred to а new company to be formed by Sir D. J. Tata, Sir 
Sassoon David, Mr. L. Samaldas, and Mr. N. M. Goculdas. 
The chairman said that a statement explanatory of the reasons 
for the proposed transfer of the concession obtained by the 
company from the Government to develop a hydro-electric 
power project by the storage of water power in the Andhra 
Valley to a syndicate had already been supplied to the share- 
holders. | . 

The circular to shareholders stated: ‘‘In October, 1915, an 
application was made to Government for a concession in res- 
pect of the Andhra Valley, and Government has very recently 
replied intimating the entertainment of such application. On 
further careful consideration, however, vour directors came 
to the conclusion that it would not he practicable for the com- 


pany to undertake this scheme, at all events in the near . 


future, and a syndicate was then formed with a view to 
taking over the scheme from the company and forming a 
new company to work it. In the month of January last, 
when your directors came to the conclusion, and the syndi- 
cate was formed, the company had expended rupees one lakh 
or thereabouts upon investigations in connection with the 
Andhra Valley project, and was confronted with the necessity 
for payment of heavy fees for surveys, necessary works, and 
plant. &e., and it was then arranged that the syndicate 
should take up and continue the company's investigations and 
should defray all further expenditure in connection therewith ; 
. and the company’s expenditure has stopped short at one lakh; 
which will come back to the company if the present agree- 
ment is confirmed. The Tata Hydro-Electric Power Supply 
` Co., Ltd., was formed in November, 1910, as an undertaking 
for the supply in Bombay of 30,000 electrical H.P.. and it 
was then estimated that a capital of Rs. 175 lakhs would be 
required, but subsequently the electric plant has been ex- 
ter.ded to 40,000 electrical H.P., and the hydraulic works, 
which are as vet incomplete, nave been extended to а capa- 
shy of upwards of 60,000 electrical n.r. For the company's 
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urdertaking, which “at its present contemplated state of 
develópment is for the supply of 40,000 н.р. in Bombay, a 
capital of rupees 262 lakhs (including debentures) has been 
raised, but further capital to the extent of approximately 
rupees 80 lakhs is required to complete the company's pre. 
sent undertaking, both to cover excess expenditure over the 
original estimates and to provide some further items not in. 
cluded in the original estimates; for instance, the acquisition 
of a strip of land beneath the transmission line for. its {ull 
length from the power house to Khapoli to the receiving 
station in Bombay. The development of the Andhra Valley 
project is estimated to require a capital of rupees 200 lakhs. 
and if it were to be embarked upon by’ the company, the 
company would have to raise new capital to the extent of 
rupees 280 lakhs. Опе obvious objection to the Andhra 
Valley project teing undertaken with capital raised by the 
company 1n extension of its present undertaking is the fact 
that rupees 85 lakhs in the capital of the company is repre- 
sented by first mortgage debentures, and no further deben. 
tures ranking equally therewith can be issued. If the com- 
pany undertakes the Andhra Valley project, the whole of the 
property acquired in connection therewith will merely go to 
increase the security of the holders of the debentures referred 
to, and the entire capital required for the development of the 
Andhra Valley project will have to be provided in shares, a: 
it will not be feasible to place second debentures. This will 
necessarily render it difficult to finance the Andhra Valla 
scheme as an extension of the company's nndertaking. Your 
directors, moreover, are advised upon technical grounds that 
it is inportant to the company, especially if supply is to be 
given to railways and tramways, that there should be two 
independent installations, interconnected as is now proposed, 
so that one may assist the other in emergencies in the main- 
tenance of continuity of supply. Your directors, as stated 
above, do not consider that it is practicable for the company 
to undertake the Andhra Valley project in the near future, or. 
in fact, for some years, and, apart from any other reason, the 
indefinite postponement of an alternative supply is, in your 
directors' opinion, calculated to be prejudicial to the interest: 
of the company. It must, moreover, be borne in mind that 
the concession granted to tho company in respect of the 
Andhra Valley scheme will not be allowed to lie idle indef- 
nitely, and that failure to take advantage of the concession 
may probably lead to its being withdrawn, and must of 
necessity open the door to other prospectors and to possible 


- competition, which will not exist under the terms proposed to 


be entered into between the company and the intended new 


company. 

The agreement, now confirmed, provides, among other 
things, the following consideration to be paid and satisfied 
to the company for the transfer of the concession :— 


Th» new company shall pay to the company annually from the date of the 
registration of the new company the sum of Rs. 50,000, and as and when the 
new company shall earn profits divisible or capable of being divided amongst 
its shareholders bv way of dividends the new company shall рау to the cor 
pany annually either. the said sum of Rs. 50,000 or a sum equivalent to Dj 
er cent. upon the remainder of ijs profits, whichever shall be the larger, the 
intention being that the company shall Бе entitled to receive from the new 
company the sum of Rs. 50,000 as а minimum annual payment. The ге 
mainder of the profits of the new company for the purposes of the before 
mentioned periodical payment shall be arrived at after making all proper 
allcwances and deductions, from the annual gross earnings for interest of 
debentures (if any), loans, and deposits, and for working expenses chargeable 
against profits, including agents’ commission, and deducting a sum suffkiert 
to pay a dividend at the rate of 7 per cent. upon the issued capital for the 
time being of the company paid up or credited as paid up, and such amount 
(if any) as may be required to satisfy any arrears of the cumulative dividen! 
on the preference shares of the new company for the time being unpaid, ant 
deducting a further sum for depreciation equivalent to 2 per cent. upon the 
capital expenditure of the company for the time being upon all buildings. 
machinery, plant, ard other property of the company in respect of which 
deduction for depreciation would ordinarily be made іп the case of unter- 
takings of a similar nature. The new company shall enter into an agreement 
with the company defining so far as may be practicable the sphere and seere 
of the operations of «each. company where such operations are likely to clash, 
and for the purpose of promoting co-operation between the two companies | 
preventing competition, and of preserving and protecting the. interests of te 
two companies. ' 

Your directors consider that these terms are very liberal, and, :lthous 
they firmly believe in the economic value of the Andhra Valley project. ve! 1 
is to be remembered that that scheme is not an established undertaking. and 
your directors consider that the present company will be well advised r 
obtain a definite and concrete consideration for its present undeveloped interes! 
in the sheme. | 

The Helios Elektrizitats Gesellschaft. ^! 

German Cologne, which has been in course : 
Electrical liquidation for some years past, has clos" 
Companies. : the year 1915-16 with an unchanged debit 
balance ,of £419,000. The securities in 
portfolio remain of the value of £69,000. 

The Rheinische Schuckert Ges. fur Elektrische Industri. 
of Mannheim, reports net profits of £45,500 for SS e 
compared with £45,000 in the previous year. It 15 Intente 
t» distribute 5 per cent. on the share capital of £550,000, Бете 
the same rate as in 1914-15. Е - 

The accounts of the Suddeutsche Telefon Apparate, Hun 
und Drahtwerke, A.G., of Nuremberg, for the year 1915-1. 
show gross profits amounting to £43,000, as compared M 
£40,000 in the previous уеаг, on an ordinary share S 
of £50,000. The net profits are £11,000 and £14.00 in m 
two years respectively, the method of disposing of which hà 
not been disclosed for either year. un 

The liquidators of the Moore Licht 4.G. state that sever 
patents were disposed of during 1915-16, whilst the poa 
ing patents are to be allowed to lapse. The non-realisa 7 
debts owing in France, England, and Russia, together W! 
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claims forming the 'subject of legal proceedings, had been sold 
by auction. So far the return to the shareholders had 
arnounted to 864 per cent., and the liquidators hoped that a 
total of 100 per cent. would be eventually distributed. 

The. report of the Bayerische Stickstoffwerke A.G., of 
‘Munich, states that the demand for nitrogen of lime (cyana- 
-nide) continued to expand in 1915-16, and that this material 
had not only proved. to be a valuable substitute for the nitro- 
genous fertilisers hitherto used, but results had also been 
obtained from it which would ensure to the product a con- 
stant market in open competition with other artificial nitro- 
genous fertilisers. The maximum price in 1915-16 had been 
fixed at Is. 51d. and then at Is. 5d. per kilogramimne of nitrogen 
11 nitrogen of line, free at consumers! stations, including 
bags. The maxiunum price only slightly exceeded the price 
in peace times, and was essentially cheaper than the price of 
other nitrogenous fertilisers. It had been possible to bring 
into full operation the extensions of the plant near Trostberg, 
and it was proposed now to begin the works for the utilisa- 


tion of the power available at Tacherting-Margarethenberg, | 


on the Alz. The net profits are reported at £73,000, as com- 
pared with £57,000, and a dividend at the rate of 14 per cent. 
‘has been declared, thi contrasting with 12 per cent. in 1914-15. 


. 3 v 
Companies Struck Off the Register. — The following 
companies have been struck off the register, and are accordingly 
dissolved :— 
Auto-Electrics, Ltd. 
Auto-Flash Sign Co., Ltd. 
Cable Construction Syndicate, Ltd. 
F.B. Two-Stroke Engine Co., Ltd. 
Flash Controller Co., Ltd. 
Grindell-Matthews Radiophone Syndicate, Ltd. 
Holmes Motor Speed Controller, Ltd. 
Improved Wheel & Axle Adjustment Co., Ltd, 
International Power & Light Trust, Ltd. 
Lester Engineering Co., Ltd. 
Llanidloes Electric Lighting Co., Ltd. 
Pioneer Pump Patents (1913), Ltd. 
Radium Treatments, Ltd. 
Sandors Motive Power Syndicate, Ltd. 
Scientitic Researches Co., Ltd. 
Turbiro Engine & Pump Co., Ltd. | 
Wireless Telephones, Ltd.: 


Buenos Aires Lacroze Tramways Co., Ltd.—The gross 
receipts for the past year were $5,883,262, a decrease of 
$217 389. The working expenses were $3,805,787, an increase 
of $135,005. The causes of these results are: the large nuin- 
ber of people leaving the country owing to the war, and the 
stoppage of works in general causing unemployment, and so 
decreasing trafic, notwithstanding the liberality of the ser- 
vices which the company had-continued to give. The work- 
ing ~balance is $1,957,475, and after deducting ‘debenture 
interest, amortisation of imumerpal  concesstons, — paving 
accounts, &e., the balance is $644,519, plus $53,635 brought 
forward. $32,225 is put to reserve, 332,225 goes to directors, 
$2,222 (4 per cent.) goes to the syndicate, and $625,000 to the 
shareholders, leaving $35,433 to be carried. forward. 


Buenos Aires City & Suburban Tramways, Ltd.—The 
directors report that the construction of the line. between 
Olivos and San Isidro has been completed, but the level 
crossing over the Central Argentine Railway Co. at. Olivos 
has not yet been built, and the line beyond that point. has 
not been opened. Relations with the municipal and provin- 
cial authorities continue to be satisfactory.—P'inanctier. 


Black , St. Annes, & Lytham Tramways Co., Ltd.— 
The -traflic receipts for the past year were £46,503. The 
amount paid to the Corporation of Blackpool Was £10,123. 
Traffic expenses amounted to £7,348, general expenses £3,742, 
general repairs and maintenance £7,535, power expenses 
£5,046, and rent of leased Ines £2,294, the balance to profit 
and loss account being £11,714. The directors recommend 


the trustees for the debenture holders to distribute the full . 


year’s interest of 5 per cent. upon the debenture stock, this 
being on account of arrears due to date. 


Automatic Telephone Manufacturing Co., Ltd.—The pre- 
ference share and transfer books are closed from 18th. to 25th 
inst., for the purpose of preparing the dividend warrants on 
the 6 per cent. preference shares for the half-year. 


Adelaide Electric Supply Co., Ltd.—A general meeting of 
this company was held on December 18th to approve the pay- 
ment of the usual dividend. The annual meeting will not. be 
held until the receipt of the duplicate accounts from Adelaide, 


Ferranti, Ltd.—The annual meeting was held on Tues- 
(ау, at Basildon House, E.C. The proceedings were not open 
-to the Press. b. t 2 | 


Cordoba Light, Power & Traction Co.—The accounts for 
the year ended September 20th, after payment of debenture 
interest, show в loss of £230, which reduces the credit. bal- 
ance of £26,581 brought forward to £206,551. This amount 
1з to be carried forward. i 


^ 


\ 


Cuban Telephone Co.—Dividend, $13 per share on the 
preferred and common shares. l 


Eastern Telegraph Co., Ltd.—Third quarterly dividend, 
1} per cent. on the ordinary stock, free of tax. 


Eastern Extension, Australasia & China Telegraph Co., 
Ltd.—Interin dividend-for September quarter, 3s. per share, 
free of tax. | 

Tucuman Tramways, Light & Power Co.—For the year 
ended June, 1916, the net profit was £7,305, reducing the 


debit balance to £35,210. 


STOCKS AND SHARES, 


Tuespay EVENING. 


With the close approach of the Christmas holidays, it was 
scarcely to be anticipated that the Stock Exchange would be 
in a commercial frame of mind, As а matter of fact, tho 
unexpected has happened this week; and in consequence of 
the effective reply made by the French at Verdun to the 
German peace proposals, coupled with the conviction that 
the proposals themselves were actuated by growing weakness 
on the part of the Central Powers, prices have been good in 
the markets and business rather more active. 

The outstanding feature is the strength of Home Railway 
stocks. In their market, prices have risen from one to three 
points during the past few days, the reason being that the 
Government have admitted the taking over of the railwavs 
to have proved a remunerative bargain for themselves. This 
was said partly to justify the acquisition of shipping and coal 
Interests; and the statement was sufficient to revive the jaded 
spirits of holders of Home Railway stocks and to make them 
feel that, after all, their investments might hold something 
pleasant for them, notwithstanding all the rebuffs and checks 
to which they have been subjected by Government restrictions 
and Labour troubles. 

The British Columbia Electric Railway Co. has issued its 
eagerlv-awaited report, and, judging from the severe slide 
that has taken place in the company's stocks during the last 
three weeks, it would seem very much that somebody had’ 
advance knowledge of what the figures were going to show 
and was trying to get out before the report did. The company 
is going to рау the 5 per cent. dividend on its preference 
stock, but in order to do this a sum equivalent to that which 
і required for this service is to be withdrawn from the 
reserve, and careful analysis of the report will show that the 
company has earned comparatively httle more than its deben- 
ture interest. , 

Such a result justifies the falls whigh have been taking 
place dnring the past month; but that the weakness should 
have been apparent so long before the actual accounts were 
published is at least a strange coincidence. The company is 
evidently suffering badly from competition; and while it 18 
hoped that the present tide of its fortunes will prove to be 
the lowest ebb, it is obvious that the management have still 
anxious tines ahead of then. 

талап ‘Fraction common shares have recovered to 461, 
moving in sympathy, to a great extent, with the shares in 
the Aimerican-Canadian companies concerned with munition- 
making. These have been undergoing sharp fluctuations dur- 
mg the past few days. The peace hopes which make for 
strength m Consols and domestic securities naturally have an 
opposite effect. upon those of American munitioneers. Cana- 
dian Generals. gave way, but recovered a trifle. Other light- 
ing and power issues are scarcely mentioned. 

The dangers which beset London in consequence of its 


lighting restrictions were thrown into deeper gloom on Satur- 


day: night by a thick fog which involved metropolis and 
suburbs, ‘Buses and trams had to. stop running, means of 
communication were reduced in numbers of cases to shanks's 
pony, and innumerable were the tales of minor accidents to 
people who lost their way in the darkness. : 

It might well be thought that on such an occasion the 
authorities responsible for the lighting'orders would have had 
the audacity to brave the Zepps and turn up the light, if 
only for an hour or two,.in order that Londoners might see 
their way to get home—especiallv when it is considered that, 
had danger threatened, all lights could have been extin- 
guished or dimmed in so short а space of tine. But perhaps 
the powers that be were not out in the fog and paid no heed 
to the obvious risk to life and limb. 

Meanwhile, shares in the lighting companies continue to 
droop, further declines taking place in the shares of the city 
and the county companies; and the market as a whole is as 
dull as the weather. Westminsters are 5s. down at 53, and 
St. James’ lost a similar fraction at 6. The various peace 
hopes circulating round the Stock Exchange have not yet 


‘afforded the electricity supply department апу support. The 


Adelaide Electric Co. is paying the usual dividend and bonus, 
making 12 per cent. in all, on its ordinary sbares, although 
the chairman explained at the meeting the other day that 
the audited accounts from Adelaide for the past financial year 
had been lost, owing to the sinking of the Arabia. 

The Melbourne Electrie Supply Co. reports a profit for the 
year ended August 3lst last of £142,000, being an increase 
of £25,000, as compared with the preceding vear. The direc- 
tors recommend a final dividend of 5 per cent., free of tax, 
making 10 per cent. for the year. The meeting is to be held 
this week, and the directors are seeking powers to alter the 
articles of association, with a view to enabling Шеп to capi- 
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talise any part of the undivided profits and to distribute the 
same to ordinary stockholders by way of dividend or bonus. 
The price of the stock is about 156. – 

One of the most satisfactory reports that have been issued 
for some time past is that of the India-Rubber & Gutta- 
Percha Co. The profits have leapt up from £80,000 in 1914-15 
to £133,800 for the year just ended. The directors are retain- 


ing the ordinary dividend of 10 per cent., £50,000 being used - 


to buttress the reserve fund, while the carry-forward of 
£40,000 is twice as much as it was a.year ago. The price of 
the shares has risen 12s. 6d. to 131. : 
. Henleys are 1 better at 161, but other manufacturing shares 
incline to be slightly easier. British Westinghouse prefer- 
ence, Babcock & Wilcox, and Castner-Kellners ate all a trifle 
down. The Dick, Kerr Co. has made an offer to the United 
Electric Car Co. for the purchase of the shares in the latter 
company. The price of Dick, Kerr.ordinary is 15s. 3d., and 
the 6 per cent. preference stand at 17s. 

The telegraph market is disposed to be a little heavy, 
although the Eastern group stands out as exceptional to the 
prevailing tendency. Business has aprung up again in Mar- 
сспів, the parent shares rising- to 2} buyers, while American 
Marconis at-17s, 3d. are 3s. 6d. higher than they were a fort- 
A d United River Plate Telephones gave way to 

Thé rubber share market is quiet, unperturbed by the gyra- 
tions in the price of the raw material. After being nearly 
9s. 6d., rubber went back to 2s. 9d., from which it recovered 
to 2s. 114. per lb. Good reports and dividends from the lead- 
ing companies are the principal factors which have helped to 
keep the market firm. Armament and explosive shares are 
mostly lower on the week, for obvious reasons. ` 


SHARE LIST OF ELECTRICAL COMPANIES. 
Номи ErLzorRIOITY COMPANIES. 
Dividend Price 


m Dec. 19, Rise or fall) Yield 
1914. 191“, 1916. this week, p.c. 
Brompton Ordi eo >.. 10 10 6 — #711 0 
Charing Cross Ordinary x 5 6 t — 783 
do. do. do. 4à Pref.. 4} 4% B, pus 8 11 0 
Chelsea { ee ee ee е ё 5 4 8 -— 6 18 4 
City of London... is ie 9 8 118 — $ 708 
do.  do..6 percent. Pref. 6 6 10 — 6 0 0 
County of London a iw x 1 104 — à 618 8 
" SCA E ree H Ы E — 6 б ^ - 
ens ngton nary oe ee pd . 
London Electric .. "MEN 4 8 1 == 610 6 
do. do. 6 per cent. Pref. 6 0 42 — 615 4 
Metropolitan oe ee ve 2 8 2 - -À 6 18 4 
do. 44 per cent. Pref. 4 8 — 740 
Bt. Jamee’ and . 10 8 6 —1 618 4 
Bouth London... . .. T 5 6 2 — 756 
South Metropolitan Pref. ~. 1 1 1 = 678 
Westminster Ordinary eo eo 9 1 5 — { 6 i 9 
TELEGRAPNS AND TELEPHONEF, 
Anglo-Am. Tel. Pref. .. .. ‘6 6 964 — 6 56 8 
do. Def. ее ee B0J. 88/6 9f t i 7 10 0 
Chile Telephone .. 8 8 7 — 5123 8 
Cuba Sub. Ord. oe ` ee ee 6 6 == 6 8 6 
Eastern Extension s vs {є 8 14 + +. 514 4 
Eastern Tel. Ord. ox << 1 R 140 +1. 14 0 
Globe Tel. and T. Ord. ee ee 6 q 1 xd +2- *5 18 0 
до. Pref, ai 6 6 10ха — 618 6 
Great Northern Tel. ... а 399 81 `} 619 0 
Indo-European .. ee «æ. 18 18 49 P 611 4 
Marconi  .. i T .. 10 10 t 819 5 
New York Tel. 43 m =e 4 4 1! — 490 
Oriental Telephone Ord. .. 10 10 —' 466 
United R. Plate Tel... - 8 8 } om 3h 619 8 
West India and Рап, .. T 1 ва. 1 — 9 4 0 
Western Telegraph <i Sè 7 8 lsixd = *$ 15 4 
| . Home Rar, 
Central London, Ord. Assented 4 4 65 = 639 
Metropolitan - DOE 1. +2} B9» 3 
District Nil Nil 1 +1 Nil 
Und El Nil 2 + 25 Nil 
о, do. “A” .. Nil Nil 6/- i — Nil 
do. do, Income 6 6 92$ +13 * 910 
Forren Trams, &0, 
burn a о ж 
. Trams, Firs А x on 
do. па Pret. . 6 6 93 «шә — 
Brazil Tractions .. v4 4 4 46 + $ 812 0 
trio е өз ee 6 6 1 — 6 17 8 
British Columbia Elec. Rly. Pfce. § 5 6 —4 воо 
до. до. . Preferred — Nil 4 — Nil 
do. do. Deferred — Nil 424 —8 Nil 
Mexico Trams 5 per cent. Bonds — N 8i — Nil 
do. 6 per cent. Bonds — Nil 27 — Nil 
Mexican Light Common г> Nil Nil ' 19 — Nil 
do. Pref. ee ee Nil NO 17 — Nil 
do. ist Bonds ee Nil Ni == — 
MANUFACTURING ОомРАИПЕВ. | = 
Baboock & Wilcox m o 14 16 2H — $å 6 6 9 
British Alauminitfin Ord. $a 6 1 - = 6 6 8 
British Insulated Ord. ee oe 15 nt т -— 7 1 6 10 
British Westinghouse Pref. .. % 1 — д 6 6 4 
Callenders.. eo eo ee 15 90 18 — 1 18 10 
до. 6 Pref. ee ec 6 6 43 am 6 19 8 
Oastner-Kellner .. 90 N x1 — $ 618 4 
Edison & Swan, £8 paid Ni — == Nil 
do. до. 4 percent. Deb. 6 6 - воо 
Electric Construction ee ee 6 т 1 sae 1 1 9 
Gen. Bleo. Pref. .. Kee s 6 6 10 = воо 
н do. Ord. ee m ee 5 S id +2 231510 
enley os ee [EJ ee + 
do. 4 Pref, ee ee ee $$ 4$ 4 — 6 13 6 
India-Rubber T өө ee 10 10 183 + į 7 656 6 
Telegraph Con. ee ee ee 90 20 88 ен 6 5 0 


t° Dividends paid. free of income-tax, 


MARKET QUOTATIONS, 


IT should be remembered, in making use of the figures appearing 
in the following list, that in some cases the prices are only general, 
and they may vary according to quantitiea and other circumstances, 


Wednesday, December 20th. 


j Latest Fortnighs’s 
CHEMICALS, &c. Price. Inc. or Dec, 
а Acid, Oxalic ee ee еә ee per Ib. th 14. dec, 
a Ammoniac Sal ee ae ee per ee 
a Ammonia, Muriate (large crystal) e" 51 ee 
a Bisulphide ot Carbon ae ee [T] 238 ee 
a Borax ee . ee oe ee 9? £94 ee 
a Copper Sul hate ee ee ee 99 i 263 ee 
a Potash, Ch orate .. eo ee per lb. 2/6 ee 
а Perchlorate ee ee » E ee 
а Shellac ee eo oe е рег owt. 1 - es 
a Sulphate of Magnesia... .. per ton £16 РА 
а Sulphur, Sublimed Flowers .. T £19. £1 ine, 
a , ump ee ec ee ?9 E ё 16 s 
a Soda, Chlorate ee ee . per 1b. 1/- 
a T ig er oe ee ee per ton 190/. ee 
a Bodium ichromate, casks eo per Ib. ee oe 
METALS, &c. , Ё 
c Brass (rolled metal 2" to 12° basis) рег Ib. ee © 
е Г] Tubes (solid drawn) ee 99 ec ee 
e » Wire, is ee ЕС eo [T] eo oe 
c Copper Tubes (solid drawn) .. ; -| M10 to 1/103 44. dec 
g » Вага (best selected) .. per ton £1°5 £4 dec. 
g )9 Sheet ae ee eo 99 2185 £4 dec. 
g [T] Rod ee oe ee oe X] 2185 424 dec. 
d n»n (Electrolytic) Bars is " . 4 £10 des, 
d 99 ` [T] Sheets i м #178 £10 deo. 
d › „ Rods ex эз 6109 , £10 dec. 
d » a H.C. Wire per lb. 1/8 ld. dee, 
f Ebonite Rod. ee eo ee » 8/- ee 
F Sheet e eo [T] 2/6 ee 
n German Silver Wire " j T 
h Gutta-percha, fine... is А i» 6/10 T 
h India-rubber, Para fine .. > os 8 134. dec. 
i Iron Pig (Cleveland warrants) .. per ton Nom. 4 
| ,, Wire, galv. No. 8, Р.О. qual. si 486 PM 
g Lead, English Pig .. ee ae Т] £91 5 ee 
a Meroury ee ee ee "T per bot. 18 1B eo 
e Mica (in original cases) small .. per lb. debel #4 
€ n " ' y medium ” to Gy- oe 
e ‚ ” » large .. ” 1/6 to 14- & up. + 
а Silicium Bronze Wire .. .. рег lb. 11 id. dec. 
r Steel, Magne in bars , oe ee per ton ae oe 
g Tin, Block ( lish) ee өе. 99 es es 
п » Wire, Nos. 1 to 16 ee oo per Ib. 3n1 es 
Quotations supplied by— 
a G. Boor & Co. & wir: a 
¢ Thos, Bolton & Sons, Ltd, Я Edward Till & - 
d Frederick Smith & Co. é Bolling & Lowe. 
F. Wiggins & Sons. 1 Richard Johnson & Nephew, Léd. 
India-Rubber, Gutta-Percha and n P. Ormiston & Sons 
r W. F. Dennis & Co. 


Telegraph Works Co., Ltd. 


Test for Moisture in Transformer Oil. — While a 
thorough test for the suitability of oil for transformers and oil 
switches can be made only with high-tension testing apparatus, 
very good indications of the presence of moisture have been 
obtained by Mr. J. K. Mackie, superintendent ef the Connecticut 
Power Co., as follows:—A sample of the oil to be tested is 


` drawn from the bottom of the transformer, oil switch. or storage 


tank. (Samples from the upper parts of the tank are not 
considered suitable for the test, as water is heavier than oil and 
usually collects at the bottom.) In the sample thus taken is placed 
powdered anhydrous copper sulphate. If moisture is present the 
copper sulphate will be dissolved, producing a blue colour that will 
diffuse through the oil if moisture is in suspension. Since enough 
copper sulphate is added to ensure a saturated solution, the intensity 
of the-blue tint will be a measure of the amount of moisture present. 
As small percentages of moisture have a very deleterious effeot on 
the dielectric strength of oil, however, the lightest shade of blue is 
sufficient indication that the oil should be dried by filtering. It 
may b? pointed out that other substances giving a deeper tint than 
copper sulphate may be used, the only requirement being that they 
dissolve quickly in water but not in oil.— Electrical. World. 


Australian Electrolytic Zinc.—According to the Sydney 
Daily Telegraph,. further particulars were forthcoming in con- 
nection with the establishment of the Electrolytic Zinc Co., of 
Australia, Proprietary, Ltd. Speaking at the half-yearly meeting 
of the Amalgamated Zinc (De Bavay's), Ltd., in Melbourne, Mr. 
W. L. Baillieu, after indicating the lines of.the new company, said 
that all the zinc concentrates were now disposed of through the 
Zinc Producers’ Association Proprietary, Ltd., which body, through 
the good offices of Mr. Hughes, had effected the sale of 100,000 
tons of concentrates for immediate delivery to the Imperial Govern- 
ment, and was now settling the details of a post-war contract for 
1,000,000 tons at satisfactory prices. A substantial tonnage had 
also been sold to the AHies. The company would participate in 
these sales. The whole of its estimated output for 1916 had been 
disposed of, in addition toa fair percentage of the 1917 output. 
The company had been much assisted by the Prime Minister's 
arrangement that the production for ten years should be taken 
by the Imperial authorities at satisfactory prices. 
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THREE-PHASE EXTENSIONS AT 
‘WALLASEY. 


As our readers may be aware, in the latter part of last year 
the Wallasey Corporation put to work a new three-phase 
generating station, designed on modern lines for cheap power 
production, and situated on a site where adequate fuel and 
water facilities existed. 

The decision to build a new station was adopted in 1912 
in preference to the alternative of making considerable 
extensions to the original one in Sea View Road, which, 
like so many of our original generating plants, was con- 
structed at a time when the necessities of the future could 
not be adequately gauged. 

The municipal supply of electricity—a single-phase one— 
was started in January, 1897, and has been financially 
successful from the commencement. 

Direct-current extensions to the plant were made in 1900, 
in order to supply the tramway undertaking, and at a more 
recent date а 1,000-KW. three-phase turbo-generator was 
installed to cope with increasing demands. 

The scheme for the new station, which was prepared by 
Mr. J. A. Crowther, the- borough electrical engineer, 
involved the use of a site near the Birkenhead Docks with 
suitable railway facilities, and provided 
for two 1,500-KW. turbo-alternators, 
with condensers, boilers, &c., and the 
conversion of the existing station into 
a sub-station, and laying of E.H.T. 
cables to connect the two; rotary con- 
verters were to be provided for trac- ' 
tion supply, and static transformers for 
lighting, while a margin would re- 
main for three-phase power supply. 

This scheme was approved by Mr. 
(now Sir John) Snell, and subsequently 
Mr. Crowther was instructed to carry 
it into effect. | 

In the meantime, however, the de- 
mand for energy greatly increased, and 
it was decided to install 3,000-kw. 
sets instead of the 1,500-Kw. sets 

originally contemplated ; the station 
was in running order last autumn, 
but for reasons connected with the war 
only one set, has been available for use. 

The initial equipment provided for 
is three Babcock boilers, each of 5,500 
sq. ft. heating surface, and rated at 
22,000 1b. evaporation per hour, with a 
maximum of 30,000 lb., to steam at 
200 lb. per sq. in. pressure with 200° of superheat, also 

a similar but smaller boiler of 16,000 Ib. per hour evapora- 
tive capacity. | | 

The boilers are fitted with integral superheaters and 
chain-grate stokers, and three economisers are provided 
behind them, each of 8,000 sq. ft. heating surface, and each 
discharging into a Prat ejector type chimney equipped with 
a fan with variable speed motor drive. Two turbine-driven 
boiler feed pumps are installed, which exhaust into a feed- 
heater, raising the feed temperature to over 100^ F., before 


it enters the economisers. The generating units will consist 


of two 3,000-kw. Westinghouse sets, delivering three-phase 
energy at 6,600 volts, and equipped with surface condensing 
plant and wet air filters; also a 1,000-kw. B.T.H. turbo- 
generator set. 'The circulating water is drawn from the 
adjoining dock, through screens, into a large tank near the 
engine room, and is discharged through 24-in. diameter 
cast-iron pipes leading back to the dock. All the pumps in 
connection with the condensing plant are of the rotary type, 
motor driven, and, indeed, there is no reciprocating plant in 
the station. | 
The x.H.T. switchgear was supplied by Messrs. Crompton, 
and includes three generator, four feeder, and two trans- 
former panels, which supply the station auxiliaries and the 
small works adjacent to the station. 
The z.n.r. feeders, as previously mentioned, connect to the 
old station, which is equipped with the necessary converting 
and transforming plant ; they also run to large sub-stations 
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on the Dock Road, for the supply of power to flour mills, 
&c., one of which is now a consumer of 44 million units 
per annum, while others will be considerable consumers 
when the station is fully equipped. i 
It is satisfactory to know that the results obtained so far 
have quite justified the policy of the Council in building a 
new station, instead of extending the old one, where - fuel 
cartage, and ash removal were considerable problems ; the 
railway accommodation on the new site deals with all the 
traffic. A recent month's return shows that the new plant 
operates.on 24 lb. of slack per Kw.-hour generated, showing 
a considerable economy on the old station, and similarly the 
amount of town water purchased is much reduced. 
The buildings are of steel frame construction, filled in 
with brickwork, and lined with glazed brick inside ; these 
buildings cost 32s. per KW. installed, while the cost of the 
turbo-generators and condensers amounted to £2 12s. per 
KW. installed, and that of the entire station, with the land 
(excluding cables), has been £6 17s. 9d. per KW. installed 
—an exceedingly low figure, even lower than that quoted 
recently in the case of the new Walsall plant, which is 
apparently of rather larger capacity (£7 128. per KW., see 
ELECTRICAL REVIEW, November 24th). | ; 
The comparison is only a rough one,in the absence of 
details, but it is evident that the carrying out of the work 
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IPLAN OF NEW POWER STATION, WALLASEY, SHOWING PLANT ARRANGEMENT, 


reflects great credit on the borough electrical engineer, Mr. 
Crowther. To some extent the Wallasey design lends 
point to the arguments advanced in our remarks on power 
station design in our issue of November 24th, as the rela- 
tively low cost has been obtained with an arrangement of 
boiler plant—boilers, economisers, draught plant, &c.—on 
the floor level, whereas at Walsall a superposed arrangement 
was adopted leading to considerable space economy. 

We may mention that the Wallasey authorities possess a 
considerable area of land available for extending the plant, 
and that there isevery indication of additional energy being 
required in the near future. 

In conclusion, we are indebted to Mr. Crowther for his 
assistance in the preparation of these notes. 


American Farm-Motor Installation.—The Lilac Hedge 
Farm, near Grand Forks, installed electrical equipment for the first 
time in 1911 for both lighting and power purposes. Electric drive — 
has been used ever since for milking and other purposes (an average 
of 60 cows are milked twice a day) About 1,000 tons of ensilage 
are cut each year; all the threshing, feed grinding, wood sawing, 
water pumping, &c., is done by electric motors, two of which are 
stationary, one for driving the milking machine and one for pump- 
ing water. The rest of the farm work is done by a 35-H.P. port- 
able motor, so arranged that it can be plugged in at various places 
on the farm. The installation has been a very satisfactory revenue 
producer for the central station, and has more than satisfied the 
owner of the farm.— Electrical World. 
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SOME ASPECTS ОЕ 
RESEARCH. 


INDUSTRIAL 


By E. W. MARCHANT. 


THE description given by Mr. A. P. M. Fleming in his 
lecture at Manchester, on Dec. 12th, of the development of 
industrial research in the United States, must cause everyone 
interested in the welfare of industry in this country to 
realise the urgency of the question if we are to maintain 
unimpaired and strengthened our industrial position. 

A comment in the Electrical World for November 18th, 
1916, on the scheme for industrial research proposed by 
Dr. Murray Butler, of Columbia University, may be of value 
as showing the point of view of the American electrical 
industry. It remarks that “we stand face to face with a 
Europe which will be organised with superb efficiency after 
the war." It seems doubtful whether the British part of 
the organisation is really as “superb” as the Americans 
appear to think it is, but there is no doubt that, ss far as 
industrial research is concerned, American industry is far 
ahend of anything that has been attempted in this country. 

Perhaps the most interesting development described by 


Mr. Fleming was that of industrial research laboratories in ` 


connection with large firms and manufacturing associations. 
It seems self-evident that institutes to carry on the kind of 
werk done by these laboratories must be established in this 
country, either in connection with or independently of 
Universities. 

It would appear that the best solution of the problem of 
industrial research will be the establishment of research 
laboratories, or institutes in which all problems in con- 
nection with any particular industry can be worked out. 
The difficulty of equipping any Institute capable of carrying 
out, more than a small fraction of the research work required 
for the manifold industries of this country is insuperable, 
and still more difficult must be the task of finding a Fellow, 
or a number of Fellows or researchers, who have the neces- 
sary knowledge and experience to work out the practical 
problems that have to be solved. "There are, besides such 
institutes, two other places in which research can be carried 
out—ze., the Universities and Higher Technical Schools 
and the research laboratories of the individual works. All 
these laboratories would seem to have a place in the scheme 
of industrial research which it is hoped may ultimately be 
established. 

If one may attempt to define the scope of the various 
Institutions mentioned, the Universities and Higher 
Technical Schools will probably confine their work to the 
more general scientific problems which lie at the basis of 
the industry, the Research Institutes will deal with the 
development of scientific results into commercial processes, 
and the works themselves will deal with the technical 
research required to bring the operations involved in any 
process of manufacture to a high degree of efficiency. It is 
obvious that there are many cases in which the functions 
outlined above will overlap, but it is in the highest degree 
desirable that there should be some attempt to co-ordinate 
the different branches of industrial research. | 

It seems evident from the reply of Lord Crewe to the 
deputation on Scientific Research, last week, that the con- 
ditions laid down for the expenditure of money under the 
Privy Council scheme are such that comparatively little 
will be contributed by firms to help it forward. Whether a 
different view of the subject, will be taken by the new Govern- 
ment remains to be seen; but unless the manufacturer is 
going to derive some direct benefit from the expenditure of 
his money, it seems very unlikely that he will be willing to 
spend it on research work. The most hopeful method 
would appear to be for the manufacturers to take the 
subject in hand for themselves, and establish institutions 
under their own control to assist their work. If this were 
done, Government grants might well be obtained to assist 
individual researches. The British Engineers’ Association 
has already been formed, and there could be no better body 
to consider the establishment of research institutes for the 
engineering industry. 


THE PARALLEL OPERATION OF ELECTRIC 
POWER STATIONS. 


—_—€ 


Аг а meeting of the NEWCASTLE-UPON-TYNE Loca, SECTION 
of the INSTITUTION oF . ELECTRICAL ENGINEERS, on December 


lith, Mr. J. 8. Peck read his paper on this subject. Mr. H. 


W. Clothier presided, and stated that the 8 


* already sent their message of goodwi ure аы 


ill to th 
were serving at the Front. O e members who 
Mr. Peck said that bringing to their notice the 


the discussion would go to prove th 
tions was possible and reasonable. 


The CHAIRMAN, in opening the discussion, said that when 


they read the еа of the paper in London. it 
the matter of linking-up power stations 
in ae EE T the Newcastle district than else- 
'here. ey really got the impression in 
was no such thing as Haking-ap, Tondon that there 
round this district they found 16 power stations 
abeat Of оше, there were 
al at one of the chief criticiams was directed to the 
factor, and he supposed there were power companies or а. 
takings which would fight shy of Imking-up 
the difficulty was not so much one of an engin 
аз а financml one. | 


period near the zero line at the lower frequency. By linking- 


up more power was brought on to the switchgear a 
short-circuit current became heavier. s eee 


to get our faults out as soon as possible after thev were dis- 
covered, but were we right in doing that? ` 

Mr. VERNIER said that after reading the discugsion of the 
Paper in London he wondered how Tyneside had got on at 
а, for linking-up had been adopted so extensively. 

Mr. BEARD said he thought the best service they could do 
Mr. Peck and the industry generally was to emphasise the 
fact that the system of parallel operation had already been 
adopted. People outside that district did not 
ciate the extent to which the system had been developed. At 
present there were 15 or 16 power stations, and he thought 


, and he 
heard of no special trouble that they met with. In 1910 the 


Tees and the Tyhe were linked up, although 42 miles was the 

On the one side they had 6,000 volts stepped 

up to 20,000 volts, then stepped down to 11,000, and then 

000. In several cases there was a change in frequency. 

In this connection, he mentioned the costliness of apparatus, 

and said that manufacturers in this country had not done 

enough on this subject, and often they had had to go abroad 

for-it. The maintaining of re TS was а serions matter 

according to his experience, and all sorts of trouble arose as 
to insulation. 

Mr. JACKSON said he thought a good deal of the trouble 
with regard to the question they were considering lay in the 
matter of the governors. He advocated the use of the syn- 
chronous type of frequency changers. | 
‚ Mr. LONGMAN also emphasised the importance of the ques- 
tion of governors. Messrs. TURNBULL, CARR, GREGORY, and 
PoRTER also took part in the discussion, and Mr. Реск, in 
reply, expressed satisfaction at its character. 


Ат a meeting of the YORKSHIRE LOCAL SECTION of the INSTITT- 
TION OF ELECTRICAL ENGINEERS, on December 8th, Mr. W. 
LANG occupying the chair, Mr. Jonn S. Реск summarised his 
paper on “Parallel Operation," adding information as to 
tests which had been made on the previous Tuesday by Mr. 
Robertson, of Salford, on the paralleling of his plant with 
that of the Lancashire Electric Power Co. at Radcliffe. The 
Radcliffe pressure was 10,000 volts, and the Salford pressure 
6,600 volts. They tried conveying 2,000 kw. from the Rad- 
cliffe station to Salford, holding the voltage at both ends of 
the line normal, and under these conditions еу got the 
power factor on the interconnecting line up to .63. oth 
svstems were controlled by automatic voltage regulators, so 
that the voltage was maintained absolutely constant. The 
voltage at Radcliffe was raised from 10.300 to 10,500, 2 per 
cent., and the voltage at Salford remained the same. The 
power factor then came uf from .63 to .87. Then the voltage 
at Salford was dropped from 6,600 to 6,500, keeping the 
voltage 2 per cent. higher at Radcliffe, and that gave a power 
factor of .95. That meant that when they were sending 
power from Radcliffe to Salford with a voltage exactly equal 
—exactly normal—with 2,000 xw. flowing into Salford, they 
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got a power factor of .63. As the voltage at Radcliffe was 
raised and the other was lowered, the power factor came up 
gradually to .95, until, when there was a difference approxi- 
mately of 93 per cent., they got the best conditions. Radcliffe 
did not care to raise the voltage any higher, and Salford did 
not care to go any lower. That connection was with about 
five miles of overhead line, 10,000 volts, and approximately 
one mile of underground cable. The next thing they did was 
to put another feeder in parallel, the second feeder being 
entirely underground, and by rather a roundabout way. 
Starting with normal voltage again, 6,600 at Salford and 
10,300 at Radcliffe, they got 2,000 Kw. with .74 power factor 
irstead of .63. Keeping the Salford voltage at 6,600, and 
raising that at Radcliffe just 2 per cent., the power factor 
came up to unity. Next they raised the load from 2,000 to 
3,000 xw., still in the same direction, Radcliffe to Salford. 
Under normal conditions that would give a worse power 
factor. The voltages were maintained as before. First they 
had Radcliffe 2 per cent. higher and Salford normal, and the 
power factor dropped from unity to .83. Holding Radcliffe 
still 2 per cent. up, they dropped Salford about 1 per cent. 
down to 6,570, and the power factor came back to unity again. 
Thus it became quite apparent that by a very small change 
in voltage at the two ends of the line it was possible to shift 
the wattless current from one station to the other and get 
unity power factor in the line. Readings were taken on quite 
a large number of instruments, and all the readings seemed 
to check up quite well. The next test was reversing the flow 
of energy, taking power to Radcliffe from Salford, and in this 
they got very much the same conditions; when they raised 
the voltage at Salford and dropped the voltage at Radcliffe, 
and maintained a difference of about 3 to 3} per cent. they 
Rot 2,000 Kw. transmitted at unity power factor, and this 
showed that the load could be transmitted in either direction 
without trouble. 

In the course of the discussion, Mr. R. H. Campion said Mr. 
Peck had almost started again the old battle of the systems. 
He had noticed in connection with synchronous sets that the 
stations which had synchronous sets and motor-generators 
always had the best regulated power factor. The stations he 

in mind were supplying cotton manufactories, and they 
got much better power factors than were got in Yorkshire. 
He had been interested to see that Mr. Peck now practically 
recommended the rotary converter for changing to the D.c. 
supply, and he had noticed that rotary converters worked 
very much better with 25 periods than with 50. There did 
not seem to be half the experimental work required with 25 
periods that there was with 50. 

Mr. CHRISTIANSON said the paper seemed to raise the whole 
question of standardisation of frequency, voltages, and phases. 
In his view, paralleling would not be a success until the 
question of voltage regulation was dealt with. Under the 
majority of the present voltages in this country the oppor- 
tunity for parallel running seemed very limited, and it 
appeared that before anything could be done on any large 
scale we should have to adopt very much higher voltages, 
probably of the order of 50,000. There were considerable 


difficulties in linking-up with the present voltages which 


would be reduced with the higher voltages. 


Mr. T. Rorss said the chief engineer whose office was a mile 
away from the works had little opportunity of observing the 
paralleling; the sport and fireworks were left to his assistants. 
He remembered the old days when it used to be a question 
not only of paralleling the alternators, but also paralleling 
the engines. He had never heard of any trouble in paralleling 
in connection with the Bradford works. As to the matter of 
periodicity, he did not think there was likely to be much 
trouble in Yorkshire. He did not know of a single under- 
taking in that district which had not 50 periods, and that 
would get over a large amount of trouble in the early days of 
interlinking. The question of what was to be the periodicity 
of the super-station which was now talked about was a matter 
that should be very thoroughly looked into before any super- 
Station was put down for any special district. As to the volt- 
age of transmission, he did not think much could be done 
with the present voltage of 6,000. If there was going to be 
any linking-up with the larger stations to effect any useful 
‘purpose, such as a saving of plant, a question of serious con- 
sideration would be what was the highest voltage which could 
be used with cables which could be procured. So far as he 
could find out from the makers, 33,000 was about the highest 
voltage they would guarantee. Thev would make cables for 
40, volts, but if they did they would want the consumer to 
share the risks with them. 

Mr. W. M. SELvEY said he had occasion lately to go into 
the question of transmission, and he realised the importance 
when one was linking-up two stations of ascertaining. to begin 
with, for what purpose they were being linked up. The object 
of linking-up nowadays was an attempt to increase the 
economic factor by supplying a smaller station at such times 
as that smaller station itself could not generate, and the 

cable between them should, therefore, be called a transmitter. 
If it was a long cable, they had to consider that transmitter 
as if the small station was a consumer. They had to consider 
the amount of power they had to send down, and unless they 
made use of the transmitter in the same sense that they 
would if they were supplying a customer there was very 
little economic justification for it. If they were going in for 
ng-up, it was not a question of linking-up two stations, 
beat one of linking-up а number of stations, and as soon ав 


they got to linking-up more than two there were quite a 
number of new problems. The fact seemed to be that the 
only solution of the question of linking up power stations 
was that one main station should do the bulk of the work and 
take the responsibility, and the smaller stations should run 
at 100 per cent. load factor and take practically no responsi- 
bility at all. On the whole, linking-up was the right thing, 
and there was no doubt the problems would be solved. 

Mr. WirLsoN HARTNELL said there must be some standard · 
voltage. He thought also that Mr. Peck should presently 
look into the question of cost. 

Mr. NORMAN STELL said one of the great factors to be taken 
into account was the life of the cable. 

Mr. J. E. SronR said he thought that until they could get 
forward with the higher pressure cable work there would not 
be much headway. He thought the cable manufacturers 
would have to consider more not what they would make or 
guarantee, but what the consumer was going to call for. 
With high voltages and some method of correcting power 
factor they would be better able to deal with the inter- 
ccnnecting problem. 

The CHAIRMAN said that the point might be overlooked that 
the cost of interconnecting and the troubles which were 
always incidental to it might make it not worth bothering 
with. The monev might, perhaps. be far better used if it 
was admitted that, in certain small stations, much better 
results might be obtained if they were simply used as dis- 
tributing centres rather than to aim at the 100 per cent. load 
factor which Mr. Selvey referred to. | | 

Mr. Peck, replying to the discussion, said that had 
been one of the most peaceful meetings he had had, for, 
contrary to some of his previous experiences, they all seemed 
to think that this paralleling business was easy. There seemed 
to be two classes on the question, one headed by the Editor 
of the Electrical Times, who seemed to believe that there was 
some wonderful mystery which made it impossible to operate 
in parallel, and the other class perhaps best represented by 
Mr. Fedden,* who had a communication in the ELECTRICAL 
REVIEW in which he said he did not see what all this talk 
was about, because he had been operating in this way for years 
past. As to the higher voltage for linking-up, he thought it 
was purely a question of balancing the cost of the extra 
copper against the increased cost of high-voltage cable and the 
transformer which would be required. Where the power 
stations were located long distances apart 16 would be neces- 
sary to go to higher voltages, but in other cases he did not 
see why the connecting cable of 6,000 volts should not afford 
a great amount of relief where stations were overloaded. He 
had purposely avoided dealing with the question of costs be- 
cause that had been done in the report issued by the com- 
mittee of which Mr. Robertson, of Salford, was secretary, 
and Mr. Woodhouse was a member. This committee had 
worked out the case for linking-up in Lancashire, and made 
out a very excellent case. He scarcely considered himself 
capable of dealing with the question of the best kind of cable. 
The central-station engineers had much more experience of 
that than he had. 


THE EXPORT TRADE TO THE FAR EAST. 


THIS was the title of a paper read to the members of the 
BIRMINGHAM AND District ELECTRIC CLUB recently by Mr. 
W. G. L. Кри (President). He said that everyone con- 
nected with the Far Eastern business knew that previous to 
the war their greatest competitors were the Germans, 
although, even at that time, they were, in turn, feeling the 
competition of the Japanese in the low-priced articles of 
household commodities and apparel. In his opinion, there 
was no doubt that Japan would become a great power in 
trade with China because of her close proximity, which meant 
low freights and transit charges. Then, again, Japan ceuld 
send her travellers to penetrate China, where the standard 
of living was somewhat of the same nature as that of Japan. 
Before he left China in April last year, Japan was making 
large quantities of electrical porcelain goods, flexibles, and the 
smaller sizes of cables. In other words, Japan lay at China's 
door, and the needs and peculiarities of the Chinese were 
better known to Japan than to any other nation. Some years 
before the present war broke out the General Electric Co., of 
Schenectady, built a factory in Japan to manufacture electric 
lamps and fittings, and some five years ago, when the 
Shanghai Municipal Council issued their specification for a 
year's supply of metal-filament lamps, the contract was 
secured by the Japanese works at а price that no British firm 
could touch. When he was in Shanghai, one could go into 
any electric sundries store and purchase & lamp for 1s. that 
one would have to pay 2s. 8d. for in Birmingham, and from 
what he was told by one of the Council's engineers the lamps 
made in Japan were superior to many of the British makes. 
This competition was very hard to fight against. They might 
also expect increased competition from America in engineer- 
ing enterprises in China. 

* See also the ELECTRICAL REVIEW of October 13th, Novem- 
ber 10th, &c., for the Editors’ opinions.—Ebs. 
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The Germans put a lot of money into the mining business, 
under Chinese names, because under the Chinese Mining 
Regulations only 50 per cent. of the capital was to be 
foreign, and the profits in the same proportion. "The Ger- 
mans, however, ignored this preposterous stipulation, and got 
the Chinese to pose as the capitalists, having an understand- 
ing with the Chinese that they, the Germans, were to do 
the exporting of the mine output, and that they should 
import the machinery for the mine. This opened the way 
for the importation of all classes of cargo, the Germans being 
established by this means in many important centres in 
China. The Germans had also sunk much money in China in 
antimony mines, and were beginning to get it back tenfold. 
The Germans employed experts in every line of business, and 
. were not content to do business as commission agents in 

Shanghai, Tientsin, and Hankow. They sent their men right 
into the interior of China, and got hold of the actual pro- 
ducer of raw material and introduced to him imported goods 
of German manufacture. How could English houses hope to 
got the business out in China, or in their Colonies for that 
matter, when the English banks and commercial houses here 
at home were full of German clerks, humble looking, under- 
paid individuals, but who were in the pay of the big German 
banks and firms, say in Hamburg, and who knew what busi- 
ness was being done by their English employers? These 
clerks, as they went home to lunch or supper, dropped a 
code telegram to their employers in Hamburg or Berlin, with 
the result that the quotations given by the competing English 
and German firms in China were different by a point or so— 
the German firms getting the business. It was the same in 
the import trade from China to England; English banks and 
English firms full of Germans. One of the largest German 
firms in Shanghai, with a registered head office in London, 
and swagger offices in Hong-Kong and Shanghai, posed before 
Britishers in China as “all the same" English firm trading 
under our flag, traded on our social advantages, and undercut 
us with German goods at every turn. Was not it marvellous 
that we never saw how we were being bled to death? Why 
did the staffs in the German firms in Shanghai always have 
to work later than the English and French firms? Because 
they had to put in an hour or two extra in drawing up 
secret reports to send to their principals, giving particulars 
of what they had heard from their English and French friends 
at the clubs. The Germans considered anything was worth 
looking into, and passed business on to one another. Not 
so the English firms. 

ritish manufacturers should get their goods on the Chinese 
market as cheaply as possible, making what the Chinaman 
wanted, not too good, but something that would last a 
reasonable time. As it was quite an expensive business for 
an English firm to send a representative to China, he would 
suggest that, say, five or six British firms who made some- 
what similar machinery should combine and send a smart 
Britisher out to China as their representative to work under 

a British firm of merchants in China, who would act as the 
combine's agents, having offices in some principal centre, 
such as Shanghai, Teintsin, or Hankow. The representative 
should not be ‘a pure salesman, but a man who had been 
through the shops and knew his business thoroughly. Manu- 
facturers in this country, failing to form a combine, and 
being unable to send out their own representative, should 
co-operate with firms already established in China who knew 
the country and the trade routes. Travellers for home manu- 
facturers were not so effective as a locally established repre- 
sentative. The Chinese liked to deal with a Britisher who 
had an established Chinese Hong name, and they looked with 
suspicion upon a strange forcigner. 

He was often asked the question : Will the Germens get the 
business after the war? Personally, he did not see that there 
was anything to prevent them, especially if they could under- 
sell us and give the Chinese long credits again. They probably 
had not been able to do much business during the war, but 
they were ''carrying over," so to speak, with the Chinese. 
They had kept their staffs going at reduced pay. The 
Chinese would be only too glad to take advantage of the 
foreign commercial situation. The Germans had been keep- 
ing their trade going by using American firms, and but for 
the shortage of tonnage on the Pacific and the congestion of 
freights on the American railways, this would have been very 
serious for us. Unlimited capital expenditure was the only 
way to capture profits anywhere in the world, and, after the 
war, we should have to face competitors using money they 
had made out of us during the war, using German methods 
of business. If English capitalists would put money into 
development work in China, and with our financial whip- 
hand at Pekin this was more possible for us than any other 
nation, something would be done to Кесер their trade going, 
because the development work would give them good face 
with the Chinese and combat the idea that we were short 
of money. He had always found the Chinaman a good man 
io do business with. His word was practically as good as his 
bond, although that trait of his would die out, and was 
probably not so good as it was 20 years ago. A Chinaman 
delighted in a bargain, and it was no use, whether one was 
bvving or selling with him, one must be prepared for & bar- 
gain. The Chinaman knew three classes of cargo; he preferred 
the English if he could afford it. Say it was priced at 75 
cents at an English Hong, 60 cents at a German, and 40 cents 
at a Japanese. The Chinaman would buy the German article, 
because, at anv rate. it was foreign goods, and though it 


might not last as long as the British goods, it was what he 
wanted; and, besides, the extra 15 cents might be just beyond 
his means, though he would not descend to the trashy 
Japanese article. To the uneducated Chinese the German 
could always pose as an Englishman, the foreign names con- 
veying nothing to the Chinaman. The German used their 
language in business in Shanghai, as in other places in China. 
To his mind it was extremely probable that German compe- 
tition would be keener after the war was over, and as it 
would require more export business than ever to bring more 
money into the country, it was up to Britishers to fight Ger- 
many on their own ground, using better methods than they 
did. They must meet German competition and secure for 
British Labour and Capital a fair share of what must in 
time be an important and expanding business, especially as 
China developed her mining and industrial resources. 

British houses who were at present established in Chins 
and could handle engineering and machinery on an extensive 
scale could almost be counted on the fingers of one hand, 
but they were principally firms of good financial standing 
with branches in many parts. China was a huge country, 
and in many of the provinces the British had not touched it at 
all. So Germany had had no competition to fight except 
among themselves, and consequently had been able to secure 
full margins of profit. Germany after the war would have 
to devote her attention in a greater degree to such neutral 
countries as China, where there was no sentiment against her, 
and they could only hope that she would be so crippled 
financially that her banks and finance houses would not be 
able to accord the long credits and the exceptional facilities 
to her merchants that were formerly in vogue. 


CORRESPONDENCE. 


Letters received by us after 5 P.M.' ON TUESDAY cannot appear until 
the following week. Correspondents should forward their communi- 
cations at the earliest possible moment. No letter can be published 
unless we hare the writer's name and address in our possession. 


Recruiting Skilled Engineers. - 


I was much interested in your remarks in the leading columns 
of the Review of Friday last, re Diesel engine stations, which, 
unfortunately, I have had no time to glance through until to-day. 
I am not sure whether by chance one of the stations you refer to 
is Newcastle-under-Lyme, but, if not, perhaps the enclosed informa- 
tion may be of interest :— 

Plant.—6 engines (2 Diesel and 4 gas). : 

Staff.—Chief engineer, aged 33, married, passed for C3 service ; 
senior assistant, aged 33, married, passed for B2 service; gecond 
assistant, boy of 17 years of age; junior assistant, попе ; Jo)nter 
and main assistant, none; power station fitter, none ; engine driver, 
age 40, married, passed for Cl service : engine driver, over age : 
general labourer, none. | | | 

- With the above staff we are attempting to keep things going. 
My senior assistant having, fortunately, served his time ава fitter, 
is running shift and alse doing the fitter's work, and in his spare 
(sic) time assisting me with the outside work. 

At the last meeting of the local tribunal it was suggested by the 
Military Representative that the engine driver could easily and 
quickly be replaced by a woman, and that a woman could also, 
with a little training, take the place of my one and only qualified 
assistant. | 

‘omment is, I think, unnecessary. I may say that I only suc- 
ceeded in getting two months’ exemption for each of these men, 
which means, of course, that we must, as you state, inevitably ghut 
down if further exemption is at any time refused to either of the 


men in question. A. J. C. De Renzi, 


Borough Electrical Engineer. 
Newcastle-under-Lyme, 
December 13th, 1916. 


Breakdowns of German Plant. 


With reference to your comment on “ Breakdowns of German 
Plant" in your issue of the 1st inst., whilst agreeing with the same 
I think the end desired will never be attained until our own mant- 
facturers wake up to the fact that they owe something more to 
their customers than merely delivering the goods. Complaints 
of faulty workmanship or working should receive prompt atten- 
tion. and any alterations found necessary should be carried out 1n 
a speedy manner and not at the expense of the customer ; eepecially 
should that be done where manufacturers have turned their atten- 
tion to new types of plant of which they have had no practical 
experience. Your mention of Mr. Edgcome's experience is unfor- 
tunate: 1 have here two foreign (not German) engines, which 
certainly required some alterations made at first; these ни 
promptly carried out at no expense to ourselves. On the ot : 
hand, the first English-built engine of this type, which we installer 
in October, 1913 (one of the first they made), has given no end of 
trouble, the general reply to our complaints being lack of attention 
or suggestions of inexperience ; finally, the engine has been dis- 


mantled since May last, and although we (to save expensive law 
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costs) agreed to pay half the cost of the repairs, we are still without 


the use of this engine. 
Wake up our own manufacturers to their responsibilities ; when 
that is accomplished they need not fear German competition. 


Н. L. Alderton. 
Electricity Works, Guildford, 
December 13th, 1916. 


Everyone appreciates your endeavours to forward the interests of 
the British engineering trade by bringing "together a number of 
instances" of faults in German design. One feels an immense 
amount of enjoyment at the instances quoted, but the joy is tempered 
by the reflection that the full uses of a specification are not yet 
appreciated, or we should not see the buying of plant which is 
admittedly against correct modern practice and experience. It is 
not to be wondered at that “engineers who have been bitterf are 
not proud of their scars, and are apt to conceal them jealously," if 
their scars are analogous to some of the reported instances. 

In the account of the breakdown of a 5.000-KW. A.E.G. turbo- 
alternator it is stated “the blading was found to be of an alloy 
containing an excessive proportion of nickel— over 31 per cent. — 
a material well known to be unfit for use, especially with super- 
heated steam." І submit that by keen carryiny-out of a properly 
drawn specification such an error would not occur. 

In the address on “The Power Supply of the Rand.” by Mr. 
Bernard Price, and with reference to the complicated winding on a 
large alternator. one assumes in such a case that designs would be 
submitted with tenders. and " studied " by the intending purchasers : 
or is it merely a case of buying a “pig in a poke.” and then 
complaining of the badness of the " German ріє 

In the instance of steam pipes. one wonders what—yes—what 
ordinary mill mechanic would have installed such pipes: it is 
apparent that the art of combining practice with theory in a 
common-sense way is still not understood. 

In the case of the four A.E.G. transformers which were found to 
be so " badly designed that the purchasers decided to have them 
reconstructed and re-wound before even putting them in service," 
surely, by the adoption of a proper procedure and scrutiny, such a 
drastic series of operations could have been avoided. 

Finally, I submit that British engineers- in accepting the above 
examples of German engineering, do not add to our national engi- 
neering reputation, and, after reading your account. one is left with 
the impression that expensive plant is still bought by some people, 
like anyone would buy a pound of tea or sugar. 


Leeds. 


[With regard to the Melbourne turbine and the transformers 
which had to be rewound before use. it should be noted that these 
were all delivered just before the outbreak of war, and oonse- 
quently it was not possible to call the German makers to account 
for any departure from specifications. 

The excuse offered by the A.E.G. for the excessively complicated 
winding of their rotors and the impossibility of rewinding them 
outside the makers’ workshops, was "that the workmanship and 
design were such that breakdowns, and consequently the necessity 
for rewinding, were impossible" ! 

So far as the record of disaster on the Rand is referred to in the 
last paragraph of the above letter, we believe the British engineers 
hád no choice in the matter ; the Germans held the debentures of 
the company, and stipulated that the plant should be purchased in 
Germany. For this scandalous condition the reluctance of British 
capitalists to finance the undertaking was responsible.—Eps. 
ELEC. REv.] 


John Stansfeld. 


= 


A War Bonus for the Managerial Staff. 
£1 WORTH 128. 6p. 


LIVING 60 PER CENT. DEARER THAN BEFORE THE WAR. 


Board of Trade figures issued last night show that retail 
prices of food on December Ist were about 3 per cent. higher 
than a month earlier. 

It is estimated that the average increase in the cost of living 
of the working classes between July, 1914, and the present 
time, taking food, rent. clothing, fuel, and light into consider- 
ation, is about 60 per cent. Disreyarding increased taxation, 
that means that the sovereign is worth 12s. 6d. 

—From the Duily Wail. December 16th. 1916. 


Is there no room for improvement in dealing with the man 
who does not perform the manual labour of the works but is 
the brains ог the buainess-getter of the organisation ? 

—Extract from paye 647, THE ELECTRICAL REVIEW. 
December 15th, 1916. 


Most of the electrical engineering firms are now controlled. 


establishments. 

Provision has been made in the Ministry of Munitions Acts for 
an increase of at least 20 per cent. above the average profit for the 
Standard period. This provides for an increase in dividends for 
in shareholders, whereby they meet the increase in the cost of 
iving. 

Provision has also been made in the Munitions Acts whereby the 
Minister can authorise a war bonus for the managerial staff. All 
that is necessary is that an application be sent by the controlled 
establishment management to the Minister of Munitions for the 
Permission to pay such a war bonus. 


Some applications have been made and granted, so the principle 
has been approved. 

No doubt it is just an oversight that other applications have not 
been made ; but it is just such oversights as pive point to the 
observation quoted above from THE ELECTRICAL REVIEW. 

Those occupying positions of responsibility feel that on matters 
of this kind the initiative should come from the management. and 
that there should be a recoynition of the fact that the increase in 
the cost of living has equally affected the brain worker as well as 
the manual worker. 

No doubt the publicity obtained by the insertion of this letter 
in your widely-read paper will cause some boards of directors to 
wonder why the point did not occur to them before, and they will 
hasten to rectify the omission. 


A Brain Worker. 


The Use: of Low-Grade Fuels. 


There seems to be an impression that, because it is technically 
possible to employ high-ash fuels in a water-jacketed gas producer 
fitted with an eccentric revolving grate to discharge the ash con- 
tinuously. such an indirect tiring method should be adopted for 
steam boilers. 

In the case of the colliery cited in the Report of the U.S. Bureau 
of Mines, there is nothing to show whether the gas is used in 
internal-combustion engines or not ; but the fact is very clear, that 
while it was technically possible to handle the low-;rrade fuel for 
which the revolviny-grate producers were installed, the reduction 
of unit capacity was prohibitive. 

The low-grade fuel was selected batts, 52°12 per cent. ash, 
1837 per cent. volatile matter, 6°99 per cent. moisture. only 5.065 
B.TH.U. per lb. ; but the fucl actually used was crushed and then 
washed, producing a fuel with only 24'60 per cent. ash, 28°75 per 
cent. volatile matter, 5'86 per cent. moisture. t869 B.TH.U. per lb. 

This actual fuel could obviously be burnt direct to great advan- 
tare on mechanical stokers, having not only continuous ash- 
discharge, but also continuous coal-feed, thus eliminating the 
manual labour of charging to producers. 

Prof. Fearnsides’ proposal to utilise the second-class coal of the 
upper Barnsley seam provides for its being screened and washed. so 
that it will contain as many heat units per ton as the best coal now 
brought into Sheffield. 

As every refuse-destructor plant evidences, there is no technical 
difficulty in raising steam from the direct combustion of low-grade - 
fuel ; but, on commercial grounds, the duty per unit of ‘pace is во 
small, and the labour cost so high, that even at collieries it pays 
much better to screen and wash out excess dirt, rather than to 
handle alarge proportion of incombustible matter with the fuel. 

A favourite size unit water-tube boiler raises 50,000 10. super- 
heated steam. involving the efficient direct combustion of three 
tons of good slack coal hourly; this is easy duty for a 12-retort 
continuous-cleaning grateless underfeed stoker, 20 ft. wide, which 
can be applied to a boiler of 23 ft. outside width, with depth for 


. Stoker plus boiler from 17 ft. upwards. 


For an equal duty with indirect firing of the same boiler by 
producer-yas plant of 75 per cent. efficiency, the fuel and ash 
would be one-third more, and the space and cost would be 
prohibitive. | a 

The revolving-grate gas-producers with washers, shown in the 
Report of the U.S. Bureau of Mines, are 2 metres, say, 6 ft. 8 in. in 
internal diameter, and occupy a space of 7 metres, viz., 23 ft. wide. 
Assuming that each producer can gasify one ton of coal hourly, 
this means that four such producer units would be required for the 
23-ft. water-tube boiler, raising 50,000 10, of steam hourly. 

Instead of mechanically handling 3 tons of coal hourly by a 
single 12-retort stoker for direct combustion, and discharging the 
ash continuously, the indirect firing method would involve the 
manual charging of 4 tons of coal hourly to four separate gas- 
producers, with mechanical discharge of ash alone. 

The thermal efficiency of direct-firing with modern mechanical 
Stokers leaves no scope for improvement ; and stokers assembled 
from any number of retort-units permit unlimited unit-capacity of 
boilers. 

While the 12-retort stoker for 3 tons of coal, or 50,000 lb. of 
steam, is a good example of modern central-station practice, one 
plant alone has five double-ended boilers, each with two 15-retort 
continuous-cleaning stokers, two and a-half times that capacity. 

It is perfectly possible to burn high-ash coal on such stokers ; 
but, whether for stokers or for gas-producers, dirty coal means 
reduced unit capacity, and therefore it pays far better to screen 
and wash out excess dirt at the colliery, and to employ good quality 
fuel. 


Erith's Engineering Co., Ltd, 
London, E.C., December 18th, 1916. 


Heat Standard for New York Gas.—The Public Service 
Commission for the Second District of New York has made an 
order fixing heat units instead of candle-power as the standard of 
value for artificial gas. Hereafter gas must average 585 B.TH.U. 
per cb. ft., instead of 16, 18, or 20 C.P.. as heretofore. With the 
universal substitution of electricity for lighting, the Commission 
finds that gas is more and more being developed as an agency for 
cooking, heating, power, and other industrial and domestic purposes 
where heat value is of supreme importance and illuminating power 
of no consequence whatever. - E/ecfrical World. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


UNITED KINGDOM AND CERTAIN FOREIGN COUN- 
TRIES.—A Supplement (Part I) to the Board of Trade 
Journal.of November 23rd contains complete lists of articles 
which, according to the latest information received by the 
Board of Trade, are prohibited to be exported from Den- 
mark, France (including Algeria), Greece, Italy, Japan, and 
the Netherlands. ` This Supplement also contains the com- 
plete list of articles which are prohibited to be exported from 
the United Kingdom. A further Supplement (Part II), issued 
on November 20th, contains similar lists for Norway, Por- 
tvgal, Roumania, Russia, Spain, Sweden, and Switzerland, 
and this Part contains also a copy of the United Kingdom 
The information given 
in these two Supplements supersedes that given in the 
Copies of the 
(post free 


Contraband List complete to date. 


Supplement published on August 17th last. 
Supplements may be obtained, price 3d. each 
34d.), from Messrs. Wyman & Sons, Fetter Lane, E.C. 


PROTECTORATE OF SOUTH-WEST AFRICA.—By a Pro- 


clamation dated July 25th, the Union of South Africa Act No. 


37 of 1916 is made applicable to the South-West Africa Pro- 
tectorate, the effect being to put the Customs and Excise 


Tariffs of the Union and the Protectorate on a uniform basis. 
[The alterations effected in the Union Tariff by the Act 
above referred to, so far as they affect electrical goods, were 
indicated in the Enectrican Review of September 15th. ] 


TANGA (EAST AFRICA).—From an official notice pub- 


lished in the Zanzibar Gazette it appears that an import duty 


of 10 per cent. ad valorem has been fixed for all goods enter- 


ing the Port of Tanga. 


"GERMAN" EAST AFRICA.—According to a telegram 
received at the Colonial Office from the Government of the 
East Africa Protectorate, a specified portion of the territory 
known as German East Africa was opened to traders on 
December 1st, subject to local regulations. 


FRANCE.—A Presidential Decree, dated October 25th, pro- 


vides that, from December lst, import and export declara- 


tions relating to goods dutiable by weight, by number, or 
by measure, or to goods which are free of duty, must specify, 
for statistical purposes, and in addition to the particulars 
required for the application of the Customs Tariff, the value 
of the goods at the place and time of presentation to the 
French Customs Authorities. 


RUSSIA.—It is announced in the official Torgovo Promysh- 
lennaya Gazeta of Petrograd that the importation of all goods 
on private account into the Russian Empire, vid Vladivostock, . 


except those connected with Government requirements, 18 
at present prohibited. While this prohibition is of a tem- 
porary character, it is impossible to say how long it will 
continue, as the period must depend upon the amount of 
Government material to be railed and on the capacity of 
railway conveyances. Applications for permission, in each 
separate case, to import goods for the requirements of the 
Government are to be addressed to the Department of Trade 
at the Ministry of Commerce, Petrograd. 


BRAZIL.—Telegraphic information has been received at the 
Foreign Office from H.M. Minister at Rio de Janeiro, to the 
effect that the Brazilian Budget Bill for 1917, which has 
already been passed by the Chamber of Deputies, but has still 
to be approved by the Senate, proposes that the proportion 
of alt import duties which must be paid in gold shall be 
raised from 40 per cent. (the rate fixed by the Budget Law 
for 1916) to 55 per cent. This proposal would in effect increase 
the amount of duty leviable on goods imported into Brazil 
by 124 per cent., at the present rate of exchange. Should this 
provision be incorporated in the Budget Bill as passed by the 
Senate, the new rate will come into force on January Ist, 
1917, and will apply to all goods not actuallv presented for 
clearance in the Custom houses on or before December 31st, 
ae ee of the date of arrival of such goods in 

razil. 
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NEW PATENTS APPLIED FOR, 1916. 
(NOT YET PUBLISHED), 


Published expressly for this journal by Messrs. W. P. TnowrsoN & Co., 


Electrical Patent Agents, 285, High Holborn, London, W.C., and at 
Liverpool and Bradford. 


17.361. “Cooling by means of convection of air or pressure of air the 
central electrode of sparking plug for igniting gas in internal-combustion 
engines.” F. Моктасн. December 4th. 


17,373. “ Jointing electric furnace electrodes.” V. Stosie. December 4th. 
17,388. ''Galvanometers." E. E. FOURNIER p'ALBE. December 4th. 
17,393. Ө Electrically-operated signal indicaiors for mine haulage, winding, 


&c." J. P. Forster. December th. 


17.415. *'* Commutator brushes for electric motors, dynamos, &c." 
Mintow. December 5th. 


J. H. 


' ruary 19th, 1916. 


17,433. ** Electrically-heated gas jet." Н. A. Ewen. December 5th. 

17,450. '' Systems of electrical distribution,” Н. A. Сш. (U.S. Light and 
Heat Corporation) December 5th. 

17,451. © Dynamo-electric machines.” 
Corporation). ^ December 5th. 

17,452. “ Variable-speed generators and storage-battery systems," Н, 4 
Gnu (U.S. Light & Heat Corporation). December 5th. | 

17,453. '' Systems of electrical distribution." Н. A. Guu (US, Light and 
Heat Corporation). Deccmber 5th. 

17,454. '' Dynamo-electric machines." 
Corporation). “December 5th. 

17,476. “ Method for multiplying frequency of electric currents," Мар. 
CONI's WIRELESS TELEGRAPH Co. & I. SHOENBERG. December 5th. 

17,907. ‘* Electrical discharge devices.” BRITISH THoMson-Hovstos 
(General Electric Co., U.S.A.). December 6th. ыы 

17,513. ** Steering gear for vehicles." E. C. R. Manks (Mercu M Р 
turing Co.). December 6th. та 

17,526. “ Electric annunciator systems for calling attendance." 
Rocers. December 6th. E Шс. 


17,527. “ Electrical projecting apparatus." Е, О, Reap & L. Сромсь 
December 6th. 


17,928. *'' Dynamo-elcctric machinery." ~E. S. G. Ress & W. ARMISTEAD, 
December 6th. б 


17,529, * Machine for conversion or simultaneous production of alternating 
currents of different frequency." BERGMANN ELKKTKICITATS WERKE AKT. Ges. 
Decen ber 6th. (Germany, December 8th, 1915.) 


17,536. *“ Current generators for telephonic, &e., calls,” J. B, Naseres. 
December Gth. 
G. Girs. 


17,539, ** Electric capacity." 
December 9th, 1915.) 

17,553. *“ Electrical switches." В, W. Ви. December 7th. 

17,972. “ Electrical fire alarm.” Н, VERNON. December 7th. 


17,588. “ Elcctrical discharge tubes,"  Bratisn Тномѕох-Носѕток Co. 
(General Electric Co., U.S.A.). December 7th. 


17,990. *' Electric filament lamp." A. C. W. Арыз & F. А. WANKLYX, 
December 7th. 


17,681. “ Dynamo-electric machines.” Вин Тномѕом-Носѕтон Со, 
(General Electric Co., U.S.A.). December 8th. 
17,593. “ Apparatus for operating door bolts, &c., by clectrical means," 


E. C. R. Marks (Suddeutsche Telefon-Apparate Kabel-und Drahtwerke Akt. 
Ges.) December 7th. 


17,603. Detection of earth connections in electric cables." 


Н. A. Сш. (U.S. Light & Heat 


Н. А. Сш. (U.S, Light & Heat 


December Gih. (Switzerland, 


С. Guss. 


- December 7th. (Switzerland, December 9th, 1915.) 


17,626. *“ Dynamo-electric enerators, and reversing mechanism therefor.” 
J. Stoxe & Co. asp A. H. Darker. December 7th. 


17,666. ** Method of preventing sparking in electrical machines.” J. G. P, 
Тномаѕ & Тномаѕ Transmission, Lip. December 8th. 


17,669. “ Alloy." Е кстко METALS Propucts Co. December 8th. (U.S.A, 
September 29th.) 


17,081. '' Dynamo-electric machines.” British Tuomson-Houston Co. 
(General Electric Co., U.S.A.). December 8th. 


17,702. * Electric ovens, hot cupboards, &c.’’ J. S. Lancrorp. December 
8th. (New Zealand, January 14th.) 


17,709. * Electrical instrument for indicating instantaneous pressures or 
currents.” J. T. Irwin. December 9th. 


17,716. “ Electric fuses.” W. E. BRADSHAW AND CALLENDER's Case & Cox- 
struction Co. December 9th. 


17,739. “ Lighting fixtures.” BRITISH Tnomsos-Houston Co. (General 
Electric Co., U.S.A.). December 9th. : 


17,749. “ Wireless telegraph transmitters.” W. S. ENrwiSTLE & Marcosi 
WikrtEsS TELEGRAPH. Со. December 9th. 


17,732. '' Electric fire or radiator.” H. H. Berry. December 9th. 
boos—————— eee 
en 


PUBLISHED SPECIFICATIONS. 


1915. 


12,150. CONNECTOR FOR THE ADJACENT PORTIONS OF Two ов MORE ELECTRICAL 
WIRES, CABLES, OR THE LIKE. A. H. Fargo. August 23rd. 


12,151. CONNECTOR or COUPLING FOR THE Арјасеҹт Ехр Portions or Two 
OR MORE WIRES, CABLES, OR OTHER Mempers. A. Н. Fargo. August 23rd. 


13,504. ELECTRICAL DISTRIBUTION Systems. E. T. Williams. September 22nd. 


14,769. WIRELESS SIGNALLING SYSTEMS. British Thomson-Houston Co. (Gene- 
ral Eectric Co., U.S.A.). October 19th. | 


16,336. ELECTRO-DEPOSITION AND EXTRACTION OF ZINC. 
J. N. Pring. November 19th. 


16,443. METHOD OF AND APPARATUS FOR PRODUCING AND DISTRIBUTING ELEC- 
TRIS CURRENT Waves. British Thomson-Houston Co. (General Electric Co., 
U.S.A.) November 22nd. 


16,464. DyNamo-ELECTRIC ` MACHINERY. 
Boveri et Cie.) November 22nd. 


16,476. ALTERNATING-CURRENT Motors. А. Н. Neuland. November nd. 
16,846. Execrric Switcnes. E. T. Brook & G. H. Bishop. November 30th. 
16,994. Evecrric Heat Rapiators. А. Е. Berry. December 2nd. 


18,114. MetHop оғ ELECTRIC WELDING. D. H. Wilson. December 29th. 
(July 9th, 1915.) 


J. C. Tainton and 


E. C. Eboral (Akt. Ges. Brown, 


1918. - 


The numbers in brackets are those under which the specification will be 
printed and abridged, and all subsequent proceedings will be taken. 

572. ELECTRIC Street Pittar BOXES AND SIMILAR ErrcTRICAL Erections. В. 
Welbourn and British Insulated & Helsby. Cables, Ltd. January 13th. 
102,163. 

679. таз се FOR ELECTRIC SWITCHES AND СоммЕСТІҸС Apraratus. Н. Е. 
Mitchell. January 15th. [102,167 .] 
1,278. ErEcrRoLvTIC. Battery. 

1915. [100,264] 
© 2,114. Evectric Switcnes. R. Н. Williams. February 12th, 1916. [102,194] 

2,478. ELECTRIC CONDUCTOR GRIPS FoR RELIEVING тне CONNECTION OF SUCH 
Coxpuctors with Егесткіс FITTINGS FROM PULLING STRAIN. S. Fildes. Feb- 
[102,188.] i 
2,896. ELECTRICAL SOUNDERS, HOOTERS, OR 1HE LIKE FOR TELEPHONE OK 
OTHER PURPOSES. E. A. Laidlaw. February 26th, 1916. [101,753.] | 
6,005. Dry CeLLs AND BATTERIES THEREOF. С. Е. Burgess Laboratories. 
May 28th, 1915.  (100,586.] | 916 
6.329. "TELEGRarnIC TRANSMISSION Devices. R. d'Antonio. May 3rd, 1916. 
102,214. _ 
| кш E Apparatus. С. Е. Campbell. August 7th, 1915. [101,143.] 
8,359. ELECTRIC Arc Lamps. British Westinghouse Electric & куло ха 
ing Co. (Westinghouse Electric & Manufacturing Co., U.S.A). June 13th, 
1916. [102,991] е 
8,470. DEVICE FOR ATTACHMENT TO THE SraRKING PLUGS or PETROL AND THE 
LIK? ENGINES FOR AUTOMATICALLY CLEANING AND COOLING THE SrakKING POINTS 
os мен PLucs. A. E. Lamkin. June 5th, 1916, [102,229] 


MacKay Copper Process Co. April 9th, 
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burdens which may be ours for years to come. 


GOVERNMENT ASSISTANCE FOR OUR 
FOREIGN TRADE. 


Іт will be remembered that the late Prime Minister 
appointed a Sub-Committee of the Cabinet to consider the 
question of reconstruction after the war. "The changes in 
the Cabinet, we suppose, necessarily involve a change of 
personnel in that Sub-Committee, апа though the member- 
ship of the House of Commons has not materially altered, it 
is safe to assume that the conclusions arrived at by those 
who advise Parliament concerning reconstruction policy, 
wili not now be the same as they wonld have been if the 
Lloyd-George spirit had been suppressed. It is universally 
understood that the present Cabinet has been formed for 
the purpose of bringing the warto a victorious end with the 
utmost expedition, but while its members are bound to be 
very busily occupied with their individual tasks, they will 
not be able to leave Reconstruction measures out of 
account ; indeed, the announcement of a great Empire 
Conference to be held in February is a proof of their 
desire to deal promptly with such subjects. There are 
more business and industrial men in the Government 
than we have ever had before, and they will not be in the 
mood for wasting time in academic discussions. Further- 
more, they have in a number of cases already expressed 
views on trade policy which will cling to them, and, to put 
it mildly, those views are not less advanced than were those 
of either Mr. Asquith or Mr. Runciman. The Sub-Com- 
mittees that have been, and in some cases still are, sitting, 
will send up their considered reports as to what measures 
should, or should not, be taken in order to safeguard our 
industries after the war, and the conclusions of the Paris 
Economie Conference will, together with these, ultimately 
settle what certain aspects of our Empire and inter-Allied 
trade relations will be, while such matters are almost certain 
to find a place in whatever “terms” are eventually made 
with the enemy. To our mind, however, none of these 
matters need interfere with, or be affected by, measures that 
require to be taken for, securing long-needed and long- 
called-for measures of reorganisation of the machinery 
available in certain Departments of the Government for the 


promotion of British trade in foreign countries. Therefore, 
we do not consider it premature to urge upon the 
attention of the Government the recommendations, to which 
we only briefly alluded last week, of the Federation of British 
Industries. 

The Federation lays it down, and everybody in trade 
or industry must surely agree with it, that after-the- 
war conditions will render it a vital necessity for British 
productions to secure a greatly increased sale in foreign 
markets in order to assist us in carrying the financial 
In all 
probability that necessity will exist for Allied and Enemy 
countries alike, though not to the same extent in all cases. 
It is reasonable, therefore, to anticipate increased severity 
of competition 1n some markets, though we shall be able to 
rely upon larger trading relations with our own Colonies 
and dependencies and with some of our Allies. Reorganisa- 
tion leading to greater governmental sympathy with, or 
encourazement of, foreign trade has been called for for 
many years. The demand has expressed the common 
sentiment of business men, but the revelations and con- 
sequences of the war have brought it nearer to practical 
realisation. All drastic change is not necessarily good, but 


‘ 
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this is one of the alterations which seems to us to call for 
expeditions handling. The mere criticism of Government 
Departments, the mere demand for a general change, or the 
supposition that some new Ministerial appointment or 
other will solve our problems, are only of use up to a 
certain point. · They have sometimes drawn the question ; 
* What, then, do you suggest that we should do that we 
are not doing already?” That is the officia] attitude 
as we have sometimes met it, and if propositions have been 
proffered, there have been some departmental or political 
obstacles standing in the way of reform. Now, however, 
with an altered national attigude toward, and anxiety for, 
trade, and with a disposition of the nation to look to 
Whitehall and Downing Street for industrial encourage- 
ment, the atmosphere is a. suitable one in which to consider 
detailed proposals; and this being so, the scheme 
elaborated by the Federation of British Industries, and 
the recommendations of the Special Committee of the 
Executive Council of the Association of Chambers of 
Commerce, have made a most timely appearance. The 
Federation suggests certain broad principles which are con- 
sidered essential to any successful reorganisation of 
Governmental Commercial Service. Separation and over- 
lapping have been weaknesses which have stared most of us 
in the face, and have explained some past inefficiences. 
Therefore it seems right to suggest that there should be con- 
centration of control in a single department. The situation 
requires “а large scale organisation" under “active, 
vigorous, and homogeneous central control," and the Feder- 
ation favours по measures for tinkering with detailed 
reforms of existing organisations, but a “ fundamental 
reconstruction of the present administration." But how- 
ever large an organisation, and however homogeneous, it 
will not give the desired efficient service unless it be in the 
closest possible touch with the industrial and commercial 
community. We have emphasised this point again and 
again in our pages, urging that those who go abroad to offi- 


cially represent our national trade interests should be afforded 


the amplest possible facilities for steeping themselves in our 
industries and commerce by practical contact with them in 
suitable districts before they go. In a number of cases in 
recent years this practice has been followed, but the official 
whose days are all spent in Civil Service office life will be 
one of the first to admit that he is at a loss when he is met 
by the eager, live representative of some industry or other. 
In short, there is all the difference in the world between 
passing on in official document form some piece or other of 
-Informatign received from а correspondent, and affording 
valuable material as the result of a practical first-hand 
acquaintance with the actual parts of an industry itself. 
The more closely a new Department comes into touch with 
real manufacturing activity the more likely it is to be able 
to understand our national abilities, and to practically meet 
the needs of the manufacturer in respect. of information or 
other assistance. The point is so obvious, yet it is none the 
less important, because the obvious seems to have been too 
long inadequately appreciated. | 
The Federation holds that foreign commercial policy 
can only be successfully conducted as an integral and 
important part of general foreign policy, and that the 
Department charged with commercial duties should be 


the Department in general charge of Foreign Affairs. 


There are such questions as railway, loan, dock, and 
similar projects, and schemes for the development of 
foreign natural resources, likely to assume a large place 
in our affairs in the future, and these and all cognate 
matters should come under one Department of the Foreign 
Office. No divided control, no dual element, will do. 

The Federation considers that the Foreign Office 
should be responsible for the protection and promotion of 
all British industrial, commercial, and financial interests 
and activities in foreign countries, and for the collection 
and distribution of all information on matters connected 
with industry, commerce, or finance in those countries. 
Prompt and vigorous support of all efforts to secure con- 
tracts, concessions, or orders in such countries would be 
called for, and in these days of sacrifice the Federation 
recognises that this support may sometimes “entail the 
selection of one of several British competitors.” The 
Foreign Office may here be inclined to advise our firms 


to co-operate in these matters, instead of competing—have 
we not lost too many good contracts in foreign fields in 
the past because we have competed against each other the 
while the amalgamated foreigner has appropriated the spoils ғ 
It is also urged that only bona fide British firms should 
be accorded such support. “ It should be refused to all 
firms, whether technically British or not, which are in any 
degree under foreign influence.” This is excellent in spirit, 
but the Foreign Office Department will have to be very 
much alive, and will have to be furnished with very different 
records from those, if any, which existed in Government 


offices concerning either wholly or partly-owned companies 


before the war. In war time much valuable information of 
this character has been got together, more requires com- 
piling, and the black lists of war time will need constant 
revision, or there may be difficulties in ensuring that only 
the purely British trader is supported. But difficulties or no 
difficulties, our factories will call for orders and our workers 
for employment ; that fact must dictate our policy and the 
course of our departmental activities. The Federation 
suggests that there be left to the Commercial Department 
of the Board of Trade, to a Ministry of Commerce, or some 
other Department, the necessary organisation and control of 
industrial and commercial activity at Home, and the colle- 
tion of commercial intelligence respecting the Dominions and 
the Crown Colonies, but that the work of such Department, 
and of the proposed new Foreign Office Department, should 
be co-ordinated, and that there should be free and full con- 
sultation between them. Presumably it is regarded as 
impracticable to concentrate foreign and colonial commercial. 
matters in one Department. Short of that, there certainly 
will require to be efficient co-ordination and co-operation. 
Of course, all these and other re-arrangemente will 
involve large increases in national expenditure, but we 
have always advocated the generous policy in such 
matters, believing that the return will amply justify it. 
We need hardly follow the document through all ite 
propositions respecting the extra staff and accommodation 
required, the need for the staff to frequently visit 
industrial centres, and to accord intelligent, interviews to all 
British subjecta desiring to discuss foreign trade questions ; 
the appointment of representative Committees of Trades; 
the raising of rank of Commercial  Attachés ; the 
appointment of Commercial Counsellors (we dislike the 
term) attached to every Embassy and Legation; and the 
condition of appointment, promotion and training of all 
the officials. The spirit running through most of these and 
other parts of the document is to demand that men of 
suitable training and experience should be employed 
wherever it is necessary to render British traders assistance 
in the foreign markets, and that their status should be worthy 
of the importance of their calling, which is to ensure ample 
and prosperous activity for British factories and for British 
workpeople. · | | 
We cannot pass without special reference the conclading 
proposal, namely, that relating to the provision of a staff of 
experts. It is shown that as the knowledge and experience 
of the officers of the regular services must be general in 


. character, it will become necessary to provide means. for 


securing detailed and expert reports on particular trades, 
industries and markets. We have repeatedly urged the 
importance of this, and have noted in our conversation with 
Government officials how greatly they are at a disadvantage, 
because they are unable to discuss our own, or any one par- 
ticular industry, with a really intimaté knowledge. Save in 
quite exceptional cases the replies to our requests for 
information on the electrical trade situation have been £ 
vague as to be of little practical value. Yet the officials 
themselves can hardly be blamed, for we recognise that “ their 
regular services," as things now stand, must inevitably “ be 
eneral in character.” The Federation recommends that 
a large number of commercial and technical experts should 
be selected and employed on temporary missions, as and 
when required, to investigate and report upon industrial 
or commercial conditions or opportunities in particular 
mirkets and particular countries. These are so much like 
our own words that we need not say how heartily we 
endorse them. | 
We join with the Federation in strongly urging upen 
the Government the vital importance of taking immediate 
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steps to reorganise the present services, so as to be as 


ready as possible for future events; there are things left 
undone that ought to be done, and there is overlapping which 
ought to be avoided. M 

Whether or not the Federation scheme, either in part or 
in entirety, is adopted by the Government, it certainly 
forms an excellent basis for both discussion and action, 
and the organisation deserves the thanks of British industry 
generally for the full and serious attention that it has 
devoted to the matter. 


THE question of German competition 
in the wire-drawing industries has received, 
and is still receiving, the careful atten- 
tion its importaríce merits from the responsible heads of the 
leading British firms. Doubtless the question of American 
competition after the war, which is becoming one of increasing 
importance 18 also receiving the proper attention it deserves. 
The statistics Just received from the Board of Trade of 
American exports of fully-manufactured copper wire, strip, 
&c., exhibit, as they were expected to do, a heavy increase 
on pre-war figures. The fact that the war has thus benefited 
American wire manufacturers in some measure at the 
expense of British firms, is a circumstance inevitably arising 
from the exigencies of the situation, but the German wire 
mant facturing firms must have suffered, as regards their 
hitherto prosperous export .trade, in a still more: marked 
degree. The positions acquired by the American firms 
is now more than ever one of great strength, and the 
competition between British and American firms after the 


war is likely to be conducted on very keen lines. On the 
other hand, the position of British firms is, we believe, one 
of great strength, and the war has opened out for the 
immediate future fresh channels of trade for the home firms 
hitherto almost entirely monopolised by foreign manu- 


The Wire-Drawing 
[ndustries. 


Ѓасёцгега. With increased inter-organisation, and a still | 


closer co-operation of principles of mutual trade propaganda 
interests among the leading British wire manufacturers, the 
position for the future may be regarded with confidence. 


IN our issue of March 3rd last, a central 
station engineer of a reforming disposition 
drew attention to the extraordinary inethods 

adopted by some manufacturers in rendering their accounts, 
successive discounts such as 20, 10, 5, and 5 per cent. being 
deducted from the list prices, while in some cases, after 
several discounts had been deducted, 5 per cent. would be 
added to the amount on account of an advance in prices. 
It would seem that no business man would permit such а 
system to obtain in his counting-house without very good 
reasons indeed, and the practice is so common, that there 
must be some such excuse for its continuance ; even firms 
of the highest standing make use of the system freely, and 
: we have before us a recent example of this kind, in which, 
moreover, almost every item has both positive and negative 
discounts appended. One might think that **25 per 
vent, plus 5 per cent." meant 30 per cent. but it 
does not ; neither docs it mean 20 per cent. In the worst 
савез there are four arithmetical operations—three deduc- 
tions and one addition—to be carried out without even the 
aid of decimal coinage. Now, despite the argument that 
there surely must be good reasons for these manipulations, 
we know that they are not indispensable, for on March 31st 
we were able to state that Messrs. Henley had issued a price 
list showing net prices without any calculations at all. 
Again we commend this excellent example to the notice of 
all manufacturers, in the hope that by following it they 


will eliminate no small amount of wasted labour, and thus 
help to win the war. | 


Accounts and 
Discounts. 


* - 
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976 lamps, reading ** Work for Wausau.” 


ELECTRICAL SIGNS OF THE TIMES. 
[ COMMUNICATED. ] 


In these dark days and darker nights, those of us who are 
interested in electrically-illuminated signs can only possess 
our souls in patience and wait for better times. A glance, 
however, through the American technical Press will do 
something to raise our spirits ; for there we can read, with 
something approaching envy, of the progress of the electrical 
sign movement in a country where lighting restrictions, or, 
for the matter of that, any other restrictions, appear to be 
unknown. 

It is permissible to wonder whether the present universal 
upheaval will bring about a renaissance of public spirit in 
England, and whether our cities, towns, and villages will 
develop that spirit of municipal emulation which, judging 
from what one reads, i8 common in America. Will any 
English town or city be as bold as so many American cities 
have been, where they use electrical signs to prove that 
they are more progressive than their neighbours ? and also, 
so that no traveller shall be in any doubt in identifying one 
town from another, even if he pass through it by night. There 
are dozens of towns in the United States which vie with each 
other in displaying mighty electric signs blaz ning forth the 
names of the towns, with appropriate mottoes, and with all 
the ingenious flashing devices which tlie trade can supply. 

These town mottoes, or “slogans " as they are called, are 
apparently selected by means of local competitions, and 
when one reads the winning slogan one wonders, at times, 
what the “also rans" were like. For instance, we read 
that the city of Wausau, Wis., has recently dedicated an 
electrically illuminated sign 40 ft. x 38 ft., lighted by 
All the inhabi- 
tants of the city turned out to the dedication : there were 
processions, bands and speeches, and doubtless a great trade 
in ginger becr and ginger bread upon the side walks, for one 
feels somehow that so progressive a city must be in a 
prohibition belt. The flashing device is thus lucidly 
described :—** First the eagle and ribbons come on, fol- 
lowed by the torches, which are followed at an interval 
of 15 sec. by the wording, then all out, all on at once, all 
out, and repeat as before." Т6 reads rather like instruc- 
tions to knit soldiers’ socks, but is doubtless very effective. 

The city of Pottsville, Pa., is apparently not so important 
a place as Wausau, Wis., as its sign is only 20 ft. x 20 ft. 
The slogan is the inspiring one—* Pottsville, the Best Site 
on the Anthracite.” One feels that the inventor of this 
motto has a genius for rhyme and rhythm, which is destined 
for a larger field than Pottsville. 

Elyria, O., was, perhaps, more fortunate in its slogan, and 


certainly more ambitious in its sign, for it is 50 ft. x 36 ft. 


The lamps are in five colours, and it is wired for 
* scintillating effect." The slogan in this case is “ Elyria, 
the 100 per cent. city," which cryptic words rather leave 
one wondering, not only what they mean, but what the other 
suggestions in the competition were like. | 

Goldsmith's “ Deserted Village," had it but had the 
modern advantages of Wausau, Wis, Pottsville, Pa., or 
Elyria, O., might have been deserted no longer, and so have 
increased its sphere of usefulness. 

This municipal slogan sign business is not the only case 
in which the American electric sign manufacturer has an 
advantage over the English one. Even the churches out 
there do not object to draw public attention to themselves 
through the medium of the electric sign. Trinity Church, 
Cincinnati, O., has an “ enormous electric sign in the shape 
of a cross, 18 ft. x 8 ft., hung 12 ft. above the sidewalk." 
There are 250 lamps upon it, aud in 16 in. illuminated 
white letters on a blue background are spelt the words, 
* Trinity Church." “The completion of the sign was 
made: the occasion of impressive dedication ceremonies, 
attended by special music, and presided over by high church 
dignitaries, including several bishops. The sign is lighted 
every night." 

There are many people in England who maintain that the 
Church has fallen behind in its work, and that it requires 
rejuvenation. Doubtless the electrical sign manufacturers 
will be willing to take their share in the great awakening 
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when it comes ; it is possible that, as usual, we shall be too 
late, for as an electrical means of publicity the illuminated 
sign, with its quantity of small lamps and ingenious and 
complicated flashing devices, is not alone in the field. In 
America it is, in fact, just a little passé. The present rage 
is for “ flood lighting ”.; powerful lamps, more or less con- 
cealed, are by reflectors made to project a great flood of 
light on to the selected building, which thus stands out 
shining from its neighbours. The tower of the Woolworth 
building in New York is illuminated by the light from 600 
1,000-c.P. lamps, each mounted in a projector and fixed 
upon adjacent buildings. 

Hundreds of municipal buildings up and down America 
are lighted in this way. Shall we, when the reaction from 
our present lighting restrictions sets in, syuander the elec- 
tricity we have saved by flood-lighting St. Paul's Cathedral 
or the Bank of England? The effect would be somewhat 
startling to our insular ideas. There are people who 
suggest that many of our public institutions would be the 
better for more light upon them, but probably they are not 
thinking of the same thing. | 

One can conceive that English public taste might have 
some restraining effect upon the kind of building to which 
flood-lighting would be applied. For instance, we in 
England would probably consider that a public mortuary 
might be left in as much obscurity as possible. Even in 
these times, few of us are anxious to find our way there, 
and those within probably desire nothing better than to be 
left in peace. In the United States they look at these 
things differently. In a recent number of the Electrical 
World there is an account of the flood-lighting of a 
mortuary m Denver, Co. It appears that this mortuary is 
the property of one George Olinger, a Denver undertaker, 
We are assured that it has long been one of Denver's show 
places by day, and that Mr. Olinger desired that it might 
be made equally attractive by night. It seems a quaint 
notion, but in fairness to the proprietor it should be 
pointed out that “at the outset he stipulated that the effect 
must not be garish or cireussy " ; one likes the man for 
that. Apparently several schemes were tried ; the first 
one failed, ** for while the lamps illuminated the building 
effectively, the glare was objected to by persons coming 
from the building at night." 

One has an idea that the usual inhabitants of a mortuary, 
suddenly finding themselves able to get out at night, might 
easily object to the glare from the 56,600 с.Р. of electric 
lamps with which the front of the building was lighted. 
There seems something ghoulish about the idea to an 
Englishman, but Mr. Olinger assured the correspondent 
who describes the installation that it was ** the best thing 
in the way of advertising he had ever undertaken." 

From the above examples it will be seen that there are in 
England vast unexplored fields of usefulness for the electric 
sign, if only our local authorities will waive some of their 
out-of-date regulations, and if we will take some lessons 
from our American cousins. . 
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HIRE AND HIRE-PURCHASE SYSTEMS. 


[COMMUNICATED.] . 


ALL electricity supply engineers and managers are anxious, 
so far as may be possible, to extend their sources of revenue, 
and most of them have given attention already të the 
important question of placing various current-consuming 
apparatus on their mains under some form of hiring or 
hire-purchase arrangement. І 

Certain authorities have supplied motors under such 
schemes for many -years, whilst other apparatus that has 
thus furnished an additional and a remunerative income 
Includes ventilating fans, heating and cooking apparatus, 
and—in pre-air-raid days—are lamps. 

But if much attention bas been given to this form of 
revenue, it must be conceded that there is an immense field 
yet unexploited, and, in fact, it is not an exaggeration to 
say that only a beginning has been made in the development 
of what is possible and probable in this direction. 

While it may be argued that the present is not the most 
propitious time for capital expenditure, should such expendi- 


ture be necessary for the inauguration of a scheme, yet now 
is the time to go into the matter in complete detail, so that 
with the return once more of normal conditions, everything 
may be in proper train for the successful initiation or 
extension of one or other of these systems ; this is particu- 
larly the case when it is remembered that very likely the 
restoration of peace may be accompanied by a scarcity ora 
tightness of money, than which favourable condition for a 
successful hiring scheme there is none better. 

The writer ventures to suggest, therefore, a few of the 
important considerations and aspects of the subject to which 
attention may be usefully drawn. 

In the first place, the object of a hiring business being to 
make money, it will be readily seen that it is essential to 
introduce some safeguard against loss, due to financial 
instability of the prospective consumer. It is not always 
possible to ensure against total loss, nor is it possible here to 
lay down any rules to govern such a contingency. It must 
be left to each engineer or manager to devise bis own 
regulations in this matter, and these regulations should 
obviously be drawn up to suit the various classes of con- 
sumer, apparatus, &., involved. The days are gone hy 
when the word ** hire " carried with it something of a stigma 
or an insinuation that the hirer was not overburdened with 
capital, and it is fairly common to find that establishments 
of long and sound standing may prefer to put in quite large 
factory installation under this arrangement ; 16 is, of course, 
entirely a matter of terms and comparisons. The electrical 
supply authority catering for this class of business is, 
moreover, at some advantage over the canvasser selling 
hicycles or sewing machines, in that whilst these may 
be usefully employed elsewhere. by any dishonest “ flitter,” 
electrical gear has its sphere of employment limited by 
voltage considerations, &c. There is the further point that 
the slow payer may be brought to reason by having his 
supply cut off. However, as already stated, little can be 
said upon this aspect beyond. emphasising the importance of 
safeguards. | 

Then there is the legal question to consider, While 
certain legal points must be kept in sight, it is extremely 
easy to exaggerate the importance of others ; the law is 
alwuys more or less harassing to the layman, ànd in drawing 
up a standard form of hiring or hire-purchasing agreement 
to eet all contingencies, legal aid should be called in, but 
it is well to see that the lawyer is well chosen, by which | 
mean that he should be one specialising in commercial work, 
and both willing and able to pay every regard to simplicity 
and brevity. These two characteristics are of the greatest 
value in negotiating business under the agreement with 
prospective consumers. In most cases an agreement that — 

(v) Insures against loss hy fire, theft, &c. 

(b) Is applicable to a private individual or toa limited 
liability company. 

(r) Prevents distraint upon hired machinery or apparatus 
for rent or other debt, and at bankruptcy or liquidation. 

(d) Prohibits removal of hired machinery or apparatus 
from certain stated premises except by the written consent 
of the supply authority, and | 

(е) Makes suitable provision for periodical payments, 
may be taken as covering the more necessary requirements, 
but the particular nature of the business done by individual 
supply authorities will suggest their own agreement require- 
ments. Thus ina number of smaller concerns, certain of 
the foregoing suggestions may be deemed unnecessary, such 
as clause (a), whilst in the case of a hire-purchase agree- 
ment, as distinct from a hiring one, there must be inserted 
a clause allowing the customer the option of purchase out- 
right at a pre-arranged price and at any period of the 
agreement. Again, agreements operating under Scottish 
law must be drafted accordingly. So far as the foregois 
suggested clauses are concerned, some notes may not be out 
of place :— 

(и) If this clause is used, an arrangement may be made 
whereby the premiums are paid to the insurance company 
by the supply authority and refunded by the hirer. 

(b) and (c) Purely a matter of legal draft. 

(4) In regard to this it is as well to point out that Hic 
legal mind variously regards what the layman yould term 
a “ fixture” according to the use of screws or nails. It ч 
desirable to affix to all apparatus supplied а nameplate 
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indicating that it is the property of the supply authority : 
this namplate to be removed only when a perrhuse is 
completed. 

One of the most necessary steps in the inauguration of a 
successful scheme is the provision of a showroom electrically 
lighted, heated, and ventilated. 

The suitable locality of the showroom is a problem call- 
ing for special consideration of the circumstances attached 
to the scheme as a whole, "Thus, if the business sought be 
in the nature of fittings, fans, cooking apparatus, fires or 
other heating apparatus, the showroom could not be placed 
in а more likely position than in one of the best. shopping 
streets where the feminine shopping community congregate. 
Obviously, such a position may be totally unsuitable for a 
power supply authority looking solely to a motor load ; in 
such a case the showroom must appeal to a totally different 
class of customer—the business man, the engineer and. the 
foreman—and be located accordingly ; a suitable position 
for a showroom of this description may be in the industrial 
part of the town or in close proximity to a railway station 
largely frequented by the men it is proposed to attract. 

The manager of the showroom must be a man of good 
address and personality, а capable salesman and a sound 
commercial engineer, fully conversant with the apparatus 
he is pushing, and abundantly blessed with tact. 

The equipment in the showroom must be kept constantly 
up to date, and special prominence given to novellis for 
both domestic and industrial application: each piece. of 
apparatus should be neatly and briefly labelled with :— 

(^) Catalogue number or other reference. 

(^) Price for hire. i 

(г) Price for hire-purchase. : | 

(d) Price for sale outright. | > 

(e) Cost price. | 

Circumstances may not necessitate all this ; the cost price 
must, of course, be coded, and the others may be, if deemed 
advisable. It is a good scheme to allow the showroom 
-attendants a commission on apparatus sold, upon the lines 
indicated in recent commercial articles in the. ELECTRICAL 
REVIEW. | 

Next we may discuss the fixing of the rates for hire or 
hire-purchase ; every attention and care must be devoted to 
this, bearing in mind that while the rates must in them- 
selves be financially and commercially sound, the real 
raison être for the whole scheme is the sale of electricity, 
Again, while the hiring rates must not be so high, that the 
prospective customer feels he is being © squeezed,” vet the 
* purchase outright,” price must be made attractive enough 
to encourage this class of sale, more especially iu. the less 
expensive apparatus, where it is infinitely better to keep the 
routine and clerical work within the closest limits : for 
example, it will readily be seen that, if it can be avoided, a 
flat-iron should not be sold under a hiring system unless, 
of course, it is but part of a larger and more remunera- 
tive sale. This last remark, however, would have to be 
suitably modified in those districts which afford. scope 
for an organised ** campaign" and where, consequently, the 
“all-in” cost сап be correspondingly reduced. Other 
factors to be considered in fixing rates are costs of repairs, 
and wiring for new heating circuits. &e., when necessary. 
In regard to these, actual experience only cau enable : 
manager to give the close estimate necessary, and with 
special reference to the cost of repairs, this item is necessarily 
uncertain, depending, as it does, so much upon the 
class of apparatus, the reliability, or otherwise, of. design 
and workmanship, and the conditions of service. Experience 
alone is the best guide for the accurate determination of 
the respective values of the hiring and selling groups, and 
therefore of the fixing of the respective rates and prices for 
the two classes of business ; altogether it is a matter for 
nice adjustment. 

Having effected a sale, either for cash or by hire, it is well 
that the manager should realise that the transaction has not 
ended ; quite apart from the question of payment, it ean 
safely be said that it has but begun. The efficient manager 
always has it in mind that the new consumer must be a 
“ satisfied consumer”; to this end he arranges for periodical 
inspection and observation of the apparatus, and its beha- 
vour, and for providing the customer with any useful 

tips” there may be for satisfactory operation. — It is pro- 
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bably well to emphasise that in a hiring business, more so . 
than in any other, it is essential to supply only apparatus | 
by well-established manufacturers of repute, and likely to 
give a minimum of trouble: this consideration quite 
independently of the repairs bill. 

We now come toa very important point in all hiring 
systems—viz., the necessity of keeping as accurately as 
possible the life history of each individual piece of apparatus. 
This may best be done by means of a suitably-indexed card 
system. I have already said that it is desirable for all 
clerical and routine work and expenses in connection with a 
hiring scheme to be reduced to the absolute minimum, and, 
at first glance, it may be thought that the suggestion 
herein contained is too cumbersome and expensive, especially 
for the smaller lines of apparatus. My contention, however, 
is the reverse, and that the system, once initiated, 18 
remarkably efficient, inexpensive, and altogether a com- 
mercial asset of considerable value, one which many times 
over repays for the initial expenditure. 

The system referred to can be quickly grasped by a 
glance at this reproduction of a card drawn up for the 
occasion :— 


Deéseription eir ДЫША Maker's ref. .......... R 
Lue Е ETE аге Corporation ref. ...... 
Bought from........ EET ср: On..... АЕ ЕСИР Сов{............ 
Date hired. Name. Address. | Rate 
- 
E Boe ы и шышы, rare eas ae 
oe ss, аъ 2 эша ыу | 
aa Js i PA Mode of, = 
ee et et ee РЕЧНА 
Inspected on espeeeesvte з1беоегеоовооооо о е оосегоооооо тоорооеосава (ESSER) «ез әээеете о banae 
Remarks (EEKE STE EEEE] » 9009: +0206 з 02 0 0 ооретосоеооозг в $5«900950922:00988500958 эзәзатә 5999989 


PME TM шш к ш ш шнын: 

Naturally, this is intended only ав а rough guide and may 
readily be altered to suit individual requirements : ths, a 
space may be provided for information as to date and cost 
of any repairs that may have been necessary. A suitable 
cross index under consumers’ names and apparatus under 
the supply authorities" serial numbers should be made. 

In conclusion, it only remains to be said that these notes 
are not intended to cover all the points calling for consider- 
ation ; they constitute only a brief survey of some of the 
more prominent features of the successful hiring business, 
and of the possibilities thereof. Mention has been made 
in these notes more than once of heating and cooking appa- 
atus, and there is little doubt that, marvellous as has heen 
the growth of this class of business during the last few 
years, the next decade should show still greater strides now 
that the difficulties inseparable from the development and 
application of new designs have been overcome. And in 
regard to power, he would be a bold man who would 
venture’ to estimate the numbers of effete and inefficient 
gas engines which have been lately discarded in favour of 
electric motors. It is commonplace to say that the huge 
output of munitions of war has only been made possible by 
electric power: and, if it had not done so before, the 
electric motor has certainly now come into its own. In 
these two classes of apparatus, to specify no others, the 
hiring system will undoubtedly reach huge developments in 
coming years. 


[e d 


Agricultural Machinery Research.— According to the 
Times, the Board of Agriculture and the Development Commis- 
sioners have been considering the establishment of a Research 
Institute to investigate problems relating to agricultural machi- 
nery ; it is suggested that this should he established at Cambridge 
in association with the existing Schools of Engineering and 
Agriculture. The principal officers would be a director experienced 
in mechanism, and an assistant-director experienced in agriculture. 
Land for experimental work would be available on the University 
farms. | 
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SOME SOURCES OF ERROR IN 
THERMOMETRY. 


Bv E. B. PAUSEY. 


IT is à curious attribute of human nature that fallacies— 
especially those which contain а half-truth—are apt to 
maintain their hold on the imagination of the majority of 
mankind with great tenacity. Witness the almost pathetic 
belief of the average man in the inherent inability of the 
photographie camera to record anything more or less than a 
true and complete image of any object or view upon which 
it is exposed ; this belief persists even at the present day, in 
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spite of all the evidence against it daily presented by the 
cinemas, where impossible occurrences usually form a main 


feature of the programme. In like manner a very large - 


number of engineers appear to hold an equally unshakeable 
belief in the veracity of their thermometers, although, as I 
propose to show in this article, it is quite within the bounds 
of possibility for a thermometer, well made and correctly 
calibrated though it may be, to tell the most arrant lics— 
lies which, in some cases, may cost the owners of a plant 
considerable sums of money, and in others keep them in a 
fool's paradise with regard to the efficiency and safety of 
their plant. 

Everyone who is responsible for the operation of plant 
for the generation of electrical energy—or, indeed, of. any 
form of power plant—should be quite aware of the fact 
that if economical and’ satisfactory working is to be ex- 
pected regular and reliable temperature records are a 
necessity. The common mercury-in-glass thermometer is by 
far the most popnlar instrument for this purpose, and it 
must he granted that it is fully entitled to its popularity, as 
it is, in itself, capable of very high accuracy. Unfortunately, 
however, its reputation for accuracy is itself an indirect 
cause of serious errors, which are commonly overlooked, for 
it is this reputation that leads engineers to that unquestioning 


belief, in the infallibility of thermometer readings to which - 


. I have already referred. So far from there being any ground 
for this belief, the temperature indicated ny thé height of 
he mercury in the stem is simply and solely that of the 


mercury in the bulb, and unless the latter approximates 
very closely to that of the body whose temperature 1s to be 
measured, the records taken’ cannot be either useful or 
satisfactory. Yet, in spite of this rather obvious fact, 


. thermometers are frequently so incorrectly applied, that 


their indications diverge from the truth to a surprising 
extent ; these divergencies are usually quite unsuspected 
by those in charge of the plant, who accept the temperature 
readings without doubt, utilise them in calculating 
efficiency percentages to, perhaps, two decimal places, 
and are often incredulous when the existence of large 
errors is pointed out., Considering the importance of 
the subject, the amount of thought hitherto given to 
the correct application and use of thermometers in practice 
is very meagre, and but little information is available either 
from text books or the technical Press ; in these circum- 
atances, I venture to hope that these brief notes may direct 
attention to this matter, and be of some assistance to 
engineers in charge of power plant. The few examples 
described in the present article, out of many which might 
he quoted, are quite sufficient, I believe, to demonstrate the 
need which exists for the devotion of greater care to this 
matter. | 

It is curious, but nevertheless a fact, that in the majority 
of cases, thermometric errors favour the manufacturer of 
plant as against the purchaser. I do not, of course, doubt 
that this circumstance is purely accidental, nor do I desire 
to suggest that manufacturers install thermometers with 
any other view than the correct registration of temperature ; 
but I do say that it strongly emphasises the need for the 
user to assure himself that the thermometers and pockets 
fitted to his plant are such as will serve their purpose ín a 
satisfactory and accurate manner. 

A type of thermometer pocket as commonly used is shown 
in section in fig. 1. In order that the transfer of heat- 
from the steam or other fluid surrounding the pocket to 
the bulb shall be as perfect as possible, the pocket is 
intended to contain oil or, preferably, mercury. There 
are two sources of inaccuracy in such a fitting, the most 
important of which is the effect of its situation—dealt with 
below; the second, which is usnally negligable, but which 
still merits consideration, is loss of heat by conduction and 
radiation. This loss is illustrated by the arrow-headed 
lines, which represent heat received by the pocket from the , 
steam, or other fluid, conducted up the walls of the pocket. 
and radiated away from its exterior portion. By making 
the pocket reasonably deep, by reducing the thickness of its 
walls as much as is consistent with safety, by using à 
thermometer such that the bulb is nearly at the bottom of 
the pocket, and by using just sufficient mercury ‘to immere 
the bulb completely, and no more, this source of error may 
be reduced to an almost vanishing quantity. The aim of 
these precautions is to render the conduction of heat from 


ТР ZN 
pena ANN 
POL ARORA OA ELTVILSLPALLGOL T) D Ig gp Is PON a a тли Ph! ono MAREC PME IP Mg Hg Inn nn Д РУУ LOE NON 
dd aeuum —- 
— — eee Б 
Кы елшеуш Lites agir 
е ————— Е — M ATL =. 
- ааа a pea ele ше 
10274 ! WI MP T III, E upto Ir) $ By РЕ АР D А NP КОСА М: 
Z A 7 7 A 4 2 / А бу 
4 Ж A A p 2 A t M aX 
4 7 4 2 4 4 : y gy 
A | Ё 2 A 4 y. à Й 
p 2 A ! à ] ' р A | p 
^ ^ ДКА А 45 
27772 | 272272 (А ТР 20 “test ELLE А GLL. 
NANNY | МО ЭХХХ к. SN ' Ws БЕ > Saas 
S S N ! B 3 S N N 
N N N N N N N 
DIRECTION OF FLOW OF GASES 
— — ——————————————-—0HMK- 


the lower part of the pocket to the exterior as difficult as 
ssible. 

When the pocket is fixed in position, it will really receive 
heat, not from the whole of the fluid in the pipe or other 
vessel, but from a comparatively small sample thereof, and 
it is, therefore, essential that this shall be a representative 
sample. This is a most important matter, and want of 
attention to it is the cause of very large errors indeed. 


The pocket should be fitted in such a position 
as to be fully exposed to the direct flow of 
the fluid. Often it is placed in some out- 
of- the - way corner, where the flow is sluggish 


and the radiation losses possibly high, and in such a case it 
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cannot give a true reading. Fig. 2 isan example of this 
kind of faulty application, probably about as bad an example 
as could be found. The thermometer is supposed to indi- 
cate the temperature of the steam at the stop valve of a 
steam turbine, and it is, therefore, а most important item 
in the calculation of the efficiency of the machine. The 
pocket is screwed into the upper part of a hollow cylindrical 
projection cast on the stop valve body. This arrangement 
has the apparent object of raising the thermometer to a 
position clear of the lagging plates on the valve body ; but 
while it certainly serves this purpose, one cannot altogether 
help wondering whether there may not be any ulterior 
object in such a design. So far from the pocket being fully 
exposed to the direct flow of the steain a lot of trouble seems 
to have been. taken to place it where there can hardly be 
any flow at all; moreover, the radiation losses. from the 
| cylindrical projection are bound to be excessive, and, to make 
matters worse, the bulb of the thermometer only reaches 
about halfway to the bottom of the pocket. The net result 
is that the thermometer reading is from 80° Е. to 100° Е. 
below the actual steam temperature, as indicated by a more 
correctly applied thermometer close by. Such an enormous 
inaccuracy makes this one example alone sufficient proof of 
the importance of more careful attention to these fittings. 
If the arrangement had been specially designed for no other 
purpose than incorrect registration of the superheat tem- 
perature it сопа hardly have been better adapted to 
that end. 

When the temperature of a liquid flowing in a pipe is 
required to be measured, it is necessary that the pocket 
shall not only be exposed to the direct flow, but also that it 
be not fitted in a place where the liquid is liable to separate 
into strata of different- temperatures ; if no attention is 
given to this matter, and the fitting is situated in such a 
place, the natural result will be that the reading of the 
thermometer will by no means represent the mean tempera- 
-ture of the liquid, but simply that of the stratum in which 


the pocket happens to be immersed. Fig. 4, which . 


exemplifies a case of this source of егтог, · shows a 
thermometer pocket as generally fitted to the outlet of au 
ordinary economiser, for the purpose of indicating the 
temperature of the feed water supplied to the boilers. From 
the reading of this thermometer, the probable effect of the 
economiser in increasing the overall economy of the plant is 
reckoned. Г shall now show that its readings are unreliable, 
and that any estimates of the efficiency of the economiser 
based upon them are erroneous and exaggerated—at the 
same time admitting that the actual usefulness of the 
economiser is unquestionably so great that it needs no 
exaggeration, either thermometrical or otherwise. 

The thermometer pocket, T P, is shown in its customary 
position, namely, screwed into the upper main header 
immediately over the branch leading from the last top box. 
Now, the temperature of the water issuing from the top 
boxes is not by any means equal throughout the economiser, 
but varies in а rather interesting manner, which can be 
roughly investigated by feeling the branch pipes with the 
hand. Economisers are generally arranged for the water to 
enter at the end where the flue gases make their exit, and to 
leave it at the opposite end where the gases enter, thus, in 
in fact, applying the “contra-flo” principle. If the rough 
test of the temperatures ће started at the water inlet end it 
will usually be found that the branch at that end is 
moderately warm, and that at first the temperatures increase 
as the outlet end is approached ; so far, this is what might 
be expected from the decrease in the temperature of the flue 
gases ав they pass through the .economiser. The maximum 
will not, however, as one might snppose, be found аё the 
water outlet end, but is generally somewhere near the 
middle, the temperature of the branches thereafter falling off 
more.and more rapidly as the water outlet end is approached, 
until that of the last branch—the one immediately 
below the thermometer pocket in the illustration—may be 
but little above that of the inlet water, in spite of the fact 
that the tubes at this end of the economiser receive heat 
from the flue gases when the latter are at their hottest. 
This is due to the flow of water in the economiser tubes not 
being equal throughout the economiser; it is very 
much less at the water inlet end than at the outlet 
end, owing to a large proportion of the water 


being carried by its own momentum past the branches 
at the inlet end. to those at the outlet end. The 
natural result of this is a lower temperature rise in the 
tubes at the outlet end, as the consequence of the larger 
volume of water passing through them. Now, the water in 
the top nmin header, owing to its slow rate ef flow in the 
branch pipes, does not become mixed to any great extent ; 
an idea of its behaviour is given by the arrow-headed dotted 
lines in fig. 4, which. show how the colder water from the 
tubes at the outlet end flows along tho bottom of the header, 
missing the thermometer pocket altogether. The latter is, 
therefore, immersed only in the hotter water in the upper 
part of the header, and. thus it gives an utterly. fictitious 
high reading, the error in. опе case which has come under 
mv observation ranging from 30^ F. to 60° F. When it is 
remembered that, according to the rough rule of 1 per cent. 
increase of overall economy for each 10° Е. increase of feed- 
water temperature, this error represents a non-existent gain 
of 3 per cent. to 6 per cent., its importance needs no further 
emphasising. To obtain correct readings, the thermometer 
should be installed iu such a position that it indicates the 
temperature of the water after it has passed through a 
mixing chamber or a valve of the globe type. 

One field where there is a wide scope for scientific con- 
sideration is the means for taking the tefnperature of altern- 
ators. The nsual method of doing this is merely to hold an 
ordinary mercury thermometer with its bulb against the core 
or coils, This method is crude aud unscientific ; it is unlikely 
to give the maximum temperature of the windings ; it is 
subject to the personal factor of the observer, a very variable 
and uncertain quantity ; and it is liable to be applied in a 
more or less irregular and haphazard manner. As an 
alternator has no commutator to visualise—as one may put 
it—heavy loads by sparking and flashing, the extent to 
which it may be loaded is limited by its temperature, and 
if this is taken in the usual unsatisfactory manner, there is 


bound to be a good deal of doubt as to whether a machine 


lias a sufficient margin of safety at heavy loads. Particu- 
larly during times of emergency, such as sudden heavy 
increases іп load or breakdowns, are serious risks likely to 
be taken in the way of overloading. On the other hand, 
machines are sometimes started up and put on load merely 
to deal with short peaks, which could be quite safely dealt 
with by overloading the machines already on load for a 
short time, provided proper and convenient means of 
indicating their temperatures were in use, Such a means - 
would be an electrical resistance thermometer, with its 
resistance element fitted closely up to one of the coils of the 
stator winding, in such а place that it would Бе subjected 
to the maximum temperature of the machine. The indicator 
itself should be fitted as a switchboard instrument on the 
machine panel, so that the temperature of the alternator could 
be easily and regularly taken aud recorded on the station 
log sheet in the same way as readings of other instruments. 
If some arrangement of this kind were in general use, there 
is no dóubt that all power stations would be run with 
greater reliability, and some, at least, with greater economy. 
Readings of thermometers which are fitted in places 
difficult of access—such as superheaters, economiser inlets, 
«е., are commonly very unreliable, owing to very serious 
errors introduced by the personal factor of the observer. 
Even the most conscientious attendants naturally feel some 


repugnance to scrambling over dusty, hot boilers and flues, 


up dark, dirty trenches or over grimy condensers every half 
hour or hour, especially in the small hours of the meht 
shift, to take temperatures which usually show few im- 
portant variations, Human nature is only human nature 
after all, and its weaknesses must be allowed for. Ап elec- 
trical or any other form of thermometer, capable of indicating 
upon an instrument, which can be fixed in any convenient 
position the temperatures of apparatus in not easily 
accessible places, would ensure that these temperatures 
would be taken and recorded as accurately as those in the 
engine room itself. Аз а check on the readings of the dis- 
tance instrument an ordinary mercury thermometer ought 
to be used occasionally, when a comparison between the 
readings of the two instruments would discover any errors, 
which could then be corrected. 

A careful and reliable record of the temperature of the 
interior of a coal stack might save heavy loss from fire by 
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giving timely warning of overheating. Fires, once started, 
are very difficult to keep under control, especially in. the 
case of large stacks. It is poor comfort for the loss of 
a stand-by stock of coal from this cause to be able to claim 
compensation- under an insurance policy, since money, even 
paper money, is not an efficient substitute for boiler fuel, 
and, in these times of scarcity, it cannot always be quickly 
exchanged for it. Coal-stack temperatures are commonly 
taken—when taken at all—by lowering a thermometer 
down a pipe driven into the stack. It is not difficult 
to devise an improvement on this arrangement that is both 
cheap and satisfactory. In fig. 3 is shown an ordinary 
mercury thermometer, which should be graduated to above 
boiling point—say, 225" F.—immersed in water in an 
ordinary water gauge-glass, the ends of which are closed by 
tightly-fitting corks. The lower cork should be stuck in 
with shellac varnish, so that, in case of over-pressure, it 
will remain in its place, and the upper one be driven out ; 
otherwise, there would be a risk of losing the thermometer. 
A small string becket is attached to the upper part of the 
glass by a whipping of fine twine or strong thread, the 
whipping being well varnished to prevent it slipping. The 
arrangement may be lowered down a pipe by means of a 
string tied to the becket. The pipes should be closed at 
the bottom, so that sufficient water or oil may be put in 
them to cover the tube containing the thermometer, and 
pointed so as to be easily driven down into any desired part 
of the stack. The advantaves of this system of taking coal- 
stack temperatures over the usual method already mentioned 
are that, as the water in the tube retains its heat when the 
instrument is drawn up to be read, there is no uncertainty 
due to the mercury falling rapidly, as is the case 
with an ordinary thermometer, and that if the pipe 
just contains sufficient liquid to cover the glass tube, the 
thermometer will indicate the temperature of the immediate 
neighbourhood of the bottom of the pipe very accurately. 
If no liquid is put in the pipe, errors will arise, partly from 
the bad conductivity of air and partly from the effect of 
convection currents in the pipe; this last source of error 
will be considerably increased if a large excess of liquid be 
used. . | | 
{n addition to the foregoing sources of error, which are 
external to the thermometer, there are others which lie in 
the instrument itself. One, which is extremely annoying 
` and often difficult to deal with, frequently occurs: in 
thermometers used in high-temperature measurements, say 


above 250? Е. This is the “ splitting up” of the mereury | 


column, а more or less rapidly-increasing portion of it 
taking up a position in the extreme top of the bore of the 
tube, a position from which it can only be dislodged with 
difficulty. The cause of this is probably that the mercury 
evaporates owing to the high temperature, fills the vacant 
part of the bore with mercury vapour, this vapour condenses 
in the cooler upper part of the bore, and so forms the “ split 
off " portion. Some thermometers are made with a small 
cavity at the upper end of the bore ; when this is the case, 
all that is necessary is to heat the bulb carefully over a 
spirit lamp or gas flame until the break in the mercury 
rises into the cavity ; the break will then rejoin, and on 
cooling, the instrument will be all right again. Great care 
must be taken, however, not to overheat the bulb, since if 
the glass is softened at all, it will be collapsed by the 
pressure of the atmosphere—or burst, if the thermometer be 
nitrogen filled. АП thermometers for high temperatures— 
say over 250° F.—should have such a cavity in the bore : 
if they have not, it is often difficult, and sometimes 
impossible, to bring down the split-off partion of mercury. 
Swinging or tapping the thermometer may have the desired 
effect, but, even when brought down, it is not at all easy 
to get the break to join. This is probably due to a small 
umount of mercury vapour between the two portions of 
liquid mereury acting as a cushion, aided, no doubt, by 
surface tension. 

Another case of splitting of the. mercury column occurs 
when an ordinary thermometer, in which the space above 
the mercury is vacuons, is used for the measurement of 
very high temperatures. Obviously, in a thermometer of 
this kind, the only pressure on the mercury in the bulb is 
that due to the head of mercury in the stem, which, in 
thermometers of the usual size, about 12 in. long, is 


. range, and as open a scale as possible. 


not above 6 lb. per sq. in. absolute when the thermometer 
is held vertically. The boiling point of mercury under a 
pressure of one atmosphere is 675° F., but at this reduced 
pressure it is lowered to between 550° Е. and 600° F., so 
that if the temperature to be measured is higher than this 
figure, the mereury in the bulb will boil, and the vapour 
given off by it will drive the mercury column right to the 
top of the stem; therefore the temperature at which the 
mercury in the bulb boils forms the highest limit of the 
scale. In thermometers which are required to read to more 
than 600° F., the boiling point of the mercury in the bulb. 
is raised by filling the space above the mercury column 
With an inert gas—such as nitrogen—at a pressure of about 
25 atmospheres. The upper limit of the scale is then 
raised to about 1,000° F. It should be noted that, while 
nitrogen-filled thermometers furnish a satisfactory solution | 
of this difficulty, they are just as liable as those of the 
ordinary vacuous type to the trouble of the upper portion 
of the mereury column splitting off, as described in the 
preceding paragraph, since evaporation from the surface of 
the mercury and condensation in the end of the stem goes 
on independently of the presence or absence of inert gas in 
the space. Moreover, if this should occur, the presencé of 
high-pressure gas between the two portions of mercury 


renders their reunion very difficult, if not impossible. 


On occasions when specially accurate temperature indi- 
cations are required, as, for instance, official tests of new 
plant, extra precautions ought to be taken with the ther- 
mometers, particularly with those which are to be used for 
temperatures which have considerable effect on efficienct 
calculations, such as those of superheated steam, feed and 
circulating water, exhaust steam and condensate. The 
ordinary brass-cased thermometers, such as are commonly 
fitted for permanent use, should not be used, but should be 
replaced by special stem thermometers having a limited 
| For taking the 
steam temperature, which may be expected to lie within the- 
limits of, say, 200° F. to 550^ F., a thermometer having a 
range of about 450° Е. to 600° Е. should be used ; it could 


easily be read correctly to one quarter of a degree; the 


other important thermometers should similarly be specially 
adapted to their work, A small source of error will be 
eliminated if thermometers which are to register high 
temperatures are kept at approximately their working 
temperature for some hours previous to the test, as glass, on 
being raised from a low to a high temperature, does not 
immediately expand to the corresponding volume, but con- 
tinues its expansion slightly during a considerable time. All 
the thermometers should be checked both before and after 
the test by comparison with a carefully calibrated master 
instrument. In the calibration of thermometers the 
whole of the stem and bulb is at an equal tem- 
perature throughout, and the scales are made on this 
basis. {fn the case of thermometers for registering 
high temperatures this condition is not often approached in 
practice, and, as mercury has à much higher coefficient. of 
expansion than glass, it becomes necessary in accurate work 
to correct for this error. This is done by means of the 


: following simple formula :— 


Te = T, + Ёл (т, — 0), 


where T, is the apparent temperature as read, 

Te is the corrected temperature, 

t is the mean temperature of the stem, 

п is the number of degree divisions of the scale 
occupied by mercury aud exposed to the tem- 
perature f, | 

k is a constant whose value is 0°000083 for the 
Fahrenheit seale, and 0:00015 for the Centi- 
grade scale. | 


The temperature / of the stem cannot easily be obtained 
accurately, but a rough approximation will suffice. 

In concluding these notes, I trust that they will have 
the effect of drawing the attention of the engineering 
public to the importance of giving due care and attention 
to these instruments. They are not written from the point 
of view of an expert, but are the result of. practical observa- 
tions in everyday working, and are intended to be read in 
that light. 
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THE CONTROL OF ROTARY CONVERTERS. 


IN a brochure recently issued by the British Thomson-Houston 
Co., Ltd., some novel and interesting particulars are given regard- 
ing the methods available for obtaining from a rotary converter a 
variable D.C. voltage whilst the A.C. voltage refnains constant, and 
rice тега. Normally the ratio of the А.С. to the D.C. voltage is 
practically constant for any given load, and in order to vary the 
ratio it is necessary to introduce reactance on the A.C. side, or to 
employ a booster machine, an induction regulator, or split-pole 
control. The reactance method is the simplest and cheapest, and 
is suitable for use where the voltage variation required does not 


‚ pee tT TTT ETT 
«БА 
: \ 
BERIN ан ШИ БИ БЕ И ШШ БИШ 
70 
х5 э] А Ж ЧӨ ай ШШ] Ж eee 
Hes 


% Fower Factor 
= 
з. 
4 
[| 
" 
| 


а Ree = 
ИТЕР 
| ACCC 
Wer ec 
КЕРТ 
РЫСЕ 
eee HH 
5 


& Load — 0 50 100 150 
t d M , ' l i 


% Wattiess Current 


Fic. 1.—CurRVES SHOWING POWER FACTOR AND WATTLESS 
CURRENT OF A REACTANCE-CONTROLLED ROTARY CONVERTER. 


exceed 15 per cent., which is usually the case in practice. The 
effect of the reactance depends upon the excitation of the 
machine ; if the field current is reduced below the value which 
gives unity power factor at the slip-rings, a lagging current is 
drawn from the A.c. mains, and the 
reactance lowers the slip-ring volt- 
age, and therefore also the D.C. 
voltage, while if the field current 
is increased, a leading current is 
drawn and the D.c. voltage is raised. 
Evidently the power factor varies 
with the D.C. voltage, bub even with 
15 per cent. variation of voltage the 
power factor at full load is not less 
than 90 per cent., as shown in fig. 1, 
which also shows how the power 
factor varies with any given voltage, 
how it varies when the voltage is 
varied, and the wattless current ex- 
pressed as a percentage of the full- 
load current which will be drawn 
from the line under various condi- 
tions of load and voltage. It will be 
seen that at constant voltage the 
wattless current varies only within 
moderate limits from no load to 50 
per cent. overload, and that the 
power factor of a system may be 
greatly improved by adjusting the 
conditions so that a large leading 
current is drawn from the line. In 
the figure, the uppermost curves relate to the maximum voltage 
required and the lowest to a value 15 per cent. lower, but pre- 
cisely the same curves hold good if the conditions are arranged 
80 that the machine runs at normal voltage with unity power 
factor, the top and bottom curves then representing the perform- 
ance with voltages respectively 74 per cent. above and below the 
normal. 

The use of a booster was one of the earliest methods of varying 
the voltage ratio, and enables the power factor to be controlled 
independently of the load and voltage; but with modern rotaries 
equipped with commutating poles and giving greatly increased 
outputs, booster control seriously affects the commutation, and is 
found inferior to other methods. 

__ Control by induction regulator is free from this drawback, while 
i retains the advantage that the power factor is independent of 


the load and voltage. 


In this case the D.C. voltage is varied by 
inserting an induction regulator between the transformer and the 


slip-rings, which increases or reduces the A.C. voltage applied to 


the rings. The regulator performs exactly the same functions na 


the booster, but without affecting the commutating conditions of the 


rotary, so that machines can be built of the largest output for a 
given size, without complications, and can be made to give a 
voltage range of 30 per cent. or more. In the latest practice the 


regulator, which was formerly a separate item, is mounted on the 


Fig. 2.—MAGNET-FRAME AND WINDINGS OF B.T.H. 250-Kw, 
SPLIT-POLE CONVERTER, WITH COMMUTATING POLES. 


bedplate of the converter, which is then of about the same size 
and cost as a booster-oontrolled machine, and is self-contained. 
The design of the regulator has been improved, and the combina- 
tion, which is illustrated in fig. 3, ів useful for correcting a low 
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Ета. 3.--B.T.H. 500-Kw. SELF-SyNCHRONISING ROTARY CONVERTER WITH INDUCTION 
| REGULATOR, А.С. STARTING MOTOR, AND SEPARATE EXCITER. 


power factor, operating on 90 per cent. leading power factor at full 
load, at any voltage. 

The remaining method of control—-the split-pole device— was 
patented by the B. T.H. Co. and developed for 25-cycle work, giving 


. а D.C. voltage range of 25 per cent. with constant A.C. voltage. In 


this system each of the field poles of the rotary is divided into a 
main pole and a regulating pole, the latter being arranged for 
excitation either in the same direction as the main poles or in the 
opposite direction. Asthe D.c. voltage is proportional tothealgebraie 
sum of the fluxes of both poles, while the A.C. voltage is proportional 
to the vector sum of the A.C. E.M.F.'s produced by the two fluxes, 
and thealgebraic sum can be widely varied without greatly affecting 
the vector sum, the voltage ratio can be varied over a long range; 
unity power factor can be obtained under any conditions of Joad 
and voltage, and as the control is effected in the armature of the 
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converter itself, this is the simplest type of control in which the 
wer factor is required to be independent of the voltage variation. 
ig. 2 shows the field-magnet system of a split-pole rotary of 
250 KW., with commutating poles. 


| LEGAL. 
WOooLLEY к. WaTsON, MARSH & Co. (BRONDESBURY), LTD. 


AT the Lambeth County Court. before Judge Parry, sitting with 
the Medical Referee, on December L9th,:an application was heard 
for the review and termination, of an award under the Workmen 8 
Compensation Act made to Thomas Woolley, electrician, the 
employers being electrical engineers, of Brondesbury, N.W. The 
case has already been reported and commented upon in the 
ELECTRICAL REVIEW. | 

On May 4th. Woolley was working for the firm at Pike's Circuit 
Cinema, Charing Cross, and he allered that when going to fetch 
some material, à labourer employed by another firm was wheeling 
a barrow full of cement up a plank, which tipped over, a bag of 
cement falling on his left leg and displacing a cartilage. He had 
not been able to work since, and the Judge, on October 5th, held 


that the accident arose out of and in the course of his employment, 


awarding him £1 a week from the dateof the accident as compensa- 
tion, which had been paid him upto the week preceding the present 
hearing. | 

Mr. KINGSBURY, for the firm, said that in asking for the review 
and termination of the award, they maintained that the man had 
entirely recovered from the effects of the accident on November 
3rd,a month after the award. At the last hearing, mention was 
made of an X-ray photograph of the injured knee taken at Charing 
Cross Hospital when he attended there, but it was not produced. 
After considerable trouble they had been able to procure the 
photograph. The difficulty had been whether the condition of 
the man's leg was due to the accident or to some old-standing 
disease, and the photograph showed that the condition of the leg 
was due to arthritis of the knee joint, and not to the accident. 

ALFRED R. ToTHILL, medical student in his fifth year, stated 
that he was in charge of the casualty department at Charing Cross 
Hospital on the day Woolley met with his accident and was 
brought there. 
slightly more than the right. There was no swelling, and he 
could find no evidence of a fracture or limitation of the joint. 
Woolley stood talking to him for about ten minutes. Witness 
made an entry that the man had strained the knee joint, and 
treated him for that. He gave him a week in which to recover. 
He saw him again that week, but could find no development.  Hedid 
not find any evidence of any loose cartilage, though he suggested 
to Woolley that that was what he was suffering from, a sugyes- 
tion he readily accepted as the cause for the pain from which he 
was suffering, or said he was. Witness came to the conclusion that 
he was exaggerating his condition. On June 9th he saw him once 
more, when he sent him to the consulting surgeon, Mr. Daniel. as 
witness would have nothing more to do with him. Не came to 
the conclusion that at that time Woolley had entirely got over the 
effects of the accident. Пе never prescribed for a loose cartilage, 
because he did not believe it was there. On November 3rd he saw 
Woolley in conjunction with Mr. Coore, consulting surgeon at the 
hospital. Тһе man was able to walk easily, there being no impair- 
ment of the movement of the ler. There were then no signs of 
à detached cartilaye. There was a certain amount of arthritis 
present in both knee joints, as was shown by the creaking of the 
, Joints, this being apparently of long standing. In cross-examina- 
tion, witness said he never.saw any swelling of the knee joints. 


DR. PASTELL, resident casualty officer at Charing Cross Hospital.’ 


gaid he examined Woolley in the hospital on November 3rd. Не 
was not suffering from any loose cartilage. but from arthritis in 
both knees, The X-ray photograph showed the disease in a more 
extended form, and no evidence of a loose cartilage. There was 
creaking in the joints. Witness thought then the man was quite 
able to work. He had been advised to wear a knee bandage, but 
said he had only had it on once or twice. In cross-examination, 
Witness said it was impossible to say how long the man had 
` suffered from arthritis, but it was present before the accident. 

Мк. BLOXHAM. for Woolley : Do you say that he is capable of 
doing the same work now as he did before the accident ’?— Yer. 

JUDGE PARRY: Such as climbing ladders and kneeling down !— 
I think во; 

Dr. M. DvTCH, physician at the Lewisham Military Hospital, 
said he examined Woolley on August 27th, and found no evidence 
of fluid in the joint, or of a movabie body, but he fonnd arthritis 
present, both knees suffering from it. He thought the man was 
quite fit to do the same work as he did before the accident. The 
disease, in his opinion. was of long standing. 

Dr. Ivor DAVIES, specialist, said he also examined Woolley, and 
found distinct evidences of arthritis. It was very marked, and 
was of years’ standing. There was no evidence of an accident to 
the knee joint. In cross-examination, Witness said he waa quite 
capable of climbing ladders and kneeling. 

On behalf of Woolley, DR. ROBERTSON, his panel doctor, said he 
had attended him for some years, and he had never complained of 
not being able to do his work through arthritis in the knees. 
He came to him during the time he was attending hospital, and 
found him suffering from a very swollen and inflamed knee joint. 
He was of opinion that the man had displaced a cartilage, and 


He found both knee joints intlexed, the left. 


recently recommended him to wear a bandage. Не did not yet 
think he was fit for work, and certainly did not think he could 
climb ladders. In cross-examination, witness said he thought 
it would be some weeks before he could go back to work. 

After the Medical Referee had examined Woolley, JUDGE PARRY 
asked if he had made any effort to do any kind of work ? 

APPLICANT : No; I have done nothing whatever. 

JUDGE PARRY said the Medical Referee had spoken very stronyl¢ 
to Woolley about getting back to work. Addressing the тап, he 
said he could work very well on the level if he tried, and now was 
his time to do something, for men were needed. He must vet to 
work as soon as possible. -° 

WOOLLEY said he did not feel able to go up ladders with safety. 

JUDGE PARRY said he could find plenty of work where he 
would not have to do that. Не could not go on getting his £l а 
week for ever. It was quite time he made a big-effort to get back 
to work. The Medical Referee was of epinion that the condition 


. of the left knee was due to the accident, and that the arthritis 


arose out of it. Не suggested to suspend the present order to pay 
the man £1 a week, and grant him 158. a week until February Ist, 
in which time he could try and find work, and the result could be 
reported to him. Addressing Woolley once again, he urged him 
to get to work, saying, “ You may have a little pain at first, hut 
you must stick that and do your best." 


SECRET PROCESS IN RUBBER MANUFACTURE. 


IN the Chancery Division Mr. Justice Peterson had opened*before 
him on Tuesday, December 19th, the action of the Alperton Rubber 
Co. r. Manning and others, by which the plaintiff company sought an 
injunction to restrain the defendant Manning from communicating 
to the Belgium Tyre Co., Ltd., or other personas, certain infor- 
mation acquired by him while in the service of the plaintiff com- 
pany for the benefit of the plaintiff company, and also to restrain 
the Tyre Co. from taking advantage of the information во com- 
municated. 

Mr. Hughes, K.C., and Mr. Hodge appeared for the plaintiff; 
Mr. Herbert, K.C., and Mr. Manning for the first defendant ; and 
Mr. Tomlin, K.C., and Mr. Devonshire, holding the brief for Mr. 
Deighton Pollock (who was ill), for the Belgium Tyre Co. 

Mr. HUGHEs, in opening the case, said: The plaintiff company, 
who were originally incorporated under another name, were con- 
nected with the washing of rubber, but in 1912 they changed their 
name to the Alperton Rubber Co., and commenced to manufacture 
various rubber compounds. Many extreme]y hard substances now 
used were really rubber productions and were important becauz 
of their insulating property in connection with electrical’ work. 
They were used for magneto distributors. The plaintiff com- 
puny had a very large number of different formule for the 
mixing of the rubber. The defendant Manning came to their 
works early in 1912. There was no written agreement of service. 
One important mixing arose in the following way :—The plaintiffs 
did a considerable amount of work for the Bosch Magneto Co., and 
that company used a material called Stabilit, which at that stage 
was produced in Germany. After the war began it became 
impossible to get Stabilit from Germany ; the Bosch Go. in 
England was very anxious to get a satisfactory substitute for it. 
and approached the plaintiffs, amongst others, with & view to 
getting them to manufacture a satisfactory substance. An analysis 
was sent for the plaintiffs’ assistance by the War Office. The 
works foreman of the plaintiffe was & man named Fisher, and he, 
after many experiments, arrived at a satisfactory substitute for 
Stabilit. This result was attained in the month of June, 1915, 
when the product was submitted to the Bosch Co. and passed by 
them as satisfactory, and it was also passed by the War Office, who 
were equally anxious about-the matter, as these magnetos were 
very largely used for their engines. There were many other 
formule for mixing which the plaintiffs had, and in some case 
they worked out the mixtures themselves ; in others, the customers 
would supply the formula for the mixing they required. The 
formula would then be kept on two cards, one of which would be 
given to Fisher and the other to a man named Drummond, in the 
drug or compounding works, where the actual mixing was done. 
The works records, when not actually required, were kept 10 the 
company's safe, care being taken to prevent people getting at the 
knowledge they contained. On June 29th the company gave 
Manning а month's notice, suggesting that he should take з 
holiday until the expiration of the month, so that from June 29th he 
was not on the premises. After he left, Manning invited Fisher 
to join him in the formation of a company to wark a substance 
now known as “ Alperlite," pointing out that he had obtained the 
formula from the plaintiffs’ loose-leaf book. It was found thst 
the formula was not in the book he had left behind, and Fisher 
and Drummond were the only persons who could know 
formula, The two cards had been removed from the book, am 
the plaintiff company would have no means of ascertaining n 
mixture. The defendant stated that he had had an offer of i 
for the formula, but Mr. Fisher, after saying that he would he 
the matter over, wrote declining to have anything to do with ! 
It would appear that Mr. Manning had removed one of the vue 
leaf books from one of the company's offices, and he claimed s 
was his own property. Counsel did not see how that could à 
as it was paid for with the company's money. He had, howevt" 


-offered to return the book, but that was not sufficient. Shortly 


after the termination of his engagement with the plaintiff жын 
pany, Manning got into communication with the Belgium TM 
Co. who were also manufacturers of a certain class of TU E 
goods, and it would appear that as early as July, before his ede | 
ment with the plaintiffs had terminated, he was giving them 
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order. The defence was a denial that Manning was makiny use 
of any knowledge that he had acquired while in the service of the 
plaintiffs, and the Belgium Tyre Co. alleged that they had acquired 
nothing from Manning over which the plaintiffs had апу 
rights. They admitted that Stabilit was manufactured in 
Germany, but not entirely in that country, and they denied that 
any formula used in the plaintiffs’ business belonged exclusively 
to the plaintiffs. 

Witnesses were called for the plaintiffs to prove that Manning 
knew the formula of the plaintiffs Alperlite, and that the 
Belgium Tyre Co. were now supplying a substance identical with 
it. The success of the eompound depended upon, the formula and 
not upon the skill of the workman who compounded it. and any 
departure from the formula would tend to alter the specific 
gravity. the insulating properties. and the flexibility. 

At the conclusion of the plaintiffs’ case the hearing was 
adjourned until next sittings. 


RATING OF ELECTRIC TRAMWAY LINES. 
LONDON COUNTY COUNCIL'S APPEAL SUCCESSFUL. 


AT the County of London Quarter Sessions. аі Clerkenwell. Mr. 
A. P. Lawrie, K.C. (Deputy-Chairman), delivered judgment in ‘this 
appeal against the quinquennial assessment by the Assessment 
Committee of the Holborn Union of tramway lines in the Boroughs 
of Finsbury and Holborn. 

MR. LAWRIE, in giving judyment, observed that throughout the 
hearing the fact had more and more impressed itself upon them 
that this case need never have come into Court, and that was 
equivalent to saying that, particularly at this time, it never ought 
to have come into Court. It was a most deplorable thing to see 
two public bodies spending large sums of money in fighting over 
matters which should have been easily capable of adjudication 
without litigation. The Court could but feel that if each party 
had approached the other with the earnest desire to settle, a 
solution would have been reached very similar to the result they 
had arrived at, and much of the ratepayers’ money would have 
been saved. But while a settlement would have been easy if that 
course had been adopted, a decision in the case was by no means so 
simple. Whenthe parties found that the question was to be fought 
they both appeared to have shut their eyes to the points telling 
against them, and have opened them very wide to every point that 
even appeared to tell in their favour, with the obvious result that 
differences necessarily increased, the valuations of the rival sides 
were hopelessly at variance. and both included many obviously 
untenable claims, either of additions or deductions. When the 
сазе came into Court they gladly recognised that every assistance 
possible was given to them by all concerned. and they could not 
speak too highly of the great care and ability with which 
the case had been presented. The Court had asked themselves 
what a reasonable man would have anticipated at the time in 
question, and in the main they had based their finding on the 
accounts of 1914-15, but there were many variations in those 
accounts available to anybody in 1915, both fivures of increased 
receipta and expenditure already incurred. "There were also ten- 
dencies which seemed clearly defined which they had had to con- 
sider, and they had had to decide which of those would affect a 
prospective tenant. They had had to discourage certain ascertained 
firures which would not have been anticipated. Апу decision in 
such circumstances must be largely a matter of speculation. The 
result they had arrived at was that the total rateable value in 
Finsbury should be £6.527. which was in the neighbourhood of 
two-thirds of the amount of rateable value (£9,770) appealed 
against. The judgment of the Court, therefore, was that the 
appeal be allowed, with costs, and that those firures be inserted in 
the valuation lists. His Lordship merely desired to add that that 
decision might be of some assistance to the parties in the effort he 
was sure they would make, without any further litigation, in the 
outstanding cases in the Borough of Holborn. 

In reply to Mr. RYDE, the DEPUTY-CHAIRMAN said that, if 
desired, he could work out the figures for the remaining parishes 
in Holborn. 

MR. CLAVELL SALTER: I think. perhaps, it would be more 
convenient to вее if we can settle in the light of your Lordship's 
observations. 

MR. RYDE: Your Lordship says the result arrived at is two- 
thirds of the rateable value appealed against. I am content to 
take the assessment in the other parishes as two-thirds of the 
amount appealed against. | 

MR. CLAVELL SAUTER : I suppose you are. 

The DEPUTY-CHAIRMAN : I suppose Mr. Clavell Salter would 
not go as far as that. If you (Mr. Ryde and Mr. Salter) can come 
to some arrangement I think it will be best, but if you cannot I 
am prepared to work out the figures for the other parishes on the 
same lines as I have worked out these. The figures are before me,. 
and it will not be an inconvenience to me ; so, failing a settlement 
between yourselves, I am prepared to do it. i 

COUNSEL on hoth sides acquiesced in that proposal. 

MR. RYDE also suggested that they should try and agree the 
gross values, which, he said, would affect nobody. 

Каш CLAVELL SALTER: I agree that we ought to try and do 
that. 

The DeprTy-CHAIRMAN observed that he was rather under the 
impression that the gross values had been arranged. 

MR. CLAVELL SALTER said his Lordship would remember that at 
the outset of the case he submitted that the appellants had no 
lucus andi there on the ground that they had not taken the neces- 
sary steps as provided by the statute. He would like the matter to 
be left open so that it might again be mentioned. 


The DEPUTY-CHAIRMAN : Certainly. 

MR. Күре : I understand that the appeal is allowed with costs 
as regards Finsbury. [take it, as your Lordship has not worked 
out the figures for the other parishes, that the question of costs is 
not. yet decided ? 

The DEPUTY-CHAIRMAN said that waa so. 

MR. CLAVELL SALTER: May I take it that the Court would be 
prepared to consider whether each party should pay their own 
costs . 

The DEPUTY-CHAIRMAN : It is a very substantial reduction, a 
very large reduction. and it was necessary for the appellants to 
come here before they could vet the reduction. 

The matter was then formally adjourned until a day in the New 
Year, when, it was understood, the result of the conference between 
learned counsel on both sides would be made known. | 


LEAHY AND OTHERS r. KERRY ELECTRIC SUPPLY Co. 


BEFORE the Master of the Rolls, in the Irish High Court. Dublin, 
a settlement was intimated in an action by Mr. C. F. N. Leahy, 
and nine others, members of his family, for an injunction to 
restrain the Kerry Electric Supply Co. from selling milling 
machinery demised to them at the Fleck Mills, Killarney. The 
terms were that the defendants shou'd expend £500 0n the erection 
of a power engine in the mills 12 months from the termination of 
the war, and that they should be at liberty to sell the machinery 
in the mill on condition of lodging the proceeds in the National 
Bank, Killarney, in the names, jointly, of plaintiffs and defendanta. 
In the event of defendants failing to erect a power engine, the 
money lodged is to be the property of the plaintiffs, but compliance 
with the condition leaves the moncy with the defendants. His 
Lordship directed the defendants to pay the plaintiffs’ costs. 


COLONIAL TELEGRAPHS AND TELEPHONES. 


By R. W. WEIGIITMAN, M.LE.E. 


(10 racl of paper read before the INSTITUTION OF 

ELECTRICAL ENGINEERS.) l 
No review on this subject would be complete without a 
reference to the great services the late Sir William Preece 
reudered to the Colonial Administrations during his lifetime ; 
upon the advice he gave the foundations of many of the 
Colonial systems were laid, and in many cases the super- 
structures also were built. from Sir Williatu’s association 
with the Colonial services, and with the gradual standardisa- 
tion of materials and plant generally in. the Home Depart- 
ment, and the publication by the Departinent of books of 
technical instructions, the Dominions and Colonies have got 
more or less into the way of accepting Post Othice practice as 
bevond question. 

The Administrations of the Dominions send their chief 
technical ofticers around the world to see what is being done, 
and to cull from the various svstems of the world those 
features which appear to them as being most advantageous 
for adoption in their own countries. Thus we find in the 
Dominions practice which is a mixture of British and Ameri- 
can, and perhaps even a little Continental. But as the bed- 
rock of it all, British Post Office practice 18 outstanding. 

In the earlier davs, many of the engineers, and many 
officers of other ranks as well, appointed in the Dominions 
and Colonies, were men who had received their training in 
the various home services. This still applies to appointments 
in the Crown Colonies, but it is only rarely the case now in 
the Dominions. We find the youths of the Dominions quali- 
fying in their respective engineering departments for even 
the highest positions in. them. 

There are, however, several Colonies in the tropics in which 
the heat, and the highly electrical condition of the atmos- 
phere in some cases, are so trying that Europeans must have 
the relief of a change to a temperate climate at frequent 
intervals. For the filling of engineering appointments іп 
these Colonies, the Colonial Office will always look for men 
at home. Higher salaries are offered than men in similar 
Positions m England аге paid, bat the difference is often 
swallowed up in the higher cost of living. in the expense of 
trips to England necessary for health reasons, and, 1 the 
engineer be а married шап, in the cost of what practically 
amounts to maintaining two hontes; and so in the end the. 
Colonial engineer is rarely as well off financially as he would 
have been had he remained here. This is surely a matter 
which should receive the consideration of the Colonial authori- 
ties. Low salaries for men in positions .of responsibility are 
false economy. 

lu another direction the Goveruments of the Crown 
Colonies are very short-sighted. Thev do not encourage their 
engineers sufficiently to keep themselves up to date. А tech- 
nical officer, on whose initiative the engineering methods of 
a Department depend, should be specially commissioned by 
his Government to visit England at least every three or four 
years, to enable him to keep in touch with the latest develop- 
ments. | . 

With well-trained staffs of European character, the engi- 
neers of Canada, Australia, and New Zealand are relieved of 
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much of the worry which falls to the lot of the engineers in 
those countries where the bulk of the labour is black. In 
Australia there 18 an Arbitration Court for the investigation 
and. settlement of labour disputes, and any dithculties of this 
nature that arise between the administrations and the work- 
ing staffs of the telegraph and telephone organisations are 
referred to it. In New Zealand there is а Board of Appeal 
on somewhat similar lines. 

In Canada there is a law under which employés can apply 
for a Board of Conciliation to discuss the differences between 
themselves and their emplovers; but in regard to this, one 
high official in Canada remarks: “It is a debatable question 
о, it is of any advantage to either employers ог em- 
ployés. 

In Seuth Africa practically all skilled work is done, and 
all supervising positions are held, by Europeans. The rough 
work is done by the natives, and many natives are also ewm- 
ployed as unskilled linemen. All departments of industry 
are hampered by the disinclination of the natives to work. 
Where they are employed as linemen there is not that con- 
tinuity of service which is desirable, and their utter lack of 
sense of responsibility is the cause of much anxiety to the 
engineer. Engineers in all the black Colonies have the same 
experience in this respect, and in some cases their difficulties 
are increased by the refusal of their Governments to provide 
adequate supervision. 

The rates of pay to Europeans in the Dominions and 
Colonies vary generally with the cost of living, and any 
reference to them would be liable to be misleading, unless 
the living expenses and the local conditions in each case 
меге also stated. 

Of all the Dominions and Colonies, Canada is the only one 
that has mada any headway in the manufacture of apparatus 
and material for telegraph and telephone purposes. Practi- 
cally all wire, cable, subscribers’ instruments, and manual 
exchange equipment used throughout the telephone services 
of the country are made in the Dominion. Automatic ex- 
change apparatus, where this is in use, is obtained from the 
United States, but even this 18 now being assembled and 
built up in Canada. Copper wire, iron wire, and pole fittings 
ar» also made to a large extent. Telegraph apparatus is 
generally got from the States, and also the glass insulators 
во largely used. Porcelain Insulators, where these are used, 
have been obtained to some extent from the Continent. 

In Australia, cast-iron pipes, stoneware conduits, copper 
tapes and binders, and certain of the pole fittings are manu- 
factured in the country. Prior to 1913, practically all the 
insulators used came from Germany, but insulators of both 
porcelain and stoneware are now being made within the 
Commonwealth. A fair amount of magneto telephone appa- 
ratus and switchboard material is obtained from Sweden, 
while some of the larger exchange switchboard plant and the 
Strowger automatic apparatus now being introduced come 
from America. Wire, cable, telegraph apparatus generally, 
and material of a kindred nature are obtained almost exclu- 
sively from Great Britain. It is the rule to invite tenders 
for all supplies and to give preference to goods of British 
manufacture. 

The other Dominions and Colonies import practically all 
their plant. This is largely obtained from England, but 
quantities of telephone apparatus, especially, have in the past 
been supplied from both the Continent and the United States. 

The great distances these countries are situated from their 
sources of supply, and the delays in delivery that have taken 
place, have been serious drawbacks to the smooth working 
af most of the Colonial engineering departments. The engi- 
neer in а colony has to prepare his estimates of expenditure 
well in advance, but he cannot send off his indents for 
tuaterials until the funds are actually sanctioned by his Gov- 
ernment and voted bv his Legislature: His estimates cover 
new works which cannot be proceeded with until the mate- 
rials arrive, and as it takes anything from three to twelve 
months to get supplies from British manufacturers, 16 fol- 
lows that in 1nany cases the votes have lapsed to the Treasury 
before the materials reach him, the money 1s no longer avail- 
able. and the work cannot go on until the '' ins-and-outs "" of 
the whole matter have been explained to the Government. 
In the meantime the workmen, who have been retained in 
anticipation of the material coming to hand within a reason- 
able time, have had little or nothing to do, but their salaries 
have had to be paid just the same. Strong complaint is fre- 
quently made by Colonial engineers in this connection, and 
the author would like to impress upon manufacturers of tele- 
graph and telephone plant the great need there is for the 
more prompt execution of orders from the Colonies. Before 
the war. it was no uncommon thing to hear an engineer say 
hə would not put up with the dilatoriness of British manu- 
faeturers, and that he would send his orders to the Conti- 
nent, and in some instances orders were actually sent there. 

In the Dominions and m some Colonies these difficulties 
ara got over Һу the establishing of ‘ reserve stores " in which 
ample supplies are kept to meet all ordinary demands. This 
i: a plan which every colony with any considerable system 
should adopt. It involves the sinking of a certain amount 
of capital in the stock, but the convenience and the saving 
of money in workmen's wages are worth more than the 
amount of interest incurred. Under this system all materials 
are purchased from the stores, and as they are issued the 
stores account is credited with their value from the funds 


provided for the works for which they are required. Delays 
in carrying out works are thus reduced to а minimum. 


ADMINISTRATION. 


The methods of administration throughout the Colonies are 
naturally varied to meet the local conditions, but in all the 
Dominions (with the exception of Canada) and also in all 
the larger Crown Colonies the telegraphs and telephones are 
combined with the postal service of the country, and the 
Postmaster-General is the officer responsible to the Govern- 
ment for the proper management of the organisation as a 
whole. In some instances the office of Postmaster-General 
is a political one, and in such a case the permanent head of 
the department is the secretary, as in England. 

In some of the smaller Colonies telephone exchanges hare 
been established by private conrpanies; but apart from these 
the telegraph and telephone systems are generally on so 
small a scale that they do not justify the appointment of a 
fully-qualified telegraph or telephone engineer to control 
them, and so this duty falls to the colonial public works 
engineer, whose responsibilities will include everything of an 
engineering nature from harbour works to electric bells. 
Under the public works engineer there will perhaps be a 
telegraph or telephone inspector, who is often a man of good 
experience and who will, at any rate, relieve him of respon- 
sibility for the practical part of the work. | 

In the larger Crown Colonies we usually find an organisa- 
tion on the lines of the home Post Office. It is both con- 
venient and economical to combine the staffs of the postal 
and telegraph and telephone services of a country under the 
one administration. Unfortunately, under this system there 
i: а tendency for the commercial staff to assume functions 
which are liable to bring them into conflict with the engi- 
neering section, with a serious loss of efficiency to the latter. 
The officer who is responsible for the traffic and operating 
sections of the organisation is inclined to see things only 
from the point of view of the traffic side, and the views of 
the engineer are, therefore, liable to be subordinated to his. 
The efforts of the most capable engineering body in the world 
may be thwarted and the engineers themselves discouraged 
if there is undue interference and а lack of sympathy and 
support from the Postmaster-General and his staff. —. 

The telegraph and telephone services of Canada are quite 
separate from each other, as in the United States. Sections 
of the telegraph system scattered throughout the country. 
and including а considerable mileage of submarine cable, are 
under the Government, and these are connected up through 
the lines of the public companies. By far the larger portion 
of the system is in the hands of the great North-Western 
Telegraph Co. and the telegraph departments of the two 
great railway companies. the Canadian Pacific and the Grand 
Trunk. There is no active competition between the different 
administrations. Each has its defined sphere of operations. 
and adequate communication between the different systems 
1s provided. | | 

The telephone services of Canada in the Provinces of Марі. 
toba, Alberta, and Saskatchewan are controlled and manly 
owned and operated by the local Governments, but there are 
also private telephone companies and municipally-owned ex- 
changes in operation. In the other parts of the country the 
telephones are in the hands of private companies, some of 
them operating over large areas of country. There is no real 
competition between the large administrations. Each haa 
its particular area of operations, and. the exchange and long- 
distance services are carried on without opposition. The rural 
conipanies are, however, frequently started in competition 
with the ruling company, and intercommunication difficulties 
arise. 

In the three provinces named each system is obliged by 
law to give connection to all the others, and the long-distance 
lines of the three provinces are also interconnected. 

The construction of rural lines by independent local com- 
panies for the purpose of giving telephone service to farmers 
is much encouraged by the various Provincial Governments. 
and in this respect Canada is a shining example to the other 
Dominions and Colonies. 

In the great Australian Commonwealth, the telezraphs and 
telephones are a close monopoly under the Post Office. ‘The 
Postmaster-General is the Parliamentary head of the Depart: 
ment, and the permanent head is the secretary. In each of 
the States tho local head is designated the Deputy Post. 
master-General, and all sections of the department, including 
the engineering branch, are under his control. The chief 
electrical engineer at headquarters is responsible to the secre- 
tary, but his position is largely consultative, and there 1s nct 
that direct line of control over the engineering organisations 
of the various States which is usual. He communicates direct 
with ape head engineers in the States upon all technical 
matters, but notwithstanding this, thera has not been that 
close co-ordination of engineering practice which is possibie 
under a centralised form of administration. | 

Lines for public use in country districts which may not ba 
immediately remunerative to the department may be erected 
under a system of guarantee, under which the department 
bears 50 per cent. of the estimated annual loss: the balance af 
th. loss is borne by those interested in the construction of th? 
lines. КОШ 

The fullest encouragement is given to persons living in the 
country to erect their own lines, either individually, or con- 


Vol. 79. No. Y DECEMBER 29, 1916.] THE ELECTRICAL ‘REVIEW. 


718 


jointly with their neighbours, for connection with post offices 
or exchanges, and the department furnishes applicants with all 
the information they may require. 

In New Zealand the Postmaster-General is a political 
ofücer, and the secretary is the permanent head of the ad- 
ministration. In the districts, the chief officer is styled `“ The 
Telegraph Engineer," and he is responsible to the chief engi- 
neer at headquarters, who is again responsible to the secre- 
tary. The department has a complete monopoly of the tele- 
graphs and telephones of the country, and it does not encour- 
age the formation of private companies for the establishment 
ot rural or other lines. Under the Telegraph Act по person 
or persons may construct telegraph or telephone lines for hire 
or profit, but there іх no hindrance to persons ereeting lines 
for their own use. Мапу such lines have been put up by 
farmers in the back blocks of the country where the Govern- 
ment do not feel warranted in spending money on lines 
which offer little prospect of paving their way. Such lines 
usually terminate in a Government office or exc 'hange, where 
‚ they are given connection with the Government system. They 
ате usually built as cheaply as possible, and the service is 
generally inferior, and faults are of frequent occurrence. The 
Ciovernment exercise no supervision or authority over these 
private installations. 

In South Africa, the telegraphs and telephones are also 
under the Postmaster-General, who is the permanent head 
of the Administration, the political chief being designated 
" Minister for Posts and Te legraphs." Of all the Dominions 
outside Canada whose telephones are administered by а Gov- 
ernment department, South Africa is the first to adopt the 

"functional " system. With the advent of the Union, the 
separate administration” were merged їп the one central 
administration and a system closely allied to the ' terri- 
torial,” which had been in force in the Cape Colony, was 
applied to the whole of the Tħion. The country was divided 
into seven districts for administrative purposes. With the 
great development of the telephone systein, this method of 
administration was found to be unsuitable. The “ func- 
tional" system was introduced about three years аро, and 
the Postinaster-General, when in England last vear, informed 
the author that it was working with the greatest satisfaction. 

In practically all the Colonies and Dominions the railways 
belong to the State, and in some of the smaller Colonies a 
feature of the adininistration is the amalgamation of the 
railway telegraph engineering and electrical signalling systems 
with the engineering department of the Post Office. 

All electrical signalling systems are of a cognate character, 
ənd come, naturally, within the scope and training of tele- 
graph engineers and linemen, and any Colonial Administra- 
tion which may contemplate such an amalgamation need have 
no fear for the results provided a capable and well- organised 
staff is available. 

Under some administrations telegraph and telephone engi- 
neers are required to carry out the departmental electric 
lighting work, and it is a highly debatable question whether 
this principle is a good one. The author's opinion 18 that 1л 
the specialisation which is necessary to-day in telegraphy and 
telephony, it is too much to expect an engineer to be expert 
also in the lighting and power applications of electricity in 
the larger sense. 

(To be continued.) 


TRADE STATISTICS OF NEW ZEALAND. 


THE following figures, showing the imports of clectrical and 
allied’ goods into New Zealand in 1915, are taken from the 
official statistics which have just reached this country. The 
figures for the previous year are given for purposes of com- 
parison, and increases or decreases noted. In each year the 
country nained is the country of origin of the goods. 


1914. 1915. Ine. or dec. 

Leather belting — E £ E 

Krom United Kingdom 4,000 — 4,000 2 
„ United States ..Ф 1,000 оң) + 1,000 
„ Other countries 1.000 2Q(MN) + 1,000 

Total 6.000 8,000 + 2.000 

Belting, other than leather.— 

From United Kingdom — ... 97,000 92000  — 5,000 
„ Australia |... uM 1.000 КИТ S 
» United States SAHN) ә  — 1.000 
; Other countries Fr 1.000 — = 1,000 

Total oo...  .. 3200 | 95000 -— 7000 

Engine packing.— 

From United Kinzdora 11.000 11,000 == 
» Australia TE 1,000 1,000 
» United States i 4,000 5,000 + 1,000 
» Other countries ... 2,000 100 - 1,000 

Total 18,000 18,000 — 


Scientific mmstruments,— 


From United Kingdom 
4, Germany | 
, United States. 
», Other countries 


Total 


Telegraph апа tele PM wires, iron.— 


From United Kingdom 


1914. 
£ 
5,000 
1,400 
1,000 
1,600 


—— e 


9,000 


5,000 


1915. 
£ 
4,000 


1.000 
1000 


6,000 


9,000 


Generators, motors, and transformers.— 


From United HD 
, France 
eS Germany | 
» United States 
» Other countries 


Total 
Electric batteries and cells.— 


From United Kingdom 
» United States 
», Other countries 


Total 


55,000 
1,000 
5.000 

053,000 
2 OW) 


86,000 


4,000 
2,000 
1,000 


7,000 


Carbons and insulaling material.— 


From United Kingdom 
»» Australia 
S, Germany е 
» Other countries . 


Total 
Other electrical material.— 
From United singend 
» Germany f 
» United States 
» Australia IL 
» Other countries 


Total 


6.000 
4,000 
9.000 
1,000 


13,00) 


65,000 
7,000 
O6 (XX) 
4,0) 
3,000 


165 ,000 


* jw E т £4,000. 


Melers, eleetricily.— 
Prom United. Kingdom 
» Other countries 


Total 


44 000 
9 (XM) 
O6 (XX) 
9 (XX) 


14,000 


5.000 
1.000 
1,000 


— 


7,000 


4,000 


E * Germany £2,000. 


Lamps; electrical.-— 


From United шон 
4, Germany Я 
» United States” 

,, Other countries 


Total | 


31,000 


* Holland £2,000. 


Steam engines.— 
From United Kingdom 


(Gas and. oil engines (ercept for molor-c 


From United Kingdom 
United States 
». Other countries 


Total 
Botlers.— 
From United) Kingdom 
,;O United States 
Total 
Insulated cable and wire.— 


From United eee 
А Germany | 
,A United States 
4, Belgium ы 
.. Other -countries 
И 
Total 
Mining machinery.— 
rrom United Kingdom 
, Australia 
» Germany 


So United States. 
4, Other .countries 


Total 


Railway and tramway plant.— 


From United Ein “Чоп: 
, — Australia 
Other countries 


Total 


3? 


15,000 


70.000 
КШ 
1,000 


89,000 


9.000 


— 


9,000 


117.000 
16,000 
8,000 
6,000 


БҮК 


91.000 
2.000 
1.000 
4.000 
9 (КЮ) 


30,000 


44.000 
a 00 
3,000" 


30,000 


23,000 

7.000 
11,000 
41,000 


13.000 
ars).— 
43,000 
14,000 
1,000 


58,000 


13.000 
9 (КЮ) 


15.000 


102,00) 


3,000 


2,000 


107.000 
15.000 
2 (КЮ 


15.000 
BALLI 


45,000 


36, 000 
{ Ow 


1.0 
61.00 


* United States £3,000. 


Inc. or dec. 


[p 


+ + 


++ 


T 
= 


27.000 
4,000 


31,000 


4,000 
2.000 


6.000 


15.000 
16,000 
5,000 
6.000 
2,000 


4,O790 


Ld 
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WAR ITEMS. 


Prohibited Tradiag.—The “ London Gazette " for De- 
cember Xud contains further lists of bodies and persons with 
whom trading is prohibited in Argentina and Uruguay, 
Brazil, Chile, Greece, Japan, Liberia, Spain, and other coun- 
tries. 


The Sterling Telephone & Electric Co., Ltd.—The whole 
of the enemy shares of the Sterling Telephone & Electric Co., 
Itd., of London and Dagenham, have been acquired. fronr the 
Public Trustee by Sir John Bethell, Bart., M.P.. who will 
act as chairman of the company. Sir Thomas Bethell and 
Mr. C. 5. Syrett have also been elected directors. 


Excess Profits Tax.—In the House of Commons, 
Bonar Law stated, in reply to Mr. W. Thorne, that down 
to the 16th inst. the amount of excess profits duty, including 
munitions levy, paid. into. the Exchequer was £73,609 кю. 
That was larger than the estimate for the period.— Daily 
Telegraph. 


Mr. 


The Enemy in Australia.—Mr. Jensen, Australian Minis- 
ter for the Navy, has issued a report showing that two months 
ago the electric wires. of the cruiser Brisbane were. deli- 
berately eut by unknown persons. lle gave instructions. for 
Instant dismissal of any workman belonging to the [Industrial 
Workers of the World.—Times. 


Economy. in Metals.—The Minister. of Munitions an- 
neunees that the Metals and Materials Economy. Соп ее, 
recently appointed under the chairmanship of Mr. C. W. Field- 
ing, W ПП ' consider and suggest the action. necessary to sec ure 
economies dm metals and materials as regards their use in 
munitions of war, takmg into consideration matters alfecting 
design, methods of purchase, stocks, import, distribution and 
control; with powers to take such evidence as may be neces- 
каг” both from the Departments of the Ministry and from 
n.anufacturers.—Morning Post. 


"То be Wound Up.—The Board of Trade 


following to be wound up :— 
Mechanical & General Inventions Co., 


has ordered the 


Ltd.. Ti. 


Long Acre, 


London, W.C., dealers in mechanical and ge meral inventions. 
Controller : : T. D. Hawkin, Whitehall House: Charing Cross, 
C 


Salsbury Co., Ltd., 11. Long Acre. W.C., dealers in lamps 
and accessories. Controller: T. D. Hawkin. as above. 

H. Traun & Sons, 25, Goswell Road, London, E.C., maru- 
facturers of ebonite and. vuleanite goods. Controller: J. 


l'ttullo, 65, London Wall, E.C. 


Exemption Applications.—.M the Glasgow Tribunal, an 
electrician in опе of the city theatres appealed for exemption 
өл the ground of indispensability. The manager said all the 
assistants had already enlisted, and the principal electrician 
in another of their theatres was waiting notice. to join the 
Naval Air Service. It required a skilled man to operate the 
lights, as in the case of fusing or anything going wrong a 
panic might ensue and the public would be endangered. The 
appeal was dismissed, but as the man was а skilled elec- 
trician exemption was granted conditional on his undertaking 
work of national importance. 


Chippng Norton Tribunal has deferred for a fortnight an 
application by the Military Representative for the withdrawal 
of a conditional exemption. certificate held by. Mr. W. И. 
Hellver, manager for the. Electric Light Co. 


At the Horshain Tribunal, an employer applied for permis- 
slon to appeal for an electrical wireman m view of consider- 
able work in hand. The man was in category ВЗ. It was 
suggested that there were only two or three of such men in 
the town. The Military Representative pointed out that the 
regulations provided that such men were only to be exempted 
when engaged on work of national importance. The applica- 
tion was not granted. 


The electrician of a Birminghain theatre is considered to be 
sy neceesary for 15 working ‘that it was stated at the Local 
Tribunal last week that if he had to go into the Army the 
theatre would probably have to close down.” It was pointed 
out that his work- could only be carried out by a skilled man, 
aud that it was quite unsuitable for a woman. He had to 
work at a great. height above the stage and on the roof, and 
he was necessary for the safety of the theatre. Exemption 
was given until March 26th. —Kirmingham Post. 


Before Calne (Wilts.) Rural Tribunal, on December 13th, 
Walter Gingell. electrical engineer with Lord Walter Hervey, 
b | appealed for, and was allowed exemption until January 
eth. 

At Dawlish (Devon), exemption was claimed for Mr. C. 
C. Hodges, manager of the Electric Light Co. For the direc- 
tors, Dr. C. №. Lovely said that Mr. Hedges was previously 
exempted to November th. Since the last appeal the 
directors -had advertised in the London technical Press, and 
eight replies were received. Of this number two were con- 
sidered to be suitable, but on w riting for the necessary parti- 
culars thev heard no more of them. Mr. Leonard Lees, J.P., 
for the military, opposed exemption. on the ground that Mr. 
Hodges could be spared. Dr. Lovely replied that if Mr. 


D.. 


M 


Hodges went they would have to close down; there was no 
other alternative. The question of substitution was raised, 
and Mr. Lees expressed the opinion that it was a case in 
which it might be tried. In the end the Tribunal allowed 
exemption until May Ist, the question of substitution being 
left open to the Military. 


Mr. G. C. Booth, electrician. appealed to the Whitby Tri- 
bunal for the retention of A. M. Cattle (31), indispensable to 
the business. ‘Temporary exemption to April 2nd was granted, 
with V.T.C. condition. 

On the appeal of the Military, a certificate of conditional 
exemption ‘held by Mr. Н. A. Harlow (18), electrical engi 
neer, with the Godalming Electricity Co., has been cancelled, 
and the period of exemption reduced to March 14th and 
made final. 

At Oswestry, 'the Military Representative asked for a review 
of the certificate of conditional exemption allowed to two em- 
ployés of the Electric Light Co., aged respectively 40 and 25, 
and stated to be indispensable for the carrying on of the 
undertaking. Confirming the exemption, the Mayor protested 
avainst the case being brought before them after the Tribunal 
had previously decided it. 

At Bedford, the Igranie Electric Co. appealed for the reten- 
tion of F. Morris, who was exempted until June Ist. 

At Winchester, the city electricity department appealed for 
the retention of the City Electrical Engineer (35), the assistant 
meter tester and inspector (25), а man in charge of electrical 
installations and repairs (38), the cashier and accountant (37), 
an engine driver (39), two stokers (34 and 39), three electrical 
fitters and wiremen (30, 95, and 27) a cable jomter (40), and 
& man in charge of mechanical and cable work (30). The 
electrical engineer stated that he had agreed to spare the 
youngest wireman, and the otlfer two were necessary to keep 
the installations going. He felt that the staff had been cut 
down as much as was possible consistent with running the 
undertaking safely. The Town Clerk mentioned that the. 
Electricity Committee were of opinion that the electricity 
supply to the city conld not be maintained unless they had 
these men. The Tribunal formally refused the appeal for 
the voungest wireman, but delayed the calling-up for a 
month: granted conditional exemption, Whilst présent cir- 

cuinstances continue, to the cashier and accountant: and 
mtd the remainder as being in certified. occupations. 

At Buxton, an electrician appealed for а member of his 
чай, aged 33, on the ground that he was indispensable in 
connection with running contracts at several public institu- 
tions, ќе. Ilis staff was now reduced to two, one of whom 
was unfit for military service. Ald. Slater: You are not the 
only electrician in the town. Appellant: I think I am the 
only qualified practical electrician employing skilled elec- 
tncians. Exemption to April 15th. was granted. 

The Witney U.D.C. electricity department appealed to the 
Oxfordshire Appeal Court for a renewal of the certificate 
granted to Vietor Brice (19), electrician at the supply station. 
When the last exemption was granted it was arranged that 
Brice should be released if a substitute was offered. Captain 
Bailey (Military Representative) said that it was difficult to 
find a substitute, and it was no use adjourning the case for 
that purpose. Mr. F. G. Curel, manager of the station, said 
that Brice was really a pupil: he had made every effort to get 
a substitute, but electricians were extremely scarce. None of 
the four men he had could take sole charge of the generating 
station; all of them worked seven days a week. A further 
two months were conceded. 

Before the Oxfordshire Appeal Court, on December 1th, 
the City of Oxford Electric Tramways, Ltd., appealed for 
R. D. Price (33), unit adjustor. At a previous sitting the 
case Was adjourned to allow the company to arrange with 
the Military authorities for the release of а man of 24, fit 
for general service. in lieu of Price, and 16 was now stated 
that the man of 24 had been passed for general service, and 
had оше up. Price was temporarily exempted for three 
months. 

On the appeal of the Rochdale Corporation tramways de- 
partinent, conditional exemption has been given, on the re- 
commendation of the Advisory Çommittece, to two motorinen, 

azed 28 and 36. 


\ 


Dry Cell with Gelatinous Electrolyte.—A rather in. 
genions solution for obviating the drying-out trouble of tbe 
electrolyte in dry cells, and the deterioration of the electrode even 
when on open circuit, is made the subject of a patent by Edward 
McGall and M. D. Malcomson. of Orange, N.J. It has been dis- 
covered that by using a colloidal gelatinous electrolyte of caustic 
soda and starch, the ordinary defects of dry cells are largely done 
away with, and that when, for example, zinc and oxide of copper 
are employed the efficiency of such cell is greatly increased. being. 
in fact. greater than that of a wet primary battery employing 
similar electrodes and an alkaline electrolyte. This ів дие, in part. 
to the starch, grains or other particles of organic material in the 
colloidal solution apparently increasing the ionisation of the 
e lectrolyte whereby the capacity and conductance are increased.— 

lectrical World, 
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THE A.E.G. AND FUTURE EXPORT TRADE 


ONE of the most remarkable facts brought to light in recent years 
relates to the grip which the leading electrical engineering groupe in 
Germany have, or had, obtained in different parts of the world. Apart 
from the footing gained in British Overseas Dominions, which has 
probably now been largely removed, these groups have developed 
their sphere of activity in China, Japan, Mexico, and in practically 
all the Republics in South America. "The direct export trade from 
Germany to oversea countries has been greatly facilitated by the 
formation of transmarine supply and tramway companies, which 
first expand into installation contractors, and then develop into 
. general contractors, whether the machinery, plant and accessories 
are procured from Germany or elsewhere. or partly made on the 
spot. With these introductory remarks attention may now be 
directed to the future aims of the A.E.G., as disclosed by Dr. 
Walther Rathenau at the recent annual meeting, and although the 
obeervations specifically refer to this company. it is reasonable to 
apply them also to the Siemens-Schuckert Co. and the associated 
Siemens & Halske Co. in connection with their transmarine 
ramifications. 

The principal subject discussed at the recent annual meeting of 
the A.E.G. in Berlin, as in certain former years. referred to the 
rate of dividend which was recommended for adoption. Several 
shareholders suggested that the accounts would permit of the pay- 
ment, instead of the 12 per cent. then proposed, of a rate of 14 per 
cent.. as paid in years of peace. In opposing this contention, Dr. 
Walther Rathenau is reported to have stated that without the 
possession of the undisclosed reserves, the undertaking would 
probably have suffered very severely in war time. The dividend 
rate was carefully examined by the directors, whose fees were 
fixed according to the rate, and who, therefore, had a great interest in 
the percentage. If, nevertheless. they exercised reserve in calcu- 
lating it, that was not due to an ill-intentioned policy. or one of 
accumulating reserves, but it was based upon the construction of 
. the undertaking. Those who were shareholders must know that 
they were interested in. an undertaking which was certainly well 
established, but which entertained no chances for speculative 
development, and also had not the advantage of offering a surprise 
in dividends. -As to the renewed wish for a higher dividend, the 
speaker proceeded to emphasise the dark side of the problem. He 
said that above £20,000.000 was invested in the undertaking. but a 
considerable portion of that was employed abroad in the form of 
branches, investments and credit both in neutral and hostile 
countries; The directors did not know at all how to value that 
capital. The business was international, and over 40 per cent. of 
the work was exported in times of peace. If the export trade 
after the war should be lacking, the buildings which served that 
purpoee would be without employment. In order, however. to 
maintain the business, a large expenditure of work, energy. and, 
above all, of money. would be necessary. The reserve fund was 
provided for difficult times. Could it not, even once. happen that 
the company might not earn any profits? Then efforts would 
be made not to remain without any dividend. 

Dr. Rathenau proceeded to state :—-'" We are a peace under- 
taking; that is characterised by a great ramification over all 
European and ex-European districts. The company is interested 
abroad through branch establishments, branch undertakings, credit 
and contracts; the transmarine, the international business in 
general. claims a considerable amount of our annual turnover. If 
we decided at the beginBing of the war to undertake а very funda- 
mental transformation of working, we did not conceal from our- 
selves the danger assumed by us that the question concerned the 
subjection of a portion of our property to great depreciation. and 
the exclusion of a considerable part of our regular business. We, 
nevertheless, resigued ourselves to this new form of business with 
enthusiasm, under the consideration that it is our duty, as a factor 
in German economy, to serve the country's defence, and place our 
workshops, machinery. and men unreservedly at disposal for the 
great common purpose. In this connection we have been led by 
the idea that this war is not a war of months, but extends over 
years. On reaching our decision considerable services were rendered 
by the fact that the reserves—just the reserves—made it possible 
for us to raise buildings and plant out of the earth, without the 
danger of touching our assets. The liquidity of funds, which is a 
costly luzury and which represents over £5,000.000 without em- 
ployment, has contributed in this direction. The efficacy which 
the company developed is great. The question concerns over 
250,000 sq. metres of supercial area which we built over : 30 hectares 
(74 acres) are roofed in, and the war contracta already run into 
nine figures. - : 

Dr. Rathenau continued :—'' Algo, if one does not mistake the 
political and military situation, the feeling cannot be excluded that 
Now, fot the first time, after a long while, a light appears in the 
distance—a peace light—but this situation also cannot relieve us 
from our duties. We have also to continue to strengthen our 
equipment, even to create buildings and large new works. віпсе it 
is known that the Hindenburg programme claims the whole force 
of the country—that through this mighty strain of labour Germany 
has become an arsenal." In conclusion, the speaker stated that ` the 
auxiliary service law makes every one of us a soldier, and in this the 
A.E.G. has to play its part." 


SOME NOTES ON WARRANTIES. 


[TROM oun LEGAL CoNTRIBUTOR.] 


Many manufacturers in different parts of the country are at: 
the present time engaged in manufacturing and selling goods 
which are rather outside their own line. Consequently, it 18 
the more important that thev shall pay attention to the 
terms of the contracts which they undertake to fulfil. For 
instance, a man accustomed to manufacture and sell а parti- 
cular kind of lamp will not concern himself about warranties 
of any kind; but when he commences some new manufacture, 
those whom he has to supply will probably bind him to the 
fulfilment of very strict conditions. 

A large number of cases which reach the courts in relation 
to the sale and: purchase of goods depend to some extent upon 
the question of warranty. Was a warranty given? Was 
there a breach of that warrantv? These are questions of 
great importance to.dealera in goods of all descriptions. 

It is of the utmost jmportance that if a warranty is given, 
it is carefullv carried out. A breach may lead to consequences 
the scope of which 16 18 impossible to foresee. 

At the same time, the machine, or whatever it 1s, can only 
be expected to do what is required of it if it is properly 
erected. If an accident happens owing to improper erection 
by the purchaser, the seller is not to blame.’ 

In a case recently heard at Birmingham. a firm of engineers 
and founders in Coventry sued another firm of engineers in 
Birmingham to recover damages for alleged breach of warranty. 
The defendants had supplied a crane. to be placed on a cupola 
platform, to lift about 15 ewt. Soon after the crane was 
erected in its place, it fell over when carrying a weight less 
than it was warranted to carry. with the result that one un- 
fortunate workman in the emplov of the plaintiffs was killed, 
and the accident cost the plaintiffs over £200, paid under the 
Workmen's Compensation Act. To recover this sum the plain- 
tiffs sued the defendants. It was alleged by the defendants 
that the crane was perfect in its construction, and that it 
fell owing to careless erection by the plaintiffs, and an undue 
strain upon a particular arm of the crane which was not 
placed on a level foundation. In this саке there was an amic- 
able settlement, but as to the question of breach of warranty, 
judgment was entered for the defendants. 

A warrantv need not necessarily be expressly given. If Jit 
annears by the contract that the buver relies on the vendor's 
skill or judgment. and the goods sold are in the way of his 
business. the vendor is bound to supply goods reasonably fit 
for the purpose, and there is an implied warranty that they 
are so. For example: А shipbroker gave an order to the 
salesman of a coal merchant for bunker coal for a steamship, 
and said they had been using “B” coal. and the &^lesman 
eaid he could supply " S" coal. which ought to snit "В" 
eoal suited. Whereupon the broker gave the order for the 
"SU сод], whieh proved to be worthless for bunkering. It 
was held that the salesinan's statement was tantamount to a 
warranty, and that the warrantv bad been broken (Crichton 
and Stevenson v. Love (1908), S.C. 818). | 

There 1s all the difference in the world between the kind of 
representation which is generally made to induce a «ale and 
that whieh is a warranty in. the strict sense of the term. 
Everv seller extols his own merchandise. A. B. tells vou his 
metallle flament lamps are the finest in the world. Go into 
C. D.'s shop next door, and his man behind the counter. will 
tel! vou that C. D.'s lamps are the finest in the universe. 

What a man savs by way of commending his own goods 
eannot be twisted into a warranty. Nor is a mere expression 
of opinion a warranty so as to be part of the contract. 

In а leading case the vendor put up a horse for sale by 
auction, and the plaintiff bought the horse for £280, relying 
on the positive assurance made to him = privately the day 
before the anetion that the horse was sound. It turned out 
wrong, and the nurchaser sold it for a reduced nrice and sued 
the vendor for breach of warranty. It was finally held on 
apneal that what was said about the horse was representation 
only, and not a warrantv, and that the vendor could not be 
held responsible for a misrepresentation. unless made fraudu- 
lently An expression of opinion is not a warranty, and is 
not, therefore, a part of the contract. A buyer who proves a 
breach of warranty is not entitled to avoid the contract and 
refuse the goods unless there is an express stipulation to that 
effect in the contract. 

It must be acknowledged that the distinction between a 
warranty and: a mere revresentation is in some cases rather 
fine. It has been generally held that where a representation 
тз shown by the evidence to have been intended to influenca 
the buver, and, in fact, was intended as a warranty which 
would be an essential part of the contract. 16 will he taken 
as a warranty, and where it was not rednced to writing the 
warranty. as a part of the contract, will be tested by the 
evidence showing whether or not the representation was made 
pending the sale. and subsequently accented as a boná-fide 
warranty. An interesting illustration of the extent to which 
a cuarantee and description contained зп a trade catalogue 
will be presumed to be a warrantv is found in the case of 
Williamson v. Rover Cycle Co. (1 W.R. 615). The plaintiff 
hought a machine from the defendants' agent which answered 
the descrintion in their catalogue— which he read before buv- 
ing—and there was in the catalogue an express guarantee that 
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the manufacturers had taken all precautions to secure good 
quality of material and workmanship, and that they guaran- 
teed to make good any defects in these respects anv time 
within a year. The plaintiff. used the machine frequently, 
and at last, within а few weeks of the expirv of the guaranteed 
period, the steering part broke, the front wheel was detached, 
and the plaintiff injured. The plaintiff, after the accident, 
. sent the machine to the manufacturers, who replaced the 

broken parts and threw them away. The plaintiff, relying on 
the warranty, sued the defendants and got a verdict for £120 
damages. In the Divisiona] Court this decision was reversed 
and judyment entered for the defendants, and this decision 
was upheld by the Courz of Appeal on the ground that the 
accident and the appearance of the broken tube were no 
evidence of any breach of warranty. Witnesses who had seen 
the broken part after the accident said it was a clean break, 
and not the result of defective material or workmanship. The 
defendants having replaced theim and thrown them атау, 


their non-production did not shift the burden of proof upon 
the defendants. | 


BUSINESS NOTES. 


Book Notices.—The December issue of the British 
Westinghouse (1и News is a * Blighty” number, published for 
Westinghouse men with H.M. Forces. Tt contains a number of 
amusing sketches and notes that will be very interesting to others 
besides those for whom they are written. Nothing in the issue is 
more timely than the picture of a sturdy British Westin;rhouse 
workman who is going to “Strike Hard in the Comin; Year" at 


.home, while his fighting comrades do likewise just across the 
Channel. 


Calendars.— Messrs. SIMPLEX CONDUITS, LTD., of 

Garrison Lane, Birmingham, have sent us another of their pocket 
aliaries which we have found so useful in past years—" just the 
thing "— with handy tables and other technical information ; and 
а desk blotter handsomely designed and finished in bronze, which 
cannot possibly conceal itself under a pile of papers, as does that 
elusive sheet of blotting paper. which is never there when it is 
wanted. 
_ Messrs. Downes & DaviEs, of Stanley Street, Liverpool, have 
issued a calendar for 1917. It is a charming study of " Elaine," 
with the firm's name and а neat little set of monthly slips both 
unobtrusively placed. ` 

MEssR&, GRINDLAY, Ross & Co. LTD. of 47, Waterloo Street, 
oe have issued a wall calendar for 1917, with monthly date 
slips. | 

From the Hart ACCUMULATOR Co.. LTD.. of Marshyate Lane, 
Stratford, E.. we have received a desk blotting pad for 1917, with 
the calendar for the year neatly placed on each sheet. Pos 


France.—La Compagnie Générale de Constructions et 
d Applications Electromagnetiques is the name of à new company 
"which has lately heen formed at Pantin, near Paris, with a capital 
of £52,000. 

Holidays.—The works of the HOFFMANN MANUFACTURING 


"Со., LTD., Chelmsford, are closed until J anuary Ist for holidays and 
stock-takine. | | 


. Bankruptcy Proceedings.—1l.. A. Тномѕох (trading as 
Saville & Walton, 39, Victoria Street, S.W.. electrical engineers and 


ce ee (Mr. E. S. Gray) released December 18th, 
916. 


Trade Announcement.— MR. Т. A. NuNwick, of 
1, Carr Street, Blackfriars, Manchester. has been appointed agent 
for Lancashire and Yorkshire by the Midland Electric Manufactur- 
ing Co., Ltd., of Birmingham, and will represent the firm from 


January lst. This is in addition to the other agencies at present 
hcld by him. 


LIGHTING AND POWER NOTES. 


Aylesbury.— The responsible Ministry has informed the 
U.D.C. that it is unable to recommend the L.G.B. to agree to an 
application for sanction to a loan to give an additional supply to a 
local firm. The Council has,decided to meet the case by laying 
а larger main at an estimated cost of £150, one-third of which is 
to be paid by the firm, together with not less than 25 per cent. of 
the total outlay for at least five years by current used : the price 
per unit is to be lid.. with a special *fuel clause. Lloyd's Bank, 
Ltd., has been asked to increase the electricity loans to £21.600, 


` Baildon (Yorks.).— E.L. Prorosat.—The District 
Council has asked the ‘Shipley Council if it will undertake to 
supply and distribute current in the Baildon area on the same 
terms as in. Shipley. The Shipley Council has expressed its willing- 
ness to supply Baildon if terms can be arranged, and has instructed 
_ the electrical engipecr to prepare an estimate as to probable con- 
sumption. and report to the next meeting, 


‘Bolton.—Pustiic Lightmc.—With a view to minimising 
the increasing number of accidents, a conference of representatives 
of the Electricity, Gas, Tramways, and Watch Committees has 

“decided to install electric lighting at points to be selected by the 
Chief Constable. 


Bedford. — PRoposkep  ExTENsIONS. — The T.C. has 
adjourned a recommendation by the electrical engineer to carry 
out certain extensions costing £34,076, including new turbine 
plant, mains, transformers, &c., with a view to supplying a large 
consumer outside the borough. A minimum revenue of £2,890 per 
year for five years was guaranteed. while the consumer had agreed 
to pay towards the cost some £5,119. The engineer pointed out 
that the existing turbine had saved 20 per cent. in coal, while the 


` proposed 1,500-KW. set would save about £2,000 а year additional, 


and obviate the present need of falling back on older and les 
efficient plant to meet increasing demands. 


Bradford.— WAcGEs.—Many of the employés of the 
Bradford Corporation electricity department, through the National 
Union of General Workers, are demanding an increase of 10а, per 
week on pre-war rates of pay. The respective departmental Com. 
mittees will first consider the demands, and make recommendations 
to the Special War Bonus Committee of the Corporation. 


Brighton.—The Lighting Committee of the T.C. has 
decided to dispose of a 440-KW. Willans-E.C.C. set for £1,250. The 
set was purchased in 1897 for £4,788. 


Burnham (Somerset).—Prick INcREAsE.— Тһе Ele- 
tricity Co. has informed the U.D.C. that the price of current has 
been increased from 54. to 6d. per unit. 


Chile.— Permission has been granted to Senores Francisco 
Undurraga and Ismael Jerez Diaz Valdes to utilise the waters in 
the Department of La Victoria for the production of electric power . 
for lighting and industrial purposes.— Board of Trade Journal, 


Colwyn Bay.—Yran's Workinc.—The working of the 
Counc s electricity department, for the year ended March 3lst 
last, has resulted in a surplus of £1,216. 


Continental, —""41N.—La Sociedad Electrica Rotena is 
the name of a company which has lately been formed in the 
Province of Cadiz, to establish a small central electric lighting 
station in the town. 


East Ham.—The question of reconsidering the present 
scale of charges for electricity supply has been referred to the E.L. 
Committee. А 

Нігегв of arc lamps whose contracts аге іп abeyance have been 
permitted to use them during the Christmas season at specified 
hourly charges. 


Epsom-Ewell.—E.L. PRoPosALS.— The Epsom R.D.C. 
has decided to waive the receipt of the necessary July notice by the 
Wimbledon T.C. and the South Metropolitan Electric Tramways 
and Lighting Co. in their application for prov. orders for E.L. at 
Cuddington, and Cuddington and Ewell respectively. The view 
taken is that it would be a great help to Ewell to have a supply of 
current from a large central station like the County of London 
station. 

The Epsom U.D.C. has decided to apply to the B. of T. and tb 
R.D.C. with a view to obtaining protection iu respect of the order 
of 1912, under which the Council is authorised to supply premises 
in Ewell with electricity. - 

The Ewell P.C.. after considering the matter, has decided to 
submit the following resolution to the B. of T., and to ask -for a 
deputation to be received on the subject :—" That the Ewell Parish 
Council is strongly in favour of a cheap and efficient supply of 
electricity being installed at the earliest possible moment. It 1$, 
furthermore, of opinion that one of the greatest needs of rural 
parishes in the South of England is cheap and reliable power. 
This would do more than anything to keep the village industries 
alive." | | 

London.—St. Pancras.—The Electricity Committee, 1n 
view of the restriction of materials, has decided that until such 
time as the King's Road new plant is in operation, no application 
for eurrent other than for national purposes will be entertained. 
other than where tenants take over premises already equipped. 

KENsINGTON.— The General Purposes Committee has consented 
to an application by the Kensington and Knightsbridge E.L. Co.. 
for the raising of the charge for electricity for lighting (i... 5d. per 
unit) Similar applications by the Notting Hill Co. were granted 
in 1915 and 1916, and it was therefore agreed. to raise no objection 
to this company increasing the price to 53d. per unit after the 
December quarter, and until June 30th, 1917. 


Londonderry.—Prorosep Loax.—The Т.С. has author- 
ised an application for sanction to & loan of £4,700 in connection 
with the electric light and water extension schemes. the estimate 
having been exceeded owing to the increased cost of machinery. 


Manchester.—The Corporation electricity department sêt 
up a record one day last. week, over 800.000 units being consumed 
during the 24 hours. 

Southampton.— The Borough Electrical Engineer hus 
drawn the attention of the Council to the flocding of the mains 00 
the Western shore ; also to the difficulty of getting spare machinery 
parts—a particular case being steel spindles for the coal conveyor 
which are subject to excessive wear. A satisfactory inerease is 
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load onthe station has occurred, this now approximating that of the 
winter before the war. 

Further boiler plant will be required before or when the lighting 
restrictions are removed, and consent is to be asked for this new 

lant. 

The T.C. is to place an order with the Chain Belt Co. for an 
elevator to be installed for a new coal bunker. The price is 
approximately £76. . 


Southend-on-Sea.—PRoPosED PLANT ExTENSION.—The 
electrical engineer reported that the capacity of the existing plant 
at the generating station and in the battery room at Chalkwell 
Park was 3,220 KW., and that in his opinion the demand upon the 
plant would at the termination of the war, and when the lighting 
restrictions had been removed, amount to approximately 3,800 Kw., 


in addition to which a margin of 500 Kw. would be necessary as & 


stand-by, and that consequently it would be necessary to take into 
consideration at an early date the desirability of acquiring two 
750-KW. steam generators which could be installed in the existing 
floor space available, thus avoiding the expense of carrying out 
extensions to the engine room. The Electric Lighting Committee 
has referred the matter to a sub-committee for consideration and 
report. A recommendation by the Highways and Works Committee 
that notice be given to the Southend Gas Co. to determine the 
ind agreement for public street lighting was rejected by the 
unci 


TRAMWAY and RAILWAY NOTES. 


Birmingham.—TRamway SroPPAGE.—On Friday last, 
owing to the bursting of a steam pipe at the Nechells temporary 
power station, the whole of this plant was shut down temporarily, 
and as a result the tramway servicé was again suspended during 
two short periods of the morning. 


` 


Bradford.—W AGES.—In connection with the negotiations 
already proceeding in the tramway department for advances in 
the wages and revision of conditions of work of certain classes of 
workers, the Tramways Committee met again last week on the 
matter, and resolved that drivers who have not received an 
advance since the commencement of the war be granted jd. per 
hour advance, and that all other male employés of the traffic staff 
* (including drivers and conductors) be granted 34. per hour increase, 
irrespective of scale advances. as а special war wage, on account of 
the increase in the cost of living. Overtime is to be paid for at 
the rate of time and a half, either on the seventh day or over the 
normal time on other days. The men’s demand was for ld. 
advance. 


Continental.—SParN.—'The Sarria-Las Planas section of 
the new electric railway of the Compania de Ferrocarriles de 
Cataluna, to connect Barcelona with Tarrasa, has lately been com- 
pleted and opened for traffic. 

A concession has been granted to Messrs. Chavarri Petremont 
and Co. for the construction and working of an electric tramway 
for goods traffic, from the station of Miravalles (on the Castijon- 
Bilbao Railway) into the town.— Board of Trade Journal, 


Chile.—4A decree has been published granting to Don 
Eduardo Heyraud permission to construct and work an electric. 
street railway between Santiago and Кепса ; the line will be of 
metre gauge, and approximately 8 km. in length.— Board of Trade 
Journal. 


Rochdale.—The Tramways Committee attributes the 
recent fatal accidents on its system to the dark condition of the 
streets, and the manager is to approach the Chief Constable with a 
view to some improvement, either in the lighting ict the cars or of 
the streets on the main car routes. 


Shipley.—The abstract of accounts for Ње year ended 
March 31st last, issued last week, shows that all the trading under- 
takings have made profits—even the gas department having con- 
verted a former loss into а profit, owing to advanced prices. The 
only contributories to relief of the rates, however, were the tram- 
way department, £571, and the water department, £729. 


Southampton.—Errictency (?) OF FEMALE LABOUR.— 
As а result of the ticket stock-taking for the year ended March 
31st, 1916, it was found that tickets of the face value of £108 were 
unaccounted for. It was thought at first that a mistake had been 
made on the previous stock-taking, but after full investigation the 
tramway manager states that he is bound to arrive at the con- 
clusion that the discrepancy is accounted for by the transition 
from male to female employés. They first adopted the system of 
women conductors in August, 1915, and practically at the same 
time the entire ticket-office staff was replaced by girls. Owing te 
the work being intricate, and in many cases far beyond the under- 
standing of the women conductors taken on at that time, mistakes 
in bookimg were extremely frequent, and were not always detected 
by the new and inexperienced ticket-room staff. In his (the 
manager-'s) report of February, 1916, regarding the control of the 

staff, he made special reference to the state of chaos which 
existed in the ticket room up to that time. Girls were much more 
careless about losing tickets than the men were, although this 
fault has been greatly remedied of late by adopting stern methods 
A ticket error book has ndw been adopted, which automatically 


prevents error through this cause. Another point is that a great 
number of tickets were used in the women’s training room, and at 
one time a large number of these were taken from stock and not 
booked up. Before the ticket error book was inaugurated, con- 
ductors undoubtedly accidentally kept packs of tickets out instead 
of paying them over at night. This may have resulted in many 
packs being missing during the stock-taking, and possibly next 
year when stock is taken a large number of the tickets short may 
be found. The manager is absolutely satisfied that there has been 
no monetary loss in this connection, and that the shortage is 
purely a paper one. 


Southend-on-Sea.— Application is to be made to the 
B. of-T. for permission to use double-decked tramcars upon the 
light rail ways in the borough. In view of the difficulty of securing 
the necessary material required for maintaining the tramways, the 
electrical engineer has been authorised to purchase parcels of any 
material required, subject to the sanction of the chairman. 


4« 


CONTRACTS OPEN and CLOSED. 


OPEN. 


Australia.—SYDNEY.—January 22nd. Electrical plant 
(converter, battery, booster, and switchboards) for the Castlereagh 
Street sub-station, for the Municipal Council. Specification from 
E.L. Department, Town Hall.* 

February 19th. Municipal Council, Meters, maximum demand 
indicators, feeder regulators. Specification from E.L. Department, 
Town Hall. 


PERTH.— January 10th. P.M.G.’s Department. Telephone 
instruments and parts. See “Official Notices" December 15th. 
MELBOURNE. — January 31st. Department of the Navy. 


Dynamos, switchboard, motors, balancers, and control gear, for 
Flinders Naval Base. Specifications from the Director of Naval 
Contracts, Melbourne. 

March 5th. Corporation. Опе 7.500-K.V.A. turbo-alternator. 
Specification (21s.) from the Town Clerk. 


Bootle. — Corporation, ‘Tramway rails. 
Notices " to-day. | 

Leith. — January 3rd. Electricity Department. 6,000 
tons of washed singles during six months from January 15th, and 
(alternatively) 12,000 tons of washed singles during 12 months 


from January 15th. Burgh Electrical Engineer, Great Junction 
Street. 


New Zealand.— DUNEDIN. — January 24th. Motor- 
generator, accessories and spares. City Electrical Engineer, Market 
Street, Dunedin.* ' 

TAURANGA.—February 12th. Borough Council. Supply of six 
three-phase transformers, 11,000-400 volts. Messrs. Н. W. Clime 
and Sons, Consulting Engineers, Raetihi.—.V.Z. Shipping and 
Commerce. 


See ** Official 


Spain.— The municipal authorities of Astorga (Province 
of Leon) have recently invited tenders for thé concession for the 
electric lighting of the town during a period of 15 years. Tenders 
have also been invited by the municipal authorities of Pedreguer 
(Province of Alicante) for the electric lighting of the town tor 
two years. ° 


West Ham.—January 11th. Corporation. One water- 
tube boiler, one 3,000-Kw. turbo-alternator. See ‘ Official Notices ` 
to-day. | 

Wigan.—January &th. Tramways Committee. 30-H.P. 
motor tower-wagon. Mr. Frank Buckley. General Manager, Market 
Place. 


Specifications fur the items marked * can be seen at the Board 
of Trade Commercial Intelligence Department in London. 


—— —— 


| CLOSED. 
Australia. —P.M.G.'s Department, N.S.W. :— 


Additional automatic telephone apparatus, £1,151.—Automatic Telephones 
(Aust.), Ltd. 
30,000 jointing sleeves, £236.— Western Electric Co. (Aust.), Ltd. 
N.S.W. Public Works Department :— 


The tender of Harvey & Phillips, originally accepted for the supply of 1€ 
p.c. motors and equipment (see К.к. Rev., December l5tlo, has been 
annulled, and the contract awarded to War burton, Franki, Ltd 
(lectrio Construction Co.), £3,948. ы 

Department of Defence :— 

Installation of 18 intercommunication telephones at Victoria Barracks 

Melbourne, £189.—T. Draper & Co 
-Victorian Railways Department :— 


Signal lighting transformers for power signalling.—Aust. Gen. Electric Co. 
Half-watt lamps, lanterns and globes.—Aust. Gen. Electric Co. 


7 enders. 


Government Contracts.—In the list of War Office con- 
tracts announced in our last issue, for the name Bristol Ebonite Co 
Ltd., read British Ebonite Co., Ltd. 


See P — € BÓ € n E 
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llford.—U.D.C. Coal for the Electricity Department 
for four months :— 


Bradbury, Son & Co., Ltd.—Tamworth small nuts, 50 to 60 tons per month, 
at 25s. ld. per ton. ` 
E. Foster & Co., Ltd.—West Cannock D.S. nuts, 3 in. to 2 in., 50 tons per 


month, 27s. 10d. рег ton; also 20 wagons East Cannock 4 ft. 14 in. nutty 
slack, 21s. 4d. per ton. 


Oakley, Sollas & Co., Ltd.—Nailstone 1}-in. main nutty slack, 100 tons per 
month, 208. 3d. per ton. 


London.—5T. Pancras.—Owing to a fire at the Newdi- 
gate Colliery, the B.C. has had to buy other classes of coal. 


Rawtenstall. — Corporation. Additional switch-panels 
at the electricity works, Hareholme : British Westinghouse Co. 


VARIABLE-SPEED GEARS FOR MOTOR 
ROAD-VEHICLES. 


By ROBERT E. PHILLIPS. 


Tur following is an extract from a paper read before the 
INSTITUTION or MECHANICAL ENGINEERS, on the above-named 
subject : — 

Electrice Transmission.— Electric systems, or, as they аге 
more properly designated, petrol-electric systems, owing to 
the prime movers employed. being of the internal-combustion 
type, may be conveniently divided into four groups :— 

L In which the surplus power of the engine is stored in 
the form of electric energy in a battery of accumulators and 
is given out when required to auginent the power of the 
engine, of which the Pieper or Auto-Mixte may be taken as 
an example. 

2. In which the entire power of the engine is converted 
into electrical energy, Which is absorbed continuously by an 
electric motor driving the road wheels of the vehicle, of 
Which the Stevens may be taken as an example. 

З. In which electric energy is emploved to start and 
accelerate the vehicle, after which the drive from the engine 
to the road wheels is transmitted through a magnetic clutch, 
of which the Germain may be taken as an example. — 

4. In which the electric energy is wholly or partially en- 
ployed to start and accelerate the vehicle, after which the 
electric drive: is cut out and the power is transmitted to 
the road. wheels mechanically, of which the Thomas may be 
taken as an example. f 

Although it may well be argued that cach is best adapted 
for a particular class of work, there is no painsaving the fact 
that the second system is the only one which bas been used 
ou а cominercial scale for any considerable length of time. 
Dealmg, however, with these systems in their numerical 
order, the points in favour of the first system are that the 
surplus power of the engine is being continuously stored in 
the form of electrie energy which is available for use when 
the power of the engine requires to be augmented, and that 
the engine and dynamo run at a constant speed, which en- 
al les the former to be run to the best advantage and enables 
the latter to produce a current of suitable voltage to charge 
the accumulators at the proper rate. 

The points in. favour of the second svstem are, first, its 
sinplicity., as the whole of the power of the engine is con- 
verted into electrical energy, which is transmitted direct. to 
the motor driving the road wheels; secondly, the ыша num- 
ber of its parts: and thirdly, as the speed of the engine is 
Independent of that of the vehicle it can be run at the speed 
at which it gives its maximum power and efficiency. It is 
Claimed for the Stevens transmission that the over-all com- 
mercial ейсепсу running in normal oinnibus service is 79 
per cent., and that this efficiency arises chiefly from the great 
economy both in petrol consumption and in general upkeep. 
The factors which make for economy in petrol consumption 
are the slow speed of the engine as compared with the speed 
or the transmission. shaft, and the ability of the vehicle to 
frec-wheel, i.e., run. without propulsion, for a considerable 
part of its running time; while the factors which make for 
economy in upkeep are: (1) The simplicity of the transmis- 
sion, in which no gear-wheels, no clutches, and no battery 
are eimploved; (2) the absence of transmission stresses due to 
the elasticity of the electrical drive; (3) the absence of clutch- 
ing and de-clutching as obtains in mechanical gearing: and 
(4) the non-breaking of any electrical circuits during driving. 
This system has been used in the Tilling-Stevens omnibuses and 
other public service vehicles for several vears. In the London 
service alone these omnibuses have run over 6,000,000 miles 
at an estimated cost of 7.132d. per mile; while in the run 
ning of over 3,000,000 miles on solid rubber tires in the Lon- 
don service of omnibuses an average of 20,148 miles per tire 
has been obtained. 

The advantages claimed for the third system as compared 
with the first or second systems are, first, that when the load 
13 within the capabilitv of the engine the drive between the 
engine and the road wheels is practically, though not abso- 
Jutely, mechanical, at which time the electrical losses ате 
reduced to a minimum; and, secondly, that the mechanism 
сап be used for braking purposes. Against these, however, 


ef Jack of power of rapid acceleration. 


13 the serious drawback that mechanical means has to be 
employed for the reverse, in addition to which the double 
commutator adds to the complication of the control. It is 
also claimed for this system that as the electrical equipment 
is used solely, or mainly, for starting and accelerating, the 
equipment can be made comparatively smaller, lighter, and 
cheaper; but this would seem to be a fallacy, as the output 
of the electrical equipment cannot be confined to starting and 
accelerating duties only, for the simple reason that occa. 
sions must arise when more power than can be obtained on 
the direct drive wil] be called for, thus making it necessary 
to use the electric transmission. As this is the most severe 
duty that the electrical equipment can be called upon to 
perform, it must be of such proportions as will propel the 
vehicle during the whole working period without overheating 
if trouble 15 to be avoided. 

As regards the fourth system, this is considered more econo 
mical than a direct electrical: transmission, but against this 
must be set off the complications which arise from the iutro- 
duction of the planetary gear and the clutches. The Thomas 
trensmission has undergone two trials under the auspices of 
the Royal Automobile Club. The first trial was with a 36-H.r. 
Leyland lorry over a distance of 2,008 miles, the runnmg 
being continuous day and night. The weight of the lorry 
ui laden was 4.502 tons, and the weight of the load, including 
passengers, 3.18] tons, making а total of 7.653 tons. The 
rurning speed was not to exceed 12 miles per hour, and aver- 
aged (running time only) 10.47 miles per hour; the fuel 
consumption worked out at 7.555 miles per gallon, giving 
58.046 ton-miles per gallon calculated on the gross weight and 
21.030 miles per gallon calculated on the net load. During 
the trial no work was done upon the transmission with the 
exception of lubrication, for which 5j oz. of oil were used, 
and at the end of the trial the whole of the transmission, 
with the exception that the teeth of the double helical planet- 
ary wheels were somewHat worn, and two brushes, four 
sporking tips, and one brush contact point were suflicient!y 
burnt to require renewing, was in good condition. The 
second trial was with а 12-16-H.p. Delahaye car from London 
to Edinburgh and back, in which test the fuel consumption 
was approximately 35 miles to the gallon, giving 07.9 ton- 
miles per gallon. An omnibus fitted with this. transmission 
and running in a regular service in London has given fron 
103 to H miles per gallon of fuel. It would therefore seem 


that the claim that this кумен is more economical than the, 


direct electrical system is well founded. 

Petrol-electrie systems are without doubt handicapped as 
compared with the sliding type of change-speed_ gears—at all 
events, for use in pleasure and light commercial vehicles— 
first on account of excessive weight, and secondly on account 
As regards weight, 
it does not appear possible to make this compare favourably 
with the mechanical types of variable gearing without ser 
ously risking its efficiency, and even breakdown under severe 
duty. With respect to acceleration, it must be borne in mind 
that sudden acceleration of the engine— which in a purely 
mechanical transmission is at once transmitted to the road 
wheels—only results, in a petrol-electric svstem, 1n an 1п- 
creased generation of electricity in the dynamo, which 18 
followed later by increased speed of the electric motor as the 
magnetic flux is built up in the generator, and therefore an 
appreciable time elapses before the current has had time to 
make its influence felt at the road. wheels. For heavy con- 
mercial work neither the increased weight пог the sluggish- 
ness in acceleration is а matter of much serious moment, and 
the latter defect may even be a blessing in disguise. as 16 
affords a means of cushioning any shocks that may be set 
un in the transmission system by unskilul or careless driving. 
As petrol-electric systems allow of maximum acceleration with- 
out subjecting апу part of the vehicle to undue strain. they 
have, as compared with mechanical gears, the great advan 
tage that it places the most incompetent driver on а par with 
the most experienced апа careful driver using a mechanical 
gear, aud it as questionable whether—at all events for com- 
mercial work—the inability to accelerate rapidly is not more 
than compensated for by the saving in wear and tear arising 
from absence of shocks and undue strain. | | 

Comparing — petrol-electric transmission. with — hydraulic 
transmission, there does not seem to be much between them 
on the seore of being noiseless, of not being affected by the 
distortion of the frame of the vehicle. and of giving a smooth 
acceleration and retardation. ‘Theoretically. each seems to 
be an ideal transmission for motor road-vehicles. 


French National Laboratory of Physics and Mechanics. 
--The Académie des Sciences has resolved to establish a National 
Physical and Mechanical Laboratory, for the purpose of scientific 
research directed towards industrial uses. The Laboratory will be 
controlled by a Council, of which half the members will be nomi- 
nated by the Academy. one-fourth by State Departments, and the 
remainder by the chief industrial associations. The executive 
control will be in the hands of a small technical Committee. 
Existing laboratories engaged on similar work will be affiliated to 
the National Laboratory, and will work in close relationship with 
the latter. Substantial funds will have to be provided for the 
working expenses of the Laboratory. and for the assistance of the 
affliated institutions.— (renie Civil, 
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NOTES. 


Electric Lighting Provisional Orders.— The following 
is the official list of. applications for Provisional Orders deposited 


with the Board of Trade on or before December 21st, 1916, under . 


the provisions of the Eleetrie Lighting Acts, E882 to 1909 :-— 


Title of Order and descrip- Name of 


tion of aren. promoters, Agents. 
Clayton and Queens- Electrical Distribu- Torr, Durnford and 
bury tion of Yorkshire, Co., 2, Millbank 
Ltd. House, West- 


minster, S.W. 
Epsom Rural District South Metropolitan Rees & Freres, 
(Extension). The Electric Tram- 5, Victoria Street, 
Parishes of  Cud- ways and Light- S.W. 
dington and Ewell ing Co., Ltd. 
im the Rural District 


of Epsom. | 
Featherstone, Gar- Electrical Distribu- Torr, Durnford and 
forth, Horbury, tion of Yorkshire, Со. (as above). 
Luddenden Foot, Ltd. 
Otley, Penistone. 
Rawdon and Yeadon, 
and Wortley. | 
Wimbledon Electric Corporation of Lees & Co., Palace 
Lightiny (Exten- Wimbledon. Chambers, Bridge 


sion) Order. The 
parish of Cuddington 
in the Rural District 
of Epsom. 


Volunteer Notes.—Frirst LONDON ENGINEER VOLUN- 
TERRS.—Orders for the week by Lieut.-Col. C. B. Clay, V.D., Com- 
manding. . 

Monday, January \st.—Technical for Platoon No. 9, at Regency 
Street. Squad and Platoon Drill, Platoon No. 10. Signalling 
Class, Recruits’ Drill, 6.25. Lecture on " Telephones," 7.30. 

Tuesday, January 2nd.—School of Arma, 6--7. Lecture, 7.15, 
"Street Fighting," by Company Commander h ynam. 

Wednesday, January 3rd.--Instructional Class, 6.15, 
Drill. No. 1 Platoon. 

Thursday, January Ath..- Platoon Drill, Nó. 7 Platoon. Ambu- 
lance Class, 6.30. 

Friday, January 5th. Technical for Platoon No. 10, at Regency 
Street. Squad and Platoon Drill for Platoon No. 9. Signalling 
Class, Recruits’ Drill, 6.25. Lecture on “ Telephones." 7.30. 

Saturday, January 6th, Commanding Oflicers Parade, 2.45 
(uniform), for drill in Battersea Park. 

Sunday, January Tth. -Entrenchiny at Otford. Parade, Victoria 
(S.E. & С.К. Booking Office), 8.45 алп. 

(By order) MACLEOD YEABSLEY, Adjutant. 


Street, West- 
minster, S.W. 


Platoon 


Institution and Lecture Notes.—Diesel Engine Users’ 
Association..-At the December meeting of the Association, Mr. 
Geoffrey Porter, borough electrical engineer to the Corporation of 
Worthing. was re-elected president for a second year. Messrs. R. W. 
Lyle (Messrs. Hoffmann Manufacturing Co., Chemsford) and W. 
Fennell (St. Albans) were elected members of the General Com- 
mittee, and Mr. Percy Still (Chelsea) was re-elected as honorary 
secretary. ; : 

The total membership of the Association to date is 79. being an 
increase of 31 Diesel engine users during the year. The total 
horse-power represented by the Association has doubled during the 
year, being now'46,108 B.H.P. 

A considerable amount of attention has been given during the year 
to the subject of the use of tar oils as fuel in Diesel engines. Several 
members of the Association have already commenced to use tar 
oils in their Diesel engines, either with a pilot ignition apparatus 
fitted to the engine. or without, and a considerable amount of uge- 
ful experience has been obtained in the use of this class of fuel. 
Further trials are still being made, and certain difficulties have to 
be inet, but there appears to be no doubt that if such fuel can be 
supplied to a suitable specification in various parts of the country 
at a reasonable price, Diesel engine users will soon make the 
necessary arrangements for its use, either wholly or partially, in 
place of the imported product. 

The Committee's report on " Air-Compressor Explosions and 
Troubles" has been issned in pamphlet form, copies of which can 
be obtained from the honorary secretary. 

Mr. Elliott A. Evans will, at the meeting next January, read a 
paper on " Chemistry and Examination of Lubricating Oils." 

Information and particulars concerning the Association ean be 
obtained from the honorary secretary, Mr. Percy Still, 19, Cadogan 
Gardens, London. S.W. ' 

Physical Society of London.—At the meeting held on Novem- 
ber 21th, a-paper “ On the Measurement of the Thomson Effect in 
Wires," was read by Mr. H. R. Nettleton. The paper describes how 
absolute measurements of the Thomson effect may be made in 
wires. The theory is fully worked out, and the sources of error 
likely to arise-—especially owing to the smallness of the area of 
cross-gection ~ аге considered. The method is sensitive. consistent, 
and very rapid ; its ultimate object is to determine the Thomson 
effect at, different temperatures in a number of metals, both rare 
and base, at the same time, and with the same specimens, finding 
their thermo-electric powers. The preliminary experiments of this 
peper, testing the method, are with constantan wires of different 
lengtha, with manganin, and with German silver, 


A paper “ Оп the Thermo-Electric Properties of Fused Metals," 
by C. R. Darling and A. W. Grace, was read by the former. Oneof 
the authors has for some time been investigating the possibility of 
using base metal thermocouples at temperatures above the melting 
point of one of the constituents. For this purpose it was necessary 
to determine whether any peculiarities in the thermo-electric 
behaviour of metals occur at fusion. In the case of lead, tin, zine 
and cadmium there is no perceptible break in the continuity of the 
curves obtained. In couples containing bismuth, however, several 
cases were noted in which the E.M.F. remained constant for a wide 
range of temperature after the fusion of the bismuth. This occura 
with silver. aluminium, iron, or nichrome as the other element. 
Useful applications of this property are discussed. 


Appointments Vacant.—Assistant electrical engineer 
(£360) for the Government Electric Light Department, Federated 
Malay States. For particulars see our advertisement pages to-day. 


Metropolitan Water Board Employes. —The Timex states 
that the Board has adopted increased scales of pay for workmen 
employed in the Engineers’ Department, fitters and electricians 
being among those affected. 


Moscow and Co-operative Electricity.— Recently, in 
connection with fuel supply difficulties of industries in the central 
district of Russia, including Moscow, an interesting project has 
been proposed for constituting a large central electrical station to 
supply the factories and works with motive power on а co-operative 
basis. А report on the question, drawn up by the Association of 
Manufacturers and Works of the Moscow industrial revion, states 
that the Moscow industry has to regard dearness of fuel, not as a 
passing phenomenon connected with the war situation, but rather 
as à permanent faetor, even after the war. Certainly cheap 
petroleum cannot be expected. and almost as little may one expect 
cheap coal. The only sort of really cheap fuel that would be 
constant in price is peat. With centralised production of electrical 
energy. the current would be delivered at distant points as required. 
The question is only one of choosing a site for the central station 
and the selection of fuel. The choice lies betweeu Donetz coal and 
peat. With Donetz coal the station might be constructed close to 
Moscow. With peat, on the other hand, it would be more profit- 
able to construct the station on the marsh. as а good extensive peat 
marsh is to be found at a distance from Moscow of 120 to 140 
versts. The cost of peat fuel will be one-half that of Donetz coal, 
even under the most favourable conditions for the latter. 

Just recently, as a result of an agitation amongst some Moscow 
industrialists, energetically supported by the Association of Works 
and Factories, the question of establishing a central electrical 
station on а co-operative basis has made considerable provress ; 
and not long ago, at а preparatory meeting, representatives of 
industrial concerns were invited to take part in the formation of 
an association called " Electro-Co-operative.’ This meeting took 
place on the premises of the Manufacturers and Works Association 
of the Moscow District, with N. I. Gutchkoff presiding. M. U. P. 
Jozhom acquainted the meeting with the history of the question. 
The idea arose two years ago, when the question of liquidating - 
the 1536 Electric Light Co. was.debated. The Association of 
Manufacturers and Works of the Moscow Industrial Region 
addressed in the year 1914 a report to the Ministry of Trade and 
Industry. in which was shown the importance to the Government 
of facilitating the supply of electrical eneryy to local industry, and 
the analogy of electric power to steam power for the rail ways. 

The proposals in the report met with the complete sympathy of 
the Ministry. and there the working ont of a corresponding project 
of law was warmly taken up: it is now completed, and has been 
placed before the Council of Ministers, and in the shortest possible 
time legal effect will be given to it. It is proposed to publish a 
supplementary regulation which will provide for a compensation 
per verst for the right of alienating land and using the vround, 
where cables are to be laid and posts erected. 

The proposed Electro-Co-operative should of itself bring about a 
mutual alliance of the industrial concerns requiring electrical 
power. "Trading in electricity for the purpose of extracting profit 
is not included in the objects of the promoters. Therefore only a 
surplus above the Co-operative's requirements can be delivered to 
manufacturers who may not be included in the. Co-operative 
Association. Calculations show that the capacity of the plant 
should be 30,000 H.P. 


Linking-up Electricity Stations.—.X meeting, convened 
by Mr. W. J. Bache, borouvh electrical engineer. of Cheltenham. 
was held at Bristol on December 18th to consider the question of 
linking-up electricity works in the West of England area. It was 
decided to form a general committee, with Mr. F. Н. Corson, of 
Gloucester, as chairman, and Mr. Bache as vice-chairman and 
secretary, and a working sub-committee was also constituted. 


Fatalities —Loxpoy.—On December 20th, at the City 
Coroner's Court, Mr. Walter Schroder held an adjourned inquest on 
Emily Booth, aged 19, lift attendant at 5, Newgate Street, City, 
who was fatally crushed in an electric lift there. She had been 
employed for about a month by Messrs. Viears & Poirson, art 
needlework manufacturers, On the day in question she had 
brought a junior clerk down from the fourth to the third floor, 
where she was to have waited. The lad had scarcely left the lift, 
however, when the cage suddenly ascended, and Miss Booth, in 
attempting to jump out, was pinned between the tloor of the lift 
and the ceiling above, Engineers and carpenters had to be called 
in, and nearly an hour elapsed before the girl could be extricated, 
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She was dead. At the first hearing, Mr. John -Tomlinson Corbin 
(Price & Belsham), a lift engineer, of 52, Queen Victoria Street, 
said his firm had had charge of the lift for 10 years. It was worked 
by electricity, controlled by a lever in the cage. Witness thought 
the only explanation to be given for the accident was that the 
deceased was standing near the switch, and unconsciously moved 
the handle. 

When the case was resumed, Mr. Thomas William Corbin, an 
electrical engineer of the same firm, stated that on Tuesday, last 
week, he visited the premises, and found the lift exactly as it had 
been left after the accident. In conjunction with a representative 
of Wayyood-Otis, he examined the lift, and found a leakage of 
electric current to earth, the result of the leakage being that the 
lift would move without the handle being operated, and while the 
door was open. His opinion was that the lift would move at once, 
and that the leakage occurred just at the time of the accident. 
That was not а thing that could be guarded against, and the person 
having control and knowledge of the working of the lift would not 
recognise it until the accident happened. If the deceased had 
remained standing in the centre of the lift she would have been 
quite safe. 

By Mr. Verney (Н.М. Inspector): He located the leakage close to 
the control handle, and stripped off the metal tubing in which the 
wires were fitted, and there discovered the leakage. It occurred 
at a point where the tube went round a sharp corner. In that bend 
one of the wires had become bared, and was touching the tubing. 
and so was earthed. The wires did not move in the ordinary 
sense of the term, but he imagined there was a little vibration 
every time the lift moved. He saw noreason why they should move, 
and, in his opinion, the break was not there when the lift was 
orivinally fitted up. А long-continued, but slight. vibration 
would account for the break. He thought the abrasion of the 
outer covering had probably been going on gradually for years. 
He did not think it should have been manifest in the working of 
the lift, and it was probably made manifest for the first time when 
the accident occurred. 
arranged. As an expert, he did not think the controlling handle 
came into the question of the accident at all. The deceased's body 
got in the position in which it was seen because the gate 
was open. 

Harold Gates, chief engineer to the previous witness, said he had 
never heard of a similar accident to a lift. Quite recently this 
lift had stopped owing to a dirty contact, which was remedied in a 
few minutes. 

Mr. John T. Corbin, recalled. said that Messrs. Vicars had always 
given him full instructions to do anything necessary at any time. 
There was nothing to suggest any defect in the insulation. Wit- 
ness was present at the inspection on the Tuesday, and he agreed 
with his brother's evidence. 

Mr. Charles H. J. Day, a director and engineer of Wayyood-Otis, 
Ltd., said the lift was put in by his firm 14 years ago, but they had 
had nothing to do with it for 10 years. He had seen what had 
been discovered, but he did not think there was a means of detect- 
ing the defect by ordinary observation, the wires being in a steel 
tube, and beyond the range of vision. He did not know how such 
a thing could be provided against. He did not think an insulation 
test would be infallible, although it might show it. He agreed 
that if the girl had remained standing in the cage she would have 
been safe, as the lift would have stopped almost level with the top 
floor, and quite clear of the buffers. If an insulation test were 
made, a fault might occur an hour or two afterwards. The test 
might reveal a weak spot. 

By Mr. Verney : He did not agree with the witness as to vibra- 
tion, which would be absolutely infinitesimal. He thought the 
defect had been suddenly produced. He hardly thought the wiring 
was defective when it was put in, because it had stood for 14 years. 
There was certainly no indication to show that the lift was out of 
order. 

The jury returned a verdict of “ Aceidental death." 

DUBLIN.—At un inquest on the body of Patrick Davis, 28, elec- 
trician, employed by the Great Northern Railway Co. of Ireland, at 
the Amiens Street terminus, Dublin, the evidence showed that he 
had been found fatally injured lying between the rails at the station 
after the departure of а train for Howth. Mr. Bannerman, station- 
master, said it was not customary for an electrician to go under a 
train before it started, and he did not know what deceased could 
have been doing there. The engine driver of the Howth train, 
Patrick Rice, said if anyone was working under the train, he should 
have got notice of the fact, and a red flag should have been hoisted. 
He received no notice, and saw no flag. John Stanley, electrician, 
said he told Davis about a defective light in one of the Howth 
carriages. but he did not know that he had gone to work under the 
train. John MeWilliam, foreman of the train-lighting depart- 
ment, deposed to the precautionary measures taken when elec- 
tricians were at work on trains. А red flag should be used, and in 
the event of an engine being attached to a train the man should 
warn the engine driver and have a look-out man. There were 10 
electricians employed, but there were no persons specially employed 
as look-out men. In 21 years’ experience, witness had never known 
of an accident of this kind until now. Mr. A. W. Whieldon, 
engineer, working under the locomotive engineer, said a man work- 
ing under a train must take precautions to see that he was pro- 
tected. It was not sufficient merely to tell the foreman or charye 
hand. The foreman could not supervise every case. Witness had 
made a quarter of а million inspections, and that was the first 
accident in 21 years. The Coroner (Mr. Fiery) said he considered 
the company had been guilty of negligence in not seeing that the 
reguiations were carried out. The jury returned a verdict that 
death resulted from shock and hwmorrhage, and added a rider 
that "there was want of supervision on such dangerous work." 


He thought the wiring was properly 


OUR PERSONAL COLUMN. 


The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements, 

A 


Central Station and Tramway  Officials.—The General 
Purposes Committee of St. Pancras B.C. has adopted a 
recommendation of the Electricity Committee that the salary 
of Mr. T. W. Merry, superintendent at the King’s Road 
electricity station, be increased from £208 per annum to 
£233 per annum, and further increased a year hence to £250 
per annum. In October last Mr. Merry submitted an appli- 
cation to the chief electrical engineer asking for permission 
to apply elsewhere for a post of electrical engineer which 
was vacant, and, after consultation with his chairman, the 
chief electrical engineer replied that he was unable to release 
him, but promised to recommend an increase of salary. Mr. 
Merry has been in the service for over 16 years, and has been 
in receipt of his present salary of £208 per -annum since 
March, 1910. Since that date the output from the generating 
station under his direct supervision has increased from seven 
million units to this year’s output of about 12 million units. 
The chief electrical engineer states that Mr. Merry has put 
in а considerable amount of time at the works on Sundays 
and after normal hours, particularly since the war, as the 
plant under his control is much overworked and requires 
constant skilled supervision at all hours for its repair ani 
maintenance; that he has proved himself a very capable 
assistant, and, under his supervision, the plant has been 
maintained in a high state of ейсіепсу. The following 
salaries paid by other boroughs for a similar position were 
submitted, namely:—Hammersmith £300, Woolwich £280, 
plus house, coal, and light, Leyton £250, Stepney £240, plus 
house, coal, and light, and East Ham £240. 

Mr. CLAUDE R. MARSHALL, chief assistant engineer at the 
North Metropolitan Electric Power Supply Co.'s St. Albans 
undertaking, has been granted leave of absence, and permis- 
sion to accept a commission in the Inland Water Transport, 
Shipping Section, of the Royal Engineers. 

The Rochdale Electricity Committee have granted a fur- 
ther month's leave of absence to Mr. C. C. Атсніѕох, the 
borongh electrical engineer, who is stil away owing to a 
bieakdown in health. 

"Ihe Southampton Tramways Committee has increased the 
salary of the manager, Mr. W. T. Rosson, from £400 to £500 
per annum. 

The salary of Mr. H.-W. MILk&s, assistant accountant, 
Southampton electricity department, is to be increased from 
£210 (which includes £10 war bonus) to £225 by increments 
of £10 and £5. The salary of Mr. B. Horne ів to be in- 
creased from £99 to £115 (which includes war bonus). In the 
event of war bonuses being stopped at any time, the maxi- 
mum salaries in these cases will be £225 and £100 respectively. 

Doncaster Tramways Committee has appointed Inspector 
FULLER as chief inspector, vice Mr. BAKER, appointed to suc- 
ceed Mr. Strachan as traffic superintendent. 


General.—Mr. A. H. Norway will resume his duties in the 
General Post Office, London, on January Ist, on the expira- 
tion of his period of appointment as Secretary to the Post 
Office in Ireland. The Postmaster-General has appointed Mr. 


. d. МАСМАНОМ to succeed him in Dublin. 


Roll of Honour.—The Meritorious Service Medal has been 
awarded to Lance-Corporal J. С. L. GREEN, R.E., for services 
rendered in France. Mr. Green was with Messrs. Page and 
Miles, Ltd., electrical engineers, Brighton. ` 

Private Ernest Mason, North Staifs. Regiment, who was 
in the electrical department of the North Staffordshire Rail- 
Way, 15 reported missing. | 

Private J. Newstead, London Regiment, who has fallen in 
action, was an employé of the Telegraph Construction and 
Maintenance Co. | 

Lance-Corporal Н. Mayes, Oxford and Bucks Light In- 
fantry, of the B. T.H. Co., Ltd., of Rugby, has died of wounds. 

Mr. C. LINFORD, formerly employed in the St. Pancras 
electricity department, has died of wounds received in action. 

Private J. Prince, of the Lancs. Fusiliers, killed in action, 
was employed by Messrs. T. Frankenburg & Co., Salford. 

Private A. Jackson, Cheshire Regiment, attached to the 
Machine Gun Corps, has been killed in action. He was enr 
ployed by the British Westinghouse Co., Trafford Park. | 

Private С. Lewis, Lancashire Fusiliers, killed in action. 
was employed at the Salford Corporation electricity works. 

Lance-Corporal E. LaTHAM, of the Loyal North Lancashire 
Regiment, of Preston, who has beeu recommended for the 
Military Medal, and is in hospital suffering from wounds, Was 
employed by Messrs. Dick, Kerr & Co. | di 

Private B. Parr, North Staffs. Regiment, who ‘oe 
whilst with Messrs. Taylor, Tunniclifle & Co., Ltd., electrica 
fittings manufacturers, Hanley, is reported missing. 


: ief ill- 
Obituary.—Mnr. ARTHUR James [IRELAND.—After a brie 
ness, Mr. N J. Ireland, of the British Thomson-Houston a 
Ltd., Rugby, died on the 22nd inst., aged 57. Mr. | ae 
had a very wide circle of friends in the electrical 1000 
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Mr. Harry L. Davis.—The death took place on December 
90th of Mr. Harry L. Davis, of Brockley, S.E., who was for 
42 years with the Telegraph Construction & Maintenance 
Co., Ltd. He was 1n his 59th year. 

Mrs. JANE DAVIDSON CALLENDER.—We regret to note that 
Mrs. Jane Davidson Callender, widow of William Ormiston 
Callender, founder of the weil-known business now known as 
Callender’s Cable & Construction Co., Ltd., passed away at 
Bournemouth, on December 22nd, in hèr 90th. year. 


CITY NOTES. 


The annual meeting was held on De- 


India-rabber, cember 0th, at 106, Cannon Street, 
Gutta-percha, Е.С. Major Lronarp Darwin, the ehair- 


and Telegraph man, first referred to. the loss. of their 
Works Co., Ltd. cable-ship Dacia. Although an old. ship 
—she was built in. 1567, and acquired in 

1872 from Sir Charles Bright, the pioneer of Atlantie tele- 
graphy—she was still a valuable vessel for her work, the 
cable machinery being as good as, if not better than, that of 
any cable-ship atloat. Jn her thine she had laid cables in the 
West Indies, on the coasts of Chile and Peru—in that voyage 
she anchored alongside Lord Brassey's original Sunbeam. in 
cne of the land-locked bays in Smith's Channel; she had seen 
service m the Persian Gulf, the Mediterranean, the West 
Coast of Africa, and North Atlantic Oeean. Fortunately, in 
this her last voyage, she had performed the principal work 
for Which she had been chartered, and when she met her 
fate on the 3rd of this month in Funchal Roads from the 
torpedo of an enemy submarine, only a few comparatively 
unimportant tasks still lav before her. But the chief matter 
for congratulation lay in the fact that the whole of the crew 
were landed safely, without personal injury toa single one of 
them. With regard to the Silvertown, as there was little 
chance during the war of their obtaining a contract for the 
lying of a cable sufficiently long to make a remunerative 
cargo for her, the directors decided to accept an offer for 
her as an oil ship. She was built in 1573, and her tanks ex- 
ceeded 3n size those of the Greal Eastern, which was sup- 
posed at that time to be specially fitted for cable work on 
account of her large carrying capacity. The Sieertown had 
laid eables in all parts of the world, from Senegal to Mossa- 
medes on thé West Coast of Africa, from New York to 
Havana, San Franciseóo. to Honolulu, Sydney to Auckland, 
and Manila to Shanghai. They hoped she would still do use- 
ful work during the war as an oil-tank steamer. The ques- 
tion of acquiring another cable-ship with all modern. require- 
ments was engaging the attention of the directors. The board 
had put £50,000 to the reserve fund, which now stood at the 
same figure as it did immediatelv before the war. Persan 
and the foreign branches did very well during the year under 
review. It must be remembered, however, that the French 
works were liable to the French war tax, and that this would, 
of course, reduce the company's available profits. What that 
fax or the English war taxes would amount to they did not 
know. The re-issue of their debentures in Marel last en- 
tailed a considerable cash expenditure, together with a liability 
of additional interest in the future, the present value of 
Which amounted to about £30,000. Tt was hoped that this 
lorge additional financial burden, which was entirely due to 
€ war, would be taken into consideration in making the 
assessment for the excess profits duty and the munitions levy. 
heir special activities had made it necessary. to linit 
their output in other directions. This had entailed а 
oss of trade in the only markets which would be open 
„$o us after the war. Considerable difficulties were likely to 
е experienced in re-oecupying this lost ground, and this was 
а matter which also ought to be held in view by the authori- 
ties when imposing war taxation. 
ever, that they would be justly treated by the Government, 
E they had no apprehensions whatever on the subject. To 
‘Neve the congestion of work at Silvertown and to meet 
iua i demands for war material, the directors had 
ep | reehold land at Burton-on-Trent, and a shop had 
UE veen erected there. The land, about 50 acres m 
с an nearly level, and was flanked by a railway and 
able to aan was hoped that after the war they would be 
product; evote the works at Burton to a great extent to the 
uction of those articles of whieh, before the war, Ger- 


MY had obtained a practical monopoly. 


Mr. D 3RAY seconded the motion. , 
facta, RYSDALE congratulated the directora upon the satis- 
ry state of the company’s affairs, and inquired whether 


the «ion, had heen made for meeting their liability under 
hoped th P. With regard to the new works at Burton, he 
captu н the forecast of the chairman as to their being able 
ar аз hic German trade would turn out to he correct. As 
een on "m үе went, the Germans had alwavs been 
lish mane a cheap article. whereas too often the Eng- 
Was bese acturer, would only sell the article which he thought 
Ucts Worn He knew, for instance, that their Silvertown pro- 
whethe of the very highest quality. but the question was 
er they could produce a cheap article which would meet 


tributed. 


They felt confident, how- ' 


4 

the requirements of the merchant and pay the company 
equally well. Mr. Drysdale said he took it that the French 
war tax would be considered as part of the expenses of the 
French works, and that only the net amount coming to this 
country would be subjected to our own war tax. 
. The CHAIRMAN,’ in reply, said the directors had no apprehen- 
sion as to being able to meet the war tax. They had a large 
carry-lorward of about £40,000, and there was £50,000 placed 
to the reserve fund, which latter they hoped they would not 
have to touch. As to the French tax, the double taxation 
ought not to fall upon them, and he did not believe it would. 
Justice would seem to, point to their not having to pay war 
taxes to both the French and the English Governments. | 

Mr. С. Н. Gray, replying to Mr. Drysdale, said that in 
regard to capturing German business, the general policy 
which the board was going on at present was that they would 
not attempt to make anything or take anything from the 
Germans which they could not actually produce and sell at 
the pre-war prices of the Germans. They had already made 
sufficient experiments, and they had sufficient knowledge, to 
assure them that there were many lines which they could 
actually manufacture at Burton which would. fulfil those 
conditions. ` 

The report was adopted. 


The annual meeting was held on De- 


Melbourne cember 21st, at Finsbury Pavement House, 
Electric Supply EC. Mr. J. B. BnarmiwarrE, who pre- 
^A Co., Ltd. sided, said that 122. o£. the company's 

employés were now serving with the 


Forces (23 per cent. of the total stal). Dealing first with the 
Melbourne undertaking, with regard to the profit and loss 
account the figures were in every respect satisfactory, and 
the result reflected the greatest credit on their managing 
director and staff in Australia. At Melbourne their revenue 
from private supply had. risen from £94,791 to £109,257; that 
from power had increased from £44,393 to £57,906; the re- 
ccipts from the tramways supply had grown from £21,443 to 
£31589, and the revenue from the bulk supply had risen 
from £2,529 to £4,860. — "Thus every item of the revenue 
showed a considerable increase, the total receipts being 
£293,153 against £179,752. There Jhad,.of course, been an 
increase. in expenditure, the increased cost of coal rendering 
that inevitable, apart from the very large number of addi- 
tional units sold. The cost of generation had risen from 
45,012. to 47,004; the eost of distribution was slightly re- 


duced ; repairs and renewals were £12,306, as against. £11,142; 


and - general. charges had increased. from £19,013. to £24,342. 
The sum carried to the profit and loss account was £131,673, 
as against £107,514 in the previous year. It might interest 
them to know how the increased units sold had been dis- 
They had sold. practically 24 million units during 
the vear, as compared with 17,456,300 in the previous twelve 
months, an inerease of over 6,000,000 umts, which he thought 
was a very satisfactory increase indeed. lt was more signifi- 
cant, however, if they analysed the. figures, and saw where 
the increases had taken place. In. private lighting there had 
been an'inerease of 18 per cent., and the pubhe lighting had 
increased bv about 17 per cent. Power showed an increase 
ot 40 per cent. The power connections had increased during 
the vear by 2,607 n.i, bringing the total figure up to the 
хоку substantial one of between 17,000. and 15,000. H.P., ex- 
clusive of the tramway supply. ‘They had sold. 6,165,226 units 
to the tramways, an increase of. 39 per cent. over last year. 
Ан equally important and satislactory item in their supply, 
although it did not bulk very largely at present in their out- 
put, was the bulk supply to outlying municipalities. During 
the vear they had agreed to supply two additional districts, 
which made a total of six local. authorities they were now 
supplying. Their bulk supply had increased 90 рег cent., 
which was proof that the supply was appreciated by munici- 
palities, who greatly appreciated being able to get their power 
supply from them very cheaply instead of having to put 
down small power-houses of their own. Tast year he told 
them that they were doing a small domestic business, such 
as supplying. toasters, shaving water he: ters, heaters for curl- 
ing irons, Хе. The sale of units for those purposes during 
the past year had mereased 80 per cent.—a very healthy 
development. One of the most gratifying features of that 
increase Was that it showed they were pleasing the ladies. 
They were so pleased with those little domestie uses for 
electricity that they were not content unless they had their 
houses lit by the electric light, and it was almost impossible 
now to let. or sell a house in the district. of. their. supply 
unless it was wired for electricity. With regard. to the street 
lighting, they were now supplying current in nearly 600 miles 
of streets. Last vear he told them they were supplying as 
far as from London to Aberdeen. During the year they had 
added another 40 miles and connected 4,500 additional con- 
suiners, so they would see that the company continued to 
make splendid progress, in spite of the drawbacks to which 
they were subjected owing to the war. Those drawbacks were 
especially marked with regard to the supply of plant and 
machinery. They now had to go through all sorts of for- 
malities to get leave to get additional plant. They had to 
go to the Ministry of Munitions to pet certificates, and when 
the plant was manufactured they had to get special licences 
to allow it to be shipped for Australia. Fortunately, before the 
war they had always adopted a policy of keeping their plant 
just ahead of their demands, and although the 6,000-Kw. 
machine that ought to have been shipped two years ago was 
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not likely to be out until next May or June, the provision they 
had made before the war would, he hoped, enable them to 
carry on, unless, of course, they had a serious breakdown. 
. So far they had managed to pull through without having to 
cut off anybody from their supply, and he hoped they would 
continue to do so. There was room for considerable further 
plant and extensions at their power-house at Melbourne, and 
they were making provision for putting in additional plant 
and boilers. A time would come, however, when they would 
have to consider where they were going to get any additional 
power they might require. and that matter was engaging 
the serious consideration of the directors. They were not 
lcsing sight of the future, but were endeavouring te make 
preparations well ahead, so that the company might continue 
its uninterrupted course of progress and prosperity. With 
regard to Geelong, that was a shipping port, and the restric- 
tion on shipping had naturally affected it. Even there they 
had made an increase in every item. The profit had risen 
from £10,162 to £11,641, and the units. sold were about 
` 900,000 ар. Tt would be seen on referring to the appropria- 
tion account that they were adopting a very conservative 
attitude. 

Mr. R. P. SELLON seconded the motion, and the report was 
adopted. ae 

Subsequently, extraordinary resolutions were agreed to in- 
creasing the capital by £750,000, divided into 50,000 prefer- 
ence shares of £5 each and 500,000 ordinary shares of £1 


each, and increasing the borrowing powers of the directors 
by £250,000. 


W. & T. Avery, Ltd.—Dividend of 5 per cent. per annum 
(Gd. per share), less income-tax, on ordinary shares for the 
half-year. " 

. Chile Telephone Co., Ltd.—Interim dividend, 5 per cent. 


per annum (3s. per share), free of income-tax, on ordinary 
shares for half-vear. 


STOCKS AND SHARES. 


WEDNESDAY MORNING. 

The Stock Exchange year draws to its conclusion with 
noticeable confidence in the markets, and, at the same time, 
noticeable uncertainty with regard to what is going to be 
done in the way of distributing man-power. The House is 
naturally discussing a good deal the question as to how far 
it conducts an essential or non-essential industry, but the 
answer lies in the hands of the powers that be; and, what- 
ever happens, Stock Exchange men are not likely to raise 
any particular grumble if they see that they are really wanted 
for something of more vital urgency to the national interest. 

-Prices are well maintained. The American Peace Noto, 
which had the effect ef producing a violent break in prices 
in Wall Street, added weighf to the growing volume of con- 
viction. that Germany's power is broken, and that Austria, 
especially, will be likely to grasp at any opportunity for bring- 
ing the war о а conclusion; although the negotiations to this 
end may canse the war to drag on for many а long month 
yet. 

There has been comparatively little doing this week, and, 
ir the circumstances, a few comparisons of present prices 
with those muling a twelvemonth ago are appropriate. Start- 
ing with the electricity supply list, here are some of the 
principal shares :— 


Price, Pre- Price, Pre- 
Dec, 31, sent Dec. 31, sent 
Share. 1915. price. Fall. Share, 1915. price. Fall. 
Brompton... Ped 6 A London Elec. .. 1j l4. 
Charing Cross... al 35 Metropolitan .. 23 21 È 
Chelsea  ... - 3 3 ү St. James’ è d 6 i 
City of London .. 12 112 South London .. 2 25 - 
County of London 10 104 + { Sth. Met. Pref... lia 1A +h 
Kensington ge 6 og d Westininster .. 64 5g 


Business in electric. lighting shares has been very quiet 
throughout the year, in consequence of the lighting restric- 
tions, the Daylight Saving ‘Bill, and the difficulties as regards 
coal, labour, and material. Only County ordinary and Sonth 
Metropolitan preference have managed to secure a rise on 
balance. 

More activity has developed in the telegraph market, where 
parna have on the whole improved, as the following list 
shows :— | 


Prive, Pre- Price, Pre- 
Dec. 31, sent Dee. 31, sent 
Share. 1915. | price. Rise. Share. 1915. ргісе. Rise. 
^ne dm Prd. 100g 95: — 61  Gt.Northern , 334 87 
itto Dfrd. 22 23 Indo-European 48 4 d 
E. Extension.. 12: 14 1 Marconi cx 1 : 1 
E. Telegraph.. 128 1404 12: W.Ind.& Pan. 1 1 à 
Globe Ога. .. 10g 121 .9j — Western .. 18$ 134 1i 


Marconis proved a lively market during certain parts of 
the twelve months, and, after rising above 3, are still £l 
higher on the vear. 

Railway stocks came into pronounced favour during the 
last few weeks; and a feature has been the steady rise in 
Underground Electric Incomes for months past, for reasons 
Which have been indicated frequently in these columns from 
week to week, the bonds having been recommended here, ag 


a speculative investment, from 75 upwards. We set out a 
few comparisons :— 


Price. Present | 
Share. Dec. 31, 1915. price. Rise, 
Metropolitan .. sá 6 ay 25 
District.. PEN "m és 15 164 | 
Undergroun nary “> ee 10/- 
5 Income fu " Ti of о 


In the foreign list, the slump in Mexicans has continued 
almost without interruption, but British Columbia stocks are 
irregular on balance’ Brazil Tractions have been as high as 
65 during the year, and they close, as will be seen, at 49:— 


Price, Pre. Price, Pre- 

Dec. 31, sent Dec.81, seni 
Share. 1910. - price. Fall. Bhare. 1915. price. Fall, 
Braz. Tractions.. 51 49 2 Mex. Trams . 4 A rn 

В.С. Elec. Pref... 60 021 +2} Mexico Trams 5 

Do. Defd... 40 85} 4 per cent. Bonds 49 164 
Anglo-Arg. Trains, Mex. Light Com. 30 1. 92) 
1st Pref. s 3 là Ditto ist Bonds 47 2 19} 


Substantial rises have taken place in many of the shares 
of the manufacturing companies, as the following list shows :— 


Price, Pre- Price, Pre- 
Dec. 31, sent Dec.81, sent 
Share, 1915, price. Rise, Share. 1915. price. Rise, 
Brit. Aluminium là 1} j  Edisonfully-paid 1 ц і 
Brit. Insulated.. 10{ 112: 214 Кес. Соп. .. 14" 1% 18 
British Westing- нее, КА cod 16 
house Prof. .. 1 ga ‘23 44  India-Rübber .. 134 
Callenders .. 10; 13 24 Tele. Con. .. 34 88 
Castner .. S 38 8", їз 


Investment business has not been bad, taking the year 
through. Having regard to the absence of speculation, on 
the Treasury prohibition, the volume of Stock Exchange trade 
has been reasonably active, and the above price lists exhibit 
clearly how investors have taken stock at rising figures. 


SHARE LIST OF ELECTRICAL COMPANIES, 
Номе Exxornicrry CowPANIES, i 


Dividend Price 
^. Пес. 97, Rise or fall Yield 
1914. 1915. 1916. this week, p.o. 


Brompton Ordinary  .. . 20 10 И - nuo 
Charing Cross Ordinary T 6 6 — вз 
Chelsea ee oe oe ee 6 4 8 -— 6 18 ќ 
City of London .. as - 9 8 1H - 708 
do. do. 6percent. Pref. 6б 6 10 — 6 00 
do. 6 per cent. Pref. 6 6 10 + 616 
Kensington Ordinary .. . 9 1 — 616 
London Electric ee oe oe 4 8 1 -— 6 10 [| 
do. do. 6 per cent. Pref. 6 0 — 615 4 
Metropolitan eo oe ee a 8 - 6 19 4 
о. per cent. Pref. e$ = 446 
8t. James’ and Pall Mall .. 10 8 6 — 6 18 4 
South London  .. T s 6 6 9 ‚ = 966 
South Metropolitan Pref, ee 1 1 1 — 678 
Weetminster Ordinary ee ee 9 3 -— à 6 4 $ 
TELRGRAPHS AND TELEPHONES, 
Anglo-Am. Tel. Pref, oe oe 6 6 — 6 b 8 
do. Def. ee ee 80. 88/6 — 1 10 0 
Chile Telephone .. a is 8 8 7 — 613 8 
Cuba Sub. Ord. е ee ee 6 6 ^" -—— 8 B 0 
Eastern Tel. Ord. i vc | 8 140 — ° 14 0 
Globe Tel. and T. Ord. .. #0 6 1 194xd — 65 15 0 
А до. Pre . oe 6 6 10xd -— 5 18 Б 
Great Northern Tel, .. œ 99 — B 19 0 
Indo-European .. ^ ee - 18 18 49 — 611 4 
Marconi ee ce ee ee 10 10 —— 8 19 5 
New York Tel. 43 oe © а & 10 — 490 
Oriental Telephone Ord. .. 10 10 ei — 46 6 
United R. Plate Tel. ee * ee 8 8 -— % 19 8 
West India and Pan. .. sè 1 6d. i — 940 
Western Telegraph  .. 1 8 18418 — 6 15 4 
Home RaAiLs, 
Central London, Ord. Assented 4 4 654 — 0631 
Metropolitan T oe eo ft 1 95 -— 1i 400 
grou nd Electric Ordinary Nil Nil ap = Ni 
Unde ectric Or ry — 
O. do, “A” .. Nil Nil 4 6d. Nil 
do, do. Income 6 6 923 — e$ 9 10 
Forzien Trams, &o, 
Adelaide Sup. 6 per cent. Pref. 6 6 4H — 616 
Anglo-Arg. Trams, First Pref. 8xd — 98 4 
do. 2nd Pret. .. a? =æ ете. 
до. b Deb. ee b Ü 621xd — 3 B 0 0 
Brazil Tractions .. eO 5 4 4 49 9$ 8 8 4 
British Columbia Elec. Rly. Pice. 6 Ü 6 == 80€ 
do, до. Deferred — МИ 85% -b Nil 
Mexico Trams 6 per cent. Bonds — N — Nil 
о. 6 per cent. Bonds — Nil — Nü 
Mexican Light Common э Nil Nil 1 —b Nil 
do. в ee es Nil Nil 1 e. 2 Nil 
MaAnNUCFAOTORIMG ÜOMPANIES. 
Babcock & Wilcox T ee 14 16 9 — 6 6 9 
British Aluminium Ord. ee 6 1 . === 6 6 8 
British Insulated Ord. .. . 16 1 il - * 6 10 
British Westinghouse Pref, .. 1% — 6 6 4 
Callenders.. ee ee ee 16 90 18 — 1 18 10 
do. 5 Pref. ee ee 6 6 4} - 5 11 B 
Castner-Kellner .. EM А 2% xd +} 6 8 7 
do. до. fally paid .. Nil = 1 — Nil 
do. do. 4percent. Deb, 6 6 къ — 8 0 0 
Electric Construction .. .. 6 т 1 — 714 
Gen. Elec. Pref. ee ee ee 6 6 10 - — 6 0 0 
do. Ord. ee ео ee 10 10 18: -— 1 Ü 6 
7, oe ee ee oe 90 925 16 rad i 1 18 19 
do. 4 Pret. ee ee ee 43 4$ 4 == 6 13 6 
Indis-Ru ee ee ee 10 10 18) = i s | 8 | 
Telegraph Con. .. .. .. 90 9 88 - % 50 
* Dividends paid free of income-taz, 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING NOVEMBER, 1916. 


THE November returns of electrical export business show a former of which shows a considerable advance on the last month. 
falling'off in value as compared with previous months, the total Electrical machinery exports amounted to, approximately, £150,000 
amounting to £438,830, as compared with £501.822 in October and in value, while cable exports reached, roughly, £80,000 in value. 


273314 ; qnd ' ; In the imports section,the electrical machinery business was on 
£573,314 in September. The electrical imports into this country, an increased scale, while lamp and cable imports fell off in value 


on the other hand, reached a somewhat higher value, amounting to considerably. 


£198, 492 worth, as against £187,261 worth in October. During the month France was our best customer ; India, our 
- The re-exporta. &t £18,367 were also higher, being some £7,000 Australian Colonies, China, and Japan were also prominent in. the 
in advance of the previous month's figures. list, while of the importers into this country, the U.S.A.—the fore- 
The decline in export values is apparent in nearly every section most—did a somewhat greater business than in October, though in 
of the table, excepting the lamp and miscellaneous sections, the other directions not much movement was shown. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


r 


И ee s [s wg | |dd | 
| $ я 358g 228 5. ра E i! к 5 p| dB a | 883! Ашы 
Destination of exports and count igni 8 | 955 ch X. ox от j| B9 ES $23 5.6 E FE | B88 * 
ry consigning dus | "Eg S |= ро ой * É Jg | E А 2g 25 © ВАБ 8,8 | s 
imports, Gan БШ "FER EH БЕК Зав. 2 Бра E E EFE с 9 
ЕВ $43 /888 83 | 828) 3 D. ыз за 22 | d 555 ssa] S 
з а Рів за5 d ыя |8 £ Bid B $8 о | Bus! B58 
E: Баз | 2 i Gis Я | Qm Ag 599 | 
2 zg IR = а | кы 
£ £ £ & £ £ £ £ £ £ £ £ £ 
Russia, Sweden, Norway and Denmark  ... | 6,253 | 2,375] 116| 3,686 [5,117 | 1,191 | 5.298| 2,351 439 | 978 121| 5,768 | 33,693 
Netherlands, Java and Dutch Indies és 180 | 10,132| 1,297 55 | 111 20 901 140 216 | 612 184| 2,473 | 16,821 
Belgian Congo. nc TE ois 65 ВЯ iss i ius aie - " Ме ae — Nis. уу 65 
. France ... - T каа sie T 3,820 249| 771] 482 | 275 13 (21,314) 4,977 044 25 |20,428| 3,223 | 56,284 
Portugal Eo 7 244 69| 861 | 389 rus 93| ... 23 37 304| 4,680 6,711 
Spain, Canary Isles and Spanish N. Africa... | 1.014 | 52| 143... та 454 | 3,784 77 36 | ... 44| 349 | 5,959 
Switzerland, Italy and Austria-Hungary ... | 1,749 200| 195| ... sae 745 | 9,875]  ... 10 55 682| 3,765 | 17,276 
Greece, Roumania, Turkey and Bulgaria ... vus $e ex dus wee s 60| ... vus ae us 116 176 
Channel Isles, Gibraltar, Malta and Cyprus... 314 39 55 37 T 19 89| .. ae dia ... [12,569 | 13,122 
U.S.A., Philippines and Cuba ihe «sit 1,737 e 170] 243 А 230| . - 21 624| 253 | 3,284 
Canada and Newfoundland ... bigs 331 | .... 379 95 |... 994 | 1,621 4 Le cx 183| 64 | 3,682 
British West Indies and British Guiana ... 49 aoe 801 Aj a 119 | 257| .. 2I ыш 12 16 518 
Mexico and Central America PE sas 18 vas us ius к wind eo] s EM $a 2 18 
Рета and Uruguay  ... с T m vs es 101 12 aaa s c - m sas sas Sue 194 337 
Chile ... ЯА сеа aoe НА es 378 1,008] 402 66 e 623 | 1,386)... 30 | 104 16 469 1,182 
Brazil ... ess $a sits an iai 500 622; 139 -382 T eis 772| 1,180 264 1 407 69 4,336 
Argentina 881 52| 458 357 19 | 1,944 590! 154 | 1,106 42 | 1,698! 806 8,107 
Colombia, Vonezusls: Ecuador and Bolivia... 35 | 67 ІЗ. м. sus See 211| ... 61 jas Ws ux 390 
Egypt, Tunis and Morocco ... es ‚е 240 Vus 82| 114 vss wut 211) * 15 100 19 sus 976 2,057 
British West Africa ... “з T 107 6,632 19| 222 ss 12 | 2,128] 349 29 20 | 272] 459 | 10,249 
Rhodesia, O.R.C. and Transvaal wise eee | 1,573 4,544) 3,608] 3,202 | 235 180 | 4,072] 1,602 523 | 138 | 4,225| 1,023 | 24,925 
Cape of Good Hope ... — s .. | 1,066 4,244; 618) 1,269 эз 60 | 1,155) 1,504 | 2,137 13 394| 922 | 13,382 
Natal ... 876 9,385] 1,202] 439 Y 156 | 5,721; 1,127 | 1,303 68 46| 765 | 21,088 
Zanzibar, Brit. Е. Africa, Mauritius & Aden | 297 302|. 620] 770 | ... 144 | 1,288] 49 | 123]... 322| 107 | 4,022 
Azores, Madeira and Portuguese Africa  ... 154 23 18] 133] ... 34 714|  ... 33 de 9| 143 1.261 
French African Colonies and Madagascar... 18 92| 217 E ads toss РЕ 60 ane 8 sue s 421 
Persia ... T $us wie srk aie ' 46 211 6 56 — 23 60 99 80 ds 821 110 113 
China and Siam РР Жез esc «wee | 1,076 8,354; 794| 558 13 | 1,889 | 2,973, 390 935 72 275; 311 | 18,240 
Japan and Korea ... 5s Sn М 316 p 51 79 11,616 | 1,441 781) 8,763 773 | 20] ... .. | 13,839 
India... sii aes fes 5 ... | 4,881 3,670; 4,100] 4,268 35 910 |119,354| 3,568 | 2.964 | 135 413| 983 | 44,781 
Ceylon ... 4 .121| 572 50 | ... 18 270) eee. 37 T 3621 408 1.842 
Straits Settlements, Fed. Malay States and . | 
Sarawak TT eus sus aes 328 317] 352 274 — 19 444| 324 231 12 592| 349 3,272 
Hong Kong... бу» Р ако эз 367 1,043; 162] 314 | 174 888 595 TET p 16 18| 888 1,599 
West Australia vs — des T 93 923, 665; 202 vos 201 418)... 244 e. | 8,207|.... 0,956 
South Australia ay. ie ie, ы сайы ОТ 871| 1,001} 316] ... 188 | 556] 93 24 | 34 | 1,821) 72 | 5,083 
Victoria rs € baa Vei S. | 1.631 7,817! 3,029| 1,764 Ras 1,163 | 4,919| 152 875 32 | 2,243) 770 | 24,395 


New South Wales  ...  ..  .. a. | 1,545 | 9,500] 3,697; 1,405 | 96 | 1,441 114,947] 3,176 | 1,733 | 135 | 3,013] 395 | 41,083 
Queensland  ... is ses iss wes 198 | 347| 297 62 Vus s 829| ... ik 17|2,157| ... 3,907 
Tasmania Sa T iis 313 | 1,739 8 125| .. Юя 39| ... xs is се 93 | 2,247 
New Zealand and Fiji Islands ТР Р 911 4,603] 1,448) 1,652 | ... 929 | 2,963| 730 123 6 | 1,669 387 | 16,021. 


E —————— =f —————M— | ef cf a————— | -——— —m | — eee —— |— ff нне 


Total, £ [33,978 | 80,078/26,963/,23,908 |8,079 [15,881 |110,927 аса 15.728 |2602 |45,823/13,905 |438,830 


Registered Imports into the ‘United Kingdom of Electrical Goods from all Countries. 


Russia, Norway, Sweden and Denmark  ... aa m ei vds 2.540| ... 6,102 - 1,506 Ps sus 10,118 
Netherlands  ... ubi ese ies svi 144 bx eee 118,531 | 7,702 jad 300 260 1.290 jus x 23,227 
France ... Ku а sas T sis 211 152 12 268 24 880 140 Ke 7,307 | 1,312 45 10,411 
Switzerland ...  ..  ..  .. wwe | QHD], 60 83 | ... Die: . 4388 | 148 |- 8201 821 т 5.089 
Italy  ... ide ave TN Jus iis ae 2,786 | ... TES ne 1,398 415 eel” -— $us 4,599 
Japan ... se Ру, КРЕ ad ae 398 e. 18,318 | 7,434 "695 see eu: 413 67 12,325 
United States . vis $us s wee | 8923 | 9,174 1,471 | 3,283 802| 3, 729 593 50,068 [12,704 113 659 | 20,992 130,458 


-e | ао —— —— € | —— | — |— ee — Mna | Gee | e 


Total, £ [10,958 [12,112 [4,801 124,599 (11,853| 6,076 [13,971 [50,871 |24,040 [15,792] - 21,104 — 196,257 


Additional imports.— Spain, carbons, £606. Canada, wires and cables, £30; batteries, £1,296 ; glow lampe, £110; fittings, £10 ; 
electrical machinery, £56 : electrical goods, £97. 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


- 


Various oountries, mainly as above 2,386 | 2,518 18,967 


| 
4,267 105 


| | | 
2,818 | x [m [s | 2.478 


| 3,303 


TorTAL EXPORTS: £438,830 TOTAL RE-ExPORTS: £18,367 TOTAL IMPORTS: £198,192 

NoTE.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to “ goods " otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns. Imports are credited to the country whence consigned which is not necessarily 
the codntry of origin. 
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CONTROL SYSTEMS FOR TRACTION MOTORS. 


A recent convention issue of our American contemporary the 
Electric Railway Journal contained an interesting review of 
modern developments in electric railway and tramway car 
construction, more especially dealing with the trend of Ameri- 
can practice. 

Of particular interest js the summary of developments in 
control systems, of which the following is an abstract. 

Control systems for modern electric railway cars may be 
classified as direct and indirect, this division being based on 
the method used in performing the switching. Both use the 
series-parallel method of adjusting the voltage, wherein the 
motors, or groups of motors, are arranged first in. series and 
then in parallel, the ''non-rheostat " system for four-motor 
equipments giving an intermediate step with the motors in 
two series groups. 

Tn order to effect the rearrangement of motors or the change 
from the series to the parallel connections three schemes are 
in use, namely, the shunting-out, the bridge, and the open- 
circuit transition. The shunting-out method short-cireuits one 
motor, or group of motors, while the controller handle is 
being moved from the last series position to the first parallel 
position on the controller. The decrease in tractive effort 
which occurs when this is done tends to produce an un- 


үш jerk during acceleration, particularly if the cars are - 


eavy. At present this method is largely confined to control 
equipments, both direct and indirect, for small and medium 
size motors. The bridge system is now widely used with in 
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Fic. 1.—CoONNECTIONS OF MODIFIED Direct CONTROL. 


direct control systems for large motors. Direct controllers 
equipped with the bridge transition have not proved very 
satisfactory because of the time element involved in making 
the various circuit connections. The connections in this sys- 
tem are such that all moters are working during the transi- 
tion period, with the result that a fairly uniform tractive 
effort is maintained throughout the notching-up portion of 
the accelerating period. The open-circuit transition at one 
time was quite widely used in connection with direct control 
for large motors, but the development of the bridge transition 
and the indirect systems of control has rendered it practically 
obsolete for the heavier classes of service. It is still used, 
however, with some of the modified forms of direct control. 
Direct Control Systems.—Of the direct control systems, the 
most familiar is that in which the Type K controller is used. 
Within recent years the most important developments in con- 
nection with this controller have been its adaptation for use 
with field-control motors and the many improvements in struc- 
tural details. For the more’ recent designs, 600 volts, 750 


volts, and 1,300 volts are the standard voltage ratings. Those. 


rated at 1,300 volts were designed for use on interurban roads 
having a trolley voltage of 1,200, but they have not proved 
very popular in interurban and all high-voltage services, the 
tendency being toward the use of indirect control. й 

Direct control was used five years ago on practically all city 
and suburban cars, and on many of the lighter interurban 
and rapid transit cars. However, in the heavier services this 
type of equipment was rendered objectionable because of the 
large size of controller necessary. Its use to-day is largely 
confined to city car equipments where the motors are of less 
than 50 Н.Р. 

A modification of direct control has recently come into 
rather wide use; it combines a number of the advantages of 
both direct and indirect control. In this system remote- 
controlled circuit-breaking or contactor switches are mounted 
underneath the car to break the main power circuit. These 
‘switches are used in connection with a regular cylindrical 
controller, and they relieve the controller fingers of the heavy 


arcing and burning incident to the rupture of circuits carry- 
ing heavy currents. The controller is provided with an auxili- 
ary contact device on the main ‘cylinder, which consists of 
two contact fingers operated by a pivoted arm that in turn 
is actuated by a cam on the controller drum. The action is 
such that when the drum is turned in the “on” direction 
the main circuit drum fingers close first and then the control 
fingers. The power circuit is thus closed by the contactor 
switches instead of by the main drum fingers. Provision may 
be made for a tripping mechanism which, in case of over- 
load, operates the tripping switch and thus permits the con- 
tactors to open. | 

This type of control is not only more reliable than the 
standard direct control, but the use of remote-control switches 
in the main power circuit makes possible the interlocking of 
the control system with door opening and closing and other 
safety devices. In fact, the latter advantage has been тегу 
largely the cause of its popularity. — — | | 

Indirect control was developed primarily to permit the 


. operation of several ears as a unit from the master controller 
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Fic. 2.—Controu DIAGRAM, 5,000-voLT. D.C. EQUIPMENT. 


of the leading car, and up to a few years ago its application 
was largely confined to rapid transit cars, suburban cars on 
electrified steam lines, and electric locomotives. | 

Indirect-Control Systems.—Indirect control is now used 
altogether for rapid transit and other heavy services and quite 
widely in interurban service. In the latter case it is almost 
universal where the contact line carries more than 600 volts. 
In city service it is being used to a limited extent, largely 
without the multiple unit feature, however, particularly in 
connection with some of the low-floor types of car, because 
of the ease with which the various control features may be 
segregated and mounted in limited spaces and the readiness 
with which safety features may be incorporated. — 

By the addition of a current limiting relay, which opens a 
control circuit when the motor current exceeds a predeter- 
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Fic. 3.—DIAGRAM FOR Type 214 CONTROL. 


mined value, and suitable interlocking devices, either elec- 


trical or mechanical, automatic acceleration can be secured 


with any indirect-control system. Automatic acceleration 
ensures against abuse of the motors by the motorman, and 
tends to provide a fairly uniform rate of acceleration. It has 
long been used on elevated roads and in other rapid transit 
service, and in connection with some of the new light-weight, 
indirect-control designs 1t seems to be gaining in popularity 
for city service. 

The earlier indirect-control systems were too heavy, and 
besides, automatic acceleration was quite often a feature of 


these equipments. This was of importance where operating 
conditions were more or less uniform, but did not have so 
many advantages when applied to interurban service. There 


were the objections, also, of high cost and complexity; for 
these reasons simplified types of hand-operated indirect-control 
systems were developed, and during the last five years they 
have found wide application. 

Of these systems, the Westinghouse HL and the General 
Electric M K are the best known. In both these systems the 
arrangement of control handles is similar to that of the Type 
K controller, and the energy for the auxiliary control circuit 
is taken through a resistance from the contact line. 
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The main parts of these systems are the main or motor 
controller and a master controller which operates in prover 
order the switches of the motor controller. These switches 
are closed against springs by electrically-controlled compressed 
air cylinders or powerful solenoids. 

The unit switches are equipped with arc chutes and mag- 
netic blow-outs. An overload relay is used which either opens 
the control circuit and trips out all the contactors or a remote- 
controlled line switch. 


The HL system has been further simplified, and is being ' 


ee to light-weight cars. The M K system is being super- 
seded to a certain extent by a later P C type of control. 

Indirect control systems for use in connection with high- 
voltage, direct-current motors are essentially the same as those 
used with lower voltages. Complications are sometimes neces- 
sary because the motors are required to operate at low voltage 
within cities. In the latter case, to ensure the opening of the 
power circuit, two switches connected in series are generally 
used to make the interruption. 

In connection with the control of alternating motors the 
only development of special interest is the control for the 
doubly-fed motor adopted by the Pennsylvania Railroad. 
This control is an adaptation of the unit-switch system, and 
it is arranged for automatic acceleration. The motors, which 
are connected in series, are started and operated up to approxi- 
mately 15 M.P.H., as repulsion motors, with the auxiliary or 
compensating field, the armature and the main field in series. 
With these series connections the armature is also paralleled 
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lic. 4.—Moron GROUPING FOR ' NoN-RHEOSTATIO " CONTROL. 
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by а resistance. Resistance is inserted with the motors on 
the first step and is cut out on the second. The third step 
changes the connections so as to energise the auxiliary field 
from one portion of the transformer, and the armature and 
main field,. connected in series from another portion, thus 
affording the doubly-fed connection. The armature short- 
circuit 18 removed when the motors are operating with the 
double.feed. Subsequent steps in the control are obtained by 
increasing the motor voltages. | 

New Control Systems.—The control system devised origi- 
nally for the stepless centre-entrance cars: of the New York 
railways, known as the Westinghouse P K control, consists 
ot & drum motor controller equipped with a power-operated 
notching mechanism. This notching mechanism consists of a 
Pair of opposed air cylinders whose common piston road 
carries a rack that engages with a pinion on the shaft of the 
motor-controller drum. Electrically controlled valves admit 
or discharge air.from the cylinders in accordance with the 
manipulation of a master controller located on the car plat- 
form. The motor controller may be located on the platform 
underneath the car or in some other convenient place. 

In appearance the master controller is a miniature 
platform controller. Manual acceleration is 
although a current limiting relay is provided on most 
equipments, and the circuits are so arranged that automatic 
acceleration will occur in case the cóntroller is moved more 
than one notch at a time. The latest form of power-operated 
head can be readily applied to any Type K controller. Energy 
for the control circuits may be obtained either from the con- 
tact line or a storage battery carried on the car. 

_A later control system brought out under the trade designa- 
tion. of Type 214 control is a combination of the principles in- 
Volved in the P K and the older A B F system. As designed 
for the field-control motors of the New York Municipal Rail- 
Way rapid transit cars, the motor controller box includes the 
following parts: Two unit awitches acting as circuit breakers. 
our unit switches for series paralleling the motors, one drum- 
"type reverger, one drum-type commutating switch, опе 


current-limi¢ relay, one overload relay, one main circuit ter- ` 
minal board, and one control circuit terminal board. Electro- , 


pneumatically operated unit switches, interlocked to secure 
Proper sequence, are used for making main-circuit changes 
While а commutating switch of the drum type, operated by a 
| K notching mechanism, is used to cut out resistance. 4 
Iné relay cut-out permits feeding up of the control when 
Power is off the line and the bucking of the motors for emer- 
gency braking in case of failure of the air brakes. _ | 

| е automatic acceleration feature of this control is particu- 
arly interesting as the action of the current-limiting relay 1s 


.of acceleration for all loads. 


of these switches in case of excess current. 


possible, ` 


modified by the current passing through an auxiliary winding 
of the relay, in such a way as to provide for the same rate 
The amount of current passing 
through this auxiliary winding is controlled by a switch 
operated in connection with the variable-load brake mechan- 
ism. The adjustment of this mechanism corresponds directly 
to the deflection of the bolster springs under load. Energy 
for the control circuit is obtained from a 34-volt storage bat- 
tery, which also furnishes energy for emergency car light, 
signal lights, door interlocks, and other special circuits. This 
control 1s designed for use with the larger motors, those on 
ш New York municipal cars being rated at 160 н.р. on 600 
volts. 

In the PC control equipment, recently placed on the market 
by the General Electric Co., the motor controller consists of 
а group of switches or contactor units (used for effecting the 
series and parallel groupings of the motors and in cutting out 
resistance, together with a reverser, a circuit-breaker and 
overload, potential and current-limiting relays, all of these 
being assembled in a single case. The contactors are closed 
mechanically by means of cams mounted on a shaft ich 
is revolved by a rack and pinion. The rack is operated by 
two air cylinders, whose valves are electrically controlled by 
the master controller. All of the contactor arc-chutes are 
grouped in one unit similar in construction to that used in 
the ordinary drum controller. The circuit-breaker switches 
are also operated pneumatically and controlled electrically. 
The overload relay operates to de-energise the control circuit 
When opened by 
an overload, a reset switch must be thrown to close them 
again. The switches are of the unit type, and are readily 
removed. The reverser is very similar to the drum reverser 
used in a Type K controller, except that it is power operated 
by means of compressed air cylinders with electrically-con- 
trolled valves. 

The master controller is similar in general construction to 
that used with the Type M control systems built by the same 
рш It is provided with a slip-ring attachment which 
closes the control power circuit when the handle is movet 
from the “off” to the first position, and maintains the cir- 
cuit for any forward motion, but opens it if the handle is 
moved back. | 

This type of control may be arranged either for automatic 
or hand acceleration, and may receive the power for the con- 
trol circuit either from the contact line or storage batteries 
carried on the car. As with most modern systems of indirect 
control, the power circuit is opened in case the motorman 
removes his hand from the control handle, and provision may 
be made also for setting the brakes. | 

Non-rheostatic Control—From the standpoint of ecenomy 
and flexibility in speed regulation, the non-rheostatic control 
for the four-motor cars of the Pittsburgh railways is of interest. 
In this system resistance is used on only two transition points, 
the first and fifth, and as there are three running notches the 
transition points are used only for very short intervals, so 
that there are practically no rheostatic losses. 
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Еа. 5.—ConTACTOR SEQUENCE FOR P.C. CONTROL. 


Frequent use is made of the first running notch with all 
motors in series, and as low speed can be secured on this 
first point, excessive controller operation is avoided, and 
savings in the maintenance costs of control equipment, 
wheels, and brakes are effected. Tests over an extended in- 
terval of time indicate that the energy consumption is from 
8 per cent. to 15 per cent. less than with a standard series- 
parallel control when used on cars of the same weight operat- 
ing in a similar service. | | 

The contactor switches are arranged in two switch group 
cases under the low floor of the car. The combinations and 
connections provide for interlocks on the contactors to estab- 
lish holding circuits whereby the motors are maintained in 
parallel groups while the control handle is being thrown to 
the “off” position, thus affording a closed path of low resist- 
ance for the discharge of the energy stored in the magnetic 
fields of the motors. The use of field control with this system 
would, of course, add some complication, but would result in 
a speed flexibility practically equal to that of the steam loco- 


motive. 


! 
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Wiring.—Electrically-controlled brakes, speed-control de- 
vices, car signal and door interlocking circuits result in the 
new cars of the New York Municipal Railway in the use of 
18 train wires, of which only seven are used directly for 
control purposes, and the wires are of extra large cross- 
section so as to permit the multiple-unit operation of a large 
number of cars. | 

With indirect systems, & knife-blade switch of the quick- 
break variety connected between the trolley base and main 
fuse, is used to disconnect the main circuit so that the motor 
controller can be operated for test or inspection purposes. 
The use of а main fuse box of the magnetic blow-out type 
is becoming almost universal, the accepted form of fuse con- 


sisting of a thin copper ribbon held at the ends between heavy | 


clamps. 

Later practice in car wiring tends toward the use of light 
steel conduit that is enamelled, galvanised, sherardised, or 
treated in some other way to make it rust-resisting, the con- 
duit for some of the later cars having walls only 1/32 in. 
thick. In cars designed for very light weight there is an in- 
creasing tendency to use some of the fireproof non-metallic 
conduits now on the market. Of these one that has been 
extensively used is made of natural warp cotton yarns woven 
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very tightly to give it strength, and saturated with a water- 
proof and fireproof compound. It is more economical than 
metallic conduit, not only because the price is much less, but 
also because no fittings are required, since the non-metallic 
conduit can be bent into any desired position. The weight 
of ł in. conduit in this material approximates 0.13 lb. per 
ft., while metal even 1/32 in. thick should weigh 0.25 lb., 
including the fittings. | ` 

The arrangement of control details in a few groups has 
greatly simplified the control wiring necessary, and there 1s 
a tendency to use multi-conductor cables for the motor and 
other current-carrying leads instead of single wires. 

With regard to lightning arresters, the magnetic blow-out 
types are still very popular for car service, and a form of 
condenser arrester seems to be meeting with soine favour. 

The aluminium-cell type of lightning arrester has not met, 
as yet, with great favour among operating men; several com- 
panies have installed it on their latest types of cars. There 
is а tendency to use larger choke coils than were used for- 
merly. The favoured location of the arrester seems generally 
to be on the roof of the car. 

Control Circuit and Door Interlocking.—In an effort to pro- 
mote safety and accelerate tratfic, several methods of inter- 
locking the car doors and the control system have been 
devised. Generally speaking, any of these scheines is appli- 
cable, as far as principle is concerned, to any system of in- 
direct control as well as to the system of modified direct 
control. The door apparatus consists of a wooden rod attached 
to the door and upon which is a brass ferrule. When the 
door is closed this ferrule engages with a pair of contactors 
which form a part of the circuit energising the contactor, or 
line switch in the motor control. In any position of the door, 
except tightly closed, these contactors engage with the wooden 
surface of the rod and not with the brass ferrule. Conse- 
quentlv. the contactor control circuit is open and the con- 
tactor itself cannot be closed, but when the door is shut the 
control circuit is complete, and the motors arc under the 
control of the motorman. This enables а motorman to set 
his controller handle on the starting position immediately 
after & door is opened at a stop. Then, when the door closes, 
the car starts ahead at once without any signal from the 
conductor. Frequently switches are provided that operate 
in connection with the conductors’ emergency brake valve. 
The operation of this valve. therefore, shuts off the power as 
well as sets the brakes. and eliminates the current surge that 
would result if the motors pulled against the brakes until the 
overload relay tripped. =» 

Such interlocking devices, by permitting a quick start after 
passengers are loaded, have a very marked effect in speeding 
up traffic. They eliminate to a large extent the need of a 
signal system for the conductor, and by requiring the door to 
be shut before.the car can be started, reduce the number of 
door and step accidents. 


Australian Commonwealth Offices.—On December 27th 
the offices of the High Commissioner for the Commonwealth of 
Australia were removed from Victoria Street to Australia House, 
Strand, London, W € 


REVIEWS. 


Large Electric Power Stations. Ву Dr. G. KuinGensena. 
English translation from the German. London: Orosby 
Lockwood. Price 25s. net. 


The publisher's note to this book states that the transla- 
tion supplied by the author was in type some months prior 
to the war, and that the proofs have been subjected to 
careful revision by an English engineer, and in view of the 
unportance of the subject it has been decided not to delay 
publication further. | 

. The increase in the public importance of electricity supply 
is bringing about a.change in opinion as to the basis on 
which electricity should be produced and distributed. 

The fundamental question is whether the generating station 
should be a private one, one controlled by & municipal body, 
or one managed by a company. Nowadays, unless in a very 
isolated area, a private power station would prove unecono- 
mical. It also seems impossible for a municipality to manage 
ite electricity supply undertaking on any but what may be 
called political lines. The engineer-in-charge will be asked 
for his opinions on engineering or economic problems, but 
the electricity committee's decisions are necessarily governed 
by the policy of the party to which the majority of its 
members happen to belong. On the other hand, the manage- 
ment of a supply company presents an entirely different 
picture. The policy of the company will be controlled by 
experts їп engineering, in business, and in finance. They 
possess entire control, their decisions are influenced by the 
interests of the concern only, they can organise and renew 
their staff according to the ability of the individual, and are 
necessarily :n close touch with industrial and eagineering 
developments.’ Under municipal control there is not the same 
incentive to attain the highest possible economy as with a 
dividend-paying company. These are facts that no one can 
seriously dispute, and the public is confronted with the ques- 
tion whether it is preferable to allow limited liability com- 
panies to take control of the electricity supply business—of 
course, under proper Parliamentary supervision—or to allow 
existing municipal supplies to develop or co-operate with 
private concerns. The future only can say what will happen 
in this country. The author’s views on these and on like 
matters are set forth in a lengthy and very readable intro- 
ductory chapter. | 

Chapter I is one of 78 pages. It deals broadly with the 
general principles involved in the design of large electnc 
power stations. The use of the various governing factors, 
e.g., the diversity factor, is first illustrated with the aid of 
diagrams from various German power stations. This section 
of the chapter is decidedly clear and valuable. The engine 
room is then discussed. A quantity of information is given, 
hut the question as to choice of different types of tur- 
bines is not entered into at all. The treatment of the selec- 
tion of generators and suxiliary machinery is fairly good. 
Some genuinely valuable advice is next given on the design 
of boiler houses and their contents, together with some data 
that the reviewer has not seen published before. One of the 
author's figures appears a little heroic—a steam velocity in 
the pipes feeding the turbines of 262 ft. per sec. The re- 
viewer would be inclined to think that there would be an 
appreciable drop in pressure unless the pipes were very short, 
and further, he would expect some vibration in the pipes on 
sudden changes in the load. Storage and transport of coal, 
ash removal, and switchgear are then discussed in a satis- 
factory, though somewhat brief, manner. For example, five 
lines only are devoted to protection against lightning in the 
switchgear section. The chapter concludes with some very 
gensible advice on the choice of the ition of a porer sta- 
tion, and on its architecture. As is author rightly says. 
п апу power stations resemble theatres more than anything 
else, and tha beauty of a* power station building—as of 
machinery —should be in the simplicity of the design and in-its 
proper proportions. The fact must not be lost sight of that 
a power station is merely a factory for producing electricity. 
At the same time, of course, it should be adapted to the 
appearance of the locality as far as is practicable. 

Chapters II and III deal respectively with comparisons of 
costs of electrical transmission of energy and of the trans- 
port of coal, and with economy and generating costs in rela- 
tion to capacity and utility factor. The value or otherwise 
of this sort of thing depends, of course, entirely on the 
initial assumptions made. Some of the costs appear to be. 
Gistinctly on the low side to the reviewer, but the author's 
n ethods appear to be sound, and will serve as & model for 
similar calculations with different initial costs. 

The first constructional example of the principles set forth 
in the preceding part of the book is that of the Markische 
electricity works in Germany. The installation is most 
thoroughly described, and illustrated with plates and photo- 
graphs. The leading dimensions of essential parta of the 
plant are given, and also the name of the maker—of course. 
in every case a German firm. An analysis of the working 
results is given at the end of the chapter. These are not at 
all remarkable, but it is to be remembered that the station 
is five or six years old. T 

The second and last example is that of the Victoria Falls 
and Transvaal Power Co., Ltd., in South Africa. The initia- 
tion of this enormous power supply scheme and the different 
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power stations involved is most thoroughly described, and 
also the possibilities of future extensions. The author states, 
and probably correctly, that the A.E.G., Berlin, undertook 
the engineering of the scheme and the installation of the 
entire plant. 

The book consists of 260 pages and a large number of 
lates. It bears distinct evidence of most careful thought. 
The iranslator has also done his work very satisfactorily, the 
large majority of the units, both money and dimensions, 
being given in English measure. The work will undoubtedly 
be of distinct use to engineers engaged in power station 
design. However, in spite of its merits, 25s. net is a large 
sum of money to pay for the book. Possibly the large num- 
ber of plates ів partly responsible for the price.—H. G. 8. 


The Mechanical Handling and Storing of Material. |. By 
GEORGE FREDERICK ZIMMER. London: Crosby Lockwood 
and Son. · Price £2 2s. net. 

Probably one of the most neglected branches of engineer- 
ing is that relating to the mechanical handling and storing 
of material, and we believe ‘‘The Mechanical Handling of 


Material ’’ first published by the author was the first work ` 


of any real importance on this subject. The present treatise 
is a new edition of this work, in which the mechanical 
handling of material has been brought up to date, and to 
- which the various methods of storing material has been added. 
The author had an immense field before him, and we must 
give him credit for making the most of his opportunities; 
though the work consists mainly of data and particulars of 
plant gathered from all corners of the globe, it is not the 
less waluable on this account. In fact, it 1s not too much to 
say that the engineering profession should be very greatly 
indebted to Mr. Zimmer for placing before it a work ìn- 
volving considerable labour in collecting and arranging infor- 
mation dealing with so important a subject as the economy 
of labour by applying mechanical means to the handling of 
material in works and factories appertaining to practically 
every industry. | 

In an excellent introductory article, the reader is told the 
necessity for the introduction of labour-saving machinery, 


and the benefit derived not only by the capitalist, but by the - 


labourer himself is pointed out; as this question may possibly 
become an acute one after the war, it is necessary that Labour 
should be educated to recognise this fact, and we can fully 
endorse the author’s statement that ‘‘In round figures, it 
may be taken that the saving of one man’s wages warrants 
the investment of £1,000 in machinery." As an example, 
the author cites a modern flour mill in which the wheat may 
be unloaded from an ocean-going steamer, stored, cleaned, 
graded, ground, dressed, packed, weighed, registered, and 
loaded into a railway truck for dispatch to the consumer 
without any manual labour whatever. The view, however, 
of the Labour leader is that were it not for this machinery 
men would be employed and wages paid, but he forgets that 
whilst, no doubt, 20 or 30 workmen are released for other 
labour, hundreds of their fellow workmen are benefiting by 
the lower cost of flour. Are the greater number willing to 
suffer, to benefit—which is doubtful—the few? Moreover, as 
the author truly points out, the multiplication of labour- 
saving appliances 18 not in the least detrimental to the in- 
terests of Labour, but, on the contrary, ''experience has 
shown that his daily life is thereby made easier, his intelli- 
gence improved, and his wage-earning capacity increased,’’ 
and in no industry has this been proved to such an extent 
as in that of mining. | 

The work consists practically of six parts, viz.: The con- 
tinuous handling of material; continuous handling of material 
by pneumatic and hydraulic means; intermittent handling 
of material; unloading and loading appliances; miscellaneous 
installations; and the automatic weighing of material. 

The first part claims 18 chapters, and deals with elevators 
and conveyors for every imaginable purpose; naturally, 


among so many designs there is room for very considerable . 


improvement in some, but to examine critically each design 
would take several volumes as large as the present to deal 
with them. There is, however, plenty to choose from as a 
basis for the design of any particular piece of handling or 
conveying machinery. It would seem as though in many 
cases the designer or builder of conveying machinery did not 
consider it necessary to study the effect of friction as a power 
consumer, or thought that the economy effected by the use 
of the conveyor was such that there was a big margin for 
inefficiency—anything would do for a conveyor so long as it 
worked. Some that we know of didn’t work; not that the idea 
of the conveyor was bad, but sufficient study had not been 
given to its construction Бу the designers to suit the parti- 
cular conditions. It is mainly so with all conveyors: a little 
thought and study would greatly improve their efficiency. 
The next three chapters deal with the handling of material 
such as grain, coal, and ashes by pneumatic or hydraulic 
means. Amongst the latter is mentioned the hydraulic plant 
at the Hammersmith Borough Council's electric light installa- 
tion, which was estimated to cost £15,600 and to save £1.577 
per annum, or practically 10 per cent. on the capital outlay. 
з means of removing ashes from boiler houses the 
hydraulic system would appear to have many advantages. 
me of the pneumatic systems described for conveying grain 
are both interesting and ingenious, and naturally much more 
care and workmanship has to be expended on this type of plant. 


The intermittent handling of material includes endless-rope 
and chain haulage, not, of course, as installed in mines, but 
as applied to moving tubs or small wagons for short distances. 


. 15 includes all kinds of aerial ropeways, methods of coaling 


vessels at sea, rails and telphers, and the handling of 
material in connection with blast furnaces, and coke 
from coke ovens; some of these are good, but many are in- 
different, and others might have been left out altogether. 
Especially does this apply to some of the German methods for 
dealing with hot coke from coke ovens. 

The last two portions deal with such subjects as the coaling 
of railway engines, boiler-house handling plants, storage of 
coal, grain, and other materials, and the automatic weighing 
of material, and conclude with.a table giving the weights 
of materials. 

As we have said, the subject is a huge one, and we are 
afraid one that has not been sufficiently studied in this 
country, partly because of prejudice, but mainly, we think, 
because of our—we hope now obsolete—conservatism. With 
the ever-increasing cost of labour in production, it becomes 
more than ever necessary to reduce the producing cost of 
the finished article, and to release the labourer, otherwise 
engaged in the handling of material, for more useful employ- 
ment, where his services will be more productive, both for 
himself, his employer, and the public generally. 

If Mr. Zimmer's book, by showing what has already been 
done in this direction, and by giving details of examples of 
conveying and other labour-saving machinery, will help the 
development of this branch of engineering in this country it 
wil have served a useful purpose. | 

f we have any fault to find, it is in the bulkiness of the 
volume, which we think would have been handier had it 
been published In, say, two volumes instead of one. Other- 
wise, it 18 well printed and bound, the illustrations are good, 
many being folding plates, and the work does credit to author 
and publisher. 
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Dynamo and Motor Attendants and their Machines. Ву 
FraNK Вколрвехт, M.I.E.E. London: 8. Rentell & Co., 
Ltd. Price 2s. 6d. net. h 

This is the eighth edition of a work which has long held a 
igh reputation, and has established its position as one of 
those books for which there is always a demand. The text 
has been extensively revised, over 50 pages have been added, 
and 40 drawings, а new chapter on accumulators has been 
irserted, and generally the matter has been brought 
up to date. The chapter on ''General Principles " has also 
been entirely rewritten. There are a good many misprints, 
but these are generally obvious, and the author reasonably 
claims indulgence in view of the revision having been done 

Іп strenuous times. The remarkable scope of the book. the 

conciseness and lucidity of the treatment, and the essentially 

practical nature of the contents, render it the most useful 
guide for the class of readers addressed that we know of, and 
its continued popularity indicates that they concur with us 
in regarding it as excellent value for the small price at which 
i* is published. 
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FOREIGN AND COLONIAL TARIFFS ON 
ELECTRICAL GOODS. 


CHILE.—For convenience of reference, the following parti- 
culars of the rates of import duty, now payable on the under- 
mentioned goods on importation into Chile, are taken from the 
recently-published Parliamentary Return, giving a transla- 
tion of the new Customs Tanff Law—see the Review of Nov- 
ember 3rd :— А 


India-rubber :— Pesos. Cts. 
Resilient: Raw  ... ... kilog. gross 0 04 
In sheets ... "n .. kilog. gross 0 190 
With cloth or metal for 
packing machinery, &c. kilog. gross 0 36 
Vulcanised, in sheets ds . kilog. gross 1 2 
Rubber waste .. kilog. gross 0 12 
Rubber solution ы) - .. kilog. legal 0 60 
Manufactured articles of rubber, not 
specially mentioned ... iis .. kilog.legal 2 50 
Boots and shoes, &c., of rubber, or 
with rubber soles ... As .. kiog. net 2 00 
Buttons (pushes) for electric bells  ... kilog. legal 1 80 
Iron and steel :— | 
Wire in all shapes (including barbed) 
100 kilogs. gross 0 50 
Lamps for electric lighting .. kilog. legal 0 70 
Cable or rope of wire ... " .. kilog. gross 0 04 
Meters for electric current, and parts kilog. gross 0 20 
Copper and its alloys :— 
Sheets, bars. or ingots ... gue ra ciis Free. 
Bars or cylindrical rods for cutting | 
into bolts и бе au .. kilog. gross 0 10 
Pure, for assaying Юя .. КПор. net "1 80 
Filings (borings); solder  . ut Free. 
Pipes or tubes not specially men- . | 
tioned, and accessories И .. kilog. gross 0 20 
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Zinc and its alloys :— 
Bars, sheets, or plates ... i 
Granulated, filings or borings 
Sheets varnished or with coating of 
common metal zin a 
Aluminium alloys; aluminium jn sheets, 
plates, strips, or bars... m 9 
Tin ог lead :— 
Bars or sheets _... T ux 
Granulated, filings or borings - 


Pipes or tubes and accessories ... kilog. 
Nickel and white metal :— 
Bars, sheets or plates jit ... kilog. 
Manufactured articles not specially 
mentioned, not silvered or gilt ... kilog. 


Wire, other than iron or steel, of all 
shapes КАГА" "S 

Babitt's metal and 

Asbestos :— 


Metke 


In the rough, in powder, or in cords kilog. 


In boards or sheets E ... kilog. 

Manufactured— gloves, &c. ... kilog. 
Mica :— | 

In sheets... n ... kilog. 

Manufactured articles ... kilog. 
Graphite 100 kilogs. 
Fale :— 

For industrial uses. ... kilog. 

In very thin sheets ... kilog. 
Commercial advertising matter, not 


specially mentioned, of cardboard or 
paper, except catalogues and periodi- 
cals S ive = vé 
Commercial catalogues and periodicals, 
Telegraph and telephone instruments 
and apparatus, &c., not specified 
Special machines, apparatus and appli- 
. ances for use in generating gas and 
electric light, not specified ; insulators, 
commutators, contacts, interrupters, 
extinguishers, cut-outs, fuses, &c., re- 
quired for electric light installations; 
arc and incandescent lamps or bulbs, 


... kilog. 
... kilog. 


... kilog. 


... kilog. 
... kilog. 


... kilog. 


... kilog. 


Pesos. Cts. 
Free. 
gross 0 36 
gross 0 40 
Free. 
Free. 
gross 0 25 
gross 0 06 
gross 0 2 
legal 3 00 
gross 0 01 
gross 0 15 
gross 0 02 
gross (0) 10 
legal 9 00 
gross 0 60 
gross 0 75 ` 
gross 1 50 
gross 0 05 
legal 1 80 
gross 1 00 
Free. 
gross 0 05 


and carbons id - КР ... kilog. gross 0 04 
Machines and apparatus for use in in- 

dustry not elsewhere specified ... kilog. gross 0 03 
Electric piles or batteries, and jars for 

same an е zs SA .. kilog. gross 0 10 
Wire of common metal, of any sectional 

form, insulated or covered with rubber, 

silk, &c.  .. е A TR .. kilog. gross 0 10 
Plans and specifications for engineering, 

architectural, and other works En Free. 
Packing cases AR iut .. kilog. gross 0 06 


[Gross weight is the weight of the goods with all receptacles 


and packings, both internal and external. 


Legal weight is 


the weight of the goods, together with all receptacles (includ- 


ing fastenings) 


with which they are packed inside the ex- 


ternal wrapping, excluding straw, sawdust, &c., used for dis- 


posing the parcels. 
prived of all coverings. 


Net weight is the weight of goods de- 
100 centavos = 1 peso = 1s. 6d.] 


Merchandise or products imported into the Magellan Terri- 
tory are, with certain specified exceptions, free of duty. 
"Foreign goods imported into Chile are subject to a ware- 
housing fee. Goods intended for consumption in the country 
and subject to import duty must pay 4 per cent. of the amount 
of such duty when cleared during the first four months of 
storage; 8 per cent. when cleared during the second period of 
four months; and 12 per cent. when cleared during the third 


period of four months. 


In the case of goods free of import 


duty, the warehouse fee will be 10 centavos per 100 kilogs. 
gross weight when the goods are cleared within the first four 
months of storage; 20 centavos during the second period ; and 


30 centavos during the third period. 


The duties payable under the new Tariff Law are to be 
regarded as the minimum: rates, applicable to countries which 
The President 
is empowered to impose a surtax of 95 per cent. of the duties 


grant m.f.n. treatment to imports from Chile. 


fixed by the Tariff, as a maximum tariff. applie 


ducts from other countries. 
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NEW PATENTS APPLIED FOR, 1916. 


(NOT YET PUBLISHED), 


Published expressly for this journal by Messrs. 
Electrical Patent Agents, 285, High Holborn 
Liverpool and Bradford. 


— Fe, 


“ Electric telephones." L. G. HAMNER. 
“ Secondary electric batteries,” 


T | “ Telephone memo-fi.ing receptacle.” 

th 

mt “ Auto-luminous switch indicator.” W. 
t 


a 


, London, 


C. HoRNE. 


W. P. TuowrsoN & Co., 
W.C., and at 


December 11th. 
T. A. D. Lawron. 
S. M. Bryoces. 


December 11th. 


December 


December 


17,820. “ Electromagnet for lifting materials.” 
PAISES А. D. Rivigke ЕТ Сів. December llth. 

17,834. '' Mercury-vapour and other incandescent vapour lamps." P. Bots. 
SON. December 12th. | 

17,851. '' Device applicable to electrical machises such as motors, бепе. 


rators, transformers, &c., replacing commutator or collector,” С. Pestarmy. 
December 12th. 


ГА 
Soc. CENTRALE D’ Ester. 


17,852. '' Trolley heads or collectors for electric tramcars, &c." R. Bary, 
December 12th. 

17,856. “ Control of electric motors." J. M. L. SLATER. December 12th, 

17,867. '' Manufacture of electric insulating materials," W. Е, Winsor- 
Ricuagps. December 12th. 

17,875, “ Electric lamp shade." S. C. Morris. December 13th. 

17,878. “Sparking plugs for motors, &c." J..W. Law. December 13th. 


17,885. “Sparking plugs or electric ignition devices for internal-combus. 
tion engines." W. A. Clark, H. G. Loncrorp, УУ, W. LONGFORD & Sems 
MANUFACTURING Co. December 13th. 


17.916. ‘‘ Producing alternating clectric currents.” British THowsox- 
Heuston Co, (General Electric Co., U.S.A.). December 13th. 
17,923. “ Electric pocket lamps." O.  PLETSCHER. December 13th. 


(Switzerland, November 18th.) 

17,929. *' Electrical apparatus having windings.” 
FORMER Co. & J. GoopMan. December 13th. 

17,930. Protective means for electrical apparatus having windings.” 
Brriisn Evectric TRANSFORMER Co. & J. Goopman. December 13th. 

17,934. “ Arrangements for advancing ignition іп internal-combustion 
engines.” Soc. ANON. POUR L’ECLAIRAGE ELECTRIQUE DES VkHICULES. Decem. 
ber 13th. (France, December 20th, 1915.) ° 

17.936. '' Energy meters for alternating currents.” 
CINES FRANCILLON & Co. Soc. ANoN. December 13th. 
22nd.) 

17.937. “ High-frequency alternators.” 
December 13th. (France, September 16th, 1915.) 

17,950. “ Galvanic batteries." Е. A. Asncrorr. December 14th. 

17,972. “ Anodes for electrolysis of sulphate solutions, and production of 
same." А. Cottey, W. HUTCHINSON & A. Hickman, Lip. December 14th. 

17,981. *' Method of controlling, and apparatus for producing, ionic dis 
charges." D. F. Comstock & Tecunicocok Motion Picture Corporamiox. 
Decen.ber 14th. 

17,983. '' Methods of producing high vacuum." British THomson-Houstos 
Сэ. (General Electric Co., U.S.A). December 14th. 

17,987. “ Ignition dynamos," С. T. Mason. December 14th. (U.S.A, 


Britisn ELECTRIC. Traxs- 


Farrigug pes Lox- 
(Switzerland, April 


Soc. Francaise Rapto-Evectrigue. 


_Jaruary 7th.) 


" Ignition systems." J. С. ZimmMexman. December 14th. (U.S.A, 


7,988. 
May 12th.) | 

17,993. “ Collectio: of currents from overhead, &c., conductors." C. С. 
Hexkes. December 14th. 

17,996. ‘* Selection of electric currents." A. PEREGO. December 14%. 

17,998. “ Batteries," J. M. Frannery. December 14th. 

17,999. “ Batteries." J. M. FLANNERY. December 14th. 

18,019. '' Cleansing floors of tramcars, &c." М. JAMIESON. December 15. 

18,027. ''Portable periscopic electric lamp for signalling." Е. V. Evaxs 
December lóth. 

18,046. “ Automatic telephone systems." AUTOMATIC TgtLEPHONE MANUFAC- 
TURING Co. December 15th. (U.S.A., February l4th) -~ 


18,049. ‘* Electric switches." J. H. Cortincs & M. J. Ranc. December 
15th. 


18,005. *' Systems of motor control." Britis Тномѕок-Нооѕток Co., Lro. 
(General Electric Co., U.S.A.). December 16th. 


PUBLISHED SPECIFICATIONS. 


A915. 

16,615. BURGLAR OR Fire ALARM AND LIKE APPARATUS. 
eniber 94th. 

16,643. E.tEcrRoLvTIC CELLS. 
November 25th. 

16.765. ELeCTROMAGNETICALLY-ACTUATED Contact MAKERS oR SwrcHes. С. 
D. Peters & Co., F. C. Hibberd & W. King. November 27th. 

16,865, PoRrABLE Exrctric Lamrs. V. C. Н. Gibson & E. G. Benns. 
November 30th. - 

17,125. Carron Saver For Arc Lamers. 
(May 9th, 1916.) | D 

17,276. CooriNcG or ELECTRIC Motors oF тнв ENCLOSED Tyee. С. Schroe- 
der. December 8th. 


A. A. Canton. Nor- 


Н. C. Jenkins & C:I. (1914) Syndicate, Ltd. 


D. E. Turner. December 6th. 


1916. 
2.968. GaLvawic. Batters. G. Fuller, L. 
June 12th. (Patent No. 102,335.) 
5,932. AUTOMATIC ҒнотосвлРніс PRINTING MACHINE. 
24th, 1915, (Patent No. 100,363.) 
6,036. ELECTRIC WELDING | APPARATUS. 
No. 100.401. 


Fuller & б. J. A. Fuller. 
Neff & Lumley. Apri: 
(Patent 


E. Woltmann. May Ist. 


Further German Substitutes.—In the normal rules of 
the V.D.E., it is recommended that hemp be used in fixing inau- 
lators to their pins ; but hemp is now reserved for Army use. hence 
a Committee of the Electrotechnical Union has been investigating 
possible substitutes, and now advises the use of impregnated paper. 
Suitable paper impregnated with oil or similar insulating mater! 
has been placed on the market by various German firms. A number 
of sheets. determined by trial, are wrapped round the pin and the 
insulator is screwed on slowly, using moderate pressure. It is 
possible by this means to fill the space between pin and insulator. 
and thus provide a secure but elastic support for the latter. A 
little practice is required to prevent the paper from tearing or 
creasing, and to keep the insulator vertical and central. Sack- 
cloth is recommended as another effective substitute for hemp. 
The Imperial Telegraph Administration uses scraps of wool, sheets 
of paper soaked in carbolineum, and newspaper (not impregnated). 
It is remarked that not all the commercial substitutes offered in 
place of linseed oil may be used for impregnating purposes, because 
there are sometimes dangerous fumes and, apart from the thread 
of the insulator, the workmen's eyes might be injured. — 

The use of oiled paper for this purpose was described in the 
ELECTRICAL REVIEW of March 22nd, 1907, page 503. 
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DEM un 


Vac pcd 


FOURPENCE, 


SUBSCRIPTION per annum, Postage inclusive, in Great 


Britain, £1 1s. 8d.; Canads, £1 Эв. 10d. (85.80); to all other countries, 90s.—NEw York: D. Van NosTRAND CO., 25, Park Place, New York City. ‘TORONTO, 


Охт.: Wx. Dawsox & Sons, Lro., Manning C 
elegraphic Address: “ Ageekay 


Of ail Descriptions. 


LITHOLITE, Ltd., 


55-57, Hackney Grove, London, N.E. 


INSTRUMENTS, CIRCUIT-BREAKERS, 
AUTO-CUT-IN & CUT-OUTS. 


= Record Electrical Co., з 


BROADHEATH. MANCHESTER. 


TELEPHONE: 164 ALTRINCHAM. 


SITUATIONS VACANT, 
WANTED, &c., 


See Sup. 11 te 16. 


TWE UNITED ELECTRIC CAR 
COMPANY, Ltd., 
PRESTON, LANCS. 


of Railway 8, Tramoars 
т Mieciuie Traction, Motor Bus Bodies, and all 
kinds of Rolling Stock for Light Railways. 


BROOK 
MOTORS. 


Bee Advertisement, Sup. 84. 
SWITCHGEAR. 
ERNEST F. MOY, LTD., 


Manufacturing E:ectrical Engineers and 
Government Contractors, 


QREENLAND PLACE, CAMDEN TOWN, LONDON. 


"T EMPIRE ” 
AUTOMATIC CONTROL 


FOR 
Shell Prosess, Compressors, Machine Toole. 


BLECTRIC CONTROL, LIMITED, GLASGOW. 


"* SAXONIA 


- ELECTRICAL WIRE CO., LTD., 
ALWAYS GREENWICH, S.E. 


ALL BRITISH 


FLEXIBLE CABLES. 


hambers. 


eve SM Por yo9* 


` MOTORS. 


T, HARDING CHURTON & CO., LTD., 
Atias Works, Water Lane, LEEDS. 


VICTORIA 
DYNAMO & 


\ 
CRAVEN HOUSE, 
KINGSWAY, 
LONDON. 


FERQUSOR, 
PAILIN & Co., 
LIMITED, 


EDWARD ST. 
Hr. Openshaw, 
MANCHESTER. 
Tel : 830 Openshaw. 


WESTERN-ELECTRIC 


COMPANY, LIMITED, 
Norfolk House, Victoria Embankment, W.C. 


Works: NORTH WOOLWICH, LONDON, E. 
TELEPHONES & CABLES. 
See Advertisement this week, p. xii. 


CONNOLLY BROS. Ltd., 


for 


WIRES AND CABLES. 


Bee Advortisement last week, p. iii. 


WIRES & CABLES. 


THE 


WHOLESALE ELECTRICAL C0., LTD., 


54/56, Oxford Street, London, W. 
‘Phone: Museum 1897. 


DIAGRAM PLATES, 


Switchboard Labels, Name Plates, In- 
struction ‘and Address Plates, Adver- 
tising Novelties, Club Badges, Checks, 
Tokens, Blanks, Die Stampings, Dies, 
Press Tools, Punches, and Cutters. 


RELIANCE “©изулєк 
JULIUS SAX & CO,, Ltd. 


EST. 1855. 


24A, HIGH STREET, 
LONDON, W.C. 


Advertisement index. see page xxiv. 


Paris: BovvrAU & CHEVILLET, Librairie, Etrangère, 22, Rue de la Banque. 


. London." ABC Code. Telephone Nos. City 997: Central 4425 (Editorial only). 


CABLES AND WIRES. 


SWITCHBOARDS. 
ARC LAMPS. 


JOHNSON & PHILLIPS, [ TD., 


CHARLTON, LONDON, S.E. 
Glasgow Office: 
68, Gordon St. 


London Office: 
49, Queen Victoria St., E.C. 


MAVOR & COULSON, Ltd., 


GLASGOW. 


MOTORS. DYNAMOS, 
SWITCHGEAR. 


LIFTS and - - - 
TRANSPORTERS. 


Wm. WADSWORTH & SONS, LTD., 
BOLTON. , 


“WHITE STAR” LAMPS 


DRAWN WIRE. 


The “RUGBY” CARBON FILAMENT 
and RADIATOR LAMPS, 


THE LONDON & RUGBY ENGINEERING 60., LTD., 


36 & 37, Queen Street, E.C. 
Telephone: City 6252. 


THERMIT, LIMITED, 


675, COMMERCIAL ROAD, 
LONDON, E. 


‘Phone : 'Grams : 
EAST 415? “Fulmen, Step, London." 
PATENT E SEL EE А 


Alumino Thermic Welding Process. 


LEA RECORDERS 
for measuring 
Boiler Feed Water 
and Condensed Steam. 


The LEA RECORDER CO., Ltd., Deansgate, Manchester. 


M. E. M. Keen those initials 


wel in mind when you're buying 


IRONCLAD SWITCHGEAR 


—they stand a Sure Guarantee of high 
Electrical Efficiency. Writefor List. 


MIDLAND ELECTRIC MFG. CO., LTD., 
Rea Street South, BIRMINGHAM. 
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tHE HINDLEY” VERTICAL GAS ENGINE, 


made in sizes from 8 to 360 H.P., is specially suitable for direct coupling to 
ELECTRIC GENERATORS. 
THE FOLLOWING ARE SOME OF ITS FEATURES :— 


. Dependability for long continuous running. 
Requires very little attention. 

. Independent of Foreign Fuels. 

. Occupies minimum floor space. 

High Efficiency. 

. Lowest Fuel Costs. 

. Accessibility for Adjustment. 


ENGINES WORKING IN LONDON AND MANY PARTS OF ENGLAND. 
Also Vertical Petrol and Oil Engines for Dynamo driving and H.S. Steam Engines. 


NOUN ьм 


WRITE FOR FURTHER PARTICULARS. 


E. S. Hindley & Sons, '^ 25,225 EC. 3 


grams : 
Works : 


Ge Ge Ge Gr Qr Gr Qr Qr 


{ыс Centrifugal Pumps 
for all duties. 


ac agi: 201и | gl 


ee Write for List No. 721. READING. 


о Dorset. 


THE SWISS INSULATING WORKS, Lo., BRETONBAC (шип) 


(Suritzerinad 


OLD ESTABLISHED COMPANY with two Factories in Factories in Switzerland, employing Swiss Capital and Labour. 


“| 


PROMPT DELIVERIES vid FRANCE, CARRIAGE AND ALL RISKS INCLUDED. 


- а 4 


Micanite for stampings & mouldings. Amberite for Commutators, of Indian and Canadian Mica. | 
Micafolium, Micanite Flexible; Міса Paper, Linens, Tapes, Band & Presspan ; Micanite Rings, uio : 
parts for all purposes. Tubes & Cylinders for Transformers in Micanite, Paper and Bakel 
special Micafolium, or Pergamite. Bakelite sneets, Tubes, Collars, Rings & Moulded Pleces. моно 
Insulating Silks, Cloths, Papers & Tapes, straight or bias cut. Papers, varnished one side or 
both. Oiled Cloths & Papers. Black & Yellow Air Drying & Baking Varnishes. a 1 


А: 
-— — ee a 


PRICES ANB FULL BETAILS ON APPLICATION. AGENT FOR GREAT BRITAIN AND ABROAD : 
legrams: ‘* Unsubdued oe" 
ARCHIBALD CAMPBELL, „м. гє. 27, Chancery Lane, London, М.С. Trenes EE E. 
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PREMIE 


ACCUMULATOR СО., LTD. 


ACCUMULATORS 


ALWAYS FOR ANY 


RELIABLE. 


| Head Office and Works: Northampton. 


MAIN FEATURES. 


Effective against any 
,'" incipient бге. 
Discharges at any angle. 


Produces a continuous 
stream. 


Pumping ^ unnecessary 
. during operation. 


Nozzle protected against 
` fall. 


Pump spindle and | 


leather. removabl-. 
Pump and: valves ia 
separate container. 
Pump and nozzle sealed. 
Fitted with compression 
chamber. 
Fluid non- corrosive and 
non-ipjurious. 

Easily re-charged. 


For Full Particulars and 
Prices Write to :— 


TURNERS & MANVILLE,“ 


y. - n m 
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5, LLOYD'S AVENUE, LONDON, E.C. 


Telephone : Avenue 1458, 


Telegrams: " Vulbeston, Lond." 


SERVICE. 


London Office: 53, Victoria St., S. W. 


THOMAS INSULATORS 
For E.H.T. aranemission Lines. 


SPECIALLY DESIGNED 


to withstand 


HIGH FREQUENCY CURRENTS} 


LIGHTNING ING SURGES. 


SOLE EUROPEAN At AGENT : 


JAMES W. GLADSTONE, 


74, HONOR OAK ROAD, LONDON, S.E. 


‘No. 1077 Bydenham," London. 


ROBURINE 


SWITCH 


HANDLES 


| . are the 


BEST ana CHEAPEST 


on the Market. 


"Apply tr— REDUCED PRICES 


and 


Tele serena: and Telephone: 


WHEEL PATTERN 
with brass bush. 


Illustrated List post free from 


THE ROBURINE COMPANY, 


128, Stamford Street, London, $.E. 


! 
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BRITISH STEEL. 
BRITISH LABOUR. 


EL PATTERN. FINISHED DEAD TO DIMENSIONS. 


THIS. INDUSTRY HAS BEEN CARRIED 
ON AT THESE WORKS SINCE 1884. 


| We have the Best Modern Plant for Sclentific Production. 


BERTRAM THOMAS 
| Worsley Street, Hulme, MANCHESTER. 


For oa 


HYDRO - ELECTRIC PLANTS 


Accurate Speed Regulation is Essential, 


Edid “ Breaker, Manchester.” 


London House : 
Telephones: 215 & 4948 Central. Queen Anne’s Chambers, Westminster. 


SPECIAL SWITCH CASES & век. 


—-—X): ANY SHAPE OR SIZE. 


Wood Letters supplied ready for Wiring. 
Fan Frames of all kinds. 
Blocks for Sunk Switches 


General Woodwork for Electrical Purposes 
PUNCTUALITY A FEATURE. 


J. DODIMEAD & SON, 


50, Tottenham Court Road, W. 
Telephone: 1187 Museum. 


OUR PATENT | 
OIL-PRESSURE GOVERNOR IS UNSURPASSED.| 


GILBERT GILKES ё C0., 17. Kendal. 


Ci iI УУ УУ УУ О О О О О ii tr О TT 


Шсох Oils 


Super-qualities for— 
Steam Cylinders, Turbines, Bearings, 
Crank Chambers, Dynamos & Shafting. 


Ready for immediate delivery— 


1:255: LARGE STOCKS. 


ENGINEERING REQUISITES © 


Т О О О О О Т Т ГЕ 


ые peg engineer. A copy. Let us quote for YOUR requirements. 

wl y sent upon receipt : 

of application on business form. W. H. WILLCOX & CO., LTD., = 

оа 32 to 38, Southwark Street, London, S.E. = 
ó 


B sce allie LLC LC 


MMM 
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Telegrams: 
» Pollanite, Crickie, London.” 


Telephone. . 
Hampstead 1984 & 6360. 


THE WIRE WORKS, 
CROWN PARADE, CRICKLEWOOD LANE, 


LONDON, N.W. 


INSTRUMENT WIRES. 


COPPER. CONSTANTAN. MANGANIN. 
NICKEL SILVER. CONCORDIN. 


Bare or covered with Silk, Cotton, Enamel, ordinary Asbestos 
and Patent Asbestin Insulation. 


2 ALL SIZES DOWN TO -001'*. 


Cataloguos, Samples and Quotations on application. 


DELCOBLAST' 


(Reg. No. 350.202.) 


THE ON LY SOLUTION FOR FROSTING LAMPS. 


lacing lamps in solution tor 20 to ЗО seconds and afterwards 


EQUAL TO SANDBLASTING. 


AS SUPPLIED TO THE PRINCIPAL BOROUGH COUNCILS AND LAMP 
MANUFACTURERS. 


PRICE OF SOLUTION. 
ONE PINT JARS. .. 4|- nett. Сазе and Packing 9d. 
ONE QUART JARS . 718 ,, "P , d. — 
HALF-GALLON JARS 74/9 os ' De 


FROM ALL LEADING "FACTORS, 


Or from the Sole Manufacturers, THE DAVIS ELECTRICAL CO., 58, High Street, Charing Cross Road, W.C. Tel. No. 6093 Regent. 


| BOOTHROYD 


| DIRECT CURRENT 
MOTORS ano DYNAMOS. 


ILLUSTRATION OF “В” TYPE ENCLOSED VENTILATED MOTOR. 
- LATEST DESIGN FITTED WITH ROLLER AND BALL BEARINGS. 
2 B.H.P. to 10 B.H.P. DELIVERY FROM STOCK. 
15 B.H.P. to 60 B.H.P. DELIVERY 3 to 4 WEEKS. 
DYNAMOS AND MOTORS UP TO 150 B.H.P, DELIVERY ON APPLICATION. 
Write for Particulars to— | 


H. T. BOOTHROYD, Ltd., 
BOOTLE, LIVERPOOL. 


' Telephone : 420 Bootle. Telegrams: ‘‘Commutator, Liverpool.” 
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CABLES and JOINT BOXES 


for all purposes and all situations. |. 


А 1 


Paper Cables | Terminal Boxes} 


д нь ж.м = 


| . 
| - 10 - pair Telephone 
к | | Distribution. Box 


0.1 sq. in. Extra High Tension 3-Core Paper for tailing off 
Insulated, Lead Covered, Steel Wire 


A wl Baader Cir Work; V.LR. wires from 

rmour eeder Cable for a Working ^ 
Pressure of 20,000 volts, supplied to, and laid M di ri d ep de | EE 
by us, for the Central Argentine Railway. : ea eathe . - 


Cable. All sizes 
from ten to fifty pairs. 


. We can give very quick delivery | | | 
of many types of Paper Insulated - | | | ! 
Cables under Class ^A" Certificate. — EE "ut | 
Wire for prices and times of delivery Immediate Delivery | 
if you are in urgent want of Paper 


Insulated Cable. | | 
Ask for Paper р | Ask for Terminal | | 
Cable Cat. R 86. . | Catalogue U 104. | 


W. T. HENLEY'S TELEGRAPH WORKS CO, Lid, | 


BLOMFIELD STREET, Telephones 


orks : 
NORTH WOOLWIC 4560 a lta WALL 


GRAVESEND, ERICH ap LONDON WALL, E.C. (7 lines 


Telegram: "HENLETEL AVE, LONDON,” and “HENLETEL,” all Home Branches, Ё | | 


PRI ;` uipacha, 602, esq., Tucuman, Bueaos Ayres. 
R — SONA AND FOREIGN BRANCHES: расһа, Blogs Sharia’ med E] Dine, Cure. I 
s Street, Melbourne. 13/1, Clive Row, Catcutta; - . Klara Norra Kyrkogata 22, Stockholm. | 
61, York Street, Sydney. 10, Forbes Street, Bombay. · Adolph Seghers, Rue Scribe, 7, Paris. I 
20/21, Standard Bank Chambers, Johanmesburg. Coristine Buildings, Montreal. - Adolph Seghers, Calle de Ayala 2. Madrid. 
19/23, Blair Street, Wellington, N.Z. Heerengracht, 209, Amsterdam. Adelph Seghers, Rua do Alecrim 79, Lisbon. ~ J 
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1 ў “FREDERICK SMITH AND COMPANY 


(Incorporated in the LONDON ELECTRIC WIRE CO. and SMITHS, Ltd.). 


‘COPPER | WIRE 


100 Per Cent. Conductivity. All sizes to ‘OO1. 


Co Hard Drawn H.C. Copper Line Wire; Special Tinned Wire. 


ADE MARK 


| COPPER TROLLEY WIRE, 
SPECIAL SECTIONS. 


BRONZE TROLLEY WIRE, 


MAXIMUM TENSILE STRAIN, DURABILITY AND CONDUCTIVITY. 


»SILICIUM BRONZE WIRE 


“сб” QUALITY FOR TELEPHONE LINES, &c. 


PHOSPHOR BRONZE SPRING WIRE. 
) E | — Aluminium Wire and Strip for all Electrical Purposes. 
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| Anaconda Works, Salford, MANCHESTER. 


| 09 , ne 


v DT eee чре итер — 
4 = 


п every part 
а point of | 394 Апа in 
| excellence — WEE 99 немое; 


s DO > < —. 
wee М 
д 4 | = = ^+ . Du -- 
Se ` > 
= ЕНЕ Е - 
Р à p - A =. J 
А 3 of "AED 5 
; - eae 
Е ^. BTW... 
' ^ ^ Ew 
Е 2 | р aia A y " D ME 
, -- $ ы , ^. NE 
EN: 3 ~i - C TUAE 
> Е г, а 4 РЫ т oo 
E r 1 "dm 
" ` P ; ` 2. 
. ^C 2 ‹ "m . К of 
= ' ( к _ га К, ,. 
] xd " е Y ч "fe ч Бе - . ^ 
B » P Z3 ^ : s А, 
- -= Е d 
Jat "оз. 9: 
m г 9997 К ) 
- 4 РЫ 
, А E 
» ч 
2 Эу 
à e "ге. РЫ 
g T 
я - Р 
4 
Ра 
* S T 


рч 


Аита 


"т" А ТРТ "om 


JG 


>s 
as 
ms” 


' еее 
кы, — аш. „ 7 
ль су. Ten T 


THE HOFFMANN MANUFACTURING CO., LTD., 
CHELMSFORD ‘|ESSEX. 
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Westinghouse 
Electric Fires, Radiators 
and Convectors 


20445 MM MISSE 
y { nas ree te an "d D; hy Л 
iT du te НЗ} pu: us jt 
aes єх 


We hold a goodly stock of 
the above in all wattages, and 
many pleasing designs ready 
for delivery. It'is a good 
line to stock because of the 


selling force of the name 


Our Heating, List 150.7 WESTINGHOUSE 


is a most useful list to 
have by you—it 15 SO 
comprehensive. 

Y i 
3esides showing Domestic We shall be glad to go into the question of stocks with you. 
Fires it includes Heaters Stals are depleted. 


M Ship and Delivery by the railway companies is not at all satisfactory, d 
г: « 5 ; 

— 50 — 
li you have not received Please order early and avoid dissappointment. 


a copy we shall be glad 
; to send vou one. 


Manchester - 7 =- ~ = = * * 14, Long Millgate : - і ingh Leeds - - - = - => 20, Russell St., Park Row 
Birminghan - = = + è- 55, Newhall Street | ir ү 10 (1197 London - - - - - - - 479, Wardour St, W. 
Сага! 9. Millicent Street €T Newcastle-on-Tyne - Ward's Bldgs., High Bridge 
Glasgow - з ә == 147, St. Vincent Place — Manchester Sheffield - - - -Ioward Gallery, Chapel Walk 


=~) PATENT LOUD SPEAKING 
WATERTIGHT TELEPHONES 


COPPER 
AB ADOPTED BY 


EXPANSION PIECE. 
THE BRITISH ADMIRALTY, MANY FOREIGN GOYERENENTS 
AND THE LEADING STEAMSHIP LINES. 


EXHAUSTING TURBINE 


Ж ENGINES. 3 Complete Installations for: SHIPS, 
Е HIGH - CONDUCTIVITY. mines, POWER STATIONS, Erto., 
CASTINGS and ON DIRECT, INTERCOMMUNICATION OR- 
| CENTRAL EXCHANGE SYSTEMS. 


COPPER FORGINGS) [м а со. 


JOHN DORE « CO., ELECTRICAL ENGINEERS AND CONTRACTORS. 


Coppersmiths and Brass Founders, "Telephone. OROFTON Жаман S.E. Telegrams: 
BROMLEY. MIDDLESEX. 969 SYDENHAM, NAvVALHADA, Loxpot." 


THE UNBREAKABLE PULLEY AND 
MILLGEARING С0., Lr». 
Specialists in the Economical Transmission of Power. 


j уә 
Telegrams : Strength, Manchester | PU Eo 
| B! 


Lieber's Code used 


ROPE PULLEYS, 


SHAFTING, 

COUPLINGS, 56, GANNON STREET, WROUGHT-IRON PULLEYS, 

BEARINGS, LONDON, CONE PULLEYS, 
EA . э GALLOWS PULLEYS. 

VEMM Lower Gorton, MANCHESTER. | І 
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THE 


MIRRLEES WATSON CO.,LTD., 


GLASGOW. 


The BEST 
mere AIR PUMP 


IS THE 


ШИ ИШТИ 


ADVANTAGES: 


SIMPLICITY. 

SMALL SPACE OCCUPIED. 
NO RECIPROCATING PARTS. 
NO VALVES. 

LOW MAINTENANCE COST. 


Economise !!! 


by having your old Electric Lamps 
repaired by our patented, procees. 


LIFE, DURABILITY and EFFICIENCY GUARANTEED. 


One price only - - -1/= each. 


. We Collect and Deliver in the Londen 
Area in lots of not less than 25 Lampe. 


ALLIES 
ELECTRIC LAMP REPAIRING CO, Ltd., 
Montgomery Street, 
 HAMMERSMITH, W. 


| Phone: 1604 Hammersmith: 


IPHILIPS" 


NO" ADVANCE. IN PRICES, 


= ULCANITS E 


ШЕ ГЕТ OS QUOTE FOR ҹа 
m YOOR REQOIREMENTS m 
SON-EVANS ` 

FENCHURCH BUILDINGS , LONDON. æm 


m BON | T Ea 


WO GERMAN OR AUSTRIAN GOODS 


PROMPT DELIVERY. 


ә 
We have over, 100,000 


PHILIPS’ 


CARBON FILAMENT LAMPS 


in stock. 


\ 
Send your enquiries to us or our Agents as undernoted = 


/// Y П | 


ME Wes 


CARBON F LAS 
LAMPS 


» LARGE STOCKS KEPT BY 


Sloan Hectrical G; {td 


>~ 12,GoldenLane,London,E.C. F 


and l6, Jacksons s Row, Deansgate, 


2 7 7% 79 -— — 


Alston & Blyth, 97/99, Water loo Street, GLASGOW. | 
Baxendale & Co., Ltd., Mi iller Street, MANCHESTER, and 8, St. Andrew 
° Square, EDINBURGH. 


M 
N 
N 
NN 


y 


Manchesrer 


N 


See, 
Ney 


Bill & Berry, 39, Great Charles Street, BIRMINGHAM. 
John T. Cartwright, 3, Cadogan Street, GLASGOW, 
M. Lowrance & Son, Peel Square, BARNSLEY. 


НЕТ а, 
; TANK MAKERS :; № 
: LONDON. + 


SSSAABARRIRINEEYEIPPPEETTTITETRTQM 


MILD STEEL PLATE WORK, BLACK OR GALVANIGED 
STEEL CHIMNEY SHAFTS, -SWITCNBOARD FRAMES. . 
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D. « S. 


"№ ьс MULTIPLE-WAY SWITCH 


A HIGH GRADE SWITCH 
SPECIALLY SUITABLE 


FOR 


MARINE. SWITCHBOARDS. 


50-100 AND 200 AMP. MOUNTED OR UNMOUNTED. 


DORMAN & SMITH Ltd., 


Ordsal Electrical Works, Salford. 


LONDON : 17, Victoria Street, Westminster, S.W. ROTTERDAM : Zalmhaven 25 B. 
NEWCASTLE-ON-TYNE : 1, Higham Place. SYDNEY, N.8.W. : 163, Clarence Street. 


= eet à ^ 


ADAMANT CELLWORKE ror 


Hight Pressure oil —— 


тее SN 
i ы 
FIRE- MECHANICAL 
PROOF STRENGTH 
HIGH. 
WILL ACCURATE 
NOT FIt ISH 
ABSORB — M 
‘MOISTURE, DIMENSIOKS. 


ee 


The CROFT GRANITE, BRICK & CONCRETE co., LTD, 


Nat. Tel.: 48 NARBOROUGH. CROFT, near LEIG EST ER. тч: ADAMANT, MORE (twe words). 


A 
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Two 1000 K.W. 
Rotary Converters 


b a Railway Sub -station. 


T DICK, KERR 
Rotary Converter E 
well known to Electric 
Traction | Engineers, both 
in this country and abroad. 
The sturdy design, the 
soundness of construction, 
сове Sit die nicky.’ 
grade materials used, has | 
enabled us to produce a 
machine unequalled іп 


reliability and efficiency. 


DICK, KERR 
& - LIMITED, 
Head Office : | 
ABCHURCH YARD, CANNON ST, 
| | LONDON, E.C. 
Branch Offices : Manchester, Newcastle, Tokio, 


Sydney, Johannesburg, Buenos Aires, Rio de 
Janeiro, and Milan. 


Ка Er 
л ae 
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Washing 
drying 

| Ironing ; 
machine | | 


nies up the 
Drawing . Office. 


Here is a 
New Idea 
for 
Washing, 
Drying & 
Ironing 
Blue Prints. 


An adjunct to the Cooper Hewitt 
Continuous - type Blue Prin- 
ting Machine that enables you to 
produce perfect prints at a re- 
markable speed. Send for de. 
tails and illustrated booklet. 


Ash for Booklet 282. 


О Westinghouse Cooper Hewitt m 9) 
^4 f York Road, King's Cross, London, N. | à 
| l 

| ot ee purum od 


E LECTRIC HEATING 


INDUSTRIALcCPURPOSES 


CONSULT THE SPECIALISTS 
TOWNSHEND'S Lre — NEST ST. BIRMINGHAM. 


HEATHMAN's "IiLITI" 
FOLDING PLATFORM STEPS 
WITH TABLE FOR-PAIL OR 

TOOLS OR TO SIT UPON 


HEATHMAN & СО., Makers, 
— Parson's Green, LONDON, S.W. 
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Cables. 


© 


TÁ ‚жы мы ^ 


On every highway and byway E. 


you will see these reels of $ 


WESTERN ELECTRIC LEAD COVERED CABLE. 


ree e 
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The filaments of МОТАМ LAMPS are made of 
Drawn Tungsten Wire, which is wound by hand in 
one continuous length on SIEMENS PATENT 
SPIDER.: This accounts for the 


UNSURPASSED STRENGTH 


lamps. In addition, WOTAN 


LAMPS eive a wealth of natural brilliancy and are 
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economical. These facts will assist you with your 
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selling schemes—mention them to your customers. 
WRITE FOR COPY OF LATEST QUOTATION. 


| 


Siemens Brothers Dynamo Works Limited, 
38 & 39, Upper Thames St., E.C. 


BRANCHES IN ALL PRINCIPAL PROVINCIAL TOWNS 


— —- 
ө“ — — + — 


fer Seotiand : AZGRAY, 141, "Gath Street, 


SHEET, 
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EBONITE ... EBONITE 


MANUFACTURERS ROD, TUBING, 


| ACCUMULATOR FORK SEPARATORS, 
WASHERS, BUSHES, VALVES, RINGS, ACCUMULATOR BOXES, ELECTRICAL APPLIANCES, аа 


BRITISH CAPITAL: MECHANICAL SOFT RUBBER GOODS. 


"xx CLIMAX STOPPER & EBONITE C0., L- 


NORMANDY STREET, CUSTOM HOUSE, LONDON, 


ss QUEAD 
ELECTRIC FIRES 


Telephone: 5155 Bast. 


BRITISH LABOUR. 


OF SOUND 
CONSTRUCTION 


"THE QUEAD ELEMENT IS GUARANTEED FOR 3 YEARS. B 


SOLE MANUFACTURERS: | 


QUEAD Е 


——— LONDON, М. — 


TELEPHONE : MAYFAIR 3582. 


ASK FOR 
1916-17 ILLUSTRATED LIST. 


HIGGIN, Ltd., 


265, DEANSGATE, 
MANCHESTER. 


Telephone : 1283 Central. 


English make. 
Deliwery from Stock. 


CONDUIT. 


| SMALL, SUITABLE FOR 
WITHOUT TELEPHONE , 
SOLDER гі. . | 


ELECTRIC CABLES. 


e 
i "n pam n 


Q 12.—THE'|REGENT. 


A Sound ELECTRICAL TERMINAL 


USED FOR 
FUSE WIRES, 
CABLES i 

AND Е 
WIRES 

Of ап 
ee 


Send for List and Full Particulars. 


ROSS COURTNEY i»: 


ASHBROOK WORKS, LONDON, M. 
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Automatic Electric Control 


for Capstan and Winch service in yards, wharves, 
and on shipboard. 


Interior of Capstan Pedal Switch for Watertight Capstan Pedal Switch 


unexposed positions, with locking i | locked in position, "ог use in 
collar to prevent tampering. exposed positions. 


Automatic Control 


for electric capstans and winches has been specially 
developed to satisfy the requirements of severe i 
service and ensures that the motor is automatically 
started up in the shortest time compatible with safety. 


To start the motor it is only necessary to apply foot 
pressure to a pedal switch, the operator thus being 
left free to handle the slack rope; the removal of 
foot pressure stops the motor. 


ТТТ УТРУ ТТТ a T LO = 


. The pedal switches are made in two forms — one to 
ре used in unexposed positions, and the other to be 
. used in positions where it is exposed to heavy rain 
° or sea water. 


All parts are of robust construction, and when not 
in use can be locked, thereby rendering them proof 
against use by unauthorised persons. 


ШШШ Ї ШШШ ДИ онтон ААИНИН ШШШ ША 


Write for Free Illustrated List RE 2912 on Automatic Control. 


УЗНИК EHE HEURE PR LL UL E ТИ 


= 

= BRITISH THOMSON-HOUSTON CO., LTD., = 
Electrical Engineers and Manufacturers, = 

Head Office and Works: Rugby, England. = 

Branch Offices : = 

BIRMINGHAM: Daimler House, Paradise Street. LONDON : 88, Cannon Street, E.C. z 
CARDIFF: Royal Chambers, Park Place. MANCHESTER: National Buildings, St. Mary's Parsonage. = 
DUBLIN: 95, Suffolk Street. MIDDLESBROUGH : Prudential Buildings. = 
GLASGOW : 91, Wellington Street. : NEWCASTLE: Collingwood Buildings. = 
LEEDS: Standard Buildings, City Square. SHEFFIELD: 8, East Parade. = 
SWANSEA: Castle Buildings. = 
ЕТА" 


C 
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. BERRY, SKINNER & CO. 


LONDON: BIRMINGHAM: MANCHESTER: 


* THE SWITCH HOUSE,” 86, NEWMAN ST., W. SUFFOLK WORKS, OOZELLS STREET. 65, KING STREET. 
NEWCASTLE: 10, NEVILLE STREET. GLASGOW : 45, HOPE STREET. 
Selling Agent—H. C. BOOTH. Selling Agent—J. HALLY CRAIG. 


Are you requiring 
Lighting Accessories, Cables, 
Conduits or Lamps? 


[oy р 
Е 052 
=) 


fa ate 


eT 


SEND US YOUR 
NEXT INQUIRY. | 


WESTON STUDENTS GALVANOMETER. 


Model 37 5. 


The Weston Student's Galvanometer, Model 375, has been 
specially designed to meet the demand for a Portable 
Galvanometer of great durability, reasonable sensitivity, and 
moderate cost. 


The scale is 2°35 inches in length, is uniformly divided, 
and is calibrated 30—0— 30. | 


The resistance of Model 375 Galvanometer is approxi- 
mately 29 ohms. The current required for a millimeter 
(1 scale division) deflection is 16 micro-amperes. 


With 1 Volt a deflection of 1 millimeter (1 scale division) 
will be obtained through 62,500 ohms, but as a deflection 
of 0'2 of a scale division can be readily detected, the 
Galvanometer is, in reality, serviceable through 302,500 ohms. 


To further illustrate the serviceability of Model 375, it 
should be stated that on any bridge measurements up to 
2000 ohms the determinations can be made to a better 
accuracy than } of 1 рег cent., and on values of 1000 ohms 
or less the accuracy is within ] of 1 per cent. 


The price of Weston Portable Galvanometer, Model 375, is 


r 40/ z List. 


Weston Electrical Instrument Co., 


AUDREY HOUSE, ELY PLACE, HOLBORN, E.C. 


Telegraphic and Cable Address: “ PIVOTED LONDON.” A BC or Lieber's Code. 
Telephone : 2029 Holborn. 


4 


Ld 


^ VERITYS E 
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WORKS : ASTON, BIRMINGHAM. 


5-way Double-Pole 
with ''Swing-Back." 


We make several different patterns of Fuseboards. 
The “H.O.” range illustrated comply with the 
regulations of the Home Office. Accidental con- 
tact with live metal is impossible, The Board 
illustrated is mounted in a teak case fitted with a 
"swing back'' attachment, which facilitates erec- 
tion of the Boards and allows of easy and imme- 
diate acoess to the connections at any future time. 


— ——A.C. UNIT PANEL. — — 


Complete A.C. Unit Panel, consisting of 
triple-pole switch with fuses designed to 
meet Н.О. regulations. —— — — — ——— 


Fitted with bus-bars and bus-bar Бар 


interlocked with door cover. 


LONDON : BIRMINGHAM : BRISTOL : 


31, King Street, Cariton House, 59, 
Covent Garden. High Street. Victoria Street. 
MANCHESTER: NEWCASTLE-ON-TYNE: GLASGOW 
Hardman Street, St. Andrew's Buildings, 51, 
Deansgate West Galiowgate. Waterloo Street. 


Tucker “ Н.О.” Pattern 


Fuse Boards . . . . . 


Single- Double- or Triple- 
Pole ъа w x 0X. xà 


In Teak or Iron Cases . 


Al Standard Capacities. 
Voltages up to 500 Volts. 


J. H. TUCKER & CO. 


KING'S ROAD, . . HAY MILLS, 


BIRMINGHAM. 


LONDON . 217, Shaftesbury Avenue, W.C. 
GLASGOW . . . 221, St. Vincent Street. 
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ee 
Bennis Conveyors 


and Automatic Elevators for the rapid 


, | d ical handling of coal and ash, 
It starts itself and economi andling of coal and ash 


The ingenious appliance here shown is 
designed to render the Coal Elevator 
automatic in operation and thus elimi- 
nate the ‘need for close attention. It 
can be applied to existing elevators as 
well as incorporated in the new ones. 


The Elevator stops running as soon 
as the hoppers are full and starts itself 
when the shoots are about half empty. 
There is thus always a sufficient" supply 
of coal, with no over-feeding and less 
wear and tear. 


E HULTON::::- BOLTO 
VICTORIA STREET LONDON 


The illustration shows a '' Bennis" Elevator 
fitted with Patent Self-Starter and Stopper. 


ШШШ. 


‚ LIMITED, 


STRATFORD, LONDON, E. 
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Storage 
fot Cells 
we ed suitable for 
quii MEUS ОМ 9-56 iue all purposes. 
cod 


British Mate 
Throughout. 


STORAGE CELLS FOR ALL CLASSES OF ELECTRIC LIGHTING. 


РИ нира аттата 
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SYSTEM. 


SUPPLIED IN LARGE NUMBERS TO ARSENALS, DOCKYARDS. 
EXPLOSIVES FACTORIES, CHEMICAL WORKS, RAILWAYS. 
&c. 


*" Banquo” 
Combined 
Watertight 
Switch and 
3-pin plug. 
Fitted with 
safety inter- 
locking device. 


ta’ PRICES ON 


“APPLICATION. 


We manufacture a special Tough Rubber- 
Jacketted Flexible Cord for use with this Plug. 


WATERTIGHT 
5-AMP. 
3-PIN PLUG. 


Of Strong Construction. 


Supplied in various current 
capacities. 


" EN 
THE «В À | | | | (Registered) 


[Wem PP ийй шш 
gm tnit rc EE 
- а " 


a 


p 


We illustrate an iniproved form of 
combined Distribution Switches and 
Fuse Board of the very latest and 
best possible type. These boards 
have been supplied by us on the 
best class of work where low price 
has not been & consideration, but 
reliability and quality the only 
factors. The Fuses are of our 
B.O.T. Sunk Type, have all current- 
carrying metal parts totally pro- 
tected. The Switches are made up 
in banks according to the desired 
number; they are in a dust and 
damp-proof compartment, with the 
handles on the front of panel. 


Full Particulars and Prices on 
Application 
PRICE PER WAY. 


No. of . , 5 Amp. 
Ways. List No, per Way. 
2 P 16/A £i 8& 0 
3 P 16/B £1 6 O : 
4 P 16/C £1 5 6 
5 P 16/D £1 5-0 
6 P 16/E £1 4 O 
7 P 16/F £1 4 O 
8 P 16/G ET 4. О 


M -= ———À ——— ——— € M ——  — A MÀ 
SUBJECT TO TRADE DISCOUNT. 


“Banquo” Switches are made up 
in sets from one way and upwards. 
With gun-metal handles in water- 
tight cases they represent the best 
switch-distributing system, 


No. of Single-Pole 5-amp. Switches 


1 2 3 і 
Prices: 5/4 10/8 16/. 21/4 
5 G 7 8 


Prices: 26/8 32/- 38/- 43/- 


SUBJECT TO THADE DISCOUNT 


ard: Goldsiono 


SALFORD MANCHESTER 


Telephones: 7083-4-5-6 Central. Telegrams: ‘* Multum," Manchester, 
LONDON : ALBION HOUSE, 59.61, New Oxford Street W.C. 
GLASGOW : 50, Wellington Street 


re An 


ELECTRIC 
MOTORS. 


ALTERNATING 
AND 
CONTINUOUS 
CURRENT. 


at 


А, d 
" p 
^ И . 
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POWER APPLICATION 
SPECIALITY 


with us. 


Send Enquiries. 
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VICKERS ume. 


Motors and Generators of all Types. 
Rotary Converters. 


Complete 


Factories, 


Mills, &c. 


Three-phase Vickers Turbo Alternator, 3,000 K.W. 1,500 r.p.m., 60 oyples. 


River Don Works. 
Sheffield. 


LLLA ЛЛ Л, ШШ 


DONOVAN'S SYSTEM or PATENT SAFUSES 


COMPLY WITH ALL THE LATEST HOME OFFICE REGULATIONS. 


. THESE FUSES ARE BEING USED 
Se] IN ALL THE MOST IMPORTANT 
Ба E UT | : MUNITION FACTORIES THROUGH- 
PO pO NW magn | OUT THE COUNTRY WHERE 
21 he ee) PR ea SAFETY AND EFFICIENCY ARE 
THE FIRST CONSIDERATIONS. 


ot SM f | Write for Illustrated 
Ai] SEN | Deecriptive Pamphlet. 


teal M PROMPT DELIVERY FO 
Note Shield covering main cable socket. МУ АВ WORK. 


30-АМР. 3-WAY_D.P. SAFUSE. 
SOLE MAKERS: 


DONOWAN && CO., 
47, CORNWALL STREET, 
BIRMINGHAM. 


"а. mme -—-—n— 121 


December 29, 1916.] THE ELECTRICAL REVIEW SUPPLEMENT, 


^ 
"nrw. sw 


EPN TET Si aed ^ ЛЛ 
Е 2 cy BH en MS e 3 m lur 


es 


«^ 


Е. аа 
Y 


goma 


- „ае 
P ~~ е SAS 7 @ et 


— 
> MER НЕ 
и де = 


эме xt eg e 
Aga ORE A 5, 
Ж ae 


FLECTRICHRE 


155025565 hg А 


& valuable гга? тех сағ | 
which ave protected by 
Letters patent Was 


24565 / 23. 
ОТО / Th. 
З,513 /75. 
5889 /75. 


AU picos ii are registered, d 


—————M ~<a 


Mes 


——  — £— — à Dii 4 


e Qe, e) стеном су 


———2. 


o P SANE. 4 У 
ea RARER 


жанм егин 


6 латна ae 


S" 
aw 


La ^ m mcmamm =“ , 9 
y tugs К Д ннан 05 Cmm C) Cm n RIA, р 


Ў > sa 
үрчү, _ “> 
мү м we rer 
Un T, Tu 


v 
$^ 


a 


*-—-— o Гы] е ост — cc 


\ 


52 AY 


Ns 


Wt 


OMEN 


Р м ae m9 i 
uv 


i 224 ‹ 
ин! c <4} 
и Ё 


1 \ 


а Ls AX ba. ee Wo үл 79: 
ыйл» аА А а mtd а. асе РУ 
- 


CA . ^ ks 
се. p Е 
"T Р ~~ Р 
M + " AA = >. 55. 
А ~ -a — — À = е 


Tarah angeahle Ol ПОМ 
| Master osea Мт, 0) 


TE Device takes wo \ 
OX QT. 749/02 Q СТРАННО, | 


of Clements. 
xus Lees. 


42-855 a 
‚ It ААЛЫ. , 
чайнала: — haw 
: Lou V ыр И» 
| m TEER RACER | 


V v.s. P aa wie rts 
са — MNA NECEM, 


ч» АУУ хе: ur pa 
Vk PERT T Maa Lee 


t 
а 
r R^ " 
T aig a (СЛ ауа 
E M А j м 
zs Nt A qu ^4 M - 
} | nan 


одура. 
Sow? RISING TER 


, edits aM. 
Ф. ACE dd — áo 


AU A ^aa di FRI RUM 
SR ме оо 


| C "y 
É є NON xat CK, ANE 


os 


e 


— 
B 


( 
ИИ yey 


RR ААЛ 


Eo e unum eus 


| 59 S aman none ; E 2 
r РД ‘aaa Soon Беси? Leal 2? 25 ' IZZ SA». D наана: 
F x ope US ы У = ~- 
WN — Bal Delivery from Stock. ү” 
rmm = 5 bru si E] Ur ES M oe E 
S SE TE BADER SS EL T: mq : A ' 


ТНЕ, С СА BLE ACCESSORIES Со 
A A - 2—9 7, | А E P. bol 2 Е dL. 


Berrtannia Works :- Tividale, Tiptor, Stalls id 


C^ ыы 


6 THE ELECTRICAL REVIEW SUPPLEMENT. (December: 29, 1946, 

The War 

“Le Carbone” 
Brushes. 


“ Are you able to continue to supply 


us with Le Carbone Brushes." 


CRYSELCO 


FILAMENT 
9 
«6 Yi e s.' LAMP 
his athrmative answer has greatly eased | Manufactured only by the 
im ds of all our customers сИ 
ok All-British Lamp Company, 
You can appreciate the tull meaning of | | | - 


this statement only by the use of Le ` 
—arbou brushes on your 'nachines the | CRYSELCO LIMITED 
>e of a brush of absolute unif mts which 9 9 
wiil give you long ano ссі ervice | 
| Kempston Works, 

| BEDFORD. 
.& Carb | | 


17, Water Lane, Gt. Tower Street. E.C. Telegraas: “ Cryselco, Kempston.” Telephone : 177 Bedford. 


ВЦ. 


Avoid accidents 


by having efficient illumination. But it must TN be instantly 
available. In these days of short staffs the trimming, &c. of. arc 


lamps may get delayed— with the result that the light is not there 
when wanted. With 


= HALF-WATT LAMPS 
= SUN FITTINGS 


however, light is always ready to hand in units up to 3,000 c.P.- - 
no cleaning, no trimming— just switch on. 

The fitting illustrated —L 1732—is weather-proof and designed for out- 
side use. 31 inches overall it will take half-watt lampsup to 3,000 C.P. 


Costs less to instal, maintain and run than an arc lamp. 


Let us send you List 273 fully describing this and other patterns 
for inside and outside use. 
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“ELLISON” 


IMPROVED “VERTICAL” 


AND 


“TRACTION” TYPE 


CIRCUIT BREAKERS 


FOR ALTERNATING AND CONTINUOUS CURRENT UP TO 700 VOLTS. 


The 


1.— АП parts are perfectly 
standardised and 
completely Inter- 
changeable. 


2.—The breaks are ex- 
ceptlonally long and 
quick. 


3.—All contact parts are 
readily renewable. 


4.—The carbon arcing 
contacts аге the 
self-cleaning sliding 
contact type, and 
rapid closing cannot 
darnage. 


5.—Only one shape and 
size of carbon is used 
throughout, and the 
number employed Is 
proportional to the 
current. 


Breaker. 


LONDON : 
QUEEN ANNE'S 
CHAMBERS, 
WESTMINSTER 
MANCHESTER : 
4, CANNON 


E. SHOWELL . SONS, 


LIMITED, 


STIRCHLEY, BIRMINGHAM. 


CAST 


CABLE SOCKETS. 


Suite E74, 


Made in all sizes. 

M STRAIGHT. OF ESET. RIGHT ANGLE 
ILLUSTRATED DIMENSIONED SHOWCARI 
FOR DRAWING OFFICE USE 
| supplied free on application. 
Sole Agent p Electrical Trade :—LIONEL ROBINSON, 

' 6, Staple Inn, London, W.C. Telephone : Holborn 6323. 
_ ii Ó— m" 


GEORGE ELLISON, 


VICTORIA WORKS, 
WARSTONE LANE, 


m BIRMINGHAM. 


LEEDS: 


Special Features of these Breakers are :— 


6.—Good copper to 
copper contact Is 
maintained at ade- 
quate sparking tips 
while the brush Is 
leaving the contact 
block, and pitting 
cannot oocur. 


7.—The contact surfaces 
and cross-sections 
are ample. 


8.—All Ilve parts of the 


Breakers аге insu- 
lated from the 
frames, levers апа 


adjustment tubes. 


No. 1 SIZE. 


Single-pole Open Type Breaker, with Standard 

Bell Contactor, to close simultaneously with 

Straight Type Handle and Overload 
Release. 


9.—Adjustable Time Lags 
are fitted when re- 
quired. 


GLASGOW : 
221, ST. VINCENT STREET. 


NEWCASTLE: 
90, 90, PILGRIM STREET. 


STANDARD BUILDINGS, CITY SQUARE. 


“CAPPING | 
7 GRADE É 


THE MARK OF nURLITY 


é » Д 2% 


= 


FOR LIST 
AND DISCOUNTS 


HASLAM ¢ STRETTON, E 


Il WINDSOR PLACE сады ишт” 


or CARDIFF 
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THE REES ROTURBO М" C% L^ 
WOLVERHAMPTON, ENGLAND, 


PUMPING AND ELECTRICAL ENGINEERS. 
on 


УРЕ 


eV" ә 32 e 
C con aS STANDARD 


Е D.C.MOTORS |] 
DYNAMOS 


FOR QUICK DELIVERY 
Up to 100 B.H.P. 


LONDON ыыы. 
Hastings House, 


NORFOLK STREET, 
250-KW. REES ROTURBO DYNAMO 
For ENGINE OR GEARED TURBIN: DRIVE, STRAND, W.C. 


“LIVERPOOL” 
LEC? p» "л 


219, Tottenham Ceurt Read, W. 
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LEEDS: 
LOXLEY & 00. Ltd., 
20, Basinghall Street. - 


NEWCASTLE-ON-TYNE : 


ROBERT BOWRAN & GG., Ltd., 
St. Nicholas Buildings. 


GLASGOW : 
A. & J. WCULLOGH, 
140, West George Street. 


IRELAND: 
F. А. PORTER, 


LIVERPOOL ELECTRIC CABLE CO, LTD, 43, guens square, Belit. 


Head Office & Works: LINACRE LANE, BOOTLE, LIVERPOOL. 
Telephone No. 542 Bootle. Telegrams : “ Concentric, Liverpool.” 


as t ae 


Bell Wires, tinsel 
and detonator 
wires. 


Cotton and Silk. 
Covered Wires. 
Fine coverings 
specialised. ' 


| Flexible Cords for 
Telegrams : | Telephones : lighting, power, 


14 Multum," Manchester. 7083.4.5.6 Central. ” heating, bell and. 
telephone use. 


Automobile ar- 
moured Lighting 
and High and Low 
Tension Wires. 


: Establishedia quarter of a century. 


MANUFACTURERS 
m OF EVERY CLASS OF 
LC INSULATED WIRES pum 


vulcanized rubber, 


AND CABLES. а T 


Tough rubber. 
jacketted Flexible 
Cord. 


Asbestos .covered 
Wires. 4 


lations. H 

i Shot-firing Cables i Lv 
1 of every class. ————ÓÁ''OÓ (€ Hi ү 
" ® А 
m 

ч 


Braided Wires and 
Cords of all types 7 J 
to suit every elec- AM 
trical requirement. 


Special attention devoted to 
Enquiries from the Colonies. 


All types of tele- 
phone receiver and 
transmitter cords. 


\ P ГИ see that Sod 
^ have a BRIGHT 


future. 


| 


NS 
| 


ИШГЕ 


| 


wn eee pr 


ТЇПТЇЇ ЇЇ ЇЇ 


| 


Vc mm wr nim n 


Here's the way to a 
Prosperous New Year. 


mmm 


- POPE == 
WIRE A 


LAMPS | 


Noted | for Strength. | LIST ON REQUEST. 
Brilliance. Economy. | ISENTHAL & CO, 


. (DEPARTMENT 3), 


4401, of Pope's Electric Lamp Co., Ltd., Hythe Road, Willesden, N.W. Denzil Works, Willesden, London, NW. 
, 
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© Robertson 
eating famps/ 


BRITISH _ 
MADE 
THROUGHOUT. 


IMMEDIATE DELIVERY 


VERTICAL 
TYPE. 


HORIZONTAL ZIGZAG TYPE. 


TheGeneral Electric Co.,Ltd. 


Head Office: 67, Queen Victoria Street, London, E.C. 


Telebhones: London Wall No. 3600 (30 lines). Telegrams: “` Electricity, Cent., London.” 


Branches :—Manchester, Birmingham, Glasgow, Cardiff, Newcastle, Dublin, Belfast, Bristol, ° б 
Swansea, Liverpool, Leeds, Sheffield, Nottingham, Hull, Southampton, Cork and Aberdeen, &c. 


REC? TRADE МИ? 
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THE ELECTRICAL REVIEW” 


CHEAP PREPAID ADVERTISEMENTS - 


Relating to Situations Vacant, Situations Wanted, Businesses Wanted, Businesses for Sale, Patents for Sale, 
Specific Articles of any kind Wanted, or for Sale or Exchange, are inserted at the rate of ONE PENNY \ 


рег Word (minimum 1s). Вох Number and “Electrical Review " Address count аз Seven Words. 
| Three Consecutive Insertions for the Price of Two, if ordered and prepaid with first Insertion. 


LATEST TIME FOR RECEIVING 9.30 a.m. THURSDAYS. | 


Where Advertisements are to be answered to a given Number at the “ Electrical Review” Office, applications for Names | 
| and Addresses of the Advertisers will be entirely disregarded, and Letters giving incorrect Box Numbérs will be destroyed. 


\ *,* The Scale does not apply to Trade Advertiremente, terms for which can be had on application to 4, Ludgate Hill, London, Е.С, | | 


OFFICIAL NOTICES, &c., 1s. per line in Column. 


| The ELECTRICAL REVIEW is the recognised medium of the Electrical Trades, and has by far the 
LARGEST CIRCULATION of any Electrical tndustrial Paper in Great Britain. 


| 


к=н= е ане энш зи сш зис зн енене энези 


2 Unless otherwise instructed, ALL LETTERS received in answer to Advertisements with а Box 
number, ARE FORWARDED NIGHT-Y. 


—— ШШ oe eo —— 1co0—_Sres S00 


Postages incurred are charged at cost. 


THE. ELECTRICAL IGNITION OF PETROL ENGINES. 


By J. W. WARR. A.M.I.E.E. 
60 ILLUSTRATIONS. 
An invaluable book for the Motorist and Motor Cyclist. 2s. net. 
Post Free 26. 2d. Of all Booksellers and of the Publishers— 


H. ALABASTER, GATEHOUSE & CO., 4, Ludgate Hill, London. 


i ELECTRICAL 


PARTNERS and PARTNERSHIPS 


can be obtained through 


WHEATLEY KIRK, PRICE & 60. 


(Established 1850). 
46, Watling Street, London, E.C. 


15, Albert Square, 26, Collingwood Street, 
Manchester. Newcastle-on-Tyne. 


EDUCATIONAL NOTICES. 
Latest time for receiving 9.30 a.m. Thursday. 


Cheap prepaid Advertisements are inserted under this hending at the rate 
of One Penny Per Word (minimum 1з... Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ExvectricaL Review address count as seven words, 


МІЕЕ, АМІСЕ, АМІМ.Е, Matriculation, B.Sc. 
| (Engineering), Assoc. Mining Elect. Engrs.. secured with 
minimum expense and energy by “U.E.C.” Individualised Cor- 
respondence Courses. Advice and guidance free.— Apply Advisory 
Secretary, UNIVERSITY ENGINEERING COLLEGE, 3, St. Mark's 
Crescent, Regent's Park, .London, N.W. (Five advertisements 
below.) 1556 


ORRESPONDENCE Courses in Civil, Electrical, and Mechanical 
Engineering. Specially Reduced Fees during the War! 
Buccess guaranteed! — UNIVERSITY ENGINEERING COLLEGE. 
(Advertisements above and below.) 


1553 


— 


JA Engineers desiring early advancement will be well 

advised to send at олсе for the “ U.E.C." Prospectus, see 
UNIVEBSITY ENGINEERING COLLEGE advertisements, above and 
below. Special Courses for Assistant Engineership—G.P.O. 1558 


EE!! Send immediately for " U.E.C." Prospectus of 
Specialised Engineering, Mathematical and Examination 
Training. Unique System ! Record series of auccesses.— UNIVERSITY 
ENGINEERING COLLEGE. (Advertisements above and below.) 1559 


M THEATRE effectively mastered by the “ U.E.C." practical 
Correspondence System. The most profitable investment on 
market. Commercial Engineering, Works Management, Installa- 
tions, Electrical Design, Draughtsmanship, &c.; UNIVERSITY 
ENGINEERING COLLEGE advertisements numbered 1556, 1557. 
1558, 1559, 1561. — 1560 


ANTED Engineers—to fill responsible positions in the Trade 
Boom ahead! Think!! Are you qualified ?—Let " U.E.C." 
particularly advise and quote you free concerning Course of Spare- 
Time Training to most profitably develop your abilities.— Write now 
to UNIVERSITY ENGINEERING COLLEGE. (Five Advertisements 
above.) 1561 


‘Free passares. 


SITUATIONS VACANT. 
Latest time for receiving 9.30 a.m. Thursday. 
И letters are not to be delivered to certain firms or individuals df | 


known), instructions to that effect should be sent to the Manager of the 
ELECTRICAL REVIEW, who will do his best to carry out such instructions. 


Letters of applicants cannot in euch cases be returned te them, ner can 
the names of Advertisers using a number in any way be disclosed. 


Criginal Testimonials should never be sent. 


MAN with electrical and engineering training. take turn 
night and day in working and maintaining a country 
generating station ; steady, willing to do odd jobs ; Diesel (Mirrlees), 
steam and water.—Apply stating age, salary, with full particulars 
and experience. with copies of references, to ELECTRICITY 
GENERATING WORKS. Tadcaster, Yorks. 1539 


A MATURE Winder required to take charge of small depart- 

ment in Westminster. 
miles away, or already engaged on Government work, will be 
engaged.—Apply W. G. WALKER & Co., Emery Hill Street, Victoria 
Street, S. W. Phone: Vict. 1622. | 6715 


SSISTANT Electrical Engineer required for the Government 
Electric Light Department, Federated Malay States. for 
three years with possible extension. Аре 25/30, preferably single. 
Salary £360 —£15- £390, with duty allowance of £75 per annum. 
Half salary during voyage ont. Duties will include 
charge of a water power station. Must have good all-round 
experience with three-phase E.H.T. and direct current, together 
with good knowledge of Pelton water turbines. Should be 
Associate Member of Inst. of: Electrical Engineers.—Apply at once. 
by letter, giving full particulars and forwarding.copies of recent 
testimonials. to Messrs. PREECE, CARDEW, SNELL & RIDER, 
8, Queen Anne's Gate, quoting M/F.M.S. 8130. No person eligible 
for the Army, or engaged on Government work, need apply. 67035 


аа, А. —— m — 


A T Engineer, experienced, keen. required immediately. 
. 8-phase H.T. station, Diesel oil plant. mains work, station 
and office records.—-Address. RESIDENT ENGINEER. Electricity 
Works, Sundridge, Sevenoaks. : 1572 


RAUGHTSMAN wanted, with experience in mechanical design 

of electric motors and control gear.—Apply, stating qualifi- 
cations, age and salary required, and when could commence, to 
Messrs. HARLAND & WOLFF, LTD., Belfast. 6102 


LECTRICAL Wiremen wanted for Government work. 
Ex-Army or Naval men given preference, even if slightly 
incapacitated. Standard rate and bonus. Yorkshire town. No 
men already on Government work will be engaged.—Apply nearest 
EMPLOYMENT EXCHANGE, quoting A 2636. , 6691 


( Continued on noat page.) 


No person resident more than ten ` 
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| SITUATIONS VACANT.— Continued. 


| ) LECTRICIAN capable of taking charge wanted. also Wiremen. 
State aye, wages and experience.--Apply Troon MOTOR 


GARAGE Co., L'rD.. Troon, Scotland. 1541 


XPERIENCED Platelayers (ineligible) required for South Coas 
Tramways for repair work.---Apply stating wages required, 
and giving full particulars and experience, &c., to 6698, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


р 


OOD all-round Electrical Mechanic (age between 45 and 

60) or & younger man who is ineligible for military 
service or munition work, required immediately to take charge of 
electrical installation of 1,250 points, as well as arc lamps and 
motors ; current supplied from borough. Man used to wiring, and 
capable of arc lamp and battery maintenance and general electrical 
repairs ; appointment for duration of war; wages 52s. per week of 
52 hours, and overtime when necessary, at 1s. 3d. per hour.—Apply 
by letter, stating age, experience, and with copies of not more than 
three recent testimonials, to Professor J.T. Morris, M.I.E.E., East 
London College, Mile End Road, E. 155] 


(9) Representative required by large firm of manufac- 
turing electrical engineers for Lancashire and/or West 
Riding. District. Must have well-established live connection 
among contractors and large consumers; salary and commission. 
Must be ineligible for military service.— Apply with copies recent 
testimonials, stating асе and particulars of experience, to 663%, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. ` 


А 


EQUIRED for South Coast Tramways, an Electrical Wireman, 
thoroughly conversant with tramcar controllers and motors, 
wiring, &с.; wages 10d. per hour, with overtime at the usual 
increased rates. Must be ineligible for service.—Write, giving full 
particulars, to 6697, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


HIFT Engineer wanted (London district) with experience in 
the running of large generating stations; 56-hour week. 
State experience fully and give age. Only those ineligible for 
H.M. Forces, and who can be released by present employers, to 
apply. Pay 67s. to 77s. per week according to abilities.—6689. 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. | 


UB-STATION Attendant wanted in S.W. London area. Wages, 

368. per week, plus war bonus. Three 8-hour shifts worked. 

Must be ineligible for military service.—6611, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


ELEPHONE Tester wanted, to test intercommunication instru- 
ments for electrical and mechanical faults ; permanency for 
ineligible man.—Apply to THE TELEPHONE MANUFACTURING Co., 
LTD., Hollingsworth Works, Martell Road, West Dulwich, S.E. 


* 


6690 


RANSFORMER Tester wanted at once. No person already 
engaged on Government work need apply.—Apply nearest 
EMPLOYMENT EXCHANGE, quoting 6700, ELECTRICAL REVIEW, giving 
particulars as to age, wage, experience, and position regarding 
military service. ‚ í 


RAVELLER required for Yorkshire for Electric Wires and 
Cables: salary and expenses. — State full particulars, also 


salary required.—1534, ELECTRICAL REYIEW,4, Ludgate Hill, London. 


ТО Electricians, accustomed to large factory D.C. plant ; should 

be capable of doing all classes of repair work in connection 
with generators, motors and accessories, testing, &c. Good per- 
manent job.—Apply stating age, wages required, with copies of 
references, to THAMES PAPER Co., LTD., Purfleet, Essex. 6685 


ANTED, & Pump Room Foreman used to large output. 
Government work; good wages. No person engaged on 


Government work will be engaged.— Apply nearest LABOUR 


EXCHANGE, quoting No. А2585. 6484 


————— 


ANTED, Assistant Shift Engineer with good mechanical 
training for London power station. Wages up to £3 per 

week, depending on experience. Must be ineligible for military 
service.—Write full particulars to “N. K.” c/o Street's, 30, 
Cornhill, E.C. 1573 


ANTED, by a firm in the S.E. district engaged on munition 

work, first-class Telegraph Mechanics. No person resident 

more than 10 miles away, or already engaged on Government 

work, will be engaged.— State age and experience to 6125, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London 
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SITUATIONS VACANT .—Continued. 


ANTED, Colliery Electrician, working, used to A.C. and D.C. 
plant and signals and telephones.—State age. wage, ex- 
perience, when at liberty, 1567, ELECTRICAL REVIEW, 4, Ludgate 


. Hill, London. 


\ \ Г ANTED, Engineer- Designer for motor-car ingnition apparatus, 


car lighting and starting systems; must be thoroughly 
expert and up-to-date in latest English and American systems, with 
knowledge of modern methods of manufacture, able to design jigs, 
&c.—Write stating age, experience and salary, to 6706, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


ANTED for duration of war, young Electrical Engineer 

Able to modernise old, and lay out new small lighting and 

power schemes.—Apply, giving full details of experience and salary 
required, to 6695, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED immediately, Chaffeur-Mechanic, ineligible, Lan- 
chester & Wolseley cars. Willing to take charge of 

electric light plant and oil pump engine. Good wages with cottage. 
and boy to help.—Mns. F. M. BUTLER, Carswell Manor, Faringdon, 


Berks. i : 1570 


` 


W ^5TED. Improver in Н.Т. А.С. Municipal Station (not 
eligible).—State age, wages and experience, to Е. R. 


WINDSOR, Generating Station, Monmouth. 6236 


——— 


№ 
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ANTED, Installation Foreman and Meter Reader (combined) 

for Electric Supply Co., London. Must be ineligible. 

Wages 10s to 45s., according to experience.—6714. ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. d 


Wa Two Shift Engineers for Power Station, D.C. and 
H.T., three-phase : ineligible. Salary 40s. to 50s. per week. 
—CHESHAM ELECTRICITY WORES, Chesham, Bucks. 1535 


er оен аа ораннар. ——ÀX 


IREMAN-Jointer required, accustomed to all service work 

and jointing paper cables, Callender's system. Also able 

to attend to consumers’ complaints, motors, &c. Some central 
station experience a recommendation. Ineligible, ex army man 
preferred. Wages 40s., plus 2s. war bonus. — Apply ENGINEER, 
Electricity Works, Bridlington. 6694 


APPOINTMENT FILLED. 


W* beg to state that the position advertised under Box No. 
6154, November 17th, 1916, for Man to take charge under 


Station Superintendent, has now been filled. 6703 


SITUATIONS WANTED. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 1s.) Three Consecutive Insertions for 
the price of two, 1f ordered and prepuid with first insertion. 

Box Number and ELECTRICAL Review address count as seven words. 


DVERTISER, English, shortly disengaged, returning to 
England, desires responsible position. Twenty years’ thorough 
practical, technical and commercial training with English and Con- 
tinental manufacturers. Good French and German. Exceptional 
experience overseas trade in Japan, China, Australasia, Russia, 
South Africa; would prefer undertake control and organisation 
export department for post-war campaign. Moderate commencing 
salary and commission on results obtained.—1506, ELECTRICAL 
REVIEW, 4, Ludgate Hill, London. 


RAUGHTSMAN, Junior (17), general and electrical drawing 
j office and works experience ; London district (res. N.E.). 
Refs.—1465, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


E ECTRICAL Engineer (32, married, two children), on muni- 
tions in India : services available March, 1917. Manufacturing, 
installing and running experience in practically all branches of the 
application of electricity. Last two appointments staff billets. 
World-wide experience ; first-class references. Foreign agency рге- 
ferred.— 1506, ELEOTRICAL REVIEW, 4, Ludgate Hill, London. 


( Continued on neat page. ) 
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SITUATIONS WANTED.—Continued. 


NGINEER -in -Charge wants change. ineligible; used to 
H.T. D.C. machines, accumulators ; all repairs. First-class 
Board of Trade Certificate. 7} years chief, marine Lancashire 
boilers, Underfeed stokers, economisers, calorifiers. — 1544, ELEC- 
TRICAL REVIEW, 4, Ludgate Hill, London. - 


m — 


ANTED, Position by an Electrical and Mechanical Engineer, 
all-round experience; experience abroad. Aye 27.— 6707, 
ELEOTRICAL REVIEW, 4, Ludgate Hill, London. 


AGENCIES. 


РА 


SCANDINAVIA. Export— Import. 


NORWEGIAN COMPANY, well-established amongst Scandi- 
navian electrical concerns and plants, is now open to negotiate 
terms of Agencies of high-class and reputed manufacturers of 
Generators and Motors, Transformers, Switchgear, Hydraulic 
Turbines. Governors. &c. Best references will be furnished upon 
request.—Apply to " Export— Import, 954," clo Ohmes Advertising 

Agency, Kristiania, Norway. 1576 
amg rec ET cm 0 LE UPS EE EE T ES E E EE SED, 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimun. 1s.). Three Consecutive Insertions for 
she price of two, if ordered and prepaid with first insertion. 

Box Number and Evectricab Review address count as seven words, 


ABLE Agency required for South Wales district by well- 
established enrineering firm.—1568, ELECTRICAL REVIEW, 
1, Ludgate Hill, London. 


L: DON Electrical Firm, having West End Showrooms and 

Offices, desire to correspond with manufacturers with a view 
of taking up new Electrical Novelties, Medical and Dental Appli- 
ances or new inventions; fullest detail particulars, — 1510, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


FOR SALE. 


MACHINERY FOR SALE. 


—À 


DIRECT-CURRENT MACHINES, 


Опе: 15-H.P. B.T.H. Motor, 160 v., 1,280 revs. 

One 15-H.P. Cuttings Motor, 440 v.. 1.000 revs. 

One 5/63-н.р. "Zone" Motor. 400/500 v., 1.450/1,050 revs.. 
direct coupled to 3” Pulsometer Pump, 40 ft. head, 220 
gallons per minute. 

One 51-н.р. Phoenix Motor, 220 v., 600 revs. 

One Industrial Dynamo, 82 amps.. 220 v.. 750 revs. 

One Lancs. Dynamo Co. Dynamo, 70 amps., 230 v., 560 revs. 

One Royce Dynamo, 130 ampse., 220 v., 800 revs. 

One 10-H.P. Lancs. Dynamo Co. Motor. 120 v., 700 revs. 

One 80-H.P. Westinghouse Motor, 110 v., 600 revs, 


| ALTERNATING-CURRENT MOTORs. 

One 200-H.P. Electric Construction Motor, slip ring, 400 v., 
3-phase, 50 periods, 415 revs. 

One 25-H.P. Wright & Woods squirrel-cage Motor, 400 v., 
3-phase, 50 periods, 580 revs. 


One 10-н.р. Mather & Platt Motor, squirrel cage, 500 v., 


3-phase, 50 periods, 570 revs. 
One 10-н.р. Brooks Motor, 400 v., single-phase, 50 periods, 
950 revs. | 


Twenty ird-H.P. Westinghouse Motors, 200 v., single-phase, 
50 periods, 1,400 revs. 
We have Starting Gear for all above Machines. 
Other Machines in stock. Send your enquiries. 
BURY ELECTRICAL PLANT CO., Castle Grounds, Bury. 
6647 


COUNTY BOROUGH OF BOURNEMOUTH. 


For Sale. 


WO 2-cylinder compound direct-coupled Belliss-Siemens Steam 
Dynamos, 225/235 voits, 192 amps., full load developed at 
80 lbs. steam pressure, exhaust to atmosphere, with spare armature 
and switchboard. All in excellent condition. 
Can be viewed at any time. 
Offers (which will not necessarily be accepted) for either one or 
both, to be sent to— 
F. P. DOLAMORE. 
3 Borough Engineer, - 
Municipal Offices, | | 
Bournemouth, | TII : 
23rd December, 1916. 6704 
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FOR SALE.— Continued. 


FOR SALE. 


1 6 -KW. Generating Set, two-crank Compound 
Engines, three-phase Alternator, 550 volts per 
phase, 174 amps., 40 cycles, 30 revs. 
Two Electric Locos., 2’ 6" gauge, 30/35 tons, at a speed of 
5/6 miles per hour. 
Triple-veared Boring and Chucking Lathe, by Robertson 
and Co., swing 5’ 4”, internal geared chuckplate, 4’ 1" diam. 
Two double-geared 24" Swing Chucking Lathes, by Dean 
Smith & Grace. 
No. 17 Alfred Herbert Combination Chucking Lathe. 
Side- -Planing Machine. by Geo. Richards, Broadheath, bed 
8' long ; two T-slotted tables with trays. 
Richards' Patent Piston Rod-Grinding Machine, take rods 
up to 4’ 9° long. 
Double-Geared Screwing Machine, by Dron & Lawson: 
3%" hollow spindle, bed s' long. 
9" Stroke Geared Slottinz Machine. 


ATALOGUE of Stock MACHINERY. 2-3000 LOTS. 
Free on Application, Inspection invited. 


THOS. W. WARD, LTD., ALBION WORKS, 
Tel. : “ Forward, Sheffield." SHEFFIELD. 


R. H. LONGBOTHAM & CO., LTD., WAKEFIELD, 


and at Milburn House, Newcastle-on-Tyne. 
44 Wakefield. Telegrams : 


Tel: 1867 Newcastle. “ Engineer, Wakefield." 


FOR SALE. 


NE Parsons Steam Turbo Set. 3.500-K w., 1,200 kR.P.M., 
with alternator field-rotating type and exciter com- 

plete ; 6,000-volt maximum load, 40 cycles, condensers 
and three-throw type air-pump, driven by 3-phase 
motor. 

350-Kw. Alternator, by the B.T.H. Co., 550 volte, 3-phase, 
50 cycles, with Barclay's cross compound horizontal 
Engines, 26" and 40" cyls. x 4-ft. stroke. 

Two "Westinghouse" Motor Generating Sets, 300-H.P. 
Motors, 3-phase, 40 cycles, 480/500 volts ; Generators 
200 KW., D.C. compound wound ; each веб оп separate 
soleplate. 

240-Kw. 3-phase Alternator, 2,200 volts, 40 cycles. Up 
to date and in excellent condition. 

Generating Set, comprising 3-crank compound engine. 
dynamo by Siemens, 2-pole, 50U volts, D.C. 

One 80-H.P. Phoenix Motor, A.C., 625 volts, 40 cycles, 
3-phase, 290 R.P.M. i 


+ 
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ENGLISH CHINA CEILING ROSES. 


OLID Cast Brass Block Terminals fitted with Nettlefold's 
cut screws (no thin stampings or rolled screws), 40s. per 
gross. Sample 3 doz., 10s. 6d. Carriage paid if cash with order. 
BIRMINGHAM ELECTRICAL ACCESSORIES Mra. Co., LTD., 


‘Whitmore Street, 
Hockley, Birmingham. 6221 


ARC LAMP CARBONS. 


579" Stocks. 18 and 12 m/m Cored and Solid, 8” and 12". 


13 m/m Cored and Solid. 
11 m/m Cored and Solid. | 
7 апа 8; Зара 9; 9 and 10; 10 and 11. 
Flame 'Сагђопв, and all standard types. 


M. O. HECKELS, Pearl Buildings, Newcastle. 1503 


ELECTRIC MOTORS. 


ALE or hire. Second-hand Machines in stock. ARMATURES 
and Coils repaired at shortest notice. 


THE TITAN ELECTRICAL CO., 


=: 9/11, Eagle Street, W.C. 
"Phone : Central, 13,191. 6493 


Cheap prepaid Advertisements relating to second-hand goods and specified 
Articles are inserted under this heading at the rate of One Penny Per Word 
(minimum 1s.). Three Consecutive Insertions for the price of two, if ordered 
and prepaid with first insertion. 


TRADE RATES ON APPLICATION. 


Box Number and ELECTR!OAL REVIEW address count as seven words: 


* 


.E.G. Are Lamps. Stock of spare parta. —Send full ps 
of your requirements.—1528, ELECTRICAL REVIEW, 4 , Ludgate 
Hill, London. 


ARBONS.—Offers wanted for 25,000 13, 15, 16, 17. 18 and 
22 m/m cored and solid Carbons. List on application.—- 
PHENIX ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 6713 


( Continued on nont page. ) 
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FOR SALE.— Continued. 


YNAMOS, 3000, 1500,1000 and 750 amperes at 6 volte; also 
smaller sizes. Machines let out an hire.—CANNING & Co., 
Electro-Platers’ Engineers, Birmingham. 7769 


LECTRIC Motors and Dynamos, Sale or Hire. Always a large 
stock of nearly new guaranteed machines. Immediate 
delivery.— ELECTRO-GENERATOR CoO., 14, Shepherd's Bush Road, 
W. "Phone: 488 Hammersmith. 1128 


. LECTRIC overhead Travelling Crane, 45-ft. span. Cheap.—- 
PHENIX ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 
6712 


IVE Marble Panel Starters, complete with ampmeters ; French 
make; suitable low voltage; ranging 6-10 H.P.: in good 
condition. 43 Ebonite Accumulator Boxes, 5' by 41" by 10%” high. 
What offers to clear.—S. HARRIS, 41, Ash Road, Stratford. 1523 


OR Sale, Engine Set, comprising 32-B.H.P., 4-cylinder engine 
and dynamo to give an output of 180-200 amperes at a speed 

of 850 R.P.M. : engine by New Pelaphone Engine Co. ; Wright aud 
Wood dynamo ; practically new ; not run 100 hours; what offers? 
—BAMFORTH & Co., LTD., Holmfirth, Yorks. 1555 


MÀ DÀ À M —À "là M M ———— —— —— — MÀ o — — 


OR Sale, large quantity Miscellaneous Switchgear, Switch- 
boards, Instruments, Xc.. ќе. Inquiries solicited.— PHCENIX 
ELECTRICAL Co., 32— 36, Broomielaw, Glasgow. 6662 


OR Sale or Hire. high class Dynamos, Motors, Alternators, Cable 
and Arc Lamps.---PERCY HUDDLESTON & Co.. 72. Finsbury 
Pavement. E.C. 1559 


— —M————— ——À———— ———— —M—— ———M——————M—————— —— 


OR Sale, Three 10-B.H.P.. 460-volt. 1,000-R.P.M.Crompton Motors, 
new ; immediate delivery.—N. & F., LTD., 31, Budge Row. 


Е С, 6676 


OR Sale, two 12-H.P., 220-volt protected type shunt-wound 
"P.D.M." Motors, complete with starting gear and spare 
armature. — PHCENIX ELECTRICAL Co. 32—36, Broomielaw, 
Glasgow. 6661 


OR Sale. 45-Kw., 220-volt Allen Generating Set, comprising 
enclosed forced-lubrication engine with cylinders 84" and 

15" x 7" stroke, 350 R.P.M., direct coupled to shunt-wound dynamo 
on extended bedplate, suitable for steam at 100-130 lbs. This set 
is now running. and is complete with separator. stop-valve, 
impermeator, steam and oil pressure gauges, tachometer, and shunt 
regulator.— Further particulars and price from Е. WESTLAKE 
PARKINSON, M.I.E.E., 16, Chichester Street, Belfast. 1543 


—— — . —— = — ————— - - — MM - 


OR Sale, 50-H.P., 3-phase, 220 volts, 50 cycles ; 4 H.P.. 240 volts. 
3-H.P. Buffing Motor, 240 volts.  15-H.P. 220-volt, 3-KW. 
Generator, Switchboard, cheap. Three 20-н.р., р.с. 180; Two 
70-H.P., 480 ; 6-H.P., 440-volt, 40-cycle, 3-phase.—BRITISH ELEC- 
TRICAL SUPPLY STORES, Whitley Bay. 1519 


OR Sale, 110 and 200-Kw., 230-volt, direct-coupled Generating 

Sets, with Bellisa compound Engines; seen under steam by 

appointment. — Further information on application to 6652. 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. ` 


OTOR-Generator, 4 kilowatts, 460 to 110 volts, 800 R.P.M., 
Rees Roturbo, D.c.—MARTINS, 320, Witton Road, Birming- 


ham. 1548 


-— —— rete — —Á—À — — -— — M——Ó— _—— we —— —— - Ж 


OTORS for immediate Sale.—52 H.P., 2700 volts, 800 R.P.M., 


three-phase, 40 periods (by Scott & Mountain); 35 H.P., · 


600 volts, 950 R.P.M., three-phase, 40 periods (by Scott & Mountain); 
10 H.P., 205 volts, 1300 R.P.M., D.C. (by Sunderland Forge Co.) ; 
3$ H.P., 200 volts, 515 R.P.M., D.C. (by B.T.H.); 2 н.р., 500 volts, 
two-pole (by Scott & Mountain); # H.P., 100 volts, two-pole (by 
Scott & Mountain). Excellent working condition and cheap.— 
JENNINGS, West Walls, Newcastle-on-Tyne. 5520 


EVEN Simplex Ampere Meters. nearly new : three 75 amps., 
one each 200, 100, 50, 35 amps. Offers wanted. — 1574, 
ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


EVEN 1-8.P., 110-volt Motors, 1200 R.P.M., new.— MARTINS, 
320, Witton Road, Birmingham. 1426 
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FOR SALE.—Conüinued. 


IREE-Phase Motors: 220 volta, 74-H.P., £30. 20-H.P. £50. 
500 volts, 10-H.P., £37. 35-H.P., £110. All slip-ring type; 

50 periods. — PH«ENIX ELECTRICAL Co, 32—36, Broomielaw, 
Glasgow. 6659 


HREE-Phase Motors, 440 volta, 25 periods, 5, 10, 15, 25, 30, 50. 

60, 150 and 300 H.P., all complete with starting gear and 
mostly of Westinghouse make.—PH«aNIX ELECTRICAL Co., 32—36, 
Broomielaw, Glasgow. 66:4 


У 20-H.P. and three 9-H.P., 290-volt, motors. — MARTINS, 
320, Witton Road, Birmingham. 1477 


——M M 


9 -H.P. Crompton Motor, 440 volts, 1000 R.P.M.— MARTINS. 
320, Witton Road, Birmingham. 1533 


9 DE 220-volt, D.C., Lancashire Dynamo Co.'s Motor, 750 
R.P.M. ; complete.— THE VICTORIA ELECTRIC PLANT Co, 


Spenser Street, Westminster, S. W. . 6629 


9 Jandus Arc Lamps (2 in series 190/220 v.D.C., 2.400/4.000 
C.P.), with spares; new condition. Changing over to А.С. 
only reason disposal.—WILLIAM ASQUITH, LTD., Halifax. 6686 


4 -H.P., 220-volt Motor, shunt wound, 870 B.P.M.—MARTINS, 
320, Witton Road, Birmingham. 1425 


4 By EY. Generating Set, high-speed vertical Engine coupled to 
D.C. Generator, 500 volts.—Harry H. GARDAM & Co., LTD.. 


Staines. 632] 


1 00 57; 115-volt, 600-R.P.M., Multipolar Compound three- 
bearing Generator, by the Electrical Construction Co. 
Cheap.—PH(NIX ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 
6109 


1 10 220-volt, , 3-bearing, direct-current Generator. 
Cheap.—PnR«NÍx ELECTRICAL Co., 32—36, Broomielaw, 


Glasgow. 671) 
|| 9 -H.P. Electric Motor, 400/480 volts, С.С., 550 R.P.M.. pulley. 

slide rails, starting gear. Can be seen here.— VICTORIA 
ELECTRIC PLANT CoO., Spenser Street, Westminster, S.W. 6628 
90 -H.P.. 140-volt. 50-period, 3-phase, slip-ring type Motor. 

complete with starting gear. Price £325,—PHENIX 
ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 6710 


9) 90" 22 D.C. Motors. — 10-H.P., £32 ; 15. £40; 20, #45; 
25, £50; 30, £70: 35, £75. Many others.—PHBGNIS 


ELECTRICAL Co., 32—36, Broomielaw, Glasgow. 6708 
J 9 -VOLT Motors: 20-H.P. totally enclosed, compound 

wound. £50. 25-H.P., series wound, £45. Complete 
with controllers, —PH«€NIX ELECTRICAL Co., 32—36, Broomielaw, 
Glasgow. 6660 


30 volts, 550; amps., 400; revs.. 400; 8 bearings, grooved 
pulley, slide rails and new spare armature. Cheap. 150-KW., А.С. 
4-phase Generator, by Lancashire Dynamo Co.; 500/550 volts. 
50 periods, 750 R.P.M., with direct coupled exciter, slide rails and 
switchboard. Cheap. — ROBERT WALKER, 2, Oswald Street, 
Glasgow. | 6609 


-H.P. Generator, 6-pole, compound, by Scott & Mountain : 


3 0 О) Му; Generator, by Westinghouse, 500 volta D.C., 320 R.P.M., 
three-bearing machine, with rope pulley.—HARRY H. 
GARDAM & Co., LTD., Staines. 6642 


ARTICLES WANTED. 


Cheap prepaid Advertisements are inserted under this heading at the rate 
of One Penny Per Word (minimum 18.). Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and ELECTRICAL Review address count as seven words. 


CCUMULATORS wanted for refining Obsolete 
Generating Sets, Dynamos, Motors, ard all kinds of 
Machinery. Scrap Cable, Arc Lamps, Meters, Metal Residues, and 
Sorap Metals of every description purchased for prompt cash, town 
or country.—Apply A. Browx & Sons, 142, Lower Clapton Road, 
Lendon, N.E. Telephone, Dalston, 555. Telegrams, Secondhand, 
Lowolap, London. Established 1860. 43 


( Continued on neat page.) 
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ARTICLES WANTED.—Coniinued. 


AS and D.C. Motors (second-hand) any type, any condition, 
wanted for prompt cash.—A. LEAROYD & Son, Bridge Works, 
sHeatherley Street, Clapton, N.E. 1178 


LEAROYD & Son, Bridge Works, Clapton, N.E.—Telephone 
Dalston, 2278; Telegrams: Frangible, Lowclap, London— 
buys for prompt cash every description of secondhand Generating 
Seta, Accumulators, Motors, Transformers, old Arc Lamps, Meters, 
Cable, Scrap Metals, Metallic Drosses, &c., кс. Enquiries solicited. 
Established over 50 years, ` 1179 


A™ kinds of disused Plant, Machinery, Sorap Metals, &c., pur- 

chased for cash. If you have any Generating Sets, Motor 
Dynamos, Steam Engines, Boilers, &c., you wish to dispose of, kindly 
offer same to us. Complete works purchased for dismantling.— 
HARRY H. GARDAM & Co., LTD., Staines. Telephone, Staines 98. 


8579 


YNAMOS, Motors,.Arc Lamps. Meters, Scrap Cable, Iron 
Metals or machinery, purchased for cash in any quantities.— 

J. Hyams, 11, Glengall Terrace, Old Kent Road, S.E. "Telephone: 
3339 Hop. 1494 


LATINUM in any form and quantity, purchased at highest 
prices by DERBY & Co., LTD., 44, Clerkenwell Road, London. 


B 


\ \ J ANTED, р.с. direct-coupled Generating Set, 150/180 KW., 
110/120 volts, steam 120 lbs. pressure.—MORTIMORE, LYON 
AND Co., 17, St. Ann’s Square, Manchester. 1512 


ANTED, Dynamos and Motors, A.C. or D.C. —MARTINS, 320, 
Witton Road, Birmingham. 1427 


ANTED, Generating Set, 200 to 400-KW., 210 volts. D.C., 
compound-wound dynamo, preferably Belliss engine, 135 Ibs. 
superheated.—Full particulars to S. CLIFFORD TEE, 50, Moorgate 
Street, London, E.C. 6668 


ANTED, Generating Sets, all sizes, Boilers. Accumulators, 
Dynamos, &c., for export; also Scrap Cable and Metals. 
Complete plante purchased.— WILLIAMS & SONS, 37, Queen Victoria 
Street, London. Telephone, 3938 City. 7000 


V ANTED, Reducing Gears for Motors, 10 to 15 H.p.— MARTINS, 
320, Witton Road, Birmingham. 1532 


ANTED, small three-phase Alternator, 220 or 440 volts, 

50 periods, about 15 Kw.—Send full particulars to Box 

"E," Kidd's Advertising Agency, Number Thirteen, Middlesbrough. 
1542 


ANTED, 50-kw., b.c. Dynamo, with or without steam 

engine, 230 volts. Also small portable electric drilling 

maohine, 220 volts.—1571, ELECTRICAL REVIEW, 4, Ludgate Hill, 
London. 


Price ls. Gd. net. 
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Limp Cloth, cut flush, round corners, red edges, demy 1900, 
suitable for pocket (sise 7 х 44) 194 pages. 77 illustrations. 


THE ELECTRIC TRAMCAR HAND-BOOK 


. For Motormen, Inspectors, and Depót Workers. 
By W. A. AGNEW. 


CONTENTS: The Electric Circuit—Electric Tramways—Electric Tramcars—Controllers— 
Brakes—On the Road—Faults and Breakdowns— Index. " 


‘London: Н. ALABASTER, GATEHOUSE б CO., 4, Ludgate Hill, Е.С. 
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ARTICLES WANTED.— Continued. | 


V ANTED, 2-H.P. D.c. Motor. 200 volts, in good condition. 
by good maker.—COLEMAN, Carlow. 1575 


ANTED, 150-H.P.. 550/600-volt, 8-phase. 50-period, slip-ring 

Motor, slow speed; also 25-H.P. 500/600-volt, 3-phase. 

50-period, squirrel-cage Motor, speed 58(» R.P.M.—Price and parti- 
culars to 1566, ELECTRICAL REVIEW, 4, Ludgate Hill, London. 


ANTED, 70-Kw. Generator, 250 or 500 volts. —MARTINS, 320, 
Witton Road. Birmingham. 1531 


ANTED, 300-H.P. or more Suction Gas or Diesel Engine, 
direct coupled to 480-v. continuous-current Dynamo and 
Switchgear.—GIRLING, Maldon. 6681 


MISCELLANEOUS. 


Cheap prepaid Advertisements are inserted under this heading at tne rate 
‘of One Penny Per Word (minimum 1s.j. Three Consecutive Insertions for 
the price of two, if ordered and prepaid with first insertion. 

Box Number and EvecrricaL RkviEgw address count as seven words, 


ONDON Firm of Electrical Engineers can undertake a limited 

number of Repairs to small D.c. Motors upto 1 H.P. Prompt 

attention for Munition work, &c.— 1511, ELECTRICAL REVIEW, 
4, Ludgate Hill, London. 


Where Advertisements are to be answered toa given number 
at the ELECTRICAL REVIEW Office, Applications for names 


and addresses of the Advertisers will be entirely disregarded, 
and Letters giving incorect Box Numbers will be destroyed. 


ee 


NOTICE. 


Owns to the many hundreds of 
replies passing through this 


answering Advertisements to be 


EXTREMELY ACCURATE 


with regard to the figures WHEN 
ADDRESSING REPLIES to Box 


Numbers. 
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SIXTH EDITION. 


Post Free ls. Sd. 
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THe "ELECTRICAL. REVIEW'S” ~ 


SUGGESTIONS FOR DEALING WITH APPARENT 
DEATH FROM ELECTRIC SHOCK. 


ILLUSTRATED.) 
Now to be had Reproduced on 


GALVANISED IRON. 


PRICE . <3/G Postage 6d. extra. 


Some thousands of the ELECTRICAL REVIEW'S “ Suggestions " are 
in use in electricity works, also in manufactories and works where 
electricity is employed. Largely adopted by Mining Installation 
Contractors. Well spoken of by eminent Central Station Authorities, . 


THE HOME OFFICE REGULATIONS ^ 
Fer the lastallation and Use of Eleotrioity |a Faoterles, &c., new read as follows : 


' Instructions as to the treatment of persons suffering from electric shock shall 
`, be affixed in all premises where siectrical energy is used other than at iow 


pressure, generated or transformed above lew Pressure, and in any premises ж | 
at low pressure in which the Heme Office directs that they shall be affixed." | 
Н. ALABASTER, GATEHOUSE & CO., 
4, Ludgate Hill, London, Е.С. 


Second Edition, Revised and enlarged. 


| 6 wii Pest Free 1/7. Limp Cloth, cut flash, round corners red edges, demy 1 2те, 
бы suitable for pocket (size 6% by 3%). ` 
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COMMERCIAL ENGINEER'S POCKET-BOOK 


_. ELECTRICITY SUPPLY. 
A Handbook for Publicity Department Managers, Electricity Supply and Contractors’ Representatives. 


By FRANCIS H. DAVIES, amie 


WHAT THE PRESS SAYS: 


“ Semo such book ag thie has long been wanted, as hitherto there “An exceedingly useful pocket-book relating to all branches of 


has been nothing in a cenvenient form which eontained the data electMoity . . . . prove a weloome addition 
now brought jorether in Mr, Davies’ boek.” . . . . “Тһе engineers’ source of knowledge.”—Jronrmongers Chronicle. 

book fills a real want, is of handy sine for the poeket, and is very 
good value for the money." — Bieotrieitg. 


; t 
“ Intended speeially for those interested in extending the sale о 
eleotricity in towns fer industrial and private uses, and likely to be 
neers, enters а field entirely ite own." . . . . ‘Is devoted to . . The pocket. Mi» " , position scarcely occupied by 
providing the kind ef information needed by the cenvasser fora any other of the many electri pocket-books.’' — Manchester 
contractor, er a power or light undertaking." —Eongineering. Guardtan. | 
who are selling ИЕ : te, elec- 
sheuld prove werth * Ig intended to assist managers of public ps rhe ne quien 
vo te talk tricity supply representatives. &c. . . . . sho eles: 
“use to those who ere interested in the commereial aspects 0 
beok trical engineering.” — Ttmre. 
t has eome under our пойве and i$ will undeubtedly "A handy posket-book intended for publicity a 
fill the proverbial 10064016 want.”"—Machinery Market. managers, eleetricity supply ас contractors’ representatives, 
" Contains a mass of informatien concerning the compasative 00 eese generally, . ... . 
ooet of electricity and gas for both lighting and power purposes.''.— on в variety of subjects and їп а compact easily accessible 
Electrical Contracter. forn.’’—Rluminating Engineer. - 
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Е.А.С. STARTERS. 


FOR EVERY DUTY AND CONDITION 
OF SERVICE, WE OFFER A COMPLETE 
LINE OF STANDARD STARTERS. 


ШШ 


FACE PLATE STARTERS. 

“SLOW MOTION STARTERS. 
INCHING STARTERS. 

MULTIPLE LEVER STARTERS. 
~MULTIPLE CONTACTOR STARTERS. 
AUTOMATIC STARTERS. 


HEAVY DUTY' STARTER with patent! 
“step-by-step” slow motion device 
for starting against very heavy loads. 


SPECIAL FEATURES OF 
E.A.C. STARTERS. 


MODERN DESIGN. 

LIBERAL RATING. 
FIRST-CLASS WORKMANSHIP. 
QUICK. DELIVERIES. 
COMPETITIVE PRICES. ' 


BRITISH ' /———— R 


INCHING STARTER, for frequent starting against heavy 


MAN U FACTU RE. load. Note massive contacts and brush. All Current 


broken on the Contactor. 


THE ELECTRICAL APPARATUS COMPANY, 


TORRE 


LIMITED. | 
GLASQOW ; BIRMINGHAM : HEAD OFFICE AND WORKS: MANCHESTER : NEWCASTLE-ON-TYNE : = 
21, Hope Street. Cariton House, Vauxhall Werks, Palatine Bulidings, 28, Eildon Square. = 
Central 250. High Street. South Lambeth Road, London, 8.W.- Victoria Street. City 487. 3 
Central 7439; Telephone: Telegrams: City 4009. 
= Brixton 2075. " ELAPRATUS," LONDON. 
== 
" eee nL! Ш 


COMMUTATOR GRIN DERS. 


NO MOTOR REQUIRED. 


THE BEST, CHEAPEST, AND ONLY MACHINE SUITABLE FOR 
TRUEING UP ALL KINDS OF COMMUTATORS IN POSITION. 


NO ELECTRIC STATION COMPLETE WITHOUT IT. 


Awarded Gold Medal 
Mandla Perens 


Catalogue and Price List on application : 
PHILLIPS COMMUTATOR GRINDER CO., Ltd. 


Telegrams: 27, WALBROOK, LONDON, Е.С. Telephone Na 
* Comgrinder, London.” 6240 Bank, 
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IMPORTANT NOTICE. 


The Action ‘brought by the BRITISH | 


THOMSON-HOUSTON COMPANY, LTD., 
against DURAM LIMITED, for alleged In- 


fringement of their Letters Patents, Nos. 


21,513/1906 and 17,722/1911, was dismissed - 


with costs by Mr. JUSTICE ASTBURY in the 


Chancery Court, on December 19th, 1916. 


ИТП ТТ TUNGSTEN T, 


Is M ANUFACTURED BY 


DURAM LIMITED 


with BRITISH CAPITAL and BRITISH LABOUR 
| for the BRITISH PUBLIC. 


December 29, 1946.) THE ELECTRICAL REVIEW SUPPLEMENT. | TEN 


ZOLAM | AMPS 


PLADURAM DRAWN WIRE 


BY AN 


Entirely British Company. 


. READ 


Mr. JUSTICE ASTBURY'S JUDGMENT 


IN THE ACTION. 


B.T.H. v. DURAM. 


FULL PARTICULARS FROM: 


THE IMPERIAL UNITED LAMP б, LTD., 


Head Office: — | Manchester, 


Caxton House, Westminster. : BO,F ountain Street. 


Telephone : VICTORIA 7274 (3 lines). Telephone : 519 CITY. 
Telégrams : UNILAMCOM VIC. LONDON. . Telegrams : LINLITE, MANCHESTER. 


— | 
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ER ASN MECCER A NN DUCTER ALOAN MEGGER QURNDUCTER ASN MEGGERNN 


HE “MURDAY RECORDER” has very little pen-to-paper friction, 
and what little there is is constant and does 
not depend on the level of the instrument. The 


Murday 
Recorders 


are therefore peculiarly well suited for portable 
work. List 113 gives full particulars of the special 
features of the instruments, and a copy will be sent 
post-free to any engineer interested in the matter. - 


c 
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DUCTER@®_ 


== 


ас) DUCTER WENMEGGERN 


J за. Makers: EVERSHED & VIGNOLES, Ltd., 


Telephone : 1370. Chiswick (2 lne) Acton Lane Works, Chiswick, LONDON, W. 


WR CSET Ча DSTA СШ SLI 


D-P Batteries stand for - 
Reliability and. Efficiency 
Low in Price and Cost of 


Maintenance 


THE D-P BATTERY 
COMPANY, LTD. 


‚ Head Offices— 
BAKEWELL, DERBYSHIRE 


London Office— 
11 VICTORIA STREET. WESTMINSTER, S.W. 


Telegrams: "Battery. Bakewell"; "Cumulose, London." 
Telephones: 2 Bakewell; 291 Westminster. 
Cables: ABC Code, 5th Edition. 


ESTABLISHED 1888. 
Contractors to the Admiralty and the War Office. 
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NOTICES RELATING TO PATENTS. 
Latest time for receiving 9.30 a.m. Tnoreday: 


John E. Raworth, 


Queen me's Dodge | Westminster, 5.W, Chartered Patent Agent. 


OFFICIAL NOTICES. - 
Latest time for receiving 9.30 a.m. Thursday. 


BOROUGH OF BOOTLE. 


Tramway Rails. 


HE BOOTLE CORPORATION are prepared to purchase 
new В. 8. 5. No. 4 Tramway Rails; also a quantity of 
partly worn (7 in. X 7 in.) Tramway Rails weighing about 
95 lb. per lineal yard. 
Offer to be sent as soon as possible to the BorouGcH ENGI- 
NFER, Town Hall, Bootle. 6699 


COUNTY BOROUGH OF WEST HAM. 


HE COUNCIL hereby invite "invite Wenders for— 
(a) One Water-Tube Boiler. 
(b) One 3,000-Kw. Turbo-Alternator. 

Specification, Form of Tender, and further particulars may 
be obtained from Mr. J. W. BEAUCHAMP, Engineer and 
Manager, 84, Romford Road, Stratford, on and after Decem- 
ber 29th, 1916, on the deposit of £1 for each section, which 
will be returned on receipt of a bona-fide Tender. 

Tenders to be delivered by Registered Post, in the enve- 
lopes eupplied, to my Office, not later than 10 o'clock a.m. 
on JaNUARY llth, 1917. 

The Council does not bind itself to accept the lowest or 
any Tender. 

The Contractor will be required to enter into a bond, with 
two sureties, for the due performance of the Contract, and 
no work will be ordered under the Contract until such bond 
has been duly executed. 

The Contractor whose Tender is accepted, and with whom 
a Contract is entered into, will be required to pay all work- 
men employed by him such rates of pay, and observe such 
hours of labour as are embodied in the Schedule, which will 
be part of the Contract. In the event of any breach of such 
agreement the Council will enforce the penalty clause in its 
entirety. 

A Tender will not be accepted unless it is stated by the 
Contractor in the Tender, and proved to the satisfaction of 
the Council, that the Contractor, at the date of the Tender, 
pays to the whole of his workmen such rates of wages, and 
observes such hours of labour as are recognised by the Work- 
men's Trade Unions in the several localities where his work 
is done. If, after the Contract is signed, 16 shall be proved 
that the said statements of the Contractor in the Tender are 
contrary to fact, the Council shall be entitled to rescind the 
Contract or at its option to recover from the Contractor as 
liquidated damages, and not as a penalty, the sum of £50. 


By Order of the Council, 
GEORGE E. HILLEARY, 


Town Clerk. 
Town Hall, "West Ham, E. 
December 97th, 1916. 6701 


ELECTRICAL REVIEW . 


INDINGS AND CASES. — Bubscribers and others ^an have their half-yearly 
numbers bound handsomely in Black Cloth at the rate of 4s. per volume. 
Cases for poing are also supplied at 2s. 6d. each.—4, Ludgate Hill, London. 


F. WIGGINS & SONS. 


M | C A Telephone: Avenue 2248 


FOR — 


 HOOPERS 


Telograph & India-Rubber Works, Ld. 


31, LOMBARD ST., E.C. | MILLWALL DOCKS, 
(Established 1860.) LONDON, E. 


PURE TAPE | HOOPER'S Vulcanised India-Rubber 
AND STRIP Cables for Electrical Work main- 
, tain the highest quality, and their 

&c., &c., durability has been proved. 


Telegrams: LINEAR, London. Telephone : 1169 Avenue & 84 East. 
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FOSTER 


TRANSFORMERS 


for War Work. 


HEN you require a 


transformer at short 


‘notice get in touch 


with us. We can give 
prompt delivery for stan- 
dard apparatus, and even 
for such special types as 
electri¢ welding and other 
heavy current transformers 


can despatch in record time. 


During the past nine years. 


we have made every class 
of single and polyphase 
transformer. Our Cata- 
logue, which we will send on 
request, shows a selection 


of the apparatus we make. 


' Foster 


Engineering С° 


aah d 


29е: SWUABLEDON .Lonnen SY 
Telephone: Wimbledon 1800 (3 lines). 


BRANCH OFFICES : 


BELFAST—4, WARING STREBT. 
BUIRMINGHAM—104, NEWHALL BT. 
NEWCASTLE-ON-TYNE— 

: COLLINGWOOD BUILDINGS. 
GLASGOW—01, WATRBLOO BTRERT. 
LIVERPOOL—1/8, STANLEY STRERT. 
MANCHESTER—18, KING BTREST. 
BHEFFIELD—9, NORFOLK Row. 


-- o. 
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THE ELECTRICAL SUPPLIES C0. 


(Proprietors: THE E. S. CO., Ltd.) 


LIST. 


1000 WATTS 


Large Stocks. 


"Hotpoint 
' Radiant Heater 
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THE “VERIOTT” FIRE. 


SCIENTIFICALLY DESIGNED TO GIVE 4 
MAXIMUM HEAT AT SMALL COST. | 


FULLY GUARANTEED. 


SUPPLIED IN VARIOUS FINISHES. 


LARGE STOCKS. 


| 


Send for Illustrated Pamphiet and Full 
Particulars. m 
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WHEN ORDERING ALWAYS STATE VOLTAGE." 


“THE LIGHT HOUSE, " 233, Tottenham Court Road, LONDON, W. 


Telephone: MUSEUM 2516-7. Telegrams: "ELECSPLICO OX, LONDON." 


MANCHESTER DEPOT: 40, VICTORIA BUILDINGS, VICTORIA STREET. 
'Phone: CITY 5794. 
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“The present issue is evidently going to be as useful as those which have 
gone before it— and that із saying a great deal.”—The Engineer. 


THE 


“The familiar Red Book is once more 
welcome as an essential adjunct to the office.” 


—Electrical Engineering. 


„ИТ! 


rar UNIVERSAL 


© ТЇ 


“What is wanted іа a Directory is accuracy, 
and that is what the Red Book may be relied 
on to give. It . . is, as always, an absolute 
necessity to all who hold responsible positions 


in the commercial or technical sides of our 


profession and industry.”— Electricity. 


“I have looked through it, and am of opinion that it ts a wel'-artanged 
and most useful work, free from unnesessary padding. "—4An Engineer. 


1916 EDITION. 


Write foe particdars to— 


£3 5 Ө POST FREE. 


H. ALABASTER, GATEHOUSE & CO, 
- 4, Ledgate Hill, London, E.C. | 


| 
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COVERS & CASINGS; 
BLOCKS, CLEATS, 


МАМЕ СӘ ` коо су 
і ADDRE 5 S PLATE © Please write for Latest Ilusteated Price 
f 


INIVORY:IVORINE:BRASS ` A J. F. & О. HARRIS. L T», 


GERMAN SILVER: COPPER . SWING. ANING А MOULDING o MANUFACTURERS, 
TABLETS For ALL PURPOSES 58а, WILSON STREET, FINSBURY, LONDON, £.0,. 


Prompt ~Deli very Guaranteed 


ENDOLITHIC MFG. Ф LTD 
- 61A Fore Street 


LONDON EC 


RALPH NEAL, 


Maker of Presses, Press Tools & гавонее 
Of Every Description m Ua oy and Mechanical Enginee 
BLANKS, ASHERS, PRE PIERCINGS, DIE STAMPINGS IN 
STEEL, BRASS OR ANY MATERIAL FOR THE TRADE. 
LABELS and NAME PLATES A SPEOIALITY. 


49 & 50, PERCIWAL ах... LONDON, Е.С, 
Telephone: 4948 Cen | 


ОТА ТЕЕ шы dCi РЕВ 


ELECTRIC TRAMCAR HAND-BOOK, 


for Motormen, Inspectors and Depot Workers. 
By "WW. A. AGNEW . 
Sixth Edition. 7e. Gd. Post Free 18. 8d. 
Н. ALABASTER, GATEHOUSE а CO., 4, Ludgate Hill, LONDON, E.C. 


ttt ЧЫ alt UA Р BRL 


The MOLLER Patent Dust-Proof AUD E IL TERS. 


See Advertisement Dec. 8th. 
FILM COOLING TOWERS, LTD., 125, High Holborn, London, И.С. 


£:icezrical Engineers ang 


The House for Telephone : 
Electric Heating. Gerrard 7604. 


Our large stock of “ Quead”’ 
and “Ensign” Fires enables us 
to provide immediate delivery. 


Other Specialities include Cablee, Motors, Dynamos 
Lamps, Funs, Switeh Gear, Petrol ыш Sets. 


En ar А: 


Manufactured in sizes MB 
B from 2 kw. to 20 kw. | 


Quotation for larger 


" CRAV EN HOUSE ` E | sizes on application. 


wa | BROWN 6 CO. 


WATERLOO SAW MILLS 


DUGDELL'S PATENT MOVABLE 73 to 85, McAlpine St., Glasgow. 
| F ITTINGS | — 506 and Doy debe 567 Central. 


кзз. | | CABINET & & WOODWORK 


Thousanda of 
Repsat Ordors. 


See Fall Page Second Issue of 
* Electrical Review” each month. 


GATADOGUE ON ABBLICATION Round or Square Blocks Recessed 
.FAILSWORTH. MANCHESTER. either front or back. 


PACKING CASES OF EVERY KIND. 
MOTOR CARS PACKED FOR SHIPMENT. 


Fig. 225. 


ELECTRICIANS. 


Our Booklet '' Water Power" explains why 


Gordon Water Turbines BEST MATERIAL. AND FINISH. 


are such excellent prime movers for electric generaters. 


Write for a copy to: PROMPT : DELIVERY FOR EITHER STOCK OR SPECIAL 
JAS: GORDON & Co., Queen's House, Kingsway, W.C. | PATTERNS. 


SCREWS.. 


THE ORMOND ENGINEERING CO. 
Teleg.: Padd. 4748. 


ACHESON -GRAPHIT ED 
POWDERS & ELECTRODES 


E. С. ACHESON, Lt. 


5, Chaneery Lane, London, W.C. 


See detailed Advt. last and next week’s issues. 


Our Automatic Lift is the 
most simple made, and 
the most simple maid 


may safely use it. 


SMITH, MAJOR & STEVENS, Ltd, (me ncmo зити) London, & wosss, Northampton. 


6—8, ALLsoP STREET, Upper Baker St., London, N.W. 


1916 


In spite of difficulties, 
Jackson Electric Heat- 
ing and Cooking Appli- 
ances have been in big 
demand throughout the 
past year; their popu- 
larity being due to 
superior quality, unique 
design, excellent value. 


1917 


During the coming year 
the Jackson standard of 


ELECTRIC HEATING Е E oe 
ELECTRIC COOKING IM tained. Every effort will 


be made to meet the 


JACKSON ELECTRIC STOVE CO.,LTD., |. requirements of our cus- 


38, Blandford Street, London, W. tomers. pr in- 
v . 
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which fact exists convincing proof of their practical utility. 


ЖЕРИ. 


-sit ARRE We sh E Lak 


Jre STANDARD INSULATI NG 
VARNISHES & COMPOUNDS 


are regularly used by the largest Lighting and Power Stations, Railways, 
Tramways, and Electrical Manufacturing Firms in the United Kingdom—in 


võ i 


PINCHIN, JOHNSON & CO., LTD., 26 Bevis Marks, London, Е.С. 


LR LL LAE RRR 
LIST OF PROFESSIONAL PAPERS: 


COUNCIL OF THE INSTITUTION OF POST OFFICE ELECTRICAL ENGINEERS, 


ПИРЛЕРИНЕН 


Hi 
| 
| 
M 
: 
HE 
: 
| 
: 


- 


PUBLISHED BY THE 


“The Telegraph Acts."—R. McILRoy 


“The Construction of Telephone Lines” 
(with diagrams).—A. Morr ... : 


" Improvements in Telephonic Trans- 
mission over Underground Circuits 
by the Insertion of Inductance Coils” 
(with diagrams).—T. PLUMMER 


“ Electric Wave Propagation " (with dia- 
£rams).—J. E. TAYLOR A 


. "Quadruplex Repeaters " ENIM diagrams). 
J. N. MCCURDY és was 


* Underground боп йр T id 
(with diagrams). —A. О. GIBBON 


“A Description of Some Typical Processes 
in the Manufacture of Dry Core 
Cable." —R. W. CALLENDER ... - 


“The Calculation of Current Values in 
Networks." —J. LOCKHART T 


* The Constrzction of Aerial Lines” 
(illustrated).—J. Н. M. WAKEFIELD 


"A Reply to Criticism of Murray Auto- 
matic Printing Telegraph меш 3 
—DoNaALD MURRAY, М.А. ... 


“The Education and Training of an 
Engineer.’ —Sir JoHN GaAvEY, С.В. . 


ч" ‘Inspection of Wrought Timber."— F. L. 
HENLEY .. "T Fes 


* Protection жЕ Dower “Circuits.” — 
S. C. BARTHOLOMEW ... T eas 


" Wireless Telephony.” —R. Lawson 


H. ALABASTER, GATEHOUSE & CO. 4, LUDGATE HILL, LONDON, Е.С. 


Price. 


9d. 


9d. 


Post free. 


10d. 


eve $ 10d. 


10d. 


Is. 2d. 


lid. 


“ Underground Terzaraphs: жы Н. Сом- 
PORT ... 

“ The Education of the Post Office Elec- 
trical Engineer. "—А. W HEAVISIDE, 
ISO  .. site ise R 

“ The Theory and Development of Central 
Battery Telegram SYM: "—J 
FRASER ... 


* Aerial Wire Construction: with Speclál 


Reference to the Elastic Properties, 


of Copper Wire."—G. М. CARR 


“ Depreciation. " — Major W. A.J. O'MEARA, 
C.M.G., R.E.  .. i 


“ Alternating Current Measurements.” — 
A. G. LEE B.Sc.. M.LE.E. 


* The Erection and Maintenance of Post 
Office Secondary: Celis.” — NM J. 


Prive. 


MEDLYN.. | 
* The Loading of Telep one сае 
Circuits.” A.W. MART - 


"The ‘Law of Contracts," — D. AIKEN- . 


HEAD STROUD, LL.B.... sys 


“ Pneumatic Despatch.” — H. R. KEMPE, 
M.Inst.C.E, MInst.EE, MRI . .. 


“Fundamental Principles of Modern In- 
ternal Combustion eee "—Р. 
DUNSHEATH 


“The Life and Behaviour of Primary 
Batteries used for Telephone Pur- 
pue in the British Post оше. — 

J. G. LUCA8  ... wee iis 


~ 


* 


1s. 


Post free. 


ose 


4d. 


11d. 


Is. 2d. 
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ELECTRIC TRAMCAR HANDBOOK, 


For Motormen, inspectors and Depót Workers. 


By W. A. AGNEW. 


Sixth Edition. Limp Cloth, cut flush, round corners, red edges, 
` demy 12mo, suitable for pocket (size 7 х 44). 124 Pages. 
77 Illustrations. Price 18. Gd. net. Post Free 18. 8d. 


CONTENTS :—The Electric Circuit — Electric Tramways — - 


Electric Tramcars—Controllers—Brakes—On the Road— Faults 
and Breakdowns—Index. 


THE ELECTRICAL IGNITION OF 
PETROL ENGINES. 


By J. W. WARR, A.M.I.E.E. 


: 60 Illustrations. 
An invaluable Book for the Motorist and Motor Cyclist. 
28. net. Post Free 28. 2d. 


Limp Cloth, cut flush. 48 Pages. 25 Illustrations, 
including 10 Photo-engravings. Super Royal 8vo. 


Price 28. 6d. net. Post Free 2s. 8d. 


GRAPHS IN A GABLE-SHIP DRUM-ROOM : 


NOTES FOR JUNIOR ASSISTANTS. 


By EDWARD RAYMOND-BARKER, 


Author of 


“ Handbook in Cable-break Localisation ; Graphic 
Methods; the Calculator Board in Practice.” + 
"Cable-fault Localisation Graphs in Practice." 


Reprints of Articles published in “Тне ELECTRICAL REVIEW," 
January 17th, 1913, et æq. With additional matter. 


HANDBOOK IN CABLE-BREAK 
LOCALISATION. 


Graphic Methods. "The Calculator Board in Practice. - 


By EDWARD RAYMOND-BARKER, M.I.E.E. 


Demy 8vo, 68 Pages, 38 Illustrations. 
Paper Covers 1s, 6d., Post Free. Limp Cloth 28. 


CABLE - FAULT LOCALISATION 


GRAPHS IN PRACTICE. 


By EDWARD RAYMOND-BARKER, M.I.E.E. 


24 Illustrations. 


A Companion Volume to Handbook in Cable-Break Localisation 
(Graphic Methods, The Calculator Board in Practice), by the 
same author. 


Paper Cover 18. Gd. Cloth 28., Post Free. 


[December 29, 4916. 


THE COMMERCIAL ENGINEER'S 


POCKET BOOK. 


~ 
ELECTRICITY SUPPLY, 


A Handbook for Publicity Department Managers, Electricity 
Supply and Contractors’ Representatives. 


By FRANCIS H. DAVIES, A.M.I.E.E. 


Second Edition, Revised and Enlarged. Limp Cloth, cut 
flush, round corners, red edges, demy 12mo, suitable for pocket 
(size 63 x 33). 


Price 19. 6d. net. Post Free 18. 7d. 


SECONDARY BATTERIES. 


A Practical Handbook for Owners 
and Attendants. 


By AN ENGINEER. 


Post Free 48. 


Demy 12mo, cloth, cut flush, red edges, round corners. 
suitable for the pocket, 248 pages, 97 illustrations. 


38. net. Post Free 58. 3d. 


THE PRACTICE OF ELECTRICAL 
WIRING. 


By DONALD SMEATON MUNRO, M.I.E.E. 


CONTENTS: 
Chapter Chapter 
Foreword. XV. Blocks, Grounds and Fix- 
^ І. Introduction. ings. | 
II. Historical. XVI. Accessorii and Switching 


. Methods of Distribution. 
IV. Wires and their Insulation. ы 


Arrangements. 
Distributing Boards. 


V. Joints and Trims. III. Tools and Appliances. 
VI. Connectors and Looping. XIX. Wiring Plans. 
VII. Classification of — Wiring XX. ны ure in Erection. 
Systems. XXI. Tes 
VIII. Insulator Systems. XXII. Faults and their Causes. 
IX. Wood Casing. XXJII. Телрогату and Portable 
X. Socket Systems. 
XI. Screwed Tubing. XXIV. Mine Wiring. 
XII. Metal-sheathed Systems. XXV. Ship Wiring. 
XIII. Concentric Systems. XXVI. Fire and ы Bisks. 


XIV. Outlet and Circuit Boxes. XXVII. сены 
М ndex 


THE WIRELESS OPERATORS’ POCKETBOOK 
OF INFORMATION AND DIAGRAMS. 


By LEON W. BISHOP. 


Cloth 4s. 6d. net. Post Free 4s. 9d. 
ee 


The ‘Electrical Review's ” Suggestions 


For dealing with 


APPARENT DEATH FROM ELECTRIC SUCI 


should be in every Generating, Transforming 
and Motor House. 


Chromo Art Paper, 3d. each. Post Free 4d. 

Mounted on Linen and Rollers, 18. Post Free 18. за. 
Mounted on Cardboard, 19. each. Postage 4d. extra. 
Reproduced on Galvanised Iron, 55. 6d. Post Free 4s. 


H. ALABASTER, GATEHOUSE & СО, 
4, Ludgate Hill, London, E.C. 
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WM. MCGEOCH & CO., LTD. 


28, West Campbell Street, GLASGOW. 


Manafactarers and Designers of | ——»—- 
HIGH-CLASS 


| Electric Light Fi ittings 


FOR ALL PURPOSES. . 


| SWITCHBOARDS, FUSEBOARDS, SWITCHGEAR, FUSES, &c. 


FOR QUICK DELIVERIES. OF 


ALL DESCRIPTIONS OF 


EBONITE AND VULCANITE GOODS 


FOR THE ELECTRICAL AND CHEMICAL TRADES. 


ROD - SHEET - TUBE 


FOR ADMIRALTY AND WAR OFFICE REQUIREMENTS. 


Pleass Address your Enquiriss io Е.В. Dept. г 


THE NEW ECCLES RUBBER WORKS, LTD., 


Monton ово 


Telegrams : “RUBBER, ECCLES.” 
Telephone : 31 ECCLES. 


Buy: British M Mad 


*CHATTERTON COMPOUND" 


Bull Dog Brand (Regd.). 


Manufactured by 
THE POMONA RUBBER COMPANY, | 
` CITY ROAD, 
MANCHESTER. 


Telegrams: "Pomrub.” Telephone: 876 Trafford Park. 
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The quick cm ала | — STACC — 

low starting current o 

fractional horse power GRIP | FITTIN GS. 


2 (PATENT 4426, 1912.) 
STILL 


SINGLE- PHASE MOTORS CHEAPEST 


AND 
(Js to $ H.P.) 


EFFICIENT 


FOR ANY 


GOOD JOB. 


STAMPINGS 


AND PRESS WORK 
For Government Requirements 
| SEND YOUR ENQUIRIES. 


makes it possible to 
install them on lighting 
circuits without im- 
pairing the lighting 
service. 


A i-H.P. 1750 - R.P.M. 
60-cycle Motor starts 
full load on a three- 
ampere fuse. 


Other Sizes up to 


4-u.p. Motor geared to a 30 horse power. 
Vegetable Peeler. ' 


CENTURY ELECTRIC COMPANY, | ALL CLASSES OF CONDUITS 


19th Pine to Olive Streets, St. Louis, Mo., U.S.A. 
— ———— AND FITTINGS. 
A STOCK OF "CENTURY" MOTORS IS CARRIED IN LONDON BY— 


The Sole British Agents— 


SWEDISH GENERAL ELECTRIC, LTD., STEEL TUBES & CONDUITS Co., 


5, CHANCERY LANE, W.C. | 


Sales Manager : R. A. MARPLES. K Е Е G XX Ya E Cv" e 


Telegrams: “ Autosyncro, Westcent, London." Telephone: Holborn 1703. 


BAILEY’S “222 BALL-BEARING 
GYROMETER 


(Speed Indicator). 


Designed to give the highest possible efficiency, and embodies all the desirable 
features which we have found to be necessary in our long experience as manufacturers 
of this olass of instrument for the Admiralty and all the leading engine makers, &c. 
Beautifully finished in Hard Black Stove Enamel, with Nickel-plated Mountings, and 
every part manufactured at the Albion Works, Salford. 


We make Horizontal and Vertical Patterns in 4, 6 and 8 in. Dials. 


Prices and Full Particulars on application. 


сы Fig. 5149. We are Manufacturers of all kinds of Recording Instruments, Pressure Gauges, 
B.B.” Type Gyrometer. Steam Pumps, Air Compressors, Valves, &c. 


Sir W. H. BAILEY & Co., Ltd., Albion Works, Salford, Manchester. 


DID YOU SAY 


CABLE?! 


BEST PRICES AND STOCK. 


| THE RANDS PLANT ELECTRICAL ENGINEERING CO., 
CAXTON HOUSE, WESTMINSTER, S.W. 


F 
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In wishing our Friends 
The Season's Compliments 


and Good Wishes— 


We take the opportunity of expressing our sincere regrets 
to many old and valued customers who have during.the year 
suffered through delays in delivery of our standard goods. 


Our Works are working at the highest pressure endeavouring 
to meet the large " War" demand for our usual goods, and are : 
also heavily engaged on Special work of the utmost importance. 


Whilst under such conditions, no apology is necessary, we are 
not unmindful of the great, in many cases serious, inconvenience 
caused through our inability to meet promptly all the demands 
that have been made upon us — we can only ask our friends, 
under the circumstances, to extend their best consideration to us! 


We shall continue to do our best— 
but National needs must come first. 


J. Н. TUCKER & СО, 


| KING'S ROAD, . . HAY MILLS, 


BI RMINGHAM. 


OPAL TUBES 


FOR CANDLE FITTINGS. 
()RIENTAL Seamless Steel: Tub: 


A SIZES IN STOCK «made from bnly highest grade 
LL materials — and our special facilities : 
` careful system of testing ensure ‘that every 
FOR IMMEDIATE DELIVERY. tube is up to that high standard of quality 
for which the name ORIENTAL is renowned, 
Therefore Spectre ORIENTAL — the Tubes that 
:an always be de кык) Spo BOE V ALITY. 


EORR, г enquiries. 


The Notable Electric Co., С“ 
* Notable Electric SO., L- эшн кесу гы мыдыр 


Telegrams: ' Tubes, Wask Dress ch." 


—M 


WILLIAM. J. ОМЕН (of “ KINGOLITE"), Managing Director, 


30, Margaret Street, 


»XFORD CIRCUS, LONDON, У. 
^Phone: MAYFAIR, 6776. 
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MICANITE & INSULATORS C0; 


WALTHAMSTOW, LONDON, E. 
INSULATING MATERIALS. 


MICA АП grades and qualities’ in EMPIRE Insulating Cloth, Paper, Linen, 
: original cases, as imported, are в Silk and Tape (straight and 
stocked, also Mica cut to size bias cut). 
and gauged to any thickness. 


oe splittings. T Powder апо | PAXOLIM, Sheet, Tubes, Cylinders, 
| &c. (standard and  Admiraity 
MIGANITE, Moulding, Commutator and Fiex- qualities). 


[ble (standard and heat-resisting 

£rades), Mica Follum, Micanite VARNISHES, Yellow and Black Empire in- 
Tubes and Washers, Місапіїе * sulating Varnishes for air drying 
Cloth and Paper, Commutator or stove drying, also Shellac, 


Rings and Segments moulees 
Troughs, &c. Linolac and M.I.C. Compound. 


FIBRE, PRESSPAHN, HORN FIBRE, LEATHEROID AND RED ROPE PAPER. 


Telegrams: '"MYTILITE PHONE LONDON." Telephone Nos.: 738, 739 WALTHAMSTOW. 


THE CONSOLIDATED PNEUMATIC TOOL CO.,LTD., 


THE LARGEST MANUFACTURERS OF | PORTABLE ELECTRIC DRILLS, . 


PORTABLE ELECTRIC GRINDING, ose м уаш Опе 
PORTABLE ELECTRIC TOOLS енне а BUFFING MACHINES. i to 2i In metal. 


THE ''DUNTLEY' HEAVY DUTY \ ax: ». Machines for Engineers, · 

— — — AIR-COOLED —— — — re Э? | Shipbuilders, 

ELECTRIC DRILLS and GRINDERS Чї гг heroic pone 
Represent the Last Word in M у | | i | | |" » de | Motor Garages, С 

PORTABLE DRILLING, REAMING, TUBE xt ЕЕЕ Nerepiene Saree: 

EXPANDING AND GRINDING TOOLS. = 5 

Wound for al! Currents and Voltages. ‚ N А eid PORTABLE ELECTRIC BLOWER, 


Designed to withstand the heavy P. DIRECT AND ALTERNATING CURRENT. 
overloads incidental to hard and TY For cleaning the windings of Elec-. 
continuous work without damage. S. trical Machinery and Switchgear. 


TOOL POST GRINDER WITH EXTEN. 
‚ General Offices: SION MANDREL FOR INTERNAL Write for our latest Catalogue. 


GRINDIN 
PalaceChambers, 9, Bridge St. Westminster, S.V. TENSION MANDREL “au I NIET 
Teleg. Add.: “Caulking,” Parl., London. and 6' for NO 8T. London Showroom and Repair Works: 
Telep. No.: Gerrard 9215 (8 lines). Size of Emery Whee's: 73, 75, 79 & 80, YORK STREET, S.W. 
Main Factory: FRASERBURGH, SCOTLAND. 5° x a", No. 5T; 7* x i", No. 8T. near St. James's Park Station (Dist. Rly.). 


WILSON HARTNELL & C0., LTD., VOLT WORKS, LEEDS. 


“HARTNELL " 


POLYPHASE MOTORS 


RUN ON BALL BEARINGS. 


Smooth Running and Low 
Running Costs Assured. 


DIRECT-CURRENT MOTORS 
Ax». DYNAMOS, 
SWITCHBOARDS, &c 


London Office: 38, Victoria Street, Westminster, S.W. 


BTANDARD SLIP RING INDUCTION MOTOR. 


Ld 
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, SHEET METAL 


PRODUCTS. 


i COINAGE. 
CARTRIDGES. 
, GUNPOWDER, &c. 


———1:33 WHEN UP 


VR COS A Uf Catil." ) 


рн рене ИИ TAYLOR & CHALLEN, LTD., 


forms, Cycle Gear” Casen one operation, Cie, Nos Bown, beads — ENGINEERS,— 

A well-gulded slide, has fine simultaneous adjust- BIRMINGHAM. 

ment, and always stops at the top of its stroke. 
Ето ШИШ ДИ а 
=] BRITISH. BRITISH. | 
= мҶ_мм "EMPIRE"? аи | 
: AUTOMATIC CONTROL = 
Е for = 
= Note Contacts after use. | New Contact. E 
= This reproduction of a photograph gives an idea of the slight wear of our Contactors = 
= Two of the above Contacts were taken from а panel after 6 MONTHS’ SEVERE DUTY. = 
Кы He apie т | 
E | L ~ AUTOMATIC CONTROL |2 
= Lectric [@@onTROL IMITED E 
=I Branches: m | ' GEAR SOLELY. = 
= ches :— = 
=| LONDON, MANCHESTER, = 
DM ЖАНЫ ие Sond ue your ioe | 


z 


RSEN LAUREL E E T a ОТОТ 


М 


| 
| 
i 
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Simplex 
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| Or of the smallest, cheapest, 
and most effective watertight 
turn switches on the market. 


Made in 5 and 10 amp. ‘sizes 
in brass and iron cases. 


Will operate under water. 


SIMPLEX CONDUITS, LTD., 
GARRISON LANE, BIRMINGHAM. 


Loupo LEEgD$— 
113-1 117, 7. Charing Cross Rd., W.C. 


| 6. White Horse Street. 

MANCHESTER— | LivERPOOL— 

16 Corporation Street. | 96, Whitechapel. 

scow— i SwANSEA— 

724. Waterloo Street. | 14, Heathfield Street. 
BzaisToL— CARDIFF— 

10 & 11. Denmark Street. 4, Westgate Street. 

EWCASTLE— ABERDEEN— 

61-65. High Bridge. 1. Crimon Place. 
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SIDE-HANDLE TYPE SWITCHES 


WITH OR WITHOUT 


HOME OFFICE TYPE FUSES. 


ALL LIVE METAL SUNK into BEST QUALITY 
ENGLISH CHINA BASES. 


12, 30, and 50 Amps. 


—— Q—b4-—-—— 


S. BILL & CO. 


Made in 3 sizes: 


146, QUEEN'S ROAD, 
ASTON. 


EE YI. OF' 


sy ~, 


ELECTRIG LIGHTING Ф 


— 


ARTISTIC 
WINDOW LIGHTING, 


WITH METAL FILAMENT LAMPS. 


—— 


= - 
- EC ——— 7 
— e-o — - - 


TUBOLITE does not project 
into the space required for 
goods, nor does it throw a 
glaring light in the direction of 
the street. The window dis- 
play is shown to the best 
advantage in a clear well- 
diffused and attractive light. 
The specially-designed reflec- 
tor increases the useful light 
by 50 to 100 per cent. 

Made in several patterns to 
suit various requirements. 


ә å " - 
- - m = 
r ad > a + - s = + PT" 


4 
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We are now supplying 10-INCH LAMPS 
as well as our standard lamp 8} ins. long. 


€, Send for Particulars and Price Lists to— 


The LINOLITE COMPANY, 


25a, Victoria Street, Westminster, S.W. 


"Phone: 244 Victoria. Tel. Add.:" Windolite Vics, London." 
Code: A B.C., 5th Edition. 
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THE NAME ON THIS 
LAMP STANDS FOR ‘ALL’ 


THAT IS ANYTHING IN 
MODERN LAMP MAKING 


ROYAL 
DRAWN WIRE LAMPS 


TE ARE BRITISH 
«Td | INSIDE AND OUT 


—LABOUR—DIRECTORS 
AND CAPITAL. 


EDISON SWAN ELECTRIC CO., LTD., 
PONDER'S END, MDDX. 


——ENGLISH EDISWAN— 
EVERYTHING. ELECTRICAL 


THE ELECTRICAL REVIEW SUPPLEMENT. 


о" 


1,2 & 3-РНАЅЕ MOTORS 


FITTED WITH BALL 
BEARINGS. 


ENCLOSED and 
PROTECTED TYPE. 


-— —9—9—-9——— 


LONDON: 


11, Queen Victoria Street, 
. Tel. No.: 4468 City. 


E. BROOK, Ltd., «tia, HUDDERSFIELD. 


KEY 
FIBRE CONDUIT. 


"amc. ё 


Specimen of Key Fibre Conduit dug up after 9 years’ use. 


DELIVERY FROM STOCKH. 


THE KEY ENGINEERING COMPANY, LIMITED, 


4, Queen Victoria Street, Works— Elevator Road, 
Mansion House Bulldings, Trafford Park, Trafford Park, 
LONDON, E.C. MANCHESTER. | MANCHESTER. 


T No. 7994 
29104000 o. 


Central, London Telephone No. 908 Trafford Park, Manchester. 
" KEYPOINT, ‘CANNON, LONDON.” A.B.C. Code, 5th Edition. Telegrams—'' KEYPOINT, CHBSTER. 
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DONCASTER. 


Code used . . . А. B.C. Sth Edition. 
Telegrams . " 5 ** Rhodique, Doncaster.” 
Telephone . š > 113, Doncaster. 


The Illustration represents our Single-Phase Alternating 
Current Repulsion Induction Motor wound to give up to 


21 TIMES FULL LOAD TORQUE AT STARTING, 


And manufactured in the following types :— 
CONSTANT SPEED - - ONE DIRECTION ONLY. 
VARIABLE SPEED - - REVERSIBLE. 
CONSTANT SPEED - - REVERSIBLE. 


@ 


| Alternating to pem | 
| ud | 
| Continuous Current NN M | 
| m smaller sises combined as illustrated. | 


| @ {трип айа ps | 
bo Acton Fane, Willesden. | 
p^ ЕССЕ | 
| ee = LST 


Pe, 8 ee | 0. rr Y 314 ct cm ". - 
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In the Pumping Station 


of a Large English Railway Company 


~ 


AUTOMATIC CONTROLLERS 


have for years maintained a constant 
service with the minimum of atten- 


tion. A recent report shows that 


No. 450-31. — En- 

- closed Float 
Switch for inside 
of tank mounting. 
Pump control. 


the Company has complete con- 


A AES fidence and is well satisfied with 


ger Self-Starteríor small Ñ 
direct-current motors. 


the installation, which annually 
saves them an appreciable sum. 


stant use with pumps and compressors of 
every power, and no problem is too complex 
for the experience of “ Igranic” engineers 
to solve. 


Switch Hy- 
draulic Accumu- 
lator Control. 


| - 
$e li 
ari HIS is no isolated instance of the | 
as reliability of ''Igranio " ` Automatic 
Controllers. Мапу thousands аге in con- Na 450-10 —Lower 
appe mi tus 
| 


REHA BILITY is the first consideration 


in the choice of automatics. 


No. 30B. — Solenoid operated Multiple 
Clapper Starting Panel for large direct- 
current motors 


* The satisfaction of quality 
remains long after price is 
forgotten." 


No. 450-39.—Di showimg method 
of mounting Goce type Flat Switeh. 
ump control, 


Pamphlet No. 626 describes some 


of the types standardised and shows 
—— the advantages obtained. 


b] 
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IGRANIC ELECTRIC С° 


147, Queen Victoria Street, 
LONDON. 


30, Cross Street, 50, Wellington Street, | 
MANCHESTER. GLASGOW, 
Works : 
BEDFORD. 


No. 34. — Transformer type Multiple 
Clapper Starter for squirrel-cage alter- 
nating-current Motors, ý 


No. 450-51.—Magnetically operated Us- 
loading Valve. Сое control 
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ACCUMULATORS 


CENTRAL STATIONS, 

HOUSE LIGHTING, 
ELECTRIC VEHICLES, 
TELEGRAPH WORK, 


&c, &c. 


PRITCHETT & GOLD лмо ELECTRICAL POWER STORAGE C0., LTD., 


Head Office :—82, VICTORIA STREET, LONDON, S.W. 


Telephone : 3181 Victoria. Telegrams: “ Storage Кошо, London," 
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When the Old Year goes out, the thoughtful 
think 
Of what the months may bring them. ere 
the Yule: 

Is Fate asleep, or trembling on the brink 
Of a new change, to please or else befool? 
So wielders of great Ohm's eternal rule 

In reverie sink. 
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UPPLY ALL 
of Metallic filamentlamp 


1, FELIX STREET, — 


Westminster Bridge Road, 4338 Hop. 


LONDON, S.E. 3700 (2 lines) Manchester. 


3858 & 3859 Central (Gla:sov)- 

4735 Royal (Liverpool). 
MANCHESTER : 47, Spring Gardens. Telegraphic Address : 
LIVERPOOL: 37, School Lane. BS netic — 
GLASGOW: 50, Wellington Street. "Swiftsure," Liverpool 
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SPECIAL. 


HIGH TENSILE 


COPPER TROLLEY WR 


25 TONS PER SQUARE INCH UP TO 6/0 S.W.G. 


Tk only Makers of TROLLEY WIRE from 
single heavy ingots. 


Without joints of any description. 


Another Specialis 


HIGH TENSILE BRONZE 


Various Grades up to 
6/ TONS PER SQUARE INCH. 


THOMAS BOLTON & SONS, Lr). 
COPPERSMELTERS AND MANUFACTURERS. 
Registered Offices: MERSEY COPPER WORKS, WIDNES, LANCASHIRE. 


W orka: 
OAKAMOOR, NORTH STAFFORDSHIRE. z FROGHALL COPPER WORKS, STAFFORDSHIRE. 
MERSEY COPPER WORDS, WIDNES. SUTTON ROLLING MILLS, ST. HELENS. 


London Office : 57, BISHOPSGATE m Lee Mathews, London Director). 


TELEGRAPH ADDRESSES :—'' WIREDRAWN, mn NDO | t BOLTON, OAKAMOOR.'' 
"RoLLs, WIDNE t BoLToN, Зоттох Oak." 
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CONTRACTORS' COLUMN. 


(The following information is published in the interests of electrical contractors and others who are seeking for openings for new business 


onsiderable expense fs inc 
large. this cannot always be guaranteed. 


ATHERTON.—Housing scheme; Borough Surveyor. 

BURY.—Additions and improvements; Messrs Wrigleys. i 
DOLGLAS (I.O.M.).—Brush factory, Castle Hill; Government Secretary. 
FARNWORTH (near Botton).—Additions, &c.; Farnworth Glass Co. 


FRINTON-ON-SEA.—Additions, ' The Cedars," The Esplanade, for T. E. 
Marshall. 


WINTNEY (Hants.).—Extensions, 

Baldwin. 

HULL.—Reinstatement, Grove's Oil Mill; British Oil & Cake Mills, Ltd. 

KIDDERMINSTER.—Laboratory and. testing house, Stour Vale Works, for 
Baldwins, Ltd. Sheds, Green Street, for T. & A. Naylor,* Ltd. 

LEICESTER.—Re-erection’ of firelighter works, Belgrave Gate, for Messrs. 
Dawson. 

LITTLE LEVER.—Extensions and improvements; C. P. Potter & Co. 

MALPAS.—Milk factory, Hampton, for Reece & Sons, Liverpool. 

MORECAMBE.—Tramways shelter and office; Е. Marshall, Rorough Sur- 
veyor. 

NORTHWICH.—Additions, &c.; Brunner, Mond & Co., Ltd. 

PEESTWICH.—Rebuilding bleach vorks at Myrtle Grove; Н. & J. Bleackley. 

RAMSGATE.—Extensions, Ellington Park Кола, for the Morris Becf Co., 
Ltd., London. 

RICHMOND-ON-THAMES.—Additions to garage, Grena Road, for White- 
head Aircraft Co., Ltd. ^ 


HARTLEY Phoenix Works, for G. H. 


FANS. 


ironclad Switchgear. Motors, А.б. & D.C. Motor Repairs. 


ENTERPRISE MANUFACTURING CO., 


GUN STREET ELECTRICAL WORKS, BISHOPSGATE, E.C. 
DEPARTMENT R. - AVENUE 5866. 


RIGHT AT THE FRONT. 
The ‘‘ADAPTABLE’’ Earthing and Bonding Clip. 


Absolutely the only Clip on the market that Tel. 
will fit any size Conduit. Cable, or Pipe. 5635 City. 


HANN & INGLE, 13, Albert Place, 
Bridge Street, Manchester. _(Or your Supplier.) 


FOR EFFECTIVE IMPREGNATION 


)“LACWATT’ 


ү. МР, Black or Golden Brown 
Insulating Varnish Dept 
JENSO LSON 17° GOSWELL WORKS. STRATFORD E. 


Gayle 


| N & NICHO GOSWELL 


SU 07" QT C АШ B Ca t 


Г  CONPUTING THE SPEED 
RECEIVING A TELEGRAPHIC MESSAGE. 


Sent by Hand-Key or Automatic Transmitter. 
By J. Rymer-Jones, M.LE.E. 


Priee 49. net. 


Тив method determines the actual number of signal and spacing elements 
received per minute, and excludes any abnormal ing between words, or 
groupe of numerals. the presence of which aft the time factor in the 
ula. The speed can therefore be correetly evaluated in terms of (вау) 

6, 7, or 10-letter words per minute by using their respective s pne constants ' 
as the denominator; er elsein “ standard words," foruntversal comparison, 
by employing a recognised number of elements per 6-letter word. 

Illustrated by practical examples obtained with the syphon recorder and 
Morse recorder. ; : 

The treatise contains, among other data, а con op between the . 
speed efficiency of the International and American codes. 


py cu —— Published by 
: The ELECTRICAL REVIEW, 4, Ludgate Hill, Londen, E.C. 
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in. the production of this column. and every care is taken to ensure that the information 
t it will be understood that in a matter where so many correspondents are engaged. and where the amount of information Ra Qe кту ak. 


If alleged inaccuracies are reported to the Editors. they will be fully investigated.) 


ed is very 


SWANSEA.—Extension of works, Dry Docks, for Superheater Units, Ltd. 
TCDMORDEN.—Reinstatement, (£2,500), Watty Corn Mill; J. T. Ogden. 
TO» BRIDGE.—Re-erection of electric department, Railway Approach, for 
m South-Eastern & Chatham Rly. Co.; Engineer, London 
_ Bridge. 
V'ARRINGTON.—Extensions; Warrington Co-operative Society. 
WINDSOR.—Alterations, “ Castle’ Hotel, for the Home Counti ic- 
House Trust, Ltd.; Mence & Finn, architects. pee nee 
DEWSBURY.—Rebuilding at premises, for Handley & Drury, Bradford Road. 


FELLSIDE ` (WBESTMORLAND).—Primitive Methodist Sunday School; Trustees. 


На Sünday School, for St. Andrew's Mission Church, Molmfeld; 
icar. T 


HOLMFIRTH.—Extensions at Ribbleden Mill; Proprietors. 
HORSFORTH.—Housing scheme; Clerk to the U.D.C. 
HU DDERSFIELD.—Housing scheme; Borough Surveyor. 
LEEDS.—Extension of the University; the Secretary. 
LIVERPOOL.—Rebuilding of science laboratory and laundry connected with 
Granby Street Council Schools; Director of Education. 
OLDHAM.—Rebuilding of Moorsidé Mills, for T. Meflodew, Ltd. 
RADSTOCK.--Business premises at Paulton, for Co-operative Society. 
ROT CHEE YSHORE (Stico).—Produce store, for North of Ireland Produce 
9. 


SELBY.—Housing scheme; Surveyor to R.D.C, 


Controller Resistance Nets. 
(BRITISH MADE) | 


dem o c o m m m mm cm —— m m m ctm m cm 


Dimensions: 6à x 8 Inches. 


Can be SUPPLIED WITH or WITHOUT FIXING LUGS. 


Standard Sizes with 80 to 5 ohms, each capable 
carrying from 2}- to 8 amperes (3-minute rating), 
i to 6'3 amperes (continuous rating). 


of 
i 


EVERY KIND OF RESISTANCE 
MATERIAL SUPPLIED, 


ALSO 
Resistance Wires, Insulating Beads, Asbestos Yarne. 


Please write for Samples and Lésts— 


THE CRESSALL MANUFACTURING СО, 


40 & 41, STANIFORTH ST., 
BIRMINGHAM. 


= At Rg PR cAI cM ч ШШШ ap c a 


{ -<a THE ELECTRIC TRAMCAR HAND-BOOK, ~ > | 


Inspectors and 
pe а ву W. A. AGNEW. Dept Workers 
H.. ALABASTER, GATEHOUSE & CO. 4, LUDGATE Hitl, LONDON EC. ^ 
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MANUPACTURED IN LONDON BY 
THE WESTINGHOUSE BRAKE CO. LTD. 
82, York Road, King's Cross, London, N. 
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Our Manufactures include: 


Cables for Lighting, Power, | 
Telegraphy and Telephony. 
H.C. Copper Wires and Strands. 
Aluminium Wires and Sheets. 


HELSBY 


Phosphor Bronze Wires. 
Brass Rod. 
Brass Forgings. 

Enamelled Wires. — 
Cotton Covered Wires. 
Aerial Cables. 


Joint Boxes and Pillars. 


Jointing Compounds. © 
Primary Batteries. 
Exptoders. 

Shot Firing Cables. 
Window Lead. 
Cable’ Racks. 

. Static Condensers. 

Pole Line Steelwork. 


Paper Pinions. 


CAB-TYRE SHEATHED CABLES. 
Patent No. 3996/11. 


Si af uf fef a a 


In these strenuous days, when time 
counts above all things, the risk of 
delay arising through the breakdown 
of movable: cables in Collieries, 
Chemical Works, and other places 
where the working conditions are 
exceptionally onerous, can be largely 
discounted by the use of these 
cables. | 


The highest tribute to their out- 


oABÁMmU 7 HELL. URL eee 


Fuses and Fuse Wire. 
Electric Welders. 
Telephone Cords. 


standing merit is the extensive and 
growing demand which exists for 


this t of insulation. 
Annealing Furnaces. ype xig ane 


Tramway Insulation. 

Overhead Equipment. 

Electricity Meters. 
Knife Switches. 


BRITISH INSULATED & HELSBY GABLES, | 


 Cablemakers and Electrical Engineers, 


Works: PRESCOT, LANCASHIRE, & HELSBY, nr. WARRINGTON. 


. Branch Offices in :—London, Manchester, Glasgow, Birmingham, 
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Newcastle, Cardiff, Dublin, Leeds and Belfast. 


OVERSEAS’ BRANCHES: - | 
AUSTRALASIA: The Wool Exchange, King "en m 
EASTERN INDIA: 11, Clive Street, Calcutta. 


" SOUTH AFRICA: | ' Telegraph Manufacturing Co. (Coloniah) Ltd., 
P.O. Box 2827, Johannesburg. 
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THE WESTMINSTER ENGINEERING CO., LTD., 


Victoria Road, ovihessen зи Willesden Junction, N.W. 


Box Type Carbon Br Brush Holder 


- . Over 5,000 supplied to Lighting 
. and Power Companies for 
Commutators and Slip Rings. 


Spring entirely enclosed. 


Minimum circumferential 
space occupied. | The Lusty Lung, 
Pressure in direct line With all his might 
immediately over centre dn А арі и Fluxito. 
of brush. 
Substantially made and Electricians, Plumbers, Gasfitters, and "m Metal 
no screws or parts that Workers all sing the Prai Be8 О 


can get loose. 


Easy adjustment when 
|. running if necessary. 


Price Ss. to Ов, 


according to Size and Quantity. as the paste flux that solders even dirty metals 
without cleaning or corrosion, and joints lead 
бы Be made ioca ahy. Май. without solder merely by the use of a blow-lamp 
eae ы сы | ог blow-pipe. In short, Fluxite 
Eoo cn" ae SIMPLIFIES SOLDERING 
Telegrams :— AND SUPERSEDES LEAD-BURNING. 
" REGENCY, LONDON." 


If desired some solder can be filed into a little 
Fluxite and the two applied together.  Fluxite 
ig & necessity in every tool-kit. 


YOU WANT SOME. 


Of Ironmongers and Oilshops, іп Tins, "d., 1/2 and з. 
Made by THE AUTO-CONTROLLER CO., 54, Vienna Road, 
Bermondsey, В.Е. ) 


ши sy 


CAPPER PASS & SON, Ltd, 


BEDMINSTER SMELTING WORKS, BRISTOL. 
Sellers of ANTIMONIAL LEAD of all Grades. 


BUYERS OF | 
LEAD ASHES & LEAD RESIDUES from ACCUMULATORS, 


Telegrams: ** Pass, BRISTOL, Telephone 8475. 


a ete 


The Lamp Catalogue of the Season. 


The 1917 i Drawn Wire Lamp 
List is one of the most attractive cata- 
logues issued this year; awork the Trade 
will appreciate, showing as it does every 
type of drawn wire lamp in use to-day. 
Ask us to send a copy by return of post. 
Write or ‘phone us to-day, now, before 
it slips your memory. 


THE “7” ELECTRIC LAMP MFG. CO., LTD., 
Sales Office and Works: SOUTHFIELDS, LONDON, S.W. 


Depots: 
козин. нынын LANE, DUBLIN—$, SOUTH ANNE STKEST. 
NEWCASTLE — MILBURN HOUSE. 
кык, CHURCH STREET. MANCHESTER—60, LONG MILLGATE. 
COLMORE ROW. GLASGOW-—190, BATH STREET. 
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We are Specialists 


in the Manufacture of 


IRONCLAD & OPEN TYPE 


ELECTRICAL 
SWITCHGEAR. 


Prompt delivery guaranteed. 


Send us your Enquiries. 


.. Wa, SANDERS & 0, .. 


bandera, 


е ТТИ FALCON ELECTRICAL WOCRKS, Wednesbury.” 
WEDNESBURY. 


SANDYCROFT LIMITED, 


CHESTER. 
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Our Manufaotures 
| are: 


SWITCHBOARDS, 
IRONCLAD & OPEN TYPE 
KNIFE SWITCHES, | 
FUSES, 
IRONCLAD SWITCHES, 
ironclad Switches & Fuses 


Combined, 


HOME OFFICE FUSE BOARDS 


in Teak or iron Cases, 


LOW VOLTAGE FUSEBOARDS 


in Teak or fron Cases, 


HOUSE SERVICE BOXES, 
BATTERY SWITCHES, 


ETC., ETC., ETC. 


CASCADE MOTORS 


are specially adapted for driving 


AIR COMPRESSORS 


Speed varied 
· Economically 


| : —— Sandycroft— __ 
J Two-Speed Cascade 
|». Motor driving an 


io Air Compressor. 
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Pellen, Bir W. H., & Co., Ltd. Sup. 98 


tian Electrio Co., Ltd.  .. 
Bastian Meter Oo., Lta, 
Baxter 1 ле» Ltd. ee ee 


Bennis, B., & Oo., Led. .. . Bup. 2 
кту, ө өө es 16 
riram Thomas .. os "s 4 

Best & Шоуа, Ltd. > on 

Bill, 8., & Go., Ltd. А Sup. 82 


Birmingham Eleotrieal Ассез- 


Braby А m 
Brimadown Lamp Works, Ltd. 


" British Insulated and "Helsby 
Brit Le M Beicesc Mts’ Oo, iia, 1 
А Е osson » Oo. , 2 

British Thomson Horio. бо.. 
Ltd. ee oe .-15 & Sup. 96 
anash Westinghouse B. and M, 


INDEX TO ADVERTISERS. 


Diamond State Fibre Со, .. 
Diok, W. B., & Co., Ltd. "EE 


Dick, Kerr & Oo., Ltd. .. 1 
kson, i € Ou. А 
эў ee 
Donovan & Co, he vió .Bup.4 
& Oo. se . ee 8 
рог Ае ауа d Sup. 30 
he [I] t ee up. 
Drake & Gorham, Led. ee oe 18 
Drysdale & Оо, .. ве А 
Dugdell’s Равепо .. ae Sap. 24 
Danean Watson & Co. .. 
Duram Ltd. a "T Sup. 18 


Edison Bwan Electric Co.,Ltd. Sup. 88 
Eleotric Conseruction Uo., Lad 
Electric Control, Ltd. .. 1 & Sup. 81 
Blectric & General Works, Lid. 
кюе а Ordnance Accessories 
Electric Suction Cleaner Со. .. 
Hilectrical Apparatus Uo., utd. Sup. 17 
BDleotrica) tractors’ Assoc. 
Electrical Engineering & Equip- 
ment Co. Led. ee se е - = 
Electrical Supplies Ол. .. Bup..23 
10610: Mechanical Brake Co., ` 
Blectromotors, Ltd. a - 1 
Elliott Bros. ee [ X es 


on, George .. oe . .Bup. 7 
Endolithic Manufacturing Oo., 
Ltd Sup. 94 


Mngineering & Aro Lamps, Ltd. 27 
Enterprise Mfg. Co. ise is 20 
Escher Wyss & Oo., Ltd. s 
Everett, Edgoumbe ё Oo., Lid. 
Evershed & Vignoles, Led. Bup. 20 


Ingleby & Oo., L 
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Imp*rial United Lamp Co., 
Led. ` Вир. 19 


Indis-rubber, Gutta- ct and 
Telegraph Works do. Lid... 89 
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Jackson Hiec. Stove Oo., Ltd. Sup. 34 
Jaroslaw D. . eo ee ee 
Jenkins Robert ..  .. 

Jenson & Nicholson, Ltd. is 90 
Johnson & Phithpes, Lea. T 1 


Keith, J., & Blackman Oo , Lad. 

vin, Bottomley & Baird, 
Kev Engineering Co., Lad. “вар. м 
Kirk (Wheatley), Priee & Со. Sup. 11 


Landis & Gyr, Ltd. a T 
Langdon-Davies Motor Co, .. 
Laurence, Boott & Co., Led... 

“ Les ’’ Recorder Co., Lid. .. 1 
Leach, 8. G., & Co., Ltd. sa 

Le Oarbone.. A 

L'Eleotro Journal ins ° 
Lánolite Со. 26 as Sup. 89 
АМ ое Ltà.. . ee “ee ee 1 
Liverpool Elec. Cable Co., Ld, Вор. 8 
London Electric Firm .. гә 
London Blectric Wire Oo., Ltd. 
London & Rugby Eng. Oo., Ltd. 1 
L.P.8, Eleotricál Co. ee ee 
Lundberg, A. P., &Bons.. ss 


Mather &Platt, Lid. у. о... 
Ltd, ee [E 1 


Simplex Conde Ed... ЧА 
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Sisson, W., & Со, Lid... .. 
Sloan Electrical Oo., Led. us 9 
Smith, Frederick, & Oo., Ltd... 1 
Smith, Major & Stevens, Ltd, Sup. 94 
Solenoid Regulator Оо... . 

Stee] Tubes & Conduits Co. Sup. 38 
Stór Varnish Co. .. .. 


Btone, J., & Oo., Ltd. ..  .. 
r Bros. T 


lectrigal Oo. Ө ЖЫ: 
л. Вара 


Taylor & Chalien, Ltd. .. 
lor & Co. LE J ee ee 

T Condenser No., Lid, 3 

Thames Paper Oo., Ltd. Se 


oGeoch, W. „ Ltd. Sup.  Thermi) lad. ... .. .. | 
Brook B. Lid. .. "тава - Mie Malo eir Gn en | e i isi Men б, | 
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BELLING 


We can quote you for and are regularly supplying :— 
Electric Heaters for Shell Drying Ovens. 


“Z” Electric Lamp Mig, O0., 
Ltd. ee ee eo oo 22 


Y 


BRITISH EBONITE 


MANUFACTURERS OF 


` EBONITE 


C0., 
LTD., 


Мавы and Fire-proef Heaters for Loading Rooms. pus E | 
mmersion Heaters for Wax Melting. К т ЕЗ Е 

Air Warmers for Fabric Drying Rooms. T ? 

Low Temperature Radiators for Work Rooms, : SHEETS, 
Electric Fires (Radiant type) for Offices, &c. 

Electrically-heated Water Tanks to deal with any quantities. MOULDINGS, 


Thermostatically controlled apparatus to keep either water or air 
at any d temperature. 
Eleetric Toasters, Water Boilers and Grillers for Mess Rooms. 


Works and Offices :— 


HANWELL, LONDON, W. 


TELEPHONE: 1689 EALING. 
TELEGRAMS: " EBONITICAL, HAN, LONDON. 


We have had large experience in adapting electricity to 
many novel manufacturing processes, and are prepared to 
submit quotations and drawings to meet any given conditions. 


BELLING &-CO., Liecirie Heating Specialists, Derby Rd., EDMONTON. LONDON, Н. 
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CLASSIFIED INDEX OF ADVERTISEMENTS. 


The Names of Advertisers whose Announcements are ordered for 


Charge, bat if repeated under existing Headings 


Accessories. 
British Thomson-Houston Co., Ltd. 
Mieetrical 


vis e . 
Swan Electric Oo., Lta 
L.P as nann & On Led, 
Land 


berg, A. P., & Sons, \ 


Air Compressors. 
Dickson, Norman, Pringle & Oo. 
Reavell & Oo., Lea. 

| Ат Filters. 
Film Cooling Towers, Ltd. 


Rritish aon ee Oo., ii 
rice үгү, eg baa. 
Are Lamp Coupling, Winches, &c. 


Engineering & Aro Lamps, Ltd. 
Londen Blectrio Firm, 


Auctioneers and Valuers 


Kirk (Wheatloy), Price & Co. 
Autematie Liquid Seale and 
| Indicator, 


Avery, W. & T. Led, 


Ball Bearings. 


Hoffmann Mfg. Oo., Ltd. 


| Batteries (Primary). 
General Electric Oo., Lid. 
Indis-Rubber, G.-P., & T. Oo., Ltd. 
eritys Ltd, 


Batteries (Storage). 
Chloride Bleetrical Storage Oo., Ltd, 
D.P. Battery Oo., Ltd. 
Hart Aecumulator Oo., Ltd. 

Premier Aeeumulator Oo., А 
Pritehett & Gold and Blectrieal Power 
mt pay pala Ltd, | 
Tudor umulator Oo., Ltd, 
Bellis. 
General Hlectrie Oo., Ltd. 


Wright, à. 3, Lad, 


peas a 


Bitumea. 
Ango Mexican Petroleum Products 
LI] Ltd. 


Boosters. 
Chloride Eleotrioa] Storage Oo., Ltd. 


Brake and Clutch Linings. 
Herbert Frood Oo., Lid. 


Carbon Brush Holders. 
Westminster Engineering Co., Ltd. 


Cabinet Work, 26. 
Brown & Co, 
Dodimead, J., & Son. 


Cables. 
Bee Wire (Covered), 


Cable Connectors. 
Haslam & Stretton, Led. 


Car 
Brfush Thomson-Houston Co., Ltd 
Electrical Engineering & Equipment 


Casing and Capping. 
Haslam & Stretton, Ltd. 
Barris, J.F..@G . В 


Chain Drives. 
Westinghouse Brake Co , Ltd 


Chatterton Compound. 
Pomona Rubber Co. 


Circuit. Breakers (Aatematic), 
British ma Houston Oo., Led 
Edison Bwan Electric Оо, Led. 
Vefys Led. 


General Oo., 
_ Нап, J, гоа Oo., Ltd, 


Cemmatating Grinders. 
РЫШ Commutator Grinder Oo., 


Condensing Apparatus. 


Mirrlees Wateon Оо, Lid 
`  Cenduits. 


ИИА 
Linolite Oo., The, 
Oriental Tube Co., Limited. 

et pe Gonduits, Ltd. 

Bise Tubes & Conduits Oo 


Controller Fingers. 


Oleveland Metal Оо, 
Controllers. 
Bertram Thomas, | 
тезите & Ordnance Aceessories Oo , 
Electro-Mechanical Brake Co. 


. Converters (Motor). 
Peebles (Bruee) & Oo., Ltd, 


Ceoling Towers. 
Worthington Pump Oo., Ltd. 


Bolton, T., & Sons, Led. 


Coppersmiths. 
Doro & Oo. 


Cranes. 
Herbert Morris, Ltd. 


Dynamos. 
British ''homson-Houston Co., Ltd 
Crompton & Oo., Lid, | 
Hleotric Construction Oo., Led. 
Hlectromotors, Led, 
Hlectric 


» Wilson & Oo. Lead, 
Helmes, J. H., & Oo. 
MoOlure & 


Vie ога, Ltd, 

Victoria Dynamo & Motor Oo, 
Dyaamo Brushes. 

British Thomsen-Houston Oo., Lid. 

Voritys Ltd. 


Dynamo Repairs. 
Thomas, 
Walters, Austin, & Son. 


Barthing Clips. 
Hann & Ingle. 


Ebonite. 


Ameriean Hard Rubber Oe, 
British Ebonite Co., Ltd. 


& Ebonite Oo., Lita, 
New Ecoles Rubber Works, Ltd. 


- Кене Portable Tools. 
Consolidated Pneumatic Tool Oo., 


Ltd. S 
Westminster Too! & Bleotric Oo. 


` Eleetriea! Accessories. 
MoGeoch, W., & Co., Ltd. 


, Electric Heating. 
Husband, F., Ltd. 


Electricity Meters. . 
Bastian Meter Co., Led. 


Bertram Thomas. 
British Thomson-Houston Oo., Ltd, 
Electrical Apparatus Oo., Ltd, 
General Elecírió Oo., Ltd. 


Enjineers and Centracters 
(Electrical) 


British Thomson-Houston Oo , Ltd 
Ciarke, Cha а Oo. Ltd. 
Dic err & Oo , Ltd 


otors, Ltd. 
Indis-Rabber, G.-P, а Telegraph 


Works, Ltd. 

ohnson & Led, 
Moy, B. F., Lid 
Peebles (Bruce) & Оо, ГМ 
Western Blectric Оо 


Engines (Gas). 
Gardner, L., & Sons, Ltd. 
Hindley, E. 8., & Bons. 
Nattonal Gas Engine Oo., Ltd, 


(08). 
Wiisom & Оо 


Biekerton & 
had Broke Go cat. 


Engines (Steam). 


Allen, W. H , Вор f м еч 
Browett, Lindle e " 
Howden, J. & Op, | 
Reavell & Qo., Ltd. . 
Sisson, W., & Oo., Lid. 


Engines (Pumping), 


Drysdale & Co, 


Fans, 
Davidsen & Oo., Ltd. 
General Oo., Ltd. 
James Keith & Blackman Oo., Ltd. 
B. чё Oo., Ltd. 


Feed 
Hall, J. P., & Sons, Ltd. | 


Feedwater Treatment. 
Dearborn Chemical Oo, 


Fibre, 
Austin & Hayes. 
Diamond State Fibre Oo. 
Mosses & Mitchell, 


Fittings (Electric Light). 
British Thomson-Houston Uo., Led. 
Cablo Accessories Oo., Ltd 
Dorman & Smith, Led, 

Drake & Gerham, Led. 
Dugdell’s Patents, 
Engineering & Aro Lamps, Ltd. 


Fittings (Fancy). 


MoGeoeh, W., & Oo., Lita, 
Mey, E. F., LM. 


Galvanisers. 
Cowper-Coles Galvanising Co. 


Generators. 
British Thomson-Houston Oo., Ltd. 


Glass. 


General Blectric Oo., Ltd. 
Veritys, Led. 


Graphite. 


Acheson, E. G., Lid, 


Heating & Cooking Apparatus. 


Bertram Thomas 
Birmingham Electrioal Acaessories 


Manufacturing Co, 
British Kueotrio ‚м РУКНИ Co., Ld. 


British Thomson. Houston Co., Ltd. 
Carron Со. 

Cressall Mig, Oo. 

Eee. & Ordnance Accessories Oo., Ltd, 
Ferranti 


td. 
General Kleotrio Oo., Ltd. 

Jackson Electric Stove Oo , Ltd. 
Quead, L 


'ownshend's Art Metal Oo., Ltd. 
india- Rubber. 


India-Rubber, G.P., and Telegraph 
Works Co., Ltd. ' 


Oo., Ltd. 
Edison Swan Electrio Co., Ltd. 
Elliott Bros 


1 & Co., Lad. 


(Geatiagzed on page xxviii.) 


| 


a series are entered under any one Heading in this Index Free of 
Gd. per Week is charged for each additional entry. 


Inss'ating Material. 
British Thomson-Houston Co., Ltd. 
Oaatie:d Hubber Оо. | 
Holder-Harriden Led. 

Litholite, Ltd, 

Mieanite and Insulaters Oo., Led. 
Reburine в 

Siemens Bros. & Oo., Ltd. 

Swiss Insulating Works, Ltd, 


Insulators. 
Turners & Manville, Ltd. 


insuranee. 
National Boller & General Insurance 
Oo., ла, 
Phosnix Fire Office, 
iron and Steel. 
Bimplex Conduite, Ltd. 


ваба 
Heathman, J, H., & бе, 


Lamp Helders, 
Mison & Swan U.R.D. Oo., 144. 
Western Hlecirio Oo., Ltd, 


Lamps (Are). 


British Thomsou-Heuston Oo., Ltd. 
Dawson, E., & Co. 


Genera! Electric Co., Lid. 
'& Aro Lamps 


Voritys, Led. rad 


Lamps (Corben and B.F.). 
on Bleotric Lemp Repairing O0., 


Ltd, 
* O0., Lid, 
Pepe's Bleetrie р Oo., Led, 

lo Eleotrio Lamp Oo., Ltd. 
Stone, J., & Os, 

6, e $ 


| Lead Smelters. 
Pass & Son, Ltd, 


Sraith, Major & Stevens, Ltd. 
Wadsworth, Wm., & Sons, Léd. 


 Labricants. 


Pomena Rubber Oo., Led. 
Willcex, W. H., & Oo., Ltd. 


Jaroelaw, D. 
Mioa Co. " 
Micanite and Insulators Co., Ltd, 
lor & Oo, 
F., & Bons. 


Motors. 


Crypto Electrical Oo. 

Ordnance Accessories Oo., Ld. 
Eleotromoters, Ltd. d 
General Eleotrie Oo., Ltd. 

Hall, J. P., & Oo., Ltd. 


He eW ; 


Motor Starters а Controliers. 


Britieh Thomson-Houston Co., Ltd. 
Apparatus Oe., Lei. 
fener i Lad. 
‚Жеты им. 
Regulater Os. 


Vart Led. 
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B FERRY) © | FERROZOID RROZOID | - 
| ог | CHRONIC | 


“WRITE FOR PARTICULARS OF FOURTEEN GRADES oF 


? BRITISH- “MADE RESISTANCE MATERIALS 


|| ,T0:—. 


c S PES td 


: HENRY WIGGIN & Co., Ltd., George St.,  BIRMINCHAM. 


TEL E PHONE : gito ЕЙ. 
GRAMS : WIGGIN, ү. 


LIONEL ROBINSON, 3, Staple Inn, LONDON, WC. 


TEL PHONE : 6323 HOLBORN. 
GRAMS : FERRYDOM, LONDON. 4 


Я MAKERS : | AGENT.: 


HALF-WATT FITTINGS. 


VERULAM and BRISTOL Patterns 


for replacing Arc Lamps in series. 


Write for Lists (0— 


ENGINEERING & ARC LAMPS, LTD. 


Sphere Works, 
ST. ананы HERTS. 


_ Telegrams : Voltarcon. > | Telephone 268. 


See lillustrated Advertisement December 15th. 


ELECTRIC — | | THE WESTMINSTER TOOL & ELECTRIC CO. 


C | “өнд баллон Condon шы: in Electric Portable Tools. 
ONDENSERS | |" => THE WESTOOL 


FOR ALL PURPOSES. E саид ELECTRIC DRILL. 


MAE Designed for 
CONDENSERS for HIGH TENSION and WIRELESS Work. ! Busto n use with High- 


High-Class Condensers for Telegraph & Telephone Lines. eo "xum Speed Steels in 
MANSBRIDGE AND ROLLED FOIL TYPES. | > „ {топ апа Steel 
STANDARD CONDENSERS. i | 7 Works, Ship- 


Sole Makers of Dearlove's PATENT Artificial Line, having | "^ yards, Aero- 
conductor of negligible temperature co-efficient. | S plane & Motor 


| " | _ ы Car Works. 
TD., E і — 
THE TELEGRAPH CONDENSER co., L^] SUFFOLK HOUSB, LAURENCE POUNTNEY HILL, 


Vauxhall Street, Kennington Oval, London, S.E. CANNON STREET, LONDON, Е.С. 
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CLASSIFIED INDEX OF ADVERTISEMENTS .—(Continud from ри xxvi.) 


Name Plates. 


рон Manufacturing Oo., Ltd. 
Nea 
Reliance Engraving Co., Ltd. 


Oil. 
Dick, W. B., & Co., Ltd. 


Oll Cans and Filters. 
Wells, A. C., & Oo. 


Packing Cases. - 
Thames Paper Со. 


Patent Agents. 
Raworth, J. E. = 


Pillars. 
Hardy & Padmore, Ltd. 


Porcelain, China, &e. 
China Furniture Elec. Fittings Mfrs.’ 
Association. 
Macintyre, Jey & Co., Ltd. 


Pulleys. 
Unbreakable Pulley & Mill Gearing 


т Pumps. 


ometer eering Oo., Ltd. 


Weir, G. & J., 


Rheostats. 


Bertram Thomas, 
British зовоо нош Co., Ltd. 
шам о есы Oo, L 


Mor x3 F., Ltd. 
ters, Austin, & Bon. 


Scrap Metal Buyers. 
Webster, A. - 


Soldering Material. 
Auto-Controller Co, 


Stampings. 
Harold, Harley & Co. 
Harris 


Jenkins, R. 
Sankey, J., & Bons, Ltd. 
Turner Bros. 


Steam Pipes. 
Dore & Co. 


Stokers. 


Bennis, E., & Co., Ltd. 
Proctor, J., Ltd. 


.Superheaters. 


Buperheater Units, Ltd. 
Switch Cells. 


Croft Granite, Brick & Concrete Co. 


Switehboards. 


British Thomson-Houston Oo., Ltd. 
Ferguson, Pailin & Co. 
General Electric Co., Ltd, 
Holmes, J. H., & Co. 
Igrani Не Шек чо, Ltd. 
oy, B 
Veritys L 
Walsall Mlectrical Ov., Ltd. 


Switches. 


Berry. Skinner & Oo, 

Bertram Thomas. 

Bill, 8., & Co., Ltd. 

British Thomson-Houston Oo., 44. 
Oantie Switch Co., Led, 

Dorman & Smith 

Edison & Bwan С.Е 1. Co., Ltd. 
Electric & General Works, Ltd. 
Enterpriee Mfg. Co. 


Moy, E. F., Ltd. General Electrio Co., Ltd. 
ond Engineering Co. Lundberg, A. P., & Sons. 
Ross Courtney & Oo., Ltd, McGeoch hot : Oo., Ltd. 
Showell E., & Sons, Ltd, Moy, E. F., L 
іза Lad. Veritys i" 


Tank and Girder Work. 
Braby, Fred., & Co. 


Ф 


Telegraph Condensers. 
The Telegraph Condenser Oo., Ltd. 


Telegraph Poles. 
Armstrong, Addison & Co. 


Telephones. 


British L. M. Ericsson Mfg. Co., Ltd. 
General Electrio Co., Ltd. 
Gent & Co., Ltd. 


tys 
Weatern Eleotrio Co., Led. 


Tools, &e. 
Taylor & Challen, Ltd. 


Tramway Supplies. 


British Thomson-Houston Co., шд. 
General Electric Co., Ltd 


McGeoch, W., & Co., Ltd. 
United Electric 4 Eta. 
Veritys Lid. 


Transformers. 
Bruen Bleotric Transformer Оо. 
British Thomson-Houston Oo., Ltd. 


Crypto Electrical Co. 
Foster Engineering Oo., Ltd. 


Turbines, 


British eee Oo., Ltd. 


(Steam 

Escher W & Оо 

Fraser & haa кен Ltd. (Steam), 
Gilkes, Gilbert, & бо, (Water). 


Vacnam Cleaners. 


Bleotric Suction Cleaner Oo. 
Simplex Conduits, Ltd. 


Varnishes, &c. 
Jenson & Nicholson. 
Pinchin, Johnson & Co., Ltd, 
Sterling Varnish Co. 


Ventilatien. 


General Electric Oo., Ltd. 
Veritys Ltd. 


Vulcanite. 
Сатвоп, Evans & Co. 


Water Recorders. 


“Lea” Recorder Oo., Ltd. 


Welding. 8 


Thermit, Ltd, 


Wire (Covered). 
Bun Insulated and Helsby Cables, 
British Thomson-Houston Co., Ltd. 


Concordia Kieotric Wire Co., Laa. 
Connolly Bros., Ltd. ' 


Geipel, Wm., & Со. 
iovis Cable Manufacturing COo., 


General Eleotric Co., Ltd. 
Glover, W. T., & on! Ltd, 
Henley's, W. T., Telegraph Works 


Higgin, Ltd. 
Hooper's Telegraph & Indis-Rubber 


orks, L 
J олоп * Philli ‚ Ltd. 

Liverpool Electric Cable Oo., Ltd. 
London ga Wire Oo., Lad. . 
MoGeoch, W 

Saxonia Electrical e r Co. 

Bt. Helens Cable & Rubber ai LA. 
Veritys Ltd. 


Smith, F., & Co., 


ANNOUNCEMENTS, 


Releting to Situations, Articles for Sale and Wanted, &c., appear on Sup. 11, &c. 


MILITARY TELEPHONES. 


Can be 
obtained 
from 
Stock. 


Ф 


BRITISH 
MADE. 


Ф 


Prices on 
application to 


MAGNETO 
and 
BUZZER 
PATTERNS. 


Ф 


Complete, 
ready for 
immediate 
Service. 


BRITISH L. M. ERICSSON Mfg. Co., Ltd., 


5, CHANCERY LANE, W.C. 


м 
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LUBRICATION OF THE STEAM TURBINE. 


* 
* 


рск L. G. TURBINE OIL 


ENSURES MAXIMUM э EFFICIENCY. 
INSTANT SEPARATION FROM WATER. | 
NO. SLUDGE. 


: | Used by H.M. Admiralty and Leading Turbine Builders. 
е 
K=” From a Leading Firm of Turbine Builders :— 


“Only one barrel used In 


23 years to make up loss.” 


W. B. DICK & CO., Ltd., 90, Fenchurch Street, LONDON. 


Telegrams : ‘‘ Dicotto,” London. Telephone : Avenue 7884. 


NANTERRE 
CARBONS 


Open. 


Enclosed. 
Ши. MINIMA GNE] Cinema. 


" DE CHARBONS POUR L'ELECTRICITE. ALI "n OF FLAME. 


weve ELECTRICAL CO. 73. CHEAPSIDE, LONDON, Е.С. 
W. M. WILSON & CO., 19, WATERLOO ST., GLASGOW. 
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STANDARD WING NUTS. 


All these Goods are shown Full Size and kept in Stock. 


Screw Manufacturers and Metal Merchants. 


YORK ROAD, 


Telegraphic Address: ‘‘ CONDUCTIVITY, LONDON." 
and base of nut faced. 


WOOD GREEN, LONDON, N. 


ГА 


bright finished, 
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KING'S CROSS & 


Made of Brass, 


Telephone: 580 NORTH (2 lines). 


TAPPED WHITWORTH STANDARD. TAPPED B.A. STANDARD. 
Size. y" А" 4" fs” i" at 4" i" | 4 6 


——— | ee | eee | aM 


2 3 4 5 6 


en” & Ре 


Poe ia ^ ome р 
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BEFORE SELECTING SITES 


FOR 


NEW WORKS 


VISIT THE GREAT 
MIDLAND 


CHEAP FUEL, 
POWER and LABOUR. 


RATES NOW REDUCED 
BY 5d. IN THE POUND. 


DAILY SERVICE OF STEAMERS TO 
HULL via RIVER TRENT. 


Apply INDUSTRIAL DEVELOPMENT OFFICER, GUILDHALL, NOTTINGHAM. 


Get 
particulars 
from 
your 
Supply 
Department. 


mw 5 f 
~ |. = 
| 

j 


THE LATEST THING IN ELECTRIC FIRES. 
— INTENSE RADIANT HEAT. — 


ABSOLUTE RELIABILITY GUARANTEED. 


Lists and Samples on application. List Prices from 27s. Gd. upwards. 
Manufactured by р 


CREDENDA CONDUITS СО. Ltd., Aston, BIRMINGHAM 


London Agents : BAXTER & CAUNTER, Ltd, 219, Tottenham Court Road. 


Registered ** WIT PHELAN ” Trade Mark. 


WATERTIGHT PLUGS кэ 
GABLE CoupLiNGs. V 


5 to 250 Amps. 500-volt Circuits. 


For Portable and Permanr..« Installations, Field 
Piants, Motors, Mines, Shipyards & 3-phase Work, 
Special Plugs for Ship Wiring and Docks. 


As used by H.M. War Office, L.C.C., Electric Supply Companies. &c. 


4, 6 and 8, NEWTON STREET, HIGH HOLBORN, W.C. 


: 2600 Gerrard. 12061 Central. Telerama’ ''Njnhon Tondon." 


Angie Plug and Socket. 
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IMPORTANT FACTS 


for Users of Leclanche Cells. 
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N spite of the increased cost 

. of materials, the sizes of the 
Porous Pot and Zinc in the 
SILVERTOWN Leclanche 
Cell have not been reduced ; 
every pot is filled to the top, 
and every zinc is amalgamated. 
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To-day, the efficiency of the 
SILVERTOWN Leclanche 
Cellis in every way as high as 
when originally introduced by us 
into this country nearly 50 years 
ago. 


To ensure the maintenance of 
this standard a proportion of 
every batch of SILVERTOWN 
. Leclanche Cells must pass a 
‘severe test before the bulk is 
released for service. 


The first cost of the 
SILVERTOWN  Leclanche 
Cell is naturally high, but the 
longer "life" апа higher 

. efficiency are an adequate 
counterbalance. 


Used by all Government 
Departments and most Colonial 
Administrations. 
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We make nearly all types of 
Primary Batteries and invite 
enquiries. 
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THE INDIA-RUBBER, GUTTA-PERCHA AND 
TELEGRAPH WORKS CO. LTD. 
(The Sileertown Company). 


Head Office : 106, Cannon Street, London, E.C. Works : Silvertown, London, E. 


Branches : Belfast, Birmingham, Bredford, Bristol, Cardiff. Dublin, Савом, Liverpool M ! 
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